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DESIGNING  AN  EARTH  DAM 
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WITH  THE  RESULTS  OBTAINED  IN 
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Synopsis. 

The  following  paper,  though  giving  the  theory  regarding  the  design 
of  an  earthen  dam  having  a  gravel  foundation,  is  intended  mainly 
to  present  the  results  of  tests  on  a  model  constructed  to  scale.  The 
dam  was  designed  to  impound  water  for  storage  purposes  under  rather 
unusual  conditions.  A  study  of  the  subject  produced  little  of  real 
value  in  determining  the  action  of  water  under  these  conditions. 

However,  this  paper  does  not  give  the  detailed  design  of  unim- 
portant features  but  only  the  general  design,  especially  the  shape  and 
type  of  cross-section  and  the  quality  of  the  materials  placed  therein. 

It  is  hoped  that  the  discussion  will  bring  out  many  interesting 
facts  and  experiences  which  will  contribute  to  more  rational  methods 
of  design  of  earth  dams,  or  of  any  dams,  on  porous  foundations. 


Introduction. 
At  the   dam   site   in   question,   a   dam   had  been   started,   but  was 
wholly  unfit  to  sustain  even  a  small  proportion  of  the  head  of  water 
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2  DESIGNING  AN  EARTH  DAM 

required.  The  reservoir  was  for  the  storage  of  water  for  irrigation 
purposes,  and  the  dam  was  to  be  110  ft.  high  at  the  maximum  section. 
With  an  approximate  depth  of  30  ft.  of  material  in  place,  and  nearly 
the  whole  width  of  the  base,  a  head  of  slightly  less  than  25  ft.  caused 
water  to  issue  in  considerable  quantities  from  the  down-stream  toe  of 
the  dam.  This  caused  the  people  living  in  a  small  town  a  few  miles 
down  the  river  to  become  fearful  of  the  results. 

Several  reports,  made  by  different  engineers,  unanimously  con- 
demned the  structure  as  it  was  being  built.  The  bonding  house  backing 
the  irrigation  company  failed  at  this  time,  the  project  was  sold  to  satisfy 
judgments,  and  the  contractors  for  the  dam  took  over  the  proposition. 

At  their  request,  F.  C.  Horn,  M.  Am.  Soc.  C.  E.,  was  asked  to 
submit  a  design  for  a  dam  to  be  built  at  the  same  site,  if  it  could 
be  done,  in  order  to  utilize  as  much  of  the  existing  structure  as  pos- 
sible. On  account  of  the  unusual  conditions — which  will  be  stated 
later — it  was  decided  to  make  a  thorough  research,  to  be  followed  by 
experiments  and  tests,  in  order  to  make  certain  of  the  design.  The 
writer  did  much  of  the  research  work,  constructed  the  model,  and 
made  the  tests  for,  and  with,  Mr.  Horn,  which  the  latter  has  kindly 

made  available. 

General  Conditions. 

The  stream  on  which  the  dam  was  being  built  runs  southeastward, 
and,  on  the  southwest  side  of  the  valley  there  are  high  cliffs  of  cherty 
limestone  near  which  the  stream  has  its  course.  On  the  opposite  side 
of  the  valley  there  are  high  mountains  at  some  distance  from  the  river. 
Mountain  streams,  rushing  along  at  high  velocity,  had  carried  gravel, 
sand,  and  some  boulders  out  into  the  valley  bottom,  where  the  material 
was  dropped,  forming  great  cones,  or  fans,  of  very  porous  material. 
The  dam  site  had  been  originally  selected  having  one  of  these  gravel 
cones  as  the  foundation  and  northeast  bank,  this  being  done  with 
only  a  superficial  knowledge  of  the  subsurface  conditions. 

When  trouble  was  reported,  work  was  ordered  stopped  by  the  State 
Engineer;  then  a  few  borings  were  made  and  test  pits  dug,  the 
results  of  which  were  available  for  the  re-design  of  the  structure. 
The  borings,  which  were  made  close  to  the  center  line,  or  axis,  of 
the  dam,  show  that  it  would  be  practically  impossible,  and  useless, 
to  reach  bed-rock  throughout  the  entire  length  of  the  dam  and  thereby 
cut  off  the  underground  flow  of  water. 
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In  the  subsoil  investiga- 
tions, a  material  was  encoun- 
tered which  was  called  hard- 
pan.  Chemical  investigation 
shows  that  there  is  practically 
no  clay  in  this  material,  and, 
in  fact,  no  clay  in  the  vicinity. 
The  material  called  hardpan 
was  very  fine,  gritty,  and  angu- 
lar. It  was  tightly  packed,  and 
formed  a  very  dense  mass. 

A  large  quantity  of  this 
fine  material  was  found  on  the 
surface,  about  a  mile  from  the 
dam,  and  when  shaken  down 
in  a  glass  container,  packed 
into  a  very  tight,  dense  mix- 
ture. This  material  is  often 
called  hardpan,  but  is  not  real 
hardpan,  as  it  contains  no  clay. 

A  cut-off  wall  of  concrete 
was  built  across  the  river 
channel,  beneath  which  steel 
sheet-piling  was  driven  into 
this  so-called  hardpan.  Some 
of  the  piling  was  driven  18  ft.  |  3 
deep,  and  other  portions  sank  ^'a  ? 
as  deep  as  32  ft.  with  one  or 
two  blows  from  a  1 700-lb. 
hammer. 

The  body  of  the  dam  was 
being  built  of  the  same  mate- 
rial as  that  composing  the 
gravel  cone  at  its  northeast 
end,  and,  as  was  shown  in 
one  of  the  reports,  nearly  all 
the  water,  except  flood  waters, 
of    the    creek    that    had    con- 
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structed  this  cone  was  sinking  into  the  gravel  and  reappearing  at  a 
lower  point.  This,  it  would  seem,  should  have  been  an  object 
lesson  to  the  original  locators  of  the  site,  and  would  indicate 
the  conditions  as  to  its  character.  However,  little  attention  seems 
to  have  been  given  to  the  matter,  and  a  dam  was  being  built 
to  hold  up  a  head  of  105  ft.,  to  have  a  top  width  of  20  ft.,  with 
slopes  of  2J :  1  up  stream,  and  2 :  1  down  stream.  The  down-stream 
toe  had  a  gravel  or  loose  rock  drain,  and  the  up-stream  face  had  a 
concrete  facing,  which,  for  some  unknown  reason,  did  not  extend  to 
the  toe  of  the  dam. 

Fig.  1  shows  the  results  of  the  borings  on  the  center  line  of  the  dam. 
Thus,  it  will  be  seen  that  the  impervious  stratum  is  a  very  uncertain 
quantity,  and  that  bed-rock  is  very  deep  and  practically  impossible 
to  reach  with  a  cut-off  wall. 

'  f r"  General. 

In  looking  for  precedent  in  the  design  of  a  dam  under  these  con- 
ditions, Mr.  Horn  and  the  writer  were  confronted  with  a  lack  of  good 
material  based  on  a  systematic  study  of  structures  of  this  type,  although 
several  good  points  were  obtained  from  some  of  the  papers  on  the 
subject. 

As  these  tests,  experiments,  and  designs  were  made  during  the 
period  from  August,  1914,  to  August,  1915,  the  valuable  information 
contained  in  the  paper  by  J.  B.  T.  Colman,  Assoc.  M.  Am.  Soc.  C.  E., 
on  "The  Action  of  Water  Under  Dams",*  was  not  available.  Although 
Mr.  Colman  was  unable  to  effect  a  complete  loss  of  head  with  his 
model,  the  writer  was  successful  in  this,  and  has  explained  the  differ- 
ence in  construction  of  the  two  models  in  his  discussionf  of  that 
paper,  which  accounts  for  the  different  results  obtained.  However, 
although  the  writer's  experiments  cover  the  design  of  the  dam,  as 
well  as  the  study  of  the  flow  of  the  underground  water,  he  believes 
there  is  much  material  of  a  different  nature  contained  in  this  paper.:): 

The  paper§  entitled  "The  Bohio  Dam",  by  the  late  George  S. 
Morison,  Past-President,   Am.   Soc.   0.   E.,  contains   some   interesting 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  I.XXX,  p.  421. 
t  Ibu]..  p.  4r)8. 

t  In  Professional  Momolrs.  U.  S.  EnRlneer  Corps,  Vol.  VII,  p.  44,  par.  33,  there  Is 
a  record  of  an  exporiment  similar  to  a  part  of  Mr.  Colman's. 
§  rransaclionx,  Am.  Soc.  C.  B.,  Vol.  XLVIII,  p.  235. 


DESIGNING  AN  EARTH  DAM  5 

points,  and  the  discussion  on  that  paper  brings  out  some  good  details 
regarding  the  design  of  the  N^orth  Dike  of  the  Wachusett  Reservoir. 
In  this  structure  a  deep  trench  was  excavated  parallel  to  the  axis 
of  the  dam,  and  in  the  bottom  of  this  trench  wooden  sheet-piling 
(some  pieces  as  long  as  60  ft.)  was  driven.  Percolation  and  seepage 
experiments  were  conducted  with  a  tank  similar  to  the  one  used  and 
described  by  Allen  Hazen,  M.  Am.  Soc.  0.  E.,  in  his  percolation  experi- 
ments. In  the  case  in  hand,  a  tank  of  the  same  style  was  adopted  for 
the  preliminary  experiments,  and  furnished  much  valuable  informa- 
tion to  be  used  in  the  final  tests.  A  large  wooden  tank  was  also  con- 
structed for  the  purpose  of  studying  the  probable  percolation  and 
seepage  through  the  structure.  In  this  case  (the  North  Dike  of  the 
Wachusett  Dam),  the  foundation,  or  subsoil,  was  not  considered  in 
the  tests;  thus  the  conditions  differed  from  those  which  had  to  be  con- 
sidered in  the  design  of  the  dam  described  in  this  paper. 

In  the  North  Dike  there  was  a  long,  rather  flat,  down-stream  slope, 
and  a  steeper  up-stream  slope.  A  flat  hydraulic  gradient,  caused 
by  the  water  in  the  reservoir  seeping  under  the  dam,  called  for  a 
large  quantity  of  material,  in  order  to  withstand  the  upward  pressure 
under  the  down-stream  portion  of  the  dam.  The  dam  was  of  such  a 
length  that  the  water,  rising  from  the  down-stream  toe,  was  under 
no  upward  pressure  and  flowed  away  without  disturbing  the  soil. 

The  Gatun  Dam,  built  in  connection  with  the  Panama  Canal, 
was  designed  and  constructed  under  similar  conditions,  having  a  silty 
river  deposit  for  a  foundation.  A  flat  down-stream  slope  causes  the 
percolating  water  to  travel  a  long  distance  before  a  free  opening  is 
encountered,  thus  causing  the  upward  pressure  to  be  consumed  by 
friction. 

In  discussing  the  paper  entitled  "Dams  on  Sand  Foundations :  Some 

Principles   Involved   in   Their   Design,   and   the   Law   Governing   the 

Depth  of  Penetration  Required  for  Sheet-Piling",*  G.  E.  P.   Smith, 

M.  Am.  Soc.  C.  E.,  works  out  a  very  interesting  theory,t  showing  that 

the  creep,  or  total  distance  which  the  water  would  travel,  would  be 

increased  by  an  amount  equal  to  twice  the  length  of  the  sheet-piling 

introduced.    It  is  not  stated  in  so  many  words,  but  the  loss  of  velocity 

in  traveling  down  one  side  of  the  sheet-piling  and  up  the  other  side 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXIII,  p.  175. 
t  Ibid,  p.  197. 


b  DESIGNING  AN  EARTH  DAM 

amounts  to  the  same  as  adding  twice  the  length  of  the  sheet-piling 
to  the  length  of  the  base. 

W.  G.  Bligh,  M.  Am.  Soc.  C.  E.,  gives  a  very  interesting  treatment 
of  the  design  of  weirs  on  sand  foundations.*  His  theory  is  that 
the  water  will  follow  the  line  of  creep,  along  the  base  of  the  dam, 
down  one  side  of  the  cut-oif  wall,  up  the  other  side,  and  con- 
tinue along  under  the  base  to  a  free  outlet,  that  is,  that  pressure 
is  lost  in  direct  proportion  to  the  enforced  line  of  creep.  This 
theory  gives  structures  of  ample  dimensions,  as  has  been  shown  by 
practice,  but  was  found  to  be  incorrect,  after  due  experimenting,  as 
will  be  noted  later. 

E.  A.  Moritz,  Assoc.  M.  Am.  Soc.  C.  E.,  has  givenf  the  cus- 
tomary method  followed  by  the  United  States  Reclamation  Service 
Engineers.  This,  it  will  be  noted,  follows  the  line  of  creep  theory  as 
described  by  Mr.  Bligh. 

D.  C.  Henny,  M.  Am.  Soc.  C.  E.,  made  tests:}:  on  different  com- 
binations of  the  available  local  materials  in  order  to  determine  the 
tightest  mass.  Tests  for  seepage  were  made  with  many  different 
mixtures. 

In  the  writer's  method,  only  one  combination  of  materials  was 
made,  and  that  was  done  by  a  study  of  the  sieve  analysis  curves.§ 
Such  curves  are  plotted  for  the  various  materials  at  hand,  and 
compared  with  the  ideal  curve  for  the  densest  mass.  Experience  has 
proved  that  this  method  gives  a  very  tight  concrete.  The  experiments 
described  in  Mr.  Ilenny's  paper  did  not  cover  the  seepage  under  the 
dam,  but  adequate  drainage  was  provided  in  order  to  forestall  the 
danger  of  the  down-stream  bank  sloughing  off. 

Experiments  and  Tests. 

The  foregoing  sources  of  information  are  mentioned  in  order  to 
show  what  materials  were  available,  to  give  credit  where  similar  plans 
were  followed,  and,  for  the  sake  of  comparison,  to  state  where  results 
differed,  which  was  largely  the  case. 


•  "Practical  Design  of  Irrigation  Works",  Chapter  VI. 

t  "Working  Data  for  Irrigation  Engineers",  pp.  39-40. 

t  "Two  Earth  T>nms  of  the  United  States  Reclamation  Service",  Transactions,  Am. 
Soc.  C.  B..  Vol.  LXXIV,  p.  38. 

§  This  method  Is  explained  In  Taylor  and  Thompson's  "Concrete.  Plain  and  Rein- 
forced", pp.  194,  ef  scq. 
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The  first  experiments  were  for  the  purpose  of  determining  the  loss 
of  head  due  to  the  water  percolating  through  the  various  materials. 

In  the  first  test  the  attempt  was  made  to  determine  the  hydraulic 
gradient,  or  loss  of  head,  through  the  coarse  material  constituting  the 
foundation  of  the  dam,  and  of  which  a  part  of  the  structure  was  already 
built.  The  tank  had  a  diameter  of  30  in.,  and  a  total  height  of  5  ft. 
The  inside  of  the  tank  was  given  two  coats  of  paint,  and  was  then 
sanded  in  order  to  prevent  possible  seepage  along  its  walls.  Two  glass 
tubes  extending  upward  on  the  outside  of  the  tank  were  connected 
with  the  inside  and  arranged  to  indicate  the  loss  of  head  between  two 
points  which  were  vertically  distant  3  ft.  Fig.  2  shows  the  tank.  A 
valve  at  the  bottom  held  back  the  water  until  the  pore  spaces  were 
completely  filled;  then  the  valve  was  opened,  and  after  a  few  minutes 
the  relative  elevation  of  the  water  in  the  two  tubes  became  constant. 
The  difference  in  elevation  determined  the  loss  of  head,  and  from  this 
the  hydraulic  gradient  was  computed. 

The  initial  run  gave  a  very  small  loss  of  head;  a  few  days  later, 
the  loss  was  greater  and  remained  constant.  This  is  explained  by  the 
fact  that  the  material  was  placed  in  the  tank  in  a  dry  state  and  the 
first  application  of  water  readjusted  the  finer  materials  into  what  in 
all  probability  represents  the  natural  condition.  With  6  in.  of  water 
on  the  soil  surface,  and  8  in.  of  soil  above  the  upper  tube,  the  loss  of 
head  was  1  ft.  in  9. 

This  gravel  was  screened  into  its  various  sizes,  and  showed  a  very 
small  percentage  of  fine  material.  In  the  upper  diagram  on  Plate  I, 
Curve  A  shows  this  material  as  plotted.  Fig.  3  is  reproduced  from  a 
photograph  of  a  sample  of  this  material,  and  Fig.  4  shows  the  material 
as  it  stood  in  the  steam-shovel  pits  from  which  the  dam  was  being 
constructed  and  from  which  point  the  sample  was  taken. 

Having  determined  the  hydraulic  gradient  of  the  underground 
material,  a  trial  design  was  made  to  find  what  dimensions  would  be 
necessary  in  a  dam  constructed  wholly  of  this  gravel.  The  lower 
diagram  on  Plate  I  shows  the  dimensions,  assuming  that  the  hy- 
draulic gradient  began  at  the  water  surface  on  the  up-stream  face  of 
the  dam.  The  effect  of  the  core-wall  on  the  "line  of  creep"  theory 
would  be  small.  The  section  shown  was  deemed  to  be  very  inefficient 
and  excessively  expensive,  on  account  of  the  large  quantity  of  material 
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to  be  placed.  Further  investigations  were  then  made  to  determine  how 
the  section  could  be  reduced. 

Following  out  the  "line  of  creep"  theory  as  the  one  which  seemed 
to  be  more  nearly  correct,  on  account  of  its  practical  success,  it  was 
decided  that,  if  a  tight  material  could  be  obtained  for  the  up-stream 
section,  the  hydraulic  gradient  could  be  forced  to  begin  farther  up 
stream,  and  thus  there  would  be  secured  the  advantage  of  the  up- 
stream section  in  reducing  the  upward  pressure  before  the  water 
reached  the  portion  of  the  dam  below  the  center  line  or  core-wall. 

As  mentioned  previously,  a  large  body  of  very  fine  material  was 
available  in  the  vicinity.  A  sample  of  this  material  when  analyzed  gave 
Curve  B  in  the  upper  diagram  on  Plate  I.  Curve  A  showed  a  lack 
of  material,  which  was  just  balanced  by  the  excess  of  fine  material  in 
Curve  B.  By  observation,  it  was  determined  that,  for  all  practical 
purposes,  the  combination  of  these  two  materials  in  the  ratio  of  1:1, 
would  give  a  very  dense  mixture  which  would  approach  closely  the 
ideal  curve.  Curve  C  represents  the  combined  material.  Fig.  5  shows 
a  sample  of  the  fine  material,  and  Fig.  6  shows  the  combined  material. 

TABLE  1. — Mechanical  and  Chemical  Analyses  of  the  Fine  Material 
Obtained  One  Mile  from  the  Site  of  the  Proposed  Dam. 


Mechanical  Analysis. 
This  analysis  covers  only  the  material 
remaininf;  on,  and   passing,  the    30-mesh 
sieve. 


Mesh. 


+  100 
+  200 

—  200 

—  200 


Character. 


Sand 

Fine  sand  and  silt 
Clay 


Percentage, 
by  weight. 


7.86 
10.06 


19.20 

21.27 

40.00 

1.61 


100.00 


Chemical    Analysis. 
Air-dned  sample. 


Constituents. 


Woody  fiber 

Insoluble 

Silica  (SiOa) 

Ferric  Oxide  (FeoOg) 

Alumina  (AljOa) 

Lime  ( Cat) ) 

Magnesia  ( MgO) 

Water  at  110°  cent 

Loss  on  Ignition  (COj),  Organic, 

etc 

Undetermined 


Percentage, 
by  weight. 


0.52 
52.16 


44.46 
2.46 
6.92 

18.27 
5.70 
0.60 

21.68 
0.99 


100.00 


This  combined  material  was  then  tested  in  the  tank  to  determine 
the  hydraulic  gradient.  The  head  of  water  in  the  tank  above  the  soil 
immediately  came  to  a  maximuin,  and  showed  only  a  very  slight  fall 
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F^G.  4. — Steam-Shovel  Pits  fbom  Which  Coarse  Gravel  was  Taken. 


-Sample  of  Fine  Material  Used  to  Combine  with  the  Coarse  Gravel 
TO  Obtain  a  Dense  Mixtube. 


Fig.  6. — Combined  Coaisse  and  Fine  Materials,  Mixed  in  Equal  Parts  of  Each. 


Fig.  7. — Tank  in  Which  Final  Experiments  were  Conducted.     Full  Head  of 
Water  i.n  Tank  When  Photograph  was  Taken. 
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Stream  end  of  the  tank  there  was  an  overflow  and  also  a  drain.  A  width 
of  4  in.  at  the  end  of  the  box  was  filled  with  very  coarse  gravel,  and 
this  was  separated  from  the  remaining  gravel  by  a  coarse  cloth.  This 
allowed  the  water  to  travel  in  straight  lines  to  the  end  of  the  box, 
and  did  not  tend  to  force  the  water  up  to  the  ground  surface 
unnaturally. 

Several  of  the  glass  tubes  were  intended  to  indicate  the  upward 
pressure  of  the  water  on  the  base  of  the  dam,  and  the  others  were 
placed  along  the  bottom  of  the  box  to  show  the  influence  of  the  sheet- 
piling  on  the  flow  of  water  at  the  deeper  points. 

From  the  information  at  hand  it  was  assumed  that  the  bed-rock 
would  not  be  more  than  240  ft.  below  the  base  of  the  dam  under  the 
maximum  section.  The  up-stream  toe  of  the  dam  was  then  placed  about 
43  in.  from  the  head  of  the  box.  In  this  way  there  would  be  plenty  of 
room  for  the  water  to  get  into  the  soil;  in  other  words,  it  was  deemed 
necessary  to  avoid  a  narrow  section  or  constriction  through  which  the 
water  would  have  to  be  forced,  thereby  causing  a  greater  loss  of  head. 
A  space  of  3  ft.  was  left  on  the  down-stream  side  of  the  dam  to  permit 
the  water  to  come  up  to  the  surface;  this  was  thought  to  be  sufficient 
when  the  vertical  loose-rock  drain  was  allowed  at  the  end. 

All  the  subsoil  material  was  placed  dry,  which  made  it  necessary 
to  disregard  the  first  few  readings.  More  than  thirty  readings  were 
taken,  and  consisted  of  several  runs,  at  four  or  five  different  heads 
above  the  dam.  Records  were  kept  of  the  quantity  of  water  seeping 
through  the  gravel  bed;  these  are  given  in  the  last  column  of  Table  2. 

Fig.  10  shows  typical  results  obtained  in  the  first  series  of  tests. 
It  will  be  noted  that  the  loss  of  head  does  not  follow  the  rule  regarding 
the  line  of  creep.  This  is  shown  particularly  at  the  upper  row  of 
sheet-piling,  where  the  loss  of  head  is  very  small  and  not  in  proportion 
to  the  length  of  the  sheet-piling.  At  the  lower  row  of  sheet-piling,  how- 
ever, near  the  center  line  of  the  dam,  the  loss  of  head  is  far  greater  in 
proportion  than  that  at  the  upper  row. 

According  to  the  theoretical  hydraulic  grade  line  shown  on  Fig.  8, 
the  loss  of  head  due  to  the  upper  row  of  sheet-piling  would  be,  follow- 
ing the  "line  of  creep"  theory,  7.2  ft.,  though  it  was  actually  from  3.5 
to  5  ft.,  only.  The  theoretical  loss  at  the  second  or  longer  row  of 
sheet-piling  was  calculated  to  be  9.4  ft.,  and  the  actual  loss  was  more 
than  twice  as  much,  or  from  19  to  21  ft. 
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*  This  column  gives  the  seepage  or  percolation.  In  cubic  feet  per  second  per  linear 
foot  of  model  dam. 

t  Experiments  were  taken  with  water  receding  in  order  to  compare  with  others  ; 
also,  no  percolation  readings  were  taken. 

t  Figures  exces.sive,  due  to  water  breaking  through  up-stream  section  of  model 
dam. 

Note. — The  figures  in  this  table  may  be  converted  to  inches  by  pointing  off  one 
place  and  reading  direct,  thus  17  equals  1.7  in. 

The  writer  wishes  to  state  at  this  point  that  where  the  figures  were 
given  in  feet,  for  convenience  in  stating  the  case  relative  to  the  actual 
Structure,  they  represent  actually  tenths  of  inches  on  the  model,  that 
is,  19  ft.  as  stated  above  was  1.9  in.  measured  on  the  model.  The 
figures  given  in  the  preceding  paragraph  were  for  a  full  head  (10  in. 
equals  100  ft.). 

The  hydraulic  grade  line,  represented  by  the  upper  row  of  tubes, 
indicated  that  there  was  an  appreciable  loss  of  head  at  the  down- 
stream toe  of  the  dam,  and  the  lower  row  of  tubes  showed  a  complete 
loss  of  head  at  Tube  K. 

Fig.  10  (&)  shows  the  hydraulic  grade  line  of  the  lower  row  of 
tubes  when  the  distance  is  computed  from  the  up-stream  toe  of  the 
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dam  to  each  tube  directly,  and  it  will  be  noted  how  close  the  hydraulic 
gradient  is  to  a  straight  line.  Tube  J  was  evidently  affected  by  the 
sheet-piling  to  some  extent. 

Fig.  10  (c)  shows  the  seepage  loss  from  the  body  of  water  above 
the  dam.     This  subject  will  be  discussed  later. 

The  failure  of  the  'line  of  creep"  theory  to  work  out  on  the  model 
as  it  was  expected,  caused  the  development  of  another  theory  as  to 
the  effect  and  usefulness  of  sheet-piling  as  a  cut-off,  preventing  or 
reducing  the  underground  flow  of  water  in  dams  designed  or  built 
under  similar  conditions. 

The  theory  finally  evolved  was  that  the  sheet-piling  cut-off  was 
greatly  similar  in  its  effect  to  a  partly  closed  valve,  wherein  the  water 
is  retarded  and  shows  a  higher  pressure  head  just  above  the  cut-off  and 
a  lower  one  just  below.  This  theory  is  well  known  in  regard  to  the 
hydraulic  gradient  of  a  pipe  line,  and  explains  the  inefficiency  of  the 
upper  row  of  sheet-piling  as  a  cut-off.  Hence,  in  the  final  design  of 
the  dam,  this  upper  or  shorter  row  of  sheet-piling  was  omitted,  and  the 
second  row  was  lengthened. 

The  model  was  then  reconstructed  according  to  this  idea,  making 
the  piling  12J  in.  (125  ft.)  instead  of  8i  in.  (85  ft).  Tests  were  then 
made  in  exactly  the  same  manner  as  before,  and  the  results  obtained 
showed  a  very  noticeable  effect  due  to  the  increased  length  of  sheet- 
piling,  which  bore  out  the  theory  as  to  effect  of  sheet-piling  and  its 
similarity  to  the  partly  closed  valve. 

Fig.  11  shows  typical  results  taken  from  the  last  series  of  tests, 
as  in  Table  3.  Fig.  11  (a)  shows  a  graphical  record  of  the  readings 
taken  on  the  tubes.  It  will  be  noticed  that  the  hydraulic  grade  line 
cuts  the  base  of  the  dam  well  up  stream  from  the  toe.  Fig. 
11  (6)  shows  the  hydraulic  grade  line  of  the  lower  set  of  tubes, 
where  the  distances  from  the  up-stream  toe  of  the  dam  to  each  tube 
were  plotted  horizontally,  to  show  more  correctly  the  hydraulic  grade 
line  of  the  water  flowing  through  the  gravel  beneath  the  dam.  Fig. 
11  (c)  shows  the  seepage,  in  cubic  feet  per  second,  per  linear  foot  of 
the  model. 

Fig.  7  shows  the  tank  for  testing  the  model,  under  a  full  head.    The 
water  was  colored  red  in  order  to  show  clearly  in  the  photograph. 
"if.    The  down-stream  section  of  the  dam  was  constructed  of  the  same 
material  as  the  foundation,  in  order  to  provide  adequate  drainage  and 
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for  economy.  It  will  be  noted,  from  the  plotting  of  the  readings  of 
the  upper  row  of  tubes,  that  there  was  no  water  in  this  section  of  the 
dam,  except  possibly  that  due  to  capillary  action.  This  contributes  a 
great  deal  to  the  stability  of  the  dam  as  a  whole. 

It  will  be  noted  from  Figs.  10  and  11,  that  the  water  traveling  at 
great  depths  is  not  materially  affected  by  the  sheet-piling,  at  any 
particular  point;  but,  throughout  the  whole  distance  under  the  dam, 
the  general  effect  is  obtained.  This  may  be  attributed  to  the  ex- 
tremely slow  velocity  of  the  water. 

TABLE  3.— Second  Series  (a). 


No. 

Date, 
1915. 

Time. 
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A 
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C 

D 

E 

F 

H 

/ 

J 
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8 
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0 
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20 

13 

8 
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*  Percolation,  in  cubic  feet  per  second  per  linear  foot  of  model. 

t  Readings  for  Tube  A  were  excessive,  due  to  breaking  through  the  thin  section  of 
model  dam  over  that  tube. 

Minus  readings  show  that  the  pressure,  as  indicated  by  the  tubes,  did  not  reach 
the  base  of  the  dam. 

Figs.  10  (c)  and  11  (c)  show  the  seepage  water  coming  through 
under  the  dam.  The  results  show  that  seepage  water  will  follow  the 
straight-line  rule,  after  the  soil  is  once  filled  with  water  and  a  suffi- 
cient head  has  been  reached  to  overcome  the  friction.  The  rate 
of  increase  of  flow,  for  each  additional  unit  of  head  applied,  varies 
for  sands  and  gravels  under  different  conditions,  such  as  porosity 
of  sand  or  gravel,  character  of  voids,  etc.  As  it  would  take  a  very 
extensive  set  of  experiments  to  make  any  determinations  in  regard  to 
the  laws  of  seepage,  the  writer  merely  wishes  to  present  the  results  so 
that  others  may  use  them. 

In  any  dam,  the  correct  place  for  a  cut-off  wall,  under  conditions 
such  as  these,  namely,  a  pervious  foundation,  is  at,  or  near,  the  up- 
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stream  toe.  However,  in  an  earth  dam,  it  must  of  necessity  be  placed 
nearer  to  the  center,  or  axis,  of  the  dam.  For  construction  reasons, 
the  sheet-piling  in  this  dam  was  placed  a  short  distance  up  stream  from 
the  center  line,  but,  at  the  same  time,  it  was  sufficiently  far  back  to 
prevent  any  water  from  seeping  through  the  dam  to  the  down-stream 
side  of  the  piling  in  any  appreciable  quantities. 

Conclusions. 

Earth  dams  fail  from  four  main  causes,  and  the  writer  desires  to 
show  how  structures  of  this  type  may  be  made  safe. 

One  cause  is  from  overtopping,  due  to  high  waves  or  a  flood.  This 
is  provided  against  by  designing  an  adequate  spillway  and  providing 
svifficient  free-board.  This  point  has  not  been  discussed  in  this  paper, 
as  it  is  governed  by  local  and  not  general  conditions.  The  concrete 
core-wall  was  designed  to  extend  to  the  top  of  the  embankment,  which 
would  prevent  waves  from  cutting  through. 

A  second  cause  of  failure  is  by  water  seeping  along  a  conduit  placed 
in  the  built-up  portion  of  the  dam.  In  the  present  case,  the  outlet 
consists  of  a  tunnel  through  the  rock  cliffs  at  one  end  of  the  dam, 
thus  eliminating  this  cause  of  failure. 

A  third  cause,  and  an  unseen  one,  is  burrowing  animals.  Where 
the  down-stream  section  is  loose  rock  this  cannot  happen,  and  it  is 
much  the  same  in  loose  gravel. 

The  fourth  cause  is  the  occurrence  of  springs,  or  boils,  on  the 
down-stream  face  of  the  dam,  or  near  it,  which  in  turn  cause  blow-outs 
and  sloughing  off  of  the  bank.  A  solution  of  this  problem  was  the 
main  object  of  these  experiments.  Springs,  or  boils,  are  caused  by 
not  consuming  all  the  head  of  water  above  the  dam.  From  the  tests 
described  herein,  it  is  seen  that  either  an  extreme  length  of  base  of 
the  dam  must  be  provided,  or  there  must  be  sheet-pile  cut-off  walls 
of  the  proper  length.  Where  the  sand  or  gravel  foundation  is  of 
very  great  depth,  a  short  cut-off  would  not  be  as  efficient  as  in  a 
shallower  foundation,  but  where  models  are  constructed,  results  can 
be  obtained  which  enable  the  engineer  to  make  correct  designs  better 
than  by  any  other  method  of  study. 

Finally,  the  writer  wishes  to  state  that  he  claims  no  new  dis- 
covery, but  has  determined  a  type  that  has  solved  the  problem  under 
the  conditions  with  which  he  was  confronted.     This  type  has  been 
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built  before,  but  lias  not  been  advanced  together  with  reliable  infor- 
mation from  tests,  etc.  The  study  of  the  effect  of  the  sheet-piling 
will  undoubtedly  be  of  value  to  the  Profession.  The  application  of 
the  sieve  analysis  curves  in  combining  the  materials,  for  the  purpose 
of  determining  the  densest  mass  obtainable,  has  not  been  advanced 
before — as  far  as  the  writer  knows — but  its  value  as  a  time  saver  can 
easily  be  seen.  Levees,  canal  banks,  dikes,  etc.,  may  be  studied  in 
the  same  manner.  Each  design  is  a  problem  in  itself,  and  the  experi- 
ments described  herein  should  not  be  misinterpreted,  or  applied  too 
broadly. 
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DISCUSSION 


W.  G.  Bligh,*  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  is  of  Mr. 
exceptional  interest,  as  it  deals  with  the  first  actual  experiment  made 
in  many  years  with  the  object  of  ascertaining  the  value  of  the  reduc- 
tion in  pressure  or  head  caused  by  vertical  obstructions  such  as 
curtain-walls  or  diaphragms  of  sheet-piling  projecting  below  the  base 
of  a  dam. 

Any  experiments  with  models,  to  be  of  authoritative  value,  must 
be  on  a  reasonably  large  scale,  and,  further,  the  conditions  should 
not  deviate  from  those  actually  encountered  in  practice.  In  the 
present  case,  the  scale  of  the  model  is  considered  too  small,  and 
might  well  have  been  10  ft.  to  1  in.  However,  the  experiments  in 
question  were  undertaken  by  private  parties  for  a  specific  purpose, 
and  the  results  obtained  are  sufficiently  reliable  for  the  aim  in  view. 
It  is  sincerely  to  be  hoped  that  this  good  work  may  be  continued,  and 
this  much  discussed  point  finally  disposed  of  in  a  convincing  and  in- 
disputable manner.  With  regard  to  the  second  suggested  condition, 
the  experiment  is  all  that  could  be  wished,  the  relation  between  the 
head  of  water  and  the  length  of  base  provided  in  the  model  being  the 
same  as  would  be  the  case  in  the  actual  dam  when  constructed.  This 
condition  has  not  been  observed  in  the  paper  by  J.  B.  T.  Colman, 
Assoc.  M.  Am.  Soc.  C.  E.,  on  "The  Action  of  Water  Under  Dams",t 
where  the  disproportion  between  the  head  of  water  and  the  length 
of  travel  provided  for  the  percolating  undercurrent  is  unreal  and, 
in  a  measure,  must  vitiate  the  authoritative  value  of  the  deductions 
obtained. 

In  the  model  dam,  the  base  length  was  made  dependent  on  actual 
experimental  data  obtained  by  filtration.  This  determined  the  net 
value  of  base  length  or  travel  of  the  percolating  current  requisite  to 
neutralize  entirely  the  head  of  water.  It  is  quite  evident  that  the 
length  thus  obtained  must  in  many  cases  be  a  maximum  value,  whereas 
the  minimum  safe  base  length  is  the  real  criterion.  Supposing  the 
base  to  be  shortened,  the  neutralization  of  the  whole  head  would  then 
still  take  place,  but  the  velocity  of  the  percolating  undercurrent  would 
be  increased,  as  well  as  its  ability  to  wash  out  and  carry  away  par- 
ticles of  sand  or  gravel  from  under  the  dam  and  thus  threaten  piping 
action,  which,  in  time,  would  cause  undermining.  This  minimum 
length  of  travel  suitable  to  any  description  of  substratum  could  be 
obtained  by  actual  experiment  to  which  a  factor  of  safety  would 
necessarily  be  applied  of,  say,  not  less  than  1.3.  It  is  possible  that, 
in  certain  cases,  the  base  length  thus  deduced  would  nearly  equal  the 
maximum,  but  in  nearly  all  instances  it  will  be  very  much  less.     For 

•  Toronto,  Ont.,  Canada.  — 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX,  p.  421. 
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Mr.  example,  in  the  extreme  case  of  a  loose  boulder  river  bed,  the  length 
'  requisite  to  neutralize  completely  a  given  head  of  water  by  filtration 
would  be  altogether  impracticable;  on  the  other  hand,  owing  to  the 
weight  of  the  individual  particles  composing  the  foundation,  a  com- 
paratively high  velocity  in  the  undercurrent  would  be  admissible  with 
a  correspondingly  reduced  length  of  base.  As  far  as  the  writer  is 
aware,  no  comprehensive  experiments  have  ever  been  undertaken  to 
solve  this  matter  in  a  really  satisfactory  manner. 

The  so-termed  "percolation  factors",  first  introduced  some  years 
ago  by  the  writer,  were  deductions  from  actual  failures  of  certain 
large  river  works,  and  although  they  are  undoubtedly  reliable  for 
beds  of  pure  sand,  and  have  been  accepted  as  such,  still  further  definite 
experimental  data  would  be  most  desirable. 

This  experiment  demonstrates  that  the  loss  of  head  due  to  the  ver- 
tical diaphragms  is  proportionally  less  in  the  rear  than  in  the  fore  sheet- 
piling,  and  that,  in  neither  case,  is  this  neutralization  in  agreement 
with  the  so-termed  "creep"  theory.  The  author  attributes  the  great 
difference  in  the  effectiveness  of  the  two  lines  of  sheet-piling  to  the 
much  greater  depth  of  fore  piling  as  well  as  to  its  location  half  way 
down  the  base  of  the  dam,  the  assumption  being  that  the  obstruction 
of  the  deep  curtain  in  the  center  of  the  base  acts  as  a  throttle  valve 
to  the  percolating  subcurrent  at  a  position  where  the  latter  is  well 
under  way,  thus  causing  a  sudden  loss  of  head.  This  view  the  writer 
deems  to  be  correct,  but  applicable  only  to  the  quite  abnormal  con- 
ditions present  in  the  experimental  model.  The  depths  given  to  the 
sheet-piling  are  far  in  excess  of  actual  practice.  That  of  the  central 
line  reaches  to  125  ft.  below  the  base  of  the  dam,  that  is,  to  half  the 
depth  of  the  porous  stratum;  half  the  waterway  is  thus  cut  off,  which 
must  cause  congestion.  It  is  quite  possible  that  this  throttle-valve 
action  may  exercise  a  retroactive  effect  on  the  rear  diaphragm,  reducing 
its  efiiciency.  However  this  may  be,  it  is  evident  that  the  abnormal 
conditions  existing  in  the  model  render  the  results  obtained  from  the 
experiment  of  small  practical  value,  and  that  the  actual  neutralizing 
effect  of  vertical  curtain-walls  remains  still  to  be  decided  by  further 
experiments  made  vmder  normal  conditions. 

Mr.  Colman,  in  the  interesting  discussion  on  his  valuable  paper 
previously  mentioned,  states  that,  in  his  opinion,  sheet-piling  is  of  no 
value  in  the  reduction  of  head  because  it  is  not  absolutely  water-tight. 
This  view  is  also  held  by  irrigation  engineers  in  India.  In  that 
country  curtain-walls  are  made  of  oblong  masonry  under-sunk  blocks, 
the  narrow  spaces  between  which  are  closed  as  well  as  practicable  with 
concrete.  Reliance,  however,  is  not  placed  on  these  massive  curtains 
with  regard  to  their  capability  in  the  neutralization  of  uplift.  In 
^  Egypt,  cast-iron  piles  were  used  in  the  Assiut  Barrage,  and  each  joint 
was  provided  with  a  hollow  .space  which  was  filled  witli  cement  grout. 
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It  is  believed,  however,  that  the  vertical  length  was  omitted  from  Mr. 
consideration,  owing  to  the  lack  of  reliable  data  regarding  their 
action.  From  these  remarks,  it  will  be  evident  that  experimental  data 
of  a  positive  and  exhaustive  nature  regarding  this  important  subject 
would  be  a  great  boon  to  the  Profession  all  over  the  world.  Until  such 
data  are  obtainable,  it  is  thought  that  the  theory  of  "creep",  which 
even  Philip  a  M,  Parker,*  M.  Am.  Soc.  C.  E.,  has  termed  "fascinating", 
should  hold  good  as  a  fairly  accurate  and  safe  guide  in  design. 

Some  new  developments  have  recently  been  made  by  the  writer  and 
published  in  a  small  work  entitled,  "Dams  and  Weirs",  a  copy  of  which 
has  been  presented  to  the  Library  of  the  Society. 

In  this  the  term  "piezometric  line"  is  used  for  the  stepped  line 
which  forms  the  upper  boundary  of  the  area  of  uplift,  thus  distinguish- 
ing it  from  the  hydraulic  gradient,  which  latter  is  the  ratio,  E :  L,  L 
denoting  the  total  length  of  travel,  or  creep,  vertical  as  well  as  hori- 
zontal. Whatever  value  is  assigned  to  vertical  obstruction,  it  is  clear 
that  wherever  it  occurs  a  step  down  must  result  in  the  piezometric  line 
and,  further,  as  will  now  be  shown,  the  latter  will  not  necessarily  be 
always  parallel  to  the  hydraulic  gradient.  Where  there  is  no  vertical 
curtain  and  no  part  of  the  superstructure  is  porous,  the  hydraulic 
gradient  and  piezometric  lines  will  naturally  coincide.  A  further  de- 
velopment consists  in  the  introduction  of  a  filter  bed  of  porous  mate- 
rial, or  the  insertion  of  holes  in  the  solid  impervious  floor  or  apron, 
which  have  the  effect  of  stopping  the  uplift  behind  it  by  allowing 
the  free  exit  of  water.  If  solid  material  is  prevented  from  passing 
out  with  the  escaping  water,  all  deleterious  piping  action  is  nullified; 
consequently,  this  porous  length  can  be  considered  as  effective  as  part 
of  the  line  of  travel  of  the  percolating  imdercurrent.  Thus,  the  direc-  j,,, 
tion  of  the  piezometric  line  will  be  still  further  divorced  from  the 

rr 

sloping   line,  -=-,    termed    the    hydraulic   gradient.      The   introduction 

of  a  filter  bed  in  the  fore  apron  of  the  Hindi  a  Barrage  on  the  Euphrates 
was  the  first  instance  of  this  kind  on  a  large  scale.  Another  point  of 
importance  which  may  well  be  mentioned  is  the  formation  of  a  rear 
apron,  impervious  to  water,  behind  a  high  dam,  by  the  promotion  of 
silt  deposit  by  the  river  itself.  This  process  can  be  facilitated  by  con- 
structing the  dam  in  stages,  thus  allowing  time  for  the  gradual  de- 
posit during  several  freshets.  Many  dams  owe  their  safety  to  this 
complaisant  action  of  natural  forces,  which  otherwise,  due  to  insxiffi- 
cient  provision  of  enforced  travel  of  the  percolating  undercurrent, 
would  have  failed.  One  further  matter  remains  to  be  mentioned 
while  there  is  opportunity  for  bringing  it  to  notice:  What  is  the 
effect,   if  any,  of  the  imposition  of  weight  on  a  porous  foundation, 

•  "The  Control  of  Water." 
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Mr.    subject  to  a  head  of  water,  in  preventing  or  delaying  its  disintegra- 

'^  '  tion  by  piping? 

The  writer  has  checked  the   estimation  of  the  loss  of  head  due 

to    vertical    obstructions,    according   to    the    "creep"   theory,    and   the 

results  show  the  author's  statements  to  be  erroneous. 

In   Fig.    8,   the   length   of   travel   is:    horizontal,   745   ft.,   vertical 

(2  X  65  +  2  X  85)  =  300  ft.    The  total  value  of  L,  then,  is  745  + 

300  =   1045   ft.     The   hydraulic  gradient  will   then   be   1    in   10.45. 

The  neutralization  of  head  effected  in  the  rear  diaphragm  would  then 

2  X  65  2  X  (S.5 

be    ,^  ,      =  12.4  ft.;  and  that  in  the  fore  piliiifj  will  be  =  16.2 

10.45  '  '        ^  10.45 

ft.,  as  compared  with  the  actual  results,  5  and  21  ft.,  respectively, 
the  discrepancy  in  the  totals  being  only  2  ft.  With  regard  to  Fig.  9, 
the  vertical  component  is  2  X  125  =  250  ft.;  adding  this  to  the  hori- 
zontal, which  is  the  same  as  before,  that  is,  745  ft.,  L  =  995  ft.,  say, 
1  000  ft.,  and  the  hydraulic  gradient  is  1  in  10.     The  loss  of  head 

2  X  125 

due  to   the  vertical  diaphragm  will  then  be  =    25   ft.       In 

^       '  10 

Fig.  11,  the  loss  of  head  appears  to  be  about  20  ft.    If  the  piezometric 

line,  due  to  the  theory  of  creep,  were  plotted  over  the  experimental 

one,  the  differences  would  be  apparent  to  the  eye.     This  places  the 

theory  in  a  much  better  position  than  was  previously  apparent,  and 

also  somewhat  discounts  the  special  pleading  in  its  favor  made  under 

a  partial  misapprehension  of  the  facts.    However,  the  experiment  being 

made  under  abnormal  conditions,  the  results  cannot  be  accepted  as 

convincing. 

Mr.  J.  C.  Oakes,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  application  of 

^  ^^'  the  term  "hardpan"  to  an  uncemented  material  is  unfortunate,  as  the 

meaning  of  the  word  in  engineering  literature  is  limited  to  materials 

hard  to  excavate,   and  more  or  less  cemented  by  clay,   carbonate  of 

lime,  oxide  of  iron,  or  other  binding  material. 

In  the  last  paragraph  of  "General  Conditions"  the  stratum  of  so- 
called  hardpan  is  referred  to  as  "the  impervious  stratum."  Later,  in 
the  experiments  to  determine  the  hydraulic  gradient  of  the  com- 
bined material,  it  is  proved  that  this  material  is  not  impervious, 
but  that  it  is  readily  saturated;  for  the  porosity  of  the  combined 
material  is  determined  by  that  of  the  finer  material,  and,  referring 
to  the  experiment  to  determine  the  gradient  of  the  combined  material, 
the  author  states: 

"In  the  morning  of  the  second  day,  fully  80%  of  the  water  was 
still  on  the  surface,  and  at  the  end  of  47  hours  both  tubes  were  filled 
with  water,  although  the  valve  at  the  base  had  been  closed  for  the 
entire  period." 

•  Major,  Corps  of  Engrs.,  U.  S.  A.,  PlillacUliiliia.  Va. 
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It  is  apparent,  therefore,  that  even  thoiigh  the  valve  at  the  bottom     Mr. 
remained  closed,  the  water  drove  out  the  air  and  fully  saturated  the 
material  in  the  tank,  as  there  existed  no   difference  in  head  in  the 
two  tubes  at  the  end  of  the  test  period. 

The  author  states  that  it  was  found  impossible  to  determine  the 
exact  hydraulic  gradient  of  this  combined  material,  because  in  another 
test  "no  water  appeared  in  either  of  the  tubes  shortly  after  the  valve 
was  opened."  It  is  evident  that  a  sufficient  length  of  time  was  not 
allowed  to  elapse,  else  the  water  would  have  appeared  in  the  tubes, 
as  proved  by  the  saturation  of  this  material  just  mentioned.  He  then 
assumes  that  the  hydraulic  gradient  of  the  combined  material  "was 
not  greater  than  1 :1,  although  it  was  evidently  much  steeper." 

The  writer  supposes  the  author  to  mean  that  the  slope  of  the 
gradient  was  not  less  than  1 :  1,  although  the  tests  apparently  proved 
nothing.  The  slope  of  the  hydraulic  gradient  in  earthen  dams  is  not 
generally  as  steep  as  1:1,  and  in  fact  is  seldom  steeper  than  35 :  100. 
It  would  seem,  therefore,  that  careful  and  thorough  tests  should  have 
been  made  before  assuming  1 : 1  as  the  proper  slope  of  the  gradient 
for  the  material  in  question. 

Furthermore,  the  assumption  is  made  that,  by  using  the  combined 
materials  in  the  up-stream  section  to  secure  water-tightness,  and  avoid 
transmission  of  water  pressure  through  that  section  in  any  great 
amount,  the  hydraulic  gradient  can  be  made  to  begin  at  or  near  the 
up-stream  toe  of  the  dam.  This  is  a  dangerous  assumption,  as  the 
material  will  become  saturated,  and  some  seepage  will  take  place.  Even 
if  the  fine  material  had  been  found,  experimentally,  to  be  practically 
impervious,  it  was  not  safe  to  assume  that  the  coarse  and  fine  materials 
could  be  mixed  on  a  large  scale  in  such  manner  that  there  would  be, 
throughout  the  whole  length  of  the  dam,  no  points  where  the  mixture 
would  be  imperfect,  and  where  water  might  not  seep  through  the 
combined  material  with  greater  or  less  facility. 

Those  who  have  had  experience  with  filter  beds,  or  have  studied 
their  action,  know  that  care  must  be  taken  in  placing  the  filter  bed 
materials  so  that  a  uniform  density  will  result.  Whenever  variation 
occurs,  the  water  readily  finds  the  paths  of  least  resistance,  and  soon 
forms  small  channels  through  which  it  escapes.  These  channels 
gradually  become  larger,  until  the  efficiency  of  the  filter  is  destroyed. 
Lack  of  uniformity  of  the  mixture  of  the  materials  under  discussion 
will  undoubtedly  cause  similar  action,  and,  with  material  as  fine  as 
that  described,  a  small  quantity  of  seepage  may  cause  piping,  or 
the  carrying  away  of  the  material,  and  the  destruction  of  a  portion 
of  the  up-stream  section  of  the  dam.  Again,  in  Table  1,  showing 
mechanical  and  chemical  analyses,  it  is  stated  that  52%  of  the  fine 
material  is  insoluble.     If  then,  48%  of  this  earth  is  soluble,  seepage 
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Mr.     through  it  may  be  assisted  very  materially  by  the  dissolving  of  the 
Cakes,  soluble  parts. 

With  reference  to  the  upper  line  of  sheeting  used  under  the  first 
model  dam,  the  author  states:  "*  *  *  the  loss  of  head  is  very 
small  and  not  in  proportion  to  the  length  of  the  sheet-piling."  He 
does  not  explain  why  this  upper  row  of  sheeting  did  not  accomplish 
as  much  in  proportion  to  its  length  as  the  lower  row,  but,  relying  on 
what  seems  to  be  insufficient  data  obtained  from  a  very  small  model, 
he  abandons  the  upper  row  of  piles  and  evolves  a  theory,  which  he 
claims  explains  the  results  obtained,  but  which,  the  writer  thinks,  does 
not  explain  those  results  satisfactorily.    This  theory  is: 

"*  *  *  the  sheet -piling  cut-off  was  greatly  similar  in  its  effect 
to  a  partly  closed  valve,  wherein  the  water  is  retarded  and  shows  a 
higher  pressure  head  just  above  the  cut-off  and  a  lower  one  just  below." 

He  states  that  this  theory  wholly  explains  the  ineffectiveness  of 
the  upper  row  of  sheet-piling  as  a  cut-off,  but  the  writer  does  not  see 
why,  if  the  theory  is  correct,  the  upper  sheeting  should  not  also  have  acted 
as  a  partly  closed  valve.  In  other  words,  why  does  not  the  theory 
apply  to  one  line  of  sheeting  as  well  as  to  the  other?  It  is  a  generally 
accepted  principle  of  design  that,  where  the  apron  is  water-tight,  the 
row  of  sheeting  to  be  most  effective  must  be  at  the  up-stream  edge. 
If  the  up-stream  section  of  the  dam,  composed  of  the  mixed  materials, 
had  been  impervious,  and  the  sheeting  water-tight,  it  seems  to  the 
writer  that  the  greatest  effect,  in  proportion  to  length,  would  have 
been  obtained  by  the  upper  row  of  sheeting.  The  author  appears  to 
recognize  this  faintly,  for,  on  page  22,  he  states : 

"In  any  dam,  the  correct  place  for  a  cut-off  wall,  under  conditions 
such  as  these,  namely,  a  pervious  foundation,  is  at,  or  near  the 
up-stream  toe." 

This  statement  is  certainly  correct  when  the  dam  is  impervious, 
but  it  is  not  correct  in  case  of  a  pervious  dam  or  apron.  It  seems 
to  the  writer  that  the  inefficiency  of  the  upper  row  of  sheeting  can 
be  readily  explained,  either  by  its  lack  of  water-tightness,  or  by 
seepage  through  the  material  of  the  dam,  between  the  pool  and  some 
point  or  points  of  the  foundation  down  stream  from  the  line  of  sheeting. 
Owing  to  the  short  period  of  time  during  which  the  experiment 
was  carried  on,  the  material  above  the  second  line  of  sheeting, 
being  much  thicker,  did  not  become  thoroughly  saturated,  seepage 
did  not  proceed  directly  from  the  pool  through  the  material  of  the 
dam  to  a  point  down  stream  from  the  second  row  of  piling,  and  con- 
sequently this  row  of  piling  did  accomplish  what  was  to  be  expected 
of  it. 

Although  nothing  is  said  about  the  length  of  time  to  which  the  model 
was  subjected  to  the  various  heads  of  water,  it  is  noted  that,  on  each 
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of  the  days  that  the  work  was  carried  on,  from  four  to  eight  experi-  Mr. 
ments  were  made.  In  one  case  five  experiments  were  made  in  the 
afternoon,  so  that  it  is  very  evident  that  a  very  short  period  of  time 
was  allowed  for  each  experiment.  With  the  material  as  fine  as  that 
described,  complete  saturation  near  the  core-wall  could  not  have  been 
expected  in  such  short  time,  but  if,  in  each  experiment,  the  head 
had  been  maintaned  for  a  number  of  days,  complete  saturation  would 
have  taken  place,  and  it  would  then  have  been  found  that  the  lower 
line  of  sheeting  was  also  inefficient. 

Nothing  is  stated  in  the  paper  as  to  the  percentage  of  voids  in  the 
coarser  material,  but  the  impression  is  given  that  water  passed  through 
this  material  very  freely.  If,  then,  after  a  time,  the  material  in  the 
upper  section  of  the  dam  becomes  thoroughly  saturated,  the  writer 
does  not  see  what  is  to  prevent  the  carrying  away  of  the  fine  material 
of  the  dam  section  through  the  coarser  material  of  the  foundation, 
thereby  causing  ultimate  failure  of  the  dam.  He  can  see  no  advan- 
tage whatever  in  placing  the  line  of  sheeting  as  shown  in  Fig.  9.  If 
the  material  forming  the  upper  section  of  the  dam  is  impervious,  then 
the  line  of  sheeting  should  be  near  the  up-stream  edge.  If  the  material 
is  not  impervious,  then  it  should  be  under  the  core-wall  and  connected 
therewith  to  form  an  impervious  sheeting  from  crest  of  dam  to  foot 
of  piles. 

Fig.  8  indicates  that  the  proposed  dam  is  to  withstand  a  depth 
of  water  of  100  ft.,  and  Fig.  9  shows  the  design  with  a  base  approxi- 
mately 700  ft.  wide.  For  100  ft.  of  this  width  the  dam  section  is 
from  10  to  15  ft.  thick.  As  the  core-wall  and  sheet-piling  do  not 
necessarily  increase  the  line  of  percolation,  the  percolation  factor,  or 
ratio  of  length  of  line  of  percolation  to  head,  is  approximately  7,  which 
is  much  too  small,  if  the  writer  imderstands  the  nature  of  the  materials 
of  foundation  and  dam  section.  Furthermore,  it  may  be  possible  for 
seepage  to  take  place  along  lines  at  45°  with  the  vertical  and  meeting 
at  the  foot  of  the  core-wall,  in  which  case  this  factor  becomes  about 
21.  This  possibility  is  increased  because  the  core-wall  will  tend  to 
concentrate  the  seepage  at  its  foot,  and  such  seepage  will  escape 
under  the  wall  and  upward  through  the  down-stream  section,  probably 
at  an  angle  of  approximately  45  degrees. 

According  to  the  best  authorities,  these  factors  are  too  low.  Among 
these  authorities  may  be  cited  Mr.  W.  G.  Bligh,  whose  experience  and 
theories  are  dismissed  by  the  author  with  the  statement : 

"This  theory  gives  structures  of  ample  dimensions,  as  has  been 
shown  by  practice,  but  was  found  to  be  incorrect,  after  due  experi- 
menting, as  will  be  noted  later." 

If  the  author  means  that  the  experiments  that  he  describes  in 
this  paper  prove  the  falsity  of  Mr.  Bligh's  theory',  the  writer  must  dis- 
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Mr.  agree  with  him,  as,  in  his  opinion,  the  model  was  too  small,  the  experi- 
^  ^^'  ments  too  few,  and  too  little  time  was  devoted  to  each  experiment  to 
warrant  any  such  broad  statement.  It  seems  to  the  writer  that  errone- 
ous conclusions,  or  at  least  unwarranted  conclusions,  were  drawn  by 
the  author.  It  seems  very  doubtful  whether  results  obtained  with 
such  a  small  model  may  be  considered  to  hold  for  heads  120  times 
as  great  as  those  used  in  the  experiments.  In  writing  about  the  failure 
of  a  dam  on  sand  foundations,  and  giving  his  opinion  on  the  values 
of  required  percolation  factors,  Mr.  Bligh  has  sounded  a  warning  which 
exactly  covers  this  case,  as  follows: 

"The  proper  value  of  this  factor  is  found,  not  by  artificial  experi- 
ments on  a  small  scale,  but  by  undisputable  statistics  which  bear  on 
the  capacity  of  the  various  pervious  materials  which  may  compose  a 
river  bed  to  resist  the  undermining  influence  of  the  pressure  of  the 
water  upheld." 

A  remarkable  statement  occurs  on  page  15,  as  follows: 

"The  long  up-stream  slope  was  given  in  order  to  allow  the  down- 
ward pressure  of  the  water  over  the  up-stream  section  to  have  a  bal- 
ancing effect  on  the  upward  pressure  beneath  the  dam,  as  blow-outs 
would  be  improbable  in  this  portion  of  the  dam." 

If  the  writer  understands  this  sentence  correctly,  the  author  seems 
to  feel  that,  although  improbable,  blow-outs  may  occur  in  the  bottom 
of  the  reservoir,  and  he  extends  the  dam  up  stream  to  prevent  this  by 
providing  something  for  the  dovsm-stream  pressure  of  the  water  to 
act  on. 

Although  the  author,  under  "Conclusions",  has  mentioned  the  prin- 
cipal causes  of  failure  of  earthen  dams,  he  makes  a  number  of  state- 
ments in  the  last  two  paragraphs  that  do  not  seem  to  follow  neces- 
sarily from  the  experiments  described  in  this  paper.  Although  pos- 
sibly true,  he  has  certainly  not  proved  that : 

"Where  the  sand  or  gravel  foundation  is  of  very  great  depth,  a 
short  cut-off  would  not  be  as  efficient  as  in  a  shallower  founda- 
tion,   *    *    *." 

Nor  has  he  proved  by  his  design  that: 

"*  *  *  where  models  are  constructed,  results  can  be  obtained 
which  enable  the  engineer  to  make  correct  designs  better  than  by  any 
other  method  of  study." 

It  appears  to  the  writer  that  the  use  of  a  very  small  model,  and 
the  lack  of  certain  precautions,  such  as  allowing  sufficient  time  in 
each  experiment  for  the  material  to  be  thoroughly  saturated,  and  the 
assumption  that  the  material  is  impervious,  or  practically  so,  where 
it  is  very  evidently  not  so,  has  led  the  author  to  arrive  at  erroneous 
conclusions,  and  to  design  a  dam,  which,  if  constructed  as  designed, 
is  likely  to  fail. 
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The  writer  has  had  occasion  to  be  deeply  interested  in  the  subject     Mr. 
of  dams  on  sand  foundations,  and  has  found  no  example  of  a  dam    *  *^^'    ' 
on  a  pervious  foundation  constructed  with  a  cross-section  approaching 
in  boldness  that  designed  by  the  author.    It  will  be  very  interesting, 
indeed,  to  know  whether  the  dam  has  been  constructed  as  designed, 
and.  if  so,  to  learn  at  a  later  date  how  it  fulfills  its  purpose. 

There  is  a  statement  at  the  end  of  the  paper  to  which  the  writer 
is  willing  to  subscribe  in  its  entirety,  as  follows: 

"Each  design  is  a  problem  in  itself,  and  the  experiments  described 
herein  should  not  be  misinterpreted,  or  applied  too  broadly." 

C.  E.  Grunsky,*  M.  Am.  See.  C.  E.  (by  letter). — The  question  of  Mr. 
the  effect  of  water-tight  sheet-piling  which  does  not  extend  entirely 
through  a  layer  of  pervious  material,  on  the  hydraxilic  gradient  in 
that  layer,  is  one  of  vital  importance  in  many  cases  where  either  a 
dam  must  be  built  on  a  pervious  foundation  or  not  built  at  all.  Every 
contribution  toward  the  solution  of  this  problem  should  be  welcomed 
by  the  Profession.    The  writer  suggests  one  which  should  be  tried  out : 

Let  D  represent  the  depth  of  the  gravel  bed,  in  feet. 

Let  d  represent  the  depth  of  the  sheet-piling,  in  feet. 

Let  s  represent  the  fall,  in  xmity,  of  the  hydraulic  grade  line  for 
those  portions  of  the  gravel  bed  not  affected  by  the  sheet-piling.  This 
is  the  gradient  that  will  cause  a  flow  in  the  gravel  equal  in  quantity 
to  the  leakage  under  the  dam. 

Let  S  represent  the  fall  in  unity  required  to  create  the  velocity 
with  which  the  water  flows  under  the  sheeting  through  a  section  of 
gravel  from  B  to  C,  Fig.  12,  being  a  layer  with  a  thickness  oi  D  —  d 
feet  in  which  the  water  is  assumed  to  flow  horizontally. 

Let  h  represent  the  reduction  of  hydrostatic  pressure  due  to  the 
sheet-piling,  expressed  in  feet. 

The  velocity  of  the  water  in  the  gravel  is  proportional  to  the 
hydraulic  gradient.    Therefore, 

D 

«  =  7rzrrt' (1) 

The  velocity  at  which  water  moves  through  the  gravel  toward  the 
gravel-filled  space,  0-B,  under  the  sheet-piling.  Fig.  12,  decreases 
with  the  distance  from  0-B.  Uniformity  of  velocity  at  uniform  dis- 
tance from  0-B  may  be  assumed.  Up  stream  from  the  sheet-piling, 
therefore,  the  hydraulic  gradient  should  be  practically  constant  at 
each  i)oint  of  each  of  the  full  concentric  lines  shown  in  the  diagram, 
and  there  should  be  a  gradual  increase  of  the  gradient  from  s  at 
the  outermost  line  passing  through  A,  G,  and  D,  to  the  gradient,  S, 
at  all  points  on  the  line,   0-B.     Down  stream  from  the  sheet-piling, 

•  San  Francisco,  Cal. 
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Mr.     on  the  other  hand,  there  should  be  a  gradual  decrease  of  the  hydraulic 
Grunsby.  o,^jj^jjgj^|.  fj-Qja  S  at  the  line,  0-B,  to  5  at  the  outermost  of  the  con- 
centric lines  passing  through  .4,  C,  and  D'. 

The  change  in  the  gradient  from  s  to  <?,  up  stream  from  the  line 
of  sheeting,  and  from  (S  to  s,  down  stream  from  the  same  line,  is 
practically  proportional  to  the  distance  from  0-B,  because  the  increase 
of  the  area  of  the  gravel  through  which  the  water  must  pass  is  pro- 
portional or  nearly  so  to  this  distance,  and  velocity  and  therefore 
velocity  head  in  a  gravel  bed  are  inversely  proportional  to  cross- 
sectional  areas. 


Fig.  12. 

It  follows  that  the  total  fall  of  the  hydraulic  grade  line  throughout 
the  distance.  C-C.  will  be 

But  C-C'  =  -2  (.4-0)  =  2(1. 

The  total  fall  of  the  hj-draulic  grade  line  in  the  distance,  C-C  = 
D-D',  is.  therefore. 

^         {2d).OTd    (        .,        )• 

The  fall  of  the  grade  line  in  the  same  distance,  if  there  were  no 
sheeting,  would  be  2  (/  s. 
Consequently : 

A  -"  J  (.9  -f  s)  —  2  d  s (2) 

h=.d  (S  —  s) (3) 


Substituting  the  value  of  5  from  Equation  (1). 


/(  = 


(V-  s 
l)~d 


(4) 


DISCUSSION   OX   DESIGNING   AN   EARTH   DAM  M 

or.  Il  =    Yi V    j  GruDsky. 

When  there  is  no  sheeting,  d  ^  0  and  li  =  0.  When  the  sheeting 
extends  to  bed-rock,  then  s  =  0,  i  =  Z?,  and  h  is  indeterminate;  the 
flow  is  completely  checked.  This  also  appears  from  Equation  (1), 
vrhioh  makes  .S  =  x.  The  fall  in  unity  at  the  sheeting  is  intinity. 
and  the  hydraulic  gradient  comes  to  a  full  stop  at  the  line  of  the 
sheeting. 

Equation  (5),  applied  to  the  F.  C.  Horn  model,  for  the  particular 
case  when  s  =  1 :  9,  indicates  the  following  for  85-ft.  sheeting: 

For  D  =  240  ft. 
and  d  =  85 
and  5  =  1:9 

15o  9 

For  40-ft.  sheeting  d  =  40, 

40  X  40       1 
and  k  =  -5^  X  ^  =  0.9  it. 

For  125-ft.  sheeting,  the  loss  of  head  wovild  be  15  ft. 

These  results,  it  is  believed,  are  fairly  dependable.  The  hypothesis 
on  which  they  are  based  is  certainly  more  reasonable  than  the  "creep 
theory"  for  which  the  \vriter  has  found  no  theoretical  justification. 

It  will  be  noted  that  the  examples  here  given  apply  only  to  the 
particular  cases  in  which  s  =  1:9,  that  is,  s  =  0.11.  To  make  com- 
parisons with  the  experimental  results  obtained  with  the  model,  the 
first  determination  should  be  of  the  value  of  Sj  which  will  vary  for 
each  length  of  sheeting.  The  effect  of  the  sheeting  expressed  by  the 
total  drop  of  the  gradient  is  proportional  to  5,  which  is  a  variable. 

The  slope  of  the  hydraulic  gradient,  or  value  of  s,  to  be  used  in 
the  equation  for  h  can  be  ascertained  for  a  model  from  the  volume 
of  flow  through  the  gravel,  by  making  experiments  with  varying 
quantities  of  water,  and  a  corresponding  variation  of  head,  before 
the  sheeting  is  placed  in  position.  For  this  experiment,  however,  the 
gravel  should  be  covered  with  an  impervious  material,  so  that  the 
entire  discharge  must  pass  through  the  gravel.  After  the  sheeting 
has  been  placed  and  the  flow  of  water  under  it  has  been  ascertained, 
this  volume  will  determine,  from  the  results  of  the  preceding  experi- 
ments, the  proper  value  of  s. 

There  is  now  to  be  considered  the  problem  of  determining  the  effect 
of  sheet-piling  when  the  value  of  s  which  will  obtain  after  the  sheet- 
piling  is  in  place  is  not  known. 
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Mr. 

Griinsky. 


Without  any  sheeting  under  a  dam  of  impervious  material  the 
hydraulic  grade  line  may  have  any  of  the  positions,  a,  h,  or  c,  Fig.  13. 
When  in  the  position  indicated  by  the  line,  o,  the  outfall  of  the  water 
into  a  channel  or  other  receiver  below  the  dam  takes  place  with  a 
more  or  less  abrupt  release  of  pressure,  the  dam  is  in  danger.  When 
the  hydraulic  grade  line  is  in  the  position,  c,  the  flow  in  the  gravel 
under  the  dam  is  so  small  that  water  will  not  appear  at  the  down- 
stream toe  of  the  dam.  When  in  the  position,  h,  all  water  appearing 
at  the  down-stream  toe  will  be  under  no  pressure  at  the  ground's 
surface,  and  the  water  passing  under  the  dam  ceases  to  be  a  menace. 


Pig.  13. 

Let  it  be  assumed  that,  in  the  case  of  the  finished  structure,  which 
has  the  benefit  of  sheet-piling,  the  hydravilic  grade  line  passes  through 
the  down-stream  toe,  so  that  the  average  gradient  of  the  line  is 
H  -^  L.  For  this  particular  case,  the  effect  of  the  sheet-piling  can 
be  estimated  as  follows: 

The  average  gradient  throughout  a  distance  of  about  d  feet  on 

.S  -{-  s 
either  side  of  the  sheeting,  as  already  shown,  will  be   — ^j— . 

The  value  of  H  will  be 

H=  (L  —  2d)s  +  h (7) 

(1^  s 
Jf=(L-2d)s  +  j^-^^ (S) 

from  which 

s  = ^-^^-    (^') 

H(D-d) 

L  (D — d)—di2D  —  dd) 

This  value  of  s  substituted  in  Equation  (;"))  will  make 

.   _    J^  II  {!>  -  d) ,, 

"  -  D  —  (l^  L{D—d)  —  d(2B—Sd.) 

/i  —  (1-2) 
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This  expression  for  h  represents  the  effect  of  the  sheet-piling  when     Mr. 
the  hydraulic  grade  line  has  been  brought  into  the  position,  6,  Fig.  13.     '""^  ^' 
Tn  the  case  of  earth  dams,  it  will  represent  the  benefit,  expressed  in 
head,  which  may  be  expected  from  the  sheet-piling  under  a  dam  at 
the  safety  margin,  and  therefore  the  maximum  benefit  that  may  be 
hoped  for  from  the  use  of  sheeting. 

The  experiments  made  with  the  model  are  not  described  in  the 
paper  so  that  they  enable  one  to  test  the  equation  by  the  tabulated 
experimental  results.  The  low  heads  recorded  for  the  points,  H  to  E, 
indicate  that  the  water  was  allowed  to  flow  out  of  the  drain  cock.  This 
would  cause  the  gravel  bed  to  act  as  a  filter,  and  would  produce  a 
condition  at  variance  with  that  which  prevails  at  the  dam  site,  where 
a  free  escape  of  water  at,  but  not  below,  the  level  of  the  stream  bed 
may  be  assumed.  It  is  possible  that  the  readings  on  the  upper  line 
of  tubes  and  on  the  lower  were  not  simultaneous,  but,  if  this  is  the 
case,  this  should  have  been  explained  in  the  paper. 

H.  T.  Pease,*  Assoc.  M.  Am.  Soc.  C.  E.f  (by  letter). — This  paper    Mr. 
is   an    interesting   example   of   the   method   expressed   by   the   phrase    ^*^^' 
reductio  ad  absurdum.     It  shows  how  far  a  line  of  reasoning  may  be 
carried  beyond  a  logical  limit. 

No  engineer  wovild  think  of  designing  a  bridge  100  ft.  long  using 
a  test  of  a  bridge  10  in.  long  as  a  basis  for  the  design ;  especially  would 
he  consider  the  proceeding  irrational  if  the  conditions  under  which 
the  model  was  tested  were  different  from  those  actually  to  be  met  by 
the  design.  Mr.  Hays'  procedure  is  analogous  to  such  a  case.  He 
has  biiilt  a  very  large  edifice  on  a  very  narrow  base,  a  pyramid 
standing  on  its  apex.  Designing  a  dam  100  ft.  high  on  the  result  of 
the  tests  of  a  model  10  in.  high  is  a  good  deal  like  designing  an  ocean 
liner  on  the  lines  of  a  canoe. 

The  author's  design  would  undoubtedly  prove  safe  for  a  dam 
several  feet  in  height,  but  that  it  would  prove  safe  for  more  than  100 
ft  of  height  is  improbable;  certainly,  he  does  not  prove  his  case.  In 
a  dam  10  in.  high  the  effects  of  capillarity  and  viscosity  of  the  water 
would  be  largely  felt.  In  fact,  they  would  undoubtedly  comprise  a 
large  percentage  of  the  total  forces  acting  in  this  case.  Such,  how- 
ever, would  not  be  the  case  with  the  100-ft.  dam.  These  forces  here 
would  be  negligible. 

The  final  design  shown  in  Fig.  9  indicates  a  slope  of  2:1  on  the 
up-stream  face  and  a  slope  of  1 J :  1  on  the  down-stream  face  to  a 
depth  of  60  ft.  Considering  the  nature  of  the  material,  as  it  is 
described  in  the  paper,  in  fact,  considering  almost  any  material  of 
which  an  earth  dam  might  be  constructed,  this  should  be  regarded 

•  Deer  Park,  Wash. 
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Mr.  as  an  unsafe  section  for  a  dam  of  this  height.  A  slope  at  least  lighter 
^^*°'  than  li :  1  should  be  used  for  the  down-stream  face. 

The  core-wall  shown  reaching  to  the  top  of  the  dam,  in  fact,  the 
core-wall  in  any  earth  dam,  is  in  most  cases  a  "delusion  and  a  snare". 
If  the  material  of  the  up-stream  portion  is  tight  enough  to  hold 
water,  the  core-wall  is  unnecessary;  whereas,  if  it  is  not  tight  enough 
to  hold  water,  the  up-stream  portion  serves  no  purpose  whatever, 
except  as  a  support  for  the  core-wall  when  the  dam  is  empt.y.  More- 
over, in  such  a  case  the  pressure  of  the  entire  head,  supplemented  in 
many  instances  by  an  added  weight  of  earth  in  a  semi-fluid  state,  is 
brought  to  bear  on  the  section  at  the  core-wall.  To  say  the  least,  such 
a  stress  would  be  hard  on  a  thin  wall  such  as  is  shown  in  the  diagram, 
because  the  material  supporting  it  is  not  rigid. 

The  up-stream  toe  would  seem  to  be  drawn  out  to  too  thin  a  section. 
If  the  material  composing  it  is  at  all  pervious,  what  is  to  prevent 
the  finer  particles  from  being  carried  dovtm  into  the  coarse  substratum 
imtil  this  toe  becomes  as  pervious  as  the  ground  beneath  ? 

The  author  states  that  he  has  proved  the  "line  of  creep"  theory 
incorrect,  "after  due  experimenting".  His  experiments  consist  of  the 
test  of  a  model  constructed  on  a  very  small  scale,  but  of  the  exact 
proportions  of  the  actual  dam.  Every  detail  but  one  is  thus  propor- 
tioned ;  while  he  was  at  it  he  should  have  reduced  the  sizes  of  the  grains 
of  the  material  of  which  the  model  was  composed  to  the  same  scale,  i.  e., 
1 :  120.  A  length  of  24  in.  of  the  natural  sand  and  gravel  placed 
under  the  model  represents  the  240  ft.  of  the  same  material  which 
will  be  found  at  the  dam  site,  and  in  this  sheet-piling  is  placed  reaching 
to  within  11^  in.  of  the  floor  of  the  water-tight  box  in  which  the 
model  is  built.  This  is  to  represent  piling  which  will  be  driven  to 
a  depth  of  125  ft.  below  the  base  of  the  dam  or  within  a  distance  of 
115  ft.  of  an  assumed  rock  surface  below.  That  the  actual  subsurface 
conditions  are  thus  duplicated  in  the  model  is  hard  to  believe. 

After  making  some  tests  for  loss  of  head,  the  author  concludes  that 
the  sheet-piling  reaching  to  within  Hi  in.  of  the  floor  of  the  box  acts 
as  a  partly  closed  valve.  There  would  appear  to  be  an  element  of 
truth  in  his  contention — in  this  case. 

The  conclusions  to  be  drawn  from  the  paper  are: 

That  the  author  has  shown  a  commendable  enthusiasm  and  an 
attention  to  detail  often  lacking  in  such  an  investigation,  but 
that  he  has  over-estiiriated  the  usefulness  of  the  data  col- 
lected ; 

That  the  test  conditions  do  not  duplicate  the  actual  conditions  to 
be  encountered;  and 

That  the  safety  of  his  design  is  open  to  suspicion. 
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Malcolm  Elliott,*  Assoc.  M.  Am.  Soc.  C.  E.f  (by  letter). — The  Mr. 
author  of  this  interesting  paper  deserves  credit  and  the  thanks  of  '  '°  ' 
engineers  for  efforts  to  throw  light  on  a  subject  about  which  little  is 
known,  and  for  making  his  results  and  conclusions  available  to  others. 
In  commenting  on  this  series  of  experiments,  the  writer  wishes  to  dis- 
claim any  intention  of  merely  picking  flaws.  What  appear  to  be  in- 
consistencies and  errors  may  be  due  to  misunderstandings  which  should 
be  cleared  up  by  other  discussions. 

The  problem  of  determining  the  upward  pressure  on  the  base  of 
a  dam  built  on  a  pervious  foundation  may  be  likened  to  that  of  deter- 
mining the  lateral  pressure  of  earth  on  the  back  of  a  retaining  wall. 
No  general  theory  of  earth  pressures  will  take  care  of  all  possible 
conditions  as  to  cohesion  and  friction ;  neither  will  any  general  formula 
represent  truly  all  possible  degrees  of  porosity  and  permeability  in  the 
case  of  upward  pressure  on  a  dam.  Nevertheless,  for  earth  pressures, 
we  are  content  to  go  on  using  the  Rankine  formula,  well  knowing  that 
it  does  not  accurately  represent  the  true  pressures,  but  using  it  because 
it  gives  practical  values  sufficiently  near  the  truth  for  safety  in  design, 
when  a  reasonable  margin  of  safety  is  provided.  In  like  manner,  the 
so-called  "line  of  creep"  theory  may  not  accurately  determine  the 
upward  pressures  at  the  base  of  a  dam,  but  it  can  be  depended  on 
as  a  generally  safe  rule  for  design. 

The  author  recognizes  that  his  results  are  not  generally  applicable; 
in  his  closing  words  he  says  that  each  design  is  a  problem  in  itself,  and 
that  the  experiments  should  not  be  applied  too  broadly.  He  might 
have  added  that  his  results  could  be  used  only  for  the  dam  which  he 
was  designing,  and  even  then  with  extreme  caution  and  proper  allow- 
ances because  of  the  small  scale  on  which  the  experiments  were  made. 

In  using  a  model  for  any  kind  of  a  demonstration,  it  is  desirable, 
of  course,  to  reproduce,  as  faithfully  as  possible,  the  actual  structure 
for  which  the  strength  or  behavior  is  to  be  determined.  This  ideal 
cannot  be  attained  in  constructing  models  of  dams  on  such  a  small 
scale  as  that  used  by  the  author. 

In  his  model,  the  dam  and  sheet-piles  are  very  much  reduced  in 
scale,  though  the  soil  particles  are  of  the  same  size  as  those  used  in  the 
full-scale  dam,  and  the  water  is  of  the  same  degree  of  fluidity.  The 
interstices  in  the  sand,  where  it  is  in  contact  with  the  sheet-piles,  are 
much  larger,  in  proportion  to  the  length  of  the  piles,  than  they  are 
in  the  actual  dam.  If  the  soil  were  reduced  to  the  same  scale  as 
the  dam  and  sheet-piles  used  in  this  series  of  experiments,  it  would 
be  an  impalpable  powder;  or,  looking  at  it  in  another  way,  if  the  soil 
particles  used  in  the  model  were  enlarged  so  as  to  have  the  same 
relation  in  size  to  the  actual  dam  as  they  have  to  the  model  dam,  the 
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Mr.  underlying  material  (Curve  A,  Plate  FV)  would  be  a  mass  of  stones 
and  boulders,  90%  of  whicli  would  be  composed  of  pieces  more  than  2 
in.  in  diameter,  80%  would  be  stones  more  than  12  in.  in  diameter, 
and  the  largest  "particles"  would  be  boulders  10  ft.  in  diameter. 

The  tendency  of  the  water  to  "creep"  along  the  surface  of  the 
sheet-piles  would  possibly  be  greater  in  the  actual  dam  than  in  the 
model,  because  of  this  difference  in  the  size  of  the  particles  and  their 
interstices  when  compared  with  the  length  of  the  sheet-piling.  This 
seems  to  be  substantiated  by  the  greater  proportionate  loss  of  head 
at  the  second  or  longer  row  of  sheet-piling.  Here  the  measured  loss 
of  head  for  a  100-ft.  head  was  from  19  to  21  ft.,  and  the  computed 
loss  of  head,  according  to  the  "line  of  creep"  theory,  with  the  hydraulic 
gradient  of  1:9,  would  be  *18.9  ft.  From  the  very  small  loss  of  head 
at  the  first  or  shorter  row  of  sheet-piling,  the  author  deduces  that  this 
piling  is  of  little  value;  and,  in  his  second  model,  he  eliminates  it 
and  adds  to  the  length  of  the  second  row.  The  writer  believes  that 
if  the  author  had  used  a  model  on  a  larger  scale,  or  if  he  had  increased 
the  length  of  the  up-stream  row  of  piles  in  the  model  which  he  used, 
the  loss  of  head  due  to  the  piles  would  have  been  more  nearly  in 
accord  with  that  computed  with  the  "line  of  creep"  theory. 

The  small  loss  of  head  at  the  up-stream  piles  might  also  be  ex- 
plained in  part  by  leakage  through  the  apron  on  the  up-stream  slope 
of  the  dam.  If,  as  is  claimed  by  the  author,  this  covering  were  imper- 
meable, the  logical  place  for  the  single  row  of  sheet-piling  would  be 
in  the  up-stream  trench,  instead  of  the  down-stream  trench,  and  the 
concrete  core-wall  would  be  superfluous.  Even  a  small  leakage  through 
this  up-stream  apron  over  the  top  of  the  upper  row  of  piling  would 
raise  the  hydraulic  grade  line  down  stream  from  the  piles,  thus  ap- 
parently reducing  the  loss  of  head  due  to  the  piles.  In  his  paragraph 
immediately  preceding  his  conclusions,  the  author  recognizes  the 
possibility  of  leakage  over  the  tops  of  the  piles,  when  he  says  the  piling 
was  placed  "sufficiently  far  back  to  prevent  any  water  from  seeping 
through  the  dam  to  the  down-stream  side  of  the  piling",  yet  he  does 
not  attribute  to  this  possibility  the  apparent  failure  of  the  ''line  of 
creep"  theory  at  the  upper  row  of  piles. 

One  of  the  striking  characteristics  of  the  author's  experiments  is 
the  apparently  large  loss  of  head  where  the  water  enters  the  sand. 
Thus,  if  the  curve  for  Experiment  9,  Fig.  10  (a),  is  extended  to  the 
toe  of  the  dam  on  the  same  slope  as  between  Tubes  B  and  C,  it  ap- 
pears that  there  will  be  a  loss  of  head  at  entry  of  about  5i  in.,  out  of 
a  total  head  of  10  in.  In  giving  his  results  in  feet  (the  actual  readings 
multiplied  by  120),  the  author  would  apparently  have  us  believe  that 


•  Not  9.4  ft.,  a.s  stated  by  the  author.     This  Is  the  loss  of  head  on  only  one  side 
of  the  sheet-piling. 
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the  values  he  gives  would  approximate  those  to  be  expected  with  the  Mr. 
full-scale  dam,  and  that  the  loss  of  head  at  entry  would  be  about  55  ft., 
out  of  a  total  head  of  100  ft.  If  this  were  true  we  would  have  a 
surprising  departure  from  hitherto  accepted  theories,  which  have 
been  to  the  effect  that  the  entry  head,  though  appreciable,  is  not 
generally  a  large  proportion  of  the  total  head. 

It  is  seen  immediately,  however,  that  accepted  theories  as  to  the 
amount  of  the  entry  head  are  not  destroyed  by  the  results  of  these 
experiments.  The  loss  of  head  at  entry  is  more  nearly  an  absolute 
than  a  relative  quantity;  it  does  not  vary  with  the  total  head,  but 
with  the  velocity  head.  The  velocity  head  with  the  actual  dam  will 
certainly  not  be  120  times  that  with  the  model  dam;  therefore  the 
loss  at  entry  will  be  relatively  much  smaller  than  with  the  model 
dam.  leaving  a  much  larger  proportion  of  the  total  head  to  be  over- 
come by  friction,  and  thereby  changing  materially  the  slope  of  the 
hydraulic  grade  line. 

Yet,  if  we  should  accept  these  experiments  as  conclusive,  even 
with  the  limited  applicability  which  the  author  claims  for  them,  they 
would  indicate  a  loss  of  head  at  entry,  in  the  actual  dam,  of  55  ft., 
though,  as  a  fact,  it  will  be  nearer  5i  in. 

This  difference  between  the  model  and  the  actual  conditions  is 
one  of  the  fundamental  reasons  why  the  solution  of  this  problem 
should  not  be  attempted  on  such  a  small  scale.  The  model  should 
be  of  such  size,  compared  with  the  actual  structure,  as  to  make 
negligible  the  error  introduced  by  assuming  that  the  loss  of  head  at 
entry  is  proportional  to  the  total  head. 

The  departure  of  the  author's  results  from  those  obtained  by  the 
'"line  of  creep"  rule  may  be  explained  largely  by  the  relatively  great 
loss  of  head  at  entry  which  is  due  to  the  small  scale  on  which  the 
experiments  were  made.  With  experiments  on  a  larger  scale,  or  under 
actual  conditions,  the  loss  at  entry  is  insignificant,  compared  with 
the  total  head,  so  small,  in  fact,  that  it  is  entirely  neglected  in  the 
"line  of  creep"  theory  as  ordinarily  applied. 

The  vsrriter  confesses  not  being  able  to  understand  the  author's 
reference  to  the  "hydraulic  gradient  of  the  underlying  material"  which 
he  assumes  to  be  1:9  throughout.  Apparently,  he  determined  this 
by  his  preliminary  experiments  with  the  circular  tank,  and  then  for 
his  trial  design  assumed  that  a  certain  down-stream  slope  of  the  dam 
would  be  necessary  to  "hold  up  the  100-ft.  head".  As  the  writer 
understands  experiments  of  this  kind,  the  purpose  should  be  to  deter- 
mine what  hydraulic  gradient  is  required  in  order  to  reduce  the 
velocity  of  the  percolating  water  to  such  an  extent  that  it  will  no 
longer  have  the  power  to  transport  the  particles  composing  the  medium 
through  which  it  percolates.     If  the  circular  tank  experiments  gave 
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Mr.     any  information   on  this  point,  the  author  has  not  stated  it   in  his 

■  paper.     Clearly,  the  "hydraulic  gradient  of  the  material"  covild  have 

been  varied  at  will,  either  by  increasing  the  head  or  the  area  of  the 

outlet  at  the  bottom  of  the  tank,  without  in  any  way  changing  the 

character  of  the  filling. 

The  author  then  assumes  in  Fig.  8  that  the  hydraulic  gradient 
under  the  dam,  according  to  the  "line  of  creep"  theory,  will  be  1:9, 
notwithstanding  that  this  assumption  makes  the  hydraulic  grade  line 
intersect  the  base  of  the  dam  well  within  the  toe.  The  computed 
hydraulic  grade  line  should  intersect  the  base  at  the  down-stream  toe, 
to  be  consistent  with  the  "line  of  creep"  theory  which  the  author 
wished  to  represent  for  comparison  with  the  actual  tube  readings. 
According  to  the  "line  of  creep"  theory,  and  the  dimensions  adopted 
for  the  dam,  the  hydraulic  gradient  for  a  100-ft.  head  should  have 
been  about  1 :  10.5  instead  of  1 :  9. 

Notwithstanding  the  foregoing  inconsistencies,  the  author  seems 
to  have  arrived  at  a  generally  safe  and  economical  design  for  the 
dam  which  he  had  under  consideration.  Placing  the  relatively  im- 
permeable material  on  the  up-stream  face  should  result  in  making 
the  hydraulic  grade  line  begin  near  the  toe  instead  of  near  the  crest 
as  it  would  have  done  if  the  dam  had  been  built  entirely  of  the  mate- 
rial with  which  it  was  started. 

The  location  of  the  piling  near  the  center  instead  of  near  the 
up-stream  toe  is  justified  if  the  up-stream  slope  is  not  sufficiently  tight 
to  exclude  the  water.  With  a  masonry  or  other  water-tight  dam,  the 
piling,  of  course,  should  be  near  the  toe. 

The  combination  of  local  materials,  in  order  to  secure  maximum 
density,  is  noteworthy,  and  the  application  of  sieve  analysis  curves 
to  this  problem  seems  to  be  original.  It  would  be  interesting  to  know 
the  construction  methods  by  which  the  intimate  mixture  of  the  two 
materials  was  obtained. 

Mr.  Edward  Wegmann,*  M.  Am.  Soc.  C.  E. — The  author  is  to  be  con- 

WtKiiiaiin.  gpatulated  on  the  scientific  manner  in  which  he  has  worked  up  the 
results  obtained  with  his  model  of  an  earth  dam.  Although  the  paper 
is  interesting  in  this  respect,  the  speaker  does  not  think  that  any 
general  conclusions,  drawn  from  the  results  obtained  with  such  a  small 
model,  will  be  applicable  to  the  construction  of  a  high  eartli  dam. 

In  reference  to  Fig.  9,  it  is  the  speaker's  opinion  that,  although  in 
the  experiment  the  water  passed  along  the  sheet-pile  cut-off  to  its 
bottom  and  then  rose  again,  in  a  high  dam,  built  according  to  the 
model,  the  water  would  be  very  apt  to  take  a  short  cut  and  pass  over 
the  top,  instead  of  under  the  bottom,  of  the  piling. 

•  New  York  City. 
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E.  C.  La  Rue,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  Mr. 
will  be  of  exceptional  interest,  for  only  meager  data  are  available  ^*  "^' 
relating  to  the  proper  design  of  an  earth  dam  having  a  gravel  founda- 
tion. The  partly  completed  dam,  described  by  Mr.  Hays,  formed  a 
part  of  an  irrigation  project  on  which  the  writer  has  prepared  a  water 
supply  report.  He  has  also  examined  the  dam  site,  and  is  therefore 
specially  interested  in  the  paper. 

In  some  parts  of  it  the  author  has  not  made  clear  the  procedure 
followed  in  his  experimental  work.  For  example,  in  determining  the 
hydraulic  gradient  of  the  material  used  in  the  original  dam  and 
that  to  be  used  in  the  upper  portion  of  the  actual  structxire,  the  de- 
tails of  the  methods  are  not  made  clear.  The  writer  is  in  doubt  as 
to  the  following  points: 

1. — When  the  readings  were  taken,  was  the  quantity  of  water  leav- 
ing the  same  as  that  entering  the  tank? 

2. — Before  the  soil  was  placed  in  the  tank,  were  tests  made  in  order 
to  determine  the  head  required  to  force  the  water  through  the  valve? 
If  the  coarse  materials  were  tested  to  determine  the  hydraulic  gradient, 
then,  with  the  same  quantity  of  water  flowing  into  the  empty  tank 
as  that  used  in  the  test,  the  head  required  to  force  this  water  through 
the  valve  could  be  determined.  If,  during  such  tests,  it  was  found  that 
the  water  level  in  the  tank  was  above  the  intake  to  the  lower  glass 
tube,  then  the  author's  results  are  in  error.  During  the  tests,  with  the 
soil  in  the  tank,  the  head  required  to  force  the  water  through  the  valve 
would  be  effective  to  a  higher  level  in  the  tank.  It  is  probable  that 
the  water  level  in  the  lower  tube  was  not  affected  in  the  manner 
referred  to,  but  the  author  has  not  made  this  point  clear. 

On  page  5,  in  referring  to  the  North  Dike  of  the  Wachusett 
Dam,  Mr.  Hays  states :  j 

"A  flat  hydraulic  gradient,  caused  by  the  water  in  the  reservoir 
seeping  under  the  dam,  called  for  a  large  quantity  of  material,  in  order 
to  withstand  the  upward  pressure  under  the  down-stream  portion  of 
the  dam." 

In  referring  to  the  Gatun  Dam,  he  states:  :, 

"A  flat  down-stream  slope  causes  the  percolating  water  to  travel  a 
long  distance  before  a  free  opening  is  encountered,  thus  causing  the 
upward  pressure  to  be  consumed  by  friction." 

As  the  down-stream  sections  of  these  dams  are  constructed  of 
piervious  material,  the  water  cannot  exert  an  upward  pressure  on  their 
bases.  Probably  the  author  means  that  the  flat  hydraulic  gradient 
makes  it  necessary  to  construct  the  down-stream  section  of  the  dam 
with  a  flat  slope  in  order  to  prevent  the  line  of  saturation  from  inter- 
secting the  down-stream  face  of  the  dam  above  the  toe. 
*  Salt    Lake    City,   Utah. 
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Mr.  On  page  15,  in  referring  to  the  hydraulic  gradient  for  the  selected 

■  material  to  be  used  in  the  upper  section  of  the  actual  structure,  the 
author  says:  "From  this  it  was  assumed  that  the  hydraulic  gradient 
was  not  greater  than  1 :  1,  although  it  was  evidently  much  steeper." 
This  statement  is  not  consistent.  It  would  appear  that  he  meant  to 
say  that  the  hydraulic  gradient  was  not  less  than  1:1,  and  it  was 
evidently  much  steeper. 

On  the  same  page,  in  referring  to  the  model  dam,  the  author  says : 

"The  long  up-stream  slope  was  given  in  order  to  allow  the  down- 
ward pressure  of  the  water  over  the  up-stream  section  to  have  a  balanc- 
ing effect  on  the  upward  pressure  beneath  the  dam,  as  blow-outs  would 
be  improbable  in  this  portion  of  the  dam." 

Although  the  down-stream  pressure  of  the  water  over  the  up-stream 
section  does  have  a  balancing  effect  on  the  upward  pressure  beneath  the 
dam,  this  surely  was  not  the  reason  for  adopting  a  "long  up-stream 
slope".  The  author  assumes  that  the  material  in  the  up-stream  section 
will  be  practically  water-tight.  It  would  appear,  therefore,  that  the 
flat  up-stream  slope  was  adopted  in  order  to  force  the  hydraulic 
gradient  to  begin  farther  up  stream. 

The  author  concludes  that,  with  10  in.  of  water  in  the  reservoir 
above  the  model  dam,  the  head  is  entirely  consumed  before  the  water 
reaches  the  lower  toe  of  the  dam.  Using  Test  No.  17,  Table  3,  the 
writer  has  drawn  lines  of  equal  pressure,  and  from  these  produced  the 
lines  representing  approximately  the  direction  of  flow  through  the 
foimdation  of  the  model  dam.  The  direction  of  flow  was  downward 
in  that  portion  of  the  foundation  above  the  sheet-piling.  Below  the 
sheet-piling  the  flow  lines  rose  slightly  and  then  appeared  to  turn  in 
the  direction  of  the  drain  valve,  shown  in  Fig.  8.  If  the  pressure  had 
been  observed  at  various  points  in  the  foundation  below  the  lower  toe, 
there  is  no  doubt  that  it  would  have  shown  conclusively  that  the  direc- 
tion of  flow  was  toward  the  drain  valve.  Mr.  Hays  has  shown  the 
hydraulic  gradient  for  the  material  used  in  the  foundation  to  be 
about  1 :  9.  With  a  free  escape  for  the  water,  as  is  provided  by  the 
drain,  little,  if  any,  pressure  would  be  observed  immediately  above  the 
drain  valve.  Extending  the  hydraulic  gradient  back  from  the  drain 
valve  with  a  slope  of  1:9,  it  will  be  seen  to  intersect  the  line  repre- 
senting the  base  of  the  dam  at  a  point  2  160  ft.  above  the  drain,  or 
1  040  ft.  up  stream  from  the  upper  toe  of  the  actual  dam.  All  the  pres- 
sure observations  taken  by  the  author  must  have  been  affected  by  the 
drain.  Under  these  conditions,  the  water  could  not  rise  to  the  base 
of  the  dam  near  the  lower  toe.  In  the  model,  the  author  has  imposed 
conditions  which  would  not  be  reproduced  in  actual  practice.  If  the 
dam  is  to  operate  under  the  same  conditions  as  the  model,  then  360 
ft.  below  the  lower  toe  of  the  dam  a  trench,  240  ft.  deep  and  40  ft. 
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wide,  must  be  constructed  across  the  canyon.  This  trench  must  be  Mr. 
filled  with  large  stone,  in  order  to  provide  a  perfect  drain.  In  the 
bottom  of  the  trench,  or  at  the  240-ft.  level,  there  must  be  openings 
with  sufficient  capacity  to  carry  off  the  water  as  it  arrives.  The  water 
must  then  be  conveyed  to  a  reservoir  of  infinite  capacity.  In  the 
model,  the  drain  should  be  216  in.  from  the  lower  toe,  instead  oX 
36  in.,  or  it  will  affect  the  water  pressure  under  the  base  of  the  dam. 
If  the  writer's  contentions  are  correct,  the  results  of  the  author's  ex- 
periments are  of  little  practical  value. 

That  the  drain  referred  to  has  affected  seriously  the  results  of  the 
experiments  is  indicated  by  the  excessive  seepage  through  the  founda- 
tion of  the  model.  In  Test  No.  17,  Table  3,  the  seepage,  per  linear  foot 
of  the  model,  was  0.00222  cu.  ft.  per  sec.  The  slope  of  the  line  of 
saturation  in  the  model  is  ass\xmed  to  be  the  same  as  that  of  the  actual 
dam.  The  length  of  travel  in  the  model  is  proportional  to  that  of  the 
actual  dam.  The  head  and  all  other  dimensions  in  the  model  being 
proportional  to  those  of  the  actual  dam,  the  seepage  through  the  latter, 
per  linear  foot,  will  be  120  times  that  through  the  model  per  linear 
foot.  The  length  of  the  actual  dam  is  to  be  2  000  ft.,  and  its  left  end 
will  extend  into  a  bank  of  gravel  similar  to  that  which  is  to  compose 
the  foundation.  Considerable  excavation  will  be  necessary  in  order 
that  the  water-tight  section  of  the  dam  can  be  carried  well  into  this 
bank.  It  is  assumed  that  the  area  exposed  to  water  pressure  will  be 
equivalent  to  the  area  of  1  200  ft.  of  maximum  section.  The  seepage 
through  the  actual  dam,  therefore,  would  be  120X1200X0.00222, 
which  equals  320  cu.  ft.  per  sec. 

Mr.  Hays  has  not  disproved  the  "line  of  creep"  theory.  In  the 
first  test,  with  the  two  rows  of  sheet-piling,  he  foomd  a  small  loss  of 
head  at  the  upper  row  of  piling.  This,  no  doubt,  was  due  to  water 
passing  through  the  upper  section  of  the  dam  and  entering  the  founda- 
tion both  above  and  below  the  upper  row  of  sheet-piling. 

The  pressure  at  D,  Fig.  8,  below  the  lower  row  of  sheet-piling,  was 
no  doubt  due  to  the  water  from  the  upper  section  of  the  dam  entering 
the  foundation  between  the  piling  and  the  cut-off  wall.  In  fact,  the 
drain  would  prevent  the  water  from  rising  to  D  after  passing  below 
the  lower  row  of  sheet-piling.  If  Mr.  Hays  will  place  the  drain  216  in. 
below  the  lower  toe  of  the  model  dam,  separate  the  upper  section  of 
the  dam  from  the  foundation,  with  a  sheet  of  tin,  and  connect  the  tin 
with  the  cut-off  wall  and  the  two  rows  of  sheet-piling  with  water-tight 
joints,  then  the  hydraulic  gradient  will  begin  at  the  upper  toe.  Under 
these  conditions,  the  effect  of  the  two  rows  of  sheet-piling  can  be  de- 
termined, and  imdoubtedly  the  "line  of  creep"  theory,  somewhat 
modified,  will  prove  to  be  correct.  That  is,  instead  of  following  down 
one  side  of  the  sheet-piling  and  up  the  other,  thence  along  the  base  of 
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Mr.      the  dam  to  the  second  row  of  sheet-piling,  etc.,  the  water  will  follow 
^^'  down  the  upper  side  of  the  first  row  of  sheet-piling  and  thence  in  the 
general  direction  of  the  lower  end  of  the  second  row  of  sheet-piling. 

Assuming  that  there  were  no  other  defects  in  the  model,  the  writer 
believes  the  results  of  the  tests  to  be  unreliable  for  the  following 
reasons : 

1. — The  model  dam,  being  only  11  in.  high,  and  subjected  to  a  head 
of  10  in.  of  water,  the  entrance  head  and  capillary  action  would,  no 
doubt,  affect  the  hydraulic  gradient  to  such  an  extent  that  the  pres- 
sure observations  in  the  model  would  not  indicate  the  action  of  the 
water  in  the  final  structure,  where  similar  material  will  be  subjected 
to  a  head  120  times  greater  than  that  on  the  model. 

2. — The  model  dam  was  constructed  of  the  same  material  as  that 
to  be  used  in  the  actual  structure.  It  would  seem  that  the  material 
for  the  former  should  have  been  coarser  than  that  to  be  used  in  the 
latter.  The  ratio  between  the  coarseness  of  the  materials  in  the  two 
structures,  which  would  result  in  the  action  of  the  water  on  the  model 
being  comparable  to  that  on  the  actual  dam,  could  perhaps  be  de- 
termined by  extensive  experiments. 

The  writer  makes  the  following  suggestions: 

1. — That  the  author  construct  a  model  which  will  represent  ex- 
actly the  original  dam  as  it  was  to  have  been  built.  It  is  probable 
that  the  results  of  tests  on  this  model  wovild  show  the  structure  to  be 
safe,  provided  the  model  were  constructed  with  the  drain  36  in.  below 
the  lower  toe.  As  a  matter  of  fact,  with  a  head  of  24  ft.  on  the  actual 
dam,  the  water  passed  freely  through  the  partly  completed  structure. 

2. — That  the  author  could  obtain  more  reliable  information  from  a 
series  of  tests  on  models  1,  2,  4,  8,  and  12  ft.  in  height,  provided  the 
drain  shown  in  Fig.  8  were  placed  at  a  section  216  in.  down  stream 
from  the  lower  toes  of  the  respective  dams.  From  the  results  of  the 
experiments  with  each  of  these  models,  it  is  possible  that  some  sort 
of  a  curve  could  be  prepared  which  might  be  extended  to  show  ap- 
proximately the  action  of  the  water  on  the  final  structure  under  a 
head  of  100  ft. 

Conclusions. — 

1. — The  author  has  not  stated  clearly  how  each  experiment  was 
carried  on.  In  some  places  it  is  necessary  for  the  reader  to  assume 
that  the  experiment  was  conducted  \mder  certain  imposed  conditions. 

2. — The  model  dam  used  by  the  author  was  too  small  to  give  reliable 
results. 

3. — The  pressure,  at  all  points  observed  in  the  tests,  was  aflFected 
by  the  drain;  therefore,  the  results  of  the  experiments  are  of  littlo 
practical  value. 


Bacon. 
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4. — The  drain  in  the  model  should  have  been  placed  216  in.  below     Mr. 
the  lower  toe,  instead  of  36  in. 

5. — The  author  has  not  disproved  the  "line  of  creep"  theory. 

6. — It  would  appear  that  too  much  dependence  was  placed  on  the 
impermeability  of  the  material  in  the  upper  section  of  the  d,am. 

7. — If  the  dam,  as  designed,  were  constructed  to  operate  under  the 
conditions  imposed  in  the  model,  the  flow  under  it  would  be  about 
320  cu.  ft.  per  sec. 

S. — It  is  the  writer's  opinion  that  the  sheet-piling  should  be  placed 
beneath  the  core-wall.  If  the  core-wall  in  the  partly  completed  dam  is 
to  be  used,  then  the  sheet-piling  should  be  placed  near  the  core-wall 
on  the  up-stream  side.  A  water-tight  connection  should  be  made 
between  the  core-wall  and  the  sheet-piling.  The  writer,  being  some- 
what familiar  with  the  conditions  at  the  dam  site,  feels  that,  at  best, 
there  will  be  considerable  seepage  under  the  dam,  and  for  this 
reason  he  would  suggest  that  the  slope  of  the  down-stream  face,  below 
the  30-ft.  berm,  be  made  as  flat  as  3i :  1  or  4 : 1.  The  proper  slope  for 
the  down-stream  face  could  no  doubt  be  determined  by  extensive  tests 
on  a  series  of  properly  designed  models  of  various  heights. 

George  M.  Bacon,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  main  ob-  Mr 
jcction  to  drawing  conclusions  from  these  experiments  seems  to  be  the 
assumption  that  the  foimdation  as  composed  for  the  model  represents 
sub-surface  conditions  at  the  dam  site,  an  assumption  hardly  correct. 
What  part  of  the  foundation  in  the  model  corresponds  to  the  actual 
condition  on  the  ground,  which  allowed  sheet-piling  to  sink  ''as  deejj 
as  32  ft.  with  one  or  two  blows  from  a  1 700-lb.  hanuner"  ?  The 
mountain  streams  formed  "great  cones,  or  fans,  of  very  porous  mate- 
rial''. "Was  this  material  duplicated  in  the  model,  and,  if  so,  where? 
In  an  experiment  of  this  kind,  it  is  vital  to  duplicate  the  actual  condi- 
tions which  are  the  subject  of  investigation.  No  ingenuity  of  observa- 
tion and  recording  can  minimize  the  importance  of  this.  There  is  prac- 
tically nothing  in  the  paper  showing  how  the  foundation  in  the  model 
was  formed,  or  indicating  its  similarity  to  actual  conditions. 

The  author's  theoretical  analyses  are  interesting,  but,  should  they 
serve  as  a  basis  for  the  solution  of  the  problem  actually  presented? 
If  the  premises  are  not  correct,  any  deductions  from  experiment  are 
not  only  of  no  value,  but  can  easily  be  harmful  as  well  as  misleading. 

H.  A.  PETTERS0N,t  Assoc.  M.  Am.   Soc.  C.  E.   (by  letter). — The  ^  Mr 
writer  is  a  great  believer  in   experimental  engineering,   and  realizes 
that  much  of  the  advance  made  in  engineering  knowledge  is  due  to 
the  researches  of  careful  and   ingenious  experimenters.     He  cannot 
believe,  however,  that  experiments  made  on  models  with  a  depth  of 

•  Salt  Lake  City,   Utah. 
T  Tientsin,  China. 
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Mr.  water  of  only  10  in.,  will  bring  forth  results  of  any  great  practical 
value  in  designing  a  dam  to  impound  water  100  ft.  and  more  in 
depth.  Our  knowledge  of  the  underground  flow  of  water  is  not  as 
complete  as  it  ought  to  be.  This  is  true  especially  of  underground 
flow  as  affected  by  cut-off  walls  penetrating  only  part  way  into  the 
porous  stratum. 

The  most  reliable  experiments,  however,  would  be  those  made  on 
existing  dams  and  weirs  built  on  porous  foundations.  There  are  many 
structures  in  different  parts  of  the  World  on  which  experiments  could 
be  made,  and  these  could  follow  essentially  the  methods  developed  by 
Mr.  C.  S.  Slichter.*  Until  such  experiments  are  made,  the  writer,  for 
one,  would  advocate  following  present  methods,  a  brief  presentation 
of  the  underlying  principles  of  which  will  be  given. 

The  principles  governing  the  design  of  an  earth  dam  with  imper- 
vious core-wall  to  impervious  foundation  need  not  be  reviewed,  as  they 
are  treated  in  any  number  of  good  textbooks.  The  problem  of  securing 
water-tightness  in  earth  dams  is  essentially  one  of  securing  the  maxi- 
mum density  of  the  material;  and  the  laws  governing  this  are  known 
by  the  Engineering  Profession,  even  though  not  universally  applied. 
Strict  adherence  to  these  principles  in  earth  dam  construction  involves 
extra  cost,  which  is  not  always  warranted  by  the  results  obtained. 

This  discussion,  therefore,  will  be  confined  to  the  principles  involved 
in  the  design  of  an  earth  dam  on  a  porous  foundation  of  such  great 
depth  that  an  impervious  cut-off  wall  to  an  impervious  stratum  is 
financially  impracticable.  It  will  be  assumed  that  the  dam  will  be 
made  relatively  impervious,  and  safe  against  ordinary  methods  of 
failure.  The  principles  to  be  elucidated  are  the  securing  of  stability 
against  the  possible  destructive  effect  of  water  flowing  under  the  dam 
(not  through  it) ;  also,  as  it  is  assumed  that  the  dam  is  to  impound 
water  in  a  reservoir,  the  investigation  of  the  quantity  of  water  lost 
by  percolation  is  important  from  an  economic  standpoint,  though  it 
may  in  no  way  affect  the  stability  of  the  dam. 

A  rational  design  cannot  be  made  without  a  comprehensive  grasp 
of  the  laws  governing  the  flow  of  underground  water.  A  very  brief 
summary  of  present  knowledge  on  these  laws  will  be  given,  for  the 
purpose  of  calling  attention  to  the  incompleteness  of  that  knowledge 
and  to  make  clearer  the  writer's  comments  on  certain  of  the  author's 
statements. 

Laws  of  Underground  Flow. 

Hazen's  formula,  reduced  to  English  units.f  is 

O  =  :,,s.,,'l^(i±'0) ^„ 

L  00 


•  Described  In  Water  Supply  Papers,  Nos.  67  and  140.  ,  ,    , 

t  Report,  Mass.  State  Board  of  Health.  1«92,  p.  553:  also,  Turnenure  and  Russel, 
'Public  Water  Supplies",  p.  96. 
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Slichtei's  forinula*  is  Mr. 

Petterson. 

Q^'l^L^ll+OMSHt-m (2) 

Baldwin- Wiseman's  fornmlat  is 
h 

'■='••  ^"^T -^'^ 

In  the^e  formulas,  c,   c^,   c^,   and  A;,  are  coefficients.     The  values 
of  c  in  Hazen's  formula  vary  from  400  to  1  000.     The  values  of  h 
are  tabulated  by  Slichter,  and  vary  only  with  porosity,     c^,  in  Squa- 
ds 
tion   (3),   is   proportional   to    cr7^  and   —    in   Equations    (1)    and    (2). 

Cj  corresponds  to  the  temperature  correction  of  Equations  (1)  and  (2). 

Q  =  discharge,  in  cubic  feet  per  day,  through  the  area,  A ; 

A  =  area  of  cross-section,  in  square  feet,  normal  to  the  line  of 

flow; 
h  =  difference  of  water  surface,  in  feet,  for  two  points  distant 

L  feet  apart; 
i/  =  distance,  in  feet,  measured  in  direction  of  line  of  flow; 
d  =  effective  size  of  sand  grains,  in  millimeters,  determined  by 

mechanical  analysis  with  sieves  in  Hazen's  formula,  and 

by  the  use  of  King-'s  aspirator:}:  in  Slichter's  formula; 
V  =  velocity  of  percolation ; 
^  =  temperature  of  the  water,  in  degrees,  Fahrenheit. 

These  three  equations  all  agree  in  several  respects: 

First. — The  rate  of  flow  increases  with  temperature. 

h 
Second. — The  rate  of  flow  increases   ^vith  the  first  power  of  -~, 

or,  if  h  is  constant,  varies  inversely  with  L. 
Third. — The  rate  of  flow  varies  with  some  power  of  the  effective 
size  of  the  sand  grains. 

By  platting  on  logarithmic  paper,  a  straight-line  relation  will  be 
found  to  exist  between  Slichter's  values  of  k  and  the  porosity  of  the 
material.  The  same  relation  holds  between  porosity  and  the 
tabulated  values  of  the  transmission  coefficient  in  Water  Supply  Paper 

♦  U.  S.  Geological  Survey,  Water  Supply  Papers,  Nos.  67  and  140  ;  also,  19th 
Annual  Report,  V.  S.  Geol.  Survey,  Part  II,  1899,  p.  295. 

t  Minutes  of  Proceedinos,  Inst.  C.  E.,  Vol.  CLXXXI,  p.  15  ;  also,  Technical 
Paper   No.   97,   Govt,  of  India,    1902. 

t  For  description  of  King's  aspirator,  see  15th  Annual  Report,  A.^ricultural 
Experiment  Station,  Univ.  of  Wisconsin,  1898. 
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Mr.        No.  140.     It  may  be  shown  that  Slichter's  tabulated  results  may  be 
■  expressed  in  the  following  form: 

Q  =  ap^-^d^^  A  T (4) 

where  p  =  porosity  and  T  =  temperature  correction. 

The  effect  of  porosity  is  taken  into  account  in  all  the  equations. 
In  Equation  (1),  the  values  of  c  vary  with  the  tmiformity  coefficient, 
which  is  an  indirect  and  approximate  method  of  stating  the  effect 
of  porosity.  In  Equation  (3),  the  effect  of  porosity  is  introduced  in 
the  coefficient,  c^. 

The  writer  believes  that  further  experiments  are  required  before 
a  formula  for  underground  flow  will  be  developed  which  will  be  even 
approximately  as  accurate,  for  instance,  as  that  for  the  flow  of  water 
in  pipes  and  other  conduits.  Based  on  present  knowledge,  such  a 
formula  will  have  the  general  form: 

Q  =  ap''  (r   (j-^  A  T (5) 

Our  present  formulas  are  applicable  to  sands  up  to  an  effective 
size  of  5  mm.  Hazen  specifically  limits  the  range  of  his  formula  to 
sands  of  from  0.10  to  3  mm.  effective  size.  The  writer  has  introduced 
the  exponent,  r,  in  Equation  (5)  as  necessary  if  the  formula  is  to  be 
applicable  to  all  sizes  of  material.  Thus,  for  large  boulders,  there  is 
no  doubt  that  r  would  approach  a  value  of  0.5,  as  for  flow  in  channels; 
and,  for  extremely  fine  material,  such  as  silt  and  clay,  r  may  become 
greater  than  unity. 

Considering  the  equations  for  iinderground  flow,  we  may,  for  con- 
venience, combine  the  factors  denoting  effect  of  porosity,  effective  size, 
and  temperature,  and  write  an  equation : 

Q  =  — - — ,  or  p  —  -^~  tor  A  =  unity. 

The  coefficient,  K,  may  be  taken  as  a  constant  for  any  given  case, 
as  for  the  gravel  stratum  imder  the  dam  described  by  the  author. 
The  head,  h,  is  also  fixed  by  the  storage  requirements.  The  only  vari- 
ables then  are  q  and   L.     The  hydraulic  gradient  equals  and   may 

have  an  infinite  number  of  values,  depending  on  the  variable,  L.  There 
is,  however,  a  definite  relation  between  K  and  the  character  of  the 
underground  material. 

The  writer  fails  to  grasp  the  author's  meaning,  when  he  refers 
to  the  hydraulic  gradient  of  various  gravels,  as  though  there  was 
only  one  possible  hydraulic  gradient  for  a  given  gravel.  Thus,  on 
page  V,  the  author  states: 
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''Having   determined  the  hydraulic  gradient  of  the  underground      Mr. 
material,  a  trial  design  was  made  to  find  what  dimensions  would  be  Patterson, 
necessary  in  a  dam  constructed  wholly  of  this  gravel." 

Again,  on  page  8 :  ''This  combined  material  was  then  tested  in 
the  tank  to  determine  the  hydraulic  gradient".  On  page  15,  there 
is  a  reference  in  similar  vein. 

Application  of  Formula  for  Underground  Flow  to  Design  of  Dam. 

The  imdergro\md  flow  may  endanger  the  dam  in  two  ways:  (1)  The 
velocity  of  flow  may  be  siifficient  to  carry  away  with  it  the  finer  mate- 
rials in  the  gravel,  and  the  so-called  "piping"  action  results.  If  thia 
keeps  on  indefinitely,  it  is  only  a  question  of  time  until  the  under- 
ground stratum  becomes  so  porous  that  all  the  water  in  the  reservoir 
will  readily  escape,  or  the  stratum  will  settle,  and  the  superstructure 
will  go  down  with  it.  (2)  The  upward  water  pressure  under  the  base 
of  the  dam  may  be  great  enough  to  overcome  the  weight  of  the  super- 
incumbent earth,  and  so-called  "blow-outs"  occur. 

Kh 
(1)  Stability  Against  Piping. — Considerinsf  the   equation,  q  =  -——, 

-Li 

it  is  obvious,  from  what  has  been  already  stated,  that  q,  or  unit  dis- 
charge, can  only  be  reduced  by  increasing  L.  As  the  velocity  is  directly 
proportional  to  g,  it,  too.  can  only  be  decreased  by  increasing  L.  or,  what 

L  *  . 
amounts  to  the  same  thing,  bv  increasing  — -. 

These  coefficients  are  deduced  from  observations  of  existing  struc- 
tures, largely  in  India.  They  are  not  the  results  of  experiments,  but 
of  compilations  of  data  on  structures  which  have  proved  to  be  safe. 
The  writer  cannot  understand,  then,  why  there  is  any  lack  of  prece- 
dent in  designing  dams  on  porous  sand  foundations.  The  Laguna 
Weir  is  a  notable  example  of  a  diversion  dam  founded  on  extremely 
fine  silt.  He  agrees  with  the  author  as  to  the  value,  and  even  need, 
of  further  experiments,  if  this  branch  of  engineering  is  to  have  a 
scientific  basis,  but  cannot  agree  as  to  the  value  of  experiments  oh 
models  carrying  only  10  in.  of  water. 

A  particular  need  for  further  investigation  is  the  definite  deter- 
mination of  the  influence  of  cut-off  walls,  penetrating  only  part  way 
through  the  porous  stratum,  in  reducing  the  pressure  head.  According 
to  the  "line  of  creep"  theory,  this  effect  depends  only  on  the  depth  of 
the  barrier  and  the  length  of  base,  L;  or,  if  Lc  represents  the  depth  of 

L 

♦Tables  of  safe  values  of      .for  material  from  fine  silt  to  boulders,  may  be  found  in 

Miimtei  of  Proceedings,  Inst.  0.  E.,  Vol.  CXCVTI  (1914),  Paper  No.  4004,  by  W.  M.  Griffith, 
or  in  a  standarrl  book  like  that  of  Thomas  and  Watt  on  "  Improvement  of  Rivers". 
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Mr.       penetration  of  this  cut-off  wall,  and  hg  the  reduction  of  the  pressure 
^^""«°°- head,  then 

h 
The  writer  believes  that  the  value  of  hg  depends,  not  only  on  L, 

L 

and  — — ,  but  also  on  the  ratio  of  L^  to  the  total  depth  of  the  porous 

stratum.     If  8  represents  the  depth  of  the  porous  stratum,  and  other 

B  h  /L  \  " 
symbols  are  as  before,  then  h^  =  — —  (  -^  i     is  the  form  of  expression 

which,  the  writer  believes,  presents  the  value  of  the  lost  head.  B  is 
a  coefficient,  and  n  an  exponent. 

A  point  of  practical  importance  is  the  difficulty  encountered  in 
making  these  cut-off  walls  impervious.  Sheet-piling  is  assumed  by 
some  engineers  to  be  practically  impervious,  but  experienced  men 
point  out  the  tendency  for  deep  piles  to  spread,  and  mention  the 
difficulty  of  preventing  this  tendency,  even  with  interlocking  steel 
piles.  As  the  work  cannot  be  inspected,  there  is  always  uncertainty 
as  to  the  efficiency  of  sheet-piling. 

(2)  Stability  Against  Upward  Pressure  Under  the  Base  of  Dam. — 
The  remedy  against  this  method  of  failure  is  obvious,  li  y  =z  the 
pressure  head  at  any  point,  w  =  the  weight  per  cubic  foot  of  water, 
and  m  =  the  weight  per  cubic  foot  of  the  material  in  the  dam;  then 
wy  is  the  intensity  of  pressure  which  is  resisted  by  the  weight  of 
superincumbent  earth.  If  2  =  the  height  of  the  dam  at  any  point 
corresponding  to  y,  then,  for  safety,  mz  should  be  greater  than  wy. 

The  foregoing  discussion  assumes  that  the  material  in  the  dam 
is  impervious.  If  it  is  porous,  the  water  plane  will  rise  in  the  dam 
to  heights  corresponding  to  y.  It  is  necessary,  then,  that  z  be  greater 
than  y.  It  is  also  necessary,  of  course,  that  the  batter  of  the  down- 
stream face  of  the  dam  be  sufficiently  flat  to  prevent  sloughing  of 
saturated  material.  The  batter  of  the  down-stream  face  will  generally 
be  sufficiently  flat  to  ensure  stability  against  sloughing,  if  it  is  designed 
in  accordance  with  the  requirements  mentioned  under  "Stability 
Against  Piping". 

The  writer  believes  that  a  more  logical  distribution  of  material  is 
to  make  a  flat  down-stream  face,  with  the  up-stream  face  given  the 
usual  batter  of  earth  dams,  say  1  vertical  to  3  horizontal.  The  material 
in  the  up-stream  portion  should  bo  the  most  impervious.  The  reasons 
for  this  are  well  brought  out  by  Oeorge  L.   Dillman,*  M.  Am.   Soc. 

♦  In  his  discussion  on  the  paper  by  M.  M.  O'Shaughnessy,  M.  Am.  Soc.  C.  B.; 
entitled  "Construction  of  the  Morena  Rock  Fill  Dam",  Transactions,  Am.  Soc.  C.  B., 
Vol.  LXXV.  p.  52. 
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C.  E.  Such  great  care  need  not  be  taken  in  the  construction  of  the  Mr. 
lower  part  of  the  dam,  though  the  material  should  be  considerably  ^  terson. 
more  resistant  to  flow  than  that  of  the  underlying  gravel  stratum.  In 
other  words,  the  engineer  should  see  to  it  that  the  dam  is  constructed 
so  that  greater  resistance  to  flow  is  offered  at  all  points  by  the  dam 
than  by  the  underlying  gravel,  but  the  most  impervious  material 
should  be  on  the  up-stream  side. 


The  author  has  reversed  the  usual  method  of  distribution,  in  that 
he  makes  a  steep  down-stream  face  and  extends  the  base  up  stream. 
The  writer  has  prepared  Figs.  14  to  17  in  order  to  compare  the  usual 
design  with  that  of  the  author.  The  total  width  of  base  in  the  author's 
design,  as  closely  as  can  be  determined  from  his  Fig.  9,  =  760  ft., 
and  L„,  the  depth  of  vertical  barrier,  =  125  ft.     Then,  by  the  usual 
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Mr.       theory,  L  =  760  +  2Xj  =  1  010  ft.    A  value  of  L  =  1  000  corresponds 
IPetterson.  r 

to  a  value  of    ,     =  10,  which  would  he  ahout  the  value  sfiven,  in  the 

tables  previously  referred  to,  for  the  gravel  described  by  the  author. 

Figs.  14  to  lY  show  four  designs  with  a  value  of  Zr  =  1  000.  Fig. 
14  shows  a  section  without  any  vertical  barrier  constructed  in  the 
gravel.  The  value  of  m  is  taken  at  100  and  that  of  w  at  62.5.  The 
value  of  z  is  computed  so  that  mz  ==  1.6  (wy)  or  z  ^^  y.  This  gives 
a  factor  of  safety  of  1.6  against  failure  by  uplifting,  where  the  material 
of  the  dam  is  relatively  impervious. 

Fig.  15  shows  the  design  when  an  impervious  cut-off  wall,  pene- 
trating 125  ft.  into  the  porous  gravel  stratum,  is  used.  The  effect 
of  this  is  to  increase  L,  making  it  =  2  X  125,  or  250  ft.  Figs.  16 
and  17  are  for  the  same  general  conditions  and  assumptions,  but  they 
have  a  flat  up-stream  slope  in  accordance  with  the  author's  idea.  The 
relative  quantities  of  material  per  unit  of  length  of  dam  are  given  in 
Table  4.  The  quantities  include  only  those  portions  of  the  dams 
above  the  natural  ground  surface.  The  sections  in  Figs.  14  and  16 
are  directly  comparable  with  those  for  Figs.  15  and  17.  Attention 
may  be  called  to  several  things  in  Table  4. 

First,  as  far  as  total  quantities  are  concerned,  the  section  proposed 
by  the  writer  has  no  material  advantage  over  that  proposed  by  the 
author.  The  quantity  listed  as  up-stream  material  is  far  less,  how- 
ever, for  the  dams  shown  by  Figs.  14  and  15  than  for  those  shown  by 
Figs.  16  and  17.  In  view  of  the  foregoing,  the  dams  with  the  long 
down-stream  slope  can  be  constructed  more  cheaply. 

TABLE  4. — Volumes,  in  Cubic  Yards  per  Linear  Foot,  for  Dams 
Shown  by  Figs.  14  to  17,  Inclusive. 


Up  stream. 

Down  stream. 

Totals. 

7.51 

754 

1  242 

841 

876 
,524 
448 
448 

1  680 
1  278 
1  690 
1  289 

Second,  the  dam  with  the  long  down-stream  slope  is  likely  to  be 
much  more  efficient  in  reducing  the  rate  of  percolation  under  the 
dam.  Unless  extremely  impervious  material  is  secured  for  the  shallow 
portion  of  the  up-stream  section  of  dams  like  those  of  Figs.  16  and 
17,  it  is  very  probable  that  there  would  be  percolation  downward 
through  the  dam,  near  the  heel,  adding  to  the  underground  flow.     In 

other   words,  tlio   value  of     -    lor  a  dam  of  tills  type   is   le.s.s  than    for 

// 

a  dam  of  the  type  shown  by  Fig.  14,  even  with  the  same  length  of 

base  and  the  same  depth  of  sheet-piling,  or  other  cut-off  wall. 
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1).  C.  Hen.nv,*  M.  Ail.  Soc.  C.  E.   (by  letter). — The  design  of  a     Mr. 
dam  in  a  situation  such  as  the  author  describes  presents  an  interesting    ^""^' 
and  difficult  problem.     In  his  conclusions  he  mentions  several  causes 
of  earth  dam  failures,  and  states  that  his  paper  deals  with  one  cause 
only,  namely,  springs  or  boils,  which  might  produce  piping  under  the 
base  of  the  dam. 

The  usual  percolating  velocities  are  exceedingly  low,  far  below  the 
power  of  transporting  material.  The  piping  or  blow-up  phenomenon 
implies  a  combination  of  circumstances,  relating  to  the  material  in 
place,  essentially  differing  at  particular  points  from  the  ordinary  per- 
colating conditions.  In  the  case  of  clayey  foimdation,  initial  cracks 
may  transmit  a  large  portion  of  the  available  pressure  to  a  point  close 
to  free  exit,  and  may  set  up  progressive  erosion  aided  by  arching.  In 
the  case  of  sand  and  gravel,  strata  of  imusual  openness  to  flow  may 
be  contiguous  to  layers  of  very  fine  sand.  In  very  coarse  material,  the 
open  spaces  between  pebbles  and  cobbles  may  be  so  great  as  to  preclude 
true  percolation  and  permit  comparatively  free  flow  and  high  velocity. 
The  latter  case  is  one  which  cannot  be  regarded  as  applying  to  founda- 
tions for  high  dams.  The  other  cases  are  dependent  on  local  devia- 
tions from  general  homogeneity,  which  for  large  areas  can  hardly  ever 
be  known  definitely.  Moreover,  the  effect  of  such  deviations  cannot  be 
ascertained  by  experiments  with  selected  samples  of  materials  placed 
in  tanks  or  boxes. 

The  experiments  conducted  by  the  author  do  not  appear  to  have 
had  for  their  object  the  determination  of  a  maximum  gradient  which 
would  be  safe  against  piping,  but  rather  the  most  economical  form  of 
dam  which  would  produce  a  maximum  reduction  of  the  water  gradient, 
thereby  minimizing  the  piping  danger  as  well  as  seepage  losses. 

It  appears  to  the  writer  that,  whatever  may  be  the  danger  from 
piping,  it  must  be  judged  by  examination  of  test  pits  and  experience 
with  existing  dams.  Usually,  with  the  foundation  material  which  the 
author  describes,  and  with  ordinary  slopes  of  an  earth  dam,  such 
danger  is  not  great,  and  if  necessary  can  be  counteracted  economically 
by  a  gravel  blanket  on  the  ground  below  the  down-stream  toe.  Nor 
-need  there  be  any  fear  of  bank  sloughing,  if  gravelly  material  similar 
to  that  in  the  foundation  is  used  in  the  down-stream  portion  of  the  dam. 
The  real  problem  seems  to  be  that  of  insuring  against  excessive  seepage 
losses  such  as  would  render  the  reservoir  useless. 

In  describing  the  history  of  the  reservoir,  the  author  states  that 
when  the  dam  was  completed  to  a  height  of  30  ft.,  it  was  subjected  to 
a  head  of  25  ft.,  at  which  time  water  escaped  in  considerable  quantity 
from  the  down-stream  toe.  Though  the  quantity  of  water  escaping  is 
not  stated,  it  is  evident  that,  if  this  is  known  or  can  be  ascertained  ap- 
'  '■*'     ''•Portland,  Ore.        ■^'•^'    ihx.  ■~~~     •- 
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Mr.  proximately,  a  full-size  experiment  is  at  hand  on  which  to  base  some 
^""^   judgment  as  to  the  seriousness  of  the  problem. 

A  portion  of  this  escaping  water  may  have  come  through  the  dam 
proper.  It  is  certain,  however,  that  by  far  most  of  it  passed  through 
the  dam  foundation,  which  is  described  as  being  of  a  very  ix)rous 
nature  and  of  unknown  depth,  roughly  estimated  at  240  ft. 

If,  at  that  stage  of  completion,  the  dam  had  a  full  width  of  base 
of  approximately  500  ft.,  the  water  gradient  producing  this  heavy  seep- 
age may  have  been  1  to  20,  and  a  statement  of  the  seepage  per  linear 
foot  of  dam  would  permit  some  judgment  as  to  the  practical  admissi- 
bility, from  the  storage  point  of  view,  of  such  gradient  for  a  full 
reservoir. 

The  author's  determination  of  a  safe  gradient  of  1  to  9  by  vertical 
tank  test  is  by  no  means  conclusive.  The  essential  feature,  namely, 
the  quantity  of  seepage  with  such  gradient,  is  not  stated.  However, 
even  if  it  were  stated  and  were  satisfactorily  low,  it  is  necessarily 
based  on  the  use  of  samples  of  foundation  material  which,  in  the 
nature  of  the  case,  cannot  represent  any  known  sort  of  average  of  the 
deep  masses  of  gravel,  sand,  cobbles,  and  boulders  as  they  lie  in  place 
under  the  dam.  Homogeneity  cannot  exist  to  any  degree  in  material 
of  greatly  varying  sizes  deposited  by  successive  floods  of  varying 
intensity. 

Assuming,  however,  that  the  samples  used  in  the  author's  tests  are 
representative  of  the  general  foundation,  the  tests  made  in  a  rect- 
angular box  with  a  model  of  a  dam  with  varying  depths  of  tight  cut-off 
show  the  quantity  of  seepage  under  full  head.  For  the  first  model 
tested,  this  averaged  approximately  0.0040  sec-ft.,  and,  for  the  second 
model,  0.0025  sec-ft.  per  lin.  ft.  of  model.  The  writer  understands  that 
these  quantities  refer  to  the  flow  measured  in  the  experiments,  on  a 
scale  of  jlf^  of  full  size.  If  this  understandins:  is  correct,  then,  so 
far  as  the  experiment  goes,  the  deduction  may  be  made  that,  for  similar 
material  in  the  foundation,  the  seepage  for  a  dam  built  on  the  basis  of 
the  second  model  would  be  120  X  0.0025,  or  0.3  sec-ft.  per  lin.  ft.  of  dam. 

The  longitudinal  section  shows  the  dam  to  be  400  ft.  in  length 
across  the  general  river  bed  and  1  600  ft.  in  length  on  the  adjoining 
bench.  No  data  are  at  hand  as  to  rise  of  rock  under  this  bench.  It 
may  be  interesting,  nevertheless,  to  inquire  as  to  what  the  total  seep- 
age under  the  dam  would  be  if  the  rock  were  to  rise  but  slightly  away 
from  the  river.  In  that  case  the  average  gradient  and  seepage  per 
linear  foot  for  the  bench  portion  of  the  dam  would  approximate  one- 
half  that  for  the  full  height  of  the  dam.     On  such  assumptions,   a 

seepage  would  result  of  AoO  -f       '     ^  X  0.:{  =  WO  sec-ft.    This  quantity 
of  seepage  is  clearly  inadmissible,  and  the  writer  deems  it  likely  that 
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some  of  the  foregoing  assumptions  may  be  knowTi  by  the  author  to     Mr. 

,  Hennv. 

be  erroneous. 

Independent  of  the  doubt  regarding  test  samples  being  representa- 
tive of  material  in  place,  there  must  be  serious  uncertainty  as  to  the 
possibility  of  driving  sheet-piling  to  a  depth  SO  ft.  below  the  bottom 
of  the  cut-off  trench,  and  as  to  the  tightness  of  such  sheet-piling  when 
driven. 

It  will  be  noted  that  the  final  design  of  the  dam  as  presented  by 
the  author  shows  an  approximate  gradient  of  1  to  10  for  full  reservoir. 
This  may  be  about  twice  the  gradient  which  prevailed  when  there  was 
25  ft.  of  head  against  the  present  dam,  at  which  time  heavy  seepage 
losses  occurred. 

A  detailed  study  of  the  pressures  as  registered  in  the  experimental 
box  with  the  model  of  the  dam  reveals  some  marked  inconsistencies, 
which,  if  the  experimental  results  are  to  be  made  the  basis  for  design, 
may  require  explanation.  In  considering  this  subject,  the  writer  has 
confined  himself  to  the  use  of  experiments  made  under  a  full  head  of 
10  in.  representing  100  ft.  on  the  scale  of  the  experiment,  and  has 
selected  for  this  purpose  only  those  numbers,  four  in  the  first  and  three 
in  the  second  series,  for  which  pressures  are  recorded  at  all  points. 

Individual  differences  of  flow  and  pressure  are  rather  large,  the 
Bicizimum  variations  from  the  average  being  as  follows: 

First  series:  Second  series: 

Experiments  9,  14,  Experiments  4,  8, 

19,  and  24.  and  12. 

Flow 7%  20% 

Pressure 20%  13% 

In  order  to  eliminate  individual  variations,  whatever  may  be  their 
cause,  pressures  and  pressure  drops  are  figured  on  the  basis  of  average 
values  and  are  listed  for  comparison  in  Table  5. 

Table  5  shows  the  following  ra^er  surprising  results  as  to  pressure 
head  destroyed  by  percolation:  The  pressure  drop  is  greater  from 
open  water  to  A,  from  B  to  C,  and  from  D  to  E,  with  smaller  than 
with  larger  flow;  the  pressure  drop  is  greater  from  A  to  B  without 
sheet-piling,  and  with  small  flow  than  with  sheet-piling  and  with  large 
flow;  the  pressure  drop  is  greater  from  C  to  D,  in  proportion  to  the 
flow,  with  shallow  than  with  deep  sheet-piling. 

The  drop  from  open  water  to  the  point.  A,  up  stream  from  the 
points  of  cut-off,  is  60%  of  the  total  head,  in  spite  of  the  short  dis- 
tance of  travel;  so  that  the  upper  portion  of  the  water  gradient  is 
steepest.  The  great  loss  of  head  at  entrance  appears  to  be  inherent  in 
experiments  of  this  kind.  It  may  well  be  doubted,  however,  whether 
such  losses  occur  in  the  case  of  actual  dams,  where  the  area  of  entrance 
is  very  extensive,  unless  it  is  induced  by  silt  deposits.     Should  no  such 
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TABLE  5. — Pressures  and  Pressure  Drops. 


Average  of 

Experiments. 

1st  Series : 
Nos.  9,  14,  19.  and  24. 

2d  Series: 

Nos.  4,  8,  and  12. 

0.0040  sec-ft. 

0  0025  sec-ft. 

Pressure. 

Pressure 
drop. 

Pressure. 

Pressure 
drop. 

100  ft. 

41.6 

50  ft.  in  240  ft. 

37.6 

34.8 

85  ft.  in  240  ft. 

12.9 

10.1 

7.9 

100  ft. 

58.4  ft. 

60.5  ft 

4             

39.5 
25  ft.  in  240  ft. 

27.7 

'"  22!6 

125  ft.  in  240  ft. 
4.3 

Cut-off 

4.0 

11.8 

B                

c    

2.8 

5.7 

Cut-off 

21.9 

17.7 

D 

2.8 

3.7 

E . 

6.6 

2.2 

0.6 

jr            

0 

92.1 

100.0  ■ 

loss  with  the  actual  dam  be  experienced,  and  should  the  pressure  at 
A  be  80  or  90%  of  the  total  head  instead  of  40%,  the  actual  seepage 
losses  may  be  double  those  deduced  from  the  experiments. 

In  regard  to  the  feature  of  the  design  consisting  of  a  tight  blanket 
up  stream  intended  to  lengthen  the  path  of  the  water,  the  reasoning 
of  the  author  is  believed  to  be  soimd.  The  same  method  was  advocated 
by  the  writer  and  was  adopted  in  the  case  of  the  Grand  River  Diversion 
Dam  built  by  the  Reclamation  Service  near  Grand  Junction,  Colo. 
The  object  in  this  case  was  the  reduction  both  of  uplift  and  of  seepage. 
Fig.  18  shows  a  cross-section  of  this  dam. 


CROSS-SECTION   OF 
GRAND  RIVER   DIVERSION   DAM 


Movable  Crest 


Fio.  18. 


It  may  be  stated  that  in  this  case  measurements  of  uplift  pre.ssures 
were  made  through  pipes  placed  in  piers  in  the  dam  and  ending  in 
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pockets  of  screened  gravel  under  the  foundation.  The  results  indicate  Mr. 
complete  absence  of  entrance  losses.  They  also  show  drop  of  pressure 
to  be  closely  proportionate  to  distance  along  line  of  creep.  It  should 
be  stated,  however,  that  owing  to  delay  in  placing  movable  gates,  the 
heads  at  the  time  of  the  two  measurements  were  in  each  case  only 
between  4  and  5  ft.,  and  that  measurements  under  a  full  head  of 
18  ft.  may  give  diflFerent  results. 

Experiments  of  the  character  made  by  the  author  must  always  be 
of  intense  interest  to  hydraulic  engineers,  and  deserve  full  recognition. 

Joseph  Jacobs,*  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper  is  of  Mr. 
interest  because  it  deals  with  an  important  engineering  subject,  con-  ^^"  ^' 
cerning  which  there  is  all  too  little  reliable  information  on  which 
definite  theory  and  judgment  may  be  predicated.  The  author  is  entitled 
to  credit  for  assembling  the  results  of  these  tests  for  the  use  of  the 
Profession,  and  for  his  frankness  in  presenting  his  interpretation  and 
application  of  the  facts  disclosed. 

The  writer  believes  that  the  author  failed  to  reach  certain  important 
conclusions,  apparently  fully  warranted  by  the  tests,  and  that  in  some 
respects  his  deductions  as  to  the  theory  of  underground  water  move- 
ments are  fallacious.  Particularly  does  he  believe  that  the  tests  do  not 
justify  the  conclusion,  reached  by  the  author,  that  the  "line  of  creep" 
theory  has  been  disproved. 

In  describing  the  initial  seepage  test  in  the  30-in.  cylindrical  tank 
(page  7),  the  author  states: 

"A  valve  at  the  bottom  held  back  the  water  until  the  pore  spaces 
were  completely  filled;  then  the  valve  was  opened,  and  after  a  few 
minutes  the  relative  elevation  of  the  water  in  the  two  tubes  became 
constant.  The  difference  in  elevation  determined  the  loss  of  head,  and 
from  this  the  hydraulic  gradient  was  computed." 

*  *  *  *  *  *  * 

"With  6  in.  of  water  on  the  soil  surface,  and  8  in.  of  soil  above  the 
upper  tube,  the  loss  of  head  was  1  ft.  in  9." 

******* 

"Having  determined  the  hydraulic  gradient  of  the  underground 
material,  a  trial  design  was  made  to  find  what  dimensions  would  be 
necessary  in  a  dam  constructed  wholly  of  this  gravel." 

These  quotations,  it  seems  to  the  writer,  disclose  a  fundamental 
error  in  the  author's  application  of  his  test.  It  will  be  noted  that 
there  is  no  mention  of  the  quantity  of  seepage  flow,  and,  as  seepage 
flow  and  hydraulic  gradient  are  inter-dependently  related,  the  mention 
of  one  means  nothing  luiless  there  is  also  included  a  definition  of  the 
other.  The  hydraulic  gradient  of  1:9,  as  found  by  the  author,  would 
appear  to  be  a  purely  fortuitous  result,  for,  with  a  variation  in  the  size 

•  Seattle,   Wash.  :"'"-^ 
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Mr.  of  valve  opening  (if  it  is  less  than  the  capacity  of  the  gravel),  and  with 
variation  in  the  depth  of  vpater  above  the  soil  surface,  the  ratio  of  loss 
of  head  to  length  of  travel  may  be  made  to  vary  indefinitely.  The 
maximum  permissible  limit  of  this  ratio  is  that  at  which  the  seepage 
loss  becomes  prohibitive  as  to  quantity,  or  at  which  the  induced  veloci- 
ties are  such  that  erosion  or  piping  is  threatened  as  a  forerunner  of 
the  ultimate  failure  of  the  dam.  It  may  be  that  the  author  decided 
that  these  requirements  had  been  met  in  his  hydraulic  gradient  of 
1 :  9,  but  there  is  nothing  in  the  text  indicating  this  special  considera- 
tion, nor  do  the  seepage  tests  on  the  model  dams  seem  to  warrant  such 
a  decision. 

It  will  be  noted  from  the  Second  Series  of  Tests,  which  relate  to 
the  model  from  which  the  final  dam  was  designed,  that  under  a  10-in. 
head  there  was  a  mean  seepage  loss  of  approximately  0.0025  cu.  ft. 
per  sec.  per  lin.  ft.  of  model  dam.  Bearing  in  mind  that  the  model 
dam  was  built  on  a  scale  of  1 :  120  as  compared  with  the  final  dam,  and 
assuming,  for  the  moment,  that  the  hydraulic  gradients  and  therefore 
the  seepage  velocities  would  be  identical  in  the  two,  it  follows  that  the 
seepage  loss  for  the  actual  dam,  under  a  condition  of  full  reservoir, 
would  be  360  cu.  ft.  per  sec,  made  up  as  follows : 

400  lin.  ft.  of  dam  under  100  ft.  head,  yielding 120  cu.  ft.  per  sec. 

1600   "      "    "       "         "        100  to  0  ft.  head  ''      240"     "     "     '• 

Total  rate  of  seepage  flow  at  full  reservoir 360  cu.  ft.  per  sec. 

This  360  cu.  ft.  per  sec.  would  be  further  increased  by  reason  of  the 
hydraulic  gradient  in  the  actual  dam  being  greater  than  that  in  the 
model.  In  comparing  ratios  of  head  to  length  of  water  travel,  it  is  the 
friction  head  and  not  the  total  head  that  must  be  considered.  In  the 
model  dam  the  10  in.  total  head  is  greatly  depleted  by  entry  and  exit 
heads,  thus  leaving  a  greatly  reduced  head  available  for  friction  losses, 
whereas,  in  the  actual  dam  of  100  ft.  head,  the  same  quantitative  deple- 
tion for  entry  and  exit  heads  has  relatively  slight  effect  on  the  remain- 
ing friction  head. 

So  great  a  loss  as  360  cu.  ft.  per  sec.  from  any  reservoir  would,  of 
course,  be  prohibitive,  even  in  the  absence  of  any  danger  of  under- 
cutting the  dam,  and  it  must  be  assumed  that  the  figures  given  in  the 
paper  are  in  error  or  that  the  author  failed  to  apply  the  apparently 
clear  inference  to  be  drawn  from  his  tests,  which  latter  seems  to  be 
untenable  because  the  tests  appear  primarily  to  have  been  suggested 
by  the  seepage  difficulties  encountered  in  the  original  dam.  It  would 
be  interesting  to  have  now  a  record  of  the  actual  behavior  of  the  dam, 
as  to  seepage  losses,  if  there  has  been  opportunity  for  test  since 
construction. 
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Coucerning  entry  head  and  exit  head  there  is  indication  that  the  Mr. 
total  head  is  affected  by  these  elements,  and  it  is  this  fact  that  renders  ''*^"''''^- 
difficult  of  interpretation  the  results  obtained  from  experiments  with 
small  model  dams,  for  in  such  dams  the  combined  entry  and  exit  heads 
may  indeed  form  a  relatively  large  part  of  the  total  head,  though  in 
dealing  with  full-sized  dams  they  would  form  a  relatively  small  or 
negligible  part.  To  determine  entry  and  exit  heads  from  any  set  of 
tests,  such  as  those  by  the  author  or  by  Mr.  Colman,*  we  must  first 
ascertain  the  friction  head,  and  this  in  turn  depends  on  the  assumption 
as  to  line  and  resultant  length  of  water  travel  along  any  film  or  dif- 
ferential element  of  flow.  A  critical  examination  of  these  tests  shows 
a  rate  of  loss  of  head  due  to  friction  that  is  not  uniform  per  distance 
traveled,  as  measured  between  observed  tubes.  This  disparity  is  due  no 
doubt  to  variation  in  porosity  and  other  mechanical  elements  of  the  per- 
vious medium,  and  probably  to  some  extent  to  observational  errors,  for 
it  has  been  well  established  that,  for  an  unchanging  medium  of  this  char- 
acter, the  rate  of  friction  head  consumption  will  be  uniform.  On  the 
scheme  of  underground  water  movement,  as  hereinafter  explained,  the 
writer  finds  values  of  entry  and  exit  heads  in  the  Hays  and  Colman 
tests  varying  as  follows : 

In  the  Hays  tests,  with  a  total  head  of  10  in.,  entry  heads  varied 
from  —  0.90  to  -\-  5.98  in.,  the  mean  being  +  5.5  in.;  and 
exit  heads  from  —  2.26  to  -|-  0.45  in.,  the  mean  being  —  0.9  in. 

In  the  Colman  tests,  with  an  average  total  head  of  54  in.,  entry 
heads  varied  from  —  1.08  to  +  21.36  in.,  the  mean  being 
-f  7.0  in.;  and  exit  heads  from  —  7.32  to  +  13-08  in.,  the 
mean  being  -)-  3.4  in. 

Because  velocity  is  a  function  of  all  the  elements  which  characterize 
the  medium  through  which  the  water  moves,  it  was  thought  that  some 
relationship  might  be  established  between  entry  head  and  entry 
velocity,  and  exit  head  and  exit  velocity.  The  graphic  method  was 
used,  but  there  was  such  lack  of  consistency  in  the  resiilts  deduced 
from  the  tests  that  no  dependable  curves  could  be  platted.  Nor  was 
this  lack  of  consistency  due  to  the  particular  scheme  of  water  move- 
ment assumed,  for  other  assumptions  as  to  line  and  length  of  water 
travel  showed  similar  inconsistencies.  In  the  absence  of  more  ex- 
tensive data  than  we  now  have,  we  may  only  say  at  this  time  that  there 
is  entry  head  and  exit  head  of  uncertain  amounts  which  must  be 
reckoned  with  in  experiments  on  small  models,  but  which  are  negligibly 
small  in  dealing  with  full-sized  dams. 

All   the  formulas  for  the  flow  of  water  through  soils  are  of  the 

general  form,  Q  =  c  -:r  '^-  '"  which 
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Mr.  Q  =  discharge ; 

Jacobs.  a  =  area  of  cross-section; 

—  —  ratio  of  loss  of  head  due  to  friction   to  length  of  water 

travel ; 
and     c  =  a  variable  coefficient,  dependent  on  water  temperature, 
porosity,  and  mechanical  analysis  of  the  soil. 

Water  will  follow  the  line  of  least  resistance,  and  therefore  that 
form  of  section  and  route  of  water  movement  will  obtain  which,  for 
a  given  head,  will  afford  a  maximum  discharge,  or  which,  for 
a  given  discharge,  will  consume  the  minimum  head.  These  conditions, 
as  will  readily  be  seen  from  the  foregoing  equation,  in  which  c  for 

I 
any  specific  case  is  a  constant,  will  be  satisfied  when  —  is  a   minimum  ; 

and,    in    studying    seepage    and    pressure    problems,    with    respect    to 
dams   on   porous   foundations,    we   must   first   ascertain    the   form   of 

I 
section  and  route  of  water  travel  which  renders  —  a  nuniinuni. 

a 

It  cannot  be  assumed  that  the  water  will  be  drawn  from  an  in- 
definite distance  up  stream,  nor  released  throughout  an  indefinite 
distance  down  stream,  from  the  dam,  for,  if  that  were  the 
case,  Q  would  approach  its  minimum  rather  than  its  maximum,  and 

—  would  approach  its  maxiniuni  rather  than  its  mininnim  value. 
a 

There  may  be,  and  doubtless  is,  some  seepage  draft  from  points 
far  above,  and  seepage  delivery  to  points  far  below,  the  dam,  but 
the  quantities  would  be  negligible  in  comparison  with  the  main  body 
of  seepage  water,  which,  in  the  writer's  opinion,  based  on  mathematical 
analysis,  would  necessarily  be  drawn  from,  and  delivered  to,  points 
in  the  immediate  vicinity  of  the  dam.  The  lengths  of  river-bed  over 
which  water  draft  and  water  release  are  operative,  with  respect  to 
any  dam,  are  important,  because  these  lengths  fix  the  hydraulic 
gradients  on  which  pressure  and  seepage  discharge  depend. 

The  actual  form  of  approach  and  exit  channel  for  seepage,  from 
free  water  above  to  free'  water  below  the  dam,  will  depend  on  the  base 
width  of  the  dam,  the  depth  of  the  pervious  medium,  the  position  of 
the  cut-off  wall,  and  the  ratio  of  the  depth  of  the  cut-off  wall  to  the 
depth  of  the  pervious  medium.  If  the  approach  is  from  free  water 
above  the  dam  to  a  full  vertical  section  beneath  the  heel  of  the  dam, 

the    writer    finds    tbat,    wliatcver    its    form,  the  mininiuni    \\\\\w    of - 

occurs  when  the  distance  up  stream  from  the  dam  equals  the  deptli 
of  the  pervious  medium  beneath  the  dam;  that,  of  the  various  curves 
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CASE  A 


Fig.  19 


CASE  B. 


Fig.  20 


Fig.  21 


Fig.  22 
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Mr.     which  might  define  the  form  of  approach,  the  ellipse  affords  the  miui- 
Jacobs.  7 

mum        ;    and,    finallv,    that   the    cinle,    as    a   special  form  of  ellipse, 
a 

affords  the  absolute  minimum.     This,  then,  means  a  circle  having  its 

center  at  the  heel  of  the  dam  and  having  a  radius  equal  to  the  depth 

of  the  pervious  medium  beneath  the  dam. 

In  Figs.  19,  20,  and  21  are  shown  three  forms  of  seepage  channel, 
any  one  of  which,  assuming  that  the  dam  itself  is  impervious,  might 
be  the  actual  for  a  particular  case,  depending  on  the  position  of  the 
cut-off  wall  and  other  conditions,  as  already  stated.  These  will  now 
be  examined:  Referring  to  Figs.  19  to  21,  consider  a  section  of  unit 
thickness  normal  to  the  paper.  Dividing  the  seepage  channel  into 
longitudinal  sections,  as  obviously  demanded  by  their  change  in  cross- 
sectional  form,  the  mean  lengths  of  these  sections  would  be  Zj,  l^,  etc., 
as  shown,  and,  for  a  unit  thickness,  their  mean  areas  would  be 
some  function  of  D,  the  depth  of  the  pervious  medium  beneath  the 
dam.  The  total  seepage  flow  would  be  the  aggregate  of  the  approxi- 
mately parallel  films  of  flow,  each  film  having  its  individual  length, 
individual  discharge,  and  individual  hydraulic  gradient.  The  mean 
film  would  control  as  to  the  total  seepage  loss,  and  the  hydraulic  grade 
line  of  the  top  film  would  control  as  to  the  pressure  on  the  base  of 
the  dam,  except  that,  at  and  near  the  lower  toe  of  the  dam,  in  some 
cases,  the  hydraulic  grade  line  of  the  bottom  film  might  control,  as 
will  be  explained  later. 

Case  A. — In  this  case  the  seepage  flow  occupies  the  full  prism  sec- 
tion between  the  base  of  the  dam  and  the  base  of  the  pervious  stratum. 
The  mean  lengths  of  its  several  sections,  as  is  obvious  from  Fig.  19, 
would  be: 

l^  =  l^  =  0.7H.04  7),  ij  =  m  Z>,  1^  =  1^^  '^^-.  /.,  =  {w  —  m)  J). 

The  mean  areas  of  these  sections  would  be: 

D  +  (l—n)JJ       D 
a^  =  a^^  «.5  =  «6  =  -O;  a.,  =  u^  = ^     -       =   2  ^'^  ~~  "^• 

h 
From  the  original  e(| nation  for  seepage  (low,  (?  =  c  y  a,   we    obtain, 

Q         I  Q         I 

h  =         X   -;  or,  for  any  section,  n,  h„  =  —  X    -.       The     total     head, 
c         a  '  "        c        ((„ 

therefore,  would  he,/*  =    /i,    (    h.^   {    h^ 

=   «Ci!    I-    L',    ....i.)=«(...70»<l    .01,'"-). 
r;     \(«,  (i.^  Cg/         (•    V  2  —  n/ 

Case  B. — In  this  case  (Fig.  20)  the  seepage  flow  occupies  the  wedge- 
shaped  sections  beneath  the  dam,  and,  in  the  space  between  the  base 
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of  the  dam  and  the  top  of  the  seepage  channel,  there  would  be  dead     Mr. 
water,  or  approximately  dead  water.    For  this  case  we  would  have:        Jacobs. 

?j  =  ?^  =  0.7854  D,  ^2  =  -^  \/4  m^  +  n^  l.^  =  --   V4  (w  —  my  +  n^. 

D 

«,  =  a,  =  D,  0,  =  ^3  =  —   (2  —  n). 

Q    /i  t:-nc.  a-   ^^""^^  +  n^  +   V4  (to  —  mf  +  n\ 


=  ^  (-TC 


Case  C — In  this  case  (Fig.  21)  the  form  of  approach  and  exit  is 
defined  by  ellipses,  as  shown,  and,  as  in  the  previous  case,  the  space 
between  the  base  of  the  dam  and  the  top  of  the  seepage  channel  would 
be  approximately  dead  water.  The  distance  up  stream  from  which 
seepage  water  would  be  drawn  is  determined  as  follows: 

The  mean  film,  l^  =  fc,  is  the  quarter  circumference  of  an  ellipse 

the  major  and  minor  semi-axes  of  which  are  a  c  ^  —  ('2  to  +  a;)  and 

D 

a  f  =  ^  (1  +  n),  respectively,  and  its  length,  according  to  the  usually 

accepted  approximate  formula,  would  be 


_  n  D     /(2  m  +  xf  +  (1  +  nf 


4     \'  2  • 

The  cross-sectional  area  of  the  seepage  channel,  for  unit  thickness, 
would  vary  from  hd  =^  xD  to  ge  =^  (1  —  n)D,  and  the  mean  area 
would  be  the  area,  bdeg  -^  l^,  the  area,  hdeg,  being  equal  to  the  differ- 
ence between  the  areas  of  the  elliptical  quadrants,  aed  and  agh.     The 

area,   boeg   =   A   =  — —  (to  +  x  —  to  h).   and  «,  =        .    Therefore, 

f  Oj  c         A        c         8    \         to  +  cc  —  mn         / 

To  find   the    minimum   value    of  —  ,  differentiate  and  place  the  first 
differential  coefficient  equal  to  zero,  thus, 

^Jh  =   ^  X  — 
Sx  c         8 

/2  (m  +  a;  —  m  n)  (2  m  +  x)  —  ((2  to  +  a;)^  +  (1  -f-  nf)\ 
\  {m  -\-  X  —  m  n)^  / 
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Mr.  Clear  of  fractions,  transpose,  and  reduce,  and  we  have, 

'''°'''-  x^  +  2m  (1  -  n)x  =  (1  +  nY  +  4.m'n. 

Complete  the  square,  and  we  have, 

^2  _^  2m  (1  —  n)x  +  m-'  (1  -  nY  =  (1  +  nY  (1  +  m^). 
Therefore, 


:c  +  w  (1  —  H)  =  ±  (1  +  11)  Vl  +  m\ 
whence  re  :=  (1  +  n)  VlT^'  —  m  (1  —  n), 

and  this  critical  value  of  x  proves  to  be  the  minimum  rather  than  the 

maximum  value  of  -  .     AVe  would  also  have, 

«i         

^'  _  (1  +  „)  v/1  +  (w  — m7  —  (^«  —  '«^)  (1  —  ")• 

Applying  these  values  of  x  and  a;'  to  Equation  (1),  and  reducing, 
we  would  have 

"-H  +  *.  =  !(V;!7) 

_  Q  X  ""  (1  +  n)  \w  +   VlTm'  +  Vl  +   ('*«  —  'I'O']- 

Which  one  of  the  foregoing  three  cases  would  obtain  for  any  actual 
dam  would  depend  on  the  values  of  m,  n,  and  w,  but  it  would  always 
be  that  one  case,  or  that  combination  of  the  several  cases,  which  would 
render  --  a  minimuni.     To  determine  this    for    any    particular    set   of 

conditions  is  a  simple  computation,  but  a  tabulation  for  ^^'^^^^  "^^^ 
of  m  n,  and  w,  shows  that,  in  most  instances.  Case  A  will  obtain, 
and  that  Case  0  obtains  only  when  m,  n,  and  w  are  small.  As  between 
Cases  A  and  B,  when  m  is  less  than  0.66i,  the  wedge  affords  the 
uml;  when  m  is  greater  than  1.00,  the  prism  affords  the 
a 
i  ■  and  between  these  values  of  m,  it  may  be.  either  wedge 


minini 

a 


minimum 

(I 


or  nrism,  depending  on  the  value  of  n. 

Now  consider  the  question  of  the  hydraulic  upvvard  P---  again.t 
the  base  of  the  dam:  If  the  total  head  is  known  (as  it  would  be  m  the 
cases  considered),  then  its  apportionment  among  the  several  sections 
of  the  seepage  channel  results  from  the  general  equation, 

/t  =  (/<,  -f  /.,  +   ■••■  K)=   -  (]7^    '     a./     ••••   a„) 
and  would  be  as  „    '  n    a    ' 
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This  apportioumeiit,  it  will  be  noted,  is  independent  of  Q  and  Mr. 
c,  for  Q  is  necessarily  the  same  for  all  sections,  and  c,  too,  is  a 
constant,  if  the  pervious  medium  be  regarded  as  homogeneous 
throughout.  If  the  medium  is  not  homogeneous,  and  c  is  variable 
from  section  to  section,  then  that  factor  would  need  to  be 
retained  in  the  computation,  but  the  apportionment  of  head  would 
still  be  fully  determinable,  if  c  were  known  for  each  section.  This  lack 
of  perfect  homogeneity  tends  to  confuse  the  results  in  any  study  of 
the  laws  of  underground  water  movement,  and  it  is  no  doubt  partly 
responsible  for  the  variations  and  apparent  disparities  noted  in  the 
Hays'  experiments. 

In  the  top  film  of  a  seepage  channel,  the  form  of  the  channel 
having  been  determined,  the  lengths,  l.^,  l^,  etc.,  become  known,  and, 
as  for  the  areas,  a^,  a^,  etc.,  it  must  be  assumed  that,  in  this  differential 
element  of  flow,  the  differential  areas  of  the  several  sections  bear  the 
same  relationship  to   each  other  as  do  the  like  whole  areas  of  the 

Avhole  seepasce  chauuel.     The  relative  values,    —,  —  ,  etc.,  thus  become 

«1     «2 

known,  and  the  apportionment  of  the  total  head  among  the  several 
sections  of  the  top  film,  according  to  the  method  outlined  in  the 
previous  paragraph,  readily  follows.  From  this  determination  of  the 
heads,  h^,  h^,  etc.,  the  hydraulic  grade  line  for  the  top  film  (and  in 
similar  manner  for  the  bottom  film)  can  be  constructed,  whence  the 
computation  for  the  hydraulic  upward  pressure  proceeds  by  the 
proper  evaluation  of  the  area  included  between  base  of  the  dam  and 
the  higher  of  these  grade  lines;  that  for  the  bottom  film,  however,  is 
subject  to  slight  modification. 

Referring  to  Fig.  22,  it  will  be  noted  that  ahcd  is  the  hydraulic 
grade  line  for  the  bottom  film,  and  efgh  for  the  top  film,  and  that, 
for  the  section  of  the  dam  below  the  cut-off,  the  former  appears  to  con- 
trol as  to  the  hydraulic  upward  pressure  against  the  base  of  the  dam. 
This  is  not  necessarily  so,  however,  nor  do  these  hydraulic  grade  lines 
indicate  the  exact  plane  to  which  water  would  rise  if  the  down-stream 
portion  of  dam  were  pervious,  for  there  would  be  loss  of  head  and 
pressure  between  the  film  considered  and  the  final  water  plane, 
wherever  it  might  be.  The  ordinate,  m  n,  for  instance,  measures 
the  head  or  hydraulic  pressure  of  the  bottom  film  at  the  point,  I, 
whereas  the  actual  pressure  at  m  would  be  less  than  m  n  because  of 
the  loss  of  pressure  between  I  and  m,  and  because  otherwise  the  water 
would  tend  to  find  escape  in  that  direction  rather  than  along  the 
course,  Ika.  The  actual  pressure  line  for  the  base  of  the  dam  due  to 
the  bottom  film  is  probably  little,  if  any,  above  that  due  to  the  top 
film,  but  the  writer  does  not,  at  this  time,  know  just  how  it  can  be 
located  with  assurance  of  entire  accuracy. 


Mr. 
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It  will  be  noted  that  the  validity  of  the  "line  of  creep"  theory  is 
Jacobs.  ^gj.g-^  recognized,  but  that  it  does  not  have  universal  application.  It 
obtains  with  respect  to  Case  A  when  considering  hydraulic  pressures 
against  the  base  of  the  dam,  but  does  not  apply  to  Cases  B  and  C.  In 
his  examination  of  the  author's  tests  (Case  A  applies),  the  writer  finds 
nothing  to  upset  the  general  theory  developed  in  the  foregoing,  but, 
on  the  contrary,  finds  some  confirmation  in  the  fact  that  the  average 
maximum  departure  of  the  observed  from  the  writer's  computed 
hydraulic  grade  line  was  only  |  in.  When  it  is  considered  that  the 
author's  tests  show  a  computed  variation  in  entry  head  of  from  —  0.90 
to  +  5.98  in.,  and  in  exit  head  of  from  —  2.26  to  +  0.45  in.,  a 
departure  of  |  in.  from  a  computed  grade  line  should  occasion  no 
■  surprise.  The  uncertain  effect  of  capillarity,  undefined  entry  and  exit 
resistances,  variations  in  the  mechanical  analyses  of  the  soil,  and 
slight  observational  errors,  would  readily  account  for  so  inconsiderable 

a  discrepancy. 

On  the  whole,  it  may  be  questioned  whether  results  from  tests 
on  such  small-size  models  are  of  great  value.  The  disturbing  and 
relatively  important  effect  of  exit  and  entry  heads,  the  possibility  of 
inadequate  box  length  to  provide  free  approach  and  free  exit  of  the 
seepage  water,  and  other  inherent  limitations,  certainly  make  the  cor- 
rect interpretation  of  the  results  extremely  difficult.  In  the  writer  s 
opinion,  the  only  acceptable  confirmation  of  any  theory  as  to  the  move- 
ment of  seepage  waters  beneath  dams,  and  the  effect  of  cut-off  walls 
thereon,  must  come  from  observation  of  full-sized  structures  actually 

built. 

In  closing,  the  writer  would  add  that  the  following  necessary  con- 
clusions are  deduced  from  the  general  theory  herein  developed: 

1.— That  the  form  of  computation  for  determining  discharge  and 
hydraulic  grade  line  are  similar  to  and  practically  as  simple 
as  those  for  pipe  lines.  With  a  reasonably  accurate  selection 
of  the  coefficient,  c,  in  the  first  general  formula,  a  reasonably 
accurate  discharge,  Q,  can  be  predicted  for  any  head  ot  water 
above  the  dam,  and  a  reasonably  accurate  hydraulic  grade  line 
can  be  platted  for  computation  of  pressures. 

2  —That  the  cut-off  wall  must  extend  practically  to  an  impervious 

stratum  in  order  to  reduce  seepage  loss  appreciably.  This 
fact  is  important  in  cases  where  seepage,  by  reason  of  its 
quantity    or  its  possible  erosive  action,  must  be  considered. 

3  -That    from  considerations  of  both  seepage  loss  and  reduced 

hydraulic  pressure  on  the  base  of  the  dam,  the  cut-off  wal 
should  be  as  near  the  heel  of  the  dam  as  the  local  physical 
conditions  will  permit. 
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Ja.uks  B.  ILws,*  Jux.  Am.  Soc.  C  E.  (by  letter)-— The  deep  inter-  Mr. 
est  taken  iu  tlie  paper  is  ample  evidence  that  many  engineers  are  always 
on  the  alert  for  any  bit  of  information  pertaining  to  this  subject.  All 
members  of  the  profession  will  welcome  any  information  based  on  fact, 
either  from  field  experience  or  models;  although  the  former  is  greatly 
to  be  preferred,  the  latter  will  furnish  subject  matter  for  deep  study 
in  almost  any  case,  aiding  the  designer  to  base  his  judgment  on  some- 
thing more  than  guesswork.  The  writer's  object,  in  making  this  model 
and  testing  it,  was  to  apply  the  results,  not  directly,  but  toward  form- 
ing some  definite  theory  regarding  the  flow  of  water  under  dams. 

On  one  point  all  the  critics  of  the  paper  seem  to  agree  in  objecting 
to  the  results,  that  point  being  in  regard  to  the  size  of  the  model,  etc. 
There  is  only  one  factor  that  might  vary  with  a  larger  model  as  com- 
pared with  the  small  one,  and  that  is  in  regard  to  the  loss  of  head  due 
to  the  water  entering  the  soil. 

The  writer  would  earnestly  suggest  to  all  interested  to  try  the 
method  used  in  these  experiments  for  obtaining  the  correct  proportions 
of  soil  for  the  impervious  section,  whenever  the  occasion  or  chance 
should  arrive.  An  extremely  dense  mixture  will  be  obtained,  and  this, 
when  properly  placed,  will  hardly  leave  room  for  the  hygroscopic  mois- 
ture. When  once  saturated,  the  mixture  will  remain  so  for  a  long 
period,  even  though  there  is  no  water  above  the  dam  to  force  the  water 
into  it.  This  was  the  writer's  experience.  After  soaking  the  model 
completely,  the  results  did  not  seem  to  change,  whether  or  not  the  model 
was  left  with  a  full  head  of  water  for  24  hours. 

The  writer  has  due  respect  for  the  "line  of  creep"  theory,  and  real- 
izes that  many  excellent  structures  have  been  built  on  that  basis;  but 
it  certainly  did  not  hold  good  for  the  upper  row  of  sheet-piling,  when 
the  design  is  considered  part  by  part;  and,  at  the  same  time,  the  lower 
row  of  piling  produced  excessive  results,  which  certainly  were  not  caused 
by  the  upper  row  of  piling  being  in  place,  other  than  that  the  total 
results  were  lower  than  if  the  lower  row  of  piling  had  been  the  only 
one  used.  In  other  words,  although  the  total  results  approached  the 
"line  of  creep"  theory,  why  did  not  either  row  of  piling  show  a  loss  of 
head  based  on  the  same  assumption  ?  The  only  answer  to  this  question, 
in  the  writer's  opinion,  is  in  the  partly  closed  valve  theory. 

Imagine  a  pipe  line  with  two  valves ;  close  the  lower  one  nearly  half 
way,  and  then  close  the  upper  one  only  one-eighth  of  the  whole  distance. 
The  discharge  is  lessened,  the  velocity  through  the  main  portions  of  the 
pipe  is  lessened  as  a  result,  but  the  lower  valve  (corresponding  to  the 
lower  sheet-piling)  creates  no  small  loss  of  head  (assuming  that  the 
water  is  passing  through  the  pipe  and  not  standing  still),  which  is  repre- 
sented by  a  high  velocity  through  the  valve.  The  upper  valve  does  not 
have  its  full  effect,  does  not  produce  the  loss  of  head  that  it  would  were 

*  Boise,    Idaho. 
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Mr.  the  lower  valve  not  closed.  The  reason  is  that  the  water  velocity  is  low- 
*^^'  ered  by  closing  the  lower  valve  for  the  entire  pipe,  consequently  the 
quantity  is  less,  and  hence  a  lower  velocity  or  loss  of  head  is  required 
at  the  upper  valve  to  pass  the  smaller  quantity  of  water,  when  com- 
pared with  the  original  discharge.  It  is  quite  evident  that  the  upper 
valve  does  not  have  the  same  effect  on  the  lower  one,  although  it  does 
assist  in  lowering  the  total  discharge.  If  the  lower  valve  were  closed 
still  more,  by  an  amount  equal  to  the  closing  of  the  vipper  valve,  and 
the  upper  valve  were  opened,  the  total  loss  of  head  would  be  greater 
than  for  the  two  valves  partly  closed,  as  just  described.* 

Extend  the  piling  cut-off  deep  enough  to  leave  only  a  very  small 
opening  between  the  bottom  of  the  pile  and  bed-rock,  and  we  have, 
horizontal  745  ft.,  vertical  2  X  239  =  478  ft.;  then  the  total  creep  is 
1  223  ft.,  and  the  gradient  is  1 :  12.23.  The  loss  of  head  due  to  the 
piling  would  be  about  39  ft.,  whereas  the  actual  loss  of  head  could  not 
fail  to  be  far  greater  than  the  above  figure.  Extend  the  piling  still 
deeper,  leaving  an  infinitesimal  opening  under  the  cut-off  for  the  water, 
and  the  results  will  depart  still  farther  from  the  "line  of  creep"  theory. 

It  was  for  this  reason  that  the  writer  discarded  this  theory,  when 
it  failed  to  hold  out,  and  accepted  the  "partly  closed  valve"  theory, 
which  explained  thoroughly  the  results  obtained  with  the  model. 

There  must  be  a  limit  to  the  "line  of  creep"  theory  somewhere,  but 
it  is  not  mentioned  in  any  of  the  standard  works  discussing  the  subject. 
Weisbach's  experiments  show  that  a  gate-valve  closed  seven-eighths 
produces  a  loss  of  head  nearly  47  times  as  great  as  when  closed  only 
half  way,  the  "line  of  creep"  theory,  under  the  same  conditions,  shows 
that  the  loss  of  head  due  to  closing  down  seven-eighths  is  only  one  and 
one-half  times  the  loss  produced  by  closing  half  way. 

That  the  leaky  condition  of  the  upper  row  of  sheet-piling  should  be 
plainly  visible  from  a  great  distance,  and  not  to  the  experimenters,  is 
strange.     Attention  is  called  to  the  notes  below  Tables  2  and  3. 

The  low  heads  reported  for  the  points,  H  to  K,  were  taken  simul- 
taneously with  the  readings  for  the  other  tubes,  and  the  drain  valve 
was  closed,  during  all  experiments  and  between  days,  and  the  leakage 
from  the  tank  was  nil. 

All  gravel  larger  than  1^  in.  in  diameter  was  removed  from  the 
material  placed  in  the  bottom  of  the  tank,  and  1  in.  was  the  limit 
allowed  for  material  in  the  section  of  the  model.  This  was  done  in 
order  to  eliminate  leakage  surfaces  for  the  water  to  follow,  as  they 
would  be  all  out  of  proportion  to  the  size  of  the  model. 

The  quantity  of  water  entering  the  vertical  circular  tank  was  the 
same  as  that  leaving  the  drain  at  the  time  the  readings  were  made. 
Time  was  allowed  for  the  water  to  adjust  itself  to  the  conditions. 

•  "Treatlee  on  Hydraulics",  by  Merrlman.  Art.  88;  also  Tranaactioiis ,  \m.  Soc. 
C.  B.,  Vol.  XXVI  (1892).  p.  449. 
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Lowering  the  head  on  top  of  the  soil  in  the  vertical  tank  caused  the    Mr. 
water  to  lower  in  both  tubes  by  the  same  distance.     It  was  determined      ^  ' 
definitely  that  the  water  was  not  held  up  in  the  tank  siifficiently  to 
affect  the  readings  of  the  lower  tube  at  any  time. 

Water  did  not  flow  through  the  drain  valve  during  the  experiments 
on  the  model,  as  Mr.  La  Rue  seems  to  have  understood;  this  woTild 
have  defeated  the  experiments  entirely.  Instead,  the  water-table  was 
forced  up  to  within  a  short  distance  of  the  ground  surface  below  the 
dam  to  represent  the  actual  conditions,  as  nearly  as  possible.  Prac- 
tically all  the  material  comprising  the  foundation  of  the  dam  at  the 
actual  site  is  saturated.  There  is  a  definite  underground  stream  flow- 
ing down  the  valley. 

Where  the  upward  pressure  against  the  base  of  the  dam  was  men- 
tioned by  the  writer,  it  was  meant  to  be  inferred  that  it  was  the  pressure 
on  an  imaginary  plane,  just  as  one  would  speak  of  the  hydrostatic 
pressure  at  a  certain  point  in  a  body  of  water. 

Evidently  Mr.  Petterson  disregards  the  writer's  idea  of  making  the 
down-stream  section  of  the  dam  more  stable  by  having  a  very  small 
upward  pressure  beneath  that  portion,  whereas,  in  designs  such  as  Fig. 

14,  a  very  high  percentage  of  the  material  in  the  down-stream  section 
is  thoroughly  saturated,  because  the  hydraulic  gradient  is  close  to  the 
surface.  Assuming  in  both  cases  that  a  cut-off  wall  through  the  main 
portion  of  the  structure  will  'cause  all  percolation  water  to  come  under 
the  dam,  the  hydraulic  gradient  is  in  both  cases  projected  at  a  slope 
of  1 :  10,  beginning  at  the  toe  and  extending  up  stream.  In  Fig.  15 
the  lower  225  ft.  of  the  down-stream  section  just  covers  the  hydraulic 
grade  line.  Mr.  Petterson  has  taken  his  hydraulic  grade  line  below 
the  base  of  the  dam  apparently  to  indicate  the  upward  pressure  on  the 
base,  or  the  imaginary  plane  which  we  call  the  base.  The  water  will 
rise  in  the  body  of  the  dam  to  an  extent  governed  by  the  upward  pres- 
sure at  any  point.  Where  y  and  z  or  y'  and  z'  are  respectively  equal 
or  nearly  equal,  it  is  readily  seen  that  the  water  will  rise  in  the  body 
of  the  dam  to  the  line  as  shown,  z  or  z'  above  the  base.  Thus,  the 
hydraulic  grade  line  for  the  lower  portion  of  the  down-stream  section 
of  the  section  shown  in  Fig.  15,  will  be  identical  with  the  surface  of 
the  material  constituting  the  dam.  In  an  earth  dam  this  would  cer- 
tainly be  disastrous.  Continue  the  gradient  at  the  rate  of  1  on  10 
for  the  next  175  ft.  under  the  portion  with  the  1  on  2  slope,  and  it  wiU 
be  observed  that  a  large  portion  of  this  down-stream  section  will 
undoubtedly  become  saturated.     Of  the  down-stream  section  of  Fig. 

15,  it  is  computed  that  453  cu.  yd.  per  lin.  ft.  of  material  wiU  be  dry, 
that  is,  above  the  hydraulic  gradient  (1:10).  Fig.  17,  which  cor- 
responds to  the  writer's  second  section,  shows  that  717  cu.  yd.  per  lin. 
ft.  of  material  in  the  same  section  will  be  dry.     Mr.  Petterson's  argu- 
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Mr.  ments  on  this  point  convince  the  writer,  more  than  ever,  of  the  advisa- 
*^^"  bility  of  having  as  much  material  as  possible  in  the  down-stream  sec- 
tion dry,  in  order  to  secure  stability.  Figs.  14  and  16  can  be  com- 
pared in  the  same  manner,  showing  even  greater  advantages  in  favor 
of  the  latter,  as  very  little  of  the  material  in  Fig.  14  will  lie  above  the 
hydraulic  gradient.  Material  below  the  hydraulic  gradient  will  lose 
about  50%  of  its  weight,  which  might  be  exerted  toward  increasing 


stability,  due  to  buoyancy.  Using  Figs.  14  to  17,  the  writer  has  pre- 
pared Figs.  23  to  26,  on  which  the  hydraulic  gradients  are  drawn 
through  the  down-stream  section,  in  order  to  show  the  dry  and  satu- 
rated sections  in  each  case. 

Regarding  the  possible  underflow  to  be  expected  under  the  finished 
structure,  it  would  seem  that  several  engineers  have  jumped  to  con- 
clusions in  this  matter.     Assume  that  the  water  flows  through  the 
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foundation  material  of  the  dam  in  the  same  manner  as  through  a  ^Mr.^ 
large  bundle  of  very  small  pipes.  These  pipes  will  have  such  a  small 
diameter  that  capillary  action  will  have  a  great  effect  proportionately, 
and  the  velocity  of  the  water  will  be  so  low  that  the  discharge  will  vary 
directly  as  the  first  power,  rather  than  the  square — this  being  an 
elementary  rule  in  hydraulics.  The  length  of  flow  and  the  increased 
head  in  the  proposed  final  structure  will  be  proportionate,  hence  there 
will  be  the  same  loss  of  head  per  unit  of  distance  along  the  base  of 
the  dam;  but  multiplying  the  area  through  which  the  discharge  takes 
place  will  produce  different  results  from  those  obtained  by  taking  the 
required  number  of  bundles  of  pipes.  Two  pipes  having  the  same 
total  area  as  a  larger  pipe  will  not  have  the  same  capacity  as  the 
larger  pipe — assuming,  of  course,  that  the  loss  of  head  per  unit  dis- 
tance is  the  same  in  each  case.  The  velocity  is  higher  in  the  larger 
pipe,  with  the  same  loss  of  head  per  foot,  than  in  the  two  smaller  pipes. 
Many  of  the  criticisms  of  the  tests  are  well  taken,  but  the  writer 
hoped  for  more  discussion  containing  real  meat,  rather  than  theory. 
It  will  undoubtedly  be  a  long  time  before  anything  definite  can  be 
decided  which  will  furnish  a  sound  basis  for  sheet-pile  cut-off  walls, 
under  similar  conditions,  other  than  the  information  now  available. 
As  mentioned  previously,  the  "line  of  creep"  theory  is  not  yet  to  be 
discarded,  but  it  has  not  yet  been  practically  proved,  except  as  regards 
the  fact  that  dams,  well  built,  and  following  that  theory,  have  stood 
the  test.  Actual  records  of  the  loss  of  head  due  to  piling  seem  to  be 
lacking,  and  this  is  what  the  writer  wanted  to  know  when  the  tests  on 
the  model  were  attempted.  He  is  firmly  convinced  that  tests  on  a  large 
model  of  the  same  structure  would  show  similar  results,  aside  from 
the  entry  head. 
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Synopsis. 

This  paper  describes  the  underpinning  of  the  Yestry  and  School 
Building  of  the  Corporation  of  Trinity  Church,  which  was  made 
necessary  by  subway  construction. 

The  building  is  on  Church  Street,  between  Fulton  and  "Vesey 
Streets,  Borough  of  Manhattan,  New  York.  It  is  a  brick  structure 
with  thick  walls,  having  four  floors,  basement,  and  part  attic,  and  was 
constructed  about  30  years  ago. 

The  Church  Street  subway  curves  at  Fulton  Sti-eet  and  passes 
beneath  the  building  and  beneath  the  Churchyard  of  St.  Paul's  Chapel 
to  Yesey  Street.  The  subway  structure  consists  of  two  circular  tun- 
nels, each  20  ft.  in  diameter.  The  tops  of  these  tunnels  are  just  be- 
neath the  level  of  the  footing  stones  of  the  building.  As  the  tunnels 
run  diagonally  beneath  the  building,  it  was  necessary  to  remove  its 
original  foundations  entirely,  to  construct  new  foundation  piers,  and 
to  transfer  the  load  of  the  building  to  these  new  piers  by  means  of 
cross-girders. 

•  Presented  at  the  meeting  of  October  4th,  1916. 
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The  paper  describes  how  this  work  was  done,  and  how  the  new 
fcundation  piers  were  sunk  so  as  to  cause  the  least  disturbance  to 
L'raves  and  vaults. 

The  brick  walls  of  the  building  were  first  strengthened  by  fasten- 
ing to  them  heavy  lattice  girders  on  each  side,  and,  on  the  Fulton 
Street  face  fastening  two  60-in.  plate  girders  in  a  similar  manner. 

Excavations  for  the  new  underpinning  piers  were  made  at  selected 
intervals,  so  that  the  settlement  of  the  building  could  be  kept  under 
control. 

The  paper  describes  the  use  of  concrete  underpinning  piles,  and 
gives  the  results  of  a  number  of  tests  made  to  determine  their  bear- 
ing capacities.  These  tests  showed  that  the  piles  had  a  tendency  to 
rebound  when  pressure  was  relieved,  and  the  paper  describes  how  this 
element  of  weakness  is  overcome  when  such  piles  are  used  for 
underpinning. 

The  method  of  tvmneling  through  the  sand  beneath  the  Church- 
yard and  building  is  described. 

Surveys  were  made  before  the  work  was  undertaken  and  after  it 
was  finished,  and  these  showed  that  the  subway  construction  work 
caused  the  building  to  settle  approximately  2  in.,  which  was  fairly 
uniform  on  account  of  the  manner  in  which  the  underpinning  piers 
were  sunk. 

The  contract  price  for  1  000  ft.  of  this  subway  construction  work 
was  $982  740.  The  work  commenced  in  June,  1913.  Both  tunnels 
were  completed  in  June,  1914.  The  basement  floor  of  the  building 
was  restored  to  the  owners  by  October,  1914.  The  final  restoration 
of  the  whole  property  was  practically  finished  in  April,  1916. 


As  the  underpinning  of  the  Vestry  and  School  Building  of  the 
Corporation  of  Trinity  Church  was  an  unique  example  of  protection 
work,  made  necessary  by  subway  construction  in  New  York  City,  the 
writer  presents  the  following  description  which  he  hopes  will  be  foimd 
of  interest  by  many. 

The  chief  features  of  this  underpinning  were  the  entire  removal 
of  the  original  foundations,  the  construction  of  new  foundation  piers 
to  an  elevation  below  the  sub-grade  of  the  tunnels,  and  the  transfer- 
ence of  the  load  of  the  building  to  these  new  piers,  without  interfer- 
ing with  its  occupancy  or  use. 
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The  building  is  on  the  west  side  of  St.  Paul's  Churchyard,  and 
faces  on  Church  Street  between  Fulton  and  Vesey  Streets.  Fig.  1 
is  a  general  view  of  the  building,  which  shows  clearly  its  chief  char- 
acteristics and  the  proximity  of  the  Churchyard,  with  its  graves  and 
vaults. 

The  building  is  of  brick,  having  four  floors,  basement,  and  a  part 
attic.  It  has  a  gabled  roof,  with  side  gables,  or  dormers,  all  having 
slopes  of  45  degrees.  The  walls  are  2  ft.  thick  above  the  water-table, 
and  2  ft.  9  in.  below  that  level.  The  floor-beams  are  supported  on  the 
outside  walls.  In  addition  to  these  outside  walls,  about  100  ft.  of 
interior  walls  also  carry  weight.  The  floors  are  surfaced  with  wooden 
or  mosaic  flooring,  according  to  the  use  of  the  various  rooms.  The 
building  is  of  hea\'y  construction,  and  was  completed  about  30  years 
ago. 

The  subway,  known  as  Route  5,  was  designed  to  run  north  on 
Church  Street  as  far  as  Fulton  Street,  then  to  curve  eastward  be- 
neath the  Vestry  Building  and  the  Churchyard  to  Vesey  Street,  and 
then  to  curve  again  to  the  northward  into  Broadway.  A  special 
agreement  was  entered  into  between  the  Vestry  of  Trinity  Church 
and  the  Public  Service  Commission,  representing  the  City  of  New 
York,  whereby  the  Vestry  gave  the  City,  under  certain  restrictions, 
a  right  of  way  for  the  purpose  of  constructing  tunnels  for  a  rapid 
transit  railway  beneath  the  Church  property.  The  right  of  way  was 
deeded  to  the  City,  as  the  Vestry  realized  that  this  subway  work  was 
part  of  a  great  municipal  improvement. 

The  City  was  given  possession  of  the  basement  for  18  months,  so  as 
to  facilitate  the  work  of  construction,  and  agreed  to  build  new  founda- 
tions capable  of  carrying  a  new  building  of  eight  stories  or  one  of 
lighter  construction  not  exceeding  ten  stories. 

Fig.  3  is  a  plan  of  the  building,  and  shows  the  positions  of  the  east 
and  west  tunnels  beneath  the  building  and  the  proportion  of  the 
foundations  cut  away  by  them.  The  tops  of  these  tunnels  were  just 
beneath  the  level  of  the  footing  stones  under  the  building  walla,  as 
shown  in  Fig.  4. 

An  examination  of  the  building  was  made  before  any  work  was 
done;  its  condition  was  carefully  noted,  and  all  defects  or  cracks 
were  recorded.  Survey  marks  were  made  at  various  places  around  the 
exterior  walls,  and  their  elevations  taken. 


1. — General  View   of   Trinity   Vestry   Building   and   St.    Paul's 
Churchyard. 


Pig.  2. — Longitudinal  Lattice  Girder  Being  Erected  and  Fastened  in  Place. 
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The  following  are  the  dimensions  of  the  building: 

Length  on  Church  Street 164  ft.  0  in. 

Width  on  Fulton  Street 35  ft.  0  in. 

Width  on  Vesey  Street 48  ft.  0  in. 

Length  of  exterior  walls 428  ft.  0  in. 

Area  of  ground  plan 6  055  sq.  ft. 

Area  of  one  floor  (less  walls) 5  340  sq.  ft. 

The  following  are  the  estimated  weights: 

Exterior    walls 7  950  000  lb.  =  3  975     tons. 

Interior  walls  and  partitions. 

Floors 

Plastering,  ceilings  and  walls. 

Eoof   construction 

Equipment,  trim,  plumbing,  etc. 

Live   load,   maximum 1378  000    "  = 

Total  weight  on  foundations,  12  786  000  lb.  =  6  393      tons. 

The  area  of  the  original  foundations  was: 

Under  exterior  walls 2  140  sq.  ft. 

Under  interior  weight-bearing  walls 400    "     " 
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Total  area  of  foundations 2  540  sq.  ft. 

The  unit  loading  on  the  original  foundations,  assuming  the  weight 
to  be  distributed  uniformly  over  the  footings,  therefore,  was  2.51  tons 
per  sq.  ft. 

The  soil  was  sand,  varying  in  places  from  fine  to  moderately  coarse. 
Mean  high  water  level  was  23  ft.  below  the  street,  but  the  ground-water 
was  found  about  4  ft.  6  in.  above  that  level.  Pumping  in  the  adjacent 
subway  excavations  reduced  the  ground-water  to  about  high  water. 

After  conferences,  the  City  agreed  that  the  new  foundations  should 
be  able  to  support  the  building  if  four  new  stories  of  similar  con- 
struction were  added,  or  their  equivalent  in  weight.  These  additional 
floors  were  estimated  at  3  907  tons. 

Original  weight  of  building 6  393  tons. 

Additional  weight,  agreed  upon 3  907      " 

Estimated  load  for  new  foundations 10  300  tons. 
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Fulton  Street 


Vesey  Street 
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This  estimated  load  on  the  exterior  walls  (10  300  tons  divided  by 
i'2S)  equals  24  tons  per  lin.  ft. 

As  the  load  would  be  supported  principally  by  the  side  exterior 
walls,  it  was  arbitrarily  agreed  that  the  underpinning  under  the  side- 
walls  should  carry  more  weight  and  under  the  end-walls  less  weight 
than  the  average;  or 

End-walls 12  tons  per  lin.  ft. 

Side-walls 28      "       "       "      " 


TRINITY  CHURCH 
VESTRY  BUILDING 

FOUR  STORIES, 

ATTIC, AND  BASEMENT. 

FULTON  STREET  FACE 

SHOWING  TUNNELS. 


Church  Street 


■"nS        Z> ^ 


O 


Churchyard 


The  plan  for  underpinning  finally  adopted  consisted  of  sinking  115 
pits,  each  5  ft.  square,  under  and  aroimd  the  building,  but  placed  so 
as  to  clear  the  tunnels,  as  shown  in  Fig.  3.  These  pits  were  then  filled 
with  concrete.  Girders  were  designed  to  span  the  tunnels,  and  were 
placed  across  the  concrete  piers  in  such  a  way  that  they  would  pass 
under  the  walls  of  the  building.     The  load  of  the  building  was  then 
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gradually  transferred  to  these  piers,  or  to  the  girders  and  by  them  to 
the  piers.  This  plan  will  be  better  comprehended  by  referring  to  Fig.  4, 
which  is  a  section  at  the  Fulton  Street  face,  and  Fig.  5,  which  is  a 
section  through  the  building  at  about  mid-length. 

In  Fig.  4,  the  west  tunnel  is  under  Church  Street,  clear  of  the 
building,  and  has  reverted  to  the  standard  rectangular  section.  The 
east  tunnel  is  just  emerging  from  the  building.     It  then  changes  to  a 


SECTION  THROUGH 

VESTRY  BUILDING 

ABOUT  MID-LENGTH 


Church  Street 


im 


Churchyard 

G  raves  \, 


w 


Fio.  5. 

rectangular  section,  and  unites  with  the  west  tunnel.  In  Fig.  5,  both 
tunnels  are  under  the  building,  or  Churchyard,  and  are  of  circular 
section. 

The  first  operation  was  to  fasten  24-in.  lattice  girders  on  each  side 
of  the  foundation  walls.  These  girders  are  marked  L  '1,  in  Fig.  .').  and 
are  shown  in  detail  in  Fig.  6.  At  Fulton  Street,  the  24-in.  girders 
were  reduced  to  12-in.  so  as  to  make  room  for  the  cross-girders  marked 
Q  5,  in  Fig.  3.    These  12-in.  lattice  girders  are  marked  L  1.    The  func- 
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2  L's  5"x  5"x  3^"BoIted 


DETAILS  OF 

LONGITUDINAL  AND 
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0         12         3         4 
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tion  of  these  longitudinals  was  to  strengthen  and  tie  the  brickwork 
together,  that  is,  to  make  it  more  monolithic  in  character.  The  brick 
walls  were  thus  enabled  to  distribute  the  loads  from  above  over  longer 
lengths,  and  to  span  safely  the  openings  which  were  to  be  dug  subse- 
quently for  the  concrete  underpinning  piers. 

At  one  place  on  the  Church  Street  side,  24-in.  longitudinal  plate 
girders,  20  ft.  long,  were  used  in  place  of  the  24-in.  lattice  girders. 
These  are  marked  L  3,  in  Fig.  3.  This  change  in  design  was  made  so 
that  the  load  of  the  side-wall  could  be  carried  over  a  space  left  between 
}iests  of  cross-girders,  which  had  to  be  placed  diverging,  so  that  their 

GIRDERS  UNDER   FOOTING  COURSC  OF  WALL. 


1         1          1          1          1          1          1         1          1          1          !\ 

1          1         1          1          1          1          1          1           III 

1          1          1          1          1          1          1          1          1          1          1 

1          1          1          1          1          1          1          1          1          1          1 

1          1          1          1          1          1          1          1          1          1          i 

1          1          1          1          1          1 

1          1          1          1          1          1          1          1          1          1          1 

1          i          1          1          1          1          1          1          1          1          1 

■'''  a'  '''''''''''''  V  '   ' 

ELEVATION 


Fig.   7. 


concrete  piers  could  clear  a  foundation  of  an  elevated  railway  column 
in  Church  Street. 

Projections  on  the  sides  of  the  footing  walls  were  cut  away,  leaving 
the  vertical  surfaces  somewhat  rough.  This  cutting  was  done  by  both 
hand-drills  and  by  power  channel  drills.  Grooves  were  cut  for  the 
angles  of  the  top  and  bottom  chords,  in  order  that  the  girders  could  fit 
snug  against  the  walls. 

The  girders  were  then  doweled  to  tlie  walls  at  frocjuent  intervals. 
The  dowels  were  square  rods  driven  into  the  walls  and  bent  over  to 
catch  the  framing  of  the  girders.  Ties  also  were  inserted  in  holes 
drilled  tliroui;h  the  wall  at  intervals.     These  bound  the  tc^)  chords  of 
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the  inside  and  outside  girders  together.  The  arrangement  is  illustrated 
in  Figs.  7  and  8.  After  the  girders  were  in  place  they  were  embedded 
in  concrete,  a  strong  bond  being  secured  by  the  friction  of  the  roughed 
surface?  of  the  sides  of  the  walls  aided  by  the  dowels.  To  facilitate  the 
placing  of  these  girders,  they  were  built  up  in  place  and  bolted.  Splices 
were  staggered,  both  of  the  upper  and  lower  chords  and  of  parallel 
girders.  Fig.  2  shows  a  24-in.  longitudinal  lattice  girder  in  process  of 
erection.     It  is  similar  to  those  used  under  the  Vestry  Building. 


Top  of  Tunnel 

SECTION 


ELEVATION 


Fig.  8. 


Across  the  Fulton  Street  face,  two  60-in.  plate  girders  were  used 
in  the  same  manner  as  the  side  lattice  girders.  These  60-in.  girders  are 
marked  G  4,  in  Fig.  3,  and  were  made  in  three  parts  for  convenience  in 
placing,  the  sections  being  bolted  together  when  in  position.  They  were 
tied  together  by  12-in.  I-beams,  40  lb.  per  ft.,  as  shown  in  Fig.  8, 
and  were  encased  in  concrete.  The  weight  of  the  wall  was  transmitted 
to  the  girders  by  these  needle  I-beams,  as  it  was  not  deemed  wise  to 
rely  on  the  bond  of  the  concrete  casings. 
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After  completing  the  work  of  fastening  the  longitudinal  girders, 
G  4:,  L  1,  L  2,  and  L  3,  excavations  for  the  underpinning  piers  were 
commenced.  Excavations  for  adjacent  piers  were  not  made  at  the  same 
time.  When  one  pit  was  started,  the  next  would  be  30  or  40  ft.  away, 
or  as  far  as  convenience  would  allow. 

The  pits  were  sunk  by  hand  digging.  As  the  excavations  proceeded, 
the  sides  were  box-sheathed  with  2-in.  planks  laid  horizontally.  These 
planks  were  cut  to  fit,  and  when  a  set  of  four  was  in  place  the  pieces 
were  toe-nailed  at  the  corners.  When  an  excavation  had  advanced 
sufficiently,  a  3  by  3-in.  timber  was  put  in  each  corner  and  spiked. 
Occasionally,  these  corner  timbers  were  cross-braced  with  waling  pieces 
which  were  wedged  into  place.  No  difficulty  was  experienced  in  this 
work.  The  average  time  required  for  three  men  to  sink  one  of  these 
pits  varied  from  3  to  6  days,  including  from  1  to  2  days  in  making  the 
access. 

Each  pit  was  filled  with  concrete  as  soon  as  excavated.  For  piers 
directly  imder  the  walls,  the  spaces  between  the  concrete  tops  and  the 
footing  course  were  packed  with  brick  and  cement,  all  tightly  wedged, 
so  that  such  pits  could  receive  their  share  of  the  building  load.  For 
piers  not  under  the  walls,  the  plate  girders,  marked  Gl,  G2,  G  S,  and 
G  5,  in  Figs.  3  and  6,  were  put  into  place  and  secured.  The  spaces  be- 
tween these  girders  and  the  footing  course  were  then  packed,  and  a 
portion  of  the  load  was  transferred  to  the  concrete  piers,  as  before. 
These  cross-girders  were  then  encased  in  concrete,  so  as  to  protect  the 
steel  and  make  the  nests  of  girders  into  solid  floor-slabs.  This  feature 
is  best  understood  by  referring  to  Figs.  3  and  7. 

As  there  were  115  of  these  concrete  piers,  each  5  ft.  square,  the 
average  load  on  each  was,  for  the  present  building  (6  393  tons  divided 
by  115  times  25)  =  2.22  tons  per  sq.  ft.;  or,  for  the  assumed  future 
building,  would  be  (10  300  tons  divided  by  115  times  25)  =  3.58  tons 
per  sq.  ft. 

In  the  Churchyard,  some  of  the  graves  and  vaults  were  in  the  way 
of  the  pit  excavations.  To  avoid  disturbing  them,  cross-tunnels  were 
routed  in  from  convenient  sides,  at  sufficient  depths  to  clear  the  graves, 
as  shown  in  Fig.  5.  When  the  correct  locations  were  reached  by  the 
cross-tunnels,  the  pit  excavations  were  carried  down  vertically  in  the 
usual  manner. 
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It  was  the  original  intention  to  excavate  the  pits  for  the  concrete 
piers  to  about  ground-water  level  and  then  to  drive  concrete  piles  to 
a  depth  below  sub-grade.  As  the  subway  pumping  reduced  the  groiind- 
water  level,  the  plan  was  changed,  the  pits  being-  carried  down  to  about 
1  ft.  below  sub-grade,  and  the  piles  omitted.  However,  at  the  Fulton 
Street  end,  short  concrete  piles  were  used  imder  the  pits,  as  seen  in 
Fig.  4. 

Elsewhere  on  this  subway  route  some  similar  concrete  piles  were 
tested  by  the  contractors,  under  the  supervision  of  the  writer.  As  these 
tests  were  interesting,  the  results  are  here  given. 

Two  piles  were  tested  under  columns  of  the  elevated  railway  in 
Trinity  Place,  between  Rector  and  Thames  Streets,  during  January, 
1913,  and  three  piles  were  tested  under  the  retaining  wall  of  Trinity 
Churchyard,  just  north  of  Rector  Street,  during  February,  1913. 

The  piles  were  made  by  forcing  into  the  sand  a  steel  casing  14-in. 
in  diameter,  No.  12  gauge  (about  4  in.  thick).  The  casing  was  made 
in  sections  about  24  in.  in  length,  each  section  having  an  inside  sleeve 
so  as  to  permit  one  section  to  fit  on  top  of  the  one  just  below,  see  Fig.  9. 
The  steel  casing  was  sunk  by  a  pile-driver  xintil  its  upper  edge  was  level 
with  the  sand;  then  a  new  section  was  inserted,  and  the  driving  was 
continued  until  the  proposed  depth  of  pile  was  reached.  The  sand 
was  removed  by  a  small  grab-bucket  from  the  inside  of  the  casing  as 
the  sections  were  sunk.  "When  the  entire  casing  was  in  place  and  the 
sand  had  been  removed  from  the  inside,  the  pile  was  formed  by  filling 
the  casing  with  1:2:4  concrete.  For  filling  below  ground- water,  the 
concrete  was  put  in  paper  bags  and  the  bags  were  lowered  into  place 
and  tamped.  After  about  2  ft.  had  been  filled  in  this  way  the  con- 
crete was  placed  by  a  bottom  self-dumping  bucket. 

The  piles  were  tested,  after  the  concrete  had  set,  by  a  hydraulic 
jack,  using  the  footing  courses  of  the  foundations  as  a  base  against 
which  the  jack  was  blocked.  Owing  to  the  short  stroke  of  the  jack,  the 
pressure  had  to  be  relieved  and  the  blocking  readjusted  as  each  pile 
sunk  vmder  the  test  loads.  Whenever  the  pressure  was  relieved,  there 
was  a  slight  reboimd  of  the  pile.  A  graphic  representation  of  Test  IV 
is  shown  in  Fig.  9,  which  illustrates  this  rebound. 

Test  I. — Steel  casing,  9  in.  outside  diameter,  driven  inside  a  14-in. 
casing  which  had  buckled.     The  pile  was  15  ft.  long,  and  projected 
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about  2  ft.  below  the  14-in.  casing.     The  9-in.  casing  was  filled  with 
concrete.    The  soil  was  fine,  wet  sand. 


Penetration, 
in  inches. 

Total  movement 

from  start  of  test, 

in  inches. 

Time                  !            'r?*^  ^'"'^'^^ 
"™^-                               in  tons. 

3:59 
4:00 
4:06 
4:16 
4:18 
4:28 
4:83 
4:37 

0.0 
0.63 
18.80 
•21.40 
31.40 
31.40 
31.40 
37.70 
37  70 

0.0 

0.0 

0.276 

0.012 

0.228 

0.156 

0.024 

0.864 

0.324 

0.336* 

0.0 

0.0 

0.276 

0.288 

0.516 

0.C72 

0.696 

1.560 

1.884 

4:45 

0.0 

1.548 

•  Rebound  when  pressure  was  relieved. 


Test  II. — This  test  was  made  to  measure  the  end  resistance  of  a 
9-in.  outside  diameter,  pointed  casing.  A  14-in.  steel  casing,  12  ft. 
long,  was  first  sunk,  and  about  2  ft.  of  sand  allowed  to  remain  at  the 
bottom.  Inside  this  casing  a  steel  pile  9  in.  in  diameter,  14  ft.  6  in. 
long,  of  J-in.  steel,  with  cast-iron  point,  was  driven  until  the  point 
was  below  the  outer  casing.  Neither  casing  was  filled  with  concrete. 
The  soil  was  fine,  wet  sand. 


Time. 

Test  load,  in  tons. 

Penetration,  in 
inches. 

Total  movement 

from  start  of  test, 

in  inches. 

3:15 

0.0 

0.0 

0.0 

3:16 

6.3 

0.875 

0.875 

3:18 

12.6 

4.0 

4.875 

3:24 

0.0* 

0.125t 

4.750 

3:26 

12.6 

0.8125 

5.5625 

3:29 

14.4 

1.1875 

6.75 

3:31 

18.8 

2.125 

8.875 

3:34 

0.0* 

0.25+ 

8.625 

3:38 

23.2 

7.625 

14.25 

3:44 

0.0* 

0.1875t 

14.0625 

3:46 

25.1 

1.1875 

15.25 

3:51 

25.1 

1.0 

16.25 

3:52 

0.0* 

0.1875t 

16.0625 

3:57 

31.4 

1.8125 

17.875 

4:02 

31.4 

0.6875 

18.5625 

4:03 

34.6 

1..375 

19.9375 

4:06 

0.0* 

0.3125+ 

19.625 

4:08 

31.4 

0.5625 

20.1875 

4:09 

34.6 

1.125 

21.3125 

4:10 

U.6 

0.75 

22.0625 

^       4:11 

^       4:12 

34.6 

0.625 

22.6875 

0.0* 

0.3125+ 

22.375 

•  Pressure  relieved,  to  reset  blocking  under  jack, 
t  Rebound,  when  pressure  was  relieved. 
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Test  III. — Steel  casing,  14  in.  in  diameter;  length  of  pile,  18  ft.; 
concrete,  1:2:4  mixture,  allowed  to  set  for  10  days.  The  soil  was  fine, 
wet  sand. 


Test  load, 
in  tons. 


Penetration, 
in  inches. 


Total  movement 

from  start  of  test, 

in  inches. 


4:10 

0.0                     ■ 

0.0 

0.0 

4:11 

1.9* 

0.0 

0.0 

4:18 

32.0  1  , 
28.9  f^ 

2.940 

2.940 

4:21 

34.5  (  + 
:il.3(  ' 

2.0.-52t 

4.992 

*  Pile  started  to  move  vphen  a  load  of  23  tons  was  reached. 
t  Load   slowly  reducing  by   a   leak   in  pump. 
t  Rebound  was  not  recorded. 

Test  IV. — Steel  casing,  14  in.  in  diameter;  length  of  pile,  12  ft. 
A  concrete  plug,  48  hours  old,  13^  in.  in  diameter  and  18  in.  long,  was 
first  dropped  into  the  casing.  Concrete  was  poured  into  the  casing 
above  the  plug  and  allowed  to  set  for  9  days.  The  soil  was  fine,  wet 
sand. 


Time. 

Test  load, 
in  tons. 

Penetration, 
in  inches. 

Total  movement 

from  start  of  test, 

in  inches. 

2:42 
2:47 
2:48 
2:.53 
2:54 
3:04 
3:05 

0.0 
23.2 

0.0* 
25.8 
24.5 
32.0 
30.2 
86.5 
38.3 

0.0 

0.0 

5.0 

0.250t 

1.625 

0.250t 

1.375 

0.0 

0.875 

0.062 

0.1251- 

0.0 

5.0 

4.750 

6.875 

6.125 

7.500 

7.500 

8.375 

8.487 

8.312 

*  Pressure  relieved,  to  reset  blocking  under  jack. 
t  Rebound,   when  pressure  was   relieved. 


Test  V. — Steel  casing,  14  in.  in  diameter ;  length  of  pile,  16  ft.  6  in. ; 
concrete,  1 :  2^ :  4^  mixture,  allowed  to  set  17  days. 


Time. 

Test  load, 
in  tons. 

Penetration,  in 
inches. 

Total  movement 

from  start  of  test, 

in  inches. 

9:40 
9:42 

9:42:30 
9:43:30 
9:.53;30 

0.0 
12.6 
18.8 
25.1 
25.1 

0.0 

0.12.')() 

0.37.'50 

1.12.50 

(1.4375 

0.0           >. 

0.1250 

0..5IKK) 

1.6250 

3.0625 

UNDERPINNING  TRINITY  VESTRY  BUILDING 

Test  V. — (Continued.) 
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Time. 

Test  load, 
in  tons. 

Penetration,  in 
inches. 

Total  movement 
from  start  of  test, 
in  inches. 

9:54:30 

31.4 

0.9375 

3.0000 

10:04:30 

31.4 

0.2500 

3.2500 

10:06:00 

35.8 

1.1250 

4.3750 

10:08:00 

0.0* 

0.3750t 

4.0000 

10:17:00 

6.3 

0.0 

4.0000 

10:17:20 

12.6 

0.5000 

4.5000 

10:17:30 

18.8 

0.0 

4.5000 

10:17:40 

25.1 

0.0 

4.5000 

10:18:00 

31.4 

0.0625 

4.5625 

10:19:00 

36.4 

0.8135 

5.3750 

10:19:20 

37.7 

0.3750 

5.7500 

10:24:20 

37.7 

0.3750 

e.1250 

10:29.20 

37.7 

0.1250 

6.2500 

10:34  20 

37.7 

0.0 

6.2500 

10:49:20 

37.7 

0.0 

6.2500 

10:50:20 

0.0 

0.3125t 

5.9375 

*  Pressure  relieved,  to  reset  blocking  under  jack, 
t  Rebound,  when  pressure  was  relieved. 


Some  conclusions,  deduced  from  a  study  of  the  test  loads  and 
penetrations,  are: 

(1)  The  initial  loads,  which  the  piles  supported  before  sinking, 
were  variable. 

(2)  The  sinking  increases  more  rapidly  than  the  load. 

(3)  When  the  pressure  is  relieved,  the  pile  rebounds. 

(4)  When  the  same  load  is  again  put  on  the  pile,  the  penetration 
is  greater  than  the  original  penetration,  that  is,  the  pile  sinks  more 
than  its  rebound. 

(5)  The  supporting  power  of  one  of  these  concrete  piles  depends 
chiefly  on  the  area  of  its  base.  The  side  friction  in  sand  probably  does 
not  exceed  from  5  to  8%  of  the  load. 

(6)  To  secure  the  maximum  supporting  power  without  additional 
settlement,  a  concrete  pile  should  receive  its  permanent  load  while 
under  pressure,  that  is,  the  permanent  underpinning  load  should  be 
transferred  to  it  without  relieving  the  test  load. 

(7)  This  latter  condition  can  be  accomplished  by  placing  struts 
between  the  footing  to  be  underpinned  and  the  pile  top  before  the 
pressure  of  the  jack  is  relieved. 

After  the  underpinning  work  had  been  completed,  and  the  load  of 
the  Vestry  Building  had  been  transferred  to  its  new  foundations,  exca- 
vation beneath  the  basement  was  commenced,  and  the  tunnels  were 
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allowed  to  advance  toward  the  building.  At  the  same  time,  excavation 
imder  Church  Street,  which  had  been  decked  with  wood,  also  was 
being  made. 

The  tunneling  commenced  from  a  shaft  in  Vesey  Street,  and  the 
east  tunnel  was  kept  somewhat  in  advance  of  its  westerly  mate.  Both 
tunnels  were  worked  forward  from  Vesey  Street  across  the  Churchyard 
toward  Fulton  Street.  They  are  20  ft.  in  outside  diameter,  and  are 
lined  with  cast-iron  plates  covered  with  concrete  inside. 


HALF  SECTION  OF  BENCH 


BlocTcing 


METHOD  OF 
DRIVING  THE  TUNNELS 


HALF  SECTION  OF  HEADING 

Jill  Frame 


20  I 


48  Pilot  Girder 


Jill  Frame  61.       Rubble  Packingv 

'  ....  ^,         blocking" 


DETAIL  OF  JILL  AND  FRAME 


F^G.    10. 

As  the  soil  was  sand,  varying  from  fine  to  medium  coarse,  the 
method  of  tunneling  adopted  by  the  contractors  is  shown  in  Fig.  10. 
Jills,  arranged  side  by  side  in  the  curve  of  the  roof,  and  supported  by 
cap  timbering,  were  driven  forward  by  jacks.  As  the  jills  were  pushed 
ahead,  the  space  behind  them  was  sheeted  and  filled  ^vith  blocking  rest- 
ing on  the  caps.  The  sides  of  the  tunnel  were  sheeted  with  2-in.  planks, 
held  in  place  by  braces  and  struts.  A  steel  pilot  girder  formed  the  base 
from  which  the  various  braces  and  capping  were  supported.  This  pilot 
girder  also  formed  the  truss  for  supporting  the  centering  machine 
which  raised  and  put  the  cast-iron  lining  sections  in  jilace. 
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The  excavation  was  carried  forward  by  an  advance  drift  close  under 
the  roof,  and  benches  formed  by  deeper  excavations  to  sub-grade  were 
kept  back  at  safe  distances,  depending  on  circumstances.  Timbering 
was  placed  as  the  section  was  enlarged,  and  the  cast-iron  lining  plates 
of  the  tunnel  were  erected  as  soon  as  the  full  section  was  cut.  Fig.  11 
shows  one  of  the  headings  as  it  advanced  under  the  Churchyard. 

The  Jills  were  made  of  timber,  sheathed  with  steel  plates  bent  over 
the  forward  nose  to  form  a  cutting  edge.  These  jills  rested  on,  and 
were  bolted  to,  steel  frames,  built  up  as  seen  in  Fig.  10,  and  were  all 
supported  on  timber  capping  braced  radially  from  the  tunnel  center. 
They  were  pushed  ahead  by  hydraulic  jacks,  the  center  one  being  kept 
slightly  in  advance  of  the  others.  The  sand  was  removed  in  cars  to 
the  Vesey  Street  shaft  and  hoisted  to  the  street. 

The  t\mneling  was  accomplished  without  serious  accident,  although 
the  method  required  great  care  and  attention  to  prevent  slips.  There 
was  a  noticeable  loss  of  sand,  that  could  not  be  avoided,  and  there  was 
a  slide  of  sand  at  one  place  which  caused  a  marked  settlement  of  the 
Churchyard.  The  engineers  of  the  Public  Service  Commission  ap- 
proved the  tunneling  plans  before  work  started,  and  the  contractors  are 
entitled  to  credit  for  the  manner  in  which  the  work  was  done.  The 
tunneling  beneath  the  Churchyard  was  accurately  carried  forward,  and 
the  headings  entered  the  spaces  between  the  concrete  foundation  piers 
as  planned. 

WTien  the  drift  reached  the  partial  excavation  beneath  the  building, 
the  advancing  jills,  as  they  emerged  from  the  sand,  are  shown  in 
Fig.  12. 

Fig.  13  shows  the  excavation  beneath  the  building.  The  concrete 
foundation  piers  are  seen  on  both  right  and  left,  and  the  concreted 
cross-girders  are  shown  overhead.  The  cast-iron  lining  of  the  tunnel 
can  be  seen  in  the  background.  As  the  lining  plates  were  erected,  the 
spaces  around  them  were  back-filled. 

Fig.  14  is  another  view  of  the  excavation  beneath  the  building. 
The  basement  windows  can  be  seen  through  an  opening  between  the 
concreted  cross-girders. 

Fig.  15  shows  the  east  tunnel  at  Fulton  Street,  with  the  concreted 
cross-girders,  G  5,  overhead.  At  the  top  of  the  picture  in  the  fore- 
ground is  seen  the  footing  course  of  the  Fulton  Street  wall  of  the 
building. 
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Fig.  16  is  a  view  inside  the  completed  cast-iron  lining  of  one  of  the 
tunnels.  It  shows  the  concrete  key  of  the  inside  lining  which  was 
jacked  into  place  in  advance  of  the  general  lining. 

The  work  of  underpinning  and  of  transferring  the  load  to  the  new 
piers  caused  a  settlement  of  the  building,  as  shown  by  the  surveys,  as 
follows : 

At  N.E.  Corner,  on   Vesey  Street l^i 


N.W.        -  ''        ''  -      1 


13 


"       "■         "    Church  Street  side 2^^,^ 

''    S.E.  Corner,  on  Fulton  Street 2^1 

-'    S.W.       -        -         •'  ^'       2| 

A  few  cracks  of  minor  importance  developed,  and  the  plaster 
spalled  in  some  places. 

As  shown  by  the  survey  figures,  the  settlement  was  very  uniform. 
This  even  settlement,  and  the  slight  damage  to  the  building,  resulted 
from  digging  the  pits  without  regularity,  that  is,  by  not  excavating 
them  from  one  end  of  the  building  toward  the  other. 

The  contract  price  for  this  section  of  the  subway,  extending  from  a 
point  on  Broadway,  just  north  of  Barclay  Street,  to  Church  Street,  a 
distance  of  1  030  ft.,  was  $982  740. 

The  work  of  underpinning  was  commenced  in  June,  1913.  The 
longitudinal  girders  along  the  wall  footings  and  the  cross-girders  were 
all  placed  by  February,  1914.  Both  timnels  were  completed  beneath 
the  building  by  June,  1914.  The  back-filling  under  the  building  was 
completed  and  the  basement  floor  and  rooms  restored  by  October, 
1914,  or  17  months  after  the  active  work  of  underpinning  was  started. 
The  final  restoration  of  the  property  was  delayed  by  the  work  under 
Church  Street,  requiring  the  adjustment  of  street  steam-supply  pipes, 
telephone  ducts,  sewers,  etc.,  until  April,  191G. 

The  contractors  were  Frederick  L.  Cranford,  Inc.,  and  the  work 
was  done  under  the  personal  direction  of  Mr.  F.  L.  Cranford  and 
J.  C.  Meem,  M.  Am.  Soc.  C.  E. ;  the  Superintendent  on  the  work 
was  Mr.  H.  L.  Robinson,  and  the  Assistant  Engineers  were  Messrs.  H. 
P.  Moran,  in  charge  of  the  office,  and  W.  McI.  Wolfe,  Assistant  Engi- 
neer on  field  work.    For  the  Public  Service  Commission,  Alfred  Craven, 


Fig.  11. — View  in  Advance  Heabing  of  Tunnel  Under  St.  Paul's  Chukchtaed. 


Wmbibl}. 


Fig.  12. — TuNNtL  Jills  Brraking  Into  Space  Under  Trinity  Vkstry  Building. 
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-ElAST  Tunnel  at  Fttlton  Street.     Footing  Couksb  of  Building 
IS  Shown  Overhead. 


Fig.  16. 


-View  SiiowiNG  Concrete  Key  on  Inside  of  Completed 
Cast-Ieon  Lining. 
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M.  Am.  See.  C.  E..  was  Chief  Enuineor;  Robert  Ridgwny,  M.  Am.  Soc. 
C.  E..  Engineer  of  Subway  Construction;  and  Mr.  Jesse  0.  Shipman, 
Division  Engineer.  The  writer  was  Consulting  Engineer  for  the 
Corporation  of  Trinity  Church,  and  was  assisted  in  supervising  the 
work  by  D.  C.  Johnson,  Assoc.  M.  Am.  Soc.  C.  E.,  and  Mr.  W.  E.  W. 
Moore.     The  photographs  wore  taken  by  Mr.  Edwin  Levick. 
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DISCUSSION 


Mr.  James  C.  Meem,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  has 

^^^^-  covered  the  subject  of  this  paper  so  ably  and  fully  that  very  little 
remains  to  be  said,  except  in  reference  to  the  elaboration  of  certain 
points  which  he  has  mentioned. 

The  sectional  roof  shield  method  of  tunneling  has  been  used  on 
many  important  pieces  of  work,  and  is  doubtless  familiar  to  many, 
but  the  use  of  the  "pilot-girder"  in  connection  therewith  is  new. 
This  was  made  of  two  lattice-girders,  4  ft.  high,  cross-tied  and  braced 
to  form  a  continuous  box-girder,  the  rear  members,  as  stated,  being 
carried  forward  and  placed  in  position  as  required.  The  outer  chords 
were  made  longer  than  the  inner  ones,  in  order  to  accommodate  it  to 
the  curvature  of  the  tunnel.  The  office  of  this  girder  was  to  carry  the 
falsework  over  the  bottom  excavation  between  the  heading  and  the 
completed  section  of  the  tunnel,  and  it  proved  to  be  a  very  satisfactory 
and  efficient  substitute  for  the  arched  timber  method  which  had  gen- 
erally been  used  in  connection  with  the  sectional  shield. 

Owing  to  the  shortness  of  the  radius  of  curvature  of  this  tunnel 
and  the  extreme  accuracy  with  which  the  rings  had  to  be  set  (the 
contractor  was  limited  absolutely  to  a  variation  of  not  more  than 
2  in.  at  any  point),  it  is  doubtful  whether  any  other  method  of  tunnel- 
ing could  have  been  used  so  successfully  and  advantageously. 

In  the  matter  of  the  concrete  key  in  the  roof,  which  is  shown  in 
Fig.  16,  very  satisfactory  results  were  obtained  by  filling  beforehand 
these  spaces  in  the  cast-iron  ring  above  the  key.  Heretofore,  as  far 
as  the  writer  knows,  no  satisfactory  method  of  filling  these  spaces  after 
placing  the  key  has  been  found,  except  by  grouting.  This  key  was 
placed  by  using  a  form  with  a  movable  bottom;  on  this  the  concrete 
was  placed  and  then  the  whole  mass  was  jacked  into  the  roof  space 
and  maintained  until  it  had  set. 

In  the  matter  of  the  very  limited  dependence  to  be  placed  on 
skin  friction  resistance  of  piles,  as  noted  by  the  author,  the  writer 
agrees  very  heartily.  He  believes  that  skin  friction  resistance  is  often 
mixed  up  with  bearing  resistance,  and  that,  as  a  factor  by  itself,  it 
has  very  little  value,  especially  with  smooth-bore  piles.  To  assume  a 
value  of,  for  instance,  1  000  lb.  per  sq.  ft.  for  skin  friction  resistance, 
as  many  engineers  often  do,  is  to  assume  that  the  pile  withstands  an 
external  pressure  of  approximately  2  500  lb.  per  sq.  ft.  It  is  improbable, 
however,  except  in  cases  of  very  long  piles  in  deep  fluid  strata,  that 
piles  are  ever  subjected  to  a  pressure  of  more  than  a  few  pounds  per 
square  foot,  and  if  this  is  true,  skin  friction  resistance,  of  course,  can 
be  only  a  fraction  of  this  pressure,  so  that,  as  stated,  it  may  be  neglected 
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in  nearly   all  cases.     The  pile,  undoubtedly,  derives  its  real  support     Mr. 
from  the  so-called  ''bulb  of  pressure"  at  its  base. 

Elias  Cahn,*  Assoc.  M.  Am.  Soc.  G.  E.  (by  letter). — The  writer  Mr. 
has  read  this  paper  with  great  interest,  particularly  the  part  relating  ^  °' 
to  the  tests  on  concrete  piles,  and  considers  the  Profession  greatly 
indebted  to  the  author  for  their  publication.  It  is  a  pity,  however, 
that  these  valuable  tests  were  not  extended  to  include  the  influ- 
ence of  other  factors  bearing  on  the  supporting  power  of  these 
piles  and  their  settlement  under  load,  no  less  important  than 
those  considered.  Time  is  one  of  these  factors,  and  should  not  be  neg- 
lected in  dealing  with  earth,  because  stresses  travel  so  slowly  through 
this  medium.  All  the  tests,  particularly  No.  5,  give  indications  of 
this,  but  the  time  taken  in  any  of  them,  about  1  hour,  is  very  far  from 
sufficient  to  develop  this  influence  fully.  The  depth  to  which  a  pile 
is  driven  is  also  an  important  factor. 

The  following,  therefore,  are  suggested  as  additions  to  the  author's 
conclusions : 

(8)  The  settlement  accompanying  the  development  of  a  certain 
pressure  will  be  greater,  the  longer  the  time  taken  to  develop  this 
pressure. 

(9)  A  pile  will  settle  under  the  action  of  a  constant  pressure  at  a 
rate  and  for  a  time  depending  on  the  pressure,  the  area  of  the  base 
of  the  pile,  the  kind  of  material  which  the  pile  penetrates,  and  the 
surcharge  over  the  horizontal  plane  through  the  bottom  of  the  pile. 

The  earth  immediately  under  the  pile,  when  subjected  to  the 
maximum  pressure  of  the  jack,  as  is  clearly  indicated  by  the  rebound, 
is  in  a  state  of  excessive  compression,  which  undoubtedly  decreases 
in  all  directions  from  this  point.  There  will  be  a  tendency  to  equalize 
this  compression  in  time,  thereby  reducing  that  immediately  under 
the  pile,  and  either  decreasing  its  resistance  or  causing  further  settle- 
ment. 

The  conditions  under  which  equilibrium  is  finally  obtained  and  the 
total  settlement  in  time  under  a  definite  pressure  or  load,  are  the  deter- 
minants of  what  the  safe  load  should  be,  rather  than  the  pressure  it 
is  possible  to  develop  with  the  jack  in  a  short  time. 

In  Conclusion  (5)  no  mention  is  made  of  the  effect,  on  its  sup- 
porting power,  of  the  depth  to  which  the  pile  is  driven.  This  depth, 
for  any  given  earth,  determines  the  compression  that  the  material 
under  the  pile  will  stand  permanently,  and  therefore  the  load  it 
will  support. 

The  practice  of  considering  the  safe  load  as  one-half  the  maximum 
pressure  obtained  with  the  jack,  therefore,  is  not  logical  unless  the 
depth  of  penetration  and  the  kind  of  earth  as  well  as  the  area  of  the 
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Mr.  base  of  the  pile  are  considered  in  determining  the  pressure  to  be 
°'  obtained  with  the  jack.  Aside  from  any  difference  in  the  skin  friction, 
a  pile  driven  30  ft.  into  the  earth  would  have  a  greater  supporting 
power  than  if  driven  only  15  ft.,  though  the  same  pressure  is  obtained 
with  a  jack  in  the  manner  described  in  the  paper,  simply  because  the 
earth  at  the  lower  level  will  stand  permanently  a  greater  degree  of 
compression  than  at  the  upper  level. 

The  author  has  done  more  than  his  share  in  conducting  the  tests 
recorded,  and  it  is  to  be  hoped  that  those  who  may  have  the  opportunity 
in  the  future  will  continue  where  he  has  left  off,  clearing  up  this 
matter  of  the  effect  of  time  and  of  depth  of  penetration  on  the  settle- 
ment of  a  pile  under  a  constant  pressure  after  the  earth  vmder  it  has 
been  compressed  by  a  far  greater  pressure. 

Mr.  T.  Kennard  Thomson,*  M.  Am.  Soc.  C.  E. — It  is  a  pleasure  to 

omson.  ggg   ^   well-designed   piece   of   work   well   carried   out,   and   then   well 

described;  and  the  Society  is  once  more  indebted  to  Mr.  Parsons. 

Whenever  the  writer  sees  a  "jack"  under  a  building  he  thinks  of 
the  comments  of  an  eminent  lawyer  who  was  wont  to  laugh  at  engi- 
neers for  their  careless  use  of  the  English  language,  for  he  claimed 
that  they  nearly  always  referred  to  the  process  of  "jacking  up  the 
building" ;  whereas,  they  did  not  do  anything  of  the  sort,  as  the 
method  was  to  put  a  jack  between  the  base  of  a  building  and  a  post 
or  sill  resting  on  the  ground  and  then,  by  operating  the  jack,  force  the 
post  or  sill  into  the  ground,  keeping  the  building  itself  exactly  where 
it  was,  instead  of  "jacking  it  up". 

Sentimental  reasons  against  disturbing  the  church  building  and 
graveyard  undoubtedly  entered  into  the  selection  of  this  design. 
The  contract  price,  as  stated  by  the  author,  was  $982  740  for  1  000  ft. 
Otherwise,  it  might  have  been  cheaper  to  tear  down  the  old  building 
instead  of  underpinning  it.  However,  the  occupants  of  the  building 
and  countless  thousands  of  pedestrians  gained  by  the  lack  of  disturb- 
ance of  surface  conditions. 

It  was  fortunate  in  this  case  that  two  of  the  most  dangerous 
elements,  often  encountered  in  underpinning  operations,  were  absent — 
that  is,  water,  and  bad  design  or  construction  of  the  building  to  be 
underpinned. 

The  speaker  recalls  one  building  which  caused  him  much  worry, 
due  to  its  very  defective — to  say  the  least — construction.  It  was  some 
twelve  stories  high;  the  two  lower  floors  were  supported  by  cast-iron 
and  steel  columns  of  various  shapes  and  the  floors  above  were  carried 
by  brick  walls.  The  first  joint  uncovered  disclosed  the  fact  that  two 
20-in.  beams  did  not  rest  on  the  shelf  brackets  of  the  cast-iron  columns, 
as  there  was  at  least  a  2-in.  space  between  the  bottom  of  the  I-beams 
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and  the  top  of  the  shelf,  and  although  there  had  been  provision  for       Mr. 
several  bolts  to  connect  the  flange  of  the  columns  to  the  webs  of  the      omson. 
beams,  only  one  bolt,  for  each  beam,  had  been  put  in  place — so  all 
the  support  which  the  heavy  20-in.  I-beams  had  was  one  |-in.  bolt 
each.     If  a  safe  or  any  other  heavy  article  had  ever  been  moved  over 
these  beams,  there  would  have  undoubtedly  been  a  bad  collapse. 

Needless  to  say,  the  disclosure  of  such  an  unsafe  condition  in  the 
first  joint  uncovered  caused  much  worry  about  the  possible  condition 
of  the  many  joints  in  the  building,  which  it  was  not  possible  to  uncover 
for  examination.  However,  the  building,  which  rested  on  quicksand, 
at  the  surface  of  the  ground-water,  was  safely  underpinned  by  forcing 
cylindrical  caissons  to  bed-rock  from  60  to  70  ft.  below  the  water 
surface,  through  New  York  quicksand. 

The  speaker  has  underpinned  walls  eighteen  stories  high,  by  putting 
cylindrical  caissons  down  by  the  Breuchaud  method,  through  70  ft 
of  water  and  quicksand,  and  then  constructing  a  cellar  for  the  new 
building  35  ft.  under  water.* 

In  Tinderpinning  a  six-story  building  by  jacking  down  16-in.  pipes 
imtil  they  were  supposed  to  have  reached  hardpan  (as  a  matter  of  fact 
they  offered  so  much  resistance  to  the  jacks  that  the  weight  of  the 
old  building  was  really  taken  off  the  old  foundations,  as  shown  by  hori- 
zontal cracks  in  the  brickwork),  it  was  found,  after  all  the  sand  had 
been  washed  out  of  the  cylinders  and  they  had  been  filled  with  good 
concrete,  which  should  have  made  the  underpinning  strong  enough 
to  carry  very  much  heavier  loads  than  those  to  which  they  were 
subjected  (for  the  building  was  practically  raised  by  jacking  against 
the  empty  pipes,  that  is,  before  they  had  been  filled  with  concrete) 
that  the  cylinders  actually  settled  when  the  pneumatic  caissons  were 
being  sunk  near-by,  thus  loosening  up  the  soil  around  the  pipes  and 
thereby  destroying  the  friction.  It  would  seem,  therefore,  that 
dependence  cannot  be  placed  on  such  pipes  when  the  surrounding  mate- 
rial is  likely  to  be  disturbed. 

The  author  states  that  in  the  Trinity  Vestry  Building  the  friction 
of  the  material  around  the  pipes  was  disregarded,  and  that  the  pipes 
were  treated  as  short  columns  having  all  the  load  transmitted  to  the 
base,  but  these  pipes  were  comparatively  short.  The  length  of  such 
cylinders  is  often  30  ft.  or  more;  they  are  too  long  to  be  considered  as 
short  columns,  and  offer  very  considerable  resistance,  due  to  the  friction 
of  the  earth. 

Owing  to  this  lack  of  reliability,  the  speaker  does  not  usually 
recommend  iinderpinning  with  cylinders,  unless  they  are  large  enough 
to  permit  a  man  to  enter  them  to  excavate  the  material  and  then  fill 
them  with  concrete.  A  cylinder  having  an  outside  diameter  of  30  in. 
is  about  the  smallest  that  can  be  used  for  this  purpose. 

*  A  full  description  of  this  work  was  published  in  Enr/ineering  Neius,  March  28th, 
1901. 
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Mr.  It  pays  to  use  an  ample  thickness  of  metal  in  the  cylinders,  for 

om  on.  ^^^  speaker  has  seen  them  made  so  thin  that  it  was  impossible  to 
see  the  bottom  of  the  excavation  from  the  top,  owing  to  the  warping 
of  the  pipes  while  being  jacked  down. 

On  removing  some  old  buildings  on  Wall  Street,  New  York  City, 
which,  about  14  years  previously,  had  been  underpinned  by  14-in. 
pipes  jacked  down  and  filled  with  the  best  of  concrete  (paper  bags 
having  been  used  there  also),  except  for  the  bottom  2  ft.  of  the  cylinder, 
it  was  found  that  it  had  been  impossible  to  pump  out  all  the  sand,  and 
the  concrete  had  probably  set  without  thoroughly  compressing  the  sand 
in  the  lower  2  ft.  of  the  pipe. 

This,  of  course,  would  allow  the  building  to  settle  at  least  a  few 
inches,  if  it  ever  happened  that  the  friction  of  the  soil  against  the 
pipe  was  insufficient  to  carry  the  load,  as  is  often  the  case  when  the 
soil  is  disturbed. 

In  underpinning,  as  in  other  foundation  work,  no  hard-and-fast 
rules  can  be  laid  down,  as  each  building  requires  a  treatment  of  its 
own. 

The  author  refers  to  the  rebound  of  the  cylinders  after  the  jacks 
were  removed,  and  the  method  taken  to  prevent  it.  The  usual  method, 
however,  is  to  use  steel  wedges,  either  between  steel  plates  and  beams, 
or  between  granite  wedging  blocks. 

The  speaker  tested  some  open  concrete  caissons  for  a  bridge  in 
New  Jersey  a  few  years  ago,  and  measured  the  rebound.  The  cylin- 
ders were  of  reinforced  concrete  6  ft.  6  in.  in  diameter,  having  an 
open  well,  about  3  ft.  G  in.  in  diameter  from  the  bottom  to  the  top, 
to  permit  the  material  to  be  excavated  by  clam-shell  buckets. 

After  the  caisson  had  penetrated  some  75  ft.,  and  was  resting 
on  what  was  supposed  to  be  fairly  good  sand,  it  was  filled  solid  with 
concrete  to  the  top,  which  was  87  ft.  from  the  cutting  edge,  making 
a  solid  concrete  pier,  G  ft.  6  in.  in  diameter,  from  12  ft.  above  ground 
to  the  cutting  edge. 

After  this  had  stood  for  some  time,  a  load  of  steel  rails  was  grad- 
ually applied  until  a  maximum  of  10.24  tons  per  sq.  ft.  on  the  base  of 
the  pier  was  attained. 

A  gradual  settlement  of  f  in.  resulted,  and,  when  the  load  was 
removed,  the  rebound  was  i  in.,  leaving  a  supposed  permanent  settle- 
ment of  i  in.  As  this  settlement  had  been  caused  by  applying  10.24 
tons  per  sq.  ft,  and  as  the  total  weight  of  the  bridge,  with  its  live 
load,  would  not  exceed  6  tons  per  sq.  ft.,  it  would  seem  that  the  piers 
would  be  perfectly  safe.  As  a  matter  of  fact,  however,  the  jar  of 
tlie  trains  started  fresh  settlement  in  a  number  of  the  piers,  and  this 
continued  for  about  one  year,  when  the  maximum  of  6  in.  was  reached. 
This  was  about  5  years  ago ;  and  since  then  there  has  been  no  trouble. 
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Strange  to  say.  the  piers  wliich  settled  were  those  which  were  supposed       Mr. 
to  rest  on  the  best  material. 

The  speaker  once  constructed  a  tunnel  7  ft.  in  diameter,  by  the 
poling-board  method,  under  Cedar  Street,  New  York  City,  and  then 
ran  a  branch  tvmnel  4  ft.  in  diameter  for  104  ft.  up  the  street.  The 
T-ft.  tunnel  was  just  below  the  sewers  and  other  pipes,  and  just  above 
the  water  line  at  the  bottom,  as  about  6  in.  of  very  damp  sand  had 
to  be  handled.  The  work  was  done  so  carefully  that  there  was  abso- 
lutely no  settlement  in  the  street,  and,  as  a  matter  of  fact,  nobody 
except  those  concerned  in  the  construction  knew  that  the  tunnel 
had  been  built. 

It  might  be  interesting  to  mention  the  fact  that  in  Michigan,  where 
there  are  mining  shafts  4  000  ft.  or  more  in  depth,  it  has  been  noted 
that  heavy  weights  dropped  from  the  top  of  the  shaft  never  reach 
the  bottom,  as  the  revolution  of  the  earth  causes  them  to  strike  the 
side  (always  the  same  side)  of  the  shaft,  and  become  lodged  there. 
This  was  first  noticed  when  a  very  heavy  weight  was  accidentally 
dropped  from  the  top  and  it  was  feared  that  the  men  in  the  shaft 
must  have  been  killed,  but  the  men  did  not  even  know  that  anything 
had  fallen,  because  it  never  reached  the  bottom. 

James  F.  Fouhy,*  Esq. — The  speaker  would  like  to  know  Mr.  Mr. 
Parsons'  opinion  as  to  whether  or  not  the  rebound  of  the  piles  was  due  °"  ^' 
to  looseness  at  the  joints  of  the  pile  sections.  Such  rebound  can  hardly 
be  attributed  to  loose  joints  when  the  piles  are  concreted.  The  speaker 
has  tested  numerous  piles  recently  before  placing  the  concrete  filling. 
The  sections  were  from  12  to  16  in.  in  diameter,  -^^  in.  thick,  and 
from  7  to  12  ft.  long.  Tests  up  to  40  tons  were  made  with  piles  in 
clay,  and  80  tons  with  piles  on  rock.  In  all  the  tests,  the  rebound  was 
noted,  and  it  is  not  unlikely  that  play  at  the  joints  was  responsible 
therefor. 

Charles  Eufus  Harte,!  M.  Am.  Soc.  C.  E. — The  speaker  would    Mr. 
like  to   know   whether   the   rebovmd   occurred   immediately   after   the     ^^  ^' 
pressure  was   removed,   or  whether   it  was  some  time  afterward   that 
the  piles  showed  a  tendency  to  come  up? 

In  connecting  the  Providence  Division  of  the  New  York,  New 
Haven  and  Hartford  Railroad  with  the  South  Station,  at  Boston, 
Mass.,  in  1889,  the  necessity  of  maintaining  traffic  on  the  important 
streets  crossed  led  to  the  use  of  a  pile-driver  with  very  short  leaders, 
and  sectional  piles,  which  were  made  by  sawing  ordinary  piles  into 
10-ft.  lengths  and  fitting  the  lower  end  of  each  piece  with  a  wrought- 
iron  ferrule  about  12  in.  long,  and  a  central  dowel  of  2-in.  pipe.  A 
=5pocial  drix-ing  head,  consisting  of  a  heavy  ferrule  with  a  short  section 
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Mr.  of  pile,  received  the  direct  blow  of  the  drop-hammer  and  protected  the 
■  upper  end  of  each  section;  as  soon  as  a  section  was  flush  with  the 
ground,  this  head  was  removed,  a  new  section  fitted  on  it,  the  head 
put  on  the  upper  end,  and  the  driving  continued  until  the  pile  was 
seated  in  the  hard  clay  from  40  to  60  ft.  below  the  surface.  The 
material  overlying  the  clay  was  salt  marsh  mud  stiffened  by  the  ashes, 
earth,  and  other  filling  material  with  which  the  Back  Bay  district 
had  been  reclaimed;  it  flowed  laterally  and  Vertically  as  displaced  by 
the  piles,  forming  a  mound  in  some  cases  2  or  3  ft.  higher  than  the 
original  surface,  and,  through  the  skin  friction,  opened  the  joints 
of  the  piles  already  driven,  causing  the  tops  to  come  up  in  some  cases 
nearly  1  ft. 

This  adjustment  of  pressure  extended  over  some  little  time,  but, 
as  a  rule,  if  the  piling  of  a  group  was  tapped  by  the  driver  48  hours 
after  the  last  pile  was  driven,  there  was  no  further  movement. 

With  sand,  however,  as  in  Mr.  Parsons'  case,  the  speaker  would 
not  expect  such  delayed  action.  The  Boston  fill  had  decided  elasticity, 
which  here  would  be  lacking. 

Cou'lieiiy  Joseph  A.  A.  Connelly,*  Assoc.  M.  Am.  Soc.  C.  E.— If  the  speaker 
understood  Mr.  Parsons  correctly,  he  has  stated  that  the  load  used  in 
testing  the  piles  was  from  40  to  50%  in  excess  of  the  required  load. 
He  has  also  stated  that  the  pile  was  jacked  down  under  this  excess 
load,  was  held  in  place  by  the  jack,  and  that  the  load  of  the  super- 
structure was  then  wedged  hard  down  on  the  pile,  so  as  to  prevent  any 
motion.  The  speaker  presumes  the  motion  referred  to  was  the  rebound 
of  the  pile. 

Assuming  the  required  load  on  the  pile  to  be  40  tons,  the  load  under 
which  the  pile  would  be  jacked  down  and  held  in  place  would  be  60 
tons.  The  speaker  would  like  to  know  how  a  pile  under  a  pressure  of 
60  tons  can  be  held  in  place  by  a  superstructure  load  of  40  tons.  It  is 
very  probable  that  even  40  tons  is  in  excess  of  the  load  which  the  pile 
actually  receives  from  the  building,  while  the  60  tons  is  actually  placed 
on  the  pile  by  the  jack. 

It  has  been  suggested  that  the  rebound  may  be  due  to  motion  at 
the  joints  of  the  pile,  but,  in  the  speaker's  opinion,  this  is  not  the  case. 
On  work  of  which  he  has  had  charge,  steel  casings,  filled  with  concrete, 
were  driven  to  a  depth  of  34  ft.  These  casings  were  made  up  of 
seventeen  2-ft.  sections,  and  thus  there  were  sixteen  joints  in  each 
pile.  As  in  the  cases  mentioned  by  the  author,  the  piles  rebounded 
about  i  in.  when  the  jacks  were  released.  If  all  this  rebound  was  due 
to  motion  at  the  joints,  and  was  considered  to  be  equally  divided,  the 
movement  at  each  joint  would  be  ^V  in.;  this,  in  the  speaker's  opinion, 
is  too  small  to  lend  much  support  to  the  theory  that  pile  rebound  is  due 
to  joint  motion. 
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A  statement  has  also  been  made  that  a  pressure  of  77  tons  was  sus-      Mr. 
tained  by  an  empty  pile  made  up  of  short  steel  sections;  this  pile     "'^    ^' 
resistance,  under  conditions  such  as  those  outlined  in  the  paper,  seems 
to  be  high;  one  would  be  led  to  suspect  that  an  obstruction  had  been 
encountered. 

J.  S.  Braxne,*  M.  Am.  See.  C.  E. — The  speaker  wishes  to  ask  Mr.     Mr. 
Parsons'  opinion  as  to  the  behavior  of  the  steel-cased  concrete  piles. 

It  is  stated  in  the  paper  that  the  piles  rebounded  after  releasing  the 
pressure  exerted  by  the  jack  wliich  had  forced  them  down.  It  seems 
to  the  speaker  that  this  rebound  is  due,  in  a  large  measure,  to  lack  of 
skin  friction  in  these  piles — the  surface  being  a  smooth  steel  plate — 
and  that  this  would  not  occur  in  piles  with  a  rough  surface,  as  in  a 
concrete  pile  cast  and  seasoned  before  driving,  or  even  in  a  wooden 
pile,  the  latter  having  more  or  less  knots  and  irregularities.  The  ma- 
terial through  which  the  piles  were  forced  is  stated  to  have  been  coarse 
sand,  and  this  should  have  offered  quite  some  resistance  to  rebound. 
The  speaker  believes  that,  in  a  soft  clay  soil,  there  would  be  a  rebound, 
due  to  the  elasticity  of  the  soil  and  the  lubricating  influence  of  the 
moisture  in  the  clay. 

Referring  to  the  jill  frames  which  were  driven  forward  with  jacks, 
the  speaker  would  like  to  know  how  large  a  section  of  frame  was 
pushed  forward  at  one  time,  that  is,  how  wide  a  section;  and  also  how 
much  pressure  was  required  to  push  such  section  forward?  In  case 
of  an  unusual  obstruction,  as,  for  example,  a  large  boulder,  the  speaker 
supposes  that  such  obstruction  would  be  removed  by  the  laborers  with 
picks  and  shovels. 

A.  W.  BuEL,*  M.  Am.  Soc.  C.  E. — The  speaker  would  like  to  know  Mr. 
whether  it  is  possible  that  a  part  of  the  rebound  is  due  to  the  elastic    "^ ' 
recovery  of  the  pile  itself? 

With  a  modulus  of  elasticity,   E^,  taken  at  2  000  000,  the  elastic 
recovery  of  a  pile,  14  in.  in  diameter  and  40  ft.  long,  under  a  load  of 
40  tons,  would  be  0.01  ft.,  or  J  in. 
L  =  40  ft; 
Diameter  =  14  in. ; 
Area  =  154  sq.  in.,  nearly;  and 
P  =  40  tons  =  80  000  lb. 

Then,  if  Ec  is  assumed  at  the  usual  value  of  2  000  000,  there  will 
result:  P        80  000 

J  '=■  —r'=  -^rzi~  =^  520  lb.  per  sq.  in. 
A  lo4  ' 

f  L 
Deformation  =  elastic  recovery  (nearly)  =  e  =  - — 

520  lb.  X  40  ft. 
=       2  000  000       =»MO^ft.,ori.io. 
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Mr.  The  average  final  rebound,  of  the  four  tests  in  which  it  was  recorded, 

^^ '  appears  to  have  been  0.2715  in.,  or  slightly  more  than  i  in.  The  elastic 
recovery  of  the  pile  itself  is  shown  to  be  just  about  one-half  of  this,  if 
the  modulus  of  elasticity  is  taken  at  2  000  000.-  Considering  the  con- 
ditions imder  which  the  concrete  is  placed,  it  would  not  be  surprising 
if  the  modulus  were  less  than  2  000  000,  in  which  case  the  elastic 
recovery  of  the  pile  itself  would  be  a  still  larger  proportion  of  the 
total  final  "rebound".  The  remainder  of  the  final  rebotuid — probably 
not  more  than  ^  in.,  and  possibly  less — might  be  just  as  well  described 
and  explained  as  the  "elastic  recovery"  of  the  material  supporting  the 
pile,  as  to  call  it  a  "readjustment  of  the  particles".  In  the  last  analysis, 
there  may  not  be  much  distinction  between  the  two  descriptions  or 
explanations,  but  if  the  phenomena  can  be  explained  by  the  action  of 
well  understood  properties  of  matter,  there  would  not  seem  to  be  any 
good  reason  for  seeking  new  theories. 

If  the  figures  given  by  the  speaker  are  correct,  and  the  rebound  is 
due,  in  about  equal  parts,  to  the  recovery  of  the  pile  and  of  the  material 
supporting  it,  then  both  would  be  of  about  equal  importance.  The 
records  of  the  five  tests  indicate  stress-strain  relations  not  very  dif- 
ferent from  those  characteristic  of  concrete  columns.  This  would 
naturally  be  expected,  as  both  the  concrete  and  the  supporting  material 
are  imperfectly  elastic  and,  like  the  concrete,  the  supporting  material 
probably  has  a  variable  modulus  of  elasticity. 
Mr.  H.  DE  B.  Parsons,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  will 

Parsons,  gj^^je^vor  to  make  clear  some  of  the  points  raised  in  the  discussion. 

Keplying  to  Mr.  Harte:  The  rebound  of  a  concrete  pile  occurred 
as  soon  as  the  pressure  was  removed.  In  other  words,  the  top  of  the 
pile  rose  while  the  hydraulic  pressure  was  being  relieved  from  the 
jack.     When  all  the  pressure  was  relieved,  the  rebound  ceased. 

Heplying  to  Mr.  Connelly:  Concrete  piles  used  in  subway  xmder- 
pinning  work,  as  described  in  the  paper,  are  designed  to  carry  safe 
loads,  but  are  tested  to  loads  in  excess  of  the  permanent  safe  loads. 
Thus,  a  building  pier  might  support  a  load  of  200  tons.  If  each 
pile  were  intended  to  carry  40  tons,  there  would  have  to  be  at  least 
five  piles  beneath  the  pier.  In  such  a  case,  each  pile  could  be  safely 
tested  to  a  load  in  excess  of  40  tons  and  be  held  in  place  under  such 
a  load.  When  the  last  pile  was  tested,  it  would  temporarily  relieve 
the  excess  loads  from  the  others. 

Although  there  is  nothing  in  the  paper  which  refers  to  a  pressure 
of  77  tons  on  an  empty  pile  made  up  of  short  steel  sections,  pressures 
as  great  as  this  are  sometimes  developed  in  sinking  the  empty  steel 
casings. 

Keplying  to  Mr.  Branne:  Each  jill-frame  consisted  of  three  (!  by 
J2-in.   timbers,  making  the  wooden   part  about  36  in.   in   width,  sup- 

•  New  York  City. 
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ported  on  au  iron  frame  composed  of  two  12-in.,  40-lb.  I-beams,  about 
IS  in.  centers,  as  sIioato  in  Fig.  10.  Only  one  jill-frame  was  pushed 
forward  at  a  time,  and  the  center  frame  was  kept  slightly  in  advance 
of  the  side  frames.  The  pressure  used  in  moving  a  frame  naturally 
varied  owing  to  local  resistances.  The  frames  were  moved  by  3i-in., 
hydraulic  rams,  and  the  average  pressure  to  start  a  frame  was  about 
5  000  lb.  per  sq.  in.,  but  this  fell,  as  the  frame  moved,  to  about  3  000  lb. 
per  sq.  in. 

Referring  in  general  to  the  remarks  on  the  rebound  of  the  concrete 
piles:  It  can  be  stated  that  the  rebound  was  not  attributable  in  any 
way  to  looseness  of  the  joints  of  the  steel  casings.  The  function  of 
the  steel  casings  was  to  hold  back  the  sand  and  to  act  as  a  form  for 
the  concrete.  The  loading  was  placed  on  the  concrete  and  not  on 
the  casing. 

The  reboiuid  may  be  due  in  part  to  the  elastic  recovery  of  the 
concrete,  as  mentioned  by  Mr.  Buel,  although  his  estimate  for  the 
modulus  of  elasticity  is  probably  somewhat  low.  The  rebound  appa- 
rently was  caused  by  the  particles  of  sand  under  and  aroimd  the 
foot  of  the  pile  readjusting  themselves  as  the  pressure  on  the  pile  waf 
reduced.  This  "elastic  recovery"  of  the  sand  and  the  "elastic  recovery'' 
of  the  concrete  are  probably  both  intimately  connected  with  the 
rebound,  although  with  present  knowledge  it  is  not  possible  to  tell 
how  much  is  due  to  the  one  and  how  much  to  the  other. 


Parsons. 
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SURGES  IN  AN  OPEN  CANAL 
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With  Discussion  by  Messrs.  Karl  R.  Kennison  and  Irving  P.  Church. 


Synopsis. 
This  paper  points  out  a  rational  theory  on  which  to  base  research 
into  the  question  of  the  rise  of  water  in  a  canal  following  an  inter- 
ruption of  flow,  due,  for  example,  to  a  shut-down  of  a  water-power 
plant;  it  calls  attention  to  the  analogy  between  this  surge  and  the 
phenomenon  known  as  the  "hydraulic  jump". 


This  interesting  subject  always  comes  up  in  connection  with  the 
problem  of  how  high  to  build  fore-bay  walls  to  avoid  overflow  in  case 
the  motion  of  the  water  in  a  canal  is  suddenly  arrested  by  a  short 
circuit.  Trouble  from  this  source  seems  to  be  very  infrequent,  and  yet 
a  sound  theory  for  the  computation  of  the  height  of  the  surge  wave 
has  never  come  to  the  writer's  attention.  The  reason  that  wash-overs 
have  not  been  more  common  seems  to  be  due  to  the  fact  that,  for 
ordinary  velocities,  the  surge  is  comparatively  small,  and  a  good  fair 
guess  usually  proves  a  sufficient  safeguard;  nevertheless,  it  may  be 
interesting  to  set  forth  what  appears  to  be  the  beginning  of  a  sound 
theory,  applicable  to  such  cases. 

Neglecting  friction,  in  a  smooth,  rectangular  flume,  the  sudden 
dropijing  of  a  gate  would  seem  to  cause  a  backward  rolling  wave  which 
consumes  a  part  of  the  energy  of  the  oncoming  water  in  eddy  losses, 
and  accounts  for  the  remainder  in  an  increased  depth  behind  the  wave, 


SURGES  IN  AN  OPEN  CANAL  113 

the  water  standing  still  and  level  between  the  wave  and  the  gate. 
On  this  theory,  an  equation  from  which  the  depth  of  the  water  may 
be  determined  is  expressible  through  recourse  to  the  well-known  law 
that  force  is  equal  to  the  rate  of  change  of  momentum;  for,  if  the 
depth  of  the  water  in  motion  is  d  and  that  of  the  water  at  rest  is  D, 
the  total  free  force  acting  (for  unit  weight  of  fluid  and  unit  width  of 

flume)  is ^ and,  m  the  time,  f,  durmg  which  Qt  cubic  feet  of 

water  passes,  with  a  velocity,  r,  and  also  Qt  cubic  feet  of  water  is 
projected  backward  over  the  top,  so  to  speak,  of  the  oncoming  stream, 
the  quantity  of  water  brought  to  rest  is  Dt  multiplied  by  the  velocity 
of  propagation  of  the  wave,  or, 

Q 

Dti\  =  DtX    ^        ,, 
■*  D  —  d 

the  change  of  ninmontum  is 

DQtv 


g  (D  -  cjy 
and  the  rate  of  change  of  momentum  is 

DQc 
g  (D  —  ciy 
whence, 

D^  —  cf  Ddv'' 


(1) 


2  (D  —  d)g  

from  which  D  may  easily  be  determined  by  trial. 

It  may  be  observed  that  as  velocity  is  only  relative,  the  height  of 
the  "jump"  which  takes  place  in  this  case  should  agree  exactly  with 
the  formula  for  the  "hydraulic  jump",  if  the  proper  corrections  are 
made  in  the  velocities  relative  to  the  earth,  in  such  manner  that  the 
wave  would  "stand  still"  in  the  ordinary  acceptation  of  the  term.  In 
other  words,  no  error  in  theory  is  introduced  if,  while  the  above 
phenomenon  is  in  progress,  the  whole  flume  is  regarded  as  moving, 
bodily,  with  a  velocity,  relative  to  the  earth,  equal  and  opposite  to 
that  of  the  wave  propagation ;  and  such  modifications  ought  to,  and 
do,  reveal  the  formula  for  the  ordinary  "hydraulic  jump". 

In  this  case,  the  absolute  velocity  of  the  water  approaching  the 
wave  would  be 

.      Q 
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and  the  absolute  velocity  of  the  deeper  water,  at  depth,  D,  would  be 

— =  i"j,  and  ("2  —  i'j=  r,  as  before. 

Q  D 


The  new  quantity,  Q'  =  D  x\ 


D  —  d 

The  formula  for  the  hydraulic  jump  is, 

and  as  D  and  d  are  unchanged,  we  may  substitute  for  the  foregoing 
values  of  v^,  v^,  and  Q',  their  equivalents  in  terms  of  Q  and  v,  as  follows: 

I)^  —  d^_       Q  IJ  V       _       D  d  V- 
2         "~  g  (J)  -  (/)  ~  (^D  —  d)</ 

thus  diticlosing  the  identity  of  the  two  formulas  and  justifying,  to 
some  extent,  the  reasoning  outlined  in  the  ijremises. 

To  complete  the  analogy,  it  may  come  to  mind  that,  as  water 
cannot  "jump"  unless  it  has  a  velocity  greater  than  V  gd,  it  would  be 
well  to  demonstrate  that  the  sum  of  the  velocities,  v  and  v..,  is  always 
greater  than  v  yd. 

Note,  from  Equation  (1),  that, 

v^  _  (D  +  d)  (D  —  dy 
(J  ~  2  D  d 

and  we  are  to  show  that 


that  is,  that 


"  +  ^'3  '>i'  -jyzij  >  ^  'J'' 


»/         d  (D  ~  dy 


g    ^  U' 


or,  eliminatnig  — ,  tliat 


D  +  d 


2  d      ^   I) ' 


> 


which  is  obvious  so  long  as  JJ  >  d. 

The  surge,  S,  above  the  level  of  the  quiet  water  previous  to  its  accel- 

eration  into  the  canal  (Mitranco   is   evidently  equal   to   /)  —  d  —    - — , 

^  9 

and  it  may  be  shown  by  calculus  mc^thods  that  the  maxiniuui  possible 
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value  of  .S  is  equal  to  0.71-id,  which  occurs  for  a  critical  velocity  of 
V  =  7.448  Vd. 

Modifications  Involving  Friction. — It  now  seems  clear  that  Equation 
(1)  represents  the  relation  between  the  depths  on  each  side  of  the 
backward  rolling  wave  when  friction  is  neglected.  Without  attempt- 
ing to  go  further  into  the  subject  at  this  time,  it  may  be  stated, 
nevertheless,  that  the  surge  probably  cannot  exceed  the  value  of  8 
derived  from  this  equation,  when  friction  is  taken  into  account.  On 
the  other  hand,  there  would  seem  to  be  little  danger  of  extravagance 
if  the  height  of  the  canal  and  forebay  walls  was  regulated  by  the 
foregoing  considerations. 
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DISCUSSION 


Mr.  Karl  E.  Kennison,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The 

ennison.  ^^^j^Qj-'g  determination  of  the  height  of  the  surge  in  an  open  canal, 
following  a  sudden  interruption  of  the  flow,  appears  to  be  based  on 
sound  theory.  It  is  particularly  interesting  to  the  writer  on  account 
of  the  intimate  relationship  between  this  surge  and  the  hydraulic 
jump,  the  discussions  of  which  are  published  with  the  writer's  paper 
''The  Hydraulic  Jump,  In  Open-Channel  Flow  at  High  Velocity".! 
The  author's  treatment  of  the  hydraulic  theories  involved  is  complete, 
and  requires  little  to  be  said  in  addition.  The  same  conclusions,  how- 
ever, may  be  reached  in  a  diiierent  way,  at  the  same  time  bringing 
out  some  interesting  characteristics  of  the  hydraulic  jump  which  were 
suggested  by  reading  this  paper;  also,  a  formula  for  the  canal  surge 
is  submitted  herewith  which  is  simpler  than  that  deduced  by  the 
author. 

There  are  points  of  difference  between  the  ordinary  hydraulic  jump 
or  standing  wave  and  the  author's  receding  wave  which  at  first  seem 
inconsistent,  but  which  are  really  in  agreement.  It  has  already  been 
shownf  that  in  an  open  channel,  carrying  a  certain  quantity  of  water 
under  a  certain  head,  there  are  only  two  surface  levels  at  which  the 
water  can  flow  steadily.  If  the  velocity  is  less  than  V^  X  depth,  it 
is  flowing  at  the  upper  alternative  stage,  and,  if  a  dam  of  the  proper 
height  is  interposed,  it  will  drop  to  the  lower  alternative  stage.  If 
the  velocity  is  greater  than  yjg  X  depth,  it  is  already  at  the  lower 
stage,  and  may  jump  to  the  upper  stage  by  meeting  either  an  obstruc- 
tion, which,  if  of  the  right  height  and  smoothness,  may  avoid  all  but 
incidental  eddy  losses,  or  a  change  in  channel  conditions  sufficient 
to  cause  the  normal  jump  with  its  eddy  losses,  as  ordinarily  observed. 
The  question  may  arise:  how  can  the  level  in  a  low- velocity  canal, 
which  is  already  at  the  upper  alternative  stage,  jump  any  higher  on 
the  sudden  closing  of  a  gate,  even  higher  than  the  level  of  quiet  water 
before  its  acceleration  into  the  canal  entrance,  as  tlie  author  states'? 

The  explanation  is  that  the  conclusions  previously  drawn,  with 
reference  to  the  hydraulic  jump,  assumed  that  the  jump  was 
in  every  case  stationary,  not  moving  up  or  down  stream.  Now, 
if  this  standing  wave  travels  along  the  channel,  we  may,  since 
velocity  is  only  relative,  correct  all  the  velocities  by  an  amount 
equal  to  the  velocity  of  the  wave,  and  then  the  conclusions  re- 
garding the  hydraulic  jump  apply  correctly  to  all  such  moving  waves. 
For  example,  a  suddenly  interrupted  canal  flow,  though  flowing  appa- 
rently at  the  upper  low-velocity  stage,  is  approaching  the  (receding) 
wave  at  so  high  a  relative  velocity  that  it  is  relatively  at  the  lower 

•  Providence,  R.  L 

^Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX,  p.  338. 
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stage  and  capable  of  jumping:  higher.     In  fact,  when  we  consider  the      Mr. 

1-  -111  ^1  X  -xjj;  Kenmson. 

standing    wave    or    jump    as    movable    along    the    stream,    instead    oi 

stationary,  there  are.  instead  of  two,  an  indefinite  number  of  possible 

water  levels.     It  can  even  be  shown  that  absolutely  still  water  in  an 

open   channel   can   theoretically  be  made  to  drop  to   any  lower   level 

or  to  rise  to  any  higher  level  by  the  passage  of  a  standing  wave. 

This  relationship  between  the  hydraulic  jump  and  the  surge  in  an 
open  canal  is  alreadj'  clear  to  one  who  has  followed  the  author's 
admirable  mathematical  analysis.  At  the  risk  of  some  uninteresting 
repetition,  an  attempt  is  made  to  say  the  same  thing  in  a  different  way, 
and  also  to  show  graphically  some  peculiarities  of  the  hydraulic  jump 
and  its  relation  to  the  canal  surge.  The  writer  has  found  that  ele- 
mentary diagrams  like  these  are  often  helpful  in  getting  a  clear  idea 
of  the  subject. 

In  Fig.  1,  two  smooth  obstructions  or  dams  are  assumed  to  be  kept 
a  uniform  distance  apart  and  moved  along  the  bottom  of  a  rectangular 
flume  containing  still  water,  with  the  result  that  the  water  level 
drops,  as  sho\vn,  and  rises  again  to  still  water,  neglecting,  of  course, 
friction  and  incidental  eddies.  The  dimensions  are  chosen  so  that 
direct  comparison  may  be  made,  if  desired,  with  Figs.  3  to  8  in  the 
writer's  paper,  "The  Hydraulic  Jump,  In  Open-Channel  Flow  at  High 
Velocity".  Higher  dams  moved  at  lower  velocity  would  cause  a  drop 
lower  than  shown,  and  lower  dams  at  higher  velocity  a  drop  not  as 
low.  The  same  height  of  dams,  moved  much  more  slowly  than  shown, 
would  cause  only  a  local  depression  over  each  dam.  They  could  not 
be  moved  faster  without  raising  the  level  of  the  still  water  ahead, 
vmtil  their  velocity  is  increased  to  that  shown  in  Fig.  2.  Then  the 
water  would  rise  theoretically  as  shown  and  drop  again  to  still  water, 
neglecting  friction  and  incidental  eddies,  which,  of  course,  would 
actually  be  considerable  at  this  velocity.  In  Fig.  3,  one  of  the  dams 
is  replaced  by  a  gate;  and,  in  Fig.  4,  the  other  dam  is  removed,  result- 
ing in  a  case  exactly  similar  to  the  suddenly  interrupted  canal  flow 
described  by  the  author. 

All  velocity  being  relative,  the  absolute  velocities  in  Fig.  4  are 
also  expressed  relative  to  the  velocity  of  the  standing  wave,  illustrating 
the  normal  hydraulic  jump,  and  also  relative  to  the  gate,  illustrating 
the  canal  surge.  These  four  figures  are  not  necessary  to  show  this 
relation,  but  they  may  prove  interesting  in  a  study  of  the  hydraulic 
principles  involved. 

It  is  apparent,  therefore,  that  to  find  a  general  expression  (neglect- 
ing friction)  for  the  resulting  depth,  D,  in  a  channel  of  rectangular 
cross-section  in  which  the  water,  flowing  with  depth,  d,  and  velocity, 
V,  is  suddenly  checked,  it  is  merely  necessary  to  take  Professor  Unwin's 
formula  for  the  hydraulic  jump,*  which  is  in  excellent  agreement  with 

*  TransactioriH,  Am.  Soc.  C.  E.,  Vol.  LXXX,  p.  410. 
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Mr. 
Kennison, 


experiment  and  is  apparently  based  on  sound  theory,  and  substitutes 
for  the  velocity  before  the  jump  its  value  in  terms  of  the  difference 
in  velocities  before  and  after  the  jump.  The  result  checks  exactly 
with  the  equation  deduced  independently  by  the  author.     Since  this 


RECTANGULAR  FLUME 


FRICTION  NEGLECTED 


5.2'Z  ft.  per  sec. 

Fia.  1.— Dams  A  and  B  moved  through  still  water. 


Fig.  2. -Same  as  Fig.  1,  except  that  A  and  B  are  moved  about  si.\  times  as  fast. 


31.1  It.  per  sec. 

Fig.  ;j.-Saiae  as  Fig'.  2,  except  that  B  is  replaced  by  gate  moving  about  hall'  as  fast. 


17.4  ft.  P'M-  sec. 


(or  15.0  fl.  \n 


J  Still  Water 

^  (or  :i2.t  ft.  per  see.) 

I  for  1".  1  ft.  |)er  Het.  ^ 


(or  Htationury) 
(  or  l.'i.U  ft.  per  sec.) 


(or  slali- 


All  tluco  sets  of  velocltlee 
arc  the  same  relatively. 
Those  In  first  parcntlicses 
satisfy  the  eimatlon  of  the 
hyiliMiilic  jump.  Those  In 
secoiiil  parentheses  repre- 
sent case  of  sucUlealy 
Interrupted  flow. 


Fifj.  1.  -Same  as  'Pig.  3,  except  that  A  is  removed  s<>  t  hat  jump,  instead  of  oocuring 
witliout  U)ss  of  head,  oontains  the  normal  jump  losses,  the  surface  is  not  lifted  so  higli, 
and  the  standing  wave  travels  faster. 

is  a  cubic  equation,  it  cannot  be  solved  easily,  except  by  trial,  i  lit.' 
following  simple  equations  will  probably  be  found  more  convenient. 
They  are  not  mathematical  etjuivalents  of  the  Unwin  quadratic  equa- 
tion f(jr   the  hydraulic  jump  and  the  author's  cubic  equation  for  the 
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canal  surge,  but.  as  shown   by   Table  1,  for  all  reasonable  uses,  the      Mr. 
error  is  well  within  the  precision  attainable  in  hydraulic  computations 
of  this  nature,     d  is  the  depth,  in  feet,  and  v  is  the  velocity,  iu  feet 
per  second,  in  a    rectangular  (frictionless)  flume.    D  is  the  depth  after 
the  jump. 

For  the  hydraulic  jump  or  standing  wave: 

D  =  —^ 0.45(7 (1) 

4 

For  the  receding  wave  caused  by  sudden  interruption  of  flow: 


B  = 


+  0.99  d (2) 


TABLE  1. — Approximate  Values  of  D 


d. 


Irving  P.  Church,*  Assoc.  Am.  Soc.  C.  E.  (by  letter). — As  regards    Mr. 

the  very  interesting  problem  involved  in  this  paper,  on  the  surge  pro-  ^*^"'"^^- 

duced  in  a  nearly  level,  open  canal  of  rectangular  section,  in  which 

water  is  initially  flowing  with  uniform  velocity,  when  a  vertical  gate 

is  suddenly  dropped  and  completely  closes  the  channel,  the  writer  recalls 

no  prior  treatment  in  English,  except  as  found  on  the  last  page  of 

an  article  by  Mr.  Ford  Kurtz. f    In  his  treatment,  however,  in  applying 

the  method  involving  "change  of  momentum"  Mr.  Kurtz  inadvertently 

used  the  mass  of  the  flow  per  second  of  the  water  approaching  the 

advancing   surge   and   as   yet   unaffected   by   it,   instead   of   the   mass 

suffering  impact  per  second,   in  forming  his  expression   for  the  rate 

y  b  h,  i\ 
of  change  of  momentum  ;  that  is  (in  his  notation),  he  wrote 


instead  of X 


9 
Had  he  used  the  latter  expression,  he  would 


g  t 

have  arrived  at  a  result  identical  with  Mr.  Johnson's  Equation  (1). 

Turning  to  French  sources:  Flamant:}:  gives  the  following  demon- 
stration   (here    modified    for    a    channel    of    rectangular    section,  and 

•  Ithaca,  N.  Y. 

■!■  "Application  of  Newton's  Second  Law  of  Motion  to  Certain  Hj-draulic  Problems". 
The  Cornell  Civil  Engineer,  January,  1916.  Published  at  Cornell  University,  Ithaca, 
N.  Y. 

t  "Hydraulique",  p.  415,  Second  ed.,  Paris,  1900. 
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Church 


constant  width,  h,  and  with  some  of  the  notation  of  the  present  paper). 
See  Fig.  5. 

Let  AB  he  a  rigid  vertical  plate,  or  gate,  entirely  closing  the  end 
of  a  straight  horizontal  channel  of  rectangular  section  and  constant 
width,  b,  which  contains  water  at  rest,  extending  indefinitely  to  the 
right,  and  of  depth,  d.  The  plate  is  at  right  angles  to  the  sides  of 
the  channel.  Let  the  plate  now  assume  instantaneously  a  velocity  of 
U  feet  per  second  toward  the  right,  this  velocity  being  then  maintained 
at  constant  value.  The  water  near  the  plate  acquires  (in  small  install- 
ments) the  same  velocity,  U,  and  is  heaped  up  in  front  of  it  with  a 
flat  top  and  constant  depth,  D,  the  front  edge,  CC,  of  this  wave 
(wave-front)  moving  toward  the  right  with  some  constant  velocity,  V. 
Let  D  —  d,  or  the  height  of  the  wave,  be  denoted  by  h.  If  y  is  the 
weight  of  a  cubic  unit  of  water,  the  total  horizontal  pressure  (above 

atmospheric)  between  the  plate  and   the  raised  water  is  ~ ;  and, 

similarly,  that  between  the  vertical  face,  CE,  of  the  water  just  under 

■,       -,2 

the   wave-front  and  the  (as  yet)  stationary  water  on  its  right  is  ~ . 


Fig.  5. 

Let  us  now  trace  the  motion  for  the  first  second  of  time.  At  the  end 
of  this  second  the  plate  is  at  A'  B' ,  having  moved  a  distance  AA'  =  U, 
tlie  wave-front  is  at  C,  at  a  distance  AC  =  F,  from  AB,  and  tlie 
parallelepiped  of  water,  A"C"CEB'A'A"  has  a  velocity,  U  (the 
water  on  the  right  being  still  at  rest)  ;  while  at  the  beginning  of  this 
second,  the  plate  being  at  AB,  tliis  same  mass  of  water  formed  the 
l)arA\Mo\n\H)c],  ACEIiA,  and  bad  a  velocity  of  zero.  The  change  of 
momentum  brought  about  in  this  mass  during  the  first  second,  therefore, 

IS (U  —  0),   wbicb   is  also  the   rate  of  change  of  monuMitum, 
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since  the  time  concerned  is  a  unit.     Hence,  equating  the   sum  of  the     Mr. 
horizontal  components  of  the  external  forces  to  the  rate  of  change  of 
momentum  in   a  horizontal  direction  (neglecting  friction  on  the  bed), 
we  have 

rbP'     r  b  d'     r  v  b  a 

~^  2- T"  ^ ^^) 

Water  being  incompressible,  we  have  also:  volume,  AA'B'B  =  that 
of  the  horizontal  'aamina",  A^C'CA'A";  whence 

Ud  =  (V  —  U)  (D  —  d) (3) 

or, 

UD  =  V(D  —  d) (3a) 

that  is,  replacing  D  —  d  hy  Flamant's  symbol,  h  (height  of  wave),  we 
may  also  write 

Ud  =  (V  —  U)h (3&) 

and 

UD  =  Vh (3c) 

Eliminating  U  by  means  of  Equations  (2)  and  (36),  and  writing 
h  for  D  —  d,  we  may  solve  for  V,  obtaining 

F  =  Jg[d+|A  +  ^-xi'] (4) 

or,  approximately,  since  the  last  term  within  the  brackets  is  generally 
quite  small  compared  with  those  preceding, 

V  =  ^g[d  +  ^h] (4a) 

ding     1  +  —  X  —  p,  and  retaining  only  the  first  two 


or  agam,  expan — „  ,  .    ,    g  "  ^^ 


h 


terms  of  the  converging  series  (that  is,  neglectmg  (  ,  )  and  higher  pow- 
ers as  compared  with  the  first  two  terms),  we  derive  another  approximate 
relation,  viz.: 

^=   [l+  ^X~]\/fd (4a)' 

Flamant  does  not  attempt  to  solve  for  the  wave  height,  h,  in  terms 
of  U  and  d.  but  is  principally  interested  in  the  value  of  F,  the  velocity 
of  wave  propagation  ;  but,  if  we  substitute  in  Equation  (2)  the  value  of 
F  derived  from  Equation  (3a),  there  is  obtained 

^ —  =  7T ;  X  — (5) 

2  D  —  d        g  ^  ^ 

a  cubic  in  D,  if  D  (and  finally  h,  —  D  —  d)  m  sought ;  U'and  d  being 
given. 
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Mr.  Leaving  Flamant's  demonstration,  it  is  noted  that,  relatively  to  the 

Church.  j^Q^ijjg  plate,  the  still  water  on  the  right  of  CE  has  a  velocity  toward 
the  plate  (call  this  velocity  v)  equal  to  U ;  and,  similarly,  that  the 
velocity  (call  it  ^3)  of  the  wave-front,  C'CE,  relatively  to  the  moving 
plate,  is  A  G,  that  is,  7  —  U,  away  from  the  plate.  It  follows,  there- 
fore, that  in  case  the  water  in  the  open  channel,  with  depth,  d,  has 
originally  a  velocity  of  v  feet  per  second  toward  the  left  and  the 
plate  is  suddenly  dropped,  so  as  to  block  completely  the  flow  toward 
the  left,  and  remains  fixed  in  that  position,  the  values  of  the  wave- 
front  velocity,  v^,  and  of  D  (or  of  wave  height,  li),  become  determin- 
able by  simply  substituting  v  for  TJ,  and  ^^3  +  ^  fo^"  ^>  i^  ^^^  preceding 
equations,  v^,  therefore,  is  the  velocity  of  the  wave-front,  or  surge, 
and  D  is  the  depth  of  the  (now  motionless)  water  between  the  plate 
and  the  wave  front.  This  conception,  by  which  the  solution  of  the 
surge  problem  may  be  based  on  that  of  the  plate  advancing  against 
still  water,  is  introduced  by  the  French  engineer,  Bazin,  in  a  report 
(to  be  referred  to  later)  on  the  experimental  investigation  of  both 
cases. 

In  this  way,  then,  we  obtain  for  the  problem  of  the  surge  wave 
dealt  with  by  Mr.  Johnson, 

^_^        ^^   xil («) 

2  D  —  dg  ^  ^ 

(which  checks  the  author's  Equation  (1)),  and 

In  these  equations,  and  also  in  all  subsequent  formulas,  the  author's 
notation  is  used,  with  the  addition  of  /t  =  P  —  d.  We  may  also 
set  down  for  this  case  the  approximate  relations  (see  Equations  (4o) 
and  (4a)') : 

^3  =  \|  fi'  [^^  +  4"  ^]  ~ " ^^^ 

and  V3  -  [1    +  4  X   7)-]  ^^^  —  '■ (•^) 

As  regards  solving  separately  for  the  height  of  surge,  /i,  or  D  —  d, 
we  may  write  v^  -\-  v  for  F,  and  f  for  TJ,  in  Flamant's  Equation  (2), 
combine  with  Equation  (D),  and   then   solve   the   resulting  quadratic  ; 

whence,  if  v  A —  be  denoted  l)y  k\  there  results 

/i  =  -^  r  V  1(5  iX'-+  S  klP^k^  +  -U  —  4  (/] (10) 

as  a  fair  approximation  when  /(  is  small  compared  with  d. 
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We  have,  also,  from  Equation  (3&)  Mr. 

Churc^. 
vd  =  v^h (lOo) 

In  his  report*  to  the  French  Academy  of  Sciences  on  an  experi- 
mental investigation  of  the  propagation  of  waves  in  open  channels, 
Bazin  gives  the  data  and  results  of  Bidone  (1824)  in  the  same  field 
as  well  as  Darcy's  (1856).  Bidone's  experiments  were  performed 
on  a  very  small  scale,  his  channel  being  only  about  2  ft.  wide  and 
about  -40  ft.  long  in  which  to  create  and  observe  the  wave  phenomena; 
whereas  Darcy  and  Bazin  made  use,  not  only  of  an  experimental 
channel  about  6.5  ft.  wide  and  more  than  1  000  ft.  long,  with  depths 
of  water  of  2  ft.  and  less,  but  also  of  a  straight  reach  of  a  navigation 
canal,  some  3  000  ft.  long  and  30  ft.  wide,  with  depths  as  great  as  3  ft., 
as  well  as  of  a  smaller  basin  20  ft.  wide. 

Such  being  the  fairly  large  scale  on  which  the  Darcy  experiments 
were  made,  it  has  always  seemed  remarkable  to  the  writer  that  Bidone's 
results  should  be  quoted  so  frequently  in  American  books  on  hydraulics, 
with  little  or  no  mention  of  Darcy's  (in  this  field  of  wave  motion, 
standing  waves,  etc.). 

According  to  this  report  of  Bazin's,  Bidone  derived  the  following 
relations  from  his  experiments  with  surges  going  up  stream  and 
caused  by  the  abrupt  closing  of  a  transverse  gate  in  moving  water, 
channel  rectangular,  viz. : 

,^'jL±±xf (11) 

h  2  (J 

which  mav  be  written  h  —  — 1-  ^    — s h  -r    (12) 

2  g  L  2         \      ir  4-1 


aud  h^T- (13) 


V  d 

T 

As  to  the  formulas  based  by  Bazin  on  the  Darcy  experiments,  let  us 
first  note  that  in  1844  J.  Scott  Russell  presented,  at  the  Fourteenth 
Meeting  of  the  British  Association  for  the  Advancement  of  Science, 
an  account  of  his  interesting  experiments  on  the  "wave  of  translation" 
in  still  water.  These  were  made  on  quite  a  small  scale,  in  a  channel 
of  rectangular  section,  and  led  to  the  formula,  V  =\/  g(d  -\-  h),  for 
the  velocity  of  the  wave.  (Compare  with  Flamant's  Equation  (4a).) 
This  result  was  verified  very  satisfactorily  by  the  Darcy  experiments 
on  the  same  phenomenon,  these  being  made  on  a  much  larger  scale. 
Bazin,  therefore,  adopted  this  formula,  modified  to  suit  the  altered 
conditions,  as  a  foundation  for  an  expression  for  the  velocity  of 
wave  propagation  for  the  case  now  under  discussion  (sudden  complete 

•  "Recherches    Hydrauliques"  ;    by    Darcy    and    Bazin,    Deuxifime   Partle     Paris 
1865. 
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Mr      closing   of   a   gate   across   a   rectangular   channel   containing    moving 
water).     That  is,  he  first  wi-ites 

"3  =  Vfif  ((i  +  h)  —  V (14) 

and  then  eliminates  h  by  the  aid  of  the  relation, 

h  v^  =  V  d (15) 

see  Equation   (10a).     The  resulting  cubic  in  v^  can  be  factored,  and 
yields  one  positive  root,  viz. : 

v,  =  ^g(cl  +  ^^)-^ (16) 

But,  experiment  showing  a  somewhat  larger  value  for  h  in  terms 
of  V3  than  as  given  by  Equation  (15),  he  modifies  the  algebraic  rela- 
tions on  that  basis  and  finally  obtains,  as  fairly  justified  by  experiment, 

"3  =  SJj-  +</'?  — -g  V (10 

and,  as  an  average, 

.=1:^ (18) 

As  it  may  be  of  interest  to  compare  the  results  obtained  from  these 
various  formulas,  let  us  take  the  data :  1;  =  4  ft.  per  sec,  and  d  =  4  ft., 
to  find  both  v^  and  h  (that  is,  D  —  d).  The  results  are  shown  in 
Table  2. 

TABLE  2. 


Equation  from  which  derived. 

/I, 
in  feet. 

in  feet  per  second. 

Equation  (6),  Johnson 

1.518 

't'.hk' 

l..';44 
i'.9.V 

(7)          "        

(8) 

10.58 
10.22 

(9) 

10.56 

(10) 

(12),  Bidone 

(13)         "       

10.89 

(17),  Bazin 

9.92 

(18)        "    

Bazin  calls  attention  to  an  important  fact  which  escaped  the 
attention  of  Bidone:  that  the  height  of  wave  at  the  wave-front  itself 
is  somewhat  greater  than  that  of  the  portion  of  water  boliind.  Bazin's 
formula  seems  to  provide  for  this. 
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THE  PROPERTIES  OF  BALSA  WOOD 

( Och  ro  ma  Lagop  us )  * 
Bv  E.  C.  Carpenter,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  A.  P.  Lundin  and  Leonard  M.  Cox. 


Synopsis. 


Balsa  wood  grows  extensively  in  the  Central  American  and  northern 
South  American  States  as  a  second-growth  tree.  It  is  the  lightest 
wood  known,  so  far  as  any  evidence  attainable  is  concerned.  This  paper 
shows  the  microscopical  structure  and  also  gives  various  tests  of  its 
transverse  and  compressive  strength.  The  material  is  composed  of 
very  thin-walled  cells,  which  are  barrel-shaped,  interlace  with  each 
other,  and  are  almost  devoid  of  woody  fiber.  These  cells  are  filled 
with  air,  making  a  natural  structure  well  adapted  to  prevent  the  trans- 
mission of  heat,  because  of  the  particles  of  air  imprisoned  in  the 
material  without  interconnecting  fibers.  Various  tests  of  the  insulat- 
ing properties  for  resisting  the  flow  of  heat  are  given. 

Balsa  wood  has  been  used  quite  extensively  in  the  past  as  a 
buoyancy  product  for  life  preservers  and  in  connection  with  the  fenders 
of  life-boats  and  rafts.  Its  life  is  short,  under  ordinary  conditions, 
unless  treated  with  antiseptic  or  preservative  material.  There  is 
promise  that  it  will  have  a  field  of  usefulness,  in  the  lines  referred 

•  Presented  at  the  meeting  of  June  7th,  1916. 
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to,  which  must  make  it  of  considerable  interest  to  the  engineer  who 
requires  either  insulating  material  or  buoyancy  products. 


Very  little  information  is  available  respecting  the  wood  of  the 
balsa  tree,  which  has  recently  been  applied  to  several  practical  uses, 
and,  as  it  possesses  properties  which  make  it  valuable  for  many 
engineering  purposes,  the  writer  has  thought  it  of  sufficient  interest  to 
warrant  the  publication  of  the  information  which  he  has  obtained 
regarding  it.  His  interest  in  the  wood  was  excited  as  the  result  of 
investigations  as  to  its  properties  undertaken  more  than  a  year  ago, 
and  recently  also  by  a  visit  to  the  Isthmus  of  Panama,  where  it 
grows  extensively.  The  wood  is  remarkable:  first,  as  to  its  lightness; 
second,  as  to  its  microscopical  structure;  third,  as  to  the  absence 
of  woody  fiber;  fourth,  as  to  its  elastic  character,  in  the  sense  of  recov- 
ery from  transverse  deformation;  and  fifth,  for  its  insulation  qualities 
for  heat.  It  is  the  lightest  wood  commercially  useful,  so  far  as  the 
writer  has  been  able  to  ascertain,  and  it  has  considerable  structural 
strength,  which  makes  it  suitable  for  a  fairly  extensive  use. 

The  Weight  of  Balsa  Wood. 

Balsa  wood,  when  thoroughly  dried,  has  a  specific  gravity  of  0.11. 
For  reference.  Table  1*  shows  the  relative  weights  of  various  woods. 
Until  recently,  Missouri  cork  wood,  weighing  18.1  lb.  per  cu.  ft.,  was 
supposed  to  be  the  lightest,  but  recent  investigations  indicate  that 
balsa  wood  is  much  lighter,  having  a  weight  of  7.3  lb.  per  cu.  ft. 
The  ordinary  commercial  balsa  wood  is  seldom  perfectly  dry,  and, 
because  of  the  moisture  content,  its  weight,  as  appears  from  a  number 
of  investigations  made  by  the  writer,  will  usually  be  between  8  and 
13  lb.  per  cu.  ft.  As  will  be  seen  from  Table  1,  however,  it  is  much 
lighter  than  cork. 

Cellular  Structure  of  Balsa  Wood. 

The  cellular  structure  of  balsa  wood,  as  exhibited  under  a  micro- 
scope, differs  from  that  of  any  other  wood  known  to  the  writer.  All 
engineers  know  that  wood  is  made  up  of  a  series  of  interlacing  cellular 
bodies  of  microscopic  size  which,  when  joined  together,  form  fibers 
which  extend  both  radially  and  longitudinally.     These  cellular  fibers 

•  From  the  Bulletin  of  the  Missouri  Botanical  Garden,  August,  1915. 
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are  interlaced,  and.  by  their  form  and  arrangement,  give  the  wood 
it«  strength  and  physical  properties.  In  ordinary  woods  the  thickness 
of  the  walls  of  the  cells  is  generally  a  considerable  proportion  of  the 
diameter.  The  cells  which  are  parallel  to  the  axis  of  the  tree  are 
made  up  principally  of  woody  fiber;  those  which  extend  in  a  radial 
direction  usually  have  a  cellulose  structure  with  little  woody  fiber, 
and  are  defined  as  "medullary  rays,"  or  pith  cells,  because  of  their 
position  and  composition.  The  microscopic  structure  of  all  the  woods 
involves,  in  addition,  the  existence  of  ducts  or  vessels  scattered  through 
the  wood  in  a  longitudinal  direction ;  these  serve  as  a  circulatory 
system  for  the  transmission  of  liquids  and  gases  during  the  growth 
of  the  tree. 

TABLE  1. — Weights  of  Woods. 


Common  name. 

Scientific  name. 

Weight,  in  pounds 
per  cubic  foot. 

Balsa           

7  3 

Cork 

(Bark  from  cork  oak,  Quercus  suber) . . . 

13  7 

18.1 

23  7 

26  3 

28  0 

32  4 

35  5 

40  5 

43.0 

43  6 

45.0 

Rohinia  pseudo  acacia 

45  5 

46  8 

Carya  alba 

54  2 

60  5 

70  5 

71  0 

73  6 

81  0 

Figs.  1  to  6  are  reproductions  from  micro-photographs  of  balsa 
(Ochroma  lagopus).  Figs.  1  and  2  show  cross-sections.  Figs.  3  and  4 
radial  sections,  and  Figs.  5  and  6  tangential  or  longitudinal  sections. 
In  these  illustrations,  the  ducts  or  vessels  are  denoted  by  (a),  the 
medullary  rays  by  (6),  and  the  barrel-shaped  cells  which  constitute  the 
longitudinal  fiber,  by  (c). 

To  W.  W.  Rowlee,  Professor  of  Botany  in  Cornell  University,  who 
assisted  in  the  investigations,  the  writer  is  indebted  for  the  micro- 
photographs  and  also  for  the  following  botanical  description: 

"Gross  Characteristics. — In  general  appearance,  balsa  wood  re- 
sembles basswood.    As  shown  by  the  accompanying  micro-photographs, 
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Figs.  1  to  6,  its  medullary  or  pith  rays  (6)  are  uniformly  spaced,  and 
are  quite  prominent  in  both  the  radial  and  cross-sections.  In  the 
radial  sections,  Figs.  3  and  4,  they  appear  much  as  in  maple  or  syca- 
more, as  well  as  basswood,  but  lack  the  hardness  and  susceptibility  to 
polish  possessed  by  these  woods.  The  ducts,  pores,  or  vessels,  shown  at 
(a),  are  large  and  remote  from  each  other,  and  occur  singly,  or  in 
groups,  in  the  strands  between  the  pith  rays  (6). 

"The  lightness  of  the  wood  is  one  of  its  most  striking  features. 
This  is  due  to  the  thinness  of  the  walls  of  the  elements.  There  is 
rather  indistinct  evidence  of  annual  rings  in  the  cross-section.  In 
the  specimens  studied,  the  regular  concentric  rings,  so  characteristic 
of  trees  of  temperate  regions,  do  not  show. 

"Minute  Structure. — The  pith,  or  medullary  ray  cells  (h)  have 
normal  position  and  form,  but  the  cells  are  not  elongated  radially 
to  so  great  an  extent  as  is  usually  found  in  woods.  The  ducts  (o) 
are  large,  with  rather  thin,  pitted  walls.  Woody  fibers  of  the  ordinary 
sort  seem  to  be  absent  in  this  wood,  their  place  being  taken  by  a  cellu- 
lose tissue  (c)  very  much  like  the  thin-walled  tissue  of  the  pith  and 
cortex  of  ordinary  trees. 

"The  cells  (c)  making  up  this  tissue  are  barrel-shaped,  whereas 
woody  fibers  are  taper-pointed  and  relatively  much  longer.  The  most 
remarkable  thing  about  them,  however,  is  their  exceedingly  thin, 
unlignified  walls.  A  section  of  the  tissue  in  question,  examined  under 
a  microscope,  would  not  be  taken  for  wood,  but  rather  thin-walled 
cells  or  'parmchyma'  from  the  pith  or  cortex  of  a  stem.  The  only 
lignified  part  is  the  wall  of  the  duct,  and  that  is  relatively  weak. 
"Conclusions. — 
"1. — The   gross    structure   of   balsa    wood    is    in    appearance   like 

basswood,  poplar,  or  willow. 
"2. — Its  weight  shows  that  it  is  fundamentally  different  from  these. 
"3. — Its  minute  anatomy  is  radically  different  from  any  wood  known 

to  the  writer. 
"4. — What  correspond  to  the  woody  fibers,  shown  at  (c),  are  not 

lignified.     They  are  very  thin-walled  and  soft. 
"5. — The  ducts  or  pores,  shown  at  (a),  are  weakly  lignified,  and  are 
pitted.     They,   however,   constitute   a  very   small   proportion 
of  the  wood. 
"G. — The  pith  rays,  shown  at   (h),  are  also   thin-walled  and  not 
lignified." 

Microscopical  Structure  of  White  Pine  (Pinus  Strohus). — For  the 
purpose  of  illustrating  the  interlacing  fiber  construction  of  ordinary 
woods,  the  writer  presents  micro-photographs  of  white  pine,  Figs.  7, 
8,  and  9,  magnified  about  100  diameters.  Sections  of  the  longitudinal 
cells  are  shown   in  Fig.   9  at  c  c ;   these  have  pointed  ends,  and  are 
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Fig.   1. —  {Ochroma   lagopus)    Cross-Section,    Balsa,   About 

78  Diameters,   Showing   (o)    Large  Vessels,    (&) 

Medullary   Rays,    (c)    Cross-Section  of 

Longitudinal  Cells. 


Fig.  2. — Cross-Section,  Balsa  (Ochroma  lagopus),  Showing 

(a)  Large  Vessels,  (b)  Medullary  Rays,  (c)  Cells 

Constituting  Longitudinal  Fibers. 


Fig.  3. — Radial  Section,  Balsa,  About  70  Diameters, 
Showing  (a)  Large  Vessels  or  Ducts,  (b)  Medullary 
Rays,  (c)  Longitudinal  Cell  Structure. 


Fig.  4, — Radial  Section,  Balsa,  About  130  Diameters, 

Showing  (a)  Vessels,  (b)   Medullary  Rays,  (c)  Cells 

Co.vstituti.ng  Lo.vgitudi.nal  Fibers. 
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Fig.  5. — Tangential  Section,  Balsa,  About  70  Diameters,  Showing  (a) 

Large  Vessels  or  Ducts,  (b)  Medullary  Rays  in  Cross-Section, 

(c)  Cells  Constituting  Barrel-Shaped  Longitudinal  Fibers. 


Fig.   e. — Tangential  Sectio.v,  Balsa,  About  110  Diameters, 

Showing  (a)  Vessels,  (b)  Medullary  Rays,   (c)  Cells 

Constituting  Longitudinal  Fibers.     Note  Barrel 

Form  and  Thin  Wall  of  Longitudinal  Cells. 


Fig.  7. — Pinus  strolius  (White  Pine),  About  100  Diameters 
Cross-Section  at  Annual  Ring,   b    (Old  Cells,  Upper 
Past  with  Thick  Walls,  New  Cells  Below  with 
Thin    Walls).      (a)    Vessels    or    Ducts,    (b) 
Longitudinal    Cells     (Old),    (c)     Longi- 
tudinal   Cells     (New),     (d)    Medul- 
lary Rays. 


Fig.  8. — Pinus  strohus   (White  Pi.ne),  About  100  Diameters, 

Radial    Section    at    Annual    Ring    Showing     (d) 

Medullary    Rays,    and    (c)     Pitted    Tra- 

cheids  or  Longitudinal  Cells. 
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Fig.  9. — Pinus  strobus  (White  Pine),  About  100  Diameters, 
Longitudinal  Tangential  Section  Showing   (d)   Com- 
pound Medullary  Rays,  and  (c)  Pitted  Tracheids 
OR    Longitudinal    Pointed    Cells.      The 
Longitudinal  Cells  Extend  Beyond 
the  Limits  of  the  Figure. 
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Fig.  10. — Qv.ercus  suher  (Cork  Oak)  Bark,  About  100  Diam- 
eters.    Cross-Skctio.v   at   Annual    Ring   Showing 
(/)  Annual  Ring,   (o)  Cross-Section  of  Ceils. 
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Fig.  11. — Quercus  suher  (Cork  Oak)  Bark,  About  100  Diam- 
eters, Radial  Section  at  Annual  Ring  Showing  (/) 
Annual  Ring,  (g)  Radial  Section  of  Cells. 


Fig.  12. — Quercus  suber  (Cork  Oak)  Bark,  About  100  Diam- 
eters, Tangential  Section  Showing   (g)   Radial 
Cross-Section  of  Cells. 
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many  times  longer  than  the  field  of  the  microscope.  They  have  walls 
of  -woody  fiber  which  are  much  thinner  in  pine  than  in  hard  woods 
like  oak,  but  are  thicker  than  in  balsa.  The  cells  constituting  the 
medullary  rays  are  shown  at  d  in  Figs.  7,  8,  and  9;  they  are  devoid 
of  woody  fiber,  and  are  much  shorter  than  the  longitudinal  cells,  c, 
but  they  are  longer  than  any  of  the  cells  in  balsa  wood.  Pine  has  a 
very  different  cellular  structure  from  balsa,  as  shown  by  the  micro- 
photographs.  In  pine  the  longitudinal  cell  walls  are  composed  prin- 
cipally of  woody  fiber,  and  the  medullary  ray  cells  of  cellulose.  The 
cells  of  the  older  wood,  near  the  annual  ring,  have  very  thick  walls 
in  pine,  as  appears  from  Fig.  7.  Evidently,  the  cellular  structure  of 
white  pine  is  characteristic  of  a  heavier  wood,  of  less  insulating 
capacity  than  balsa,  and  in  that  respect  predicates  the  difference  in 
physical  tests  and  in  insulating  properties. 

The  Microscopical  Structure  of  Cork  Bark. — As  illustrating  a  wood 
product,  already  in  extensive  use  for  heat  insulating  purposes,  which 
has  a  cellular  structure  without  interlacing  fibers,  attention  is  called 
to  the  micro-photographs  of  bark  from  the  cork  oak,  Quercus  suher. 
Figs.  10,  11,  and  12.  These  interesting  illustrations  show  that  cork  bark 
is  composed  of  a  series  of  thin-walled  cells  of  small  dimensions,  without 
the  interlacing  fiber  characteristics,  as  in  the  woods  considered.  The 
balsa  wood,  with  respect  to  this  feature,  may  be  considered  as  inter- 
mediate between  pine  and  cork  bark.  The  value  of  cork  and  balsa 
for  insulating  pizrposes  is  evidently  due  to  the  close  union  of  numerous 
closed  cells  filled  with  air.  The  deficiency  of  cork  in  structural  strength 
is  due  to  the  absence  of  interlacing  fibers  which  characterize  balsa 
and  other  woods.  It  represents  the  extreme  of  cellular  structure.  The 
cork  bark  contains,  interspersed  between  the  celliilar  structure,  a 
resinous  deposit  which  is  utilized,  by  aid  of  pressvire  and  heat,  in 
forming  cork  board,  which  is  usually  put  on  the  market  in  blocks, 
2  or  3  in.  thick  and  from  2  to  6  ft.  long,  convenient  for  use  as  a 
lining  in  cold-storage  or  other  structures.  Cork  is  soft  and  readily 
compressible,  and  represents  extreme  characteristics  possessed  by  balsa 
wood  in  a  less  degree. 

The  Strength  of  Balsa  Wood. 
Table  2   shows  tests  made  imder  the  writer's  direction  at  Sibley 
College,  Ithaca,  N.  Y.,  and  also  as  reported  by  Professor  Walter  S. 
Leland,  formerly  of  the  Massachusetts  Institute  of  Technology. 
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TABLE  2. — Transverse  Tests  of  Balsa  Wood. 


No. 


Dimensions,  in  inches. 


Modulus 
of  rupture. 


1?4  by  214  by  20. 

m  '•  m  "  2n. 

m  "     ^  "  20. 
194  '■     y2  "  20. 


5  bv  5  by  96. 
1%  "  414  "  96. 
M  "  4^  "  96. 
81/16  "  4^  "  06. 
1%     "    5J6     "    96. 


2  8S0 

3  290 


3  500 
8  600 

2  900 

3  300 

3  207 


Deflection, 
in  inches. 


0.847 
1.123 


1%« 

2^32 


Qv.ality. 


Medium 
Clear 
Clear 
Clear 

Clear 
Poor 
Very  poor 
Clear 
Clear 


Where  made. 


Cornell. 


M.  I.  T. 


Weight  of  Specimen^ 13.19  lb.  per  cu.  ft. 

"  "         B 10.05  "      ■'     "    " 

Average  weight  of  Nos.  1-5 13.2    '•      "     •'    " 

Crushing  and  Compression  Tests.'" — Three  specimens,  each  If  by 
2^  by  4  in.,  with  a  cross-section  of  4.375  sq.  in.,  gave  an  average  of 
2  488  lb.  per  sq.  in.  Another  test  of  three  specimens  gave  an  average 
of  2  225  lb.  per  sq.  in. 

Three  specimens,  1  by  1  by  3  in.,  crushed  with  loads  of  2  210,  2  380, 
and  2  530  lb.  per  sq.  in.,  respectively. 

Two  compression  tests,  of  specimens  1  by  1  by  16  in.,  showed 
maximum  loads  of  1  860  and  1  980  lb.,  and  net  compression  of  0.69 
and  0.55  in.,  respectively. 

One  specimen,  5i  by  5|  by  23|§  in.,  crushed  under  a  load  of  40  900 
lb.,  equivalent  to  2  500  lb.  per  sq.  in. ;  and  one  slightly  smaller  gave 
substantially  the  same  strength  per  unit  of  section  as  reported  by 
Professor  Leland  in  Table  2. 

Professor  Leland  states : 

"The  crushing  strength  seems  to  be  very  satisfactory  for  such 
wood — about  one-half  the  strength  of  white  pine  or  spruce. 

"These  tests  show  the  modulus  of  rupture  to  be  approximately 
one-half  that  of  good  spruce,  and  their  uniformity  clearly  shows  that 
the  material  may  be  relied  on  both  for  direct  compression  and  trans- 
verse loads. 

"It  is  very  elastic  material,  and  when  the  load  was  almost  at  the 
breaking  point,  the  load  on  three  of  the  beams  was  removed  and  the 
beams  resumed  their  original  shape. 

"It  is  exceedingly  interesting  to  note  that  it  is  practically  im- 
possible to  split  the  wood  by  driving  nails  through  it." 

Fig.  13  shows  a  balsa  wood  plank  supported  on  horses  and  carrying 
two  men,  the  plank  being  5^  in.  wide,  1|  in.  thick,  and  10  ft.  8  in. 


•  Except  where  otherwise  noted,  these  tests  were  made  at  Cornell  University. 


Fig.  13. — Demonstration  of  the  Elastic  Deformation  of  Balsa  Wood. 


Fig.  14. — Appearance  of  Young  Balsa  Trees,  Costa  Rica. 
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between  supports.     The  weights  carried  were  187  and  200  lb.,  respec- 
tively.    The  maximum  deflection  at  the  center  was  about  10  in. 

The  Habitat. 

In  a  recent  trip  to  the  Isthmus  of  Panama  the  writer  found 
balsa  trees  growing  commonly  in  all  the  cleared  spaces  which  were 
not  \mder  cultivation  in  the  Canal  Zone.  Most  of  these  trees  were 
of  small  diameter,  and  evidently  quite  yoimg,  and  in  every  instance 
they  were  found  in  the  newly  started  jxmgle  which  has  recently  been 
allowed  to  grow  over  a  goodly  part  of  the  Canal  Zone  since  the  canal 
has  been  completed.  In  some  cases  these  trees  were  growing  vigorously 
in  the  masses  of  material  sliding  into  the  canal.  The  tree  is  character- 
ized by  a  large  leaf,  from  14  to  30  in.  in  greatest  length,  which  has  a 
form  shown  in  Fig.  15,  and  by  the  peculiar  seed  pods  which  it  bears 
when  it  reaches  a  larger  size.  Excellent  evidence  was  obtained  that 
the  balsa  tree  grows  very  rapidly,  and  attains  a  diameter  of  from 
12  to  14  in.  at  an  age  of  4  or  5  years.  Rear- Admiral  H.  H.  Eousseau, 
M.  Am.  Soc.  C.  E.,  now  in  charge  of  considerable  construction  work  in 
the  Canal  Zone,  told  the  writer  that  a  balsa  tree  which  was  growing 
near  his  house  at  Culebra  attained  dimensions  approximating  12  to  14 
in.  in  diameter  and  from  40  to  60  ft.  in  height,  in  about  4  years.  A 
considerable  qtiantity  of  balsa  of  large  size  is  to  be  found  near  the 
cleared  plantations  along  the  Chagres  River,  and  in  various  other  places 
near  the  Atlantic  Coast  and  the  banana  plantations. 

The  result  of  an  investigation  of  the  forests  of  a  number  of  tropical 
countries,  by  Mr.  Herbert  Paschke,  undertaken  for  Capt.  A.  P.  Lundin, 
indicates  that  balsa  trees  are  found  in  considerable  quantities  in 
Honduras,  Costa  Rica,  Colombia,  and  Jamaica,  and  there  is  abundant 
evidence  that  it  grows  vigorously  in  most  of  the  tropical  coimtries 
of  South  America.  The  report  referred  to  indicates  that  the  balsa 
or  ochroma  is  entirely  a  second-growth  wood,  and  is  never  found  in 
the  virgin  forest,  except  as  an  isolated  tree  or  two  where  clearing 
has  occurred.  The  writer  also  learned,  from  his  visit  to  the  tropics, 
that  forests  composed  of  any  one  species  do  not  exist  in  tropical 
countries,  as  they  are  found  in  the  United  States.  Tropical  trees 
always  grow  individually  or  by  themselves,  and  very  rarely  in  close 
proximity  to  other  trees  of  the  same  species.  This  fact  makes  it 
necessary  to  spend  considerable  sums  for  transportation  in  gathering 
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auy  tropical  timber,  as  great  distances  through  the  jungle  have  to 
be  traversed  in  order  to  obtain  the  timber  of  a  single  tree.  The  gen- 
eral characteristics  of  the  growing  balsa  tree  are  shown  clearly  in 
Fig.  14,  reproduced  from  a  photograph  taken  in  Costa  Eica. 

Mr.  Paschke  states  that  balsa  wood  is  known  by  different  names 
in  various  American  tropical  countries,  as  follows: 

In  British  Honduras .-.■..'..  ."Moho" 

In  Guatemala ' '.  . .  ."Lanillo"  or   "Moho" 

In  Spanish  Honduras "Guano" 

In  Costa  Rica "Balsa" 

In  Bocas  del  Toro "Moho" 

Balsa  wood,  because  of  its  lightness,  has  been  known  for  a  long 
time  as  a  desirable  material  for  floats,  for  supporting  other  material, 
and  for  rafts.  Professor  Gifford  states  that  in  the  West  Indies  the 
natives  use  it  for  poles*  "somewhat  as  the  Chinese  use  the  bamboo 
for  shoulder  poles,  for  all  uses  where  a  light,  rather  strong  pole  is 
needed."  So  far  as  the  writer  could  learn,  balsa  wood  has  no  com- 
mercial value  with  people  in  the  tropics  who  know  about  it,  the  gen- 
eral idea  being  that  its  lasting  power  is  very  slight,  and  that  it  warps 
and  checks  when  exposed  to  the  weather  so  as  to  be  of  little  or  no 
practical  use. 

Mr.  W.  F.  Morgan,  who  recently  made  an  investigation  regarding 
the  growth  of  balsa  wood  in  Costa  Rica,  states  that  the  natives  are  in 
the  habit  of  cutting  large  balsa  trees  simply  for  the  seed  pods,  which 
grow  a  woolly  fiber  suitable  for  pillows  and  mattresses.  Fig.  16  shows  a 
log  of  balsa  wood,  about  2  ft.  in  diameter,  the  tree  having  been  cut  down 
merely  for  the  seed  pods.  Mr.  Morgan  also  states  that  it  has  been  the 
custom  to  use  balsa  wood  in  rafts  of  heavy  timber  for  the  purpose  of 
securing  buoyancy.  At  the  end  of  a  voyage,  this  wood  is  thrown  away 
as  having  no  commercial  value. 

It  is  thought  that  the  first  person  to  make  any  extended  conunercial 
use  of  balsa  wood  was  Capt.  A.  P.  Lundin,  President  of  the  Welin 
Marine  Equipment  Company,  and  formerly  connected  with  the  Pacific 
Mail  Steamship  Company.  From  his  travels  in  tropical  countries, 
Capt.  Lundin  knew  of  the  extreme  lightness  of  this  wood,  and  its 
value  as  a  buoyancy  material  in  life  preservers  and  life-boats  was  sug- 

*  von  Schrenk. 


Fig.  15. — The  Leaf  of  the  Balsa  Tree. 
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Fio.  16. — Balsa  Wood  Log.     Trees  Cut  for  Seed  Pods. 
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gested  by  its  properties.  When  he  undertook  to  apply  the  wood  prac- 
tically, however,  he  found  that  it  was  of  little  value  because  it  absorbed 
moisture  in  great  quantities,  and  also  because  it  soon  rotted,  and  also 
warped  and  checked  when  worked.  He  then  undertook  the  discovery 
of  some  means  of  treating  the  wood  which  would  render  it  water-proof 
and  also  prevent  it  from  changing  its  shape.  After  testing  nearly 
every  method  that  had  been  suggested.  Col.  Marr's  method  of  treating 
woods,  which  had  been  recently  patented,  was  finally  successful.  In 
this  method  the  wood  is  treated  in  a  bath,  of  which  the  principal 
ingredient  is  paraffin,  by  a  process  which  coats  the  interior  cells  with- 
out entirely  clogging  up  the  porous  system.  The  paraffin  remains  as 
a  coating  or  varnish  over  the  interior  cell  walls,  preventing  the  absorp- 
tion of  moisture  and  the  ill  effects  as  to  change  of  volume  and  decay 
which  would  otherwise  take  place;  it  also  prevents  the  bad  effects  of 
dry  rot,  which  follows  the  use  of  any  surface  treatment  for  preserving 
wood  of  the  balsa  tj^pe. 

The  Marr  process  tends  to  drive  out  all  water  and  make  the  wood 
water-proof ;  it  improves  the  quality  of  being  readily  worked  with  tools, 
without  material  increase  of  weight.  The  treated  balsa  wood  has 
been  used  extensively  by  the  Welin  Marine  Equipment  Company  in 
the  manufacture  of  life  preservers,  fenders  for  life-boats,  and  for  struc- 
tures req\iiring  insulation  from  heat,  as  in  the  refrigerating  compart- 
ments of  vessels,  and  in  ice  boxes. 

Transmission  of  Heat.  .; 

Specific  Conductivity. — The  Bureau  of  Standards,  Washington, 
D.  C,  has  determined  the  "specific  conductivity",  e,  of  balsa  wood 
with  the  following  results,  expressed  in  British  thermal  imits  per  hour, 
-per  square  foot,  per  inch  of  thickness,  per  degree  Fahrenheit  of  dif- 
ference in  temperature  between  the  surfaces: 

e  e 

for  untreated  balsa  wood.  for  treated  balsa  wood. 

0.394  B.  t.  u.  0.422  B.  t.  u. 

0.352        "  0.350  « 

0.403        "  0.424  « 

0.383  " 

The  lowest  results  obtained  with  both  the  treated  and  the  un- 
treated wood  indicate  a  "specific  conductivity"  of  0.350.  The  higher 
results   in   other   cases   are  to   be  attributed  to   imperfect   specimens, 
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or  to  imperfect  contact  of  the  heat  measuring  devices.  The 
Bureau  of  Standards  uses  electrical  methods  in  measuring  the  heat 
supply  and  the  temperature  of  the  surfaces  of  the  material,  in  order 
to  eliminate  all  surface  losses.  The  "specific  conductivity"  corre- 
sponds to  e  in  the  equation, 

H  =  ^  (S  — 6'), 

X 

where  x  =  the  thickness,  6  =  the  temperature  of  the  entering  sur- 
face, d'  =  the  temperature  of  the  discharge  surface,  and  H  =  the  heat 
transmitted.  ., 

Heat  Transmitted  hy  Melting  Ice. — Table  3  gives  the  results  of  the 
writer's  investigation  of  heat  transmission  by  determining  the  quantity 
of  ice  which  melted  in  boxes  made  of  balsa  wood  and  other  materials 
under  known  differences  of  temperature  measured  inside  and  outside. 
The  results  were  reduced  to  British  thermal  units  transmitted  per 
square  foot  of  mean  surface  between  the  outside  and  inside  surfaces 
of  each  box,  per  degree  of  difference  of  temperature  of  the  air  inside 
and  outside,  per  hour  of  time,  which  correspond  to  the  "coefficient"  of 
heat  transmission,  k,  in  the  equation, 

H  =  k  (T  —  T), 

in  which  T  =  the  temperature  of  the  air  on  the  entering  side,  and 
T'  =  the  temperature  of  the  air  on  the  discharge  side,  the  other 
symbols  being  as  before  stated.  The  coefficient,  k,  differs  from  the 
"specific  conductivity",  e,  of  the  previous  equation  as  it  is  dependent  on 
the  surface  as  well  as  the  conduction  capacity  for  heat  transmission. 
Relation  Between  "Specific  Conductivity"  and  "Coefficient  of  Heat 
Transmission." — It  is  evident  that  the  quantity  of  heat  transmitted 
through  any  body  is  equal  to  that  passing  in  succession  each  heat- 
resisting  part.  For  example,  if  heat  passes  through  a  simple  homo- 
geneous body  from  a  higher  to  a  lower  temperature,  and  from  the  air 
on  one  side  to  that  on  the  other  side,  it  must  overcome:  (1)  the  re- 
sistance of  the  entering  surface,  (2)  the  resistance  of  the  material  com- 
posing the  body,  and  (3)  the  resistance  of  the  surface  from  which  it 
emerges.  The  surface  resistances,  (1)  and  (3),  are  overcome  by 
radiation  and  convection,  the  interior  resistance,  (2),  by  conduction. 
The  surface  capacity  for  transmitting  heat  Jiuiy  be  considered  as  equal 
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to  the  convection  capacity  plus  the  radiation  capacity.  The  coefficients 
of  radiation  for  most  materials  are  known  accurately,  and  may  be 
calculated  for  different  temperature  conditions  by  the  application  of 
Stefan's  or  DuLong  and  Pettit's  Law.  The  coefficients  of  convection 
are  not  knoA^-n  so  accurately,  but  the  values  as  stated  by  German  en- 
gineers appear  to  give  reliable  results. 


TABLE  3. 


-Heat  Transmission  Experiments  in  Sibley  College. 
Tests  Made  by  Melting  Ice. 


British  Thermal  Units 

Per  Square  Foot  Per 

Thickness 
of  wood. 

Degreb  of  Difference 

No.  of 

OF  Tempbbature  of  Air. 

Kind  of  material. 

in  inches. 

Per  hour      Per  24  hours 
fc.                     k-. 

1 

2 

0.121                    2.90 

Balsa  wood,  treated. 

2 

2 

0.120                    3.89 

Balsa  wood,  treated. 

3 

2 

0.122                    2.93 

Balsa  wood,  untreated. 

4 

2 

0.192                     4.61 

White  pine. 

0 

3 

0.103                     3.45 

Nonpareil  cork,  extra. 

6 

2 

0.122                      2.93 

Balsa,  single  boards,  treated. 

7 

2 

0.121                      2.90 

Balsa,  double  boards,  at  right  angles. 

8 

2 

0.1194                    2.67 

Armstrong,  XX-cork  blocks. 

9 

3 

0.191                      2.18 

Balsa  wood,  treated. 

10 

2 

0.1194                    2.87 

Balsa  wood,  treated. 

11 

1 

0.199                     4.78 

Balsa  wood,  treated. 

^ie 

0.660          1          15.82 

1 

Bare  zinc,  Vie  in.  thick. 

k  =  coeflaeient  of  heat  transmission  per  degree  Fahrenheit  of  difference  of  temperature 
of  air  near  the  sides,  per  square  foot,  per  inch  of  thickness,  per  hour  ; 
f  =  24  V.  ^ 


The  Bureau  of  Standards  has  given  the  name  "specific  conduc- 
tivity" to  the  quantity  of  heat  conducted,  in  British  thermal  units  per 
square  foot  per  hour,  per  inch  of  thickness,  per  degree  of  difference  of 
temperature  of  the  walls;  and  this  term  is  used  in  this  paper.  This 
method  does  not  consider  surface  losses,  which  vary  with  conditions. 
Engineering  computations  of  heat  transfer  must  usually  be  made  by 
considering  the  temperatures  of  the  air  on  the  two  sides,  and  require 
a  knowledge  of  a  coefficient  of  heat  transfer  per  unit  of  area,  per  inch 
in  thickness,  per  degree  of  difference  of  temperature  of  the  air  on  each 
side,  represented  herein  by  h. 

The  following  equations  give  the  relation  between  "specific  con- 
duction", e,  and  "coefficient  of  heat  transmission",  k.    They  are  rational, 
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and  are  recognized  by  French  and  German  engineers  as  accurate.    In 
the  equations  which  follow, 

H  =  heat  transmitted  per  unit  of  surface  per  unit  of 

time; 
e  =  "specific  conductivity",  or  heat  transmitted  per  de- 
gree of  difference  of  temperature  of  the  sides  of 
the    material,    per    unit    of    time,    per    inch    of 
thickness ; 
X  =  thickness ; 

a^  =  coefficient  of  surface  flow  entering  the  body ; 
%=        "  "        "      .    "    leaving  the  body; 

h  =  coefficient  of  total  heat  transmission  per  degree  of 
difference  of  air  temperature,  per  inch  of  thickness ; 
T  —  T'  =  difference  of  temperature  of  air  on  two  sides ; 
0  —  ^=  "  "  "  of  material  on  two  sides; 

t  =T  —  6  =  drop  of  temperature  entering  the  material ; 
f  =  6'  —  T'  =  drop  of  temperature  leaving  the  material. 

As  the  flow  of  heat  is  continuous,  we  have  the  following  expres- 
sions, all  equal  to  each  other,  as  representing  the  flow  through  a  single 
wall  of  homogeneous  material  without  air  space,  per  unit  of  surface,  per 
unit  of  time: 

e 
Flow  by  conduction  through  interior.  .fl'=  ^  (6  — ^')----(l) 

Surface  flow  entering H  =  a^  (T  —  6). .. . (2) 

Surface  flow  leaving H  =  aQ  (0'  —  T") . . .  (3) 

Total  heat  transmission H  =  k   (T  —  T') . . .  (4) 

From  these  we  can  readily  deduce 

1         1  1     ,     a; 

,=-  +  -+  - (^) 

A;        ttj        «Q         e 

from  which  the  relations  between  k  and  e  can  be  computed,  provided 
the  values  of  a^  and  a^  are  known. 

The  foregoing  equations  apply  to  a  single  thickness  without  air 
space;  but  it  is  easy  to  calculate,  by  the  same  process  of  reasoning,  the 
heat  transmission  through  walls  made  up  of  various  materials  with 
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or  without  air  spaces.     In  the  case  of  a  wall  made  up  of  two  different 
materials  with  an  air  space  between,  we  should  find  by  calculation 

|_i  +  5+l+l,+  --,  +  2, (6) 

A:         Oj         e         Oq        ctj         e         «q 

The  temperature  of  the  surface  can  be  readily  deduced  by  trans- 
position in  the  equations  given,  thus,  from  Equation  (2), 

JT 

e  =  T—  — (7) 

The  surface  transmission  coeflBcients  have  been  worked  out  care- 
fully for  numerous  cases  by  Eietschel  and  other  German  engineers. 
These  are  given  by  Kinealy,*  in  English  units,  as  follows : 

a  =  c  +  cl  +  ^^^\^QQ^'^^  ^  =  c  (1  +  0.004  0  +  fUl  +  0.003  t) 

c  =  0.82  for  still  air; 

c  =  1.03  for  air  with  moderate  velocity; 

c  =  1.23  for  air  with  high  velocity. 

Values  of  d.i 

Brickwork 0.74  Iron,  rusted 0.69 

Mortar 0.74  Cast  iron,  new 0.65 

Plaster  of  Paris 0.74  Sheet  iron,  polished. 0.009 

Stone  masonry 0.74  Brass,  polished 0.053 

Wood 0.74  Copper     "         0.033 

Paper 0.78  Tin  "         0.045 

Glass,  dry 0.60  Zinc  "         0.049 

Glass,  wet  surface. .  .1.09  Zinc,  dull 0.10 

For  thick  walls  and  poor  conductors,  t  is  so  small  that  it  can  be 
neglected.  Rietschel  gives  values  of  tj  for  windows,  as  36;  for  brick- 
work 5  in.  thick,  as  14;  for  brickwork  30  in.  thick,  as  5,  for  wooden 
doors,  as  2. 

Comparison  of  "Specific  Conductivity" ^  e,  with  "Coefficient  of  Heat 
Transmission",  h. — The  following  computation  is  based  on  an  assumed 
value  of  the  "specific  conductivity"  (e  =  0.35),  as  determined  by  the 


♦  "Formulas  and  Tables  for  Heating",  New  York,  David  Williams  Company. 

t  This  table  is  the  same  as  the  Peclet  table  (see  E.  Peclet,  "Traite  de  la  Chaleur") 
for  coefficients  of  radiation  reduced  to  English  units. 
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Bureau  of  Standards,  a^  and  a^  as  computed  from  the  preceding  equa- 
tions, and  coefficients,  which  are  as  follows: 

First,  For  a  Single  Wall  WitJiout  Air  Space. — 

flo  =  Oi  =  0.82  +  0.74  +  0.01  =  1.57. 

These  values  substituted  in  the  general  equation,  give 
1  1 


1  X 

1.5/        1.01        e 


This,  solved  for  e  =  0.35  and  for  values  of  x 
the  following  results: 


1,  2,  and  3,  gives 


"Specific 
conductivity." 

Thickness,  in 
inches 

"Coeflficlent  of 
heat  transmission 

e  =  0.35 

X  =\ 

h  =  0.242 

e  =  0.35 

X  =  2 

h  =  0.143 

e  =  0.35 

X  =  3 

h  =  0.1015 

Second,  Single  Balsa  Wall,  Ice  in  Zinc  Box;  Representing  Test  Re- 
sults.— A  box  of  balsa  in  still  air,  having  thicknesses  of  1,  2,  and  3  in., 
respectively;  melting  ice  confined  in  a  dull  zinc  box,  ^\  in.  thick,  the 
inside  of  which  is  in  contact  with  the  ice  but  separated  from  the  balsa 
wood  by  an  air  space.  These  conditions  correspond  to  those  of  the 
ice-melting  test  of  which  the  results  have  been  stated,  and  to  which 

x'  , 
Equation  (G)  applies.    For  these  conditions,  a„  =  0,  and  — -  is  so  small 

that  it  is  negligible. 

Substituting  numerical  values,  we  have 

a^  =  c  +  d  =  0.82  +  0.10  +  0.02 

1  1  1  x 


1  1  

k  ~  1T57  "*"  1757  "^  0735  '^ 


1 
0.1)2' 


This,  solved  for  different  values,  gives  the  following  results: 


"  Specific 
conductivity." 

e  =  0.35 
e  =  0.35 
e  =  0.35 


Thickness  in 
inches. 
.T   =   1 

X  =  2 
X  =  S 


"Coeffloient  of 
)ieat  transmission." 
k  =  0.192 

k  =  0.124 

k  =  0.091 


Table  4  gives  a  comparison  of  the  determinations  of  k  by  compu- 
tation (assuming  e  =  0.35)  and  test. 
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TABLE  4. — Eesults  with  Balsa  Wood  Box. 

"Coefficient   of  Heat   Transmission."   k. 
''Specific  Conduction  "  e. 


By  computation, 

assuming  e  =  0.35 

(for  1  hour). 

By  Test,  Melting  Ice,  in  a  Zinc  Box, 
Inside  BAr;sA. 

in  inches. 

k 
for  1  hour. 

fc' 
for  24  hours. 

1 
2 
3 

0.192 
0.124 
0.091 

0.199 
0.121 
0.091 

4.78 
2.90 

2.18 

Engineers  using  insulating  material  for  cold  storage  generally 
express  the  heat  transmission  coefficient  on  the  basis  of  the  heat,  in 
British  thermal  units  transmitted  per  degree  Fahrenheit  of  difference 
in  temperature  of  the  air  on  the  two  sides,  through  material  1  in.  in 
thickness,  and  for  a  period  of  24  hours,  which  corresponds  to  fc'  in 
Table  4.  The  coefficient  for  1-in.  material  is  generally  assumed  as  equal 
to  twice  the  result  obtained  in  a  test  of  2-in.  material.  In  practice, 
only  materials  2  and  3  in.  in  thickness  are  used,  so  that  the  coefficient 
obtained  on  such  a  basis,  though  not  scientific,  gives  results  which 
are  fairly  close.  On  such  a  basis,  the  ''coefficient  of  heat  transmitted" 
through  balsa  wood,  per  inch  of  thickness,  computed  from  the  Bureau 
of  Standards  tests,  is  5.98 ;  and,  as  determined  by  ice-melting  experi- 
ments in  Sibley  College,  is  5.80. 
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DISCUSSION 


Mr.  A.  P.  LuNDiN,*  EsQ. — The  speaker's  attention  was  drawn  to  this 

Lundin.  ,  ,       .  .      ,  .  . 

wood  many  years  ago,  during-  voyages  to  tropical  countries,  viz., 
Central  and  South  America,  Central  Africa,  and  also  India,  in  all 
of  which  the  same  species  can  be  found;  and  he  first  remarked  it 
when  a  number  of  natives  came  floating  down  a  river  on  a  raft 
made  up  of  balsa  logs.  The  logs  were  covered  more  or  less  with  bark, 
and  where  this  was  chipped  away  there  still  remained  the  hard  surface 
which  is  found  on  the  outside  of  balsa  logs,  under  the  bark;  the 
ends  were  covered  with  tar,  or  some  waxy  substance. 

The  natives,  particularly  in  Central  and  South  America,  use  such 
rafts  to  float  their  products  to  the  sea  coast,  and  seldom  use  them 
more  than  once,  for  one  reason,  because  it  would  be  difficult  to  bring 
the  rafts  up  against  the  stream,  and  because  the  wood  absorbs  water 
very  readily  and  the  raft  is  more  or  less  water-logged  after  arriving. 
Of  course,  in  solid  logs,  with  the  ends  closed  up,  the  absorption  is 
not  so  rapid  as  when  balsa  is  freed  from  bark  and  cut  up  in  planks. 

Later,  when  engaged  in  the  life-saving  equipment  business,  it  was 
brought  to  the  speaker's  attention  that  some  crude  attempts  had 
been  made  to  use  balsa  in  life  preservers.  On  taking  over  a  boat 
shop  in  Long  Island  City,  a  quantity  of  balsa  was  found  there,  and, 
on  inquiry  as  to  its  purpose,  it  was  learned  that  experiments  had 
been  made  with  it  in  life-belt  manufacture,  but  that  the  wood  absorbed 
water  so  rapidly  that  the  belts  had  to  be  made  two  or  three  times  as 
large  as  the  ordinary  cork  life-belt  to  assure  the  required  buoyancy. 
Subsequently,  chemical  experts  were  put  to  work  to  devise  methods 
for  making  the  wood  non-absorbent. 

First,  painting  was  tried,  but,  owing  to  the  peculiar  nature  of  the 
material,  the  paint  was  rapidly  absorbed,  and  coating  it  over  and 
over  meant  having  just  as  much  paint  as  wood,  which  added  greatly 
to  the  weight.  Then  varnishing  was  tried,  but,  owing  to  the  moisture 
left  inside,  the  varnish  cracked  and  blistered  off. 

Next,  several  mixtures  of  paraffin,  asphaltum,  gilsonite,  etc.,  were 
tried,  which  gave  a  fairly  good  outside  coating,  penetrating  about 
i  in.  on  the  ends  and  about  ^V  i"-  on  the  sides,  and  the  problem 
was  apparently  solved.  However,  before  long  it  became  evident  that, 
owing  to  the  cellular  structure  of  balsa,  which  is  mostly  pith,  and 
the  great  quantity  of  moisture  sealed  up  in  the  wood  by  the  impervious 
surface  treatment,  dry-rot  devcloi)cd  even  sooner  than  in  tlu^  uiitroatod 
balsa. 

♦  New  York  City. 
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Just   at   the  time  these   difficulties  became   apparent,   Col.   Marr's     Mr. 
water-proofing   process   was   brought   to   the   speaker's   attention,    and 
after  numerous  experiments  with  the  new  method,  it  was  successfully 
and  practically  applied. 

The  United  States  Government  tried  out  balsa  life-preservers, 
life-biToys,  etc.,  as  compared  with  the  cork  articles,  for  a  period  of 
49  days  (24  hours  per  day),  at  the  end  of  which  period  the  cork 
preserver  had  lost  all  its  buoyancy  and  the  balsa  preserver  still  retained 
the  buoyancy   stipulated  in  the  Government  requirements. 

A  few  years  ago,  while  working  on  the  buoyant-material  proposi- 
tion, it  was  considered  that,  as  balsa,  owing  to  its  peculiar  structure, 
was  so  advantageous  for  use  in  buoyancy  products,  it  might  also  be 
adaptable  for  insulation  purposes,  and  accordingly  experiments  in  that 
direction  were  begun.  The  first  ice-box  made  of  the  new  material 
was  on  the  speaker's  motor  boat,  and  the  results  were  surprising. 
All  during  the  hot  summer  weather,  ice  was  put  in  the  box  on  Friday 
or  Saturday,  and  on  the  following  Friday  or  Saturday  the  temperature 
in  the  box  would  still  be  quite  low  and  some  ice  was  still  left  in  the  box. 

Xaturally,  all  first  work  in  the  line  of  balsa  insulation  was  more 
or  less  crude,  and  the  importance  of  scientific  investigation  was  soon 
realized. 

It  was  particularly  fortunate  that  Professor  Carpenter  became 
interested  in  this  material.  The  speaker  well  remembers  that  when 
he  first  spoke  to  him  about  this  wood,  and  stated  that  it  was  all  pith 
and  no  fiber,  he  and  the  gentlemen  in  his  company  looked  very 
skeptical.  However,  he  was  sufficiently  interested  to  visit  the  Welin 
plant,  intending  to  remain  there  half  an  hour,  but  he  spent  prac- 
tically a  whole  day,  and  when  last  seen  on  that  occasion,  he  had  all 
his  'pockets  full  of  balsa,  and  he  has  been  steadily  devoted  to  the 
investigation  ever  since. 

The  speaker  does  not  pretend  to  be  an  expert  on  insulation  or  non- 
conductivity,  but  looks  at  this  material  from  a  practical  rather  than 
a  scientific  viewpoint. 

The  principal  feature  in  insulation  material  is,  of  course,  that  it 
must  be  a  good  non-conductor,  but  no  doubt  in  the  future  engineers 
will  also  consider  structural  strength,  and  the  possibility  of  making 
up  complete  homogeneous  units  will  also  be  considered  in  judging 
the  efficiency  and  value  of  insulating  material,  particularly  where  it 
is  to  be  used  in  making  ice-boxes  and  as  insulation  for  buildings,  in 
shipSj  and  in  railroad  cars. 

The  principal  consideration  is  a  commercial  one;  in  other  words, 
good  engineers  always  try  to  obtain  the  highest  total  efficiency,  and 
commercial  men  want  it  and  are  willing  to  pay  for  it. 

In  shipping,  for  instance,  it  is  known  that  almost  any  ship  can 
be  insured  if  built  to  certain  requirements,  such  as  Lloyds',  and  it 
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Mr.  can  be  insured  at  the  lowest  rates  (except,  of  course,  in  time  of  war), 
in.  j^Yi  cargo  on  such  ships  can  also  be  insured  at  reasonable  rates,  except 
one  class,  and  that  is  perishable  food  stuffs  carried  in  refrigerator 
compartments,  which  are  always  carried  at  the  shipper's  or  consignee's 
risk.  Neither  the  steamship  companies  nor  the  insurance  organiza- 
tions will  place  insurance  on  such  goods,  except  for  the  event  of 
total  disaster  to  the  ship.  Why?  Not  because  the  science  of  refrigera- 
tion has  not  kept  pace  with  the  science  of  naval  architecture,  but 
because  of  the  fact  that  if  a  break-down  occurs  in  the  refrigerating 
machinery,  the  cargo  will  spoil,  as  the  insulation  is  not  reliable 
enough  to  keep  the  temperature  sufficiently  low  until  the  machinery 
can  be  repaired  and  the  system  put  to  work  again. 

The  speaker  had  an  experience  of  this  kind,  many  years  ago, 
when  on  board  a  meat  ship  running  from  Australia  to  London.  The 
machinery  broke  down  while  running  through  the  Red  Sea,  and 
more  than  half  the  cargo  spoiled  in  less  than  24  hours. 

A  few  years  ago,  in  a  meat  market  in  Seattle,  a  new  refrigerating 
plant,  which  had  what  might  be  called  ordinary  commercial  insulating 
material,  broke  down,  and  before  new  parts  could  be  obtained  to 
replace  the  broken  ones,  and  the  machinery  put  in  working  order 
again,  the  damage  to  the  meat  in  the  market  amounted  to  more  than 
the  cost  of  the  refrigerating  plant. 

Therefore,  when  it  comes  to  efficiency  in  insulation,  there  is  still 
room  for  improvement.  Perfection  cannot  be  attained,  but  balsa 
wood  will  surely  help  to  make  insulation  perfect,  as  it  is  not  only  a 
very  efficient  non-conductor,  but  has  sufficient  structural  strength, 
and,  through  its  physical  properties,  permits  of  constructing  units 
with  practically  unbroken  insulated  surface  walls. 

A  small  ice-box,  or  pony  refrigerator,  made  by  the  Welin  Com- 
pany, is  of  balsa  wood,  2  in.  thick,  about  36  in.  long,  21  in.  wide, 
and  22  in.  deep,  and  weighs  about  30  lb.  Such  a  box  could  not  be 
made  up  of  any  other  known  insulating  material.  It  is  strong  enough 
to  stand  severe  jars,  and  a  man  could  jump  on  it  without  straining 
it  unduly.  Of  course,  other  woods  will  stand  more  rough  usage  than 
balsa,  but,  to  meet  this  factor  of  additional  strength,  particularly 
on  the  surface,  paneling  made  from  the  bark  and  waste  of  the  wood 
is  applied  to  the  outside. 

A  small  container,  on  the  order  of  a  thermos  bottle,  but  in  the 
form  of  a  box  made  of  1-in.  material,  has  a  capacity  of  about  1  cu. 
ft.  and  weighs  6  lb.  When  going  on  an  automobile  trip,  or  something 
of  that  sort,  the  "lunch"  can  be  placed  in  such  a  container — wliether 
it  is  to  be  kept  hot  or  cold.  If  it  is  wanted  cold,  a  little  ice  should 
be  put  in  to  keep  it  so. 

Butter  has  been  sent  all  the  way  from  Virginia  to  Southern  Cali- 
fornia   in    such    boxes,    at   an    average    outside    temperature   of    82°, 
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and  the  trip  took  S  days,  by  the  slowest  route.     Yet,  when  the  boxes     Mr. 
arrived  at  Los  Angeles,  the  butter  was  still  hard  and  frozen. 

Even  if  balsa  had  30%  less  efficiency  as  a  non-conductor,  the 
speaker  believes  that  it  would  meet  a  very  common  requirement  for 
insulation,  not  satisfied  by  another  material  lacking  in  structural 
strength,  which  makes  it  possible  to  eliminate  all  leakage  of  heat 
through  imperfect  joints,  or  by  use  of  cement  or  nails  which  may  be 
classified  as  good  conductors.  Other  insulating  materials  are  almost 
entirely  limited  to  use  as  a  lining  for  a  structure  built  of  good  con- 
ducting materials. 

The  speaker  has  a  dream  of  perfect  refrigerated  transportation 
and  conservation  which  may  be  of  interest:  It  is  growing  more  and 
more  expensive  to  live  in  America  and  in  many  other  coiintries. 
Food  seems  to  be  getting  more  scarce  and  more  expensive  all  the 
time;  heat  in  the  winter  and  cold  in  the  summer  are  rising  in  price, 
in  short,  the  cost  of  every  daily  need  is  "going  up." 

Much  of  the  increase  in  prices  is  due  to  waste,  and,  if  this  waste 
can  be  eliminated,  it  stands  to  reason  that  prices  will  go  down.  If 
foodstuffs  could  be  transported,  stored,  and  kept  in  first-class  condi- 
tion, not  only  the  tremendous  waste  which  exists  to-day  would  be 
done  away  with,  but  food  would  be  purer  and  would  retain  its  full 
nutritive  values,  and  this  is  very  important,  as  there  is  no  doubt 
that  cold-storage  food  will  have  to  be  used  to  a  large  extent. 

By  instituting  a  continuous  chain  of  proper  and  effective  cold- 
storage  and  transportation  facilities,  which  would  insure  the  safe 
delivery  of  foodstuffs  with  a  minimum  of  deterioration  and  a  minimum 
of  waste,  some  of  the  chief  causes  of  the  high  cost  of  living  would  be 
removed,  and  this  balsa  insulation  system  could  be  spread,  not  only 
over  the  Western  Continent,  but  all  over  the  world.  Foodstuffs  would 
travel  from  producer  to  consumer  in  balsa  containers — parcel  post 
boxes,  pony  refrigerators,  automobiles,  railroad  cars,  ships — to  be 
stored  in  balsa-walled  storage  warehouses,  and,  when  delivered,  would 
be  put  away  in  balsa  house  refrigerators. 

The  scope  of  this  enterprise  is  very  great.  Insurance  and  guaranties 
would  be  furnished  on  such  shipments,  for  with  such  highly  improved 
methods  to  lessen  the  possible  loss,  insurance  companies  would  find 
it  to  their  interest  to  establish  a  standard  specification  on  which 
basis  the  risk  on  perishable  foodstuffs  in  transit  could  be  covered. 

The  time  is  not  far  off  when  it  will  pay  every  architect  to  line 
his  buildings  with  1  or  2  in.  of  balsa  wood,  not  only  as  an  insulation 
lining  but  as  a  finish,  instead  of  plaster  and  such  coatings,  which 
crack  and  fall  down.  Very  attractive  effects  can  be  obtained  with 
paneling  in  the  interior  of  buildings. 

There  are  a  thousand  and  one  uses  for  balsa,  and  in  the  future 
new  ones  will  continually  develop.     Thanks  and  grateful  acknowledg- 
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Mr.     ment  are  due  to  Professor  Carpenter  for  the  earnest  scientific  work 


Lundin. 


he  has  done  in  investigating  this  wood. 


Mr.  Leonard  M.  Cox,*  M.  Am.  Soc.  C.  E. — Although  he  can  add  nothing 
'^^'  of  professional  value  to  the  discussion  of  this  excellent  paper,  the 
speaker  feels  a  curious  interest  in  the  insulating  properties  of  balsa 
wood.  Some  15  years  ago,  it  was  his  fortune  to  serve  as  Chief  of 
Public  Works  at  the  Island  of  Guam,  and  among  a  number  of  more 
or  less  serious  problems  which  confronted  the  pioneers  of  that  day, 
was  one  which  was  never  solved  in  an  entirely  satisfactory  manner 
with  the  materials  available.  The  cold  storage  room  of  the  miniature 
ice  plant  served  fairly  well  for  caribou  and  American  beef,  but  invari- 
ably caused  the  loss  of  fully  half  the  mutton  and  poultry  begged  from 
the  army  transports  on  their  monthly  visits.  From  a  first  reading 
of  the  paper,  it  seemed  at  least  possible  that  a  very  common  Guam 
tree  was  akin  to,  if  not  identical  with,  the  balsa  tree,  and  that  the 
remedy  for  our  cold  storage  troubles  had  been  near  at  hand  though 
unrecognized.  Personal  notes  consulted  since  the  presentation  of 
the  paper  before  the  Society  establish  the  fact  that  the  Guam  tree, 
known  locally  as  pago  {Hibiscus  tiliaceus),  bears  slight  resemblance 
to  the  balsa  tree,  except  as  regards  its  comparative  lightness  and 
structure,  as  indicated  by  cut  surfaces.  Its  weight  per  cubic  foot  is 
24  lb. ;  it  has  considerable  bending  strength ;  is  of  about  the  color  of 
Flemish  oak;  and  rarely  grows  to  a  size  exceeding  6  in.  in  diameter. 

The  reference  in  the  paper  to  the  Marr  wood-preserving  process  also 
interests  the  speaker  for  the  reason  that  while  he  was  on  duty  at 
the  Norfolk  Navy  Yard  in  April,  1914,  a  number  of  experimental 
timbers,  running  from  8  by  8  in.  to  10  by  10  in.,  were  impregnated 
with  the  Marr  paraffin,  in  which  there  was  incorporated  finely  divided 
silica.  These  pieces  were  suspended  half  in  water  and  half  in  air, 
beneath  one  of  the  Yard  wharves.  At  the  same  time  six  pieces, 
4  by  6  in.  and  4  by  4  in.,  were  impregnated  with  the  paraffin  without 
silica,  and  buried  to  half  their  lengths  in  the  groimd.  These  test  pieces 
were  examined  on  July  15th,  1915,  and  found  to  be  in  excellent  con- 
dition. They  have  also  been  examined  during  the  latter  part  of  June, 
1916,  and  show  no  evidences  of  deterioration.  The  specimens  which 
had  been  placed  in  water  had  a  small  quantity  of  shells  and  vegetable 
growth  attached  to  their  surfaces,  all  of  which  promptly  fell  off  when 
the  timbers  were  struck.  On  cutting  into  the  wood,  it  was  found  that 
the  interior  was  perfectly  bright,  and  exhibited  the  distinctive  red  color 
of  the  i)rocess.  The  pieces  in  the  ground  show  no  signs  of  rot  or  i\c!:o. 
Of  course,  tests  on  such  a  small  scale  cannot  be  considered  deter- 
minative, and  it  is  hoped  that  other  engineers  will  give  the  Profession 
the  bejH'fit  of  any  exi)erience  they  may  have  had  with  this  process. 

*  Brooklyn,  N.  Y. 
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SUGGESTED  CHANGES  AND  EXTENSION  OF  THE 

UNITED  STATES  WEATHER  BUREAU  SERVICE 

IN  CALIFORNIA 

Keport  of  a  Committee  op  the  Southern  California  Association 
OP  Members.* 

By  George  S.  Binckley,  M.  Am.  Soc.  C.  E., 
AND  Charles  H.  Lee,  Assoc.  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  N.  C.  Grover,  William  S.  Post,  Charles 
T.  Leeds,  Fred.  H.  Tibbetts,  J.  B.  Lippincott,  and  George  S. 
Binckley  and  Charles  H.  Lee. 


The  Committee,  appointed  by  the  President  of  the  Association  on 
April  22d,  1914,  to  outline  a  plan  for  strengthening  and  extending 
the  moimtaia  climatological  work  of  the  United  States  Weather 
Bureau  in  California,  so  as  to  meet  more  widely  and  fully  the  needs 
of  the  industries  and  communities  of  the  State  relative  to  water  supply, 
respectfully  submits  the  following  report. 

Climatology  is  defined  as  that  subdivision  of  meteorology  which 
treats  of  the  physical  condition  of  the  atmosphere  during  an  extended 
period  of  time.  Knowledge  as  to  the  climate  of  a  place  is  obtained  by 
a  study  of  its  continuous  weather  records — atmospheric  pressure,  tem- 
perature, rainfall,  snowfall,  direction  and  velocity  of  the  wind,  relative 
humidity,  and  evaporation — for  a  long  period  of  years.  The  general 
relation  of  climatic  factors  to  run-off  and  stream  flow,  as  cause  and 
effect,  is  so  obvious,  even  to  the  layman,  that  no  discussion  is  necessary. 

*  This  report  was  presented  to  the  Southern  California  Association  ot  Members, 
Am.  Soc.  C.  E..  at  its  meeting  of  October  14th,  1914,  and  received  the  endorsement  of 
'the  Association. 
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Throughout  much  of  California  and  the  Southwest  the  important 
streams  have  their  sources  in  the  mountain  ranges  bordering  the  val- 
leys, and  receive  an  almost  negligible  contribution  from  the  valleys. 
In  many  districts  arid  valleys  lie  adjacent  to  mountain  ranges  receiving 
an  annual  precipitation  of  from  20  to  30  in.  In  such  regions  the 
gathering  of  climatic  data,  as  a  basis  for  the  study  of  stream  flow 
and  water  supply,  should  be  carried  on  in  mountains  within  the  pro- 
ductive portions  of  drainage  areas.  This  fact  has  been  generally 
recognized  throughout  the  West  by  irrigators,  engineers,  and  some  local 
officers  of  the  United  States  Weather  Bureau,  ever  since  the  commence- 
ment of  irrigation  development  on  a  large  scale. 

The  intimate  relation  which  mountain  precipitation,  through 
stream  flow,  bears  to  the  development  and  settlement  of  California  is 
well  shown  by  consideration  of  the  communities  and  industries 
depending  on  reliable  water  supply.  Agriculture,  the  most  important 
industry  of  the  State,  to  reach  its  greatest  success,  must  generally  be 
accompanied  by  irrigation.  This  has  been  fully  demonstrated  in 
Southern  California  and  the  San  Joaquin  Valley,  and  its  truth  is 
now  recognized  in  the  central  and  northern  part  of  the  State.  The 
agriculturist,  therefore,  is  fully  as  much  interested  in  mountain 
climatology  as  related  to  water  supply  as  he  is  in  the  atmospheric 
conditions  immediately  surrounding  his  crops.  Hydro-electric  power 
is  rapidly  taking  a  leading  place  throughout  the  State  in  manufac- 
turing, transportation,  and  agriculture,  as  well  as  in  supplying  the 
physical  needs  of  the  inhabitants  for  light  and  heat.  The  reliability 
of  the  supply  is  largely  dependent  on  stream  flow,  so  that  here,  again, 
the  average  citizen  is  interested  in  mountain  precipitation.  Munic- 
ipalities throughout  the  State  depend  for  their  very  existence  on 
mountaiTi  stream  flow,  for,  if  they  do  not  derive  their  water  supply 
directly  irom  mountain  run-off,  as  in  the  new  Los  Angeles  Aqueduct 
system  and  the  proposed  Hetch  ITetchy  development,  their  water  is 
pumped  from  underground  reservoirs  which,  in  turn,  depend  on  pre- 
cipitation and  stream  flow  for  replenishment.  Finally,  there  is  the 
subject  of  flood  control  and  prevention  which  affects  more  or  less 
the  whole  State  and  requires,  to  the  fullest  degree,  definite  and  extended 
knowledge  of  mountain  climatic  data  for  its  correct  solution.  In  con- 
nection with  this  there  is  also  the  navigation  of  inland  streams  to  be 
considered    in    the    Great    Central    Valley    of    the    State.      The    many 
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interests  which  would  benefit  by  the  collection,  co-ordination,  and  pub- 
lication of  climatic  data  from  the  mountains  are  thus  apparent. 

The  practical   usefulness   of   climatic  data   is   in  forming   a   basis 
for  the  forecast  of  future  stream  flow  variation.     It  is  on  the  latter 
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information  that  the  magnitude  or  practicability  of  irrigation  projects, 
hydro-electric  power  systems,  municipal  water  developments,  flood- 
protection  works,  or  any  other  large  engineering  work,  depending  on 
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water  supply  or  stream  flow,  is  based.  Such  data  have  also  great  value 
in  the  design  of  engineering  structures  for  the  control  of  water,  such 
as  dams,  spillways,  head-works,  bridges,  levees,  etc.  There  is  stiU 
another  field  that  is  beginning  to  be  recognized,  namely,  in  the  business 
management  of  projects  depending  wholly  or  in  part  on  snow  storage. 
Where  snow  storage  is  the  only  source  of  supply,  as  is  the  case  in  many 
irrigation  and  small  power  projects,  a  predetermined  knowledge  of 
the  season's  supply  would  be  of  great  value  in  making  contracts  for 
the  delivery  of  water  or  power.  Where  the  snow  storage  is  supple- 
mented by  other  sources,  a  previous  knowledge  of  the  quantity  available 
makes  possible  a  more  complete  economic  planning  for  the  develop- 
ment of  an  auxiliary  supply.  The  work  of  the  United  States  Weather 
Bureau  in  the  Wasatch  Mountains,  Utah,  has  shown  the  practicability 
of  making  snow  surveys  preceding  the  period  of  melting  which  are 
siifficiently  accurate  to  form  the  basis  of  contracts,  between  the  irri- 
gation companies  and  the  irrigators,  for  the  season's  delivery  of 
water  in  the  valleys.*  Such  data  from  the  Sierra  Nevada  streams  of 
California  would  be  of  State-wide  value. 

It  can  be  said,  therefore,  that  comprehensive,  accurate,  and  prop- 
erly correlated  data  regarding  mountain  precipitation  and  related 
climatic  data,  such  as  temperature,  wind  movement,  barometric  pres- 
sure, humidity,  and  evaporation,  are  of  the  utmost  importance  in 
the  permanent  and  economically  efficient  development  of  the  State. 

The  extent  to  which  such  data  are  made  available  by  the  United 
States  Weather  Bureau  in  California  will  now  be  considered,  first  as 
to  the  geographic  and  vertical  distribution  and  then  as  to  the  character' 
of  the  observations. 

The  Bureau  maintains  stations  of  two  classes:  regular  stations, 
fully  equipped  with  standard  recording  instruments,  in  charge  of 
trained  observers;  and  co-operative  stations,  with  incomplete  instru- 
mental equipment,  observed  without  compensation,  by  public-spirited 
citizens.  There  are  13  regular  stations  in  California,  of  which  6 
are  on  the  sea  coast,  2  on  the  coastal  plain,  4  in  interior  valleys,  and 
1  at  Independence,  Inyo  County,  at  the  western  edge  of  the  Great 
Basin,  in  an  arid  region.  There  are  no  stations  in  mountainous  reg'iona, 
or  in  fact  in  any  region  from  which  the  local  precipitation  and  run-off 
will  ever  be  an  important  source  of  water  supply.    There  are  listed  in 


♦  Engineering  News,  Mny  29th,  1913,  p.  1110. 
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the  California  Section  of  the  Cliniatological  Service  of  the  Weather 
Bureau,  Annual  Summary  for  1913,  192  co-operative  stations,  of  which 
1"  (Qfc)  are  within  25  miles  of  the  coast;  104  (54%)  are  in  interior 
valleys  and  foot-hills;  16  (S%)  are  in  the  Great  Basin  and  desert; 
and  55  (29%)  are  in  regions  of  broken  topography  where  the  elevation 
exceeds  2  000  ft.  Of  the  latter,  4  are  above  6  000  ft.  elevation,  7  are 
above  5  000  ft.,  and  21  are  above  4  000  ft.  The  vertical  limits  of  the 
most  copious  mountain  precipitation  in  California  are  between  4  000 
and  6  000  ft.  elevation.  Of  the  21  stations  above  4  000  ft.  elevation,  13 
are  in  the  Sierra  Nevada  Eange,  the  remainder  being  well  scattered 
over  the  State.  Of  the  13  in  the  Sierra  Nevada  Mountains,  10  are 
concentrated  in  the  group  of  counties:  Butte,  Nevada,  Placer,  Plumas, 
Sierra,  and  Alpine,  which  comprise  only  one-fifth  of  the  length  of 
the  range.  The  other  80%  of  this  highly  productive  drainage  area  has 
only  3  stations  above  4  000  ft.  elevation.  The  important  area  tribu- 
tary to  San  Joaquin,  Kings,  Kaweah,  Kern,  and  Owens  Rivers  has 
only  one  station,  namely  at  Bishop  Creek,  Inyo  County,  at  an  elevation 
of  8  500  ft. 

The  character  of  the  climatological  observations  made  by  the  Bureau 
will  be  considered :  first,  as  to  numerical  climatic  data  obtained ;  second, 
as  to  location  and  exposure  of  instruments;  and  third,  as  to  qualifi- 
cations of  observers. 

The  following  data  are  obtained  at  regular  stations: 

(1)  Continuous  air  temperature  records; 

(2)  Wet    and    dry    bulb    thermometer    observations    for    relative 
humidity  at  5  a.  m.  and  5  p.  M.; 

(3)  Continuous  precipitation  records; 

(4)  Clearness  of  atmosphere; 

(5)  Continuous  record  of  direction  and  velocity  of  wind; 

(6)  Continuous  record   of  barometric  pressure; 

(7)  Occasional  water  evaporation  records; 

(8)  Miscellaneous  observations. 

Such  data  are  all  useful  to  the  engineer  as  well  as  the  climatologist, 
and  if  obtained  under  representative  local  conditions  are  of  great  value. 

At  co-operative  stations  served  by  volunteer  observers  the  following 
data  are  obtained : 

(1)  Daily  readings  of  maximum  and  minimum  thermometers; 
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(2)  Total  precipitation  each  24  hours  as  caught  and  observed  in 
standard  8-in.  gauges  (snow  catch  usually  computed  as  equiva- 
lent water  in  ratio  10  to  1),  depth  of  snowfall  in  24  hours 
measured  on  the  ground,  total  depth  of  snow  on  ground 
at  time  of  observation; 

(3)  Miscellaneous  phenomena,  such  as  occurrence  of  frost,  coronas, 
thunderstorms,  tornadoes,  auroras,  general  phenomena  of 
climate,  and  general  character  of  the  day. 

The  method  of  snow  measurement  prescribed  at  co-operative  sta- 
tions is  rather  unsatisfactory,  both  in  catching  and  in  reducing  to 
equivalent  water.  Great  improvement  would  result  from  the  sub- 
stitution of  snow  bins  for  the  8-in.  rain  gauges.  It  is  a  simple  matter 
to  cut  and  weigh  cores  from  the  snow  on  a  bin  floor.  Such  a  procedure 
would  eliminate  the  present  elements  of  inaccuracy:  first,  as  to  the 
effect  on  snow  catch  of  wind  currents  about  the  mouth  of  the  8-in. 
gauge;  second,  as  to  judgment  of  observer  in  ascertaining  snow  depth; 
and  third,  in  the  use  of  the  approximate  ratios  of  fallen  snow  depth 
to  equivalent  water. 

The  location  of  instruments  at  regular  stations  in  large  towns  and 
cities  (9  out  of  13  stations)  is  on  the  top  of  high  office  buildings.  This 
has  a  tendency  to  detract  from  the  practical  value  of  temperature,  pre- 
cipitation, and  wind  observations.  As  regards  temperature,  it  is  a 
frequently  observed  fact  in  Southern  California  that  on  winter  morn- 
ings, when  low  growing  crops  are  suffering  from  freezing  temperatures, 
the  official  record  will  show  much  milder  temperature.  This  can  be 
explained,  first,  from  the  fact  that  the  record  is  kept  in  an  upper 
and  warmer  air  stratum,  and  second,  by  convection  and  radiation  from 
the  steam-heated  building  on  which  the  thermometer  shelter  is  placed. 
Then,  as  regards  precipitation  and  wind,  tall  buildings  cause  vertical 
and  cross-currents  and  eddies,  and  these  obviously  affect  the  precipi- 
tation catch  as  well  as  the  anemometer  record.  At  the  regular  stations 
in  small  towns  and  at  isolated  points  the  location  is  usually  on  the 
open  ground,  and  far  better  exposures  are  secured.  At  co-operative 
stations  the  thermometer  shelter  and  rain  gauge  are  usually  on  the 
ground,  but  the  gauge  is  often  very  poorly  placed  with  respect  to 
obstructing  objects  such  as  trees,  outbuildings,  or  houses. 

The  observers  at  regular  stations  are  trained  men  who  usually  mako 
a  life  study  of  meteorology,  and  are  accurate  and  systeniatie   in  tlieir 
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work.  They  are  essentially  iudoor  office  men,  however,  and  are  not 
encouraged  by  the  "Washington  office  to  get  out  into  the  field,  observe 
conditions  on  the  ground,  and  keep  in  close  touch  with  local  condi- 
tions and  the  work  of  co-operative  observers.  There  is  no  such  body 
of  active,  efficient,  field  observers,  for  instance,  as  is  maintained  by  the 
Water  Resources  Branch  of  the  United  States  Geological  Survey.  As 
a  result  of  this  policy,  the  Weather  Bureau  has  in  many  respects  failed 
to  meet  the  plain  needs  of  western  communities  and  provide  data  of 
uniform  reliability. 

The  co-operative  observers  are  private  citizens,  without  training 
in  systematic  and  accurate  observation,  who  volunteer  their  services, 
and  receive  no  compensation.  They  place  and  observe  rain  gauges 
■without  official  supervision  or  instruction.  Instruments  are  often  not 
understood,  or  are  out  of  repair,  readings  are  occasionally  omitted,  and 
the  general  character  of  the  observations  is  not  by  any  means  up  to  a 
first-class  standard.  The  obvious  remedy  for  these  defects  is  frequent 
personal  supervision  by  trained  men  from  the  district  central  office. 
Nevertheless,  the  co-operative  observers  have  filled  a  great  need,  and 
the  Weather  Bureau  is  to  be  commended  for  its  activity  in  finding 
public-spirited  citizens  who  are  willing  to  undertake  such  work,  and 
for  the  rapidity  with  which  these  records  are  made  available  to  the 
public,  and  the  convenient  manner  in  which  they  are  presented. 

Summarizing  the  work  of  the  Weather  Bureau  in  California,  as 
regards  the  gathering  of  mountain  climatic  data,  it  appears : 

First. — That  no  regular  stations  are  maintained  within  the  produc- 
tive drain. Tge  area  of  any  important  stream  of  the  State,  nor  are  any 
systematic  scientific  studies  made  of  the  subject; 

Second. — That  of  the  55  co-operative  stations  maintained  in  moun- 
tainous regions,  21  are  above  4  000  ft.  elevation,  of  which  only  13 
are  in  the  Sierra  Nevada  Range,  and  10  of  the  13  are  concentrated 
within  about  20%  of  the  area  of  the  west  slope; 

Third. — That  the  co-operative  stations  are  not  equipped  with  instru- 
ments or  men  capable  of  gathering  intelligently  the  data  necessary 
for  a  comprehensive  scientific  study  of  mountain  climatology  as  related 
to  stream  flow; 

Fourth. — That  the  Weather  Bureau  does  not  maintain  a.  corps  of 
trained  field  observers  capable  of  supplementing  and  keeping  in  touch 
with  the  co-operative  observers; 
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Fifth. — That  the  placing  of  temperature,  precipitation,  and  wind 
recording  instruments  on  high  buildings  is  practically  without  value 
to  the  agriculturist  or  engineer  who  attempts  to  use  the  data  thus 
obtained. 

In  great  contrast  with  the  lack  of  regular  stations  in  the  mountains 
is  their  superabundance  in  the  populated  districts  and  along  the  coast. 
For  example,  within  50  miles  of  San  Francisco  there  are  5  regular 
stations,  San  Francisco,  San  Jose,  Point  Keyes,  Tamalpais,  and  Farallon, 
In  the  Great  Valley  there  are  3  regular  stations,  Eed  Bluff,  Sacramento, 
and  Fresno;  and  along  the  south  coast  there  are  also  3  regular  stations, 
San  Luis  Obispo,  Los  Angeles,  and  San  Diego.  At  Independence, 
in  a  desert  region  possessing  the  characteristics  of  the  Great  Basin, 
there  is  maintained  a.  fully  equipped  station  which,  because  of  its 
location,  can  have  no  practical  value  in  solving  the  water  supply 
problems  of  the  State,  unless  supported  by  a  station  in  the  High 
Sierra  to  the  west.  Hence,  there  is  evident  a  great  inequality  and 
inconsistency  in  the  present  distribution  of  regular  Weather  Bureau 
stations. 

The  Committee,  aiter  careful  consideration  of  the  facts  as  just 
stated  and  a  study  of  the  needs  of  the  situation,  presents  the  following 
outline  as  a  working  basis  for  extending  the  usefulness  of  the  Weather 
Bureau : 

I. — Establish  at  least  6  regular  stations  in  the  most  productive 
mountain  drainage  areas,  fully  equipped  with  self-recording  instru- 
ments and  in  charge  of  trained  observers  fitted  for  active  outdoor  field 
work.  These  stations  should  be,  not  only  points  at  which  climatologic 
data  are  collected,  but  also  the  headquarters  for  field  observers  having 
in  charge  local  co-operative  observers,  and  carrying  on  widely  extended 
climatic  surveys  and  special  studies.  If  lack  of  funds  prohibits  the 
establishment  of  new  stations,  there  is  no  reason  wliy  most  of  the 
existing  stations  could  not  be  moved.  Such  action  would  be  rather 
hard  on  certain  of  the  Weather  Bureau  men,  but  would  be  of  great 
benefit  to  the  people  of  the  State  as  a  whole,  and  tend  to  distribute 
the  benefits  of  the  service  more  equitably.  The  locations  of  such 
stations  suggested  by  the  Committee  are  as  follows: 

1. — In  the  drainage  area  of  McCloud  or  Lower  Pitt  Rivers; 
2. — In  the  drainage  area  of  the  Feather  or  Yuba  Rivers; 
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3. — In  the  drainage  area  of  Stanislaus  or  Tuolumne  Rivers; 

4. — In  the  drainage  area  of  San  Joaquin  or  Kings  Rivers; 

5. — In  the  drainage  area  of  Cache  Creek  above  Clear  Lake; 

6. — In  the  drainage  area  of  the  Santa  Ana  River; 

T.^In  the  drainage  area  of  San  Diego  or  San  Luis  Rey  Rivers. 

The  conditions  which  should  govern  the  location  of  these  stations 
are:  accessibility  by  wagon  road  or  railroad  from  populated  districts; 
accessibility  in  winter  by  skis  or  other  means  of  travel  for  purposes 
of  reading  snow  gauges  and  making  snow  surveys  at  points  several 
days'  journey  distant;  topographic  features  such  as  to  insure  the 
representative  character  of  the  station  records;  they  should  be  in  the 
zone  of  maximum  rather  than  minimum  precipitation  for  the  drainage 
area;  and,  generally,  should  be  where  the  facilities  for  the  study  of 
climatology'  as  related  to  local  water  supply  would  be  the  best. 

II. — Increase  the  number  of  co-operative  stations  in  mountain  areas 
now  sparsely  covered  or  not  covered  at  all.  In  uninhabited  areas, 
where  neither  mining  settlements  nor  forest  ranger  stations  are  avail- 
able, establish  rain  and  snow  gauges  capable  of  holding  a  catch  for 
an  extended  period. 

HI. — Organize  a  corps  of  trained  field  observers  whose  duties  it 
will  be  to  supervise  personally  the  work  of  co-operative  observers,  and 
make  special  field  studies,  such  as  listed  under  IV. 

IV. — Make  special  studies  as  follows,  in  as  wide  a  territory  as 
possible : 

1. — Annual  snow  surveys  in  the  drainage  areas  of  Sierra  Nevada 

streams ; 
2. — Snow  movement  subsequent  to  precipitation; 
3. — The'  relation    of   temperature,    forest   trees,   drifting,    etc.,   to 

snow  melting; 
4. — The  detailed  relation  between  topography  and  precipitation; 
5. — Water  evaporation  from  lakes  or  reservoirs; 
6. — Evaporation  from  snow; 
7. — Establish,    maintain,    and    observe    snow    and    rain   gauges    at 

isolated  points  which  can  be  reached  only  at  long  intervals; 
8. — Any  other  investigations  of  practical  value  in  the  solution  of 

the  water-supply  ^nd  flocd-protection  problems  of  the  State. 
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The  Oommittee  has  been  frank  in  its  criticism  of  the  apparent 
fact  that  the  principal  meteorological  observatories  have  generally 
been  located  rather  more  with  reference  to  the  comforts  of  a  city  than 
to  secure  the  greatest  efficiency  and  collect  the  most  valuable  data.  This 
criticism,  however,  is  not  unfriendly.  The  staff  of  the  Weather  Bureau 
is  uniformly  courteous  and  obliging  in  furnishing  whatever  data  are 
available;  but,  that  these  data  have  not  a  higher  standard  of  reliability 
and  greater  practical  value  is  due,  the  Committee  believes,  more  to  a 
lack  of  recognition  of  the  great  service  that  could  and  should  be  per- 
formed by  the  Weather  Bureau,  than  to  any  reluctance  on  the  part 
of  those  at  its  head  to  extend  the  scope  and  improve  the  value  of  its 
work. 

In  conclusion,  the  Committee  does  not  hesitate  to  express  the 
opinion  that  the  questions  involved  in  an  improvement  in  the  char- 
acter of  service  rendered  by  the  Weather  Bureau  may  be  discussed 
by  engineers  with  the  most  complete  freedom,  and  suggestions  may 
be  made  without  the  slightest  diffidence.  Without  in  any  way  reflect- 
ing on  the  unquestioned  scientific  attainments  of  the  officials  of  the 
Bureau,  it  is  safe  to  say  that  the  engineer  who  has  to  deal  with  the 
practical  questions  of  water  utilization  is  better  qualified  to  indicate 
the  source  and  character  of  meteorological  data  which  will  have  the 
greatest  real  value,  than  the  detached  and  abstract  observer  of  meteoro- 
logical phenomena. 

The  conclusions  arrived  at  by  the  Committee  are  the  result  of 
mature  consideration,  and  are  now  laid  respectfully  before  the 
Association. 


I 
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DISCUSSION 


iSr.  C.  Grover,*  M.  Am.  Soc.  C.  E.  (by  letter)- — The  writer  is  in  Mr. 
hearty  accord  with  the  suggestions  made  in  this  report  for  rendering 
the  climatological  work  of  the  United  States  Weather  Bureau  of 
greater  practical  value  to  the  communities  and  industries  of  California. 
The  desirability  of  collecting  systematic  records  of  temperature,  pre- 
cipitation, accumulation  of  snow  and  its  equivalent  in  water,  has  long 
been  recognized  by  Weather  Bureau  officials,  as  well  as  by  others  who 
need  records  of  that  character.  The  difficulty,  as  the  writer  understands 
it,  however,  is  in  devising  instruments  that  will  record  correctly  the 
phenomena  desired,  without  daily  attention,  for  it  is  unusual  to  be 
able  to  obtain  reliable  observers  at  high  elevations  in  the  mountains. 
Without  such  resident  observers,  or  instruments  that  can  be  relied  on 
to  record  the  data  without  attention  for  several  weeks,  the  cost  of  col- 
lecting the  records  becomes  practically  prohibitive.  There  is  no  doubt, 
however,  that  the  officials  of  the  Weather  Bureau  will  gradually  de- 
velop methods  by  which  satisfactory  records  may  be  collected  at  high 
altitudes. 

The  following  statements  (pages  162  and  163)  seem  to  be  likely  to 
be  misinterpreted: 

"In  such  regions  the  gathering  of  climatic  data,  as  a  basis  for  the 
study  of  stream  flow  and  water  supply,  should  be  carried  on  in  moun- 
tains within  the  productive  portions  of  drainage  areas. 

******** 

"The  practical  usefulness  of  climatic  data  is  in  forming  a  basis  for 
the  forecast  of  future  stream  flow  variation.  It  is  on  the  latter  in- 
formation that  the  magnitude  or  practicability  of  irrigation  projects, 
hydro-electric  power  systems,  municipal  water  developments,  flood- 
protection  works,  or  any  other  large  engineering  work,  depending  on 
water  supply  or  stream  flow,  is  based.  Such  data  have  also  great  value 
in  the  design  of  engineering  structures  for  the  control  of  water,  such 
as  danas,  spillways,  head-works,  bridges,  levees,  etc." 

Though  the  statements  are  not  definite  in  this  respect,  the  reader 
is  left  to  infer  that  climatic  data  collected  at  properly  located  moun- 
tain stations  will  yield  all  the  information  as  to  water  supply  and  its 
variations  needed  for  the  design  of  the  important  works  mentioned. 
The  dangers  attending  the  use  of  estimates  of  water  supply  based  on 
records  of  precipitation  have  been  forcefully  demonstrated  by  the 
many  failures  of  hydraulic  works  of  all  classes.  Such  failures  hare 
been  especially  numerous  in  the  irrigated  areas  of  the  West,  and  should 
serve  as  an  object  lesson  not  to  be  forgotten,  but,  unfortunately,  many 
engineers  appear  never  to  have  learned  the  lesson  at  all.  Therefore, 
the  inference  that  might  be  drawn  from  the  report  is  particularly  fal- 

•  Washington,  D.  C. 
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Mr.     lacious,  in  view  of  the  reliance  that  many  engineers,  both  in  the  East 


G  rover. 


Post 


and  the  West,  continue  to  place  on  estimates  based  on  records  of  pre- 
cipitation, even  though  it  has  been  demonstrated  again  and  again  that 
such  estimates  are  not  only  not  dependable,  but  positively  misleading. 
Mr.  William  S.  Post,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — There  is 
one  feature  of  the  Weather  Bureau  Service  which  only  has  to  be  stated 
to  be  recognized,  namely,  that  this  Bureau,  as  a  matter  of  fact,  has  a 
monopoly  of  publication.  It  is,  of  course,  a  national  organization, 
and  perhaps  cannot  recognize  local  conditions  to  too  great  an  extent, 
but  the  writer  wishes  to  emphasize  publication  as  an  important  matter, 
in  addition  to  the  recommendations  of  the  Committee.  There  are 
numerous  rainfall  records  in  California,  and  presumably  in  other 
States,  which  are  in  the  hands  of  private  parties  and  cannot  qualify 
as  official.  These  records  are  of  the  utmost  importance  because  they 
frequently  go  back  as  far  as  the  early  Seventies,  and  are  fast  disap- 
pearing with  the  dying  out  of  the  original  observers.  We  have  obtained 
or  are  maintaining  some  60  stations  alone  in  San  Diego  County  which 
have  no  official  means  of  publication.  The  writer  would  suggest  that 
the  Weather  Bureau  consent  to  publish  all  records  in  the  State,  in  a 
volume  devoted  simply  to  rainfall,  to  be  contributed  from  all  known 
sources  of  information,  the  responsibility  for  the  record  being  stated. 
In  this  way  an  extremely  important  source  of  information  will  be 
preserved. 

In  reference  to  this  matter,  the  writer,  alone  and  single-handed. 
some  two  years  ago,  attempted  to  convince  the  head  of  the  Weather 
Bureau  that  the  form  of  publication,  in  so  far  as  it  gives  long  lists  of 
"normals",  is  a  needless  incumbrance  of  the  present  reports.  To  state 
it  differently,  what  is  required  is  not  the  mathematical  interpretation 
of  differential  variations,  etc.,  but  a  plain  tabulation  of  the  observed 
data.  The  first  result  of  this,  to  the  great  relief  of  some  engineers, 
would  be  a  publication,  84  by  11  in.,  which  is  a  standard  filing  size, 
and  the  increase  of  the  size  of  the  type  from  a  microscopic  nonpareil  to 
a  good  book  type.  It  may  be  possible  to  convince  a  physical  scientist 
that  these  normals  have  some  significance,  but  most  hydraulic  engineers 
will  agree  that  they  are  an  unmitigated  nuisance  in  the  present  pub- 
lications. 

The  writer  has  suggested  to  one  of  the  members  of  the  Committee 
that,  in  case  it  is  not  possible  to  co-operate  fully  witli  the  Weather 
Bureau  in  this  matter  of  publication,  the  Society  itself  or  the  Local 
Association  make  permanent  the  present  committee  and  undertake  the 
publication  of  "the  meteorology  of  California,  cinubining  as  contribu- 
tors all  those  wlio  can  furnish  any  data. 


*  San  Diego,  Cal. 
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In  hydraulic  calculations,  certain  stations  have  become  in  the  nature  Mr. 
of  base  stations,  and  are  very  valuable  for  the  purpose  of  restoring 
broken  records  or  years  of  no  record  in  the  same  region.  For  this 
reason  it  is  a  real  loss  to  have  a  long-term  station  discontinued,  merely, 
as  it  would  seem,  because  the  voluntary  observer  has  moved  and  the 
Weather  Bureau  official  has  neither  the  money  for  traveling  expenses 
to  inspect  and  secure  another  observer,  nor  funds  to  hire  a  paid 
observer.  The  writer  has  recently  expressed  his  regret  at  the  discon- 
tinuance of  the  splendid  record  at  Fort  Wingate,  in  Arizona,  to  the 
extremely  intelligent  and  competent  Director  of  the  Weather  Bureau 
at  Santa  Fe,  N.  Mex.,  and  was  told  that  his  hands  were  absolutely  tied 
in  the  matter,  that  he  could  only  secure  a  voluntary  observer  through 
correspondence,  and  had  attempted  to  do  so.  That  is  a  case  where, 
because  of  the  lack  of  an  efficient  field  inspector,  who  could  discover 
observers,  a  record  which  dates  back  to  1S67  has  been  broken  for  about 
3  years.    Numerous  other  instances  could  be  brought  up. 

The  suggestion  is  also  made  that  the  Weather  Bureau  take  up  the 
study  of  local  drainage  areas  for  a  few  years,  in  order  to  determine 
the  local  shapes  of  the  isohyetose  lines  once  and  for  all  in  that  area, 
and  thereafter  proceed  with  only  one  base  station  in  that  drainage 
area.  The  writer  has  succeeded  in  drawing  such  curves  on  certain 
drainage  areas  in  Southern  California  by  the  establishment  of  some 
fifty  rain  gauges.  In  some  cases  there  are  voluntary  observers  and 
in  others  $1.00  per  month  is  paid.  About  15  gauges  are  examined 
by  one  hydrographer,  who  is  also  a  good  rider  and  can  crank  a  machine. 
From  a  comparison  of  these  curves,  now  that  they  have  been  established, 
it  is  obvious  that  a  very  considerable  reduction  in  these  stations 
can  be  made. 

Charles  T.  Leeds,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  genesis  of  Mr. 
rhis  paper  was  an  address  before  the  Southern  California  Association 
of  Members,  on  April  8th,  1914,  by  Dr.  Ford  A.  Carpenter,  Local  Fore- 
caster of  the  U.  S.  Weather  Bureau,  which  paper  has  since  been  pub- 
lished by  the  Weather  Bureau  under  the  title  of  "Flood  Studies  at 
Los  Angeles".  The  discussion  of  this  paper  at  that  meeting  developed 
the  fact  that  the  Weather  Bureau,  due  to  lack  of  funds  and  observers, 
is  unable  to  establish  as  many  co-operative  stations  as  it  would 
like  to  do.  Dr.  Carpenter  stated  that,  if  instruments  could  be  fur- 
nished from  other  sources,  he  felt  sure  the  Chief  of  the  Weather  Bureau 
and  the  Section  Director  at  San  Francisco  would  be  glad,  through 
the  co-operation  of  the  Forest  Service,  to  assist  in  making  the  observa- 
tions. He  also  stated  that  as  soon  as  these  extensions  were  author- 
ized he  would  be  glad  to  instruct  the  observers  and  collate  all  data. 

Messrs.   Binckley   and   Lee,   therefore,  were   appointed   as   a   Com- 
*  Los  Angeles,  Cal. 
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Mr.  mittee,  with  the  original  purpose  of  investigating  the  possibility  of 
obtaining  the  necessary  rain  gauges  and  of  recommending  advisable 
locations  therefor.  J.  B.  Lippincott,  M.  Am.  Soc.  C.  E.,  then  President 
of  the  Association,  later  instructed  this  Committee  to  broaden  the 
scope  of  the  report,  as  has  been  done. 

The  authors  deserve  commendation  for  the  constructive  recommen- 
dations vphich  they  have  made.  The  Weather  Bureau  has  been  of  great 
service  in  years  past,  and  is  now  still  further  extending  its  usefulness. 
It  is  hoped  that  what  criticisms  have  been  made  in  the  paper  will 
be  taken  as  meant  only  in  a  spirit  of  helpfulness. 

Many  who  have  not  been  in  the  Government  service  fail  to  appre- 
ciate the  limitations  imposed  by  legislative  restrictions  and  lack  of 
appropriations.  These  limitations  should  be  borne  in  mind  when  con- 
sidering such  matters.  It  is  hoped  that  public  opinion  may  be  so 
awakened  as  to  lead  Congress  to  remove  these  restrictions  and  provide 
adequate  funds  to  permit  the  Weather  Bureau  to  render  to  the  country 
the  greater  service  which  it  should  be  enabled  to  perform. 

The  authors  have  done  well  to  state  in  their  opening  paragraph 
their  purpose  "to  outline  a  plan  for  strengthening  and  extending  the 
mountain  climatological  work  of  the  United  States  Weather  Bureau 
in  California,  so  as  to  meet  more  widely  and  fully  the  needs  of  the 
industries  and  communities  of  the  State  relative  to  water  supply". 
The  paper  deals  only  with  this  phase  of  the  work  of  the  U.  S.  Weather 
Bureau.  It  may  lead  to  a  better  understanding  of  the  whole  matter 
to  trace  briefly  here  the  development  of  the  Weather  Bureau,  and  state 
the  duties  now  assigned  to  that  Bureau  by  law. 

The  service  now  performed  by  the  Weather  Bureau  was  originally 
organized  and  carried  on  by  the  Signal  Corps  of  the  U.  S.  Army,  and 
included  only  meteorological  observations  at  military  stations  for  the 
prediction  of  storms.  To  this  was  added  in  1870  the  duty  of  render- 
ing reports  relative  to  the  stage  of  water  in  rivers.  This  service  was 
primarily  for  the  benefit  of  navigation  on  the  ocean  and  the  Great 
Lakes,  and  later  included  the  interior  districts  and  the  great  rivers. 
By  Act  of  Congress,  on  October  1st,  1890,  these  duties  were  turned 
over  to  the  present  U.  S.  Weather  Bureau  of  the  Department  of  Agri- 
culture.   The  duties  then  assigned  to  it  were  as  follows : 

"Forecasting  the  weather;  the  issue  of  storm  warnings;  the  dis- 
play of  weather  and  flood  signals  for  the  benefit  of  agriculture,  com- 
merce and  navigation;  the  gauging  and  reporting  of  rivers;  the  main- 
tenance and  operation  of  sea  coast  telegraph  lines  and  the  collection 
and  transmission  of  marine  intolligonce  for  the  benefit  of  commerce 
and  navigation;  the  reporting  of  tcMnix^rature  and  rainfall  conditions 
for  the  cotton  interests ;  the  display  of  frost,  cold  wave  and  other 
signals;  the  distribution  of  meteorological  information  in  the  interest 
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of    agriculture    and    commerce ;    the    taking    of    such    meteorological    Mr. 
observations  as  may  be  necessary  to  establish  and  record  the  climatic  Leeds, 
conditions  of  the  United  States  or  are  essential  for  the  proper  execu- 
tion of  the  foregoing  duties." 

It  is  regrettable  that  no  mention  is  made  by  the  authors  of  the 
storm  warnings,  sent  out  by  the  Weather  Bureau,  resulting  in  the  pre- 
vention of  untold  disaster  and  loss  of  life.  Nor  is  there  any  mention 
of  the  excellent  system  of  frost  prediction,  such  as  has  been  developed 
in  Southern  California.  Evaporation  studies  are  urged  (and  wisely), 
but  the  implication  is  that  none  has  been  made.  The  authors  have 
apparently  overlooked  the  evaporation  studies  made  by  the  Weather 
Bureau  at  Lake  Tahoe  and  the  Saltcn  Sea.  No  mention  is  made  of 
the  careful  and  scientific  studies,  by  the  Aerial  Research  Department, 
of  the  upper  air  currents,  made  not  long  ago  at  Avalon,  Cal. 

The  authors  seem  also  to  have  overlooked  the  fact  that  the  typical 
action  of  a  storm  center  on  this  continent  is  to  enter  from  the  North 
Pacific,  moving  thence  south-eastward  and  then  north-eastward  across 
the  continent,  and  passing  out  into  the  Atlantic  Ocean  from  New 
England  or  the  St.  Lawrence  Basin.  The  most  severe  storms,  how- 
ever, enter  through  Southern  California  and  proceed  eastward  and 
north-eastward  across  the  continent.  Eor  the  prediction  of  storms  in 
the  central  and  eastern  part  of  the  United  States,  therefore,  it  is 
essential  that  evidence  of  an  atmospheric  change  or  disturbance  should 
be  gathered  as  early  in  its  course  as  practicable,  and  its  direction  and 
rate  of  progress  must  be  carefully  traced  from  place  to  place.  Lt 
is  doubtless  to  facilitate  this  purpose  that  so  many  regiilar  stations 
are  scattered  along  the  coast.  It  must  also  be  borne  in  m.ind  that 
the  regular  weather  bureau  station,  being  a  central  distributing  station 
for  climatic  information,  must  be  situated  so  as  to  facilitate  this  col- 
lection and  distribution  of  data.  This  of  necessity  requires  that  the 
regular  stations  shall  be  in  centers  of  population. 

The  writer,  as  a  hydraulic  engineer,  realizes  fully  the  need  of 
the  information  desired,  and  is  thoroughly  in  sympathy  with  all 
extensions  suggested.  He  is  unable,  however,  to  agree  with  the  fol- 
lowing statement  on  page  168  : 

'■'If  lack  of  funds  prohibits  the  establishment  of  new  stations,  there 
is  no  reason  why  most  of  the  existing  stations  could  not  be  moved. 
Such  action  would  be  rather  hard  on  certain  of  the  Weather  Bureau 
men,  but  would  be  of  great  benefit  to  the  people  of  the  State  as  a 
whole,  and  tend  to  distribute  the  benefits  of  the  service  more  equitably." 

On  the  contrary,  it  is  believed  that  this  would  benefit  the  hydraulic 
engineer  and  his  clients  of  California  at  the  expense  of  citizens  of 
other  classes,  and  even  at  the  expense  of  hydraulic  engineers  in 
other  parts  of  the  country.  What,  for  instance,  would  become  of  our 
navigation  interests,  if  all  regular  stations  were  moved  into  the  moun- 
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Leeds. 


ahead  as  a  result  of  the  early  observations  at  regular  coast  stations? 
The  Weather  Bureau  was  created  to  serve  the  whole  of  the  United 
States,  and  all  branches  of  its  work  must  be  developed  co-ordinately. 
The  work  of  one  station  or  locality  cannot  be  developed  with  reference 
to  the  needs  of  that  locality  alone.  Each  section  should  be  given 
the  best  service  possible,  consistent  with  equally  good  service  to  all 
other  sections. 

If,  on  page  170,  line  9,  there  were  inserted  the  words  "by  Congress 
and  the  general  public",  we  would  have  a  clearer  statement  of  the 
truth,  as  the  writer  sees  it,  and  it  is  not  improbable  that  this  was 
the  thought  in  the  minds  of  the  authors. 

The  statement  would  then  read  as  follows: 

"The  staff  of  the  Weather  Bureau  is  uniformly  courteous  and 
obliging  in  furnishing  whatever  data  are  available;  but  that  these 
data  have  not  a  higher  standard  of  reliability  and  greater  practical 
value  is  due,  the  Committee  believes,  more  to  a  lack  of  recognition, 
by  Congress  and  the  general  public,  of  the  great  service  that  could 
and  should  be  performed  by  the  Weather  Bureau,  than  to  any  reluc- 
tance on  the  part  of  those  at  its  head  to  extend  the  scope  and  improve 
the  value  of  its  work." 

As  stated  previously,  the  duties  assigned  by  Congress  to  the 
Weather  Bureau  may  be  briefly  summarized  as  making  climatic  obser- 
vations and  forecasting  weather  (particularly  storms)  for  the  benefit 
of  agriculture,  commerce,  and  navigation.  This,  broadly  interpreted, 
would  include  all  extensions  recommended  by  the  authors;  but  irriga- 
tion and  hydro-electric  development  have  proceeded  so  rapidly  during 
recent  years  that  the  Weather  Bureau  has  been  unable,  with  the 
facilities  provided  by  Congress,  to  keep  pace  with  the  requirements 
of  the  hydraulic  engineer.  Some  extensions  have  been  made,  as 
already  noted,  but  the  attention  of  Congress  should  be  directed  to 
the  need  of  facilities  for  still  greater  work.  The  Engineering  Profession 
is  probably  in  a  better  position  to  bring  this  to  the  attention  of 
Congress  than  any  other  body  of  men.  It  is  hoped  that  the  present 
discussion  will  help  to  attain  that  end. 

If  the  Weather  Bureau  has  not  sufficient  funds  to  fulfill  the  duties 
assigned  to  it  (as  it  is  believed  it  has  not),  and  if  there  are  other 
allied  duties  which  the  Bureau  should  be  directed  and  empowered  to 
perform  (as  it  is  believed  there  are),  then  Congress  should  pass  the 
necessary  legislation  to  accomplish  these  ends. 

The  writer  has  had  occasion,  in  connection  with  his  work  as  a 
member  of  the  Board  of  Engiuccrs  for  Flood  C/ontrol  of  Los  Angeles 
County,  to  take  up,  with  the  present  Chief  of  the  V.  S.  Weather  Bureau, 
the  question  of  establishing  additional  co-operative  stations  in  the 
different  water-sheds  in  Los  Angeles  County.     The  Chief  as  well  as 
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the   local   official   and   the    Section   Director  of   the   Weather   Burean    Mr. 
have  expressed  their  willingness  to  co-operate  to  the  extent  of  their 
ability. 

Another  needed  extension  of  the  service  of  the  Weather  Bureau 
which  has  come  to  the  notice  of  the  writer  is  the  lack  of  wind  observa- 
tions along  the  coast.  This  lack  of  information  was  brought  home  to 
him  when  he  attempted  to  make  a  study  of  erosion  along  the 
California  coast  in  recent  years  and  the  various  factors  affecting  it, 
such  as  winds,  tides,  ocean  currents,  etc.  So  far  as  the  writer  knows, 
the  only  sea  coast  stations  south  of  San  Francisco  for  the  observation 
of  wind  velocities  and  directions  are  at  San  Diego  and  San  Pedro. 
The  latter  has  been  established  only  a  short  time,  but  will  be  of  great 
service.  The  one  at  San  Diego,  being  sheltered  by  Point  Loma,  is 
inadequate  for  showing  wind  velocities  along  the  coast. 

It  is  hoped  that  the  Chief  of  the  U.  S.  Weather  Bureau  will  par- 
ticipate in  the  discussion  of  this  paper  and  will  describe  fully  the 
present  work  of  the  Bureau,  its  aims,  its  limitations,  and  how  the 
Engineering  Profession  and  the  general  public  can  assist  the  Bureau 
in  making  extensions  of  its  present  great  service. 

Fred.  H.  Tibbetts,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  Mr. 
writer  is  particularly  pleased  with  the  constructive  criticism  contained 
in  this  report,  and  in  the  subsequent  discussions.  There  is  a  strong 
and  rapidly  growing  sentiment  favoring  the  participation  by  organized 
engineers  in  the  discussion  of  public  problems.  Engineers  are  the 
chief  users  of  the  data  gathered  by  the  Weather  Bureau,  and  hence 
should  be  particularly  qualified  to  support  it  and  to  urge  the  extension 
by  Congress  of  its  exceedingly  useful  work. 

Among  the  many  important  matters  listed  by  the  authors  as  per- 
taining to  the  Weather  Bureau,  the  writer  wishes  to  discuss  the 
relation  of  the  work  of  that  Bureau  to  flood  control  and  drainage 
problems,  particularly  in  the  Central  Valley  of  California. 

In  the  Sacramento  Valley  many  important  cities  and  towns,  includ- 
ing the  State  Capital,  as  well  as  large  areas  of  rich  farming  land, 
lie  below  the  flood-plain  of  the  river,  and  are  partly  protected  by 
incomplete  flood-control  and  drainage  works.  The  accurate  prediction 
of  floods  is  a  matter  of  the  greatest  importance.  Every  general  flood 
has  been  attended  by  losses  running  from  small  amounts  up  to  sums 
exceeding  $5  000  000.  The  Weather  Bureau  deserves  the  greatest  credit 
for  predicting  all  the  important  floods,  and  for  the  prompt  collection 
of  the  data  issued  in  the  daily  river  bulletins  during  the  flood  season, 
as  well  as  for  the  uniform  courtesy  and  devotion  of  its  staff.  Under  the 
present  organization,  and  with  the  limited  funds  available,  however, 

*  San  FTancisco,  Cal. 
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.Mr.      it   is  impossible  to  predict  gauge  heights  with  any   great  degree  of 
accuracy,  or  more  than  1  or  2  days  in  advance. 

The  typical  winter  storms  of  California  are  areas  of  low  pressure 
which  become  detached  from  the  much  larger  area  which  remains  more 
or  less  permanently  in  the  vicinity  of  the  Aleutian  Islands.  These 
detached  areas  are  swept  eastward  over  the  !N^orth  Pacific  Ocean,  by 
the  prevailing  eastward  drift  of  the  atmosphere,  until  they  impinge 
on  the  western  shore  of  the  continent.  Their  progress  eastward  is 
then  determined  by  the  direction  from  which  they  have  advanced,  and 
largely  by  local  conditions.  The  storms  are  frequently  broken  up, 
or  the  direction  of  their  movement  is  changed,  by  the  high  mountain 
ranges.  The  location  of  high-pressure  areas  at  the  time  the  storms 
strike  the  Coast  is  also  important.  A  high-pressure  area  over  Western 
Canada  tends  to  deflect  a  storm  southward;  such  an  area  over  Central 
or  Southern  California  tends  to  hold  it  to  the  north,  and  make  it 
move  parallel  to  the  Canadian  boundary.  In  general,  these  storms 
cannot  be  predicted  on  the  Pacific  Coast  until  they  have  actually 
arrived,  and  as  they  move  ordinarily  at  a  rate  of  from  10  to  15  miles 
per  hour,  storm  warnings  are  too  late  to  be  of  much  value.  Disastrous 
floods  in  a  big  river  system  such  as  the  Sacramento  occur  only  as  the 
accumulative  result  of  a  number  of  such  storms  occurring  in  such 
quick  succession  that  heavy  precipitation  continues  for  a  number  of 
days  or  weeks.  If,  when  a  heavy  rainfall  is  occurring  in  the  Sacra- 
mento Valley,  it  was  possible  to  know  that  there  was  or  was  not, 
one,  two,  or  more  other  storms  a  day  or  two  off  the  coast,  it  would 
then  be  possible  to  predict  with  much  greater  accuracy,  and  for  a 
much  longer  period  in  advance,  the  heavy  and  continued  precipita- 
tion which  causes  high  and  prolonged  flood  stages  in  the  river.  For 
such  work,  two  or  three,  or  even  one,  station  in  the  ocean  from  500 
to  1  000  miles  off  the  western  coast,  would  seem  to  the  writer  to  be 
of  as  much  value  as  all  the  other  stations  in  California  taken  together. 
Such  stations,  if  established  in  the  ocean,  would  be  not  unlike  some 
of  the  lightships  off  the  coast.  Only  a  limited  outlay,  and  a  limited 
number  of  observers  would  be  necessary.  The  stations,  of  course, 
should  be  equipped  with  wireless,  so  that  storms  moving  over  the  ocean 
could  be  reported  immediately  as  to  intensity,  direction,  and  rate 
of  movement.  It  is  probable  that,  if  regular  reports  were  received 
from  all  ships  equipped  with  wireless  moving  in  the  North  Pacific, 
many  of  the  severe  storms  could  be  accurately  foretold  a  number  of 
days  before  they  arrived.  One  of  the  authors  has  suggested  to  the 
writer  the  occasional  special  use  of  naval  vessels.  The  lines  of  ocean 
travel  from  Puget  Sound  to  the  Orient  appear  to  go  far  enough  north 
to  make  such  observations  of  value. 
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The  establishment  of  additional  Weather  Bureau  Stations  in  the  Mr. 
higher  altitudes,  as  recommended  by  the  authors,  would  also  be  of 
much  use  in  predicting  floods.  The  importance  of  the  temperature  of 
the  air,  particularly  in  the  mountains,  is  almost  equal  to  that  of  the 
precipitation.  During  the  maximum  discharge  of  the  larger  rivers, 
all  but  a  negligible  proportion  of  the  water  comes  from  the  higher 
altitudes,  the  proportion  probably  being  not  unlike  that  of  the  annual 
run-off.  Very  few  of  the  Weather  Bureau  Stations  are  high  enough 
to  indicate  the  conditions  which  give  high  rates  of  run-off.  The  for- 
tunate fact  that  the  Southern  Pacific  crosses  the  mountains  at  com- 
paratively high  altitudes,  and  is  giving  constant  and  valuable  support 
to  the  Weather  Bureau,  is  of  great  assistance.  The  effect  of  high 
temperatures  in  producing  high  rates  of  run-off  has  not  received  from 
engineers  the  study  which  it  deserves,  and  to  this  can  be  largely 
attributed  some  of  the  apparently  erratic  results  of  the  very  wet 
January  of  1916.  During  the  heavy  storms  of  that  month  the  river 
at  no  time  reached  a  dangerous  stage,  probably  because  the  temperature 
in  the  mountains  was  so  low  that  the  precipitation  piled  up  in  tempo- 
rary storage  as  snow.  The  highest  stage  of  the  river  reached  thus  far 
in  1916,  accompanied  by  a  prolonged,  heavy  run-off  (although  at  no 
time  dangerous),  occurred  in  response  to  comparatively  light  precipi- 
tation, accompanied  by  unusually  warm  weather  during  the  first  half 
of  February. 

Colusa  Basin  comprises  the  northeast  corner  of  the  flood  basin 
of  the  Sacramento  River.  Back  of  the  Reclamation  Districts,  which 
include  more  than  120  000  acres,  there  is  a  water-shed  of  about  1  600 
sq.  miles.  About  950  sq.  miles  of  this  are  occupied  by  comparatively 
level  valleys  and  plains,  and  the  remainder,  producing  most  of  the 
run-off,  is  composed  of  the  bare  foot-hills  of  the  Coast  Range  rising 
to  elevations  of  from  1  500  to  2  000  ft.  The  flood-control  works  now 
under  construction  are  designed  primarily  to  handle  the  run-off  from 
these  hills  at  a  maximum  rate  of  perhaps  25  000  sec-ft.  There  are 
only  four  (all  co-operative)  stations  in  this  drainage  area,  all  of  which 
are  below  200  ft.  elevation.  Rainfall  records  at  these  stations  do  not 
necessarily  give  an  index  of  the  run-off.  The  first  flood  of  1916,  from 
January  3d  to  8th,  aggregating  about  110  000  acre-ft.,  was  accompanied 
by  an  unusually  violent  storm,  averaging  in  the  valley  nearly  4  in. 
of  precipitation  in  less  than  24  hours.  This  indicated  satisfactorily 
the  crest  of  this  flood  4  or  5  days  in  advance.  The  next  and  larger 
flood  occurred  between  January  24th  and  28th,  and  was  not  accom- 
panied by  any  unusual  precipitation  of  record  at  the  stations  in  the 
water-shed  mentioned  previously.  Had  the  stations  been  at  the  eleva- 
tions at  which  the  precipitation  occurred,  which  caused  this  flood,  they 
would  probably  have  indicated  its  size  and  time  of  occurrence.  This 
is   inferred   from   the   fact   that   this   storm   is   shown   clearly  by   the 
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Mr.  rainfall  records  at  Kennett,  which  although  120  miles  farther  north, 
and  on  quite  a  different  water-shed,  is  at  an  elevation  of  730  ft.  The 
writer  concludes  that  the  vertical  distribution  of  rainfall  stations  is 
far  more  important,  from  the  standpoint  of  flood  control,  than  their 
geographical  location. 

The  work  of  the  Weather  Bureau  in  collecting  and  making  public 
with  amazing  promptness  the  actual  conditions  all  along  the  river, 
is  of  the  greatest  value.  By  9  A.  M.  it  is  possible  to  ascertain,  by  tele- 
phoning to  the  Weather  Bureau,  the  precipitation  at  each  station 
for  the  preceding  24  hours,  the  stage  of  the  river  at  7  o'clock  that 
morning,  and  its  rise  or  fall  within  the  last  24  hours.  The  mail 
service  is  so  prompt  that  these  records  are  usually  received  through 
the  mail  on  the  day  that  they  are  issued.  The  writer  has  only 
one  suggestion  here,  and  that  is  that  more  frequent  observations 
during  critical  periods,  or,  better  still,  the  use  of  automatic  instruments 
giving  a  continuous  record  of  the  river  stage,  would  be  of  the  utmost 
interest  and  value.  For  example,  at  Red  Bluff,  at  the  head  of  the 
Sacramento  Valley,  the  river  sometimes  rises  or  falls  15  ft.  or  more 
in  24  hours.  The  variation  is  almost  as  great  at  Colusa,  near  the 
head  of  the  heavy  flood-control  works.  The  highest  gauge  at  Colusa 
is  ordinarily  within  from  1  to  3  ft.  of  that  at  Red  Bluff,  and  from 
18  to  36  hours  later.  Daily  readings  at  Red  Bluff  may  miss  the  crest 
of  the  flood  by  a  number  of  feet,  and  render  it  that  much  more  diffi- 
cult to  predict  accurately  the  stage  of  water  which  will  be  reached 
on  the  levees  from  Stony  Creek  to  the  Feather  River. 

The  writer's  conclusions  with  regard  to  the  work  of  the  Weather 
Bureau,  as  it  affects  flood  control  and  drainage,  are: 

Two  observation  stations  in  the  ocean  would  be  of  more  value,  in 
predicting  several  days  in  advance  the  occurrence  of  heavy  storms, 
than  all  the  present  stations  in  California  combined.  Regular  infor- 
mation from  vessels  in  the  ocean  might  be  of  much  assistance. 

A  more  uniform  vertical  distribution  of  the  Weather  Bureau 
Stations,  particularly  in  the  higher  altitudes,  is  desirable. 

More  importance  and  more  study  should  be  given  by  engineers 
to  the  effect  of  temperature  in  the  mountains  on  the  maximum  rate 
of  run-off. 

The  Weather  Bureau  has  developed  amazing  efficiency  and  prompt- 
ness in  the  collection  and  publication  of  river  bulletins,  and  its  local 
officials  are  uniformly  courteous  and  desirous  of  making  their  work 
of  the  utmost  usefulness,  but  the  prediction  of  continued  storms,  and 
prolonged  high-water  stages,  for  a  sufficient  length  of  time  to  be  of 
much  use  in  flood-control  work  is  physically  impossible  under  present 
conditions  on  the  Pacific  Coast.  The  timely  warnings  issued,  however, 
have  been  of  inestimable  value  in  saving  life  and  property. 
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J.  B.  LiPPiNCOTT,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
wishes  to  express  his  appreciation  of  this  paper  concerning  the  work 
of  the  U.  S.  Weather  Bureau  in  California.  This  subject  is  of  such 
interest  to  the  hydraulic  engineers  of  the  West  that  this  Committee 
(consisting  of  Mr.  Binckley  and  Mr.  Lee),  representing  the  Southern 
California  Association  of  Members  of  the  American  Society  of  Civil 
Engineers,  was  appointed  for  the  purpose  of  reviewing  this  work.  The 
report  of  the  Committee  was  presented  at  a  regular  meeting  of  the 
Association,  an  evening  was  given  to  its  discussion,  a  resolution  of 
commendation  was  passed,  and  its  publication  by  the  Society  was 
requested. 

The  work  of  the  Weather  Bureau  and  its  predecessor,  the  United 
States  Signal  Service,  in  arid  America  has  been  of  great  value  to 
engineers  engaged  in  the  study  of  the  water  problems  of  the  West. 
The  writer  is  especially  indebted  to  the  Service  for  much  useful  infor- 
mation. It  is  relatively  an  easy  matter  to  maintain  rain  gauges,  and 
an  exceedingly  difficult  one  to  maintain  stream  gauging  stations 
throughout  a  term  of  years.  For  this  reason  the  engineers  have  had 
to  rely  largely  on  records  of  the  Weather  Bureau  and  Signal  Service 
as  a  basis  of  their  study  of  the  available  water  supply  for  irrigation 
and  water  power. 

There  is  a  constant  tendency  for  the  older  bureaus  of  the  Federal 
Government  to  maintain  themselves  in  the  City  of  Washington  without 
adequate  field  inspection,  particularly  of  the  far  western  country.  It 
is  not  efficient,  and  in  fact  usually  is  very  unintelligent  for  one  to 
endeavor  to  direct,  year  after  year,  from  a  desk  in  the  Capital,  field 
operations  on  the  far  side  of  a  continent.  This  lack  of  proper  execu- 
tive has  not  alone  characterized  the  Weather  Bureau  for  a  number 
of  years  past,  but  many  other  departments  of  the  Government.  This 
habit  was  broken  away  from  vigorously  first  by  the  Geological  Survey, 
and  then  by  the  Forest  Service  and  the  Reclamation  Service. 

The  Engineering  Profession  should  use  its  influence  in  obtaining, 
if  possible  by  co-operation  with  the  Weather  Bureau,  an  expansion 
and  improvement  of  its  work  along  lines  that  will  be  of  greater  value 
to  this  Profession. 

In  California  there  are  two  great  hydrographic  features:  First,  the 
Pacific  Ocean  with  850  miles  of  coast  line  lying  to  the  west,  from  which 
all  moisture  is  derived;  and,  second,  the  great  Sierra  Nevadas  and 
Coast  Kanges  of  mountains  that  are  the  condensers  which  collect  the 
vapor  from  the  clouds  and  put  it  into  the  streams.  The  rainfall  in 
the  valleys  of  California  is  small,  ranging  from  5  to  10  in.  in  the  Great 
Central  Valley,  and  from  10  to  15  in.  along  the  coastal  plains  of 
Southern  California.     The  desert  rainfall  to  the  east  of  the  Sierra  is 

♦  Los  Angeles,  Cal. 
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Mr.  less  than  5  in.  annually.  The  precipitation  on  the  mountain  crests 
>ippinco  .  .^  enormously  greater,  the  increase  in  depth  of  annual  rainfall  being 
at  the  rate  of  approximately  0.6  in.  for  each  100  ft.  rise  in  elevation 
on  the  western  slopes  of  the  ranges  up  to  some  unknown  limit  for 
from  6  000  to  8  000  ft.  The  water,  both  for  the  irrigation  supply 
and  the  development  of  power,  comes  from  these  high  mountains,  yet 
in  California  there  are  eleven  regularly  established  Weather  Bureau 
stations,  all  in  the  valleys  and  none  in  the  higher  moimtains,  the 
one  possible  exception  being  on  Mt.  Tamalpais,  which  is  a  branch  of 
the  San  Francisco  office  on  a  foot-hill  near  that  city. 

Apparently,  the  original  purpose  of  the  Weather  Bureau  was  to 
be  of  primary  aid  to  shipping,  which  is  of  first  importance.  Seven 
of  the  eleven  official  weather  stations  in  California  are  on  the  sea  coast, 
and  the  others  are  in  low  valleys.  In  California  there  is  great  variation 
in  the  rainfall  within  short  distances.  For  instance,  at  Fresno,  in 
the  San  Joaquin  Yalley,  the  yearly  rainfall  is  about  7  in.,  and  30  or 
40  miles  away  the  precipitation  on  the  Sierra  Nevadas  is  from  50 
to  60  in.,  yet  there  are  three  official  stations  in  the  Central  Valley 
and  none  on  this  main  range.  In  a  horticiiltural  State  which  relies 
largely  on  irrigation  for  its  success,  and  is  greatly  interested  in  flood 
problems  and  inland  waterways,  this  would  appear  to  be  a  condition 
to  correct.  The  same  argument  applies  in  Southern  California.  If 
it  is  impossible  to  discontinue  any  one  of  the  seven  coast  stations,  it 
is  essential  that  additional  regular  stations  be  established  in  the  high 
mountain  drainage  basins.  Apparently,  the  cost  of  maintaining  one 
of  the  city  offices  would  be  enough  to  support  two  in  a  forest  reserve 
where  a  cabin  could  be  built  and  the  records  kept  in  an  open  field. 

There  are  some  voluntary  observers  in  these  mountain  regions,  but 
they  are  rarely  at  the  higher  elevations,  or  at  points  where  maximum 
precipitation  occurs.  These  voluntary  observations  are  usually  frag- 
mentary, and  are  not  an  adequate  substitute  for  a  regular  station. 

Both  oS  the  west  coast  of  Europe  and  the  west  coast  of  America 
the  warm  currents  or  streams  of  the  ocean  have  a  profound  eflFect  on 
the  climatic  conditions  of  the  regions  on  which  they  impinge.  It  is 
quite  possible  that  there  is  some  variation  or  swing  in  these  ocean 
streams  from  year  to  year.  Navigators  talk  of  open  and  closed  winters 
off  the  coast  of  Northern  Alaska,  and  there  have  been  remarkable 
groups  of  wet  and  dry  years  in  California.  Storms  originate  on  and 
travel  easterly  from  the  Pacific  Ocean  across  the  continent.  So  far 
as  the  writer  knows,  nothing  has  been  done,  in  a  broad  and  systematic 
way,  to  study  the  fluctuation  in  temperatures  of  the  ocean  water  off 
the  Pacific  Coast.  There  are  light-houses  at  short  intervals  from 
San  Diego  to  Seattle,  and  others  farther  north.  It  would  be  a  simple 
matter,  not  accompanied  by  serious  expense,  for  the  Weather  Bureau 
to  arrange  with  the  Light-house  Service  for  tlie  taking  of  daily  tern- 
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peratures  of  the  water  of  the  ocean,  with  a  view  of  determining  the  Mr. 
possible  rehitions  between  changes  of  water  temperatures  and  cycles 
of  wet  and  dry  years.  There  may  be  no  such  relation,  but  it  is  a 
physical  condition  that  might  be  studied  to  great  advantage.  The 
fisliing  industry  of  the  Pacific  Coast  is  growing  to  prime  importance, 
and  some  believe  that  the  schools  of  fish  in  their  migrations  are 
influenced  by  the  ocean  temperatures  and  that  the  season's  catch  is 
thus  governed. 

It  is  respectfully  submitted  that  the  work  of  the  Weather  Bureau 
could  be  substantially  improved,  also,  at  the  localities  where  regular 
stations  are  now  established.  It  is  recognized  by  engineers,  and  also 
by  the  old  Signal  Service,  that  precipitation  records  should  be  taken 
on  the  level  places  rather  than  on  pinnacles  or  near  obstructions.  The 
U.  S.  Weather  Bureau  has  published  a  record  of  the  rainfall  in  San 
Francisco  extending  back  to  1849.  This  is  a  composite  of  observations 
made  successively  at  six  different  stations.  In  1892  the  station  was 
moved  to  the  roof  of  the  Mills  Building.  There  is  available  a  rainfall 
record,  made  by  Mr.  John  Pettee,  extending  back  to  1865-66.  Although 
it  is  said  that  the  gauge  observed  by  Mr.  Pettee  was  moved  to  different 
parts  of  the  city  several  times,  it  is  believed  that  it  was  always  estab- 
lished near  the  ground,  as  distinctive  from  the  roof  of  a  building. 
For  the  27  years  prior  to  1892  the  Pettee  record  shows  a  reasonably 
close  relation  to  that  of  the  Weather  Bureau,  being  an  average  of 
97.2%  of  it.  Subsequent  to  this  date  (when  the  Weather  Bureau 
station  was  moved  to  the  roof  of  the  eleven-story  Mills  Building)  there 
was  a  decided  difference  in  the  ratio  of  the  two  records.  For  the 
period,  1892-93  to  1900-01,  the  Pettee*  record  was  134.4%  of  the 
Weather  Bureau  record.  This  may  not  be  taken  as  conclusive  of  the 
ratio  of  records  maintained  on  the  roofs  of  high  office  buildings  and 
those  observed  near  the  ground,  but  it  certainly  indicates  a  wide  difl'er- 
ence  in  the  results.     Other  examples  could  be  referred  to.f 

Again,  in  such  a  covmtry  as  California,  where  a  change  of  a  few 
degrees  in  temperature  in  the  spring  or  winter  is  apt  to  mean  the  loss 
of  the  fruit  crop  by  freezing,  it  is  not  satisfactory  to  have  temperature 
taken  on  the  roofs  of  high  buildings.  Occasionally,  we  are  confronted 
with  reports  of  frozen  fruit,  and  see  some  ice  in  the  streets,  but  we 
are  assured  by  the  official  records  of  the  Weather  Bureau,  taken  at 
its  regular  station,  that  the  minimum  temperatures  have  been  well 
above  freezing.  The  reverse  conditions  exist  in  midsummer.  When 
attention  is  called  to  this  we  are  told  to  apply  some  factor  in  correction, 
but  few  persons  outside  the  Service  know  what  these  factors  are. 
In  the  writer's  opinion,  these  observations  should  be  taken  on  the 
siirface  of  the  ground,  as  it  is  not  satisfactory  to  say  that  corrections 

•  Transactions,  Am.  Soc.  0.  E.,  Vol.  LXI,  p.  561. 
t  Fanning's  "Hydraulics",  p.  64. 
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Mr.        may  be  applied  to  adjust  this  great  mass  of  observed  data  to  normal 

Lippincott.  i-,- 

conditions. 

There  are  a  number  of  voluntary  meteorological  observers,  mostly 
in  the  valleys  of  California,  who,  year  after  year,  send  in  records  of 
rainfall  and  temperature,  whose  stations  are  not  inspected,  and  who 
are  not  given  personal  instructions  and  encouragement  as  to  the 
method  of  their  work.  Although  some  of  the  rain  gauges  are  in  good 
locations,  others  are  not,  and  may  be  misleading.  A  distinction  should 
be  made  in  the  records.  The  writer  knew  of  two  old  gentlemen  who 
kept  a  rainfall  record  for  20  years,  from  1882  to  1902,  at  a  place  known 
as  Second  Gerrote,  at  an  elevation  of  2  714  ft.  Their  gauge  consisted 
of  three  tin  cans  wired  together  and  set  out  in  the  open  lot  to  catch 
the  rainfall.  The  depth  of  rain  was  read  in  each  can  with  an  ordinary 
foot-rule  at  the  end  of  each  storm,  and  the  three  observations  were 
averaged  and  carefully  recorded  in  a  notebook.  Such  interest  in  a 
scientific  subject  should  be  encouraged  by  a  visit  and  personal  com- 
mendation, and  the  furnishing  of  adequate  instruments  for  observation 
and  instruction.  The  writer  has  never  known  of  an  extended  field 
inspection  trip  being  made  by  any  officer  of  the  Weather  Bureau  to 
these  voluntary  meteorological  stations  in  California,  the  records  from 
many  of  which  have  been  continually  published  for  years.  It  is 
probably  not  the  lack  of  interest  on  the  part  of  the  local  observers, 
but  rather  because  of  the  "system"  that  is  passed  down  from 
Washington. 

A  great  deal  of  the  work  done  by  the  men  of  the  Weather  Bureau 
is  highly  valuable  and  greatly  appreciated.  Their  prediction  of  frosts 
is  of  greatest  importance  to  the  fruit  growers  of  California;  their 
prediction  of  storms  is  essential  to  the  mariner.  These  gentlemen 
deserve  full  credit  for  the  thoroughness  of  their  organization,  which 
is  believed  to  be  the  most  extensive  meteorological  department  in  the 
world,  yet  it  is  suggested  that  this  service,  good  as  it  is,  could  be  sub- 
stantially improved,  from  the  standpoint  of  the  engineer,  without  the 
necessity  of  large  additional  outlays. 

Messrs.        George  S.  Binckley,*  M.  Am.  Soc.  C.  E.,  and  Charles  H.  Lee,* 

®'and""^  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter).— The  Committee  is  gratified 

''*'''      to  find  that  the  discussion  of  the  paper  has  been  constructive,  and  has 

covered  all  sides  of  the  subject.     The  Committee  has  been  actuated  by 

a  sincere  desire  to  get  at  the  truth  and  to  be  of  constructive  service. 

The  discussions  are  indicative  of  similar  motives. 

Although  none  of  the  Weather  Bureau  officials  has  contributed 
formally  to  tlie  discussion  of  the  paper,  which  is  a  matter  of  regret, 
yet  the  members  of  the  Committee  have  had  informal  personal  discus- 
sions relative  thereto  with  the  present  Chief  of  the  Weather  Bureau, 

*  Lios  Angeles,  CaL 
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Professor   C.   F.   Marvin,   and  the  official  in  charge  at   Los  Angeles,  Messrs. 
Dr.    Ford    A.    Carpenter.     These    gentlemen,    though    not    always    m      and 
accord  with  the  conclusions  reached,  assisted  in  many  ways  in  amplify-     ^^^^• 
ing   the   Committee's   information.     The  members   of  the   Committee 
desire  to   express   their   appreciation   of   the   helpful   suggestions   and 
the  co-operative  attitude  of  these  gentlemen  toward  the  work. 

The  Committee  understands  that,  at  the  request  of  the  Cleveland 
Association  of  Members,  the  Local  Forecaster,  Mr.  William  H.  Alex- 
ander, of  Cleveland,  Ohio,  addressed  that  organization  on  the  subject 
of  its  paper.  The  Committee  has  not  been  furnished  with  a  copy  of 
this  address,  but  was  kindly  loaned  one  by  Dr.  Ford  A.  Carpenter, 
from  his   office  files. 

Before  proceeding  further,  the  Committee  wishes  to  make  clear 
three  jxjints  in  which  the  paper  may  have  misled  those  who  read  it. 

First,  the  title  and  presentation  of  data  might  indicate  that  the 
Committee's  findings  and  suggestions  applied  particularly,  or  even 
solely,  to  the  State  of  California.  This  was  far  from  the  Committee's 
intention,  however,  as  it  is  recognized  that  California  enjoys  its  share 
— and  a  very  full  share — of  the  effort  and  funds  at  the  disposal  of  the 
Weather  Bureau,  and  that  the  local  Weather  Bureau  officials  are 
doing  all  in  their  power  to  obtain  and  distribute  the  information 
desired  by  the  engineers  of  the  State.  The  conditions  set  forth  in 
the  paper  were  regarded  as  typical  of  all  the  Western  States,  and  also 
the  Central,  Eastern,  and  Southern  States.  California  was  chosen 
for  detailed  investigation  because  of  the  greater  degree  of  first-hand 
knowledge  thereof  possessed  by  the  Committee.  That  there  is  equal 
need  for  greater  study  of  rainfall  in  the  region  east  of  the  Rocky 
Moimtains  is  indicated  by  the  strong  editorial  which  recently  appeared 
in  one  of  the  leading  engineering  journals.* 

Second,  the  Committee  does  not  wish  its  advocacy  of  improvement 
in  the  mountain  climatological  work  of  the  Weather  Bureau  to  be 
interpreted  as  supporting  the  idea  that  precipitation  data  collected  at 
properly  located  mountain  stations  will  yield  all  the  information  as  to 
water  supply  and  its  variations  needed  for  the  design  of  hydraulic 
structures  and  projects.  On  the  contrary,  the  Committee  is  in  full 
accord  with  Mr.  N.  C.  Grover's  statement,  that  stream-flow  records 
furnish  the  most  reliable  data  for  this  purpose.  It  is  unfortunately 
the  case,  however,  that  the  establishment  of  stream-gauging  stations 
must  be  limited  to  one  or  two  points  on  the  larger  streams,  on  account 
of  the  first  cost  and  the  upkeep.  There  are  many  projects,  however, 
both  public  and  private,  which  depend  on  the  supply  from  the  tribu- 
taries of  large  streams,  or  from  small  streams.  There  are  also  many 
short  stream-gauging  records  which  do  not  extend  over  years  of 
deficient  precipitation,  and,  without  proper  corrections,  are  likely  to  be 
♦  Engineering  News,  August  17th,  1916,  p.  321. 
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Messrs.  as  misleading  as  precipitation  records  unsupported  by  stream-flow 
'and^^  data.  To  fill  these  deficiencies,  precipitation  records  judiciously  used 
^^^-  in  conjunction  with  the  available  stream-flow  records  are  of  great 
value,  and  afford  the  only  adequate  information,  obtainable  at  reason- 
able cost,  with  which  to  supplement  insufficient  stream-flow  records. 
It  is  toward  the  filling  of  this  gap,  which  every  hydraulic  engineer  in 
the  West  at  least  recognizes  as  a  serious  one,  that  the  Committee's 
efforts  are  directed. 

Third,  the  Committee's  primary  idea,  in  formulating  its  sugges- 
tions for  improvement  of  the  Weather  Bureau  Service,  was  not  an 
increase  in  the  volume  of  data  collected,  although  that  might  be  an 
incidental  result,  but  an  improvement  in  quality,  to  be  obtained  by  a 
more  studied  choice  of  locations  at  which  data  are  observed,  and 
more  intensive  study  and  interpretation  of  the  data  thus  obtained. 
For  instance,  in  the  matter  of  precipitation  data,  the  hydraulic  engi- 
neer wants  to  know:  First,  the  average  annual  areal  precipitation  for 
all  portions  of  a  given  drainage  area,  and  the  annual  variations  there- 
from; and  second,  the  monthly,  daily,  and  hourly  precipitation  at  one 
or  more  points  in  the  area,  depending  on  its  size.  As  Mr.  W.  S.  Post 
well  suggests,  this  information  can  be  obtained  for  Pacific  Coast 
mountain  drainage  areas  by  determining  the  shape  of  the  isohyetose 
lines  from  a  few  years  records  at  a  number  of  well-selected  stations, 
after  which  one  or  two  base  stations  would  provide  all  the  information 
needed.  (This,  of  course,  would  not  be  sufficient  for  regions  where 
a  large  proportion  of  the  annual  rainfall  occurs  in  detached  local 
storms  covering  limited  areas.)  By  working  out  a  progressive  pro- 
gramme for  a  State  along  these  lines,  the  total  number  of  stations 
reporting  at  any  one  time  could  be  kept  constant,  although  the 
geographical  location  of  stations  would  vary.  As  contrasted  with 
such  a  programme,  there  is  the  present  more  or  less  haphazard  distri- 
bution of  rainfall  stations,  without  regard  to  the  ultimate  usefulness 
of  the  record.  The  Committee  recognizes  the  fact  that  to  plan  and 
execute  such  a  programme  would  require  much  intelligent  study  and 
supervision  by  a  practical  and  technically  trained  field  man.  The 
Committee  wishes  to  emphasize  again,  however,  that  its  efforts  are 
actuated  by  a  desire  to  see  generally  inaugurated  a  progressive,  prac- 
tical, co-operative,  and  broad  handling  of  meteorological  problems,  to 
the  end  that  these  problems  may  be  solved.  Mechanically  observing 
data  for  the  sole  purpose  of  tabulation  and  accumulation  in  the 
archives  does  not  solve  these  problems,  no  matter  how  many  stations 
are  reporting. 

The  Committee  wishes  to  correct  an  error  which  was  inadvertently 
made  in  the  paper.  The  number  of  co-operative  stations  in  California 
reporting  precipitation  in  1913,  as  shown  by  the  Anniial  Summary,  is 
practically   300,    instead   of    102.      Of   these   stations   S%    are   within 
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25  miles  of  the  coast,  43%  are  in  interior  valleys  and  foot-hills,  7%    Messrs. 
are  in  the  Great  Basin  and  Desert,  and  42%  (instead  of  29%)  are  in  ^'"nd^^ 
regions  of  broken  topography  where  elevations   exceed   2  000   ft.     Of      ^^^• 
these,  approximately  30  (instead  of  21  as  stated),  were  above  4  000  ft. 
Hence,  out  of  the  total,  10%  can  be  considered  as  mountain  stations. 
It  should  also  be  stated  that  subsequent  to  1913  there  have  been  pub- 
lished reports  of  snowfall  data  at  from  40  to  50  stations  in  the  Sierra 
Xevada  Mountains.     These  data  have  been  expressed  in  snow  depths, 
however,  and  not  in  terms  of  equivalent  water,  so  that  they  are  of 
little  use  for  water  supply  estimates. 

The  individual  discussions  will  now  be  taken  up  in  detail :  Mr. 
Grover  suggests,  as  the  reason  that  so  few  records  have  been  obtained 
by  the  Weather  Bureau  in  mountainous  regions,  the  difficulty  in 
devising  self-regulating  instruments.  The  Committee  believes  that, 
due  to  the  rapid  development  which  has  occurred  in  the  West  during 
the  past  few  years,  there  will  be  found  many  more  reliable  observers 
in  mountain  areas  than  might  be  supposed.  This  has  been  the  expe- 
rience of  the  members  of  the  Committee.  The  Committee  respect- 
fully suggests  that,  if  the  local  officers  of  the  Weather  Bureau  were 
given  more  assistants  and  were  allowed  to  become  intimately  familiar 
with  the  mountain  portions  of  their  districts,  many  good  observers 
could  be  found,  in  areas  from  which  records  are  at  present  lacking,  by 
obtaining  the  co-operation  of  such  local  residents  and  by  the  establish- 
ment of  stations  in  the  isolated  areas  in  charge  of  trained  men.  As 
the  Committee  has  suggested,  it  should  be  entirely  feasible  to  obtain 
the  desired  records  within  a  reasonable  cost  without  waiting  for  the 
development  of  automatically  recording  instruments.  The  Commit- 
tee has  already  commented  on  Mr.  Grover^s  reference  to  the  possible 
misinterpretation  of  its  original  report,  and  wishes  here  to  express  its 
appreciation  to  Mr.  Grover  for  having  brought  out  this  matter  with 
such  clearness. 

Mr.  Post's  discussion  contains  several  very  practical  suggestions 
which  are  especially  valuable,  as  they  are  drawn  from  his  experience 
in  making  rainfall  and  run-off  observations  over  a  large  area  of  moun- 
tain drainage.  With  regard  to  the  publication  of  early  records,  of 
which,  as  Mr.  Post  states,  many  exist  in  California,  it  has  been  stated 
to  the  Committee,  by  the  Chief  of  the  Weather  Bureau,  that  if  a  suffi- 
cient volume  of  such  data  be  assembled  and  compiled  by  the  Local 
Association,  and  presented  to  the  Weather  Bureau,  the  latter  will 
undertake  their  publication  in  bulletin  form  under  separate  cover. 
The  Committee  is  still  engaged  in  gathering  data  of  this  character, 
and  will  appreciate  any  which  members  or  others  may  be  able  to 
furnish. 

Mr.  Charles  T.  Leeds,  brings  out  very  clearly  the  diversity  of 
work  which  has  been  assigned  by  law  to  the  Weather  Bureau,  and  the 
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Messrs.  limitatious  under  which  it  is  working  with  respect  to  the  needs  of  the 
^' and^^  water  supply  interests  of  the  West.  The  force  of  his  statements  has 
^®-  been  brought  hom6  to  the  Committee  by  its  own  investigations,  and 
it  fully  agrees  that  the  proper  method  of  obtaining  desired  improve- 
ments is  through  Congressional  action;  and  furthermore,  that,  "The 
Engineering  Profession  is  probably  in  a  better  position  to  bring  this 
to  the  attention  of  Congress  than  any  other  body  of  men."  Mr.  Leeds 
has  done  well  to  mention  the  many  lines  of  special  research  work 
undertaken  by  the  Weather  Bureau.  With  regard  to  the  evaporation 
studies  made  by  that  Bureau  at  Salton  Sea  about  6  years  ago,  however, 
attention  is  drawn  to  the  fact  that  the  data  thus  obtained  have  never 
been  made  available  to  the  public.  The  Committee  agrees  with  Mr. 
Leeds  that  stations  for  the  collection  and  distribution  of  climatic 
information  should  be  maintained  in  the  centers  of  population.  The 
Committee  believes,  however,  that  fully  equipped  (or  regular)  observa- 
tion stations  should  be  at  a  distance  from  buildings  and  other  objects 
and  influences  which,  in  cities,  cause  abnormal  conditions.  The  Com- 
mittee suggests  that  both  requirements  could  be  met  by  establishing 
regular  stations  in  Government-owned  buildings  and  on  Government- 
owned  land,  at  the  military  and  lighthouse  reservations,  of  which 
many  exist  on  the  Pacific  Coast,  for  example,  the  Presidio  at  San 
Francisco,  Point  Arguello  near  San  Luis  Obispo,  Fort  Rosecrans  at 
San  Diego,  etc.  There  are  military  reservations  adjoining  practically 
all  large  coast  centers  of  population,  at  which  communication  is  fully 
as  good  as  in  the  congested  business  district.  The  maintenance  of 
such  stations  would,  without  doubt,  be  less  than  that  of  the  expensive 
office  quarters  usually  occupied  by  the  Weather  Bureau,  and,  in  addi- 
tion, the  abnormal  conditions  existing  on  top  of  office  buildings  would  be 
eliminated,  without  sacrificing  the  requirement  of  easy  communication. 
The  Committee  has  not  been  unaware  of  the  course  traveled  by 
the  typical  storm  centers  of  this  continent,  as  suggested  by  Mr.  Leeds, 
but  believes  that,  by  reason  of  the  large  diameter  of  these  storm  cen- 
ters, atmospheric  changes  occur  no  later  on  the  west  slopes  of  the 
mountain  ranges  of  the  Pacific  Coast  than  they  do  on  the  Coast  itself, 
and  that  records  obtained  from  judiciously  selected  mountain  stations 
would  be  of  just  as  great  value  in  forecasting  weather  conditions.  In 
this  matter,  however,  the  Committee  heartily  agrees  with  Mr.  Tibbetts, 
that 

"Two  observation  stations  in  the  ocean  would  be  of  more  value, 
in  predicting  several  days  in  advance  the  occurrence  of  heavy  storms, 
than  all  the  present  stations  in  California  combined." 

The  Committee  is  indebted  to  Mr.  Tibbetts  for  his  valuable  and 
instructive  suggestions,  as  they  represent  the  experience  and  viewpoint 
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of   au   engineer   familiar    with   conditions   in    Central    and    Northern  Messrs. 
_,   ,.  .        .  Binckley 

California.  and 

In  connection  with  Mr.  Tibbett's  suggestion,  it  is  proper  to  call  ^'^^• 
attention  to  the  fact  that,  in  the  course  of  an  oral  discussion  of  the 
matter  at  a  meeting  of  the  Southern  California  Association  of  Mem- 
bers of  the  American  Society  of  Civil  Engineers,  William  Mulholland, 
M.  Am.  Soc.  C.  E.,  made  the  suggestion  that  naval  vessels  be  used 
for  the  purpose  of  observing  and  reporting  by  wireless  weather  condi- 
tions oiJ  the  coast.  Though  it  seems  to  the  Committee  that  the 
primary  objects  of  the  naval  establishment  would  probably  interfere 
with  regular  service  of  this  character,  such  information  as  might  be 
given,  incident  to  the  position  of  the  vessel,  would  certainly  be  of 
high  value.  A  much  broader  and  more  comprehensive  service  could 
be  obtained  very  readily,  however,  by  establishing  the  practice  of  com- 
municating, through  the  Government  wireless  stations,  with  all  ship- 
ping within  range  of  the  station,  whether  it  be  naval,  coastwise,  or 
deep-sea.  The  simple  request  of  the  American  Consul  at  a  foreign 
port  would  be  quite  sufficient,  in  a  vast  majority  of  cases,  to  insure 
the  prompt  attention  of  shipmasters  to  wireless  inquiries  from  our 
Government  stations,  as  to  their  position,  direction  of  wind,  baro- 
metric pressure,  temperature,  etc.,  and,  with  such  a  custom  of  com- 
munication established,  the  reciprocal  advantage  to  the  shipmasters 
would  be  correspondingly  great.  The  utilization  of  such  a  source  of 
meteorological  data  would  involve  practically  no  expense,  would  call 
for  no  additional  plant  or  labor,  and,  the  Committee  believes,  would 
result  in  a  very  great  improvement  in  the  advance  with  which  condi- 
tions could  be  forecast,  and  in  forecasts  of  far  greater  reliability. 

Mr.  Lippincott  has  well  expressed  the  administrative  policy  of  the 
Weather  Bureau  with  respect  to  the  West.  The  visit  of  the  present 
Chief  of  the  Weather  Bureau  to  the  Pacific  Coast  in  1915,  and  the 
recent  extension  of  the  mountain  climatological  work  of  that  Bureau 
in  Southern  California,  would  indicate,  however,  that  an  effort  is 
being  made  by  the  present  administration  to  bring  about  a  change  for 
the  better.  The  Committee  can  agree  with  Mr.  Lippincott  that  the 
reason  so  few  field  inspection  trips  are  made,  by  local  officers  of  the 
Weather  Bureau,  is  because  of  the  "system".  Before  a  local  officer 
■can  leave  his  station  for  official  business  of  any  kind,  no  matter  how 
trivial,  he  must  go  through  a  long  process  of  correspondence  with  the 
Washington  office.  This  sometimes  consumes  a  month,  and  even  then 
the  authorization  is  frequently  curtailed,  and  is  often  denied.  There 
is  small  wonder,  therefore,  that  co-operative  records  are  often  broken 
or  discontinued.  Such  stations  should  be  visited  at  least  once  a  year, 
and  at  no  pre-arranged  time,  in  order  to  insure  accurate  results  and 
the  active  co-operation  of  the  observer. 
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Messrs.  As  a  result  of  the  discussions  and  the  Committee's  further  inves- 
and  ligation  of  the  subject,  it  is  believed  that  the  following  general  con- 
Lee,     elusions  are  warranted: 

1. — That  the  law  creating  the  United  States  Weather  Bureau  pre- 
scribes a  wide  range  of  duties,  among  which  the  gathering 
of  precipitation  records  is  but  incidental. 

2. — That  there  is  an  urgent  demand  among  engineers,  throughout 
the  United  States,  for  more  complete  precipitation  data 
throughout  mountain  drainage  areas,  to  be  used  in  conjunc- 
tion with  stream-flow  data. 

3. — That  the  present  fiscal  regulations,  organization,  and  admin- 
istrative policy  of  the  Weather  Bureau  are  not  adapted  to 
the  task  of  gathering  complete  precipitation  data  of  the  char- 
acter desired  by  engineers. 

4. — That  Congressional  action  should  be  sought,  either  to  change 
the  organization  of  the  Weather  Bureau,  so  that  the  desired 
result  can  be  accomplished,  or  else  that  the  duty  of  observing 
all  factors  affecting  stream  flow  be  turned  over  to  the  Water 
Resources  Branch  of  the  United  States  Geological  Survey, 
with  the  appropriation  of  sufficient  additional  funds  to  carry 
on  the  work  efficiently. 

The  Committee  is  continuing  its  studies  in  this  matter,  and  its 
conclusions  and  suggestions,  as  just  stated,  are  not  to  be  considered 
final.  The  question  of  the  establishment  of  a  Bureau  of  Public 
Works,  which  shall  co-ordinate  all  engineering  activities  of  the  Federal 
Government,  and  prevent  the  present  duplication  of  effort,  is  believed 
worthy  of  careful  study.  Any  further  suggestions  from  the  member- 
ship of  the  Society  bearing  on  these  matters  will  be  greatly  appre- 
ciated by  the  Committee. 
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Sy'nopsis. 


Of  all  structures  which  the  engineer  of  to-day  is  required  to 
design  for  conditions  of  static  loading,  there  is  probably  none  which 
is  so  irritating  as  the  ordinary  retaining  wall.  This,  of  course,  is 
due  to  the  lack  of  definite  and  correct  data  relative  to  the  pressures 
exerted  by  the  various  kinds  of  earthy  materials  and  to  the  variety 
of  formulas  which  have  been  proposed  for  determining  the  amount 
and  direction  of  the  resultant  earth  pressure  which  acts  on  a  re- 
taining wall. 

The  writer  has  studied  with  a  great  deal  of  interest  all  the  books 
and  papers  he  could  obtain  concerning  earth  pressure  theories,  and 
the  formulas  or  graphical  analyses  derived  therefrom.  Such  study 
has  been  confined  principally  to  a  comparison  of  solutions  based  on 
the  Eankine  theory  with  those  based  on  the  sliding-wedge  theory, 
and  certain  facts  were  developed  which  appear  to  discredit,  in  certain 
particulars,  these  commonly  accepted  theories.  It  is  quite  probable 
that  other  investigators  have  observed  at  least  some  of  the  same 
results,  but,  as  the  writer  had  never  seen  them  discussed,  he  thought 


193  EARTH   PEESSUEES 

the  matter  of  sufficient  importance  to  assemble  the  results  of  his 
studies  in  this  brief  paper. 

Frequent  reference  will  be  made  to  the  theories  and  formulas  as 
either  those  of  Eankine  or  Cain.  A  reference  to  Rankine  is  intended 
to  relate,  not  only  to  the  theory  and  formulas  for  the  special  cases 
as  advanced  by  Rankine,  but  also  to  the  solutions,  based  on  his 
theory,  covering  all  cases  of  inclination  of  a  wall,  as  developed  and 
published  by  Milo  S.  Ketch um*  and  M.  A.  Howe,-)-  Members,  Am. 
Soc.  C.  E.  A  reference  to  Cain  relates  to  the  solution  by  William 
Cain,  M.  Am.  Soc.  C.  E.,  of  the  wedge  theory  as  given  in  his  paper:}: 
and  in  Ketchum's  book. 

Formulas  to  express  the  resultant  earth  pressure,  as  derived  from 
the  two  theories,  are  similar,  and  in  some  cases  identical;  but  the 
direction  of  the  resultant  force  is  different  in  all  cases,  except  for  a 
wall  with  vertical  back  and  with  the  angle  of  surcharge  equal  to 
the  angle  of  internal  friction.  These  formulas,  particularly  those 
involving  surcharge,  are  somewhat  complicated,  and  it  is  impossible 
to  grasp  mentally  their  entire  significance  relative  to  the  dimensions 
of  a  wall  to  resist  the  forces  indicated  by  them.  The  writer  has 
endeavored  to  show  graphically  the  results  obtained  in  actual  wall 
design  by  the  use  of  the  different  formulas  and  by  values  obtaiiied 
in  certain  experiments,  so  that  the  points  of  interest  may  be  dis- 
cussed without  resorting  to  mathematics.  To  accomplish  this,  and 
to  avoid  complications  in  equations,  due  to  uneconomical  distri- 
bution of  masonry  in  the  walls,  all  wall  sections  discussed  will  be 
triangular  and  designed  as  to  width  so  that  the  resultant  of  the 
external  forces  shall  cut  a  horizontal  plane  of  the  wall  at  the  outer 
edge  of  the  middle  third. 


Nomenclature. — The  nomenclature  used  in  Figs.  1  to  15,  and  dis- 
cussion thereof  is  that  used  by  Cain  in  his  paper  discussing  Leygue's 
experiments,  and,  for  the  remainder  of  this  paper,  is  the  same  as 
that  used  by  Ketchum  in  his  "Walls,  Bins,  and  Grain  Elevators". 
The  differences  are  few  and  should  cause  no  confusion,  and  the  use 


•  "The  Design  of  Walls,  Bins,  and  Grain  Elevators." 
t  "Retaining  Walls   for  Earth." 

t  "Experiments   on    Retaining   Walls   and    Pressures   on   Tunnels",    Transactions, 
Am.  Soe.  C.  E.,  Vol.  I.XXII,  p.  403. 
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of  both  will  facilitate  quick  comparison  with  the  works  of  the  authors 
mentioned. 

h  =  vertical  height  of  wall ; 
ch  =         "  '■        to  center  of  pressure  on  AB,  Fig.  1, 

1 


ph  =  width    of    base    of 
wall; 
p  =  ratio     of    base    to 

height ; 
e  =  weight  of  earth  per 
cubic  foot  (Cain- 
Leygue) ; 

ti'  =  weight  of  earth  per  cubic  foot  (Ketchum) ; 
W  =  total  weight  of  earth  per  linear  foot ; 
w.\  =  weight  of  wall  per  cubic  foot; 
W^  =  total  weight  of  wall  per  linear  foot : 
P  =  resultant  earth  pressure  per  linear  foot  of  wall ; 
P fi  aud  P  j~  ^  the  horizontal  and  vertical  components,  respectively, 
of  P; 
E^  =  K^eh-^noTraal  component  of  P  (Cain-Leygue) ; 
E^  =  E^  tan.  <^^  =  component  of  P  parallel  to  back  of  wall 
(Cain-Leygue) ; 
fc  =  cohesion,  in  pomids  per  square  foot  (Cain-Leygue); 
£"1  =  coefficient  of  E^  (Cain-Leygue); 
t  =  inclination  of  surface  of  earth  to  horizontal  (Cain- 
Leygue)  ; 
8  =  inclination  of  surface  of  earth  to  horizontal   (Ket- 
chum) ; 
a  =  angle  between  back  of  wall  and  the  vertical,  cotmted 
as    positive    or    negative,    as   in    Fig.    12*    (Cain- 
Leygue)  ; 
<*>  =  angle  of  repose   (internal  friction)   of  the  earth  fill ; 
6^  =  angle  of  friction  of  the  earth  filling  on  the  back  of 
the  wall; 


•  Reproduced  herein  as  Fig.  1. 
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6  =  angle  between  the  back  of  the  wall  and  a  horizontal 
line  extending  into  the  fill  =  90  +  a ; 

1  —  sin.  (p 

r  =  :; : =   the  Rankine  ratio  of  horizontal  to  ver- 

1  +  sin.  0 

tical  earth  pressures  =  k,  as  used  by  Ketchum. 

In  discussing  his  solution  of  the  sliding-wedge  theory,  Cain  refers 
to  various  experiments,  among  which  are  those  made  by  Leygue*  and 
in  Table  3  of  his  paper  before  this  Society.f  Cain  gives  certain  results 
of  Leygue's  experiments.  Leygue's  experiments  were  made  with  dry 
sand  and  retaining  boards,  AB,  which  could  be  rotated  about  the 
bottom,  A,  in  order  to  produce  any  desired  inclination  to  the  vertical, 
as  shown  by  Fig.  1.  Suitable  observations  were  taken  and  results 
obtained,  from  which  the  values  of  K^,  as  given  in  the  last  column  of 
Cain's  Table  3,  could  be  computed.  The  reader  is  referred  to  Cain's 
paperf  for  additional  details. 

The  values  of  K^  show  the  relative  variation  in  the  total  normal 
thrust  against  walls  under  different  conditions  of  loading  and  in- 
clination of  the  back  of  the  walls,  but  convey  no  immediate  idea  of 
the  dimensions  of  the  walls  necessary  to  withstand  such  thrusts,  and, 
after  all,  the  dimensions  are  of  most  interest  to  the  practical  engi- 
neer or  designer. 

As  a  preliminary  to  the  discussion  of  the  formulas  in  common  use, 
and  to  provide  for  subsequent  comparison  of  designs  based  on  theory 
with  those  based  on  experiments,  retaining  walls  were  designed  to 
satisfy  the  experimental  values  of  K^,  as  given  in  the  last  column  of 
Cain's  Table  3.  In  designing  the  walls,  the  unit  weight  of  earth,  e, 
was  assumed  at  100  lb.  per  cu.  ft.,  and  the  weight  of  wall,  w,  at  140  lb. 
per  cu.  ft.  The  resulting  designs  are  shown  by  Figs.  2  to  8,  and  it 
may  be  noted  that  the  values  of  e  and  h  selected  are  such  that 
e/i,2  =  10  000,  and,  consequently,  the  normal  thrust,  E^,  is  10  000 
times  K^,  or  the  significant  figures  of  E^^  of  the  designs  and  of  K^  of  j 
Cain's  Table  3  are  the  same. 

The  width  of  the  base  of  the  walls,  ph,  was  computed  from  the 
equations  for  p  shown  for  Figs.  2  to  15,   which  equations  are  condi- 

•  These  experiments,  with  discussion  thereon,  may  be  found  In  Annates  des  Ponta 

ct  Chaussics,  November,  1885. 

t  "Experiments  on  Retaining  Walls  and  Pressures  on  Tunnels",  Transactions, 
Am.  Soc.  C.  E..  Vol.  LXXII.  p.  403. 
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T+  ^(.4f-B  +  tan. 


Note  :'The  letters  C,  R  and  i  in  parentheses  Indicate  that  the  fignres^accompanj- 
Ing  them  were  derived, reapectivelx, &om  formulafl  of  Gain  RanWae  (modified),  and 
theoretical  values  of  K,  for  k  =0.  as  given  in  Table  3,  of  Cain's  japet  The  figures 
are  shown. for  checking  and  comparison. 


Figs.  11  to  16  Cain,  or  from  Equations  3«  to  43,  Ketchom,  page  4». 
"     »  and  10  Rankine,  from  data  ly ;  Ketchuro,  page  36. 
"     11  to  16        "  "     Equations »,  8  and  8o.  Ketchnm. 
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tional  on  the  resultant  of  all  forces  piercing  the  outer-third  point, 
and  the  design  ■u-as  checked  graphically  as  shown  in  the  figures. 

It  may  be  noted  that  the  required  width  of  base  steadily  increases 
from  Fig.  2  to  Fig.  8.  It  is  believed  that  any  engineer,  given  these 
seven  different  cases  at  the  same  time  and  in  a  graphical  form,  would 
expect  such  a  progressive  increase,  and  that,  in  all  cases,  he  would 
assert  that  an  increase  in  the  angle  of  surcharge,  i,  would  require  an 
increase  in  the  width  of  the  base.  It  is  this  point  only  which  the 
foregoing  discussion  of  Leygue's  experiments  is  intended  to  emphasize 
for  subsequent  reference  thereto. 

In  his  paper,  Cain  showed  that,  in  considering  Leygue's  experi- 
ments, the  effect  of  cohesion  should  not  be  neglected,  and,  by  graphical 
constructions  and  computations,  he  derives  theoretical  values  of  K^^,  as 
given  in  the  next  to  the  last  coliunn  of  his  Table  3  for  assumed  values 
of  cohesion,  1%  as  given  in  the  third  column  of  that  table.  It  may  be 
noted  that  the  experimental  values  of  K^,  as  used  in  preparing  Figs. 
2  to  8,  agree  closely  with  the  theoretical  values,  for  k  is  equal  to  1  lb. 
per  sq.  ft.  Cohesion  is  usually  neglected  in  practical  designing,  and, 
to  show  the  effect  of  such  neglect,  walls,  as  shown  by  the  smaller  sec- 
tions of  Figs.  9  to  15,  were  designed  for  the  theoretical  values  of  K^^ 
corresponding  to  Jc  =  0.  All  other  assumptions  were  the  same  as 
those  used  for  Figs.  2  to  8  and,  therefore,  the  increase  in  section  or 
base  width  is  due  entirely  to  the  neglect  of  cohesion.  The  theoretical 
values  of  K^  were  derived  by  Cain  from  his  theory;  hence  these  are 
also  the  sections  which  result  from  the  use  of  his  formulas,  and  are 
marked  for  identification  with  his  name.  The  base  widths  required 
for  the  same  conditions  were  computed  from  the  Rankine  formulas, 
as  modified  by  Ketchum  or  Howe,  and  the  resulting  sections  are  the 
larger  ones  marked  Rankine  in  Figs.  9  to  15. 

A  study  of  these  fourteen  sections  discloses  three  points  of  interest 
which  warrant  further  investigation. 

The  first  and  most  apparent  point  is  the  Rankine  section  of  Fig. 
12,  which  is  smaller  than  the  Rankine  section  of  Fig.  11,  although  it 
is  apparent  by  inspection  that  it  should  be  larger  on  account  of  the 
2 :  1  surcharge  slope  of  the  earth  behind  the  wall.  That  it  should  be 
larger  is  proved  by  Leygue's  experiments,  as  Fig.  5,  with  2 :  1  sur- 
charge, has  a  base  18%  wider  than  Fig.  4,  which  has  no  surcharge.     It 
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is  also  noted  that  the  Rankiue  section,  Fig.  13,  for  a  3 :  1  slope  has  a 
base  about  1%  less  in  width  than  the  Rankine  section  of  Fig.  11,  which 
has  no  surcharge.  These  discrepancies  between  theory  and  experiment 
indicate  that  the  formulas  derived  from  the  Eankine  theory  are  er- 
roneous, at  least  for  certain  conditions.  This  particular  disagreement 
between  theory  on  one  side  and  reason  and  experiment  on  the  other 
will  doubtless  be  as  surprising  to  many  engineers  as  it  was  to  the 
writer,  and  it  will  be  discussed  hereinafter  in  greater  detail  and  for 
various  conditions. 

The  second  point  of  special  interest  is  that,  whereas  the  base  of 
the  experimental  section.  Fig.  4,  is  30%  wider  than  that  of  Fig.  3, 
yet  the  corresponding  theoretical  section,  Fig.  11  (Cain),  is  9%  nar- 
rower than  that  of  Fig.  10  (Cain).  This  indicates  that,  for  walls  with 
backs  sloping  toward  the  back-fill,  the  Cain  and  modified  Eankine 
formulas  give  sections  unnecessarily  large.  Walls  of  this  kind  are 
so  unusual  in  practice  that  the  writer,  as  yet,  has  made  no  further 
investigation  of  this  case. 

The  third  point  is  that  the  increase  in  base  width  of  Figs.  1-1  and 
15  (Cain)  over  that  of  Figs.  7  and  8  (Leygue)  is  much  less  than  the 
corresponding  increase  for  other  comparable  sections.  This  indicates 
that  possibly  the  use  of  Cain's  formulas  for  surcharged  walls  with  a 
battered  back  results  in  sections  only  a  little  larger  than  for  a  case 
of  no  surcharge.  Such  is  the  case  for  walls  with  a  vertical  face  and 
battered  back,  as  will  be  shown  hereinafter. 

In  order  to  put  the  formulas  of  Rankine  and  Cain  in  a  comparable 
form,  equations  were  deduced  for  ^,  the  base  width  of  triangular  walls 
expressed  as  a  percentage  of  the  height.  All  the  formulas  for  earth 
pressures  as  used  are  given  by  Ketchum,*  and  his  nomenclature  has 
been  adopted  for  the  following  disciission  in  order  to  facilitate 
references. 

The  wall  sections  and  equations  are  shown  by  Figs.  16  to  10  for 
the  Rankine  formulas,  and  by  Figs.  20  to  23  for  the  Cain  formulas. 
For  the  derivation  of  p,  as  shown,  it  is  required  that  the  resultant  of 
all  forces  shall  cut,  and  that  the  moments  shall  be  taken  about,  the 
outer-third  point  of  the  base.  The  derivation  of  p  for  Figs.  16,  17. 
18,  and  20  is  evident  by  inspection,  as  F'iga.  17  and  20  require  only 
the  solving  of  the  quadratic  equation  of  moments. 


♦  "The  Design  of  Walls,  Dins,  ami  Grain  Elevators." 
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For  Fig.  19,  the  earth  thrust,  P,  against  the  wall  is  the  same  as 
the  thrust  against  the  vertical  plane,  he,  of  height,  li^.  The  height, 
h^=^  h  -\-  h  tan.  a  tan.  c^ 

(cos.  (p  COS.  a  +  sin.  cp  sin.  a)        h  cos.  (cp  —  a) 
COS.  (p  COS.  a  COS.  0  cos.  a 

By  substituting  this  value  of  \,  the  equations  shown  on  Fig.  19 
are  obtained,  which  equations  are  in  a  convenient  form  for  practical 
problems. 

It  is  somewhat  easier  to  derive  p  by  substituting  for  h^  its  value, 
h  (1  -{-  tan.  a  tan.  (j>). 

The  equation  of  moments  now  becomes, 

wh^  r  9 

— -     sin.  0  COS.  0(1  +  tan.  a  tan.  (py  tan.  a  -f  (1  +  tan.  a  tan.  0)  tan.^  a 

—  cos.^  0  (1  +  tan.  a  tan.  0)^     =  0; 

whence  tan.^  a  (1  +  sin.^  0)  —  cos.^  0  =  0; 

(1  • —  sin.^  0 

and  tan.  a  =  , : — s —  =  w. 

\1  +  sm.^  0 

For  Fig.  22,  the  equation  of  moments  is, 

_    .  h  tan.  (9  —  90)         ^.  /i 

P  sm.  (9  +  0  _  90)  ^- =  P  cos.  (6  +    0  _  90)  — ; 

o  o 

whence  tan.  (6  —  90)  =  cot.  (9  +  0  —  90)  =  p  ; 
or  cot.  9  =  tan.  (9  +  0); 

and  cot.  9  —  tan.  9  —  2  tan.  0  =  0; 

but,  cot.  9  =  —  p  ; 

therefore,  p^  +  2  p  tan.  0  —  1  =  0  ; 

whence,  p  =  —  tan.  0  +  V  tan.^  0+1 

1  —  sin.  0  / 

==\ll  +  sin.  0=^'"' 
which  is  the  same  as  for  Rankine  Fig.  IS.  It  also  may  be  shown  that 
Pji  and  Pv  (Cain)  are  equal  in  amount  to  P  and  TF,  as  shown  in  Fig.  18. 
For  Fig.  2:i  it  may  be  shown  in  a  similar  way  that  p  =  V  '%  but,  in  this 
case,  P,[  and  7\-  are  greater  in  amount  tban  for  tlie  simihir  forces  of 
Fig.  22.  (They  are  four  times  as  great  when  </>  =  30°.)  There- 
fore, an  analysis  of  Fig.  23  shows  that  the  surcharge  merely  produces 
greater   compressive   stresses    in    the   wall,    and   the   equations    for   p 
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indicate  that  surcharging  a  wall  does  not  increase  its  tendency  to 
overtxirn  so  long  as  the  unit  compression  stress  remains  within  safe 
limits.  Such  an  indication  is  so  contrary  to  one's  preconceived  ideas 
of  the  effect  of  surcharge  that  the  theory  from  which  it  results  can 
scarcely  be  accepted  until  it  is  substantiated  by  experimental  proof. 

It  may  be  noted  that  for  Figs.  18,  19,  22,  and  23,  the  equations 
for  p  show  that  the  width  of  the  base  is  independent  of  the  weight  of 
either  the  wall  or  the  back-fill. 

The  equations  for  Figs.   16  and  17  give  identical  values  of  p    for 

(/;  100 

—  =  and  0  =  0°,  30°,  or  90°  ;  but  «  for  Fig.  17  is  the  lesser  for 

IL-^  110  5  1  J  o 

values  of  ^  between  30°  and  90°  and  greater  for  values  less  than  30°, 
although  the  difference  is  not  marked,  as  will  be  shown  hereinafter. 
The  narrow  base  resulting  from  the  Rankine  surcharge  formula  is 
due  to  the  assumption  that  the  resultant  earth  thrust  is  parallel  to 
the  inclined  surface,  as  this  assumption  introduces  a  vertical  com- 
ponent which  produces  a  resisting  moment  siifficient  to  balance  the 
excess  overturning  moment  due  to  the  surcharge.  This  virtually 
means  the  assumption  of  frictional  resistance  on  the  back  of  the  wall, 
an  assumption  which  Cain  makes  for  all  cases  in  his  solution  of 
the  sliding-wedge  theory. 

The  figures  and  equations  for  p  on  Figs.  16  to  23  show  inadequately 
the  inconsistencies  of  both  theories  when  applied  to  various  cases, 
but  they  show  that  neither  theory  gives  results  for  surcharged  walla 
which  accord  with  the  inference  drawn  from  wall  failures  or  from 
the  experiments  of  Leygue,  namely,  that  for  any  type  of  wall,  if 
the  surcharge  is  increased,  the  section  must  also  be  increased,  pro- 
vided the  walls  must  satisfy  the  requirement  that  the  resultant  shall 
cut  the  outer-third  point,  or  any  other  common  point  within  the  base. 

The  difference  between  the  cases  shown  by  Figs  16  to  23  is  shown 
more  clearly  by  Fig.  24,  on  which  the  p  curves  are  plotted  with  ref- 
erence to  the  rectangular  co-ordinates,  ^  and  p.  The  reference 
numbers  on  the  curves  refer  to  Figs.  16  to  23.  The  equations  of  the 
curves  are  either  shown  or  reference  is  made  to  Figs.  16  to  23  on 
which  they  may  be  found,  and,  fo*  all  equations  including  the  weight 

IV  100 

of  the  wall  and  the  earth,  it  was  assumed  that  —  =  -. 
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Curves  1  to  8  of  Fig.  24  show  the  diiferences  between  the  Rankine 
and  Cain  formulas  and  also  between  the  formulas  for  the  extreme 
conditions  of  no  surcharge  and  maximum  surcharge,  but  give  no  indi- 
cation of  the  peculiar  results  obtained  by  the  Rankine  formula  for 
Fig.  12  which  is  so  much  smaller  than  the  corresponding  wall, 
Fig.  11,  which  is  not  surcharged.  This,  however,  is  shown  by  the 
curves,  2a  and  2h,  in  the  equations  for  which  <^  is  a  constant  and  8  a 
variable  between  the  limits,  zero  and  </>.     These  curves  indicate  that 
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surcharging  a  wall  increases  its  stability  against  overturning,  and 
that  a  minimum  base  width  is  required  when  the  angle  of  surcharge 
is  only  a  few  degrees  less  than  that  of  repose  or  of  maximum  sur- 
charge. Curve  ia  has  no  minimum  for  finite  values  of  8,  but  is 
similar  to  the  others  in  indicating  a  rapid  decrease  in  p  for  small 
decreases  in  8  from  its  maximum  value  of  <^. 

The  equations  of  Curves  2a,  26,  aud  'la  are  as  follows  : 


COS.  S  —  Vcos.*^  5  —  cos."''  0 
Let  A  —  COS.  (5  ■  (  /v  , 


COS.  (5  +  V  cos.''^  (5  —  COS. 


iMliiation    S).   in 
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which  <^  is  a  constant;  then  for  2a  and  26, 


/)  =  —  —  A  sin.  5  +    .      (  ^  -4.  sin.  S  )     -+■    —  A  cos.  5: 


and  for  Curve  4o, 


^Jt 


J-  COS.  d 


+  ^4  tan.  8  sin.  5 

It  is  obvious  that  inferences,  relative  to  surcharged  earth  pressure, 
to  be  drawn  from  Curves  2a,  2h,  and  4o,  and  from  the  similarity  of 
Curves  1  and  2-6,  are  fallacious,  and  that,  consequently,  the  Rankine 
theoiy — that  the  resultant  earth  thrust  is  parallel  to  the  inclined 
surface  of  siircharge — is  erroneous. 

The  -writer  has  never  been  able  to  find  or  think  of  any  good 
reason  for  assuming  that  the  slope  of  surcharge  should  govern  the 
slope  of  the  resultant  earth  thrust  for  great  depths,  but  will  refrain 
from  discussing  it,  as  it  is  not  the  object  of  this  paper  to  present  a 
theoretical  discussion,  but  to  show,  in  as  practical  a  way  as  the 
writer  could  devise,  the  results  obtained  from  the  application  of  the 
two  principal  existing  theories. 
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D  I  S  C  U  S  S  I  O  N 


William  Cain,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  author  refers 
to  Ketchum's  "Walls  and  Bins"  for  the  writer's  theories  of  earth  pres- 
sure. The  statement  there  is  incomplete,  as  the  writer's  theory  relative 
to  the  "limiting  plane"  is  not  given  in  that  book.f  The  reason  for 
introducing  this  conception  will  be  made  plain  from  the  following. 

In  Fig.  25,  let  210  rep- 
resent the  free  surface  of 
an  unlimited  mass  of  earth, 
subjected  to  no  force  but  its 
own  weight,  20  being  the 
line  of  greatest  declivity, 
making  the  angle,  i,  with 
the  horizontal.  AO  rep- 
resents a  vertical  plane 
perpendicular  to  the  plane 
of  vertical  section,  A20. 
Eankine  has  shown  (Ap- 
plied  Mechanics,   Arts.    125, 


the 


195)    that   the   earth   thrust,   E,   on 
vertical  plane,  AO,  acts  parallel  to  20,  or  to  the  free  surface. 

For  the  case  supposed,  there  are  two  planes  of  rupture,  shown  by 
the  dotted  lines,  which  make  angles,  (3  and  y,  with  the  vertical.^ 
The  thrust  on  the  plane,  Al,  can  be  found  by  combining  E,  acting 
one-third  oi  AO  above  A,  with  the  weight  of  earth,  AlO,  the  resultant 
making  the  angle,  (/>,  with  the  normal  to  J.  1,  as  J.  1  is  a  plane  of  rup- 
ture. Similarly,  the  resultant  thrust  on  a  plane,  A2,  is  found  by 
combining  E  with  the  weight  of  earth,  A20.  Suppose  this  resultant 
makes  the  angle.  A;,  with  the  normal  to  A2.  We  always  have 
X  <  cf)  (E.  P.,  p.  38).  The  force  diagram  is  shown  to  the  right,  Pg 
(to  scale)  being  equal  and  parallel  to  E,  gg^  vertical  and  equal  to  the 
weight  of  AlO,  and  gg^  vertical  and  equal  to  the  weight  of  A20. 
Thus,  Pg^  is  the  thrust  on  Al,  making  the  angle,  <^,  with  its  normal, 
and  Pg^  is  the  thrust  on  A2,  making  the  angle.  A,  with  its  normal. 

Now,  in  place  of  an  unlimited  mass  of  earth,  as  before,  consider 
the  earth  limited  by  the  retaining  board,  A2,  which  may  likewise  repre- 
sent the  inner  face  of  a  retaining  wall  extending  to  its  left;  and.  for 
simplicity,  take  <^'  =  <^.  It  will  now  be  shown  that  we  cannot  assume 
the  thrust  on  the  wall,  A2,  to  make  the  angle,  <^'  =  (^,  with  its  normal 
and  compute  the  thrust  by  the  usual  formulas  involving  wall  friction. 

•  Chapel  Hill,  N.  C. 

t  It  is  to  be  found  In  the  writer's  "Practical  Designing  of  Retaining  Walls" 
(D.  Van  Nostrand  Co.),  pp.  58-61,  and  In  a  more  complete  form  in  his  "Earth 
Pressure,  Retaining  Walls  and  Bins",  pp.  38-42,  recently  published  by  John  Wiley 
and  Sons.      The  latter  book  -will  be  referred  to  In  this  discussion  by  the  letters  "E.  P.". 

t  Formulas  are  derived  in  E.  P.,  p.  102,  for  quickly  computing  these  angles. 
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111  fact,  in  order  that  A  should  equal  <p,  the  graphical  method  (E.  P.,  Mr. 
Fig.  10  and  p.  38)  shows  that  the  thrust  on  AO  must  lie  nearer  the  *™' 
vertical  in  direction  and  have  a  less  horizontal  component  than  before. 
Therefore,  on  drawing  g^P',  making  the  angle,  <f>,  with  the  normal 
to  A'2,  some  line,  P'g,  lying  above  Pg,  and  having  a  less  horizontal 
component  than  Pg,  can  be  supposed  to  represent  the  thrust  on  AO. 
But,  now,  the  resultant,  P'g^  on  Al,  lies  nearer  the  vertical  than  Pg.^ 
and  thus  makes  an  angle  greater  than  <^  with  the  normal  to  Al. 
Hence,  equilibrium  is  impossible.  Therefore,  A  cannot  be  assumed 
equal  to  cf>,  and  the  customary  formulas  cannot  be  used  for  finding 
the  thrust  on  A2.  The  Rankine  method  is  alone  admissible,  which 
consists  in  combining  the  thrust,  E  =  Pg,  acting  parallel  to  the  sur- 
face, with  the  weight  of  earth,  ^420  =  gg^,  to  find  the  true  thrust, 

Py.,.  ou  the  wall.  A  2.   This  acts  at      A  2  above  A. 

3 

The  plane  of  rupture,  Al,  is  called  the  limiting  plane.  When  the 
inner  face  of  the  wall,  or  retaining  board,  extends  from  A  below  it, 
the  Eankine  method  just  given  must  be  used.  If,  however,  the  inner 
face  of  the  wall  or  board  extends  from  A  above  Al,  then  the  usual 
(Cain)  formulas  apply. 

For  (^  :^  33°  41',  the  values  of  fi  and  y  are  as  given  in  Table  1. 

In  Fig.  14,  ■1  =  0°  and  a  =  18°  26';  the  inner  face  of  the  wall  lies 
above  the  limiting  plane,  as  18°  26'  <  28°  10',  and  the  Cain  method 
is  correctly  given.  In  Fig.  15,  however,  the  Cain  and  Rankine  methods 
agree,  and  the  sections  should  be  identical,  because,  for  i  =  (f),  ^  =  0, 

TABLE  1. 


S 

V 

0 

28° 

10' 

28° 

10' 

5° 

26° 

09' 

30° 

10' 

10" 

24° 

03' 

32° 

16- 

15° 

21° 

46' 

34» 

33' 

20» 

19° 

08' 

37° 

11' 

25° 

15° 

51' 

40° 

28' 

30° 

10° 

59' 

45° 

20' 

.3.3°  41' 

0° 

56° 

19' 

and  the  limiting  plane  is  vertical.  The  inner  face  of  the  wall  lies  below 
the  limiting  plane,  and  the  Rankine  method  alone  applies. 

Similarly,  the  solution  for  Fig.  23  should  be  as  indicated  on  Fig.  19, 
so  that  the  remarks  of  the  author,  on  pages  198-99,  relative  to  Fig.  23, 
do  not  apply  to  the  writer's  section,  which  is  identical  with  Fig.  19. 

To  summarize:  The  corrections  just  given  refer  only  to  Figs.  15 
and  23,  where  the  methods  of  Cain  and  Rankine  are  identical;  so  that, 
in  Fig.  15,  the  Cain  section  should  coincide  with  the  Rankine  section, 
and  Fig.  23  should  be  replaced  by  Fig.  19. 
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Mr.  The  author  has  brought  out  the  interesting  fact  that  the  Eankine 

section  of  Fig.  11,  where  the  earth  surface  is  horizontal,  is  actually 
larger  than  that  of  Fig.  12,  where  the  earth  surface  is  at  the  angle  of 
repose.  For  very  many  years,  the  wi'iter  has  pointed  out  the  inaccuracy 
of  the  Eankine  method  when  applied  to  retaining  walls  with  vertical 
backs,  the  earth  being  level  at  top  (see  E.  P.,  pages  18,  52,  277),  and 
hopes  that  engineers  will  note  the  additional  fact  deduced  by  Mr. 
Cornish,  showing  the  inconsistency  of  the  Rankine  method. 

The  author  has  reached  certain  conclusions,  in  comparing  Figs. 
2  to  8  with  the  corresponding  set.  Figs.  9  to  15,  from  which  the  writer 
is  constrained  to  diiJer,  simply  because  cohesion  is  included  in  the 
designs.  Figs.  2  to  8,  but  is  omitted  in  computing  the  sections.  Figs. 

9  to  15.  The  variation  of  p  for  the  first  set  then  offers  no  criterion  for 
judging  of  what  its  variation  should  be  for  the  second  set. 

The  experimental  values  of  K.^,  of  Leygue,  were  found  by  the  use 
of  rotating  boards  backed  by  sand,  the  boards  being  0.656  ft.  (say,  8  in.) 
in  height.  The  writer  found  that,  on  account  of  the  very  small  height, 
the  influence  of  cohesion  was  very  marked,  though  only  the  very  small 
value  of  cohesion  of  about  1  lb.  per  sq.  ft.,  was  exerted.  Further,  it 
was  found,  as  exhibited  in  Table  3,*  that  the  theoretical  values  of  K^. 
for  a .  cohesion  of  about  1  lb.  per  sq.  ft.,  agreed  very  well  with  the 
experimental  values;  so  that  sections  of  retaining  walls,  based  on  the 
experimental  values  of  K^,  should  agree  very  closely  with  the  sections 
found  by  theory  for  earth  endowed  with  friction  and  a  cohesion  of 
1  lb.  per  sq.  ft.,  for  walls  8  in.  in  height. 

For  walls  10  ft.  high,  a  larger  cohesion  coefficient  is  required  than 
1  lb.  per  sq.  ft.,  in  order  to  give  the  experimental  values  of  K^  pertain- 
ing to  the  8-in.  walls,  which  the  author  has  used.  By  using  the  con- 
struction, Fig.  11,  of  the  paper  just  cited,  it  will  be  found,  for  earth 
weighing  100  lb.  per  cu.  ft.,  level  at  top  and  deposited  behind  a  vertical 
board,  that  the  experimental  value,  K^  =  0.090,  corresponds  to  about 
20  lb.  per  sq.  ft.  cohesion. 

Figs.  2  to  8  can  then  be  conceived  to  be  theoretical  designs  for  walls 

10  ft.  high,  backed  by  earth  weighing  100  lb.  per  cu.  ft.,  with  a  cohesion 
of  20  lb.  per  sq.  ft.,  and  an  angle  of  friction,  </>  =  33°  41',  the  masonry 
weighing  140  lb.  per  cu.  ft.,  the  theoretical  and  experimental  values  of 
7i.\  being  nearly  the  same.  Now,  the  theoretical  sections,  Figs.  9  to  15 
(Cain) — Fig.  15  being  corrected  as  above — correspond  to  the  same 
earth,  but  without  cohesion.  By  reference  to  the  paper  cited,t  it  is 
seen,  for  the  experimental  walls  examined,  of  siifficient  height  for 
cohesion  to  be  negligible,  that  the  experimental  and  theoretical  values 
(Cain)  of  K^  were  practically  identical;  so  that  Figs.  9  to  15  can  be 

•  "Experiments  on  Retaining  Walls",  etc.,  by  the  writer,  Transactions,  Am.  Soc. 
C.  E.,  Vol.  LXXTI   (1911),  p.  421. 

"^  TransactiiniH,  Am.  Soc.  C.  E.,  Vol.  I.XXII,  pp.  407-113,  426. 
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resrarded  as  walls  designed  for  experimental  values  of  K,   for  earth   Mr. 

.  ,  ,       .  Cain. 

Without  cohesion. 

Thus.  Figs.  2  to  8,  as  well  as  Figs.  9  to  15  (Cain)  can  be  regarded 
as  sections  designed  for  experimental  values  of  K^,  the  backing,  in 
the  first  set,  being  of  coherent  earth,  and  in  the  second  set,  of  non- 
coherent earth.  If  this  is  true,  then  both  sets  of  sections  are  correct, 
and  the  author  is  unwarranted  in  his  assumption  that  the  variation  of 
p  in  the  first  set  offers  any  criterion  for  judging  of  what  the  variation 
should  be  for  the  second  set.  If  these  sections  are  regarded  as  experi- 
mental ones,  as  seems  highly  probable  from  the  reasoning  above,  then 
the  shortcomings  of  the  Rankine  sections,  Figs.  11  and  12,  are  made 
evident  by  the  comparison. 

In  the  sections,  Figs.  9  and  10  (Cain),  the  earth  thrust  has  been 
assumed  to  make  the  angle,  <^,  with  the  normal  to  the  wall.  This  as- 
sumption is  nearly  true  where  a  is  small  (say,  a  <  10°),  but  the  inves- 
tigations of  Resal*  lead  to  a  definite  formula  for  this  obliquity,  which 
the  writer  has  adopted  (E.  P.,  p.  97),  and  which  leads  to  a  somewhat 
smaller  value  than  c^,  for  the  obliquity,  for  a  =  18°  26'.  The  sections, 
Figs.  9  and  10  (Cain),  would  thus  be  larger  and  would  probably  ap- 
proach the  Ketchum-Rankine  sections.  Experiments  on  model  walls, 
from  6  to  10  ft.  high,  backed  by  clean  sand,  so  that  the  influence  of 
cohesion  is  negligible,  are  sadly  needed,  in  order  to  check,  or  perhaps 
modify,  theory,  particularly  with  respect  to  leaning  walls.  In  fact,  it 
is  known  from  experiment,  that  the  surface  of  rupture  is  curved  and 
not  plane,  so  that  the  theory  of  earth  pressure  against  retaining  walls, 
which  assumes  a  plane  surface  of  rupture,  is  admittedly  approximate, 
and  experiments  on  large  models  will  almost  certainly  modify  its 
indications.!  Since  there  is  no  approximation  introduced  in  the 
Rankine  formula  for  the  thrust  on  a  vertical  plane  in  an  unlimited 
mass  of  earth,  its  results  should  agree  with  experiment  and  one  would 
naturally  expect  the  results  pertaining  to  Fig.  15  (Rankine)  to  be 
verified  by  experiment. 

Two  noted  authors,  Boussinesq  and  Resal,  have  endeavored  to  com- 
plete the  Rankine  theory  by  considering  the  modifications  necessary  for 
those  cases  where  the  full  friction  of  earth  on  wall  is  exerted.  For 
such  cases,  both  authors  regard  the  earth  thrust  on  the  wall  as  making 
the  angle,  <^,  with  the  normal  to  the  wall.  The  case  where  <^'  <  <^  is 
not  considered  by  either.  Both  theories  are  very  intricate,  but  the 
results  are  probably  more  correct  than  those  pertaining  to  the  ordinary 

•  PousRee  des  Terres",  Vol.  1. 

t  The  modification  will  doubtless  be  more  pronounced  for  leaning  walls  than  for 
vertical  or  battered  ones  ;  because,  when  the  wall  leans  toward  the  earth  filling,  the 
wedge  of  rupture  is  much  smaller  than  for  the  battered  walls  ;  hence,  any  error  due 
to  assuming  a  plane  surface  of  rupture  in  place  of  the  true,  curved  one,  should  be  more 
pronounced  for  the  leaning  walls,  since,  for  them,  the  percentage  of  error  made  in  the 
assumed  wedge  of  rupture  is  greater  for  the  leaning  than  for  the  battered  walls. 
Further,  the  direction  of  the  thrust  on  a  leaning  wall,  derived  from  Rgsal's  assump- 
tions, needs  experimental  verification. 
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Mr.    sliding  wedge  hypothesis  used  by  the  writer. 
'  K  in  Table  2  may  prove  interesting.* 


The  numerical  values  of 


TABLE  2.— Values  of  E. 
Earth  Surface  Horizontal. 


Boussinesq. 

R6sal. 

Cain. 

" 

<!> 

A 

K 

K 

K 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

+  20° 

35°  00' 

+  18°  25' 

0.071 

0.064 

+  10° 

" 

+  31°  49' 

0.096 

0.089 

0° 

33°  41' 

+  33°  41' 

0.142 

0.137 

0.130 

—    5° 

' 

0.139 

0.156 

0.152 

—  ]0° 

0.180 

0.178 

0.174 

-  15° 

0.206 

0.203 

0.203 

—  20° 

' 

0.236 

0.235 

0.234 

—  23° 

0.274 

0.273 

0.272 

In  Table  2,  a  is  the  angle  made  by  the  inner  face  of  the  wall  with 
the  vertical,  +  referring  to  walls  leaning  toward  the  earth,  and  — 
referring  to  battered  walls,  as  in  Fig.  1.  The  angle  of  friction  =  </>, 
the  weight  of  earth  =  w,  in  pounds  per  cubic  foot,  and  the  thrust  on 
the  wall  of  height,  h,  is,  E  =  E  wh^.  Its  component,  normal  to  the 
wall,  is  E^  =  E^  wh^.  The  thrust,  E,  makes  the  angle,  A,  with  and 
above  the  normal  to  the  wall ;  hence  E^  =  E  cos.  A  and  E^=^  E  cos.  A. 
The  differences  in  the  values  of  E  given  in  Column  6  and  in  Columns 
4  and  5  are  greatest  for  the  leaning  walls  and  for  a  vertical  wall.  From 
values  not  given  here,  it  can  be  seen  that  as  the  surface  slope  increases, 
the  differences  diminish;  so  that,  for  the  earth  surface  at  the  angle  of 
repose,  for  a  negative,  the  coefficients,  E,  are  the  same  by  either  of  the 
three  methods.     Resal,  alone,  treats  the  case  where  a  is  positive. 

The  results  of  neither  Boussinesq  nor  Resal  are  absolutely  exact, 
their  theories  leading  to  differential  equations  that  are  not  integrable. 
Boussinesq  finds  two  limits  to  tlie  thrust,  and  adds  ^V  of  their  dif- 
ference to  the  smaller  to  get  the  most  probable  value  of  the  thrust. 
Resal  assumes,  as  the  basis  of  his  analysis,  that  the  stresses  along  any 
plane  in  a  mass  of  earth  are  parallel,  and  increase  uniformly  from  the 
surface  downward.  This  assumption,  although  true  for  the  Rankine 
indefinite  mass,  may  not  be  true  for  the  earth  near  a  retaining  wall. 
Both  authors,  by  independent  methods,  reach  the  conclusions  above 
relative  to  the  "limiting  plane",  Fig.  25,  the  method  of  the  writer,  how- 
ever, being  much  the  simplest. 

It  will  be  observed,  from  Table  2,  that  the  corresponding  values  of 
E  do  not  differ  very  materially,  80  that,  with  a  proper  factor  of  safety, 

♦  The  numbors  in  Columns  (4)  and  (5)  were  made  out  partly  by  interpolation 
from  tables,  with  Rome  computation.  For  the  Housslnesq  theory,  see  tables  by 
Plamant  In  Annales  des  Pouts  et  Chauss<?es,  April,  1885.  R6sal's  tables  are  given  In 
his  "Poussfie  des  Terras". 
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walls  designed  by  either  method  would  not  differ  in  section  very  ma-  Mr. 
terially.  For  the  design  of  trapezoidal  walls,  the  writer  prefers  the 
factor  of  safety  method,  exactly  as  outlined  in  his  paper*  previously 
quoted.  In  this,  the  normal  component  of  the  thrust  is  alone  mul- 
tiplied by  the  factor  of  safety— the  object  being  to  allow,  somewhat 
empirically,  for  vibration  and  the  lubrication  of  the  back  of  the  wall 
by  water  from  heavy  rains,  which  may  be  styled  the  "time  effect". 
Lubrication  might  be  allowed  for  by  assuming  a  small  value  for  <^' 
(.where  the  formulas  involving  cf>'  apply),  but  vibration,  due  to  heavy 
trains  passing  at  high  speed,  defies  analysis. 

The  theory  of  earth  pressure  against  retaining  walls  is  a  most  dif- 
fic\ilt  one,  and  eminent  mathematicians  have  exerted  their  best  efforts 
to  effect  an  exact  solution  without  success,  though  close  approximate 
solutions  have  been  attained — notably  by  Resal  and  Boussinesq.  There- 
fore, any  light  that  can  be  thrown  on  the  subject  is  welcome,  and  the 
author's  comparative  sections  of  triangvdar  walls  are  very  interesting. 
The  subject  has  taken  on  increasing  interest  since  a  Special  Committee 
of  the  Society  has  been  appointed  to  investigate  the  matter  experi- 
mentally, and  it  is  hoped  that  its  labors  may  be  fruitful  in  results. 

The  great  difficulties  in  reaching  correct  experimental  results,  with 
the  many  sources  of  error,  are  now  better  realized  than  ever  before, 
which  leads  one  to  hope  that  results  of  value  may  be  forthcoming  in 
the  near  future. 

As  supplementing  the  graphical  treatment  of  coherent  earth,  as 
given  in  the  writer's  paper  last  cited,  a  very  brief  analytical  solution 
will  be  given  of  the  case  of  active  thrust  of  earth  with  a  plane  upper 
surface,  which  makes  the  angle,  i,  with  the  horizontal.  The  earth,  of 
indefinite  extent,  will  be  supposed  to  be  subjected  to  no  external  force 
but  its  own  weight,  so  that,  by  a  theorem  due  to  Eankine,  the  pressure 
on  a  vertical  plane  in  its  interior  acts  parallel  to  the  surface. 

In  Fig.  26,  ABC  represents  an  infinitesimal  wedge  of  rupture,  at  a 
vertical  depth,  x  =  BD,  in  feet,  below  the  free  surface,  the  wedge 
having  a  length  of  unity  perpendicular  to  the  plane  of  the  paper.  The 
lower  face,  AC,  is  supposed  to  make  an  angle,  a,  with  the  vertical,  AD. 
The  angle,  a,  is  always  acute  and  cannot  exceed  90°  —  i,  when  AC  is 
parallel  to  the  free  surface.  The  upper  face,  BC,  of  the  wedge  is 
parallel  to  the  free  surface  and  AB  is  vertical.  For  brevity,  let  the 
length  AB  =  h,  BC  =  a,  and  AC  =  I.  As  these  lengths  will  be  sup- 
posed to  be  indefinitely  small,  the  unit  pressures  on  each  face,  AB, 
BC,  AC,  can  be  regarded  as  uniform. 

Let  w  =  weight  of  earth,  in  poimds  per  cubic  foot ; 
(f>  =  angle  of  friction ; 
c  =  cohesion,  in  pounds  per  square  foot ; 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII,  p.  433. 
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p  =  vertical  unit  pressure  on  BC; 

g  =  uiiit  pressure  on  AB,  acting  parallel  to  the  free  surface; 

n  =  normal  component  of  unit  pressure,  7%  on  A  C. 

It  is  understood  that  ^  and  c  have  been  determined  by  experiment,'" 
and  it  must  be  carefully  noted  that,  except  when  c  =  0,  0  is  not  the 
angle  of  repose. 

The  vertical  prism  of  earth  vertically  over  BC  has  a  horizontal 
section  with  an  area  of  a  cos.  i  and  a  volume  xa  cos.  i,  so  that  vertical 

pressure  on  BC  ifi.pa  =  irax  cos.  i.    The  weight  of  ABC  is  -v-  tcah  cos.  i, 


Fig.  26. 

which  is  a  second-order  infinitesimal  (as  it  involves  ah)  ;  hence  it  can 
be  neglected  in  comparison  with  the  first-order  infinitesimal,  pa.  The 
pressure  on  AB,  acting  parallel  to  the  surface  is  qi,  and  the  normal 
reaction  on  ^C  is  nl.  If  motion  is  impending  doAvn  AC,  it  is  resisted 
by  the  full  friction,  nl  tan.  (/>,  and  the  cohesion,  cl,  both  acting  up  the 
plane,  AC.  The  resultant  of  the  normal  reaction  (nl)  and  the  tan- 
gential component  (cl  -\-  nl  tan.  ^)  is  rl,  as  shown  on  Fig.  2G,  where 

•  After  the  methods  outlined  by  the  writer  in  "Cohesion  in  Earth",  or  methoda 
based  on  the  same  principles.  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX  (1916), 
p.  1315. 
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ON  =  nl,  XL  =  nl  tan.  0,  LQ  =  cl,  QO  =  rl,  and  NOL  =  <^.    The  Mr. 
three  forces,  pa,  qb,  and  rl,  acting  on  the  wedge,  ABC,  must  be  in      '  ' 
equilibrium ;  hence  OPQ  is  a  closed  triangle,  if  OP  is  laid  off  vertically 
(to  scale)   =  pa,  PQ,  parallel  to  the  surface,  =  qb,  and  QO  =  rl. 
Otherwise,  if  QO  is  replaced  by  its  components,  QN  and  NO,  equilib- 
rium is  indicated  by  the  closed  polygon,  OPQNO. 

For  equilibrium,  the  sum  of  the  components  of  pa,  qb,  and  the  com- 
ponents (cl  -f-  nl  tan.  ^)  and  nl,  of  7-1,  perpendicular  and  parallel  to  AC 
must  be  separately  equal  to  zero. 

p  a  sin.  a  -\-  qb  cos.  (a  +  i)  ^^  n  I (1) 

p  a  COS.  a  —  qb  sin.  (a -{- i)  =  7i  I  tan.  (f)  -\-  c  I (2) 

From  the  triangle,  A  B  C,hj  the  law  of  sines, 

h  COS.  (q:  +  i)     I  cos.  i 

a  sin.  a       '  a  sin.  a ' 

On    dividing    Equations    (1)    and    (2)    by    a,    and    substituting    the 

b    I 
values  of  -  ,  --,  and  clearing  of  fractions, 
a    a 

p  sin.2  a  -{-  q  cos.^  (a  -\-  i)  =  n  cos.  i, 

P  cos.  a  COS.  (^  sin.  a  —  q  sin.  (a  +  i)  cos.  <^  cos.  (a  +  *) 

=  n  sin.  <^  cos.  i  -\-  c  cos.  <^  cos.  i. 

Substitute  in  the  last  equation  the  value  of  n  cos.  i  from  the  preceding 

equation,  transpose,  and  factor, 

p  sin.  a  [cos.  <jf>  cos.  a  —  sin.  ^  sin.  a] 
—  g  cos.  (a  -j-  i)  [sin.  (a  +  i)  cos.  <^  -|-  cos.  (a  +  i)  sin.  <^] 
=  c  COS.  <^  cos.  i; 
or, 

p  sin.  a  COS.  (a  -|-  <^)  —  q  cos.  (a  -\-  i)  sin.  (a  -|-  i  +  <^) 

^  c  cos.  (^  cos.  i.  .. (3) 

The  true  active  thrust  corresponds  to  that  value  of  a  that  makes 

d  q 
q  b  or  q  &  maximum.*     For  a  maximum  5',  -—  =  0;  hence  differentiat- 

d  a 

d  q 
ing  Equation  (3)  with  respect  to  a,  and  putting  -—  =  0  (which  cancels 

one  term),  we  have, 

p  [cos.  a  COS.  (a  -\-  cf))  —  sin.  a  sin.  («  +  </>)] 
—  g[cos.  (a  +  i)cos.  (a  -j-  i  -{-  (f>)  —  sin.  (a  -f-t)  sin.  (ct  +  t  +  <^)]  =0; 
whence, 

p  cos.  (2  a  -f  <^)  —  g  cos.  (2  a  +  2  i  -f  </>)  =  0 (4) 

♦  In  Fig.  26,  let  PQ'  represent  a  less  thrust  than  the  maximum,  PQ,  where  Q' 
(not  shown)  is  on  PQ  to  the  left  of  Q.  Draw  a  line  from  Q'  parallel  to  QN  to  the 
Intersection  N'  with  ON  and  lay  off  on  it  Q'L'  =  QL  —  cl.  The  new  closed  polygon  of 
forces,  corresponding  to  OPQNO,  is  OPQ'L'N'O.  Now,  however,  N'OL'  is  greater 
than  <i>;  but  <i>  being  a  constant,  it  is  inconsistent  with  equilibrium  that  the  angle  of 
friction  required  by  the  new  construction,  N'OL'  should  exceed  ^ ;  hence  a  less  thrust 
than  the  maximum,  qb  =  PQ,  is  inconsistent  with  equilibrium. 
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Mr.    Equations   (3)   and   (4)  give  the  solution,  which  thus  corresponds  to 
■  the  least  value  of  q  for  vrhich  equilibrium  is  possible.     This  value  of 
q  is  the  unit  conjugate  thrust  at  B,  at  depth  x,  corresponding  to  the 
limit,  as  h  tends  indefinitely  toward  zero. 

When  3  =  0,  from  Equation  (4),  cos.  (2  a:  +  <^)  =  0;  therefore 

2  a  +  <^  =  90°,  or,  a  =  45°  —  ^. 

On  substituting  this  value  of  a  in  Equation  (3)  and  putting  g  =  0, 
p  ^=  ■ji;  a;'  cos.  i,  we  obtain, 

10  x'  COS.  i  sin.  M;j° —\  cos.  M5°  +  -— )  =  c  sin.  (90°  —  (p)  cos.  i 

=  2  c  sin.  A5° ^^  cos.  (^5°  —  —\  cos.  i. 

tan.  (^45°  +  ^^ (5) 


Therefore                                  2  c 
a;  = 


where  x'  =  the  vertical  depth  from  the  surface  to  where  the  conjugate 
thrust,  q  =  0. 

In  Fig.  26,  the  case  where  q  ^  0,  would  require  P  Q  =  0,  so  that 
Q  0,  the  reaction  of  the  corresponding  plane  of  rupture,  A  C ,  would 
be  vertical.  Eor  x  <  x',  q  remains  zero  and  p  a  =^  0  P  =  the  weight 
of  the  prism  of  earth  vertically  over  B  C ,  is  entirely  sustained  by  n  Z 
(corresponding),  combined  with  only  a  part  of  (c  Z  +  ^  ^  tan.  </>), 
so  that  the  reaction,  r  I  =^  Q  0,  remains  vertical  for  any  value  of  x 
from  zero  to  x'  and  there  is  no  thrust,  q,  on  a  vertical  plane  for  the 
depth,  x'.  In  fact,  it  can  be  shown  generally  from  Equations  (3)  and 
(4)  that  when  0  <  x  <.  x',  q  will  come  out  negative,  or  Q  will  lie  to 
the  left  of  P,  indicating  that  a  pull,  q  h,  on  A  B  is  necessary  for 
equilibrium,  if  the  full  friction  and  cohesion  on  A  (7  is  exerted.  There- 
fore, equilibrium  is  possible  when  q  =  0,  and  only  a  part  of  (c  Z  + 
n  I  tan.  <^)  is  exerted.  It  follows  that,  for  the  unlimited  mass  of  earth, 
subjected  to  no  force  but  its  own  weight,  there  is  no  stress  on  a  vertical 
plane  in  the  mass,  for  the  depth,  a;  =  0  to  a;  =  a;'. 

When,  from  any  cause,  the  earth  tends  to  move  away  to  the  left 
oi  B  D,  a.  pull  will  be  exerted  on  B  D  for  a  depth,  x',  and  its  value, 
at  depth,  x  <  x',  can  be  found  from  Equations  (3)  and  (4).  This 
implies  that  the  earth  is  capable  of  exerting  the  tension  required. 
As  clayey  earths,  after  heavy  rains,  often  form  vertical  cracks  during 
the  subsequent  drying  out  and  contraction,  it  seems  unwise  to  depend 
on  this  tension,  either  in  the  case  of  stable  slopes  or  retaining  walls. 
The  tension  may  be  exerted  for  some  time,  but  eventually  it  may  and 
doubtless  will  be  destroyed.    In  the  writer's  paper,*  Fig.  11,  page  416, 

♦  "Experlnirnts  on  Retaining  Walls",  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII. 
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refers  to  the  case  where  tension  is  supposed  to  be  exerted  over  the  Mr. 
depth,  x';  and  Fig.  25,  page  461,  to  the  case  where  no  tension  is  sup- 
posed to  be  exerted  from  the  surface  to  the  depth,  x',  given  by  Equa- 
tion (5). 

The  method  of  solution  of  Equations  (3)  and  (4)  will  now  be 
indicated,*  using  a  numerical  illustration.  Let  t  =  30°  =  ^^  c  =  100 
lb.  per  sq.  ft.,  w  =  100  lb.  per  cu.  ft.    From  Equation  (5),  find  x'  = 

—  tan.  ^45°  +  ^\  =  2  tan.  60°  =  3.46  ft.  At  this  depth,  as  proved 
w  \  2  / 

above,  a  =  45°  —  ^z^  =  30°.     Next,  eliminate  q  between  Equations 

(3)  and  (4),  and  substitute  w  x  cos.  i  for  p.  The  equation  can  now  be 
solved  for  x,  and  on  substituting  increasing  values  of  a,  starting  with 
a  =  30°,  the  values  of  x  given  in  Table  3  can  be  foimd. 

TABLE  3.— Values  of  x. 


a 

in  feet. 

3. 
m  pounds  per  square  foot. 

30° 

3.46 

0 

So" 

5.36 

84 

40° 

8.42 

253 

45"' 

]5.00 

646 

SO" 

33.70 

1  847 

55° 

184.00 

8  738 

The  values  of  a  give  the  angles  made  by  the  plane  of  rupture,  AOj 
Fig.  26,  for  the  successive  vertical  depths,  x,  from  the  surface,  so  that 
the  curved  surface  of  rupture,  AS^  Fig.  27,  can  be  approximately 
drawn.  It  approaches  indefinitely  parallelism  to  the  surface  at  great 
depths  for  i  ^  (f),  assumed.  The  region,  of  depth  x',  sustains  no  con- 
jugate stress.  To  find  the  values  of  the  conjugate  stress,  q,  at  the 
depths,  X,  given  above,  substitute  in  Equation  (4)  the  values  of  a 
corresponding  and  replace  p  by  wx  cos.  i.  The  values  of  q  are  quickly 
computed  for  the  corresponding  values  of  a  and  x  given  above.  The 
conjugate  stress,  q,  acts  parallel  to  the  surface,  but  it  was  laid  off 
horizontally  in  the  figure.  The  curve  corresponding  is  slightly  con- 
cave upward.  When  i  =  0,  the  surface  of  rupture  is  plane;  for  i  >  0, 
it  is  curved  and  concave  upward,  and  the  curvature  increases  with  i. 
Thus,  a  is  found  to  increase  with  the  depth,  and  may  attain  the  limit- 
ing value,  a  =  90°  —  i,  when  AC,  Fig.  26,  is  parallel  to  the  surface. 

*  The  method  is  very  long  and  tedious,  and  not  adapted  to  practice  ;  hence  the 
writer  was  led,  in  his  book  on  "Earth  Pressures",  to  utilize  Mohr's  "circular  diagram 
of  stress",  not  only  to  develop  the  theory  of  coherent  earth,  but  also  to  reach  numerical 
results  with  facility.  See  Chapter  V  of  that  treatise  on  the  complete  theory  of 
coherent  earth. 


213 


DISCUSSIOX   ox   EARTH   PRESSURES 


Mr.  On  substituting  a  =  90° 

^^•''-  once  find, 


P 


i  in  Equations   (3)   and  (4),  we  at 


C  COS.  <p 


(6) 


sin.  (i  —  0)'        I 

c  COS.  (2  i  —  (p)  I    

sm.  (1—0)     J 

Since   p   is   always   finite  and  positive,   the  case   cannot  occur   when 
r  <  ^  or  i  =  </),  but  it  does  occur  when  i  >  <^  at  a  certain  depth,  which 


S  qf=  646  Lb.  ppi' sq.ft. 

Fig.  27. 

call  x^.     Thus,  substituting  p  =  wx^  cos.  i,  in  the  first  of  Equations 

(6),  we  find  the  limiting  depth  at  which  the  surface  of  rupture  is 

parallel  to  the  surface, 

c  cos.  <p 

x^  =  — : — -  : — — ( (  ) 

"       w  cos.  I  sin.  (i  —  0) 

There  is  no  equilibrium  for  a  greater  depth,  since  a  cannot  increase 
farther,  no  wedge  of  rupture,  ABC,  Fig.  26,  being  formed.  Thus  slip- 
ping is  impending  at  re  =  x^,  and  would  occur  for  x  >  x^,  unless  the 
earth  is  confined  by  walls,  natural  or  otherwise,  the  resistance  of 
which  thus  introduces  external  forces  not  contemplated  iu  the  theory 
of  the  unlimited  mass,  subjected  to  no  external  force  but  its  own 
weight. 


DISCUSSION'   ON   EARTH   PRESSURES  213 

If,  in  Fig.  26,  we  drop  a  perpendicular  from  B  on  the  "free  sur-   Mr. 
face*',  and  call  its  length  /(,  we  have  h  =  .r^  cos.  i;  whence,  substituting 
in  Equation  (7),  we  derive, 

C  COS.    0  ._^ 

sin.  ((  —  0)  = — (8) 

w  h 

From  this  equation,  for  an  assumed  value  of  h,  the  value  of  i  can  be 

found.     This  is  the  maximum  inclination  of  the  surface  corresponding 

^'- 
to  the  Eriven /i.     After  i  has  been  thus  found,  x,,  = :  can   be    corn- 
cos,  i 

puted. 

When   i,    increasing,    attains   the   value,  io^  H — — ,  the  value  of  Xq 

2  c  /  0  \ 

reduces  to.  .r,  =  —  tan.   (  45°  +  — -  )  =  x' ,  bv  Equation  (5).     At  this 
7C  \  2  / 

depth,  x'   (where   g  =  0),  it  was  found  above  that,   a  =  45°  — •  -— , 

as  should  be,  since  a  =  90°  —  i  when  AC,  Fig.  26,  is  parallel  to  the 

surface.     It  follows,  if  there  is  to  be  any  active  thrust,  that  we  must 

0 
always  have  i  <  45°  H — — . 

The  most  interesting  conclusions  relative  to  the  general  case, 
t  >  0,  have  now  been  given.  When  the  earth  surface  slopes  down- 
ward to  the  right  from  D,  Fig.  26,  the  conjugate  thrust  still  acting 
parallel  to  the  sirrface,  it  can  be  shown  that  Equations  (3)  and  (4) 
hold,  on  simply  replacing  i  by  (- — i). 

It  is  not  the  intention  to  enter  into  passive  thrust  or  resistance,  but 
it  may  be  stated  that  the  solution  can  be  effected  along  lines  similar  to 
those  vised  in  the  case  of  active  thrust.* 

For  active  thrust,  the  most  important  case  is  that  for  which  t  =  0, 
or   the   free   surface  horizontal.     From   Equation    (4)    we  obtain,    at 

once,  cos.    (2   a   +    0)   =   0  ;    whence,    a  =  45°    —    — ,  for   any   x. 

It  follows  that  the  surface  of  rupture  is  plane,  and  that  it  bisects  the 
angle  between  the  vertical  and  the  line  making  the  angle,  (j>,  with  the 
horizontal. 

On  substitutmg.  a  =  45°  —  -— ,  in  Equation  (3),  putting  vj  x  for 
p,  solving  for  q,  and  reducing, 

q  =  tan.    (^45°  —  -j-^  [w  x  tan.  (^45°  —  -~^  —  2  c] ....  (9) 

•  In  the  writer's  "Earth  Pressures",  the  case  of  passive  thrust  is  fully  discussed 
by  aid  of  Mohr's  circular  diagram  of  stress. 
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Mr.    This  equation  can  be  written  in  the  form, 
Cain. 

2  c 
X tan 

w 


q  =  w  tan.^  (45°  —  -—  j    ; 


■(-  +  f)} 


Therefore, 


where,   Equation    (5),   x' 


q  =  to  tan.''  (^io° ^^  [x  —  ro'l 

2  c 


(10) 


tan. 


.  (45°  +  -|-^  ,   is   the    depth   at 


which  g  =  0,  as  found  above  for  any  i 

The  results  are  as  indicated 
in  Fig.  28,  where  BG  is  the 
horizontal  free  surface,  and  at 
depth,  X,  q  (to  scale)  is  repre- 
sented by  FA.  The  plane  of 
rupture  is  AD,  and  DE  =  IB 
=  a;';  so  that,  for  the  unlimited 
mass  of  earth,  as  shown  above, 
there  is  no  horizontal  stress  on 
IB  or  DE,  the  weight  of  EDO 

being  supported  by  the  vertical  reaction  of  DC.     The  conjugate  hori- 
zontal stress  on  the  vertical  plane,  AB,  is  thus  null  on  the  portion, 

IB,  and  increases  uniformly  from  I  to  ^,  so  that  its  resultant,  ,^  w  y^ 


tan. 


/  (p  \  1  1 

(  45° —  »  ,  acts  at   ,    A  I  —      y  above  A,  where  y  =  x  —  x' . 


The  case  is  diflPerent  for  a  limited  mass  of  earth  supported  by  a 
retaining  wall,  AHNM,  which  moves  over  slightly  to  the  left.  First, 
suppose   AR   to    lie   below   the   "limiting   plane",   making   the   angle, 

45°  —  — ,  with  the  vertical.     In  this  case,  if  the  earth  is  capable  of 

It 

exerting  tension  in  the  layer,  IDCB,  the  stress  on  IB  will  be  tensile, 
increasing  uniformly  from  I  to  B,  the  unit  tension  at  the  depth, 
X  <  nf,  being  given  by  Equations  (9)  or  (10),  corresponding  to  the 
minus  sign  of  q.     At  x  =  0,  the  numerical  value  of  this  tension  is 

5'(j  =:  2  c  tan.   (45° )  =  L  B,  say,  and  the  total  tensile  stress  on 

1  2  c-  2  c^ 

IB—      x'  q,,  = .     This  stress, ,  acts  horizontally  to  the  right 

2  w  w 

x' 
at  a  point  on  A  B,  -—  below  B. 

The  total  stress  on  AB  is  thus  the  difference  between  the  resultant 
stresses  on  ^4/  and  IB,  and  the  position  of  the  resultant  of  the  two  can 
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be  found  by  taking  moments.     This  total  stress  on  AB  can  be  put  in    Mr. 
another  form  by  integrating  qdx  between  the  limits  x  =  AB  and  zero. 
Using  Equation  (9),  the  total  stress  is  found  to  be, 

tan.  {  45°  —  -^^  [^  tan.  (^45°  —  -j-'^  —  2  c  x]. 

The  tensile  stress  in  the  upper  layer,  of  depth,  x',  is  transmitted 
to  DE,  where  its  effect  is  to  cause  impending  motion  downward  of  the 
wedge,  DCE,  so  that  the  whole  of  the  friction  and  cohesion  possible, 
is  exerted  on  AC  In  fact,  if  we  regard  ABC  as  the  wedge  of  rupture, 
it  can  be  independently  proved  that  the  total  horizontal  thrust  is 
exactly  that  given  by  the  last  equation.  In  this  case,  the  total  thrust 
on  the  wall  can  be  found  by  combining  the  thrust  on  AB  with  the 
weight  of  earth,  AHB. 

If,  however,  AH  lies  above  the  limiting  plane,  the  graphical  method 
of  Fig.  11*  can  be  applied,  in  order  to  find  the  stress  on  AH.  The 
position  of  this  resultant  stress  is  uncertain.  There  are  no  tensile 
stresses  exerted  by  the  wall  on  the  earth,  so  that  the  state  of  stress  on 
AB  is  changed,  particularly  when  AH  is  vertical,  in  which  case,  the 
stress  on  AH  =  AB  is  wholly  compressive,  though  exerted  only  over 
a  lower  portion.  The  state  of  stress  in  the  mass,  ABC,  is  complex, 
involving  tension  over  DE,  but  only  compression  over  a  part  of  AH. 
As  an  approximation,  the  position  of  the  resultant  thrust  on  AB,  for 
X  ">  x',  can  be  assumed  to  be  the  same  as  in  the  first  case,  where  AH 
was  supposed  to  lie  below  the  limiting  plane,  and  the  thrust  on  AH  can 
be  taken  at  the  same  or  a  slightly  greater  height. 

The  case  will  not  be  entered  into  further,  because,  for  purposes  of 
design  of  walls,  it  seems  unwise  to  count  on  any  tension  in  the  layer, 
BD,  as  a  permanent  feature.  Then,  if  AH  lies  below  the  limiting 
plane,  the  thrust  on  AI, 


^  w  y"  tan.2  ^450  _  J^^  ^ 


actinj,'  —    above   A.  is  combined  with  the  weight  of   earth,  BAH,  to 
"    3  ' 

find  the  resultant  thrust  on  the  wall. 

If  AH  lies  at  or  slightly  above  the  limiting  plane,  the  same  method 
will  suffice;  but,  as  AH  approaches  the  vertical,  this  method  will  lead 
to  exaggerated  dimensions  of  the  wall,  and  resort  can  be  had  to  the 
graphical  method  of  Fig.  25t  in  order  to  find  the  thrust  on  the  wall. 

A  word  may  be  appropriately  added  here  as  to  Resal's  monumental 
work,  "Poussee  des  Terres,  II,  Theorie  des  Terres  Coherentes"  (1910), 
which  is  the  first  complete  treatise  on  coherent  earth  to  appear.     The 

•  "Experiments  on  Retaining  Walls",  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII, 
p.  416. 

t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII,  pp.  461,  466. 


Braiine. 


216  DISCUSSION    ON    KARTII    PKESSURKS 

Mr.  solutions  of  all  the  cases,  for  both  active  and  passive  thrust,  are  in- 
■  eluded  in  one  general  formula.  In  the  treatment  of  the  one  case  of 
active  thrust  above,  the  vsrriter  used  a  different  independent  variable 
from  Resal,  so  that  the  general  Equations,  (3)  and  (4),  are  not  the 
same  as  the  corresponding  ones  of  Resal,  but  are  equivalent,  for  the 
case  considered,  and  lead  to  the  same  conclusions.  Resal's  treatment 
of  retaining  walls,  backed  by  coherent  earth,  is  cumbersome,  and  the 
writer  prefers  a  more  exact  method,  which  is  in  reality  shorter  and 
more  convincing.  This  criticism,  however,  does  not  apply  to  Resal'a 
general  analysis  of  earth  pressure,  which  will  doubtless  always  prove 
as  inspiring  to  subsequent  investigators  as  it  has  to  the  writer. 

Mr.  G.  M.  Braune,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer 

is  in  sympathy  with  Mr.  Cornish  when,  in  closing  his  paper,  he  says: 

"The  writer  has  never  been  able  to  find  or  think  of  any  good  reason 
for  assuming  that  the  slope  of  surcharge  should  govern  the  slope  of 
the  resultant  earth  thrust  for  great  depths." 

There  are  two  general  original  theories  or  principles  for  deter- 
mining the  earth  pressure  against  retaining  walls — namely.  Coulomb's 
and  Rankine's. 

Coulomb's  theory  is  preferable,  for  the  main  reason  that  the  selec- 
tion of  the  direction  of  the  earth  pressure  may  be  assumed  to  fit 
each  individual  case.  If  there  is  no  friction  between  the  filling  and 
the  wall,  the  earth  pressure  would  act  normally  to  the  back  of  the 
wall;  if  the  angle  of  friction  between  wall  and  filling  is  equal  to  <^', 
then  the  earth  pressure  would  be  inclined  to  the  normal  under  an 
angle  that  would  approach  the  value  of  <^'.  Whether  the  earth  pressure 
is  chosen  normal  to  the  back  of  the  wall  or  inclined  does  not  make 
very  much  difference  in  the  magnitude,  but  it  does  affect  considerably 
the  overturning  moment  about  the  toe  of  the  wall;  therefore  a  judicious 
selection  of  the  direction  is  an  important  feature  in  tlie  design  of  walls. 

Dr.  Miiller-Breslau  has  made  some  experiments  at  the  Charlotten- 
burg  Laboratory  on  earth  pressures,  and,  as  the  writer  believes  that 
the  results  of  these  experiments  are  not  generally  known,  certain  parts 
of  them  will  be  given. 

In  describing  these  experiments,  the  height  of  wall  is  given  as 
744  mm. ;  the  filling  used  was  ordinary  sand,  weighing  1  GOO  kg.  per 
cu.  m.  The  angle  of  friction  between  the  back  of  the  wall  and  the 
sand  was  found  to  be  31°  8',  and  the  angle  of  repose  32  degrees.  The 
average  results  secured  on  the  vertical  backs  are  shown  in  Table  4. 
The  magnitude,  direction,  and  point  of  application  were  determined 
for  different  slopes  of  filling  behind  the  wall.  The  values,  as  deter- 
mined from  Coulomb's  formula,  using  the  angle  of  direction  as  doter- 
(••  *  Cincinnati,  Ohio.  v         ^   ,'i- 
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mined  from  the  experiments   (27°),  are  given  as  a  comparison  with     Mr. 

Braune. 

the  experimental  vahies. 

TABLE  4.  , 


Case  I 


Horizontal  Filling 


Magni- 
tude of 
P. 


(I) 


Direction 
of  P  to 

the 
normal. 


(2) 


91  kg. 


About 
270 


113  kg. 


About 

27° 


134  kg. 


About 
27° 


195  kg. 


About 
27° 


Point 
of 
applica- 
tion. 


(3) 


0.33/1 


0.36/1 


0.875/1 


Computed 
P,  after 
Coulomb, 

using 
direction 
as 
determined 
from  ex- 
periments. 

(4) 


89  kg. 

(88.6kg.)* 


98  kg. 
(103  kg.;* 


124  kg. 

(122  kg.)  ^ 


183  kg. 

(187.5kg,)* 


•  The  figures  in  parentheses  in  Column  (4)  give  the  value  of  P  as  computed  by 
the  writer  for  an  angle  of  direction  of  27°0'. 

In  Case  4,  evidently  a  clerical  error  was  made  in  stating  that  the  angle  of  sur- 
charge equaled  Vi  <'i>  —  16°,  and  giving  a  computed  value  of  P  as  183  kg.  for  this 
angle.  The  value,  187.5  kg.,  was  computed  by  the  writer,  using  a  surcharge  angle 
equal  to  %  <>  =  24°. 


It  will  be  noticed  that  the  inclination  of  the  filling  back  of  the 
wall  had  practically  no  influence  on  the  direction  of  the  earth  pres- 
sure, contrary  to  Eankine's  theory.     In  connection  with  these  experi- 
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Mr.  ments,  it  might  be  stated  that  no  allowance  was  made  for  the  fric- 
^'  tional  resistance  between  the  material  and  the  sides  of  the  box,  which 
would  make  some  changes  in  the  magnitude  of  the  earth  pressures, 
but  probably  would  not  have  much  eifect  on  the  direction. 

In  view  of  these  experiments,  Dr.  Miiller-Breslau  recommends  that 
the  angle  between  the  direction  of  earth  pressure  and  the  normal 
should  not  exceed  three-quarters  of  the  angle  of  repose,  even  with  good 
drainage  and  a  rough  surface  on  the  back  of  the  wall,  and  provides 
that  the  resultant  shall  cut  the  base  at  one-quarter  back  from  the  toe. 

The  nature  of  the  foundation,  of  course,  would  control  the  point 
of  application  of  the  resultant.  For  unyielding  foundations,  the 
resultant  could  safely  fall  outside  of  the  middle  third,  provided,  of 
course,  the  material  is  not  stressed  beyond  a  safe  working  limit. 

It  is  the  writer's  intention  to  undertake  some  earth  pressure  experi- 
ments at  the  University  of  Cincinnati,  commencing  this  fall  (1916), 
and  an  endeavor  will  be  made  to  eliminate  the  effect  of  frictional 
resistance  resulting  from  the  pressure  on  the  side-walls. 

Mr.  F.  N.  Menefee,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer 

■  has  watched,  with  a  great  deal  of  interest  and  profit,  the  results  of 
Mr.  Cain's  plea  for  more  light  on  the  subject  of  cohesion  in  earth, 
bringing  out  facts  bearing  directly  on  the  behavior  of  soil  itself, 
as  well  as  more  information  on  the  closely  related  subject  of  retaining 
walls.  The  following  remarks  are  a  result  of  the  writer's  attempt  to 
choose  a  formula  for  the  amount  and  direction  of  the  earth  pressure 
behind  an  80-ft.  retaining  wall. 

It  is  generally  conceded  that  Eankine's  formulas  give  conservative 
results,  and  that  in  most  cases  the  modified  formulas  developed  by 
other  investigators  are  rational  and  well  within  the  bounds  of  good 
mechanics.  There  is,  however,  one  noticeable  incongruity  when  the 
direction  of  the  resultant  thrust  obtained  by  these  formulas  is  com- 
pared with  that  obtained  by  simple  mechanics.  To  illustrate  this 
point  the  writer  will  refer  to  the  author's  diagrams  and  to  the  dis- 
cussion by  Messrs.  Goodrich  and  Cain  on  the  paper  entitled  "Cohesion 
in  Earth:  The  Need  for  Comprehensive  Experimentation  to  Deter- 
mine the  Coefficients  of  Cohesion."t 

Mr.  Cornish  mentions  the  confusing  differences  of  direction  of  the 
resultant  pressure  as  given  by  different  formulas,  whereas,  with  a  given 
coefficient  of  friction  between  the  earth  in  question  and  the  material 
in  the  wall,  it  appears  to  the  writer  that  there  is  only  one  possible 
maximum  slope  to  the  resultant,  regardless  of  the  assumptions  made 
as  to  the  angle  of  repose  or  the  slope  of  the  surcharge.  The  writer 
appreciates  the  correctness  of  the  formulas  considering  the  assump- 

*  Jackson,  Mich. 

t  Transactions,  Am.  Soc.  C.  E..  Vol.  LXXX,  pp.  1315-1341. 
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tions,  and  also  the  part  which  conjugate  stresses  play  where  there  is  Mr. 
a  surcharsre.  but  believes  that  if  the  coefficient  of  friction  of  the  '  *'°*  ^^' 
earth  against  the  wall  can  be  determined,  sufficient  data  immediately 
become  available  for  finding  the  slope  of  the  resultant  pressure.  For 
instance,  referring  to  Fig.  13.  the  re- 
sultant pressure  is  given  a  slope  equal 
to  that  of  the  surcharge.  The  magni- 
tude, by  Leygue's  formula,  is  4 146 
lb.,  which,  with  the  slope  given, 
makes  the  component,  parallel  to  the 
back  face  of  the  wall,  2  308  lb.  In 
the  common  friction  formula  the  tan- 
gential force  necessary  to  move  an 
object,  divided  by  the  normal  force, 
is  the  coefficient  of  friction.  For  the 
case  chosen,  then,  2  308  ^-  4 160  = 
0.555,  or  there  must  be  a  coefficient  of 
friction  of  0.555  in  order  to  give  the 
force  of  2  308  lb.  parallel  to  the  back 
face  of  the  wall.  In  designing  retain- 
ing walls,  however,  do  we  know  that 
such  a  coefficient  exists,  between  the 
earth  and  the  wall,  or  do  we  even  in- 
vestigate it?  In  choosing  a  formula 
for  finding  the  resultant  pressure,  it 
seems  to  the  writer  that  we  approach 
the    problem    backward    and    reach    a 

conclusion  which  may  or  may  not  be  true,  for,  if  the  coefficient  of 
friction  is  not  as  great  as  0.555,  no  number  of  formulas,  however  well 
deduced,  will  make  it  so.  Suppose,  for  instance,  that  it  was  deter- 
mined by  experiment  that  the  coefficient  of  friction  for  the  earth  on 
the  wall  in  question  was  0.35;  then  the  maximum  possible  tangential 
force  on  the  back  of  the  wall  would  be  1 455  lb.,  and  the  slope  of 
the  resultant  could  not  be  greater  than  1  455  -f-  4  160,  or  about  19° 
16'.  Before  any  greater  force  parallel  to  the  back  of  the  wall  could 
be  developed,  slipping  would  result. 

In  designing  some  high  counterforted  walls  of  the  general  shape 
shown  in  section  in  Fig.  29,  the  writer  found  that  the  normal  pressure 
of  the  embankment  came  on  the  earth  in  the  cells  of  the  wall.  In 
this  case,  both  friction  and  cohesion  would  act,  if  called  on,  and  cause 
a  downward  force  parallel  to  the  back  of  the  wall;  but  that  tangential 
force  could  never  be  more  than  friction  and  cohesion  would  develop, 
and  for  that  reason  the  writer  argues  that,  instead  of  attempting  to 
get  the  slope  of  the  resultant  by  formula,  the  coefficient  of  friction  and 
cohesion  of  the  earth  in  question  should  be  determined,  which,  when 
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Menefee  ™"^*^P^^®^  ^^  *^®  normal  force,  will  give  the  maximum  tangential 
■  force  that  can  be  developed  on  the  back  of  the  wall. 
According  to  the  tabular  values  in 
Figs.  1  and  2  in  the  discussion  by 
Messrs.  Goodrich  and  Cain,  one-fourth 
is  not  an  uncommon  value  for  the  co- 
efficient. This  means  that  any  result- 
ant force  obtained  by  formulas  in 
which  the  slope  is  greater  than  one- 
fourth  is  incorrect,  in  direction  at 
least,  for  its  component  parallel  to 
the  back  of  the  wall  would  be  sufficient 
to  cause  rupture  along  the  plane,  A  B. 

Further  illustration  might  be  made  by  resorting  to  the  mechanics 
involved  in  Fig.  30.  Suppose  a  block,  B,  is  being  pushed  by  a  force, 
P,  against  another  block.  A,  resting  on  the  floor,  as  shown.  The  force, 
P,  may  be  decomposed  into  a  horizontal  force,  P^,  and  a  vertical  force, 
P^.    Then 

P^  =  F,   +   P\ (1) 

and  P,   =   F,    +    P\ (2) 

P^  =  Pft  X  (coefficient  of  friction  -|-  cohesion),  and  no  more. 
If  F^  is  not  sufficient  to  equalize  P^,  then  P'„  must  increase  until 
Equation  (1)  holds.  As  F„  depends  on  the  normal  force  and  the 
coefficient  of  friction  and  cohesion,  and  F„  is  equal  in  magnitude 
and  opposite  in  sense  to  the  active  vertical  component  of  P,  then 
the  writer  believes  that  the  most  direct  method  of  obtaining  the 
vertical  component  of  P  is  by  that  outlined  above. 

L.  D.  Cornish,*  M.  Am.  See.  C.  E.  (by  letter). — Mr.  Cain  corrects 
the  writer's  Sections  15  (Cain)  and  23,  by  stating  that,  for  these  cases, 
where  the  inner  face  of  the  wall  lies  below  his  (Cain's)  limiting  plane, 
the  Rankine  method  alone  applies.  Such  corrections  are  justified  by 
his  own  publications,  but  the  sections  as  given  are  correctly  computed 
from  the  equations  derived  from  the  Cain  theories,  by  Mr.  Ketchum, 
who,  like  the  writer,  probably  was  unfamiliar  with  the  Cain  theory  of 
the  "limiting  plane". 

Mr.  Cain  discusses  briefly  the  Eankine  sections  of  Figs.  11  and  12, 
and  states  that  for  years  he  had  pointed  out  the  inaccuracy  of  the 
Kankine  method  when  applied  to  walls  with  vertical  backs,  the  earth 
being  level  at  the  top.  ITe  extends  this  criticism  further  (E.  P.  p.  19) 
by  stating  his  conclusion  drawn  from  experiments  "that  the  direction 
of  the  thrust,  as  given  by  Kankine,  is  never  experienced  in  walls  at 
the  limit  of  stability,  exc(>pt  where  the  surface  slopes  at  the  angle  of 
repose."  :   i    -  .   ■.'!i;if    r- 


Mr. 
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Though  the  writer's  Figs.  11,  12,  and  13,  Eankine,  and  Curves  1,  Mr. 
2,  '2a,  and  '2b,  of  Fig.  24,  do  not  in  any  way  verify  Mr.  Cain's  conclu-  ^°''"'^''- 
sions.  they  certainly  indicate  the  inconsistency  and  unreliability  of 
the  Eankine  tlieory  and  formulas  when  applied  to  walls  with  vertical 
backs.  For  walls  with  stepped  or  battered  backs,  such  as  Figs.  15 
and  23,  with  large  angles  of  surcharge,  the  Cain  analysis,  as  shown 
by  its  author,  is  inapplicable,  and  the  Rankine  method  must  be  used. 

Mr.  Cain  also  states  that  the  writer  is  unwarranted  in  his  assump- 
tion that  the  variation  of  p,  in  Figs.  2-  to  S,  offers  any  criterion 
for  judging  of  what  the  variation  should  be  for  Figs.  9  to  15,  and, 
to  substantiate  his  statement,  offers  certain  arguments  based  apparently 
in  part  on  the  assumption  that  conclusions  relative  to  walls  10  ft. 
high  should  not  be  based  on  the  experimental  data  of  Leygue  for 
retaining  boards  8  in.  high.  If  such  was  his  intention,  it  is  due  to 
a  misunderstanding  of  the  writer's  criticism,  as  it  is  plainly  evident 
that  the  variation  in  p  is  entirely  independent  of  the  height  of  the 
walls.  The  writer  criticized  the  Cain  formulas  in  only  two  particulars : 
one  was  with  reference  to  Figs.  14  and  15  (Cain),  being  but  slightly 
larger  than  Figs  7  and  8,  which  is  explained  by  the  limiting  plane 
theory,  which  necessitates  the  use  of  the  Rankine  theory  for  Fig.  15. 
The  other  criticism  was  that  the  Cain  formula  produced  a  section 
(Fig.  11,  Cain)  larger  than  Fig.  10  (Cain),  whereas  a  smaller  section 
might  reasonably  be  expected  because  the  experimental  section,  Fig. 
4,  is  smaller  than  the  section  shown  by  Fig.  3.  It  is  not  apparent 
how  cohesion  can  account  for  such  a  variation. 

The  experiments  of  Dr.  Miiller-Breslau,  cited  by  Mr.  Braune,  are 
extremely  interesting,  and  indicate  quite  conclusively  that  the  slope 
of  the  surface  has  little  or  no  influence  on  the  slope  of  the  resultant 
earth  pressure.  It  is  to  be  hoped  that  Mr.  Braune's  proposed  experi- 
ments will  develop  some  valuable  data  on  the  vexatious  question  of 
the  direction  of  the  resultant  pressure. 

The  writer  trusts  that  the  paper  and  discussions  have  been  of  some 
material  benefit  in  emphasizing  the  necessity  for  systematic  experi- 
mentation until  sufficient  data  are  obtained  to  permit  the  development 
of  working  formulas  on  which  all  members  of  the  Engineering  Pro- 
fession can  agree;  and  he  herewith  tenders  his  thanks  to  the  gentlemen 
who  have  so  kindly  co-operated  with  him  by  engaging  in  the  discussion. 
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Paper  No.  1385 

A  COMPLETE  METHOD  FOR  THE  CLASSIFICATION 
OF  IRRIGABLE  LANDS* 

By  F.  H.  Peters,  Assoc.  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  T.  Kennard  Thomson  and  G.  N. 

Houston. 


Synopsis. 
This  paper  deals  with  the  classification  by  the  Dominion  Govern- 
ment of  a  very  large  area  of  irrigable  land  developed  by  the  Canadian 
Pacific  Railway  Company  in  the  Province  of  Alberta.  The  reason 
for  undertaking  the  work  is  stated.  The  climatic,  soil,  and  crop  con- 
ditions of  the  area  under  discussion  are  described,  and,  as  governed 
by  these,  the  basis  of  the  classification  is  stated.  Then  the  actual 
manner  in  which  the  classification  of  the  land  was  made  is  described 
in  detail. 


T]ie  Reason  for  Government  Classification. — The  development  of 
the  Western  Section  irrigation  block  was  carried  out  by  the  Canadian 
Pacific  Railway  Company.  Construction  was  started  in  1903,  and  the 
project  was  practically  completed  in  1910.  The  development  covers 
a  gross  area  of  about  1  037  000  acres,  of  which  more  than  223  000  acres 
are  irrigable.  There  are  17  miles  of  main  canal,  254  miles  of  secondary 
canals,  and  1  300  miles  of  distributaries.  The  total  cost  of  construc- 
tion has  been  $4  325  000,  and  it  is  estimated  tliat  a  further  expenditure 
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of  $1  500  000  will  be  necessary  to  replace  wooden  structures  with  con- 
crete.    About  66 f^  of  the  irrigable  lands  have  been  sold. 

The  law  in  force  in  Alberta,  and  under  the  provisions  of  which  the 
project  was  constructed,  is  the  Dominion  statute  entitled  the  Irriga- 
tion Act. 

This  Act  contains  a  clause  to  the  effect  that,  before  a  water  license 
is  granted  to  any  person  or  corporation,  a  certificate  must  be  issued, 
by  the  Chief  Engineer  appointed  under  the  Act,  certifying  "that  the 
works  as  constructed  are  capable  of  carrying  and  utilizing  a  stated 
quantity  of  water".  It  is  necessary  to  certify  to  the  carrying  capacity 
of  the  works  because  this  has  a  fixed  ratio  to  the  irrigable  area,  based 
on  the  legal  duty  of  water,  which  is  fixed.  The  Minister  of  the  In- 
terior, who  is  created  by  the  Act  the  high  executive  officer  of  the 
Crown,  decided  that  in  the  case  in  question  the  fullest  intent  of  the 
quotation  above  should  be  carried  out,  and  ruled  that  ''utilization" 
should  be  held  to  mean  "beneficial  utilization".  A   ntte-I 

This  decision  made  it  necessary  to  make  a  complete  classification 
of  all  the  irrigable  land,  and  this  had  to  be  based  on  a  rigid  definition 
of  the  words  "beneficial  use"  in  terms  of  dollars  and  cents. 

Determination  of  the  Basis  for  Classification. — It  was  admittedly 
a  difficult  problem  to  assign  a  cash  value  to  the  term  "beneficial  use", 
which  made  necessary  a  balancing  of  the  added  returns  of  irrigation 
against  the  added  cost  of  irrigation — both  in  comparison  with  dry 
farming. 

The  so-called  "dry  farming"  method  of  agriculture  was  generally 
practiced  in  the  Province,  and  the  value  of  the  returns  from  this 
method  of  agriculture  were  known.  The  value  of  returns  from  irriga- 
tion agriculture  in  the  district  was  not  known,  because  there  had 
been  very  little  actual  irrigation.  It  was  necessary  to  make  a  con- 
servative estimate  of  the  added  returns  over  dry  farming  due  to 
irrigation. 

The  added  cost  of  irrigation  was  considered  to  be  made  up  of  four 
items:  the  additional  first  cost  of  the  irrigable  land  over  non-irrigable 
land;  the  annual  charge  for  water;  the  ordinary  cost  of  smoothing 
and  leveling  the  land  to  allow  of  an  even  spreading  of  the  water;  and 
the  concentrated  cost  of  reaching,  from  the  head-gate,  certain  areas 
of  land  which,  being  cut  off  by  a  depression,  required  embankment  or 
flume  construction,  or,  being  in  a  depression,  required  drainage.     The 
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first  two  items  were  known,  and  the  average  cost  of  smoothing  and 
leveling  was  estimated. 

The  governing  element  in  the  basis  of  the  classification,  which 
will  be  described  in  detail  later,  was  the  item  of  concentrated  cost. 

In  making  an  estimate  of  the  added  returns  of  irrigation,  it  was 
necessary,  because  of  the  lack  of  actual  data  for  the  district,  to  make 
a  very  broad  study  of  all  the  essential  features,  and  these  are  dealt  with 
under  the  headings  of  "Climate",  "Topography  and  Soil",  and  "Crops". 

Climate. — The  tract  lies  approximately  120  miles  north  of  the  In- 
ternational Boundary  and  50  miles  east  of  the  foot-hills  of  the  Rocky 
Mountains,  and  has  a  general  slope  from  west  to  east.  The  elevation 
of  the  western  boundary  is  about  3  300  ft.  above  sea  level  and  that  of 
the  eastern  end  is  about  2  900  ft. 

The  climatic  conditions  are  very  similar  to  those  in  Northern 
Montana  and  the  higher  valleys  of  Colorado,  where  irrigation  has 
been  practiced  successfully  for  years.  The  average  growing  season 
between  spring  and  fall  killing  frosts  (32°  Fahr.)  is  about  101  days. 

Tables  1  and  2  show  the  temperature  and  precipitation  for  Calgary 
and  Gleichen,  which  are  nearly  at  the  west  and  east  ends  of  the  tract, 
respectively.  The  irrigation  season  extends  from  May  1st  to  Sep- 
tember 30th. 

Topography  and  Soil. — The  topography  is  generally  rolling,  with 
rather  steep  slopes  which  locally  run  up  to  10  or  15  ft.  in  100  ft.  There 
are  many  cross-drainage  lines,  and,  in  order  to  avoid  expensive  cross- 
ings, the  locators  were  forced  to  drop  the  elevation  of  the  canals,  thus 
losing  command  of  some  of  the  higher  and  better  lands.  The  topo- 
graphy is  somewhat  smoother  in  the  eastern  than  in  the  western  por- 
tion of  the  tract. 

The  soil  conditions  over  such  a  large  area,  of  course,  have  a  wide 
variation.  Extreme  conditions,  varying  from  almost  pure  sand  to 
very  heavy  clay,  may  be  found,  but,  speaking  generally,  the  soil  is  the 
usual  clay  loam  commonly  found  on  the  prairies  of  the  Northwest.  As  a 
whole,  the  area  is  overlaid  with  a  surface  soil  containing  a  good  pro- 
portion of  humus,  which  proves  very  fertile.  In  general,  the  subsoil 
is  a  heavy  clay,  making  it  imperative  to  apply  the  irrigation  water 
with  care,  in  order  to  avoid  water-logging  the  land.  Local  conditions 
where  the  soil  is  heavily  impregnated  with  white  alkali  are  found,  but 
l)l:ick  alkali  is  rare.     As  will  be  indicated  later,  great  care  was  taken 
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TABLE  1. — T.xBLE  OF  Precipitatiox  axd  Tempek.\ture  at  Calgary, 

Alberta. 


PRECiprrjkTiox,  IN  Inches. 

Mean  Temperature,  in  Degrees, 
Fahrenheit. 

Total  for  year. 

Total  for  irriga- 
tion season. 

For  year. 

For  irrigation 
season. 

1SS5 

li.91 

9.32 

37.05 

53.6 

lbt!«3 

U.32 

5.98 

38.04 

56.2 

1IS87 

13.69 

9.12 

33.86 

54.1 

1888 

17.51 

11.29 

35.15 

54.6 

1889 

11.59 

6.41 

39.54 

54.7 

1890 

14.94 

10.86 

35.68 

54.5 

1891 

10.44 

8.74 

37.71 

55.0 

1892 

7.91 

5.13 

36.12 

53.6 

1S93 

11.05 

7.17 

31.76 

53.9 

1894 

11.71 

8.02 

37.17 

55.3 

1895 

15.12 

10.99 

36.66 

53.1 

1896 

16.05 

8.12 

36.00 

55.6 

1897 

20.58 

15.02 

37.10 

57.8 

1898 

15.58 

11.84 

37.80 

56.6 

1899 

26.15 

21.46 

34.70 

53.0 

1900 

17.57 

13.18 

38.60 

54.1 

1901 

22.31 

16.47 

39.20 

53.3 

1902 

34.57 

30.75 

37.00 

52.7 

1903 

22.77 

19.91 

37.50 

52.6 

1904 

11.89 

8.71 

36.90 

54.2 

1905 

14.12 

10.02 

39.00 

54.6 

1906 

16.24 

13.50 

39.30 

55.6 

1907 

14.96 

11.48 

30.70 

52.06 

1908 

18.25 

15.68 

40.69 

56.02 

1909 

16.03 

11.98 

35.97 

55.78 

1910 

11.79 

8.53 

37.88 

54.98 

1911 

19.38 

15.08 

35.67 

52.68 

1912 

21  ..38 

16.54 

39.45 

54.14 

191.3 

17.08 

12.85 

39.94 

57.08 

1914 

17.71 

8.97 

40.52 

58.02 

Mean  for  period.. 

16.42 

12.07 

37.29 

54.67 

TABLE  2.- 


-Table  OF  Precipitation  and  Temperature  at 
Gleichen,   Alberta. 


Precipitation,  in 
Inches. 

Mean  Temperature,  in 
Degrees  Fahrenheit. 

Year. 

Total  for  year. 

Total  for 

irrigation 

season. 

For  year. 

For  irrigation 
season. 

Remarks. 

19(« 
1904 
1905 
1906 
1907 
1906 
19(J9 
1910 
1911 
1912 
1913 
1914 

15.88 
10.22 
11.94 
17.73 

■  solsi 

"  9^90 

13,41 
7.09 
9.61 

13.36 

"n'.m 

17.13 
6.91 

10.88 
6.20 

10.16 
5.55 

3 

37.09 
37.96 

38.08 

'34!62 
40.18 

'.55!  08 
55.03 
55.90 

'siigo 

55.82         r 
57.08 
53.56 
55.06 

Records  not 
complete. 

Mean  for 
period.... 

14. .36 

10. :«                  37.59 

55.30 
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in  the  classification  to  exclude  as  non-irrigable  any  areas  in  which  the 
soil  analysis  showed  this  great  enemy  to  irrigation  to  exist  in  dan- 
gerous quantity. 

Crops. — The  leading  crops  in  the  Province  are  hard  wheat,  oats, 
and  barley.  The  hardier  strains  of  alfalfa  grow  excellently  under  ir- 
rigation, and  small  fields  throughout  the  tract  produce  from  3  to  4 
tons  per  acre  in  two  or  three  cuttings.  Experimental  plot  work 
has  indicated  that  a  heavy  yield  of  sugar  beets,  with  a  high 
saccharine  content,  can  be  raised  imder  irrigation.  The  irrigation 
tract  under  consideration  is  so  yoimg  in  development  as  yet  that  no 
good  general  crop  reports  can  be  obtained.  In  the  Lethbridge  District, 
about  100  miles  to  the  south,  however,  there  are  about  15  000  acres 
under  the  alfalfa  crop  which  produce  about  4  tons  per  acre  under 
irrigation. 

For  purposes  of  comparison,  the  following  points  are  noted  with 
reference  to  this  tract.  The  general  elevation  is  about  2  850  ft. ;  the 
soil  conditions  are  more  favorable  as  regards  texture  and  absence  of 
alkali;  the  annual  precipitation  is  about  2  in.  less;  and  the  annual 
mean  temperature  is  about  4^°  Fahr.  higher. 

The  Dominion  Government  Experimental  Farm  at  Lethbridge  has 
kept  records  of  the  returns  from  irrigated  and  non-irrigated  crops 
since  1908,  and  Table  3  has  been  compiled  by  using  these  actual  returns 
and  inserting  the  prices  which  were  obtained  each  year,  f .  o.  b.  cars, 
at  Lethbridge.  This  table  must  be  accepted  as  showing  results  from 
plots  on  the  experimental  farm,  which  are  no  doubt  higher  than  those 
obtained  by  the  average  farmer,  but  it  is  considered  that  the  table 
shows  truly  the  relative  increase  due  to  irrigation.  To  be  indicative 
of  the  crops  commonly  raised  under  irrigation  in  the  district,  the 
table  should  include  alfalfa  and  timothy  hay. 

Basis  of  Classification  Adopted. — The  basis  of  classification  adopted 
was  as  follows:    Land  shall  be  classified  as  irrigable: 

(1). — If  it  lies  at  a  lower  elevation  than  the  point  of  delivery, 
after  allowing  a  reasonable  grade  for  a  farm  lateral. 

The  point  of  delivery  shall  be  deemed  to  be  a  point  3  in.  below  the 
crest  of  the  measuring  weir  at  or  within  the  farm  boundary.  Where 
this  measuring  weir  is  not  at  or  within  the  farm  boundary,  the  point 
of  delivery  shall  be  the  elevation  of  full  supply  level  in  the  lateral 
supplying  the  field  outlet,  and  all  measuring  weirs  shall  be  built  in 
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accordance  with  the  plan  of  farm  weirs  filed  with  the  Commissioner  of 
Irrigation  and  dated  November  1st,  1908. 

The  grade  of  farm  laterals,  when  a  factor  in  land  classification, 
will  be  considered  reasonable: 

(a)  Where  the  natural  slope  of  the  ground  is  less  than  0.10  ft.  in 
100  ft.  at  a  rate  not  less  than  0.05  ft.  in  100  ft. ; 

(ft)  Where  the  natural  slope  of  the  groimd  is  greater  than  0.10  ft. 
in  100  ft.  at  a  rate  of  not  less  than  0.10  ft.  in  100  ft. ; 

(c)  Where  the  slope  of  the  ground  is  at  or  near  the  critical  slope 
of  0.10  ft.  in  100  ft.  at  either  of  the  grades  mentioned  in 
clauses  (a)  and  (&),  such  as  good  and  reasonable  practice 
demands. 

Extremely  flat  country  may  be  irrigated  by  checks  and  flooding, 
and  the  grade  of  the  farm  lateral  need  not  be  considered  in  such  cases, 
it  being  understood  that  the  Minister  of  the  Interior,  or  officers  ap- 
pointed by  him,  shall  be  the  final  judges  of  what  constitutes  "ex- 
tremely flat  country". 

(2). — If  such  land  can  be  reached  by  an  estimated  concentrated 
expenditure  at  one  or  more  points,  for  embankments,  flumes,  etc.,  not 
in  excess  of  $8  per  acre  for  the  land  to  be  served  and  benefited  through 
them. 

(3). — If  such  land  can  be  served  by  a  second  or  other  delivery  at 
a  cost  not  in  excess  of  $8  per  acre  for  the  land  to  be  served  and  ben- 
efited through  them. 

(4). — When  lying  in  a  depression,  if  it  can  be  drained  at  a  cost 
not  exceeding  $8  per  acre,  and  is  suitable,  arable  land  which  would  be 
benefited  by  irrigation. 

(5). — The  prices  to  be  made  use  of  in  estimating  the  cost  of  em- 
bankments, flumes,  or  other  structures,  shall  be,  \mless  otherwise 
ordered  by  the  Minister  of  the  Interior: 

Earth  fill  or  excavation 12  cents  per  cu.  yd. 

Lumber  in  place  on  any  structure $40  per  1  000  ft.  b.  m. 

Rock  rip-rap 50  cents  per  superficial  yard. 

(6). — In  all  unusual  or  exceptional  cases,  which  are  not  covered  by 
the  preceding  paragraphs,  the  classification  will  be  made  by  officers  of 
the  Department,  under  the  direction  of  the  Minister  of  the  Interior,  in 
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TABLE  3. — Records  of  Returns  from  Irrigated  and  Non-Irri- 

AT   Lethbridge,   Alta., 


1908. 

1909. 

1910. 

1911. 

Q 

•6 

93 
M 

'E 

u 

^1 
■S.SP 

Q 

■6 

I 
u 

j=.2 
as 

1 

"1 

u 

£ 

a 

^.1 

6'E 

"Wheat, 

Bushels,  34 

34 

0 

29 

37 

8 

15 

29 

14 

Hailed. 

$30.94 

30.94 

0.00 

27.55 

35.15 

7.60 

12.81 

24.76 

11.95 

Oats, 

Bushels,  80 

88 

8 

56 

77 

21 

21 

68 

47 

Hailed.                 1 

$28.00 

30.80 

2.80 

18.34 

25.22 

6.88 

5.67 

18.36 

12.69 

Barley, 

Bushels,  55 

60 

5 

41 

64 

23 

12 

42 

30 

Hailed. 

$20.35 

22.20 

1.85 

15.32 

23.92 

8.60 

5.64 

19.74 

14.10 

Potatoes,     ■ 

Bushels,  92 

235 

143 

159 

605 

446 

103 

521 

418 

356 

560 

204 

$41.40 

105.75 

64.35 

71.55 

272.25 

200.70 

46.85 

234.45  188.10 

160.20 

252.00 

91.80        1 

a  fair  and  reasonable  manner,  and  will  be  based  on  the  beneficial  use 
of  water. 

Much  attention  was  given  to  the  question  of  the  maximum  slope 
permissible  for  land  to  be  classified  as  irrigable,  but  this  was  not  in- 
cluded in  the  official  basis.  The  engineer  in  charge,  in  approving  the 
classification,  was  guided  by  the  rule  that  generally  a  maximum  slope 
of  10  ft.  in  100  ft.  was  permissible,  and  where  very  small  areas  only 
were  concerned  a  maximum  slope  of  12  ft.  in  100  ft. 

As  indicated  under  the  heading,  "Determination  of  the  Basis  for 
Classification",  the  classification  was  based  on  a  cost  of  $8  per  acre, 
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GATED  Crops  at  the  Dominion  Government  Experimental  Farm 
Canada,  from  1008  to  1914. 


1912. 

1913. 

1914. 

Averages. 

it 

•a 
ex 

^1 

a  s 

Q 

^1 

•3.SP 

z 

O  H 

c;  t 

h 

Ofc 

t. 

ot 

^^ 

Eed  Fife." 


31             63 

32 

27 

45 

18 

20 

67 

47 

26 

46 

20 

26.62       54.10 

27.48 

20.05 

33.41 

13.36 

14.78 

49.50 

34.72 

22.13 

37.98 

15.85 

"Banner." 


77 

145 

68 

73 

115 

42 

49 

113 

64 

59 

101 

42 

26.08 

49.12 

23.04 

19.71 

31.05 

11.34 

14.64 

33.76 

19.12 

18.74 

31.38 

12.64 

"Cla 

UDE."' 

29 

81 

52 

40 

94 

54 

30 

97 

67 

34.5 

73.0 

38.5 

10.37 

28.96 

18.59 

12.40 

29.14 

16.74 

11.10 

35.89 

24.79 

12.53 

26.64 

14.11 

'•  Irish  Cobbler." 


296 

501 

205 

229 

528 

299 

400 

495 

95 

234 

492 

258 

133.20 

225.45 

92.25 

103.05 

237.60 

134.55 

180.00 

222.75 

42.75 

105.10 

221.46 

116.36 

but  as  this  is  a  very  crucial  point,  many  details  are  given  in  order  to 
explain  just  what  the  figure  means. 

Under  the  conditions  of  its  land  sale  contract  and  water  agree- 
ment, the  Company  delivers  the  water  to  at  least  one  point  on  each 
parcel  of  land,  usually  of  160  acres,  and  the  cost  figure  was  applicable 
only  to  the  added  expenditure  necessary  for  the  farmer  to  distribute 
the  water  over  the  land.  The  figure  was  not  a  general  one  applied  to 
the  total  irrigable  area  in  each  parcel,  and  including  the  ordinary 
costs  of  leveling  and  smoothing  the  land,  but  was  the  concentrated  cost 
of  reaching  certain  areas  of  land  which,  being  cut  off  by  a  depression. 
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required  embankment  or  flume  construction,  or,  being  in  a  depression, 
required  drainage. 

The  following  study,  which  was  made  by  the  writer  in  examining 
the  cost  data  before  the  basis  of  classification  was  adopted,  will  make 
the  point  quite  clear. 

Eeferring  to  Fig.  1,  the  area,  A-D-E,  can  be  easily  irrigated  with- 
out any  high  expenditures  for  flumes,  embankments,  etc.,  and  the  $8 
figure  doee  not  recognize  any  expenditure  necessary  for  this  area. 
The  area,  H-J-K-L,  is  separated  from  the  field  outlet  by  a  wide  de- 
pression, and  it  required  a  costly  raised  ditch  and  flume  to  carry  water 
from  B  to  C.  The  basis  of  classification  means  that  if  the  cost  of 
the  raised  ditch  and  flume  from  5  to  C  is  less  than  a  concentrated  ex- 


-FieM  outlet  Eler.IOO.O 


penditure  of  $8  per  acre  on  the  area,  H-J-K-L,  then  H-J-K-L  shall  be 
classed  as  irrigable.  Again,  the  $8  figure  does  not  recognize  the 
ordinary  costs  of  preparation  necessary  for  the  irrigation  of  H-J-K-L 
after  the  water  has  been  conducted  to  C.  Now,  in  truth,  it  would 
require  a  certain  expenditure  per  acre  in  smoothing  the  land,  building 
field  laterals,  distributaries,  etc.,  to  irrigate  A-D-E,  and  similarly  a 
certain  expenditure  per  acre  would  be  required  to  irrigate  H-J-K-L 
after  water  had  been  conducted  to  C. 

In  considering  how  much  may  be  profitably  spent  in  preparing  land 
for  irrigation,  it  is  usual  to  compute  it  at  so  much  per  acre  for  the 
whole  parcel  of  land,  this  figure  including  all  flumes,  embankments. 


PLATE  111. 

TRANS.  AM.  SOC.  CIV.   ENGRS. 

VOL.  LXXXI,  No.  1385. 

PETERS  ON 

CLASSIFICATION   OF  IRRIGABLE  LANDS. 


B  20 


PLATE  III. 

TRANS.   AM.  80C.  CIV.   ENGRC. 

VOl_  LXXXI,  No.  1385. 

PETERS  ON 

CLASSIFICATION   OF  IRRIGABLE  LANDS. 


ID  2i 


CLASSIFICATION  OF  IRRIGABLE   L.\NDS 


231 


ditches,  etc..  and  also  the  smoothing  of  the  land  to  allow  of  proper 
irrigation. 

The  writer  will  now  endeavor  to  show  what  the  concentrated  cost  of 
•$8  per  acre  means  for  different  cases,  and  for  the  average  case,  couched 
in  the  usual  terms,  as  explained  in  the  foregoing  paragraph. 

If  it  is  assumed  that  the  average  piece  of  land  will  require  an  ex- 
penditure of  $4  per  acre  for  smoothing,  ditches,  etc.  (there  being  no 
clearing  of  any  kind  necessary  in  this  district),  and  if  this  is  com- 
bined with  the  concentrated  cost  of  $8  per  acre,  it  is  seen  immediately 
that  the  actual  total  cost  of  preparing  any  land  which  requires  the 
"concentrated"  expenditure  is  really  $8  plus  $4,  or  $12  per  acre.  It 
must  be  realized  that  in  every  parcel  of  land,  considered  as  a  unit, 
there  will  be  a  varying  proportion  which  can  be  prepared  for  irrigation 
with  an  exi)enditure  of  only  $4  per  acre,  and  of  other  land  which  will 
require  in  addition  to  this  the  "concentrated  cost"  expenditure  of  $8 
per  acre. 

TABLE  4. — Cost  per  Acre  for  Structures  and  Preparation 
OF  Land  for  Irrigation. 
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S400 
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0 
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$400 

$4.00 

90 
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10 

10 
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$120 

100 

480 

4.80 

80 
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20 

20 

12 

240 

100 

560 

5.60 

70 

280 

30 

30 

12 

360 

100 

640 

6.40 

60 

240 

40 

40 

13 

480 

100 

720 

7.20 

50 

200 

50 

50 

12 

600 

100 

800 

8.00 

coo 

$3  600 

836.00 

100 

$600 

$6.00 

Note. — Average  cost  per  acre  for  structure  and  preparation  of  land  for  irriga- 
tion, say,  $6. 

It  is  not  claimed  that  Table  4  is  absolutely  accurate  in  any  way, 
but  it  shows  that,  for  the  average  piece  of  land,  the  cost  distributed 
over  the  whole  irrigable  area  wiU  be  about  $6  per  acre,  and  that  for 
the  piece  where  50%   requires  the  concentrated  expenditure   (which 
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must  be  considered  a  high  percentage)  the  cost  per  acre  in  a  similar 
way  will  only  be  about  $8. 

Since  the  classification  has  been  completed,  this  study  has  been 
checked  by  actual  results,  and  it  has  been  found  that  the  average 
total  cost  per  irrigable  acre,  including  the  $4  charge  for  smoothing  and 
leveling,  has  been  $5.70. 

On  8%    of  the  farms  the  cost  was  less  than  $5. 

On  60%  "     "         "         "        "       "     between    $5  and  $6. 

On  22%  "    "        "        "       "      "  " 

On  8h%  "    "        "        "       "      "  " 

On  1%     "    "        "        "       "      "  " 

On  i%     "     "        "        "       "      "  " 

Surveys  and  Plans  Required. — It  was  realized  that  the  basis  of  the 
very  complete  classification  anticipated  must  be  very  accurate  contour 
plans  showing  the  detailed  topography  of  all  the  area  to  be  classified. 
The  Canadian  Pacific  Railway  Company  was  required  to  furnish  the 
necessary  plans,  and  as  it  had  made  topographical  surveys  covering 
only  a  small  portion  of  the  total  area,  it  was  necessary  to  make  new 
surveys  of  the  remainder. 

The  specifications  for  these  plans  were  as  follows: 

1. — The  scale  of  the  plans  shall  be  400  ft.  to  1  in. 

2. — On  every  plan  shall  be  shown  5-ft.  contours  in  heavy  lines, 
and  wherever  the  slope  is  less  than  2  ft.  in  100  ft.,  1-ft.  contour  lines 
shall  be  shown  in  thin  lines. 

3. — All  "ring"  contours  in  hollows  or  on  summits  shall  be  located 
on  the  grovmd  by  at  least  four  points. 

4. — All  sloughs  or  other  areas  covered  by  water  shall  be  located  by 
at  least  four  points. 

5. — The  tracings  submitted  in  duplicate  to  the  Commissioner  of 
Irrigation  shall  be  made  from  the  original  plane-table  plans  made  in 
the  field. 

6. — The  location  and  elevation  of  every  field  outlet  shall  be  shown 
plainly  on  each  plan.  The  elevation  of  the  field  outlet  shall  be  a 
point  3  in.  below  the  crest  of  the  measuring  weir,  if  located  at  or 
within  the  farm  boimdary ;  where  this  measuring  weir  is  not  at  or  within 
the  farm  boimdary,  the  elevation  of  the  field  outlet  shall  be  the  eleva- 
tion of  full  supply  level  in  the  lateral  supplying  such  outlet. 
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7. — The  area  and  location  of  such  land  as  is  commanded  by  the 
ditches,  but  which  is  plainly  rendered  non-irrigable  owing  to  alkali  or 
any  other  cause,  shall  be  shown  on  the  plans. 

8. — No  contour  lines  need  be  shown  above  the  falling  contour  which 
passes  through  the  elevation  of  the  iield  outlet  and  falls  from  it  at  the 
following  rates: 

(a)  THiere  the  natural  slope  of  the  groiond  is  less  than  0.10  ft.  in 
100  ft.,  at  a  rate  not  less  than  0.05  ft.  in  100  ft. ; 

(h)  "WTiere  the  natural  slope  of  the  groimd  is  greater  than  0.10  ft. 
in  100  ft.  at  a  rate  not  less  than  0.10  ft.  in  100  ft. ; 

(c)  "VHiere  the  natural  slope  of  the  ground  is  at  or  near  the 
critical  sloi)e  of  0.10  ft.  in  100  ft.  at  either  of  the  rates  men- 
tioned in  (a)  and  (6),  such  as  good  and  reasonable  practice 
demands. 

9. — Every  precaution  shall  be  taken  to  make  the  plans  as  accurate 
as  possible  within  the  limit  of  a  reasonable  expenditure  of  money. 
The  maximum  error  in  the  plans  area  delineated  by  the  critical  con- 
tours shall  not  exceed  2i%  in  any  quarter-section  of  land. 

10. — The  exact  location  of  any  of  the  Company's  distributaries  or 
secondary  canals  which  run.  through  any  parcel  of  land,  shall  be  the 
outside  lines  which  determine  the  land  that  is  made  non-tillable  by 
the  ditch  construction  or  other  works. 

11. — All  distinct  drainage  lines  or  channels  shall  be  traced  on  the 
ground  and  shown  on  the  plans. 

12. — All  plans  submitted  should  be  to  a  standard,  over-all  size,  for 
the  purpose  of  filing,  and  should  not  exceed  18  by  18  in.  This  will 
permit  one  section  to  be  shown  on  each  plan  at  a  scale  of  400  ft.  to 
1  in.,  and  one  quarter-section  at  a  scale  of  200  ft.  to  1  in. 

13. — It  is  imderstood  that,  under  Secondary  Canal  C,  about 
90  000  acres  of  land  have  already  been  contoured  to  a  scale  of  1  000  ft. 
to  1  in.  For  this  particular  land.  Paragraph  5  of  these  specifications 
shall  be  inoperative. 

14. — It  is  understood  that,  under  Secondary  Canals  A,  B,  and  C, 
about  100  000  acres  of  land  have  already  been  surveyed  to  a  scale  of 
200  ft.  to  1  in.  These  surveys  do  not  show  contours,  but  show  a 
classification  of  land,  based  particularly  on  soil  conditions.  These 
plans  with  descriptive  notes  will  be  accepted  by  the  Commissioner  of 
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Irrigation,  who  will  reserve  the  right  to  call  for  such  additional  in- 
formation on  any  particular  plan  as  he  may  require  for  the  purpose  of 
the  re-classification. 

With  reference  to  Clause  13  of  the  Specifications,  this  meant  in 
practice  that  the  plans  submitted  were  to  the  general  scale  of  400  ft. 
to  1  in.,  but  were  enlarged  from  the  original  field  plans  (at  1  000  ft.  to 
1  in.)  which  had  previously  been  prepared  by  the  Company. 


i 


Fig.  2. 

The  left  half  of  Plate  III  shows  a  typical  plan  as  submitted  by  the 
Company,  and  Fig.  2  shows  a  typical  plan  as  submitted  xmder  the 
special  Clause  14  of  the  Specifications. 

The  Company  has  constructed  all  the  canals  and  ditches  which  de- 
liver the  water  to  the  field  outlet  for  each  parcel  of  land.     The  usual 
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parcel  to  which  a  delivery  is  made  is  160  acres,  this  being  a  legal 
quarter-section,  the  parcel  usually  dealt  with  in  selling.  In  making 
the  classification  it  was  necessary  to  know  the  exact  parcel  of  land  that 
was  to  be  served  from  any  field  outlet. 

In  the  case  of  land  already  sold  by  the  Company,  agreements  filed 
with  the  Department  showed  the  parcels  owned  and  included  under 
each  water  agreement,  and  in  these  cases  such  areas  were  considered  as 
one.  In  other  special  cases,  usually  concerning  fractional  areas,  the 
Company's  plans  submitted  showed  by  a  conventional  sign  the  special 
parcels  that  were  to  be  sold  together,  and  were  so  dealt  with  as  regards 
parceling  in  the  classification. 

The  cost  of  preparing  the  plans,  vmder  the  general  clauses  of  the 
Specifications,  was  23  cents  per  acre,  this  being  based  on  the  total  area, 
irrigable  and  non-irrigable,   covered  by  the  contour  plans. 

Procedure  of  Classification. — The  procedure  of  carrying  out  the 
classification  was  as  follows: 

1. — Submission  of  contour  plans  by  the  Company; 

2. — Preliminary  office  classification  of  plans; 

3. — Field  classification  of  plans,  including  soil  analysis; 

4. — Final  office  classification  of  plans; 

5. — Final  approval  of  plans  by  the  engineer  in  charge. 

Preliminary  Office  Classification. — The  Canadian  Pacific  Railway 
Company  operates  at  Calgary  a  lithographic  print  process,  and,  in  ad- 
dition to  the  original  tracings,  supplies  an  extra  plan  on  paper. 

The  paper  copy  of  the  plan  was  then  classified  in  the  office  by  pro- 
jecting the  necessary  farmers'  ditches  from  each  farm  delivery  shown 
and  delineating  irrigable  and  non-irrigable  areas  in  accordance  with 
the  basis  of  classification  decided  upon. 

The  purpose  of  the  office  classification  was  to  delineate  the  irrigable 
and  non-irrigable  areas  which  were  dependent  on  topography,  that  is, 
cost  of  field  irrigating  ditches,  cost  of  drainage  ditches,  excessive 
slopes,  etc.  In  addition,  there  were  excluded  all  areas  reserved  by  the 
Company  as  right  of  way  for  main  canals,  and  the  areas  rendered  non- 
tillable  by  the  smaller  company  laterals  which  ran  through  any  farm 
and  for  which  easement  had  been  reserved  in  the  land  contract  sale  to 
the  farmer. 
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The  results  of  this  office  classification  were  scheduled  on  a  "Land 
Classification  Detail  Sheet",  Fig.  3,  this  sample  referring  to  the  right 
half  of  Plate  III. 

The  cost  data  for  ditches,  embankments,  flumes,  etc.,  used  in  the 
office  classification  were  taken  from  the  standard  design  sheets  which 
are  shown  as  Figs.  4,  5,  6,  and  7,  which  were  worked  up  for  office  use 
from  the  basis  of  classification  determined  upon. 
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Fig.  3. 
Field  Classification. — The  paper  copies  of  the  plans,  together  with 
the  land  classification  detail  sheet,  were  then  sent  out  to  the  field, 
where,  map  in  hand,  the  classification  was  carefully  examined  on  the 
ground  by  the  engineer  in  charge  of  the  work.  This  engineer  was  sup- 
plied with  a  motor  car  for  quickness  of  transport,  and  was  assisted 
by  three  engineers,  each  accompanied  by  an  instrumentman,  a  rod- 
man,  and  a  teamster  with  a  democrat.  The  field  work  was  most  care- 
fully  examined,    and,    wlicncvor    any    undesirable    areas    were    found. 
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such  as  alkali  conditions,  land  not  fit  for  cultivation,  or  any  other 
conditions  not  shown  by  the  contour  plans,  these  areas  were  delineated 
by  the  level-compass-stadia  method,  and,  where  greater  detail  was 
necessary,  by  the  plane-table.  In  many  cases,  also,  of  critical  cost, 
an  actual  profile  was  run  in  the  field  for  irrigation  or  drainage  ditches, 
embankments,  or  flumes. 

One  of  the  most  difficult  features  was  the  determination  of  un- 
suitable soil  conditions,  and  the  greatest  care  was  exercised  in  exclud- 
ing alkalied  lands  or  lands  likely  to  be  alkalied  by  irrigation  where  the 
cost  limit  would  not  allow  of  efficient  drainage.  In  connection  with 
this  work  many  soil  samples  were  taken  with  the  soil  auger  or  post-hole 
digger,  in  order  to  determine  the  physical  structure  of  the  surface 
soil  and  the  subsoil,  or  the  presence  of  alkali  in  dangerous  quantity. 
The  quantity  of  alkali  was  determined  by  submitting  soil  samples  to 
complete  chemical  analysis. 

It  was  fully  realized  that  the  field  classification  was  the  most  critical 
operation  in  the  general  procedure,  and  that,  following  the  careful 
topographical  surveys  and  the  office  classification,  the  net  irrigable 
areas  capable  of  beneficial  irrigation  could  only  be  determined  by  a 
careful  inspection  in  the  field  by  an  exi)erienced  man  who  had  a  full 
knowledge  of  practical  agriculture  under  irrigation. 

Final  Office  Classification. — The  paper  plans  and  classification 
sheets  which  had  been  used  in  the  field  were  returned  to  the  office  with 
copious  pencil  notes  and,  where  field  traverses  had  been  made  or  pro- 
files run,  these  were  plotted  on  separate  sheets  in  the  field  and  attached 
to  the  plans.  One  of  the  tracing  linen  plans  was  then  worked  up  in 
the  office,  and  included  all  the  corrections  to  the  office  classification 
made  in  the  field.  The  scheme  adopted  was  to  outline  on  the  tracing 
the  irrigable  areas,  the  non-irrigable  areas,  and  the  right  of  way  re- 
served by  the  Company.  By  the  use  of  different  colors,  in  accordance 
with  an  adopted  schedule,  the  reason  that  each  area  was  rendered  non- 
irrigable  was  shown.  Each  plan  showed  a  whole  section  of  laud,  and 
at  the  bottom  there  was  filled  in  a  schedule  showing  for  each  quarter- 
section  the  total  irrigable  land,  the  total  non-irrigable  land,  and  the 
right  of  way  resen'ed  by  the  Company.  The  land  classification  detail 
sheets,  showing  the  summation  of  the  irrigable  and  non-irrigable  areas, 
were  also  corrected.    Each  separate  detail  was  referenced  to  the  finished 
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plan  by  the  use  of  the  letters,  A,  B,  C,  etc.,  which  same  letters  were 
used  to  denote  the  segregated  areas  on  the  plan. 

The  right  half  of  Plate  III  shows  the  final  classification  plan 
worked  up  from  the  plans  shown  on  the  left  half  of  that  plate  (dif- 
ferent conventional  edgings  being  used  instead  of  colors).  The  land 
classification  sheet  referring  to  the  plan  shown  on  the  right  half  of 
Plate  III  is  also  showTi. 

With  the  special  plans  submitted  under  Clause  14  of  the  Specifica- 
tions, the  result  obtained  was  practically  the  same,  but  the  procedure 
was  necessarily  somewhat  different.  These  plans  showed  the  result 
of  a  classification  in  the  field  by  the  Company's  officials,  who  had 
worked  under  instructions  which  were  practically  the  same  as  the 
basis  of  classification  adopted.  No  contour  lines  being  shown  on 
these  plans,  no  preliminary  office  classification  was  possible,  and  all 
the  checking  had  to  be  done  in  the  field,  which  necessitated  con- 
siderable additional  work  in  determining  elevation  and  delineating 
areas  by  the  field  assistants.  The  final  classification  plan  was  pre- 
pared in  the  same  manner  as  described  above. 

Final  Approval  of  Plans  and  Classification.— -The  final  approval 
was  made  by  the  engineer  in  charge  after  checking  the  plans  to  see 
that  the  field  notes  submitted  had  been  properly  intei-preted  in  the 
office  in  making  up  the  final  copy.  The  cost  of  making  the  classifica- 
tion based  on  the  total  area  inspected  was  16.2  cents  per  acre,  of 
which  7  cents  is  cliargeable  to  office  work.  Based  on  the  irrigable 
acreage  only,  the  cost  was  32.9  cents  per  acre  with  14.1  cents  chargeable 
to  office  work.  These  costs  included  making  duplicates  of  all  the 
classification  maps  for  special  purposes  of  record. 

Personnel. — The  work  was  carried  out  under  the  direct  charge  of 
G.  N.  Houston,  M.  Am.  Soc.  C.  E.,  and  Mr.  R.  C.  Spitzer  acted 
as  Office  Engineer. 
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T.  Kexnard  Thomson*  M.  Am.  Soc.  C.  E.  (by  letter) .—This  clean-  ^,  Mr. 

...  .  ,  Thomson. 

cut  paper  is  o±  especial  interest  to  the  writer  because  he  was  on  the 
survey  for  the  first  railroad,  the  Canadian  Pacific,  to  be  built  in  that 
section  of  the  country,  33  years  ago. 

At  that  time  nobody  ever  expected  to  see  this  road  pay  for  itself, 
as  it  was  built  as  a  political  necessity  to  keep  British  Columbia  and 
the  great  Prairie  Provinces  in  the  Dominion. 

An  old  farmer  described  the  conditions  then  as  follows :  "Forty 
degrees  below  zero,  50  miles  from  water,  500  miles  from  fuel,  God 
bless  our  home." 

The  paper  would  be  even  more  interesting,  if  made  a  little  more 
general  by  stating,  for  instance,  the  quantity  of  water  required  for 
irrigation,  and  whether  the  supply  is  continuous  or  intermittent  during 
the  summer.  As  the  water  comes  from  the  mountains,  the  writer 
assumes  that  the  supply  would  be  cut  off  by  the  ice  in  winter.  For 
instance,  even  the  ISTorth  Saskatchewan,  at  Saskatoon,  a  mighty  river 
in  summer,  is  practically  dry  in  winter. 

It  would  also  be  interesting  to  know  what  the  good  and  poor  lands 
sell  for,  before  and  after  irrigation. 

The  alkali  lands  referred  to  remind  the  writer  that  he  heard  only 
last  week  why  his  hair  had  turned  white  when  quite  young.  It  was 
discovered,  not  very  long  ago,  that  all  young  men  in  the  Canadian 
J^Torthwest  have  become  white-haired  because  of  the  alkali  in  the  water 
and  also  because  of  the  quantity  of  am.monia  used  for  purifying  the 
water. 

The  author  states  that  the  climatic  conditions  are  the  same  as  in 
Northern  Montana,  but  as  the  range  of  temperature  is  more  interesting 
than  the  mean,  why  not  state  what  they  are? 

Is  it  not  true  that  the  depth  of  the  rich  top  soil  is  15  ft.  or  more 
in  vast  areas  of  the  Canadian  Northwest?  It  may  be  more  modest  not 
to  extol  the  richness  of  the  soil,  etc.,  but,  at  the  same  time,  one  would 
like  to  know  the  facts.  The  price  for  excavation  and  fill,  12  cents  (as 
stated  by  the  author),  seems  to  be  remarkably  low,  especially  as  the 
quantities  of  material  moved  in  any  one  spot  are  so  small. 

The  sections  of  the  cuts  and  excavations  are  so  small,  and  the 
wooden  superstructures  are  so  light,  that  one  wonders  if  they  do 
not  require  very  considerable  repair  every  spring. 

The  Canadian  engineers,  instead  of  using  blue  or  black  prints  on 
paper,  make  black  prints  directly  on  cloth,  and  these  can  be  placed 
in  a  pocket  or  bag  as  readily  as  a  handkerchief;   and  the  writer  is 
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Mr.  surprised  that  such  a  great  improvement  has  not  already  been  gener- 
Thomson.  ^-^ly  adopted  by  American  engineers. 

Table  3,  showing  the  increased  value  of  land  each  year  due  to 
irrigation — an  increase  from  0  for  wheat  to  $200  an  acre  for  potatoes — 
is  exceedingly  interesting.  In  New  York  State,  frost  in  a  single  night 
will  sometimes  destroy  all  the  crops;  and  then  a  month  or  more  of 
good  weather  will  follow  with  no  frosts.     Is  this  the  case  in  Alberta? 

Some  day  it  will  be  possible  to  generate  by  electricity  sufficient 
heat  for  a  night  or  two  to  afford  sufficient  protection  from  such  frosts; 
and  it  will  be  possible  even  to  go  further  and,  by  artificial  heat  and 
light,  produce  two  crops  where  only  one  grows  now. 

Mr.  G.  N.  Houston,*  M.  Am.  Soc.  C.  E.  (by  letter). — Irrigation  devel- 

ouB  on.  (jpjj^gj^^  comes  under  one  of  two  classes :  that  affecting  areas  where 
irrigation  is  a  necessity,  and  that  affecting  areas  where  it  is  only 
desirable.  Irrigation  is  a  necessity  where,  other  conditions  being  favor- 
able, the  precipitation  is  insxrfficient  to  produce  a  profitable  crop.  It  is 
desirable  where  the  precipitation,  other  conditions  being  favorable,  is 
insvifficient  to  produce  the  maximum  profitable  yield  of  the  particular 
crops  adapted  to  the  region. 

The  possibilities  under  the  first  class  have  been  about  exhausted, 
except  as  the  area  is  extended  by  conserving  the  water  and  rendering 
it  more  efficient  in  crop  production.  Under  the  second  class,  there 
is  a  great  deal  yet  to  be  accomplished. 

It  has  not  been  considered  necessary  to  make  any  extensive  study 
of  the  climatic  conditions  in  connection  with  irrigation  development 
in  the  United  States,  because  the  projects  have  been  nearly  all  con- 
fined to  the  arid  and  semi-arid  districts,  where  the  desirability  of 
irrigation  had  been  demonstrated  in  a  small  way  by  the  individual 
farmer,  or  by  the  small  community  of  settlers.  It  was  assumed  that 
like  benefits  would  accrue,  in  this  district,  wherever  water  could  be 
applied  to  arable  land,  and  the  engineer  has  been  concerned  prin- 
cipally with  transporting  and  applying  this  water. 

In  connection  with  projects  of  the  second  class,  however,  that  is, 
where  irrigation  is  not  a  necessity  but  is  simply  desirable  for  increasing 
the  yield  of  an  already  profitable  crop,  the  development  is  reaching 
out  into  the  more  or  less  humid  regions,  and  the  question  of  desir- 
ability is  becoming  more  and  more  complicated.  In  these  cases  a  study 
of  the  climatic  conditions  is  necessary,  especially  with  regard  to  the 
precipitation,  in  order  to  determine  whether  the  probable  additional 
profits  due  to  irrigation  would  be  sufficient  to  justify  the  cost  of  the 
system. 

Monthly  averages  of  the  precipitation  as  published  do  not  furnish 
the  necessary  data  for  this  study.    The  daily  distribution  of  the  rainfall, 

•  Denver,    Colo. 
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or,  in  other  words,  the  occurrence  of  drought  periods  during  the  crop-  Mr. 
ping  season,  must  be  considered,  as  this  is  the  chief  factor  affecting  °"^  °°' 
the  yield  of  the  crop.  In  connection  with  the  work  of  which  the 
paper  treats,  the  writer  had  occasion  to  make  such  a  study  of  the 
climatic  conditions  of  several  points  in  Southern  Alberta  and  Northern 
Montana,  a  summary  of  which  is  given  in  Table  5.  A  graph  was 
made  showing  the  daily  rainfall  during  11  years  for  each  of  the  loca- 
tions, and  the  drought  periods  were  picked  out.  Column  1  shows  the 
length  of  each  period;  Column  2  shows  the  total  precipitation  which 
occurred  during  each  drought;  Column  3  shows  the  number  of  days 
during  the  drought  on  which  rain  fell;  and  Column  4  shows  the 
maximum  rainfall  on  any  one  day  during  the  drought. 

The  effect  which  a  period  of  light  rainfall  may  have  on  a  crop 
depends  on  a  number  of  factors,  such  as  the  rate  of  evaporation,  as 
affected  by  humidity  and  wind  velocity,  the  kind  of  crop  and  the 
stage  of  its  growth,  the  general  texture  of  the  soil,  and  whether  or 
not  it  has  had  any  preparation  to  receive  and  conserve  the  moisture. 
These  matters  must  be  given  due  weight  in  determining  the  desirability 
of  irrigation,  especially  on  those  tracts  where  the  climatic  conditions 
are  nearly  hiunid. 

In  the  development  of  irrigation  projects,  too  little  attention  has 
been  paid  to  the  character  of  the  soil  of  the  land  proposed  to  be  put 
im.der  water.  This,  however,  is  simply  one  phase  of  the  general 
tendency  of  the  promoter,  the  investor,  and  in  many  cases  the  engineer, 
to  disregard  the  conditions  under  which  the  investment  is  to  be  re- 
turned. Large  expenditures  have  been  made  in  order  to  deliver  water 
to  land  the  character  of  which,  except  as  regards  surface  appearance, 
has  been  practically  unknown. 

Some  of  this  land  is  impregnated  so  heavily  with  alkaline  salts 
that  it  cannot  produce  sufficient  under  irrigation  to  return  interest 
on  the  investment.  Where  the  alkali  shows  on  the  surface  in  large 
white  patches,  there  is  little  danger  of  the  land  being  included  in  an 
irrigation  scheme  without  provision  being  made  for  its  reclamation. 
The  subsoil,  however,  may  be  very  heavily  impregnated  and  there  may 
be  very  slight  indications,  or  none  at  all,  on  the  surface,  until  after 
the  project  is  in  operation,  when  the  salts  are  brought  to  the  surface 
by  the  direct  application  of  water  or  seepage  from  a  near-by  ditch.  The 
result  is  that  the  investor  suddenly  realizes  that  he  will  be  obliged  to 
build  an  expensive  drainage  system,  to  wash  out  the  alkali,  or  cut 
out  this  land  entirely  from  the  project.  In  the  latter  case,  in  order 
that  the  investment  shall  be  returned,  the  remaining  land  must  be 
burdened  with  an  additional  tax,  in  proportion  to  the  part  excluded, 
which  possibly  it  is  not  able  to  stand. 

Xo  irrigation  project  should  be  built  until  a  careful  study  of  the 
soil  conditions  has  been  made,  not  only  in  regard  to  the  topography 
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SOIL  INVESTIGATION      FIELD  NOTES 

(a)  Apparatus  used  in  collecting.     j:yi>i,jt  -  Jv^f^^  d^^^'^-e^  Tw^  6 

(b)  Appros.   distance   from  Stream,   Lake,   or  other  water loiirw^-^TvU^  vS.<>^,,i£<jt/to^ 

(c)  Approx.  elevation  above  or  below  water;  XB'J^i<^^c^l^UA^'■^'>^^/o'a.e-o'\^4Ji,,^,,^^ 

(d)  Land -In  Crop— SatitHicrfaUow- Unbroken    Formerly  cropped  but  idle; 

(e)  Present   Crop      'J^cn,vL  ExeoptionaUy   good.    Good.    Average,    Poor. 

(f)  If  unbroken,    character    of   native   vegetation ;  ■^i^^om.^uji,  Q>a.A^ 

(g)  irrigated  tJnirrigated 

(h)  If   irrigated,    the  date  of  last  application   of   water 

(i)  Date   of   last  rainfall  on  the  area;  l"-'''-''^  f-«^,/?/^. 

(j)  Are   conditions   where   sample   is   taken   average   for   the   %   section  ? 

^//^  "^  -^^^  <^  J<,^U  J€^^  dJcl. 

(k)  Does   white    alkali  appear   on   the   surface?    Ui^ , A^^^^^Mfy yiyv'^-ti'''>oM^n'^ . 

(1)  Has   it  affected   the   vegetation"?  tptb;  a^/ju^-  ^i/^v^-'cM,  .^6-<'^'^<^i~-  -s^^vio. 

(m)  Remarks;  -I'AZ^  AA^/^  s^cA^  aA.»vk/vv<i  yif^  /*t^,«-4    i^tfuAyu^tAjt^.  a,^/nrL  eA/trfa  tf- 
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(n)    Depth  of  the  surface  soil;    O.y  ■/*■ 
(o)    Depths  to  which  roots  penetrate;     6.0  J^ 
(p)    Depth  to  the  water  t.ible;         S.b'/^ 
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Mr.  and  alkaline  content,  but  also  a  classification  as  to  its  general  texture 
and  fertility.  With  data  of  this  kind  as  a  basis,  the  prices  of  the  various 
classes  of  land  can  be  fixed,  and  a  variable  system  of  payments  arranged 
so  that  there  will  be  a  reasonable  possibility  of  the  settler  meeting 
his  obligation  from  the  produce  of  the  land. 

In  the  case  imder  discussion,  a  typical  sample  of  the  field  notes 
of  the  soil  investigations  is  shown  in  Fig.  8. 

A  post-hole  digger  was  found  to  be  most  satisfactory  for  obtaining 
the  samples,  although  several  kinds  of  soil  augers  were  tried.  The 
depth  of  the  hole  was  usually  6  ft.  Samples  were  taken  whenever  the 
soil  changed  in  color  or  texture.  These  were  packed  in  1-qt.  glass 
preserve  jars,  in  order  to  retain  their  moisture  content,  and  shipped 
to  the  Dominion  Chemist  for  analysis. 

The  maps  were  carried  in  the  field  in  a  galvanized-iron  case,  hinged 
at  the  right  side  and  having  a  beaver-board  back.  The  following  abbre- 
viations were  used  in  the  soil  investigation  field  notes. 


W(&. 

Very  wet.        Water  in  the  hole. 

w. 

Wet.                  Water  will  drip  from  sample. 

D&. 

Very  damp.     Water  can  be  squeezed  from  sample. 

D. 

Damp.              Slightly  soggy. 

D—. 

Less  damp.      Putty-like. 

M. 

Average  soil  mixture. 

P. 

Dry  and  powdery. 
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Synopsis. 

This  paper  is  descriptive  of  the  new  amphitheater  constructed  for 
the  Athletic  Department  of  Yale  University.  It  is  the  largest  structure 
of  the  kind  in  the  world,  and  provides  seating  accommodation  for  nearly 
61  000  spectators,  a  press-stand  for  about  250  reporters,  and  a  photo- 
graphers' stand  for  about  50  operators.  It  is  in  the  form  of  a  four- 
center  oval,  300  by  500  ft.  from  face  to  face  of  the  inner  retaining  walls, 
and  about  750  by  930  ft.  over  all,  covering  an  area  of  about  124  acres. 

The  points  to  be  observed  in  planning  the  structure  were :  large  seat- 
ing capacity;  ample  entrances,  in  order  to  avoid  congestion  at  any 
point;  strength  and  durability,  with  low  cost  both  for  construction  and 
maintenance;  and  safety,  especially  for  spectators.  To  meet  these  con- 
ditions, an  excavation  about  27i  ft.  deep  was  made  on  the  area  required 
for  a  playing  field,  and  the  material  thus  obtained  was  used  for  building 
a  surrounding  embankment  to  a  height  of  about  26  ft.  above  the  general 
surface  of  the  ground,  its  inner  slope  being  continuous  with  that  of  the 
excavation. 

•  Presented  at  the  meeting  of  November  15th,  1916. 
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The  inner  face  of  the  slope,  in  excavation,  was  covered  with  rein- 
forced concrete,  built  in  the  form  of  steps,  on  which  were  fastened 
benches  for  the  spectators.  A  temporary  wood  facing,  with  benches, 
was  built  on  the  inner  slope  of  the  embankment,  for  use  until  the  em- 
bankment had  become  consolidated.  The  outer  slope  was  seeded  with 
grass.  Thirty  reinforced  concrete  tunnels  give  access,  through  the 
embankment,  to  the  spectators'  seats;  and  two  tunnels  for  the  accom- 
modation of  the  players,  run  directly  to  the  field.  The  drainage  from 
the  playing  field  and  the  outer  slopes  of  the  embankment  is  taken  by 
a  sewer  discharging  into  a  river  which  runs  near  the  Bowl. 

The  material  was  placed  in  the  embankment  in  6-in.  layers,  each 
thoroughly  watered,  and  then  rolled  with  two  rollers,  one  grooved  and 
the  other  smooth,  one  following  in  the  track  of  the  other.  Drag-line 
scrapers,  operated  from  85-ft.  towers  running  on  a  four-rail  track  laid 
outside  the  structure,  and  steam  shovels,  operating  within  the  Bowl, 
were  used,  principally,  for  building  the  embankment.  The  shovels 
filled  bottom-dump  wagons  which,  with  the  teams  of  horses,  were  drawn 
up  the  slope  by  hoisting  engines  on  the  top  of  the  embankment.  Bottom, 
side-dump  cars,  and  chutes  were  used  for  conveying  the  concrete  from 
the  mixers. 

One  of  the  special  features  of  the  construction  is  a  cantilever  retain- 
ing wall,  45i  ft.  high,  which  forms  one  of  the  walls  of  the  proposed 
gate-house.  

History. 

Football,  the  most  popular  of  college  athletic  sports,  though  one 
of  the  oldest,  is,  under  its  new  rules,  one  of  the  most  modern  of  field 
sports.  The  first  intercollegiate  football  match  in  the  United  States, 
between  Yale  and  Harvard,  was  played  in  1876,  and  Mr.  Walter  Camp, 
the  so-called  father  of  American  football,  is  still  one  of  the  most  valued 
advisors  of  Yale  teams. 

It  was  not  until  1896,  however,  that  the  attendance  at  Yale  games 
called  for  special  accommodations  for  spectators  at  the  intercollegiate 
matches.  In  that  year,  the  Yale  Athletic  Association,  to  provide  for 
any  probable  future  demand  for  seats,  built  a  stand  to  accommodate 
about  18  000  persons.  Contrary  to  expectations,  however,  this  stand 
soon  proved  inadequate  to  meet  the  demand  for  seats  from  those  who 
desired  to  witness  the  *Tjig"  games,  and  additions  to  the  stands  were 
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made  from  time  to  time  \mtil  they  finally  contained  33  090  sittings 
and  the  practical  limit  of  size  for  a  stand  in  that  location  was  reached. 
These,  so  far  as  the  writer  knows,  were  the  largest  wooden  stands  ever 
erected. 

In  1904  Harvard  erected  its  steel  and  reinforced  concrete  stadium, 
to  accommodate  about  23  000  spectators. 

As  the  wooden  stands  at  Yale  were  not  painted,  exposure  to  the 
weather  caused  rapid  deterioration,  and  the  annual  expense  for  repairs 
amoiinted  to  from  $10  000  to  $12  000.  In  addition  to  this  tax,  the  danger 
of  the  destruction  of  the  stands,  by  fire  or  otherwise,  immediately  pre- 
ceding the  date  set  for  a  game,  thereby  necessitating  its  cancellation, 
and  the  thought  of  the  much  greater  catastrophe  of  a  fire  occurring  in 
them  during  the  progress  of  a  game,  thereby  creating  a  panic  in  the 
great  crowd  of  spectators,  caused  much  anxiety  on  the  part  of  the  man- 
agement, and,  in  1910,  resTilted  in  a  movement  to  secure  a  permanent, 
more  commodious,  and  fire-proof  structure. 

The  Corporation  of  the  University  appointed  a  committee  of  seven 
graduates  to  consider  the  whole  question  of  athletic  development  at 
the  University  and  the  provision  of  suitable  accommodations  for  spec- 
tators at  intercollegiate  games.  This  committee  recommended  an  in- 
crease in  the  facilities  for  out-door  athletics,  and  the  erection  of  a 
stadium  for  football;  and,  on  its  further  recommendation,  a  committee 
of  twenty-one  was  appointed  to  carry  the  latter  into  effect. 

This  committee  was  organized  under  the  name  of  "The  Yale  Com- 
mittee of  Twenty-one,  Incorporated",  and  began  to  carry  its  instruc- 
tions into  effect  by  the  purchase  of  about  87  acres  of  land  near  the  old 
athletic  field,  which,  with  the  latter,  gave  a  total  area  of  about  110  acres 
available  for  development,  divided  into  five  separate  fields  by  intersect- 
ing streets. 

Three  plans  of  widely  varjdng  type  were  suggested  for  the  proposed 
stadivun:  First,  a  steel  structure  composed  of  separate  units  mounted 
on  wheels  and  designed  so  that  these  units  could  be  moved  in  such 
manner  as  to  provide  a  stand  for  either  football  or  baseball  as  necessity 
might  require;  second,  a  reinforced  concrete  structure  based  on  the 
model  of  the  Roman  Colosseum,  to  seat  50  000  persons  and  designed 
for  football  only;  and  third,  the  plan  suggested  by  the  writer,  for  a 
stand  constructed  of  earth  faced  with  concrete,  somewhat  similar  to 
reservoir  construction,  from  which  the  idea  was  derived. 
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The  first  plan  offered  difficulties  in  the  way  of  providing  for  suitably 
rigid  foundations,  on  which  the  sections  of  the  stand  could  be  moved, 
without  interfering  with  the  playing  fields;  the  second  was  prohibitive 
on  account  of  its  cost,  which  was  estimated  to  be  about  $750  000.  The 
third  plan,  offering  as  it  did  a  stable,  permanent,  and  fire-proof  struc- 
ture at  a  minimum  of  cost,  both  for  construction  and  maintenance, 
was,  as  subsequently  modified,  adopted. 

The  plan  as  first  presented  was  markedly  different  in  shape  from 
the  Bowl  as  constructed,  although  the  method  of  construction  was  the 
same.  As  first  planned,  it  provided  for  football  and  baseball  fields, 
with  a  quarter-mile  running  track,  a  220-yd.  straight-away  track,  and 
spaces  for  pole  vaulting  and  jumping  events,  all  surrounded  by  a  single 
stand,  an  irregular  heptagon  in  shape  and  of  sufficient  size  to  seat 
50  000  persons.     This  stand  was  estimated  to  cost  about  $170  000. 

Objection  being  made  to  having  any  part  of  the  baseball  field  used 
for  football  and  on  account  of  the  possible  interference,  in  practice,  by 
teams  in  different  departments  of  athletics,  the  writer  was  requested 
to  change  the  plans  to  provide  for  football  only,  and  a  structure,  sub- 
stantially on  the  lines  of  the  present  Bowl,  was  designed.  This,  for  a 
seating  capacity  of  50  000,  was  estimated  to  cost  about  $235  000.  In 
this  plan  the  outer  retaining  wall  and  the  tunnels,  except  the  main 
tunnels  to  the  field,  were  omitted,  the  entrances  for  the  spectators  being 
by  steps  leading  over  the  top  of  the  embankment.  With  the  change  in 
plans  to  provide  for  60  000  spectators,  the  embankment  became  so  high 
that  tunnels  for  entrances  became  desirable,  and  this  necessitated  the 
erection  of  the  outer  retaining  wall. 

During  the  development  of  the  plans,  two  questions  were  prom- 
inently raised  concerning  the  probable  stability  of  a  concrete  structure 
built  on  an  earth  slope  varying  from  1  on  2i  to  1  on  -i:  First,  whether 
expansion  and  contraction,  due  to  temperature  changes,  and  the  heav- 
ing effects  of  frost  in  the  underlying  sand  would  not  gradually  move  the 
concrete  down  the  slope  and,  eventually,  pile  it  in  a  disordered  heap  at 
the  bottom;  and  second,  whether  material  in  the  embankment  could  be 
compacted  so  solidly  that  subsequent  settlement  would  not  crack  the 
concrete  injuriously. 

To  answer  the  first  of  these  questions  so  far  as  possible  a  few  simple 
experiments  were  made  regarding  frost  action.  A  sample  of  the  sand 
was  taken  from  the  field  within  a  few  hours  after  a  very  heavy  rain, 
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and  it  was  fo\ind  that  only  about  23%  of  the  volume  of  the  voids  was 
filled  with  water,  the  total  volume  of  the  voids  being  about  37%  of  the 
volume  of  the  sand  when  compacted.  A  bottle,  about  10  in.  in  length 
and  1  in.  in  diameter,  with  a  sharply  contracted  neck,  was  then  filled 
with  sand  thoroughly  compacted,  and  with  sufficient  water  added  to 
fill  23%  of  the  voids.  The  mixture  was  then  frozen,  but  no  indication 
of  any  expansion  of  the  mass  was  noticed.  A  similar  experiment  with 
50%  of  the  voids  filled  with  water  produced  a  like  result.  The  experi- 
ment was  then  repeated  with  75%  of  the  voids  filled,  and  the  bottom  of 
the  bottle  was  cracked  off. 

To  ascertain  the  extent  to  which  water  would  be  retained  in  the 
sand  by  capillary  action,  the  bottle  was  filled  with  sand  saturated  with 
water.  A  piece  of  linen  was  then  tied  over  the  mouth  of  the  bottle 
which  was  then  reversed  and  the  water  allowed  to  drip.  In  2  min.  about 
16%  of  the  water  had  run  out.  The  bottle  was  then  set,  mouth  down, 
in  a  bed  of  sand,  the  broken  off  bottom  being  replaced  in  order  to  lessen 
evaporation  from  that  end.  After  24  hours  67%  of  the  water  had  run 
out,  and  80%  at  the  end  of  8  days.  It  was  concluded,  therefore,  that, 
as  the  slope  was  to  be  entirely  covered  with  concrete,  thereby  excluding 
all  water  except  such  as  could  pass  through  the  expansion  joints,  the 
danger  of  any  disintegrating  effect  resulting  from  frost  in  the  under- 
lying sand  might  be  neglected. 

As  the  steps  were  to  be  built  in  the  form  of  horizontal  arches,  it  was 
thought  that  these  would  take  care  of  any  possible  movement  due  to 
temperature  changes. 

To  provide  for  a  possible  settlement  of  the  embankment,  it  was  sug- 
gested that  the  steps  be  built  in  the  form  of  reinforced  concrete  slabs, 
somewhat  after  the  plan  in  the  Harvard  Stadium,  supported  on  rein- 
forced concrete  girders  resting  on  concrete  piers  built  into  the  earth, 
the  girders  being  raised  a  few  inches  above  the  face  of  the  slope.  Then, 
in  case  of  any  settlement,  the  girders  could  be  shimmed  up  on  the  piers, 
and  the  structure  restored  to  its  original  form.  The  estimated  cost  of 
this  plan,  however,  proved  to  be  so  much  in  excess  of  that  for  concret- 
ing directly  on  the  earth  that  it  was  abandoned,  and  it  was  decided  to 
concrete  first  only  the  portion  of  the  slope  in  excavation,  and  to  provide 
the  face  of  the  embankment,  temporarily,  with  a  wooden  superstructure, 
until  such  time  as  the  embankment  had  ceased  to  settle. 
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Description. 

The  Bowl,  as  constructed,  has  a  playing  field,  oval  in  plan,  300  by 
500  ft.,  varying  from  a  true  ellipse  by  about  6  ft.  at  the  point  of  greatest 
divergence,  the  radius  of  the  sides  being  420  ft.  and  that  of  the  ends 
120  ft. 

The  old  wooden  stands  had  been  built  with  straight  sides  and  ends, 
the  corners  being  filled  in  with  sections  at  45°  to  these  lines.    The  Har- 
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vard  and  Princeton  Stadia  have  straight,  parallel  sides,  joined  by  a 
curved  section  at  one  end,  the  other  being  left  open.  In  such  stands  a 
person  occupying  a  seat  on  a  side  near  one  end  cannot  get  a  good  view 
of  plays  on  the  same  side  of  the  field  near  the  opposite  end.  The  oval 
form  was  adopted  for  the  Bowl  in  order  that  all  the  spectators  might 
have  an  unobstructed  view  of  the  plays  in  whatever  part  of  the  field 
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they  might  occur.  This  form  also  enables  each  spectator  to  obtain  a 
view  of  the  entire  audience,  a  very  thrilling  spectacle  when  all  the  seats 
are  filled  and  every  one  is  roused  to  a  high  pitch  of  excitement  by  some 
brilliant  play. 

The  space  between  the  outer  lines  of  the  gridiron  and  the  surround- 
ing wall  is  of  sufficient  width  to  permit  of  a  running  track,  20  ft.  wide 
and  of  a  length  only  200  ft.  short  of  i  mile.  As  there  was  not  room 
for  a  220-yd.  straight-away  track^a  feature  which  is  considered  neces- 
sary for  an  athletic  field — without  tunneling  under  the  seating  section, 
the  track  feature  has  been  abandoned  for  the  Bowl.  The  playing  field 
is  laid  out  so  that  the  5-yd.  lines  point  toward  the  sun  at  3  p.  m.  in 
the  middle  of  November,  the  time  when  the  principal  match  games  are 
played,  thus  making  the  lighting  of  the  two  ends  of  the  field  the  same. 

The  earth  was  scooped  out  over  the  area  to  be  occupied  by  the  play- 
ing field  and  piled  up  in  an  embankment  surrounding  it,  the  inner  slope 
of  the  latter  being  continuous  with  that  of  the  inner  face  of  the  exca- 
vation. The  depth  of  the  excavation  was  about  2Ti  ft.  below  the  gen- 
eral surface  of  the  ground,  and  the  top  of  the  embankment  about  26 
ft.  above  it,  making  the  total  elevation  from  the  surface  of  the  field 
to  the  top  of  the  fill  53i  ft. 

The  inner  face  of  the  slope  was  graded  to  a  smooth  surface,  with 
vertical  as  well  as  horizontal  curves,  to  serve  as  a  foundation  for  the 
sixty  concrete  steps.  The  tread  of  the  steps  is  uniformly  30  in.,  with 
the  exception  of  the  step  at  the  inner  portal  of  the  tunnels,  which  is  52 
in.  wide  and  is  used  as  a  cross-aisle.  The  bottom  step  is  4  ft.  above  the 
playing  field,  and  the  height  of  the  steps  increases  uniformly  by  0.006 
ft.  from  the  bottom  riser,  which  is  8  in.  high,  to  the  top  one,  which  is 
12J  in.  high. 

The  dishing  shape,  formed  by  this  combination  of  vertical  and  hori- 
zontal curves,  suggested  the  name  "Bowl"  which  has  been  given  to  the 
structure,  and  provides  advantages  to  the  spectators  for  viewing  pro- 
ceedings on  all  parts  of  the  field  not  possessed  by  any  other  large  stand. 
The  vertical  curve  gives  a  person  occupying  the  top  seat  the  same 
facility  for  seeing  over  the  heads  of  the  persons  occupying  the  seats 
in  front  of  him  as  that  possessed  by  the  spectators  in  the  lower  rows, 
the  clearance  being  practically  the  same  in  all  the  rows  of  seats  from 
a  point  about  200  ft.  from  the  inner  retaining  wall. 
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Tlie  embankment  is  15  ft.  wide  on  the  top  in  order  to  allow  room 
lor  a  promenade,  12^  ft.  wide,  back  of  the  top  row  of  seats,  and  then 
slopes  down  to  a  retaining  wall,  the  top  of  which  is  9  ft.  above  the  sur- 
face of  the  ground  outside  the  Bowl.  This  slope  is  1  on  2,  except 
opposite  the  portals,  where  it  had  to  be  steeper  on  account  of  the  recess- 
ing of  the  portals  into  the  embankment. 


SECTION  OF 

MAIN 
GATE-HOUSE 

WALL 


1    K 

H  -''i.V-:^v'?Bars  12"o.c.  g'lonff 


Bars  43^   o.c. 


SECTION  OF 

EXTERIOR  WALL 

AND   DRAIN 


:  3215  i;<'b.c.  lO'long"^^''    /     '^-  Bars  6"o.c'  lo'o'loDg 
J^-  Bars  6"o.c.  i'long 

Fig.  5. 

Eetaining  Walls. 

The  playing  field  is  surrounded  by  a  retaining  wall,  4  ft.  high,  its 

t^op  being  level  with  the  tread  of  the  bottom  step  of  the  seating  section. 

.is  wall  is  surmounted  by  a  parapet  which,  with  a  12-in.  coping,  is  27 

high.     The  outer  retaining  wall  is  finished  with  a  coping  12  in.  thick, 

iront,  top  comer  of  which  is  rounded  to  a  curve  with  a  6-in.  radius, 

:n  order  to  render  the  wall  more  difficult  to  scale,  in  case  any  one  de- 
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sired  to  take  a  short  cut,  financially,  into  the  Bowl  to  witness  a  game. 
The  pilasters  project  3  in.  from  the  face  of  the  wall.  They  are  carried 
up  6  in.  above  its  top,  and  are  finished  with  a  cap  30  in.  square  over  the 
front  portion  of  the  wall.  For  convenience  in  construction,  both  retain- 
ing walls  were  made  as  chords  instead  of  arcs  or  circles,  the  angles 
being  at  the  pilasters,  which  also  serve  as  expansion  joints.  The  outer 
portals  are  recessed  9  ft.  into  the  embankment,  and  are  joined  to  the 
main  wall  by  curved  wing-walls. 
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Tunnels. 
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terniiuate  at  the  twenty-fifth  row  of  seats  from  the  bottom,  where  they 
are  spaced  uniformly  along  the  cross-aisle.  As  the  level  of  the  ground 
opposite  the  main  gate-house  is  11  ft.  lower  than  that  on  the  opposite 
side,  these  tunnels  are  all  on  a  slope,  those  on  the  westerly  side  being 
down  toward  the  field  on  a  maximum  grade  of  2.37%,  and  those  on  the 
easterly  side  up  on  a  maximum  grade  of  4.18  per  cent.  The  end  tunnels 
have  grades  of  0.24  and  0.26%,  respectively,  just  sufficient  to  afford  good 
drainage. 
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SECTION  OF  MAIN  TUNNEL 
Fig.  8. 


In  addition  to  the  thirty  spectators'  tunnels,  there  are  two  for  the 
players,  which  can  also  be  used  as  exits  for  the  spectators.  These  run 
from  the  level  of  the  ground  outside  the  Bowl  directly  to  the  playing 
field.  The  one  on  the  easterly  side,  15  ft.  wide  and  10  ft.  high,  affords 
facilities  for  carting  in  loads  of  hay  or  straw,  when  necessary  to  pro- 
tect the  field  from  frost.  It  has  a  grade  of  6.33  per  cent.  The  other 
tunnel  is  10  ft.  wide  and  8  ft.  high.    The  difference  in  elevation  between 
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the  portals  of  this  tminel  being  too  great  to  admit  of  a  straight  ramp 
for  its  entire  length,  a  double  flight  of  steps,  with  an  intermediate  plat- 
form 6  ft.  wide,  was  built  at  the  outer  end  and  then  a  ramp,  on  a  grade 
of  7.55%,  for  the  remainder  of  the  distance  to  the  field. 
'':  The  footings  of  the  tunnels  were  all  made  monolithic,  but  the  re- 
maining portion  was  divided  into  lengths,  not  exceeding  30  ft.,  by 
expansion  joints.  Each  joint  was  made  by  inserting  in  the  side-wall 
forms  steel  plates  bent  to  form  a  tongue  and  groove  with  flaring  sides. 
On  one  side  of  these  plates  was  placed  a  strip  of  tarred  felt  and,  as  the 
forms  were  filled,  the  plates  were  drawn  up  out  of  them,  leaving  the 
felt  embedded  in  the  concrete,  thereby  preventing  the  bonding  of  the 
adjoining  sections.  This  device  enabled  the  contractor  to  complete  a 
tunnel  at  one  pouring,  instead  of  being  obliged  to  wait  two  or  three 
days  for  the  concrete  in  one  set  of  sections  to  set  before  pouring  the 
intermediate  ones. 

The  sides  and  roof  of  each  tunnel  are  reinforced  with  steel  and, 
down  to  a  line  just  below  the  underside  of  the  roof,  are  water-proofed 
with  three  layers  of  roofing  felt  and  one  layer  of  Tartex,  all  cemented 
together  and  to  the  concrete  with  roofing  pitch.  On  top  of  this  a  1-in. 
protective  coating  of  cement  mortar  was  laid. 

The  sides  of  the  tunnels,  below  the  water-proofing,  and  the  backs 
of  the  retaining  walls,  were  mopped  with  hot  roofing  pitch.  Before  the 
pitch  was  applied,  all  rough  places  on  the  surface  were  smoothed  over 
with  mortar,  and  the  whole  surface  was  then  washed  over  with  a  thin 
grout,  to  insure  the  closing  of  all  "pin  holes".  That  this  treatment  was 
efficacious  in  producing  a  water-tight  wall  was  accidentally  demon- 
strated. Between  the  end-walls  of  the  large  gate-house  and  two  of 
the  adjacent  tunnels  are  spaces  about  2f  ft.  wide.  The  sand  in  these 
pockets  became  covered  with  concrete  and  grout,  spilled  from  the  chutes 
during  the  process  of  building  the  walls,  which  effectually  sealed  the 
interstices  between  the  particles  of  sand,  and  rendered  the  pockets 
practically  water-tight.  Water  from  the  roof  of  the  tunnels  ran  into 
these  pockets  and,  at  one  time,  stood  about  6  ft.  deep  without  showing 
any  signs  of  leakage  or  even  sweating  inside  the  tunnels. 

The  floor  of  each  tunnel  has  a  granolithic  pavement.  In  the  largest 
tunnel  this  is  8  in.  thick;  in  all  the  others  it  is  G  in. 

All  the  tunnels  are  well  lighted  by  electricity,  there  being  five  100- 
watt  lamps  in  each  of  the  spectators'  tunnels  and  six  in  each  of  the 
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Others.  Hemispherical  depressions  were  made  in  the  ceiling,  from 
which  lamps  project  down  into  Holophane  globes  suspended  from  the 
\uider  side  of  the  roof. 

Aisles. 

An  aisle,  52  in.  wide,  extends  around  the  entire  amphitheater  at  the 
inner  portals  of  the  tunnels.  From  this  other  aisles  run  down,  opposite 
each  portal,  to  give  access  to  the  lower  twenty-five  rows  of  seats,  and 
a  flight  of  steps  leads  from  the  lower  end  of  each  of  these  aisles  to  the 
playing  field.  Other  aisles,  one  on  each  side  of  each  spectators'  tunnel, 
afford  access  to  the  upper  thirty-five  rows  of  seats  and  to  the  prom- 
enade on  the  top  of  the  embankment. 

Grading. 

The  surface  of  the  playing  field  is  graded  to  the  form,  approxi- 
mately, of  a  segment  of  a  football,  the  ground  at  the  center  being 
1  ft.  higher  than  that  at  the  foot  of  the  steps.  On  the  narrow  strip, 
5  ft.  wide,  next  to  the  retaining  wall,  the  grade  is  broken  so  as  to  drain 
to  the  basins  under  the  steps.  The  field  was  first  graded  to  a  sub-grade 
18  in.  below  the  established  grade.  Black  loam,  16  in.  deep,  was  then 
spread  over  the  field  in  two  layers,  each  layer  being  rolled  with  a  5-ton 
roller.  Boston  humus,  1  in.  deep,  was  then  spread  over  the  loam  and 
harrowed  into  it  to  a  depth  of  about  3  in.,  and  the  entire  area  was  then 
turfed.  A  thin  layer — about  i  in. — of  sifted  black  loam  was  then 
spread  over  the  turf,  and  grass  seed  was  sowed  and  raked  in.  Although 
the  turfing  was  done  during  the  hot  summer,  and  the  foundation  of 
the  field  was  clean  sand  and  gravel,  judicious  watering  caused  the  grass 
to  begin  to  grow  and,  in  a  few  weeks,  a  firm  field  with  a  strong  turf 
was  obtained. 

1^0  sub-soil  drains  were  laid  under  the  field,  as  the  material  is  very 
porous,  and  the  level  of  the  ground-water,  as  indicated  by  a  well  in  the 
vicinity,  is  about  12  ft.  below  the  surface  of  the  field,  thereby  insuring 
good  sub-soil  drainage. 

The  outer  slope  of  the  embankment  was  brought  to  a  sub-grade  10 
in.  below  the  established  grade,  and  then  filled  with  black  loam.  Strips 
of  turf,  1  ft.  wide,  were  then  laid,  8  ft.  apart,  parallel  to  the  edge  of 
the  promenade.  The  remainder  of  the  slope  was  then  seeded  to  grass. 
The  strips  of  turf  were  intended  to  prevent  the  slope  from  gullying  in 
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case  of  heavy  rains  before  the  grass  was  sufficiently  grown  to  afford  the 
necessary  protection. 

Besides  the  building  of  the  embankment,  there  was  a  large  amount 
of  grading  around  the  Bowl  to  make  the  grades  of  the  surrounding 
grounds  conform  to  the  neighboring  streets.  In  addition,  Tale  Avenue, 
a  street  about  1  500  ft.  long  and  80  ft.  wide,  was  graded,  the  maximum 
cut  being  about  13  ft.  The  material  from  this  grading,  which  was  not 
required  in  the  embankment,  was  used  for  filling  about  11  acres  of 
marsh,  to  a  depth  of  about  3  ft.,  rendering  it  available  as  playing  fields. 


24-INCH  SEWER 

ON 

PILE  AND  CONCRETE 

FOUNDATION 


LONGITUDINAL  SECTION 
Fig.  9. 

Drainage. 
The  water  falling  on  the  inner  slope  of  the  amphitheater  is  caught 
in  a  gutter  formed  in  the  top  of  the  retaining  wall  just  in  front  of 
the  first  riser.  This  gutter  is  6  in.  wide,  and  varies  in  depth  from  G  in. 
at  the  center  of  the  panels  to  9  in.  at  the  aisles.  It  is  covered  with  a 
galvanized  cast-iron  grating.  Drain  pipes,  6  in.  in  diameter,  run  from 
this  gutter,  through  the  wall,  and  discharge  on  slightly  dishing  slabs 
of  concrete  built  under  each  of  the  flights  of  steps  which  lead  from  the 
aisles  to  the  playing  field.     In  the  center  of  each  of  these  slabs  is  a 
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small  receivina:  basin,  covered  with  a  grating,  which  connects,  by  a 
6-in.  drain,  with  the  drain  which  encircles  the  field.  These  basins  also 
receive  tlie  drainage  from  the  field. 

JUNCTION  MANHOLE  OUTSIDE  OF  FIELD 


Fig.  10. 
The  water  which  falls  on  the  outer  slope  of  the  embankment  is  col- 
lected in  a  gutter  formed  in  the  top  of  the  retaining  wall  near  the  inner 
edge.  This  gutter  is  9  in.  wide  and  6  in.  deep,  with  flaring  sides,  to 
lessen  the  risk  of  the  wall  being  cracked  by  ice,  and  is  connected,  at 
the  lower  end  of  each  section,  by  a  6-in.  drain  with  the  drain  which 
runs  around  the  outside  of  the  Bowl. 
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The  field  drain  connects  with  a  24-in.  pipe  which  runs  under  the 
main  tunnel,  and  the  drain  which  encircles  the  structure  connects  with 
the  same  conduit,  by  a  drop-manhole,  just  outside  the  front  wall  of  the 
proposed  main  gate-house.  The  main  drain  discharges  into  West 
River,  that  portion  which  crosses  the  marsh  being  laid  on  a  reinforced 
concrete  slab  supported  by  piles.  The  capacity  of  the  drains  is  based 
on  a  rainfall  of  2  in.  per  hour. 

Water  Supply. 
To  provide  facilities  for  watering  the  field,  the  outer  slope  of  the 
embankment,  and  the  surrounding  grounds,  there  are  flush  hydrants 
at  frequent  intervals  around  the  playing  field  just  inside  the  inner  re- 
taining wall,  and  outside  the  Bowl  in  the  portal  recesses.  These  are 
connected  with  4-in.  mains  laid  parallel  with  the  retaining  walls  both 
inside  and  outside  the  structure,  and  are  supplied  with  water  from  the 
mains  of  the  New  Haven  Water  Company. 

Gate-Houses. 

Gate-houses,  which  will  contain  showers,  dressing-rooms,  etc.,  for 
the  teams,  will  be  built  at  the  entrances  to  each  of  the  large  tunnels. 
Owing  to  shortage  of  funds,  it  was  decided  to  postpone  the  erection 
of  these  buildings  until  after  the  completion  of  the  seating  portion  of 
the  structure.  In  order  to  complete  the  embankment,  however,  it  was 
necessary  to  construct  the  back  walls  of  each  of  these  buildings.  The 
wall  of  the  smaller  house  is  38  ft.  high  in  its  highest  part.  By  using 
the  end  and  proposed  partition  walls  of  the  building  for  buttresses,  and 
by  the  use  of  a  small  quantity  of  steel  reinforcement,  a  wall  was  de- 
signed which  was  much  lighter  than  would  have  been  necessary  if  a 
gravity  section  had  been  built. 

The  height  of  the  highest  portion  of  the  wall  for  the  main  gate- 
house is  (including  a  3-ft.  parapet)  45J  ft.  For  this  wall  there  was  no 
opportunity  to  obtain  any  lateral  support  from  other  walls,  and  a  canti- 
lever wall  was  constructed,  this  type  being  adopted  in  preference  to  a 
counterfort  wall  on  account  of  convenience  in  placing  and  consolidat- 
ing the  back-filling,  although,  probably,  the  latter  would  have  been 
somewhat  cheaper.  This  is,  so  far  as  known  to  the  writer,  the  highest 
wall  of  the  cantilever  type  ever  constructed. 

The  main  reinforcing  rods  in  this  wall  are  1:^  in.  square.  For  the 
lower  quarter  of  the  height  the  rods  are  3  in.  apart  on  centers;  for  the 
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second  quarter,  6  in.;  for  the  third  quarter,  12  in.;  and  for  the  top 
quarter,  24  iu.  As  the  wall  was  so  high  that  it  was  impracticable  to 
make  these  rods  in  single  lengths  and  extend  them  down  into  the  foot- 
ing, they  were  made  in  two  pieces  with  an  allowance  of  fifty  diameters 
for  a  splice  just  above  the  top  of  the  footing.  The  rods  were  so  large 
and  the  spacing  so  close  at  the  bottom  that  it  was  deemed  advisable  to 
place  them  in  the  splice,  side  by  side,  on  a  line  at  right  angles  to  the 
direction  of  the  wall.  To  avoid  the  danger  of  the  wall  being  split  by 
the  eccentric  strains  which  might  be  developed  by  this  arrangement, 
and  to  assist  the  concrete  in  transferring  the  strain  from  one  set  of 
rods  to  the  other,  three  clamps  were  used  on  each  splice,  one  each  at 
top,  bottom,  and  middle.  Tests  at  the  Mason  Laboratory  of  Yale  Uni- 
versity showed  that,  with  two  clamps,  a  pull  of  10  000  lb.  was  required 
before  the  rods  would  slip,  thereby  relieving  the  concrete  of  so  much  of 
its  work. 

TOOL-EOOMS. 

Rooms  for  the  storage  of  hose,  tools,  etc.,  required  in  the  care  of  the 
field  and  grounds,  were  made  in  the  embankment,  one  on  each  side  of 
the  approach  to  the  main  tunnel.  These  rooms  are  24^  by  12J  ft.,  and 
of  varying  height,  the  concrete  seating  steps  forming  the  ceiling.  The 
entrance  doors  to  the  rooms  open  on  the  approach  to  the  tunnel. 

Concrete  Facing. 

The  concrete  facing  on  the  portion  of  the  amphitheater  which  is  in 
cut  was  built  in  sections  three  steps  wide  and  of  lengths  varying  from 
3i  to  ITi  ft.,  depending  on  the  location.  Each  block  is  reinforced 
with  steel  in  both  directions  and  at  top  and  bottom,  sufficient  reinforce- 
ment being  used  to  permit  the  blocks  to  sustain  a  live  load  of  50  lb. 
per  sq.  ft.,  whether  they  are  supported  at  the  sides,  ends,  or  middle.  The 
blocks,  at  the  circumferential  joints,  overlap  3  in.  and  are  separated  by 
a  layer  of  tarred  felt.  All  radial  joints  are  butt-jointed,  and  were  given 
a  coat  of  roofing  pitch,  to  prevent  the  bonding  of  the  blocks,  but  in  the 
middle  joint  in  each  panel  there  was  inserted  a  layer  of  Elastite,  f  in. 
thick,  to  provide  for  expansion. 

The  facing  was  built  in  alternate  blocks,  laid  checker-board  fashion, 
3  days  being  allowed  for  the  setting  of  the  concrete  in  one  set  of  blocks 
before  the  intermediate  ones  were  laid.  The  blocks  forming  the  aisles 
were  laid  last,  as  they  were  the  shortest.    The  slabs  were  all  7  in.  thick 
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in  the  thinnest  part,  under  the  junction  of  the  tread  with  the  riser.  In 
addition  to  the  reguhir  reinforcement,  a  strip  of  wire  hith,  G  in.  wide, 
was  built  into  each  of  the  aisle  steps,  J  in.  below  the  surface,  in  order 
to  prevent  the  spalling  of  the  corners  of  the  steps. 

To  prevent  the  glare  from  such  a  large  surface  of  concrete,  if  left 
in  its  natural  color,  and  to  afford  variety  of  coloring,  the  facing  was 
made  a  dark  slate  by  the  addition  of  1  lb.  of  lampblack  to  each  barrel 
of  cement  used  in  the  granolithic  surfacing.  The  inner  retaining  wall 
was  left  in  the  natural  color  of  the  concrete. 

Wood  Facing. 

The  wood  facing,  on  the  slope  of  the  embankment,  consists  of  2 
by  6-in.  sills,  laid  radially  not  more  than  4  ft.  apart.  To  these  were 
spiked  triangular-shai)ed  blocks,  3  in.  thick  and  18  in.  long  on  the 
upper  edge,  for  supporting  the  tread  of  the  steps,  which  are  18  in. 
wide,  the  remainder  of  the  30-in.  space  allowed  for  each  row  of  seats; 
being  left  uncovered.  Although  this  left  the  earth  slope  exposed  to 
the  elements,  the  material  in  the  embankment  is  so  porous  and  absorbs 
water  so  readily  that  little  trouble  has  been  experienced  from  washing 
of  the  embankment.  j 

Seats. 

The  permanent  seats  built  on  the  concrete  facing  consist  of  2  by 
10-in.  planks,  with  the  upper  side  planed  to  a  curved  surface,  sup- 
ported on  galvanized-steel  standards  anchored  to  the  concrete.  These 
standards  were  made  in  four  different  sizes,  in  order  to  fit  the  varying 
height  of  the  risers  and  make  the  height  of  the  seat  within  the  limits 
of  17|  and  18^  in.  The  back  rest  is  a  IJ  by  5-in.  board,  with  the  front 
face  curved  and  the  corners  rounded,  supported  by  2i  by  2J-in.  wooden 
standards  bolted  to  the  backs  of  the  steel  ones.  The  wood  for  the 
permanent  benches  is  rift-sawed  Douglas  fir  from  Oregon.  U-shaped 
Tobin  bronze  bolts  were  specified  for  anchoring  the  steel  standards  to 
the  concrete,  but  a  lower  price  being  offered  by  the  contractor  for 
Sherardized-steel  anchor-bolts,  the  first  benches  erected  were  anchored 
with  them,  but,  as  these  proved  to  be  not  well  adapted  for  the  purpose, 
their  use  was  abandoned,  and  about  two-thirds  of  the  seats  are  fastened 
with  the  bronze  bolts  as  originally  planned. 

The  temporary  benches  on  the  wood  facing  consist  of  1^  by  10-in. 
spruce  boards  supported  by  2  by  12-in.  wood  standards  spiked  to  the 
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sills.     These  benches  are  provided  with  back  rests  of  the  same  kind  as 
the  permanent  seats. 

A  minimum  spacing  of  17|  in.,  with  an  average  of  a  little  more 
than  18  in.  was  allowed  for  each  sitting.  With  this  spacing  there  are 
60  617  seats  for  spectators. 


SECTION  OF  SEAT  ON  CONCRETE  FACING 
Fig.   12. 

Press-Stand. 
A  stand  for  the  representatives  of  the  Press  was  erected  ou  the 
westerly   side  of  the   Bowl,   just  below   the  top  of  the  embankment. 
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This  is  provided  with  two  rows  of  seats,  and  shelves  for  convenience 
in  writing  or  telegraphing.  With  a  spacing  of  21  in.,  this  stand  will 
accommodate  249  persons,  sitting.     In  addition  to  this,  there  is  pro- 


SECTION  OF  SEAT  ON  WOOD  FACING 
Fig.  13. 


vision  for  three  rows  of  persons,  standing,  giving  accommodations  for 
about  400  additional,  or  a  total  of  about  650  in  the  press-stand.  Back 
of  the  press-stand,  and  raised  a  little  above  it,  a  stand  for  pho- 
tographers will  accommodate  about  50  operators. 


272  THE  TALE  BOWL 

Peculiarity  of  Seating  Arrangements'. 

The  seating  arrangements  in  the  Bowl  are  noticeably  different  from 
those  in  other  large  stands,  such  as  the  Harvard,  Princeton,  and  Syra- 
cuse Stadia.  The  plan  of  having  a  low  riser  for  the  bottom  step  and 
then  increasing  uniformly  to  a  high  one  at  the  top  is  peculiar  to  this 
structure,  and  has  the  advantage  that,  while  it  gives  the  spectators 
occupying  the  upper  rows  of  seats  the  same  facility  for  seeing  over  the 
heads  of  those  sitting  in  front  of  them  which  the  occupants  of  the 
lower  rows  enjoy,  it  permits  of  a  lower  and,  consequently,  a  much 
cheaper  and  more  stable  structure.  For  example,  in  the  Harvard 
Stadium  the  31  rows  of  seats  occupy  a  height  of  about  41  ft.;  in  the 
Syracuse  Stadium  the  18  rows  of  seats  have  a  height  of  27  ft.;  in  the 
Princeton  Stadium  the  48  rows  have  a  height  of  about  62  ft.;  but,  in 
the  Bowl,  the  60  rows  of  seats  have  a  height  of  only  49  J  ft.  In  these 
other  stands,  the  height  of  the  riser  is  the  height  of  the  seat,  the 
spectator  sitting  directly  on  the  concrete  step  or  on  a  board  laid 
directly  on  it.  Seats  thus  constructed  are  not  very  inviting  on  a  cold 
day,  particularly  during  a  rain  storm,  when  the  water  is  dammed  back 
on  the  seats  by  the  spectators  sitting  on  them.  In  the  Bowl,  the 
benches  are  raised  a  sufficient  height  above  the  concrete  to  permit  the 
water  to  run  freely  over  the  steps  without  coming  into  contact  with 
the  spectators.  The  Bowl  seats,  also,  are  provided  with  back  rests,  but 
those  of  these  other  structures  have  none. 

Construction. 

Ground  for  the  Bowl  was  broken  on  June  23d,  1913,  by  President 
Hadley,  of  the  University,  turning  the  first  sod.  The  real  construction 
was  begun  during  the  following  month  by  first  removing  the  loam 
from  the  site  and  from  the  adjoining  area  which  required  grading. 
The  black  and  yellow  loam  was  stored  in  separate  piles  and  saved  for 
resurfacing  the  grounds  after  the  completion  of  the  structure.  The 
average  depth  of  this  preparatory  stripping  was  about  22  in.  For 
removing  the  loam,  on  short  hauls  up  to  about  100  ft.,  drag-scrapers 
were  used ;  on  hauls  from  about  100  to  250  ft.,  wheel  scrapers ;  and  for 
long  hauls,  bottom-dump  wagons. 

Several  plans  for  placing  the  material  in  the  oiiibnnknuMit  were  con- 
sidered by  the  contractor,  but  the  one  finally  adopted  for  handling  the 
greater  part  of  it  was  the  use  of  two  drag-lino  scrapers  runniTig  on 
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adjustable  cables  and  operated  from  two  towers,  85  ft.  high,  by  two 
12  by  lt)-in.  double-drum  engines,  supplied  with  steam  from  two 
125-h.p.  locomotive  boilers.  The  towers  ran  on  a  four-rail  elliptical 
track  laid  around  the  outside  of  the  Bowl.  One  end  of  the  carrying 
cable  was  fastened  to  a  "deadman"  on  the  opposite  side  of  the  field 
from  the  tower;  the  other  end  ran  over  a  pulley  at  the  top  of  the 
tower  and  was  fastened  to  one  of  the  drums  of  the  engine,  by  which 
means  it  could  be  regulated  for  filling  or  emptying  the  bucket,  the 
cable  being  slackened  for  filling  the  scraper  and  then  tightened  for 
dumping  it.  The  second  drum  was  used  for  hauling  the  scraper  up 
the  slope;  it  ran  back  to  the  filling  point  by  gravity. 

As  the  two  scrapers,  working  night  and  day,  did  not  remove  the 
material  rapidly  enough  to  indicate  the  probable  completion  of  the  con- 
tract within  the  time  specified,  two  f-yd.  rotary  steam  shovels  were 
started,  in  order  to  expedite  the  work,  and  these  filled  bottom-dump 
wagons.  The  teams  with  their  loads  were  then  drawn  to  the  top  of 
the  embankment  by  a  portable  hoisting  engine  working  there,  and  the 
material  was  distributed  as  desired. 

As  it  was  impracticable  to  roll  the  embankment  below  the  level  of 
the  tops  of  the  tunnels,  dependence  for  packing  the  material  in  this 
portion  of  the  work  was  placed  on  such  consolidation  as  could  be  ob- 
tained by  the  liberal  use  of  water,  and  such  tamping  as  was  done  by 
the  teams  being  driven  over  it.  Streams  of  water  were  always  kept 
playing  on  the  embankment  where  material  was  being  deposited,  and 
the  portions  next  to  the  timnels  and  the  retaining  walls  were  generally 
sluiced  into  place  from  piles  deposited  by  the  teams  or  scrapers. 

Above  the  tops  of  the  tunnels,  the  material  deposited  by  the  scrapers 
was  left  in  ridges  extending  across  the  embankment;  that  from  the 
wagons  was  left  in  scattered  piles;  in  each  case  sufficient  material  was 
placed  to  make  layers  6  in.  deep  when  leveled  down.  The  leveling  was 
done  with  horse-drawn  scrapers.  The  material  was  thoroughly  watered 
and  then  rolled,  first  with  a  grooved  and  then  a  smooth  roller,  one  fol- 
lowing in  the  track  of  the  other.  The  rollers  weighed  800  lb.  per  ft. 
of  length,  and,  by  using  them  alternately,  the  effective  weight  was 
practically  doubled.  Each  roller  was  drawn  by  four  horses,  and  each 
passed  four  times  over  the  entire  area  being  rolled.  The  embankment 
was  kept  about  1  ft.  wider  than  the  theoretical  lines  in  order  to  insure 
the  compacting  of  the  material  out  to  the  edges  of  the  finished  fill. 
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To  ascertain  tlie  settlement  in  the  embankment,  after  its  comple- 
tion thirty-one  benches  were  established  around  the  top.  Each  bench 
consisted  of  a  mass  of  concrete  in  which  was  inserted  a  i-in.  square 
steel  rod,  placed  about  4  ft.  below  the  surface,  the  end  of  the  rod 
terminating  a  few  inches  below  the  surface.  Levels  taken  on  these 
benches  have  shown  that,  after  a  lapse  of  2  years,  the  average  settle- 
ment has  been  only  about  i  in.,  and  the  maximum  settlement  at  any 
bench  about  i  in.  About  one-half  of  this  settlement  occurred  within 
the  first  month  after  the  establishment  of  the  benches. 

A  comparison  of  the  volume  of  the  embankment  with  that  of  the 
excavation  shows  that  the  material  in  the  former  is  nearly  7%  more 
dense  than  that  of  the  natural  bank.  It  is  probable,  therefore,  that  the 
slight  settlement  which  occurred  was  caused  by  the  compression  of  the 
underlying  material,  due  to  the  added  weight  of  the  fill,  rather  than  by 
any  subsequent  consolidation  of  the  embankment  itself. 

The  favorable  results  obtained  in  securing  a  solid  embankment 
were  probably  due  to  the  character  of  the  material  of  which  it  is  com- 
posed and  the  method  of  placing  it.  The  material  was  sand  and  gravel, 
almost  entirely  free  from  clay,  loam,  or  other  substance  which  would 
retain  water.  By  the  alternate  use  of  the  two  kinds  of  roller,  not  only 
was  a  downward  pressure  exerted,  but,  at  the  same  time,  a  lateral 
motion  was  given  to  the  particles  of  sand,  thereby  tending  to  bring 
them  into  close  contact  with  one  another. 

Water  for  sprinkling  the  embankment  and  mixing  concrete  was 
obtained  from  a  group  of  driven  wells  at  the  foot  of  the  bluff,  at  the 
edge  of  the  marsh,  and  was  distributed  by  a  4-in.  pipe,  laid  around  the 
outside  of  the  Bowl,  with  hose  connections  at  frequent  intervals.  The 
water  from  the  wells  was  pumped  by  a  single-acting,  triplex  pump, 
operated  by  an  electric  motor.  The  contractor  was  required  to  furnish 
at  least  150  gal.  of  water  per  min.,  and  this  quantity  was  delivered 
continuously,  day  and  night,  including  Sundays  and  holidays,  while 
the  embankment  was  under  construction.  A  connection  was  also  made 
with  the  mains  of  the  New  Haven  Water  Company,  in  order  to  insure 
a  constant  supply  in  case  of  a  failure  of  the  wells  or  a  break  down  of 
the  machinery. 

As  the  drag-line  scrapers  loft  the  inner  face  of  the  slope  in  a  very 
irregular  condition — a  series  of  deep  gullies  and  sharp  ridges — the 
contractor  devised  a  leveling  scraper  for  smoothing  up  the  work.     This 
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consisted  of  a  frame,  about  G  ft.  square,  of  12  by  12-iu.  timbers,  the 
front  faces  of  which  were  shod  with  steel  plates.  This  frame  was 
attached  to  the  drag-line  by  a  bridle,  and  was  drawn  up  the  slope  in 
the  same  manner  as  the  excavating  scrapers.  The  final  trimming  of 
the  slope  was  done  by  hand  shoveling. 

Two  mixers  were  used  for  supplying  concrete  for  the  tunnels.  For 
the  footings,  there  was  a  portable,  i-yd.,  gasoline  mixer  at  the  inner 
portal  of  each  tunnel.  This  delivered  its  material  into  cars  running 
on  a  track  laid  between  the  footings,  from  which  the  concrete  could  be 
dumped  into  the  forms  on  either  side  as  desired.  An  electrically 
operated  |-yd.  mixer  near  the  center  of  the  field  was  used  for  mixing 
the  concrete  for  the  portion  of  the  tmmels  above  the  footings.  The 
concrete  was  conveyed  on  cars  running  on  an  industrial  railway  track 
laid  on  the  ground  from  this  mixer  to  a  point  near  the  inner  portal 
of  the  tunnels,  then  up  an  inclined  trestle  to  their  top  and  then  on 
timbers  laid  on  the  side  forms.  From  the  mixer  to  the  foot  of  the 
incline  the  cars  were  hauled  by  a  horse,  and  for  the  remainder  of  the 
distance  by  a  hoisting  engine  outside  the  Bowl. 

For  building  the  outside  retaining  wall  and  the  smaller  gate-house 
walls,  there  were  two  ^-yd.  mixers  on  an  elevated  trestle  built  on  the 
site  of  the  gate-house.  These  delivered  the  concrete  into  bottom,  side- 
dump  cars  running  on  an  industrial  railway  laid  on  top  of  the  wall 
forms.  For  the  large  gate-house  walls,  a  mixing  plant  was  established 
near  the  wall,  and  the  concrete  was  delivered  into  a  120-ft.  elevator, 
from  which  it  was  distributed  by  chutes.  The  same  plant  also  made 
the  concrete  for  the  inner  retaining  wall  and  the  facing  steps.  For 
this  work  the  concrete  was  delivered  by  the  chutes  into  the  bottom, 
side-dump  cars  running  on  a  portable  track  laid  just  above  the  inner 
portals  of  the  tunnels;  from  them  it  was  distributed,  by  portable  chutes 
laid  on  the  ground,  directly  into  the  forms,  the  slope  of  the  bank  being 
steep  enough  to  cause  the  concrete  to  flow  in  the  chutes.  The  greatest 
distance  through  which  concrete  was  carried  by  the  chutes,  in  a  single 
run,  was  about  250  ft. 

For  handling  sand  and  stone  at  the  two  main  mixing  plants,  ele- 
vated bins  were  constructed  so  that  cars  or  trucks  could  be  run  on 
top  of  them  and  deliver  material  without  shoveling.  Chutes  at  the 
bottom  of  the  bins  delivered  material  into  cars  which  were  divided  by 
partitions  to  hold  the  required  quantity  of  each  ingredient  for  one 
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batch.  From  the  cars  the  materials  were  dumped  directly  into  the 
mixer. 

All  the  sand  for  the  work  was  obtained  at  the  site.  Though  an 
abundance  of  gravel,  of  a  size  suitable  for  the  concrete,  was  found  in 
the  excavation,  only  a  small  quantity  of  it  was  used  in  some  of  the 
footings,  as  it  contained  a  considerable  proportion  of  sandstone  pebbles 
which  it  was  feared  would  absorb  moisture  and  disintegrate  under  the 
action  of  frost  if  exposed  to  the  elements.  Most  of  the  stone  used  was 
crushed  trap  rock.  This  was  brought  from  a  quarry  about  2J  miles 
distant  by  two  motor  trucks:  a  5-ton  truck  which  not  only  carried  its 
own  load  but  also  hauled  3  tons  in  a  trailer;  and  a  3-ton  truck.  The 
price  paid  for  hauling  the  stone  was  27  cents  per  ton. 

The  cement  used  in  the  work  was  furnished  by  the  contractor,  but 
was  paid  for  as  a  separate  item,  thereby  enabling  the  engineer  to  change 
the  proportions  of  the  ingredients  in  the  concrete,  as  seemed  desirable, 
without  causing  any  dispute  as  to  the  quantity  used.  The  cement  was 
all  tested  at  the  mill  by  agents  of  testing  laboratories. 

Comparison  with  Other  Stadia. 

The  Bowl  is  believed  to  have  the  largest  seating  capacity  of  any 
structure  of  the  kind  in  existence,  and  to  have  been  exceeded  by  only 
one  of  ancient  times — the  Circus  Maximus  of  Rome,  which  is  stated 
to  have  seated  380  000  persons.  Statements  regarding  the  capacity  of 
the  Roman  Colosseum,  the  most  widely  known  of  the  ancient  amphi- 
theaters, vary  widely  from  45  000  to  100  000.  It  is  stated  that  in  the 
ancient  amphitheaters  only  the  classes  were  provided  with  seats,  the 
masses  being  obliged  to  stand. 

With  the  seats  removed,  the  Bowl  could  accommodate  comfortably 
a  standing  audience  of  about  125  000.  The  Athens  Stadium  seated 
50  000 ;  the  stadium  of  the  College  of  the  City  of  New  York  seats  about 
10  000;  the  Syracuse  and  Tacoma  Stadia  each  accommodate  about 
20  000;  the  Boston  baseball  stands,  24  000;  the  double-deck  stands  at 
the  New  York  Polo  Grounds,  about  28  000;  the  Harvard  Stadium,  as 
first  constructed,  seated  23  000,  but,  with  additions  and  with  tem- 
porary seats  at  the  open  end,  it  can  accommodate  about  45  000;  the 
new  Princeton  Stadium  seats  about  41  500;  and  the  Bowl  about  61  000. 

Though  the  Bowl  is  the  largest  of  the  modern  stands,  it  is  also, 
probably,  the  cheapest  per  sitting.     Thougli  the  actual  cost  of  other 


THE  YALE  BOWL  377 

stauds  is  uot  accurately  known,  the  contract  price,  as  reported  in 
engineering  and  other  journals,  gives  the  average  cost  per  sitting  as 
ranging  from  about  $36.00  for  the  stadium  of  the  College  of  the  City 
of  New  York  down  to  about  $8.50  for  the  Princeton  Stadium.  The 
cost  per  sitting  for  the  Bowl,  as  constructed,  including  the  grading 
of  the  grounds  around  it,  was  about  $7.35.  The  cheapness  of  the  Bowl 
was  partly  due  to  the  exceptionally  favorable  conditions  at  the  site 
for  building  this  kind  of  a  structure.  This  was  a  level  plain  elevated 
about  40  ft.  above  a  marsh  from  which  it  was  separated  by  a  steep 
bluflF,  thus  affording  perfect  drainage  at  a  minimum  of  expense.  The 
material  was  clean  sand  and  gravel  extending  to  an  unknown  depth, 
easy  to  handle,  and  ideal  for  making  a  solid  embankment. 

Previous  to  the  building  of  the  Bowl,  the  materials  used  in  the 
construction  of  grand-stands  were  wood,  steel,  reinforced  concrete, 
or  a  combination  of  the  two  latter,  and,  in  the  case  of  ancient  struc- 
tures, masonry.  Though  wood  is  a  suitable  material  for  stands  of 
small  size,  it  is  entirely  unsuited  for  large  ones,  owing  to  rapid 
deterioration  when  exposed  to  the  weather  and  liability  to  destruction 
by  fire.  Though  monumental  structures  of  masonry,  like  the  Roman 
Colosseum,  were  possible  with  the  slave  labor  available  in  the  first 
centuries  of  the  Christian  era,  it  would  be  impracticable  to  finance 
such  an  undertaking  at  the  present  time.  Steel  and  reinforced  con- 
crete are,  from  an  engineering  standpoint,  more  practical  building 
materials  for  structures  of  this  kind. 

Maintenance  charges  are  an  important  factor  to  be  considered  in 
planning  for  a  steel  stand  of  large  size.  Whether  temperature  changes 
and  frost  action  wdll  injuriously  affect  skeleton  structures  of  the  size 
of  the  large  modern  stadia,  when  built  of  reinforced  concrete,  either 
alone  or  in  combination  with  external  steel,  is  an  interesting  question 
yet  to  be  answered.  Apparently,  the  only  portions  of  the  Bowl  which 
will  require  material  expense  for  maintenance  are  the  benches,  as  the 
remainder  of  the  structure  is  practically  a  portion  of  the  earth's 
crust — a  low  hill  surrounding  a  small  valley. 

One  advantage  of  this  form  of  construction,  besides  its  cheapness, 
is  the  facility  with  which  the  plastic  materials,  earth  and  concrete, 
may  be  adapted  to  the  formation  of  curved  shapes,  thus,  without  any 
material  expense,  permitting  of  curved  instead  of  straight  sides,  which 
were  such  an  objectionable  feature  of  the  old  wooden  stands  at  Yale. 
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Another  advantage  is  that  a  stand  can  be  increased  in  size  without 
materially  affecting  any  part  of  the  work  already  done.  By  building  a 
balcony  over  the  promenade  and  the  portion  of  the  seats  above  the 
tunnel  portals,  the  seating  capacity  of  the  Bowl  can  be  increased  to 
about  100  000  without  affecting  any  portion  of  the  structure  other  than 
by  the  removal  and  replacing  of  a  few  blocks  of  concrete  to  permit  the 
building  of  proper  footings  for  columns,  the  embankment  being 
sufficiently  stable  for  the  support  of  the  additional  structure. 

With  nearly  61  000  seats  for  spectators  provided,  it  was  thought  the 
stand  would  be  large  enough  to  meet  any  possible  demand  for  accom- 
modations from  those  interested  in  football,  but  when  the  time  limit 
expired  for  the  receipt  of  applications  for  tickets  for  the  first  game  in 
the  Bowl — Yale  vs.  Harvard  in  1914 — it  was  found  that  more  than 
80  000  had  been  received.  To  meet  this  demand,  so  far  as  possible, 
extra  seats  were  erected  over  the  promenade,  so  that  the  number  of 
people  who  witnessed  that  game  was  probably  a  little  more  than  70  000. 
In  spite  of  this  vast  number,  in  12  min.  from  the  close  of  the  game,  the 
Bowl  was  practically  empty  of  people,  and  this  time  might  have  been 
shortened  by  about  5  min.  had  not  the  spectators  tarried  to  witness  the 
celebration  of  the  victory,  on  the  gridiron,  by  the  partisans  of  the  win- 
ning team.  Although  the  Bowl  was  emptied  in  such  a  short  time,  there 
was  no  congestion  at  any  point  except  in  the  aisles,  as  the  capacity  of 
the  tunnels  to  handle  the  crowd  was  greater  than  that  of  the  aisles,  and 
the  thirty-two  tunnels  distributed  the  crowd  over  such  a  large  area,  the 
inner  circumference  of  which  was  a  little  more  than  J  mile,  the  dis- 
tance around  the  outside  of  the  Bowl,  that  there  was  plenty  of  room  for 
the  free  movement  of  the  people. 

Adaptation  for  Other  Purposes. 

Although  the  Bowl  was  built  for  football  alone,  its  remarkable 
acoustic  properties  render  it  admirably  fitted  for  the  production  of 
dramatic  events  on  a  large  scale,  and  two  such  have  already  been  held 
there  with  pronounced  succcsss:  the  (Jreek  play,  "Iphigenia  in  Taurus", 
given  by  Mr.  Granville  Barker  under  the  auspices  of  the  Yale  Dramatic 
Association,  and  the  opera  "Die  Walkiire",  by  the  Metropolitan  Opera 
Company,  under  the  auspices  of  the  Yale  School  of  Music.  For  these 
performances,  the  stage  was  erected  near  the  center  of  the  field,  and  a 
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sectiou  of  about  '2b  000  seats  was  set  apart  for  the  spectators  at  one  end 
of  the  amphitheater. 

To  celebrate  the  two-hundredth  anniversary  of  the  removal  of  Yale 
Colleg'e  to  New  Haven,  a  pageant  is  now  being  prepared  in  which  it  is 
expected  that  about  8  000  performers  will  participate. 

Under  favorable  atmospheric  conditions,  when  there  are  only  a  few 
people  in  the  Bowl,  a  whisper  spoken  at  the  center  of  the  field  can  be 
distinctly  heard  at  the  tunnel  portals;  and  a  conversation,  in  an  ordi- 
nary tone  of  voice,  can  be  carried  on  between  persons  stationed  on  op- 
posite sides  of  the  amphitheater.  At  the  performances  mentioned,  even 
the  softest  passages  could  be  plainly  heard  in  the  most  remote  seats 
reserved  for  spectators.  With  the  seats  removed,  a  person  with  a  good 
voice  and  accustomed  to  public  speaking  could,  undoubtedly,  address 
an  audience  of  125  000  and  be  heard  distinctly  by  every  one. 

The  following  are  some  of  the  principal  items  of  construction: 

Earthwork 331  000  cu.  yd. 

Mass  concrete 16  000    "     " 

Concrete   facing Ill  000  sq.  ft. 

Wood  facing 145  000    "     " 

Granolithic    pavement 35  000    "     " 

Cement    26  000  bbl. 

Steel  for  reinforcement 482  tons. 

Wood    benches 18  miles. 

Turf    laid 161  000  sq.  ft. 

Sewers    6  400  lin.  ft. 

Water    mains 4  700     "     " 

Area  covered  by  structure,  about 12 J  acres. 

The  Bowl  was  built  by  the  Yale  Committee  of  Twenty-one,  Incor- 
porated, Mr.  Thomas  DeWitt  Cuyler,  Chairman,  with  Mr.  David  Dag- 
gett, Chairman  of  the  Structures  Committee.  Edward  G.  Williams, 
M.  Am.  Soc.  C.  E.,  was  Advisory  Engineer,  and  Mr.  Donn  Barber, 
Consulting  Architect.  The  writer  was  the  Designer  and  Engineer 
in  charge  of  construction.  Mr.  Joseph  H.  Mulvey  was  Chief  Inspector. 
James  B.  French,  M.  Am.  Soc.  C.  E.,  served  as  Consulting  Engineer 
for  a  few  months  at  the  beginning  of  the  work,  and  Thomas  C. 
Atwood,  M.  Am.  Soc.  C.  E.,  as  Construction  Manager  for  a  few  months 
at  the  end.  The  Sperrj'  Engineering  Company,  of  'New  Haven,  Conn., 
was  the  contractor  for  the  whole  work. 
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Discussioisr 


Mr.  Tho^lvs  C.  Atwood,*  M.  Am.  Soc.  C.  E. — As  has  been  staled  in  the 

paper,  the  Yale  Bowl  is  the  largest  structure  of  its  kind  which  has 
ever  been  built.  When  compared  with  the  designs  for  other  stadia 
proposed  for  this  place,  its  simplicity  and  effectiveness  at  once  com- 
mand attention.  The  character  of  the  structure,  essentially  of  earth- 
work, ensures  its  permanence;  and  its  safety  from  fire  and  accident 
is  beyond  question. 

The  original  sketches  called  for  a  structure,  the  estimated  cost  of 
which  was  somewhat  less  than  $400  000,  but  the  several  engineers  and 
architects  engaged  on  the  work  have  advised  certain  changes,  affecting 
the  appearance  and  permanence  of  the  structure,  which  have  nearly 
doubled  this  cost. 

The  paper  is  hardly  fair  to  other  stadia  in  stating  the  cost  of  the 
Bowl  as  $7.35  per  seat,  this  being  the  cost  in  its  present  incomplete 
condition.  When  finally  completed  the  cost  will  be  about  $750  000,  or 
approximately  $12.30  per  seat,  or  considerably  more  than  the  cost  of 
the  Princeton  Stadium.  This  includes  the  cost  of  completing  the  con- 
crete lining  of  the  Bowl  and  placing  the  permanent  seats,  the  gate- 
houses, permanent  toilet  facilities,  and  permanent  fence.  The  Prince- 
ton Stadium  is  not  fully  completed,  the  wooden  seats  being  lacking, 
but  the  final  cost  will  probably  not  be  more  than  $10  per  seat.  Of 
course,  the  difference  in  size  must  be  taken  into  account,  and  a  larger 
structure  of  the  Princeton  type  would  undoubtedly  cost  more  per  seat. 
All  things  considered,  it  is  probable  that  the  Bowl  is  the  more  eco- 
nomical structure  for  the  location,  which  is  ideal  for  its  type,  and  for 
the  size  demanded. 

There  is  no  doubt  that  the  shape  of  the  Bowl,  with  its  curved  sides, 
is  far  better  than  the  regular  stadium  U-shape  with  straight  sides. 
It  is  this  horizontal  curve  of  the  sides,  rather  than  the  vertical  curve 
produced  by  making  the  height  of  each  riser  uniformly  greater  than 
that  of  the  one  next  below  it,  which  enables  the  rise  per  seat  to  be  small, 
the  straight-sided  structures  requiring  more  rise  in  order  that  spec- 
tators may  see  all  parts  of  the  field.  The  importance  of  this  is  seen 
when  it  is  realized  that  in  the  Bowl  only  20  000  of  the  seats  are  enclosed 
between  the  goal  lines  extended,  and  tliat  more  than  40  000  are  at  the 
ends,  back  of  the  goal  lines.  At  Princeton  about  IG  000  scats  lie 
between  the  goal  lines,  and  25  000  are  l)aek  of  tliem,  Imt  only  one  end 
is  enclosed,  the  other  being  open. 

Of  the  problems  in  connection  with  the  Bowl,  few  were  of  less 
interest  than  the  eleventh-hour  proposition  to  put  in  a  track  and  pro- 
vide a  220-yd.  slraight-away  course  by  tunneling  at  one  end.     Careful 

•  New  Haven,  Conn. 
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estiniiites  showed  that  this  would  involve  such  heavy  construction  that  Mr. 
the  cost  would  be  about  $50  000,  and  would  detract  considerably  from 
the  appearance  of  the  Bowl.  Experience  with  such  tunnels,  as  at 
Syracuse,  N.  Y.,  has  shown  that  the  running  conditions  are  not  satis- 
factory ;  and,  as  the  Committee  had  plenty  of  land  available,  and  as  an 
ideal  track  on  open  ground,  together  with  a  permanent  stand  to  seat 
10  000  people — as  many  as  are  likely  to  attend  the  intercollegiate  track 
events — would  cost  little  if  any  more  than  the  tunnel,  it  was  decided 
to  complete  the  Bowl  as  planned  and  build  a  track  and  stand  later. 

Referring  to  the  general  construction :  when  the  speaker  was  placed 
in  charge,  on  January  1st,  1914,  approximately  one-third  of  the  work 
had  been  completed,  and  the  embankment  had  reached  the  top  of  most 
of  the  tunnels.  As  noted  in  the  paper,  the  rolling  could  not  be  carried 
on  between  the  tunnels,  and  it  seemed  improbable  that  the  bank  had 
been  thoroughly  consolidated  at  all  points,  so  the  top  of  the  bank  was 
leveled  up,  divided  into  sections,  and  flooded,  holes  being  drilled  down 
through  it  at  the  same  time  by  iron  bars  or  water  jets  about  8  ft.  apart, 
on  centers,  both  ways.  At  some  points  no  settlement  could  be  ob- 
served, but  at  others  there  was  considerable.  On  this  uniformly  com- 
pacted base  the  remainder  of  the  bank  was  built,  as  described  in  the 
paper,  and  with  gratifying  results. 

The  whole  settlement  of  the  completed  bank  is  not  shown  by  the 
bench-marks  noted  in  the  paper,  as  these  were  not  set  until  the  bank 
had  been  completed  for  nearly  2  months,  but  there  is  no  doubt  that 
the  settlement  was  very  small  compared  with  that  found  in  other  care- 
fully built  banks,  such  as  those  under  aqueducts. 

The  water  pipe  entering  the  Bowl  was  carried  through  the  main 
tunnel  in  a  small  trench  in  the  concrete  floor,  so  that  a  break  covild 
not  affect  the  foimdations  of  this  tunnel  and  the  embankment. 

The  turf  strips,  noted  as  being  placed  in  the  outside  loam  slope, 
were  very  successful  in  preventing  deep  wash,  as  was  shovvm  by  a  tor- 
rential rain  which  occurred  before  the  seeded  area  had  started  to  grow, 
the  water  in  no  case  getting  under  the  sod,  and  no  gullies  more  than 
3  in.  deep  being  formed. 

The  high  reinforced  concrete  retaining  wall  mentioned  has  per- 
formed its  work  well,  a  movement  outward  at  the  top  of  little  more 
than  i  in.  being  the  greatest  noted,  or  corresponding  to  a  settlement  at 
the  toe  of  the  wall  of  only  about  i  in.  Relative  to  this  matter,  it  may 
be  mentioned  that  claim  for  royalty  on  account  of  the  Bone  patent  has 
been  made  within  the  past  year,  and  the  speaker  has  done  considerable 
work  in  investigating  this,  with  the  aid  of  searches  made  in  the 
Library  of  the  Society,  and  has  some  references  to  walls,  built  before 
the  date  of  the  patent,  which  are  not  included  in  the  summary  of 
this  subject  contained  in  Engineering  News. 
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Mr.  In  the  concrete  facing  inside  the  Bowl,  the  horizontal  arching  action 

was  not  made  use  of,  dependence  being  placed  on  the  interior  retaining 
wall  to  care  for  any  possible  tendency  of  the  blocks  to  slide  down  hill. 

The  lampblack  placed  in  the  mortar  for  the  top  of  the  facing  blocks 
aided  materially  in  giving  them  uniformity  of  color,  as  the  sand  used 
contained  uncertain  quantities  of  iron  which  caused  some  of  the  con- 
crete to  have  a  pinkish  hue. 

The  aisles  were  given  a  top  dressing  of  Trus-Con  floor  hardener, 
and  no  wear  is  yet  perceptible;  but  it  is  difficult  to  say  whether  or  not 
this  is  due  to  the  hardener.  This  hardener  should  be  applied  with 
care  by  skilled  men,  as  a  few  blocks,  which  apparently  got  an  overdose, 
have  turned  rusty. 

The  inner  retaining  wall  and  the  tunnel  portals  inside  the  Bowl 
were  originally  planned  to  have  pipe-rail  fences,  but  this  was  changed 
to  heavy  concrete  parapet  walls,  at  a  considerable  saving  in  cost  and 
with  a  decided  improvement  in  the  appearance  of  the  Bowl,  the  general 
idea  of  massive  simplicity  being  carried  out  more  fully. 

The  design  of  the  permanent  seats  was  another  interesting  problem. 
As  finally  worked  out  by  Mr.  Everard  Thompson,  Assistant  Secretary 
of  the  Committee,  and  the  speaker,  the  seat  was  placed  on  the  edge  of 
the  step  and  supported  on  a  steel  bracket  or  standard  which  allows  full 
play  for  wind  and  water,  so  that  the  structure  can  be  cleaned  with  com- 
parative ease. 

The  lumber  for  these  seats  was  selected  with  great  care.  It  was 
desirable  to  use  edge  grain  lumber,  and  investigation  showed  that  this 
could  be  obtained  in  only  three  woods,  Douglas  fir,  redwood,  and 
Western  hemlock  and  Noble  fir  classed  together.  As  redwood  is  likely 
to  stain  clothing  when  wet,  and  Western  hemlock  could  not  be  obtained 
in  sufficient  quantities,  Douglas  fir  was  chosen. 

Time  was  of  great  importance,  and  some  doubts  were  expressed  as 
to  the  possibility  of  getting  the  lumber  in  the  3  months  available.  The 
order  was  given  by  the  speaker  on  August  18th,  and  the  first  carload 
arrived  on  September  29th,  just  G  weeks  later.  When  the  order  was 
given,  the  lumber  was  in  the  log.  It  was  sawed,  kiln-dried,  planed,  and 
shipped  within  2  weeks,  and  was  4  weeks  on  the  road.  The  kiln-drying, 
in  this  case,  was  preferred  to  open-air  drying,  as  it  boiled  out  the  pitch 
pockets  in  the  fir.  All  the  lumber  is  vertical  grain,  clear  and  free  from 
knots  or  other  defects,  except  an  occasional  pitch  iiockot. 

Another  interesting  matter  was  the  design  of  the  playing  field.  The 
underlying  sand  was  so  i)orous  that  a  stream  from  a  2-in.  hose  would 
all  disappear  within  2  or  3  ft.  of  the  end  of  the  hose,  so  the  problem  was 
to  retain  moisture  enough  to  prevent  the  grass  from  burning  out,  and 
yet  have  a  field  that  would  dry  quickly  after  a  rain.  This  was  accom- 
plished by  using  18  in.  of  black  loam  and  by  crowning  the  field  1  ft., 
the  cross-section   consisting  of  two  very  flat  curves,  convex  upward, 
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joined  bv  a  sharper  curve  at  tlie  center  of  the  field.     The  scheme  has      Mr. 

,      ,    '      ,     ^,  Atwood. 

worked  perfectly. 

The  summary  of  items  of  construction  given  is  for  the  Bowl  in  its 
present  state,  and.  of  course,  many  of  these  will  be  changed  when  the 
work  is  completed. 

In  order  to  assist  any  one  desirous  of  obtaining  further  information, 
the  following  bibliography  of  articles  on  the  Bowl,  all  of  which  are 
illustrated,  is  given: 

Engineenng  Record,  Unsigned  articles  in  March  and  N'ovember, 

1914. 
Engineering  Xews,  Article  by  the  speaker,  November  12th,  1914. 
Yale  AJumni  Weel-h/,  Article  by  the  speaker,  November  27th,  1914. 
Proceedings,   Connecticut    Society   of   Civil   Engineers   for    1915. 

Paper  by  the  author. 
Journal,  Boston  Society  of  Civil  Engineers,  June,   1916.     Paper 
by  the  speaker. 

Much  credit  is  due  to  the  Committee  of  Consulting  Engineers  which 
assisted  in  getting  the  work  properly  started.  This  Committee  con- 
sisted of  Professor  John  C.  Tracy,  of  Sheffield  Scientific  School,  and 
H.  C.  Keith  and  James  B.  French,  Members,  Am.  Soc.  0.  E.  Later, 
Mr.  French  was  appointed  Consulting  Engineer  in  charge  of  the  design 
and  construction  of  the  work,  and  the  first  contract  was  prepared  imder 
his  direction. 

The  credit  for  carrying  on  the  remainder  of  the  work  is  largely  due 
to  Edward  G.  TTilliams,  M.  Am.  Soc.  C.  E.,  who  served  his  Alma  Mater 
without  pay  in  the  capacity  of  Advisory  Engineer,  and  by  his  wise 
advice  and  careful  supervision  brought  the  work  to  a  successful  con- 
clusion. The  architectural  features  of  the  Bowl  were  designed  by  the 
Consulting  Architect,  Mr.  Donn  Barber,  of  New  York  City,  and  are 
exceptionally  effective. 

The  three  contracts  covering  the  work  described  were  finally  con- 
cluded early  in  1915.  The  speaker,  however,  was  retained  by  the 
Committee  to  carry  on  the  engineering  work,  and  contracts  were  pre- 
pared covering  the  completion  of  the  seating  structure,  permanent 
toilet  buildings,  and  permanent  fences,  in  expectation  of  proceeding 
soon  with  this  con.struction.  This  expectation  was  abandoned  in  the 
spring  of  1916,  and  the  only  work  now  being  done  is  the  construction 
of  some  17  000  temporary  seats  for  the  Yale-Harvard  game,  on  Novem- 
ber 25th,  1916.  This  will  make  the  total  seating  capacity  of  the  Bowl 
on  that  date  77  189. 

J.  B.  French,*  M.  Am.  Soc.  C.  E. — The  speaker  can  most  prop-     Mr. 
erly    speak    for    those    who    advised    against    building    the    concrete    ''^^^  " 
facing   directly   on   the   embankment.     Professor   John    C.    Tracy,    of 
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Mr.  the  Yale  Faculty,  H.  C.  Keith,  M.  Am.  Soc.  C.  E.,  and  the  speaker 
were  asked  to  report  on  this  question  in  November,  1912.  Plans 
submitted  to  this  Committee  at  that  time  were  materially  dif- 
ferent from  those  followed  in  the  construction.  As  described  in 
the  papers  then  submitted,  the  surface  of  the  inner  slope  was  to 
be  cut  into  steps  and  faced  with  concrete  4-J  in.  in  thickness, 
laid  directly  on  the  sand,  in  the  same  manner  as  concrete  curbs  and 
sidewalks  are  built.  No  steel  reinforcement  was  proposed,  and  all 
drainage  was  to  be  carried  from  the  top  of  the  embankment  down  over 
all  the  steps  to  the  level  of  the  playing  field.  At  this  time,  also,  it 
was  hoped  that  the  Bowl  could  be  completed  in  the  fall  of  1913.  In 
other  words,  it  was  proposed  to  build  a  continuous  concrete  lining, 
nowhere  more  than  4J  in.  thick,  to  cover  an  area  measured  in  acres, 
on  a  new  and  hurriedly  built  embankment  27^  ft.  high.  It  was  the 
opinion  of  the  Committee  that,  in  a  structure  as  important  and  con- 
spicuous as  this  was  bound  to  be,  the  procedure  proposed  would  invite 
undesirable  defects,  and  that,  though  it  might  be  possible  to  compact 
the  embankment  so  that  unsightly  cracks  might  not  occur,  it  was 
preferable  to  reduce  the  risk  to  a  minimum.  The  Committee,  there- 
fore, though  approving  the  general  plan,  reported  adversely  to  the 
proposed  construction  of  the  concrete  lining,  and  recommended  a  lining, 
lifted  a  few  inches  above  the  ground,  made  up  of  inverted  channel- 
shaped  slabs,  supported  by  radial  girders  resting  on  small  pedestals  built 
in  the  embankment.  It  was  proposed  to  make  the  slabs  uniformly 
30  in.  wide,  of  the  same  cross-section,  and  to  lay  out  the  work  so  that 
both  slabs  and  girders  should  have  spans  of  about  20  ft.,  and,  to  the 
greatest  extent  possible,  be  duplicates  of  each  other.  The  variation 
in  the  rise  of  the  steps  or  benches  was  to  be  taken  care  of  by  the  form 
of  the  tops  of  the  radial  girders.  It  was  planned  to  have  the  very  large 
number  of  slabs  required  cast  in  advance  in  a  concrete  casting  yard, 
where  the  concrete  work  could  proceed  independently  during  the 
progress  of  the  earthwork,  and  to  erect  the  pre-cast  units  very  quickly 
with  a  small  traveling  derrick  as  fast  as  the  embankment  was  completed. 
To  facilitate  the  construction,  and  at  the  same  time  take  care 
of  the  rainfall  on  the  inner  lining,  the  slabs  were  not  to  fit  each  other 
closely,  but  were  to  be  separated  by  slits  at  least  i  in.  in  width  and 
were  to  be  tilted  to  shed  water.  Rainfall  was  to  be  prevented  from 
accumulating,  and  was  to  be  allowed  to  escape  directly  through  the 
sand  and  gravel,  as  it  had  always  done  before  in  the  plateau  in  which 
the  structure  was  to  be  built.  The  ability  of  this  material  to  absorb 
rainfall  had  been  proved  to  the  satisfaction  of  the  Committee  by  sinking 
a  shaft  at  the  site  from  the  surface  of  the  ground  to  below  the  depth 
of  the  playing  field,  and  this  shaft  had  cleared  itself  of  water  imme- 
diately after  every  heavy  rainfall.     To  protect  the  newly  nindo  inner 
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face  of  the  earth  structure  from  being  carried  down  by  the  drainage,     Mr. 
it  was  proposed  to  cover  it  with  a  hiyer  of  cinders,  about  6  in.  thick, 
a  method  found  particularly  effective  in  the  construction  of  railroad 
embankments. 

The  Committee  obtained  estimates  on  the  construction  described 
from  contractors  most  experienced  in  such  work,  and  was  convinced 
that  the  cost  of  the  completed  structure  would  not  be  increased  mate- 
rially by  the  proposed  changes  from  the  original  plan. 

The  recommendations  of  the  Committee  were  formally  adopted; 
detailed  plans  and  specifications  were  prepared  and  accepted;  and  a 
contract  was  executed  for  the  earthwork  and  concrete  tunnels,  leaving 
the  slab  work  for  the  interior  lining  to  be  included  in  a  later  contract. 
At  this  stage,  however,  other  counsel  prevailed,  and  the  slab  and 
pedestal  plan  was  abandoned.  From  the  description  given  in  the  paper, 
it  appears,  however,  that  when  the  time  arrived  for  actually  building 
the  concrete  lining  on  the  embankment,  notwithstanding  the  extremely 
careful  and  expensive  methods  used  to  compact  the  fill,  it  was  not 
deemed  wise  to  disregard  the  advice  originally  given,  and  the  con- 
struction of  the  permanent  lining  was  postponed  until  the  danger 
of  settlement  shoiJd  be  known  to  have  passed.  It  is  also  to  be  noted 
that  the  temporary  construction  finally  placed  on  the  embankment 
allows  the  rainfall  to  pass  directly  into  the  underlying  sand  and  gravel 
without  accumulation,  exactly  as  was  proposed  in  the  slab  and  pedestal 
plan. 

In  view  of  the  final  decision,  not  to  build  directly  on  the  embank- 
ment, it  seems  unfortunate  that  so  much  expense  was  incurred  in  com- 
pacting the  material,  as  this  will  now  be  done  by  several  years  of 
exposure  to  the  elements. 

It  is  the  opinion  of  the  speaker,  and  he  knows  it  to  be  the  opinion 
of  others  who  have  had  experience  in  building  railroad  embankments, 
that  the  rolling  of  clean  sand  and  gravel,  such  as  was  available  for  this 
work,  is  of  doubtful  advantage,  and,  on  the  other  hand,  that  the  liberal 
use  of  water  while  the  material  is  being  deposited  is  highly  effective. 
From  the  levels  reported  by  the  author,  it  seems  to  have  been  demon- 
strated that  the  fill  was  well  compacted,  but  it  does  not  seem  at  all 
clear  that  this  result  was  due,  to  any  great  extent,  to  rolling.  As 
the  paper  states,  the  very  considerable  part  of  the  embankment  between 
the  tunnels  was  not  rolled,  and  as,  in  addition  to  the  water  applied 
while  the  material  was  being  deposited,  the  bulk  of  the  fill  had  been 
exposed  to  a  winter  of  snow  and  rain,  the  actual  advantage  of  the 
rolling  does  not  seem  to  have  been  very  conclusively  demonstrated. 

H.  C.  Keith,*  M.  Am.  Soc.  C.  E. — What  the  speaker  is  inclined    Mr. 
to  say  is  not  so  much  in  discussion  of  the  paper  as  an  expression  of    *^'    " 
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Mr.  appreciation  of  the  great  idea  which  Mr.  Ferry  presented  to  the  world 
■  in  building  the  stadium  in  this  form,  and  in  this  way,  at  New  Haven. 
There  are  very  few  places  where  such  a  stadium  could  be  built  satis- 
factorily: the  nature  of  the  soil  and  the  location  with  respect  to  the 
possibilities  of  drainage  were  great  factors  in  making  this  a  possibility. 

Although  it  was  necessary  for  the  speaker  and  his  associates  on 
the  Board  of  Consulting  Engineers,  at  one  time,  to  diifer  from  Mr. 
Ferry  in  his  recommendations  in  some  details,  yet  they  always  felt 
that  he  was  deserving  of  great  credit  for  the  plan  presented.  The 
method  of  construction  has  also  been  an  important  factor  in  making 
the  design  a  success. 

It  is  disappointing  that  the  paper  gives  no  information  as  to  the 
cost  of  the  stadium  as  it  is  finished  to-day;  it  is  hoped  that  before  it 
is  printed  in  its  final  form,  such  figures  will  be  included.  It  is  well 
that  the  Transactions  of  the  Society  should  make  ample  record  of  this 
construction. 

Mr.  H.  F.  DuxiiAM,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  double  roll- 

ing, with  frequent  disturbance  of  the  material,  was  helpful  in  some 
degree  in  making  a  firm  embankment.  Experience  has  shown  the 
advantage  of  vibration  in  solidifying  sand  and  gravel  when  under  pres- 
sure. Those  who  have  had  occasion  to  direct  the  tamping  of  loose  sand 
and  gravel  for  railway  water  tanks  and  building  foiindations  will  be 
apt  to  agree  in  this.  The  vibration  in  all  such  cases,  even  when  slight, 
is  more  effective  than  the  pressure.  This  was  well  illustrated  by  experi- 
ments made  a  few  years  ago  in  New  York  City  by  Mr.  Alfred  O. 
Crozier  in  compacting  sand  for  concrete  products.  The  almost  instant 
reduction  in  volume  and  hardening  of  the  mass  that  occurred  under 
slight  vibration  in  two  directions  and  without  any  pressure  except  the 
weight  of  the  material  itself  was  a  matter  of  surprise  and  interest  to 
all  observers.  In  the  writer's  opinion,  any  easily  operated  tamping 
machine,  even  if  heavy  blows  are  not  delivered,  would  be  more  effective 
than  the  rollers.  This  view  is  not  to  be  considered  as  a  criticism  of 
this  excellent  paper,  which  brings  distinction  to  its  author. 

Mr.  IIkmiv  C.  IIiTT.t  Assoc.  M.  Am.  Sue.  C.  E.  (by  letter). — The  writer 
has  been  very  much  interested  in  this  particularly  well  written  descrip- 
tion of  an  unusual  piece  of  construction.  The  author  has  given  a 
very  complete  and  satisfactory  description,  full  of  the  data  one  wants, 
of  the  details  of  the  design  and  of  the  construction  methods. 

The  design  certainly  appears  to  be  very  successful.  The  "bowl" 
shape  is  an  outdoor  adaptation  of  old  principles  of  auditorium  design, 
and  undoubtedly  provides  the  most  ideal  seating  scheme,  as  well  as 
being  architecturally  beautiful.      It   is   strange   that   it   has   not  been 
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used  more  frequently  with  other  stadia.     The  slate-colored  concrete,   Mr. 
with  a  trim  of  the  inner  retaining  wall  and  the  tunnel  portals  in  natural 
color,  the  comfortable  seats,  the  beautiful  elliptical  shape,   and  the 
careful  orientation  as  to  the  afternoon  svm,  must  all  go  to  make  the 
structiu"e  a  credit  to  every  one  responsible. 

The  author,  in  comparing  the  Bowl  with  other  modern  stadia,  states 
that  it  is  probably  the  cheapest  per  sitting  imit.  In  this,  however,  he 
is  in  error,  as  the  Tacoma  Stadium,  which  the  Bowl  resembles  in  some 
ways,  has  cost,  completely  equipped,  only  about  85%  of  what  the 
Bowl,  in  its  unfinished  condition,  with  a  portion  of  the  seats  temporary, 
and  the  dressing  rooms  not  built,  is  reported  by  the  author  to  have  cost, 
per  unit  of  seating  capacity. 

Thus  far,  the  total  cost,  of  every  kind,  of  the  Tacoma  structure, 
bmlt  in  1910,  has  been  $147  000,  and  an  estimate  of  the  seating  capacity, 
based  on  the  same  assumptions  as  used  by  the  author,  is  23  784,  giving 
a  unit  cost  of  $6.20.  The  architects  claim  a  seating  capacity  of  32  000, 
and  more  than  35  000  people  have  actually  occupied  the  stadium  at 
one  time,  with  none  of  them  on  the  field,  but  part  of  them  standing. 

The  site  has  also  a  reserve  capacity  of  about  15  000,  as  the  sodded 
terraces  rise  for  43  ft.  above  the  top  of  the  seats  around  more  than 
half  the  perimeter,  at  a  proper  slope  for  future  seating  as  the  needs 
of  the  rapidly  growing  city  demand  it.  The  addition  of  these  seats 
would  materially  cut  down  the  unit  cost  of  the  whole. 

The  two  structures  were  designed  to  fill  widely  different  conditions, 
but  are  similar  in  the  result.  The  fields  are  of  practically  the  same 
area,  but  where  the  Yale  Bowl  was  designed  strictly  for  football  and 
seating  capacity,  with  few  or  no  limiting  conditions,  the  site  of  the 
Tacoma  Stadium  was  limited,  and  the  field  had  to  be  adapted  for  the 
general  use  of  the  people  and  the  adjoining  High  School,  for  track 
work,  football,  baseball,  pageants,  concerts,  or  political  meetings.  This 
made  a  complicated  problem,  which  was  most  happily  solved. 

The  seating  scheme  is  similar  to  one  end  only  of  the  Yale  structure, 
with  every  occupant  able  to  see  the  whole  field,  and  most,  if  not  all, 
the  audience.  At  Tacoma,  however,  the  designers  had  a  natural 
location,  of  which  they  took  the  fullest  advantage.  The  site  is  on  a 
promontory  in  the  very  heart  of  the  city,  with  the  playing  field  140 
ft.  above  the  harbor.  From  the  Stadium  seats  one  gets  a  view  probably 
not  equalled  by  that  from  any  similar  structure.  Spread  before  the 
spectator  is  a  magnificent  sweep  of  busy  Tacoma  Harbor,  green  hills, 
and  snow-clad  mountains.  The  Stadium  is  flanked  on  each  side  by 
beautiful  buildings  rising  above  the  seats,  on  one  side  the  Stadium 
High  School  and  on  the  other  the  State  Historical  Museum. 

Although  the  site  was  naturally  somewhat  adapted  to  the  purpose, 
there  was  a  very  large  quantity  of  excavation,  more  per  unit  of  seating 
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Mr.  capacity  than  with  the  Yale  Bowl,  and  about  two-thirds  of  it  proved 
to  be  very  hard  cemented  gravel.  All  the  seats  are  carried  on  columns 
and  radial  girders  about  20  ft.  apart,  the  risers  of  the  seats,  3J  in. 
thick,  reinforced  with  a  structural  frame  carrying  the  seat  load  between 
the  girders.  Part  of  the  columns,  at  the  outer  end,  are  carried  on 
piling,  and  part  of  the  field  at  this  end  is  a  fill  of  147  ft.,  but  there 
has  been  no  trouble  from  settlement. 

Twenty-eight  arc-light  projectors  are  placed  around  the  field  above 
the  seats,  and  twelve  more  are  suspended  by  cables,  high  above  the 
field,  affording  ample  light  for  evening  performances.  The  acoustics 
are  very  fine,  and  concerts  have  been  entirely  successful.  The  stadium 
is  fully  equipped  with  dressing  rooms,  and  comfort  stations  for  the 
spectators. 

The  principal  quantities  were,  approximately : 

Earthwork    185  000  cu.  yd. 

Reinforced   concrete 10  000  cu.  yd. 

Reinforcing  steel 160  tons,  plus 

Clinton  fabric 130  000  sq.  ft. 

Area  of  field 3.6  acres 

The  Tacoma  Stadium  was  built  by  the  Tacoma  School  Board,  Mr. 
Frederick  Heath  having  been  the  architect,  and  Mr.  L.  A.  Nicholson 
the  engineer. 

Mr.  Alexander  S.  Lynch,*  Assoc.  M.  A^r.  Soc.  C.  E.  (by  letter). — Mr. 

^°^  ■  Ferry  states  that  Sherardized  bolts  were  first  used  to  fasten  the  seats 
to  the  concrete  and  then  abandoned  for  the  bronze  bolts,  as  originally 
planned.  He  does  not  state  why  this  change  was  made,  other  than 
that  the  Sherardized  bolts  were  unsatisfactory.  The  writer  would  like 
to  know  why  they  were  unsatisfactory. 

Mr.  Atwood  states  that  the  greatest  movement  in  the  high  walls 
was  i  in.  A  recent  examination  of  the  walls  shows  that  the  movement 
in  one  was  less  than  i  in.,  and  in  the  other  it  was  |  in.,  making  a 
noticeable  and  very  unsightly  crack.  The  writer  would  like  to  ask  if 
the  soil  under  both  walls  was  the  same,  or  if  there  was  a  difference  in 
the  design  of  the  walls. 

The  final  cost  of  the  bowl  as  given  by  Mr.  Atwood  is  $750  000. 
Does  this  include  the  cost  of  the  23  000  seats  erected  for  the  Harvard 
games  of  1914  and  191G,  and  subsequently  removed? 

There  seems  to  have  been  no  apparent  reason  for  apiilyiug  Trus-Con 
floor  hardener  to  the  aisles.  Mr.  Atwood  states  that  no  wear  is  per- 
ceptible. Neither  is  any  wear  perceptible  in  the  floors  of  the  tunnels, 
although  the  traffic  there  is  much  greater.  There  was  no  more  reason 
for  api)lyiiig  Trus-Con  hardener  to  the  aisles  of  the  Bowl  than  tor  apply- 
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ing  it  to  the  concrete  sidewalk.     The  only  effect  now  noticeable  is  that    Mr. 
the  hardener  was  improperly  applied,  leaving-  many  of  the  blocks  a    ^°^  ' 
dirty,  rusty  brown,  inipleasant  to  look  at,  and  spoiling  the  general  soft 
gray  tone  produced  by  the  use  of  lampblack. 

After  reading  Mr.  Atwood's  discussion,  one  is  led  to  wonder  why 
Mr.  Ferry  should  have  submitted  a  paper  on  the  Bowl.  Mr.  Atwood 
gives  "'much  credit"  to  the  Committee  of  Consulting  Engineers,  which 
assisted  in  getting  the  work  "properly  started",  and  to  others,  but 
nowhere  does  he  mention  Mr.  Ferry,  except  to  refer  to  a  paper  read  by 
him  before  the  Connecticut  Society  of  Civil  Engineers.  The  writer, 
like  hundreds  of  other  engineers  throughout  the  country,  was  under 
the  impression  that  Mr.  Ferry  had  not  only  designed  the  Bowl,  but  that 
he  had  in  truth  created  "something  new  under  the  sun."  The  writer 
still  holds  that  belief. 

Charles  A.  Ferry,*  M.  Am.  Soc.  C.  E.  (by  letter). — In  reference  Mr. 
to  the  cost  of  the  Bowl,  Mr.  Atwood  states:  "when  finally  completed 
the  cost  will  be  about  $750  000,  or  approximately  $12.30  per  seat."  He 
does  not  give  the  details  of  this  estimate,  further  than  to  state  the  dif- 
ferent pieces  of  work  required  to  complete  the  structure.  Of  these,  the 
plans  for  the  "permanent  toilets"  and  the  "permanent  fence"  have  not 
been  finally  settled,  so  far  as  the  writer  knows;  consequently,  the  cost 
might  be  any  sum  that  Mr.  Atwood  chose  to  assume. .  It  is  question- 
able whether  the  cost  of  a  fence  enclosing  the  Bowl  should  be  charged 
to  that  structure  any  more  than  that  of  the  land  on  which  it  is  built. 

The  sum  paid  to  the  contractor  was  a  little  less  than  $448  000.  The 
plans  for  the  Bowl  were  radically  changed  after  the  work  was  well 
advanced,  as  mentioned  by  Mr.  French,  thereby  necessitating  much 
extra  work,  as  well  as  extra  prices  for  considerable  work  already  under 
contract.  This  also  included  a  large  sum  for  grading,  which,  although 
desirable  in  the  development  of  the  plans  for  the  athletic  field,  was  not 
necessary  in  the  construction  of  the  Bowl  itself.  It  also  included  the 
cost  of  the  temporary  dressing  rooms  and  the  erection  and  removal  of 
the  temporary  toilets  and  extra  temporary  seats  for  the  Yale-Harvard 
game  of  1914.  If  the  extra  temporary  seats  built  for  the  Yale-Harvard 
games  are  to  be  included  in  the  cost  of  the  Bowl,  as  apparently  they 
have  been  in  Mr.  Atwood's  estimate,  then,  in  all  fairness,  their  num- 
ber should  be  included  in  computing  the  cost  per  seat.  On  this  basis, 
that  cost  would  be  only  about  $9.70  per  seat,  even  at  the  extravagant 
estimate  of  $750  000. 

The  writer  is  confident  that  if  the  Bowl  had  been  built  as  origi- 
nally planned  by  him,  the  cost  of  the  completed  structure,  including 
that  of  permanent  toilets,  which  was  not  included  in  the  original  esti- 
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Mr.  mate,  would  not  have  exceeded  $450  000,  or  about  $7.40  per  seat,  as 
^^  ^'  the  contractor's  bid,  based  on  the  engineer's  list  of  quantities,  was 
lower  than  the  writer's  estimate  made  on  the  same  basis. 

This  price  compares  favorably  with  that  quoted  by  Mr.  Hitt  for 
the  Tacoma  Stadium,  namely,  $6.20,  when  the  relative  sizes  of  the 
two  structures  are  taken  into  account,  as  the  price  per  seat  in- 
creases with  the  increase  in  size  of  the  structure,  regardless  of  the 
materials  used. 

Judging  from  Fig.  14,  illustrating  Mr.  Hitt's  admirable  discussion, 
benches  are  not  provided  in  the  Tacoma  Stadium,  the  spectators  sit- 
ting directly  on  the  concrete,  as  in  the  Harvard  and  Princeton  Stadia. 
The  permanent  benches  for  the  Bowl  cost  about  $0.93  per  seat,  includ- 
ing painting. 

The  cost  of  the  Tacoma  Stadium  would  seem  to  confirm  the  writer's 
opinion  that  large  stands  constructed  in  the  manner  used  by  him  in 
building  the  Bowl  are  more  economical  than  those  built  by  any  other 
method  hitherto  used. 

The  history  of  this  structure  well  illustrates  the  truth  of  the  old 
adage  that  "too  many  cooks  spoil  the  broth."  Only,  in  this  case,  the 
"broth"  (Bowl)  was  not  spoiled,  but  the  "high  cost  of  living"  (build- 
ing) was  very  largely  increased. 

The  writer  is  exceedingly  skeptical  regarding  the  utility  of  Mr. 
Atwood's  method  of  consolidating  the  embankment,  as  described  by 
him.  No  levels  were  taken  on  the  embankment  at  the  time,  and,  as 
there  were  no  near-by  permanent  objects  with  which  to  compare  the 
height  of  the  embankment,  the  measurement  of  the  settlement  was 
dependent  on  the  imagination  of  the  observer.  To  believe  that  a  given 
quantity  of  water,  discharged  at  the  bottom  of  small  holes,  2  or  3  ft. 
deep  and  about  8  ft.  apart  (assuming  that  such  holes  existed'  in  the 
saturated  sand  after  the  pipes  or  bars  were  withdrawn),  would  have 
any  more  effect  in  consolidating  material  several  feet  below  the  bottom 
of  the  holes,  than  an  equal  quantity  percolating  uniformly  through 
the  full  depth  of  the  sand,  requires  more  credulity  than  is  possessed 
by  the  writer. 

As  for  the  effect  on  the  upper  portion  of  the  embankment  by  jet- 
ting water  down  into  it,  the  writer  is  positive  that  the  result  was  just 
the  opposite  of  that  desired.  The  water  injected  into  the  embankment 
washed  out  the  finer  particles  of  sand  and  deposited  them  in  flat, 
volcano-like  cones  around  the  pipe,  and  the  coarser  particles  were  left 
in  as  loose  a  condition  as  it  was  possible  to  make  them  by  the  boi'ing 
action  of  the  water  escaping  upward  around  the  pipe.  Only  about 
one-half  the  circumference  of  the  Bowl  was  treated  by  this  novel 
method  of  "consolidating"  material;  and  the  opinion  that  this  work 
was  not  only  useless,  but  worse,  would  appear  to  be  substantiated  by 
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the  fact  that  the  benehes  which  showed  the  greatest  subsequent  settle-  Mr. 
ment  were  in  the  sections  thus  treated,  and  the  points  of  least  settle- 
ment were  in  those  portions  which  did  not  receive  the  "water  cure", 
although  the  latter  were  on  the  west  side  of  the  Bowl  where  the  depth 
of  fill,  between  tunnels,  was  greatest,  the  tunnels  on  the  east  side 
being  largely  in  cut. 

Mr.  Atwood  states  that: 

•'In  the  concrete  facing  inside  the  Bowl,  the  horizontal  arching 
action  was  not  made  use  of,  dependence  being  placed  on  the  interior 
retaining  wall  to  care  for  any  possible  tendency  of  the  blocks  to  slide 
down  hill." 

The  writer  has  never  had  any  fears  that  the  concrete  blocks  would 
slide  down  hill,  particularly  those  near  the  foot  of  the  incline,  where 
the  slope  is  only  about  1  on  4,  unless  pushed  down  by  those  near  the 
top,  where  it  is  about  1  on  2^.  If,  however,  there  ever  should  be  any 
such  tendency  to  slide,  he  has  much  more  faith  in  the  resistance  due 
to  the  arch  action  than  in  that  of  the  inner  retaining  wall,  for  the  con- 
crete steps  abut  against  the  thin  lip  of  the  gutter  formed  in  the  top  of 
this  wall,  and,  although  the  lip  is  reinforced,  the  pressure  required  to 
shear  it  off  is,  probably,  only  a  small  fraction  of  that  which  would  be 
required  to  crush  or  buckle  the  concrete  facing  under  arch  action.  At 
the  present  time,  2J  years  after  the  laying  of  the  concrete  on  the  lower 
part  of  the  slope,  there  are  no  indications  that  there  has  been  any  slid- 
ing of  the  blocks  down  hill. 

The  experience  of  the  past  2  years  indicates  the  wisdom  of  the 
Committee  in  abandoning  the  plan  for  an  open  concrete  facing  raised 
above  the  embankment,  as  described  by  Mr.  French,  and  in  re-adopting 
the  plan  for  a  tight  facing  laid  directly  on  the  earth,  as  recommended 
by  the  Advisory  Engineer,  Mr.  Williams. 

Although  the  material  of  which  the  embankment  is  composed  is 
very  porous  and  readily  absorbs  the  water  from  an  ordinary  rainstorm, 
it  does  not  take  care  of  that  from  heavy  downpours,  such  as  are  likely 
to  occur  several  times  a  year.  Thus  far,  there  has  not  been  much 
trouble  from  the  gullying  of  the  inner  face  of  the  embankment,  as 
the  runs  between  the  seats  are  in  contact  with  the  ground,  thus  forming 
water-breaks  every  30  in.  Nevertheless,  after  a  very  heavy  rainstorm, 
the  care-takers  are  obliged  to  shovel  sand  from  the  runs  and  fill 
up  the  gullies  which  have  formed  between  them.  If  gullies,  3  or  4 
in.  in  depth,  will  form  in  one  storm  when  there  are  water-breaks 
every  30  in.,  it  is  reasonable  to  suppose  that  serious  ones,  such  as 
might  imdermine  the  concrete  footings,  would  form  in  a  period  of 
a  few  years  when  the  water  had  an  unobstructed  run  of  150  ft.,  even 
though  the  slope  was  covered  with  a  layer  of  cinders. 
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Mr.  The   principal   point   in   controversy   between   the   writer   and   the 

^^"^"  engineers  consulted  by  the  Committee  previous  to  the  adoption  of 
the  plans,  was  whether  the  material  in  the  embankment  could  be 
consolidated  so  that  there  would  be  no  settlement  which  would  be 
likely  to  cause  injurious  cracking  of  the  concrete  facing.  The  writer's 
20  years'  experience  in  back-filling  sewer  trenches  and,  particularly, 
in  the  construction  of  an  embankment  on  which  to  build  a  slow 
sand  filter,  led  him  to  believe  that  it  was  possible,  by  the  use  of  water, 
supplemented  by  thorough  rolling,  to  construct  a  stable  one  for  the 
Bowl.  For  the  filter  foundation,  the  maximum  depth  of  the  fill  was 
about  16  ft.  The  material  composing  the  fill  was  a  mixture  of  clayey 
hardpan  and  a  very  fine  sand  saturated  with  water — practically  quick- 
sand. These  materials  were  mixed  roughly  by  working  both  borrow- 
pits  at  the  same  time,  but  there  was  no  special  effort  to  secure  a 
thorough  mix  by  harrowing.  No  water  was  used,  except  such  as 
was  contained  in  the  quicksand  and  from  occasional  rains.  The 
material  was  leveled  off  in  layers  about  8  in.  in  thickness,  and  was 
thoroughly  rolled  with  a  grooved  roller;  a  smooth  roller  was  not 
used.  The  fill  was  completed  late  in  the  fall.  Benches  were  estab- 
lished at  various  points,  after  which  an  embankment,  about  IS  in. 
high,  was  built  around  the  edges  of  the  fill,  and  the  area  was  flooded 
with  water,  the  pond  being  maintained  throughout  the  winter.  In 
the  spring,  the  water  was  drawn  off,  the  benches  were  tested,  and  it 
was  found  that  the  maximum  settlement  was  about  ^  in.,  a  little 
better  result  than  was  obtained  at  the  Bowl,  although,  at  the  latter, 
the  depth  of  fill  was  nearly  twice  as  great  as  at  the  filter  foundation. 

The  argument  advanced  by  Mr.  French,  that  because  "the  bulk 
of  the  fill  had  been  exposed  to  a  winter  of  snow  and  rain,  the  actual 
advantage  of  the  rolling  does  not  seem  to  have  been  conclusively 
demonstrated,"  does  not  apply  to  the  section  of  the  embankment, 
about  300  ft.  in  length,  in  the  vicinity  of  the  proposed  large  gate-house. 

A  portion  of  this  fill,  that  immediately  back  of  the  retaining  wall, 
is  more  than  40  ft.  in  depth  (the  deepest  fill  on  the  work)  and  all  of  it, 
from  foundation  to  promenade,  was  deposited  in  the  9  weeks  between 
April  4th  and  June  Cth.  The  material  was  consolidated  only  by  the  use 
of  water  and  rolling,  as  specified  for  the  remainder  of  the  work,  the 
assistance  rendered  by  Nature,  in  the  form  of  snow  and  rain,  being 
negligible,  as  the  water  secured  in  this  way  was  insignificant  in  quan- 
tity in  comparison  with  that  applied  artificially.  The  average  settle- 
ment of  this  portion  of  the  embankment,  in  the  2  years  following  its 
completion,  was  less  than  §  in. 

The  writer  believes  that  any  one  who  observed  the  action  of  the 
moistened  sand  under  the  rollers  would  readily  admit  that  they  per- 
formed a   very  important  part   in   the  consolidation  of  the  material. 
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The  height  of  the  ridges  formed  by  the  grooved  roller  was  noticeably    Mr. 
less  with  each  successive  passage  of  that  machine;   and  the  use  of    ^"^' 
the  two  kinds  of  roller,  passing  alternately,  was  much  more  effective 
than  that  of  either  a  smooth  or  grooved  one  alone  would  have  been. 

The  Sherardized  bolts,  referred  to  by  Mr.  Lynch,  were  lag-screws 
between  the  threads  of  which  was  spun  a  flat  wire  spiral  to  serve  as 
reiirforcement  in  transmitting  the  thrust  from  the  screw  to  the  concrete. 

These  bolts  were  mechanically  defective  in  two  respects.  The  wire 
spiral  was  likely  to  become  slightly  bent  or  sprung,  in  which  case, 
only  one  thread  of  the  screw  would  have  a  bearing,  thus  reducing 
the  effective  strength  of  the  fastening.  The  defect  which  gave  the 
most  trouble,  however,  was  caused  by  the  machine  which  fashioned 
the  bolt.  This  machine,  in  gripping  the  rod,  changed  the  shape  of 
the  shank  of  the  bolt,  making  the  cross-section  slightly  oval  instead 
of  round,  and,  in  addition,  it  formed  a  slight  ridge  along  the  sides 
of  the  shank  along  the  major  axis.  The  result  was  that,  when  the  bolt 
was  being  unscrewed,  it  acted  as  a  wedge  which  split  a  spall,  several 
inches  long,  from  the  face  of  the  step,  thereby  releasing  the  bolt.  The 
only  way  in  which  this  could  be  avoided  was  to  give  the  bolt  one  or 
two  txirns  just  after  the  concrete  had  taken  its  initial  set,  thus  forming 
a  hole  large  enough  to  permit  the  bolt  to  be  turned.  If  it  was  not 
turned  until  after  the  concrete  had  become  hard,  the  head  twisted  off. 

To  repair  the  damage,  dove-tailed  recesses  were  chiseled  into  the 
steps,  and  the  bolts  were  re-set  in  mortar.  Several  hundred  bolts  had 
to  be  re-set  in  this  way  before  the  writer  succeeded  in  getting  an 
order  to  discontinue  their  use. 

In  order  to  insure  the  head  of  the  bolt  having  a  firm  bearing  on 
the  standards,  the  bolts  were  set  about  I  in.  lower  than  the  position 
they  were  expected  to  occupy  finally.  In  spite  of  this  precaution, 
however,  the  concrete  broken  off  in  unscrewing  the  bolts  filled  up 
the  holes  to  such  an  extent  that  it  was  impossible,  in  many  cases,  to 
screw  the  bolts  down  again  to  a  bearing,  and  it  was  necessary  to  drill 
out  the  holes  and  blow  out  the  dust  with  a  blast  from  an  air  pump, 
the  threads  of  the  screw  interfering  with  the  use  of  a  spoon. 

In  the  wTiter's  opinion,  whenever  it  is  necessary  to  use  screws  for 
attaching  fixtures  to  concrete  it  should  be  done  by  building  the  bolt 
into  the  concrete,  rather  than  the  reverse.  If,  however,  it  is  desirable 
that  the  bolt  shall  be  the  movable  piece,  then  the  nut  should  be  in 
an  enclosing  shell,  thereby  preventing  the  thread  of  the  screw  from 
coming  into  contact  with  the  concrete.  Several  hundred  bolts  of  this 
type  were  used,  with  entire  satisfaction,  for  fastening  the  Holophane 
globes  to  the  ceiling  of  the  tunnels. 

The  difference  in  the  movement  of  the  two  walls,  to  which  Mr. 
Lynch  calls  attention,  was  undoubtedly  due  to  a  change  in  the  design 
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Mr.     of  the  structure,  rather  than  to  any  difference  in  the  foundation,  as 
^"^'  that  is  of  the  same  general  character  throughout  the  field. 

The  material  at  the  field  consisted  of  strata,  of  sand  and  gravel, 
of  varying  thicknesses.  Among  these  were  three  or  four  layers  of  a  very 
fine,  compact  sand — material  which  would  be  quicksand  if  in  contact 
with  water.  One  of  these  strata,  about  6  in.  thick,  occurred  about 
3i  ft.  below  the  base  of  the  high  retaining  walls,  and  was  uncovered 
in  excavating  for  the  foundation  of  the  adjacent  tunnels.  The  con- 
struction manager  expressed  grave  fears  that,  unless  the  foundation 
of  the  wall  was  carried  down  through  this  stratum  and  built  on  the 
coarse  sand  beneath  it,  the  wall  would  slip.  As  this  stratum  was  about 
20  ft.  above  the  level  of  ground-water,  and  as  no  water  could  reach 
it  from  above  after  the  embankment  was  concreted,  there  was  no 
danger  of  the  sand  becoming  "quick" ;  therefore  the  writer  believed 
that,  to  support  the  wall,  this  material  was  equal  to,  if  not  better  than, 
the  coarse  but  less  compact  sand  beneath  it,  and  he  strongly  objected 
to  the  expenditure  of  the  several  hundred  dollars  necessary  to  extend 
the  footing  as  proposed.  In  spite  of  his  protest,  however,  the  extra 
footing  was  built  under  one  wall,  the  forms  for  the  other  wall  having 
been  erected  and  the  steel  placed  in  position  before  Mr.  Atwood  became 
connected  with  the  work.  This  extra  footing,  under  the  outer  edge 
of  the  base  of  the  T-shaped  wall,  was  built  in  the  form  of  the  frustum 
of  a  wedge,  with  the  narrow  edge  down,  thus  reducing  the  effective 
bearing  area  of  the  sand  about  one-half,  the  sides  of  the  wedge  having 
comparatively  little  supporting  value.  This  is  the  wall  which  Mr. 
Lynch  refers  to  as  having  moved  |  in.  The  companion  wall,  at  the 
other  end  of  the  gate-house,  which  he  says  has  moved  less  than  i  in. 
is  the  same  in  all  respects,  except  that  it  is  1  ft.  higher,  thereby  sus- 
taining that  much  additional  pressure,  but  is  built  with  a  flat  base, 
as  planned  originally. 
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Synopsis. 

The  general  problems  involved  in  the  control  of  the  Colorado  Eiver 
and  the  conservation  of  its  waters  for  irrigation  have  already  been 
treated  exhaustively  in  papers  and  discussions  before  the  Society,  and 
it  is  not  the  intent  of  the  writer  to  reopen  the  subject  for  purposes 
of  debate.  In  this  paper  the  direct  relation  of  river  control  to  the 
maintenance  and  ultimate  perfection  of  levee  systems  protecting  Im- 
perial Valley,  California,  is  the  fundamental  topic,  as  it  has  been 
the  phase  of  the  subject  with  which  the  writer  necessarily  has  been 
most  concerned. 

In  a  broad  sense,  the  problem  of  excluding  the  Colorado's  overflow 
from  the  Valley  has  been  solved.  The  maintenance  of  existing  lines 
of  defense,  and  the  establishment  of  exterior  auxiliary  or  svipporting 
lines,  may  be  considered  as  matters  of  detail.  Final  and  complete 
protection,  making  possible  the  reclamation  and  beneficial  use  of 
all  the  arable  lands  of  the  delta,  is  to  be  secured,  in  the  opinion  which 
the  writer  holds  in  common  with  other  engineers  acquainted  with  the 

*  Presented  at  the  meeting  of  September  6th,  1916. 
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situation,  most  satisfactorily  by  forcing  the  river  back  into  the  bed 
that  it  abandoned  in  1910,  and  keeping  it  there  with  impregnable 
retaining  works. 

Methods  of  accomplishing  that  feat  have  been  discussed,  and  esti- 
mates of  cost  have  been  made  by  several  engineers,  but  methods  and 
estimates  have  been  based  on  emergency  closures  of  breaks  of  the  Colo- 
rado which,  the  writer  believes,  do  not  necessarily  govern  the  case. 
Immediate  protection  being  afforded  by  lines  of  defense  which  may  be 
maintained  with  no  difficulty  and  at  small  cost,  the  restoration  of 
the  river  to  its  old  channel  is  no  longer  an  urgent  need,  and  does 
not  call  for  emergency  methods.  A  favorable  time  may  be  chosen 
for  the  work,  and  methods  less  expensive  than  those  heretofore  con- 
sidered may  be  applied. 

It  is  safe  to  assume  that  engineers  generally  know  the  situation 
of  Imperial  Valley  in  relation  to  the  Colorado,  and  only  a  brief  state- 
ment of  the  problems  presented  to  operators  of  the  irrigation  system 
will  be  necessary.  The  slope  of  the  Valley  from  sea  level  at  the  Mexican 
boundary  line  is  northward  to  the  Salton  Sea,  280  ft.  below  sea  level. 
About  25  miles  south  of  the  line  is  the  highest  land  in  the  delta,  the 
elevation  of  which,  before  the  change  in  the  river's  course,  was  34  ft. 
above  sea  level  at  the  westward  end  of  the  delta  cone.  The  normal 
elevation  of  the  river  bed  at  the  canal  intake  is  about  100  ft.  above 
sea  level. 

In  flood  season,  which  reaches  the  maximum  in  June,  the  river 
overflows  the  delta  south  of  the  crest  of  the  delta  cone,  and  fills  a 
shallow  sink  at  the  west  end  known  as  Volcano  Lake.  The  most  rapid 
fall  is  southward,  and  the  flood-waters  find  their  way  to  the  Gulf  of 
California  through  Hardy's  Colorado,  which  drains  Volcano  Lake; 
but  the  cone  is  so  flat  that  some  of  the  flood-waters  normally  spill 
from  the  lake  northward  into  what  was  a  shallow  drainage  channel 
known  as  the  New  lliver. 

In  1905  the  river  broke  througli  its  bank  north  of  the  delta  cone, 
or  "Paredones"  crest,  and  flooded  the  north  slope  of  the  delta.  In 
draining  off  the  inundated  land  to  the  Salton  Sink,  the  water  cut 
deep  gorges  in  New  River  and  in  anotlier  drainage  channel  on  the 
east  side  of  the  Valley,  known  as  the  Alamo.  In  the  event  of  another 
incursion  of  the  river,  the  gorges  would  carry  the  water,  and  there 
would  be  no  inundation  of  farm  lands  on  the  American  side.     If  per- 
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niitted  to  flow  for  any  great  leng-th  of  time,  the  Hood  in  the  New  Kiver 
gorge  would  cut  back  the  grade,  and  in  time  the  recession  would  reach 
the  old  channel  and  lower  the  bed  below  the  level  of  the  intake,  so 
that  no  water  could  be  diverted  into  the  main  canal.  Therefore  the 
menace  to  Imperial  Valley  of  an  unchecked  break  would  be  drought, 
not  inundation. 

The  problem  presented  by  the  change  of  course  of  the  river  through 
the  delta  in  1910,  following  the  drainage  channel  known  as  Bee  River 
to  Volcano  Lake,  and  thence  through  the  Hardy,  was  the  prevention 
of  a  northward  flow  into  Xew  River.  That  problem  was  solved  by 
building  the  Volcano  Lake  levee,  and  by  extending  the  Paredones  levee 
of  the  California  Development  Company,  parallel  with  the  Bee  River. 

A  deposit  of  silt  raises  the  bed  of  Volcano  Lake  and  consequently 
the  surface  elevation  of  the  overflow  water,  and  that  has  been  met 
by  increasing  the  height  and  cross-section  of  the  levee.  A  small  break 
in  the  levee  in  1914  allowed  some  of  the  overflow  water  to  go  north- 
ward, but  it  was  diverted  easily  from  the  head  of  New  River  gorge  and 
turned  into  New  River  at  a  point  where  it  did  not  produce  any  dan- 
gerous recession  of  grade. 

Interior  Lines  of  Defense. 

North  of  the  levee  paralleling  Bee  River,  which  is  now  the  main 
Colorado,  interior  lines  of  defense  exist,  and  may  be  strengthened  and 
extended  very  readily.  The  Inter-California  Railroad  grade  serves 
as  a  barrier,  and  it  may  be  connected  with  the  Volcano  levee.  The 
function  of  interior  lines  would  be  to  intercept  and  divert  to  the 
west  a  shallow  body  of  overflow  water  having  no  defined  channel  and 
no  eroding  velocities.  Numerous  canal  banks  also  serve  as  auxiliaries 
to  check  velocities  and  turn  the  water  westward,  where  it  may  be 
taken  care  of  readily. 

The  effect  of  one  of  these  canal  banks  on  the  overflow  of  1914 
suggests  a  third  line  of  defense  and  a  method  of  diverting  any  water 
that  might  pass  the  Paredones  and  Volcano  levees.  This  canal  is 
the  New  Alamo  Mocho,  constructed  by  a  rancher  in  Mexico  to  irrigate 
a  large  tract  lying  on  both  sides  of  New  River  channel.  The  water 
that  came  through  the  levee  break,  about  6  000  sec-ft.,  spread  over 
the  ground  in  a  wide,  shallow  sheet,  and  was  held  by  the  canal  bank, 
along  which  it  flowed  slowly  to  the  west. 
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Assuming  a  breachi  in  the  Volcano  Lake  levee  to  be  closed 
promptly,  the  inflow  northward  would  be  cut  off  before  the  slowly 
spreading  sheet  of  water  reached  the  west  end  of  the  proposed  Alamo 
Mocho  Canal  bank,  and  it  might  not  be  necessary  to  let  the  water  into 
New  River  at  all.  The  overflow  could  be  impounded  and  used  as  a 
reservoir  for  the  West  Side  Main  until  drained  off. 

Each  year  prior  to  the  break  of  1905-06,  which  eroded  the  bed 
of  New  River,  the  overflow  water  from  the  Colorado  entered  on  the 
northern  slope  of  the  divide.  Each  year  this  flow  to  the  north  sub- 
sided of  its  own  accord,  before  the  flow  of  the  water  to  the  south.  The 
interior  line  of  defense  cuts  off  the  water  from  entering  New  River 
gorge  and  so  reinstates  former  conditions. 

As  an  interior  line  of  protection  in  emergency  arising  through  pos- 
sible failure  of  the  primary  lines,  this  proposed  extension  of  the  Alamo 
Mocho  bank  as  a  diverting  levee  seems  entirely  feasible  and  compara- 
tively inexpensive  to  construct  and  maintain.  It  is  important  that  the 
run-off  channels  leading  southward  from  Volcano  Lake  be  kept  open 
and  free  from  obstruction.  Bee  River  has  now  cut  a  defined  channel 
for  itself  through  the  silted  Volcano  Lake,  and  may  be  expected  to 
keep  to  that  approximate  course  for  a  long  time. 

Primary  Line  of  Defense. 

Only  through  negligence  and  failure  to  maintain  the  old  California 
Development  Company  levee  from  Hanlon  Heading  south  could  the 
river  again  get  into  the  region  that  was  flooded  in  1905-06,  and  be  a 
menace  to  the  Alamo  Canal  and  delivery  structures.  The  existing 
levee,  properly  maintained  and  protected  from  destruction  by  erosion 
of  the  banks  of  the  river,  is  sufficient  protection  to  the  canal  system 
as  far  as  it  extends.  In  1914  a  breacli  at  the  point  where  the  levee 
bends  to  the  southward  resulted  from  negligence.  Erosion  of  the 
river  bank  threatened  the  levee  two  years  before  the  breach  occurred. 

The  danger  could  have  been  averted  by  inexpensive  means,  but 
responsibility  for  the  maintenance  of  the  levee  was  a  matter  of  con- 
troversy, and  nothing  was  done  until  the  bank  and  a  point  of  the 
levee  had  been  cut  away  by  the  river.  Much  money  was  wasted  in 
an  attempt  to  close  the  breach  by  the  trestle  and  rock  fill  method  on 
the  line  of  the  original  location.  The  attempt  was  a  complete  failure, 
and  the  simple  expedient  of  building  a  levee  around  the-  break  was 
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adopted,  and  the  damage  was  readily  repaired.  In  this"  ca§e~there 
was  no  danger  of  destructive  flooding,  as  the  river  did  not  overflow 
tlie  banks,  and  there  was  no  head  of  water  against  the  levee.  The 
breach  was  caused  by  erosion  of  the  bank  and  levee  which  could  have 
been  prevented  by  temporarily  diverting  the  current  away  from  the 
bank  with  jetties,  until  rock  revetment  at  the  toe  of  the  levee  could 
be  placed. 

The  breach  at  "House  7",  as  the  point  is  designated,  was  not  due 
to  any  defect  in  the  location  or  construction  of  the  primary  line  of 
defense,  but  solely  to  failure  to  maintain  the  line.  It  was  an  adminis- 
trative, not  an  engineering  failure. 

During  the  flood  of  1914,  the  long  stretch  of  bank  between  the  levee 
and  the  river  was  cut  away,  up  to  the  toe  of  the  levee,  but  the  latter 
was  saved  intact  by  dumping  large  quantities  of  rock  at  the  foot  of 
the  slope,  which  filled  the  trench  scoured  by  the  current,  and  formed 
permanent  revetment.  A  railroad  track  on  the  levee,  and  an  inex- 
haustible supply  of  rock  in  a  quarry  at  Hanlon  Heading,  near  by, 
facilitated  this  method  of  revetment. 

To  make  this  line  of  defense  impregnable,  it  is  necessary  only  to 
reinforce  the  levee  wherever  bank  cutting  occurs,  doing  the  work  from 
year  to  year  as  conditions  call  for  it.  Assuming  that  reasonable 
attention  is  given  to  the  matter,  and  that  ordinary  diligence  in  main- 
tenance is  observed,  the  protection  aft'orded  by  the  levee  south  of 
Hanlon  Heading  is  sufiicient.  When  thoroughly  revetted  downi  to 
the  scour  line,  the  levee  cannot  be  broken  by  flood. 

Head-Gate  Foundation. 

The  only  weak  point  in  the  line  is  the  head-gate  in  the  Alamo,  or 
Imperial  Canal,  at  Hanlon  Heading;  and  the  weakness  there  is  due 
to  the  character  of  the  rock  foundation,  which  is  not  what  it  was 
assumed  to  be  by  the  builders  of  the  gate. 

Some  have  held  that  the  location  of  the  gate  in  a  rock  spur  of 
Pilot  Knob  was  not  necessarily  of  strategic  importance,  and  that  such 
a  structure  might  be  built  safely  and  satisfactorily  on  alluvial  soil, 
on  the  Mexican  side  of  tlic  line,  using  wooden  caissons  as  a  foundation. 

Without  going  into  tlie  reasons  for  this  propo.sed  change  of  location 
of  the  head-works,  which  are  i)olitical  and,  in  the  opinion  of  the 
writer,  not  based  on  engineering  considerations,  it  s(>oms  nlniost  self- 
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evideut  that  rock  foundation  is  a  vital  factor  in  the  construction  of 
a  head-gate  on  the  Colorado.  This  is  demonstrated,  not  only  by  the 
failure  of  the  structures  lacking  such  foundations,  but  by  the  weakness 
developed  in  the  foundation  of  the  concrete  gate  at  Hanlon  Heading. 

The  Eockwood  gate,  constructed  of  timber  in  1905,  was  built  in 
the  alluvial  bank  of  the  Colorado  River  in  Mexico,  some  distance  from 
the  channel,  to  serve  the  double  purpose  of  first  controlling  the  run- 
away river,  and  later  becoming  the  head-gate  for  the  Alamo,  or 
Imperial  Canal.  The  writer  is  familiar  with  the  design  and  con- 
struction, and  all  problems  connected  with  that  gate,  and  was  on  the 
ground  at  the  very  moment  when  it  failed.  It  is  his  opinion  that  it 
wovdd  be  diffictilt  to  devise,  for  a  structure  resting  on  alluvial  soil,  a 
more  substantial  foundation  than  was  designed  for  this  gate.  In  other 
words,  the  Rockwood  gate  represents  a  type  of  construction  as  nearly 
perfect  as  can  be  devised,  at  any  reasonable  expense,  for  a  structure 
resting  on  alluvial  silt  deposits,  and  yet  it  failed. 

In  building  structures,  whether  of  wood  or  concrete,  on  alluvial 
soil,  the  problem  presented  to  the  engineer  does  not  concern  strength 
of  material  and  design  to  meet  the  stresses  to  be  put  on  it,  so  much 
as  it  involves  provision  to  meet  the  boring  action  of  water  in  front 
of  and  back  of  the  structure,  wherever  large  volumes  are  dealt  with. 
For  several  months  after  it  is  built,  the  structure  must  be  watched 
constantly  because  of  the  boring  action  and  the  resulting  settlement 
or  displacement  of  filling  under  and  around  the  wings  and  curtains. 
After  the  settlement  of  the  filling,  the  structure  may  be  reasonably 
safe  for  the  head  tmder  which  it  was  "cured",  but  an  increase  or 
decrease  of  the  head  tends  to  develop  new  conditions  which  may  cause 
damage. 

This  applies  to  Imperial  Valley  generally,  but  the  difficulty  is 
even  more  pronounced  along  the  banks  of  the  Colorado,  where  the 
land  has  been  built  up  in  strata  of  sand  and  silt  containing  more  or 
less  decayed  vegetable  matter,  and  where  the  structure  is  subject  to 
extreme  variations  of  pressure  induced  by  a  rapidly  fluctuating  river. 

The  Rockwood  gate  failed,  not  from  the  pressure  of  earth  or 
water  it  was  required  to  withstand,  but  from  the  boring  which  took 
place  in  front  of  the  front  curtain.  In  spite  of  the  extended  upper 
curtain,  and  the  extensive  apron  built  in  front  of  the  structure,  this 
boring  continued  to  develop  with  the  increased  volume  of  water  put 
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through  the  gate,   until   it  had  entered  under  the  front  end  of  the 
structure  and  lifted  it  bodily  from  its  anchorage. 

This  might  have  been  avoided  had  rock  and  other  material  been 
available  in  quantities  sufficient  to  prevent  this  scouring,  but  the  same 
condition  might  have  developed  at  any  time  under  either  wing  of 
the  structure,  or  from  leakage  through  the  silt  puddle  work  when 
the  structure  was  later  suddenly  subjected  to  increased  water  pressvire. 
This  is  especially  true  because,  during  a  recent  seismic  disturbance, 
the  silt  puddle  work  around  most  of  the  secondary  structures  in  the 
canal  system  was  disturbed. 

The  concrete  gate  at  Hanlon  Heading  has  been  in  use  since  Novem- 
ber, 1906.  During  this  time  it  has  served  its  purpose  as  a  regulator 
in  the  Imperial  Canal,  but  with  excessive  operating  costs,  due  to  its 
design,  and,  as  recently  discovered,  with  considerable  danger  to  the 
system  during  high  water.  The  cost  of  handling  drift  through  the 
gate  has  been  excessive,  and  represents  the  largest  operating  expense 
of  the  river  division,  outside  of  the  dredging  of  the  canal.  The 
enormous  quantity  of  drift  which  the  river  brings  into  the  intake  and 
lodges  against  the  gate  has,  in  the  past,  blocked  the  openings  to  such 
an  extent  as  to  cause  temporary  water  shortage  in  Imperial  Valley. 

As  a  partial  solution  of  the  drift  problem,  a  sheer  boom  was  built 
across  the  mouth  of  the  intake  during  the  season  of  1912,  and  most 
of  the  surface  drift  has  been  handled  successfully  at  that  point,  rather 
than  at  the  gate  itself.  The  submerged  drift  continued  to  give 
trouble  by  lodgment  in  the  gate  tunnels  until  a  new  section  of  the 
gate  was  built  during  the  spring  of  1913.  The  construction  of  the 
new  gate  was  such  as  permitted  the  free  passage  of  submerged  drift. 
The  level  of  the  sill  of  the  Hanlon  Gate,  as  originally  constructed, 
was  calculated  to  pass  all  the  water  required  for  irrigation  in  Imperial 
Valley  without  a  diversion  weir  in  the  river.  The  width  of  the  struc- 
ture was  in  excess  of  what  was  calculated  for  carrying  water  in  the 
canal  alone,  as  it  was  presumed  that  the  gate  would  play  a  part  in 
turning  the  water  of  the  Colorado  River  back  to  its  old  channel. 
The  sill  proved  to  be  sufficiently  low  to  allow  the  desired  quantity 
of  water  to  pass  over  it  into  the  Imperial  Canal  until  1912;  but,  be- 
cause the  average  bottom  of  the  river  was  lower  during  the  low-water 
period  than  previously,  owing  to  the  new  route  which  the  river  takes 
to  the  Gulf  through  the  Bee  River,   and  because  the  demands  for 
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water  durinsr  the  low  stage  of  the  Colorado  River  were  greater  than 
was  calculated,  the  sill  of  the  gate  proved  to  be  too  high. 

During  the  summer  of  1010  it  became  necessary  to  construct  a  rock 
weir  across  the  Colorado  River,  in  order  to  divert  svifficient  water 
through  the  gate  to  meet  the  demands.  The  necessity  for  the  weir 
arose  from  the  fact  that  the  canal  above  and  below  the  gate  had 
silted,  but  since  then  it  has  developed  that,  even  with  the  intake  clear 
to  the  elevation  of  the  former  sill  of  the  gate,  sufficient  water  could 
not  have  been  diverted  at  the  low  stage  of  the  river. 

It  became  evident  that  a  second  diverting  weir  would  be  necessary, 
or  that  the  sill  of  the  gate  would  have  to  be  lowered.  A  permanent 
weir  in  the  Colorado  River  was  out  of  the  question.  The  property 
of  the  California  Development  Company  was  in  the  hands  of  a 
receiver,  and  he  could  not  do  permanent  work  of  this  nature;  neither 
were  the  funds  in  his  hands  sufficient  to  meet  the  costs  of  a  permanent 
weir  at  this  point.  A  temporary  weir,  such  as  was  constructed  in  1910, 
would  not  have  served  the  purpose,  on  accoiint  of  the  heavy  main- 
tenance expense  and  the  danger  to  the  levees  and  banks  on  both  sides 
of  the  river,  caused  by  its  presence  during  high  water. 

It  was  decided,  therefore,  to  lower  oae  25-ft.  section  on  the 
north  end  of  the  concrete  gate,  and  in  the  new  opening  the  radial 
gates  were  replaced  with  a  sliding  gate  of  the  Stoney  type.  After 
the  cofFer-dams  were  in  place  and  the  excavation  work  had  commenced, 
a  flow  of  water  developed  around  the  end  of  the  coffer-dam  connecting 
with  the  original  concrete  gate,  and  thence  inside  the  coffer-dam.  A 
careful  investigation  disclosed  the  fact  that  the  original  gate  did 
not  rest  on  solid  rock,  but  on  a  very  inferior  grade  of  decomposed 
granite,  full  of  soft  seams,  all  of  which  were  water-bearing.  This 
decomposed  material  had  been  scoured  from  under  the  floor  of  the 
old  concrete  gate  until  the  piers  and  more  than  one-half  of  the 
original  floor  had  scarcely  any  foundation  left.  Holes  bored  by  the 
water  under  the  original  floor  were  in  some  places  as  deep  as  8  ft. 
below  the  floor  line.  It  is  a  marvel  that  the  gate  had  stood,  against  a 
head  of  water  varying  in  the  summer  from  13  to  16  ft.,  on  the  little 
remaining  foundation,  through  which  there  must  have  been  constantly 
a  great  quantity  of  percolation.  Had  this  condition  been  allowed  to 
remain  through  one,  or  perhaps  two,  additional  flood  seasons  of  the 
Colorado  River,  the  remaining  foundation  would  certainly  have  been 
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scoured  out,  causing  the  complete  failure  of  the  structure.  This  con- 
dition under  the  north  side  of  the  gate  was  corrected  in  that  portion 
enclosed  within  the  coffer-dam  by  a  series  of  concrete  curtain-walls 
running  down  in  front  and  below  the  structure  to  sen'e  as  cut-off 
walls.  The  foundation  was  refilled  with  concrete,  and  a  strongly 
reinforced  concrete  floor  was  laid  on  top.  This  section  of  the  struc- 
ture has  since  been  used  exclusively  during  high  water,  eliminating 
the  danger  of  failure  to  a  great  extent.  The  weakest  point  in  the 
primary  line  of  defense,  in  the  writer's  opinion,  is  still  the  miused 
portion  of  the  Hanlon  gate.  The  weakness  would  be  many  times 
greater  if  the  structure  was  in  the  alluvial  deposits  along  the  river 
bank  in  Mexico,  where  even  an  inferior  grade  of  rock  foundation  is 
not  to  be  had. 

Temporary  Diversion  Weir. 

Mention  has  been  made  of  the  temporary  rock  weir  built  across 
the  Colorado  River  in  the  summer  of  1910,  and  the  statement  has 
been  made  that  such  a  weir  would  not  serve  as  a  permanent  structure. 
H.  T.  Cory,  M.  Am.  Soc.  C.  E.,  states  that  even  the  comparatively 
small  quantity  of  rock  dumped  from  the  trestle  to  form  this  weir  was 
not  undermined,  and  did  not  settle,  except  to  a  slight  extent  and  in 
a  few  places,  with  the  summer  floods  of  1911  and  1912. 

In  building  the  weir,  1  822  cu.  yd.  of  rock  were  used,  at  a  cost  of 
60  cents  per  cu.  yd.  The  total  cost  of  the  weir,  including  this  rock, 
plus  the  cost  of  providing  a  trestle  and  maintaining  it  during  its  life, 
amounted  to  $32  350.  The  greatest  head  developed  by  the  weir  was 
3.4  ft.  on  October  19th,  1910,  when  the  Colorado  Kiver  discharge  was 
5  000  sec-ft.  The  only  way  that  this  maximum  head  was  developed 
and  maintained  was  by  constant  expenditure  of  money  and  labor  in 
obtaining  rock  and  filling  in  the  low  places  along  the  weir  as  they 
developed.  In  addition  to  this  maintenance  cost  on  the  weir  itself, 
there  was  the  cost  of  maintaining  the  rock  abutments  on  both  ends 
of  the  weir  up  and  down  stream.  The  Arizona  abutment  was  main- 
tained at  great  exi)ense  some  time  after  the  weir  was  removed,  in 
order  to  prevent  cutting  into  the  Arizona  shore  and  injury  to  the 
levee  constructed  by  the  United  States  lleclamation  Service.  All  this 
goes  to  show  tliat  such  a  weir  is  not  practical,  from  a  maintenance 
point  of  view  alone. 
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In  March,  1911.  the  trestle  was  removed  and  all  maintenance  work 
on  the  weir  itself  was  stopped.  For  some  time  previous  to  March, 
1911,  no  maintenance  work  was  done  because  of  instructions  from  the 
War  Department  that  no  more  material  should  be  dumped  into  the 
Colorado  River.  The  average  elevation  of  the  crest  of  the  weir  was 
about  lOS  in  October,  1910,  and  105  in  February,  1911,  showing  that 
as  soon  as  the  maintenance  work  was  stopped,  the  rock  began  to  slip 
down  stream.  In  January,  1913,  further  investigation  of  the  weir 
was  made,  and  the  elevation  of  the  crest  of  the  rock  was  found  to  be 
below  94,  there  being  only  a  few  places  w^iere  the  rock  could  be 
reached  by  sounding. 

Very  little  good  was  effected  by  the  weir  in  the  way  of  securing 
sufficient  discharge  through  the  concrete  gate  at  the  low  stage  of  water, 
after  the  summer  of  1911.  It  is  true  that  the  piling  butts,  w^hich  re- 
mained after  the  blowing  of  the  trestle,  caught  and  held  a  great  quan- 
tity of  drift,  and  developed  several  sand  bars  in  the  location  of  the 
old  weir,  but  this  obstruction  caused  only  a  slight  increase  in  the 
head  at  the  intake. 

Sole  dependence  for  a  sufficient  water  supply  for  Imperial  Valley 
was  placed  on  the  hydraulic  dredge  Imperial,  operating  below  the  head- 
gates,  and  on  the  dredge  El  Centra,  operating  above  the  head-gate  in 
the  intake  canal  and  in  the  Colorado  River  channel,  controlling  sand 
bar  obstructions,  etc. 

The  actual  computed  yardage  of  solid  material  moved  by  the 
dredge  Imperial  from  the  canal  below  the  head-gate  in  one  season's 
operations  is  equal  to  just  one-tenth  of  1%  of  the  solid  matter  dis- 
charged through  Hanlon  head-gate  in  the  same  interval,  but  it  is 
also  a  fact  that  it  was  just  this  one-tenth  of  1%  of  solid  matter  which 
had  heretofore  blocked  the  canal  delivery  below  the  head-gate  before 
the  dredge  was  put  in  operation. 

The  major  part  of  the  one-tenth  of  1%  of  solid  matter  removed 
by  the  Imperial  was  shingle,  ranging  from  1-in.  rock  to  i-in.  gravel, 
and  sand  ranging  from  gravel  down  to  materials  which  are  retained 
on  a  Xo.  10  mesh  screen.  It  was  the  discovery  of  this  fact  that  led 
to  the  successful  operation  of  the  Hanlon  Heading,  from  the  time 
of  the  entire  removal  of  the  rock  weir  in  1911  up  to  the  present. 
This  grade  of  material  has  been  removed  systematically  every  year 
since  the  dredge  has  been   in  operation,  thus  permitting  the  bed  of 
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the  canal  below  the  head-gate  to  be  maintained  at  an  elevation  which 
gave  a  sufficiently  low  water  surface  in  the  canal  at  all  times.  All 
other  sands  and  silts  not  removed  by  the  Imperial  are  carried  down 
the  canal  in  suspension. 

The  fact  that  there  was  deposited  below  the  head-gate,  at  times 
when  the  velocities  in  the  intake  exceeded  6  ft.  per  sec,  material 
of  a  kind  which  could  not  be  carried  down  the  canal  by  the  velocities 
below  the  head-gate,  which  are  never  greater  than  4  ft.  per  sec, 
led  to  the  discovery  of  a  means  by  which  a  hydraulic-fill  dam  cotdd 
be  placed  across  the  Colorado  Eiver  at  a  point  directly  below  the 
intake,  to  serve  as  a  means  of  diverting  sufficient  water  into  the 
Imperial  Canal,  should  the  necessity  ever  again  arise.  This  time 
did  arrive  during  the  summer  of  1915,  because  of  the  combination  of 
an  exceptionally  low  Colorado  River  during  August  and  September, 
and  an  exceptionally  great  demand  for  water  in  Imperial  Valley, 
due  to  the  large  increase  in  irrigated  acreage  over  the  previous  years. 

A  study  of  the  cross-section  of  the  channel  of  the  Colorado  at 
Hanlon  Heading,  and  at  the  gauging  station  of  the  United  States 
Reclamation  Service  at  Tuma  (Fig.  2),  shows  that  the  Colorado — 
like  other  rivers  forming  deltas — scours  and  refills  its  channel  bed 
with  the  increase  and  decrease  of  quantities  of  water,  and  that  a 
direct  relation  exists  between  the  character  of  the  materials  forming 
the  bed  and  the  velocities  of  the  water.  For  example:  The  river  bed 
is  scoured  to  an  elevation  of  85  at  Yuma,  Ariz.,  by  a  discharge  of 
140  800  sec-ft.,  whereas  it  is  refilled  to  an  elevation  of  about  110  by 
a  discharge  of  3  400  sec-ft.  The  only  reason  that  the  bed  does  not 
scour  deeper  than  an  elevation  of  85,  with  a  discharge  of  140  800 
sec-ft.,  is  that  at  that  depth  the  materials  constituting  the  bottom 
are  so  heavy  that  the  velocities,  registered  as  6.8  ft.  per  sec  for  this 
discharge,  will  not  move  them.  It  follows  that,  in  refilling  the  bed, 
the  materials  are  graded  as  to  weight,  and  deposited  in  direct  relation 
to  the  velocities.  It  also  follows  that  the  refill  in  all  cases  is  in  strata 
of  materials  decreasing  in  weight  as  they  approach  the  elevation  corre- 
sponding with  the  lesser  velocities. 

Though  this  is  by  no  means  a  new  discovery,  the  experience  with 
the  dredge  Imperial  below  the  head-gate  served  to  bring  out  more 
strikingly   the   real   relations   between   the   weights   of   materials   and 
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the  velocities,   and  showed   a   way  to   make  a  practical  use  of  this 
knowledge. 

The  scour  line  of  the  bed  of  the  Colorado  at  Hanlon  Heading  is 
at  an  elevation  of  about  S-i.  The  ladder  of  the  10-in.  suction  dredge 
El  Centra,,  operating  in  the  river  and  above  the  concrete  heading, 
was  designed  so  as  to  make  it  possible  to  pump  from  an  elevation  of 
SO  when  the  surface  of  the  river  was  110.  The  materials  in  this  area 
below  the  scour  line  had  withstood  the  scouring  eflfects  of  velocities 
as  high  as  7  and  S  ft.  per  sec.  Those  materials,  when  brought  to  the 
surface  and  deposited  in  the  water  where  the  velocity  had  decreased 
to  2  and  3  ft.  per  sec,  due  to  falling  discharge,  were  certain  to  stand 
in   the   position   placed   by   the   discharge   of   the   dredge,   making   it 
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possible  to  construct  a  hydraulic-fill  dam  under  the  water  of  a  running 
stream  varying  in  depth  from  2  to  15  ft. 


Hydraulic-Fill  Diversion  Dam. 

On  August  12th,  the  El  Ccntro  commenced  the  construction  of  such 
a  dam  below  the  intake,  and  in  14  days  had  raised  the  fill  to  an  eleva- 
tion of  12  in.  above  the  water  surface  three-fourths  the  distance  across 
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the  river.  This  fill  reached  from  the  Arizona  bank  of  the  river  to 
within  250  ft.  of  the  California  shore,  or  a  total  length  of  fill  of  650  ft. 
Due  to  the  constriction  of  the  channel  during  this  period,  a  head  of 
somewhat  more  than  1  ft.  was  developed,  which  resulted  in  a  corre- 
sponding increase  in  velocity  through  the  remaining  opening.  The 
velocities  resulting  from  this  head  became  as  great  as  those  developed 
during  flood  discharge  of  the  river,  and  consequently  material  i^umped 
from  below  the  scour  line  could  no  longer  be  deposited  in  the  dam, 
with  any  degree  of  economy,  without  adopting  some  method  of  de- 
creasing the  velocities.  In  closing  the  last  250  ft.,  therefore,  a  great 
quantity  of  brush  and  sacks  filled  with  gravel  was  used. 

The  California  shore  had  in  years  past  been  thoroughly  revetted 
with  a  blanket  of  rock  25  ft.  thick,  making  it  safe  to  drive  the  channel 
directly  against  it,  where  the  final  closure  was  made.  It  is  true  that 
before  the  final  closure  took  place  the  terrific  velocities  along  the 
California  shore  scoured  even  the  rock  revetments  to  a  certain  extent, 
due  to  the  large  percentage  of  fine  material  composing  the  revetment, 
but  a  careful  study  of  records,  and  the  materials  themselves,  indicated 
the  presence  of  a  sufficient  quantity  of  large  rock  in  the  revetment  to 
make  it  a  dependable  protection  against  the  cutting  of  the  river 
on  this  side.  The  dam  was  commenced  on  the  line  of  the  old 
rock  weir  on  the  Arizona  side,  and  the  rock  abutment  served  as  pro- 
tection there. 

The  closure  of  the  final  75  ft.  of  the  channel  represented  the  most 
difficult  operation  in  the  construction  of  the  dam,  and  the  means  de- 
vised for  making  this  closure  again  demonstrated  the  advantage  of 
close  observation  of  the  action  of  a  river  when  left  to  itself,  and  the 
application  of  the  results  of  this  study  in  a  practical  way. 

From  August  12th  to  September  12th  was  the  period  of  principal 
construction.  The  time  subsequent  to  September  12th  was  spent  prin- 
cipally in  making  the  final  closure  and  in  maintaining  the  .-structure. 
On  August  12th  the  river  was  discharging  8  SOO  soc-ft.  Of  this  dis- 
charge, 2  529  scc-ft.  were  flowing  into  the  ImjKMMal  Canal,  all  the  gates 
in  the  heading  being  fully  opened.  The  reciuircnient  for  irrigation  in 
Imperial  Valley  was  5  000  scc-ft.  By  So})t(>niber  12th,  the  river  dis- 
charge had  dropped  to  4  000  sec-ft.  During  this  period  of  30  days 
there  was  used  in  the  construction  of  the  dam: 
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40  000  cu.  yd.  of  sand  and  gravel  fill,  at  2.7  cents 

per  yd $1  OSO.OO 

21  300  burlap  and  canvas  sacks,  at  3  to  6i  cents  each  1 140.00 
450  cords  of  willow  brush  and  poles,  at  73  cents  per 

cord 328.50 

SOO   lb.   of   wire 32.00 

Cables  and  clamps 100.00 

Labor,  filling  and  placing  sacks,  carrying  and  plac- 
ing brush,  poles,  etc 2  000.00 

$4  680.50 
Plus  10^  for  superintendence  and  tools,  etc 468.05 

Total $5  148.55 

Since  September  12th  there  has  been  an  additional  expense  of 
$2  000  for  raising  and  strengthening  the  dam  by  dredging,  and  for 
labor  in  closing  and  opening  the  dam,  and  general  maintenance  of  the 
structure,  making  the  total  final  cost  $7  148.55. 

The  following  methods  were  used  in  constructing  the  major  part 
of  the  dam :  Pumping  was  commenced  on  the  Arizona  side,  the  dredge 
pontoon  being  some  distance  above  the  site  of  the  dam,  and  the  dis- 
charge being  carried  astern  through  a  10-in.  pipe  floated  on  pontoons 
to  the  fill.  Owing  to  the  admixture  of  lighter  grades  of  material  en- 
countered in  bvirying  the  suction  pipe  to  the  scour  line  depth,  and  to 
the  subsequent  caving  in  on  the  suction  of  the  surface  materials  when 
the  depth  was  once  reached,  the  base  of  the  dam,  in  a  great  many 
places,  became  as  wide  as  150  ft.  The  heaviest  materials  pumped — 
in  some  instances  stones  and  cemented  adobe  chunks  6  in.  in  diameter — 
remained  exactly  where  placed,  but  the  lighter  sands  and  gravel  were 
carried  by  the  current  some  distance  down  stream  before  they  lodged 
in  permanent  position.  Wlien  a  point  near  the  water  surface  was 
reached  with  the  fill,  the  conservation  of  the  material  was  made  pos- 
sible by  constructing  brush  fences  to  help  retain  the  material  at  the 
slope  required.  (Fig.  3.)  By  this  process  the  structure  was  carried 
across  the  stream  to  the  point  of  final  closure.  Three  re-runs  across 
were  made  later  with  the  dredge,  bringing  the  cro^vn  to  an  elevation 
of  114,  which  is  about  5  ft.  above  the  water  surface  of  the  river  when 
5  000  "sec-ft.  are  passing  into  the  canal.     (Figs.  4  and  5.) 

On  September  10th,  2  300  sec-ft.  were  passing  through  the  opening 
in   the   dam,   and   3  300   sec-ft.   had  been   diverted   into   the   Imperial 
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Canal.  The  head  on  the  dam  was  2  ft.,  and  the  resulting  velocity 
through  the  remaining  opening  was  8  ft.  per  sec.  The  bottom  of  the 
opening  had  been  paved  with  about  10  000  sacks,  filled  with  gravel 
pumped  by  the  dredge,  and  stoutly  tied,  decreasing  the  depth  to  about 
5  ft.,  and  thereby  preventing  scour.  Great  quantities  of  sacks  were 
used  in  protecting  the  Arizona  end  of  the  opening,  the  California 
shore,  as  before  stated,  being  protected  by  its  rock  facing.  Additional 
sacks  were  used  in  forming  the  overpour  riffles  as  fast  as  the  head  de- 
veloped. A  great  number  of  the  sacks  were  of  no  avail,  either  because 
of  their  lodgment  in  the  wrong  place,  or  because  of  breaking  and  wash- 
ing out;  and,  throughout  the  whole  process,  constant  replacements 
were  required  because  of  the  boring  effects  at  the  toe  of  the  sack  riffles, 
causing  the  embedding  of  the  sacks. 
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CROSS-SECTION  OF  COMPLETED  DAM 
Fig.   3. 


In  paving  the  bottom,  the  point  above  the  opening  at  which  the 
sacks  should  be  dropped  in  order  that  they  might  lodge  on  the  bottom 
in  the  proper  place,  was  determined  by  constantly  experimenting  with 
sacks  thrown  overboard  attached  to  wires,  thus  making  it  possible  to 
locate  the  sack  when  it  had  finally  settled  by  following  the  line  of  the 
wire.  Only  those  filled  with  the  coarsest  shingle  and  gravel  and  of 
greatest  weight  would  remain  in  position  and  withstand  the  velocity 
for  any  length  of  time. 

In  the  final  closure,  when  the  bottom  had  been  protected  carefullj', 
cables  were  stretclied  across,  securely  anchored  to  deadmen  on  the 
California  side  and  in  the  body  of  the  dam  on  tlio  Arizona  side.  The 
first  cables  used  were  of  |-in.  plow  steel,  but  proved  to  be  too  light 
when  maximum  strains  were  put  on  them.  After  one  failure  in  making 
the  closure,  due  to  breaking  the  cable,  a  double  strand  of  Ij-in.  cable 
was  used  for  the  lower  run. 
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Willow  poles  were  cut  from  the  Arizona  and  California  shores 
near  by.  where  the  supply  is  abundant.  The  poles  were  30  ft.  long,  the 
diameter  of  the  large  end  being  10  in.,  and  the  small  end  tapering  to 
5  or  6  in.  By  the  skillful  use  of  barges  and  lines  working  above  the 
openings,  these  poles  were  maneuvered  with  the  current  in  such  a 
manner  as  to  cause  their  large  ends  to  lodge  against  the  cable  stretched 
across  the  opening  above  the  water  surface,  while  the  small  ends  rested 
on  the  bottom  at  an  angle  of  30°,  much  as  a  drifting  snag  will  lodge 
in  a  swiftly  running  stream  when  the  heavy  end  is  dragging  the 
bottom  and  the  upper  end  encounters  a  surface  obstruction  of  trees 
or  other  large  drift.  (Figs.  6  and  7.)  These  poles  were  placed  against 
the  cable,  in  this  manner,  with  enough  space  (sometimes  4  or  6  in. 
between  them)  to  give  sufficient  strength  to  the  structure  and  yet  not 
decrease  the  area  in  the  opening  so  greatly  as  to  produce  much  addi- 
tional head.  When  all  the  poles  were  in  place,  large  bundles  of  willow 
brush  were  made  up,  weighted  heavily  with  sacks,  and  rolled  into  the 
water  from  the  barges,  anchored  some  distance  above  the  opening,  in 
such  manner  as  to  cause  them  to  strike  the  bottom  of  the  channel 
and  roll  against  the  lower  ends  of  the  poles.  As  additional  bundles 
were  thrown  in,  the  pressure  against  the  poles  increased,  forcing  them 
to  bend,  until  in  some  instances,  before  final  relief  to  the  strain  was 
obtained,  the  upper  parts  of  the  poles  were  standing  vertically,  and 
the  lower  sections  were  bowed  to  the  extreme.  Green  poles  were  always 
chosen  because  of  their  flexibility.     (Fig.  S.) 

The  placing  of  the  bundles  of  brush  was  carried  on  in  sections 
only,  and  only  in  sufficient  quantity  to  decrease  the  velocity  through 
the  section  to  a  point  where  material  deposited  by  the  dredge  could 
be  retained  in  place.  In  this  manner  the  strain  against  the  poles  in 
any  section  of  the  opening  was  of  short  duration,  as  the  dredge  would 
give  relief  in  a  few  hours  by  extending  the  dam  above.  Of  course, 
a  great  many  sections  failed  during  the  work,  because  of  poles  break- 
ing, but  means  were  at  hand  for  speedy  replacement  when  such  acci- 
dents occurred.  Because  the  impounded  area  above  the  dam  was 
so  great  as  to  require  several  hours  to  increase  its  elevation  when  flow 
through  the  opening  was  reduced,  the  extra  heads  created  by  stop- 
page with  the  brush  were  not  felt  on  the  poles  to  any  great  extent 
before  the  dredge  had  given  relief. 
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After  numerous  local  failures,  due  to  small  freshet  rises  in  the 
river,  and  the  breaking  of  cables  and  poles,  the  opening  was  entirely- 
closed  on  September  20th,  the  head  then  being  6.4  ft.  (Figs.  9  and  10), 
and  the  discharge  of  the  river,  measured  at  Hanlon  Heading,  2  958  sec-ft. 
Between  September  20th  and  27th  the  river  discharge  fluctuated  be- 
tween 3  000  and  4  000  sec-ft.,  all  of  it  being  required  for  irrigation 
in  Imperial  Valley.  On  September  27th,  because  of  advance  notice 
from  Needles  of  a  rise  in  the  river,  the  dam  was  cut  at  a  place  pro- 
vided, and  all  water,  with  the  exception  of  4  000  sec-ft.  was  passed 
through  into  the  channel  of  the  Colorado  River  below.  The  waters 
thus  let  through  the  dam  were  forced  into  the  California  bank  below 
by  local  obstructions,  so  that  on  October  2d  the  opening  in  the  dam 
was  again  closed,  and  all  the  water  was  diverted  into  the  Imperial 
Canal.  The  discharge  of  the  Colorado  River  on  October  2d,  as  meas- 
ured at  Hanlon  Heading,  was  4  406  sec-ft.  The  second  closing  head 
was  8.2  ft.  (The  closing  head  of  the  Hind  rock-filled  dam,  on  November 
4th,  1906,  was  15.8  ft.,  with  a  river  discharge  of  9  275  sec-ft.*) 

The  36  hours  following  the  second  closure  were  spent  in  clearing 
obstructions  in  the  channel  immediately  below  the  dam,  and  in  pro- 
viding a  new  waterway  to  train  the  flow  away  from  the  California 
shore.  On  the  evening  of  October  3d,  the  dam  was  again  cut  at  the 
place  provided,  because  of  a  rise  in  the  river  in  excess  of  the  water 
requirements  in  Imperial  Valley.  During  the  period  from  October  3d 
to  the  present  writing,  the  opening  in  the  dam,  100  ft.  in  width,  has 
been  left,  and  through  it  the  discharge  has  been  as  great  as  8  000  sec-ft. 
In  constructing  the  dam,  provision  was  made  for  accommodating  the 
freshet  discharges  of  the  river,  which  commonly  occur  during  October 
and  November.  These  sections  will  be  sacriflced  only  as  required, 
because  of  the  fact  that  during  December  and  January  the  discharge 
of  the  river  commonly  reaches  the  minimum,  and  this  being  a  year 
of  exceptionally  low  water,  it  is  quite  likely  that  the  irrigation  re- 
quirements of  Imperial  Valley  will  again  make  it  necessary  to  close 
the  dam  fully.  Entire  removal  probably  will  be  advisable  in  March 
or  April,  1916,  and  by  that  time  it  will  have  fulfilled  its  purpose  as 
a  means  of  diverting  suflScicnt  water  to  meet  the  irrigation  demands 
of  the  Valley.    In  any  event,  the  annual  flow  period  of  May  and  June, 

•  "Irrigation   and  River  Control   In   the  Colorado  River  Delta,"  by  H.   T.  Cory, 
M.  Am.   Soc.  C.   E.,   Transactions,  Am.   Soc.   C.   E..   Vol.   LXXVI.  p.   1204. 


Fig.    T. — Hydraulic-Fill    Dam,    Hanlon    Heading,    Nearing    Completion, 
September  4th,  1915. 


Fig.   8. — Remaining   Opening  in   Hydraulic-Fill   Dam,    Hanlon   Heading, 
September  17th,  1915. 


F^G.  9. — Final  Closure,  from  Below  Hydraulic-Fill  Dam,   Haxi.on  Heading, 
September  20th,   1915. 


Fig.  10. — Dredge,  El  Centra,  Pumping  in  Final  Closure,  Hydraulic-Fill  Dam, 
September  20th,  1915. 
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1916,  ■will  remove  tlie  structure  entirely.  If  the  conditions  which  de- 
velop before  this  time  should  require  it,  the  whole  structure  could  be 
speedily  removed  by  mining,  as  it  is  composed  entirely  of  brush,  sacks, 
and  gravel,  with  the  exception  of  a  few  willow  poles  driven  with  the 
aid  of  a  jet  from  the  dredge.  The  structure  contains  absolutely  noth- 
ing of  a  permanent  nature. 

The  experience  in  building  this  dam  has  developed  naturally  a 
gre^t  many  improvements  which  would  be  adopted  in  a  second  con- 
struction of  similar  nature;  so  that  such  a  dam  could  be  built  in  a 
much  shorter  period  and  with  much  less  expense.  For  instance,  by 
constructing  an  aerial  tramway,  anchored  to  towers  on  each  bank  of 
the  river,  dredge  lines  can  be  carried  across  the  stream  during  its 
flood,  thus  enabling  the  dredge  to  venture  into  the  river  during  much 
higher  water,  resulting  in  earlier  completion  of  the  work.  The  ladder 
of  the  dredge  El  Centra  is  to  be  lengthened  15  ft.,  enabling  it  to  pump 
material  at  a  greater  depth  below  the  scour  line.  These  two  improve- 
ments alone  will  permit  the  commencement  of  the  dam  while  the 
river  is  discharging  56  000  sec-ft.,  and  will  permit  the  complete 
diversion  of  a  river  carrying  15  000  sec-ft.  if  necessary.  More  econom- 
ical use  of  sacks  and  the  labor  attending  can  be  achieved  by  a  more 
general  use  of  cable  and  pole  manipulation  in  closing  the  final  opening. 
Fewer  accidents  in  the  final  closure  will  be  assured  by  anticipating 
the  material  requirements  in  time  to  accumulate  sufficient  quantities 
of  poles  and  brush.  By  lengthening  the  pontoon  and  pipe  line  of 
the  dredge,  thus  providing  an  increased  radius  of  operation,  a  large 
supply  of  material  suitable  for  construction  can  be  obtained. 

Closure  of  Bee  Eiver. 

The  application  of  a  hydraulic-fill  diversion  dam  as  the  fundamental 
factor  in  the  closure  of  the  Bee  River  break  in  the  first  line  of  defense 
is  easily  recognized.  It  is  not  possible  to  \ase  the  hydraulic  fill  to  close 
the  break  itself  and  to  force  the  river  waters  back  into  the  old  channel 
of  the  Colorado,  because,  in  the  vicinity  of  the  Bee  River  break,  the 
Colorado  has  never  maintained  a  permanent  channel  bed  for  any 
length  of  time.  Each  flood,  instead  of  scouring  out  a  well-defined  bed 
and  refilling  this  with  material  suitable  for  dam  construction,  has 
widened  and  changed  its  channel  to  accommodate  the  larger  volumes 
of  water,  deriving  its  increased  sectional  area  from  width,  rather  than 
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from  depth.  Very  seldom  is  the  river  channel  at  the  end  of  any 
flood  season  in  exactly  the  same  location  as  in  the  beginning,  and 
for  this  reason  there  is  no  certainty  that  proper  materials  for  con- 
structing a  hydraulic-fill  dam  at  Bee  River  could  be  found.  On  the 
other  hand,  in  the  stretch  of  river  channel  from  Yuma  to  a  point  4 
miles  below  Hanlon  Heading,  the  river  has  always,  within  the  memory 
of  man,  remained  practically  in  the  location  it  is  in  to-day,  and  the 
successful  construction  at  any  place  within  this  radius  is  assured. 

Engineers  acquainted  with  the  Colorado  Delta  agree  that  the  final 
solution  of  the  problem  of  control  must  be  the  restoration  of  the  river 
to  its  old  channel.  Objections  to  that  plan,  which  have  been  raised, 
are  political,  and  do  not  apply  to  the  sovmdness  of  the  plan  con- 
sidered solely  from  an  engineering  standpoint.  The  inexpediency  of 
doing  any  work  of  ihat  magnitude  in  Mexico,  until  the  rights  and 
privileges  of  citizens  of  both  countries  in  the  matter  of  use  of  the 
river  have  been  readjusted  and  defined,  may  be  conceded. 

There  is  no  longer  the  imminent  menace  of  disaster  to  the  Imperial 
Valley  canal  system  that  made  the  closure  of  the  Bee  River  breach  in 
1910  apparently  an  emergency  job  of  vital  importance.  Construction 
and  adequate  maintenance  of  the  line  of  levees  from  the  old  river 
bank  to  the  west  end  of  Volcano  Lake,  together  with  the  provision  of 
the  interior  lines  of  defense  described  in  this  paper,  will  safeguard 
the  Valley  for  some  time  to  come. 

Therefore,  the  discussion  of  methods  of  closing  Bee  River  and 
returning  the  Colorado  to  its  channel  close  to  the  Sonora  Mesa  does 
not  coimote  advocacy  of  immediate  application  of  these  methods.  It 
is  the  writer's  purpose  to  show  how,  in  his  opinion,  such  work  may 
be  done  more  readily  and  cheaply  than  similar  work  has  been  done 
heretofore,  and  that  the  costly  processes  proposed  by  some  engineers 
are  not  essential  to  successful  achievement  of  the  end  in  view. 

Diversion  of  virtually  the  entire  low-stage  flow  of  the  river  into 
the  Imperial  Valley  canals,  by  the  simple  and  cheap  method  herein 
described,  removes  the  first  difficulty  otherwise  to  be  met  in  making 
the  closure.  It  is  entirely  feasible  to  make  that  diversion  more  nearly 
complete,  and  to  turn  a  larger  volume  of  water  from  tlic  river  into 
the  intake  and  through  the  gates. 

Having  taken  care  of  the  low-stage  flow  and  dried  the  river  bed 
at  the  Bee  River  break,  a  levee  or  earth  dam  could  bo  constructed 
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across  the  break  with  scrapers,  in  the  same  way  as  levees  have  been 
built  along:  the  river.  It  would  be  advisable,  in  the  writer's  opinion, 
to  locate  this  dam  nearer  the  old  channel  than  the  site  of  the  dam 
with  which  the  Government  engineers  attempted  to  close  the  break 
in  1910-11.  The  Government  levee,  from  the  C.  D.  levee  down  to 
where  it  was  deflected  westward  near  the  break,  is  in  fairly  good  con- 
dition, and  should  be  repaired  and  utilized.  A  very  important  factor 
in  the  maintenance  of  the  levee  is  a  railroad  on  the  crest  connecting 
with  the  track  on  the  C.  D.  levee.  That  is  the  vital  factor  in  all  levee 
protection  on  the  Lower  Colorado,  a  fact  now  recognized  by  the  United 
States  Tieclamation  Service  engineers,  who  were  unable  to  maintain 
the  levee  of  the  Yuma  Project  on  the  Arizona  shore  until  they  followed 
the  example  of  the  C.  D.  levee  and  placed  on  it  a  track  connecting 
with  the  rock  quarry  at  Yuma. 

It  is  of  primary  importance  that  the  Government  levee  be  repaired 
and  the  track  laid  in  time  to  extend  it  over  the  Bee  River  dam  as 
soon  as  the  dam  has  been  completed  by  the  scrapers,  in  order  that 
rock  from  the  Pilot  Knob  quarry  may  be  used  immediately  for  the 
revetment  of  the  levee  and  dam. 

Changes  in  the  location  of  the  dam,  and  of  the  connecting  levee 
for  short  distances  from  both  ends,  seem  advisable.  An  important 
reason  for  the  changes  is  the  resulting  reduction  of  head  against  the 
dam  and  levees  during  overflow  from  the  old  channel. 

If  the  work  was  to  be  done  as  originally  projected,  doubtless  a 
better  location  than  that  of  the  Government  levee  could  be  made, 
nearer  the  Sonora  Mesa,  for  the  reason  that  the  less  room  the  river 
is  allowed  for  meandering,  the  greater  its  velocity  and  scouring 
action,  and  the  easier  it  is  to  keep  it  under  control.  The  advantages, 
in  the  case  of  the  Colorado  River,  of  a  narrow,  confined  bed,  are 
to  be  seen  plainly  in  the  stretch  of  river  from  Yuma  down  to  a  point 
4  miles  below  Hanlon  Heading,  and,  in  the  writer's  opinion,  they 
completely  refute  the  theory  that  the  river  should  be  permitted  to 
meander  erratically  through  the  delta.  The  nearer  the  river  course 
can  be  made  to  an  efficient  hydraulic  channel,  the  simpler  becomes 
the  problem  of  control. 

However,  the  advantages  of  a  new  location  may  be  considered  as 
more  than  offset  by  the  advantages  of  the  utilization  of  work  already 
done,  one  of  which  is  the  settling,  consolidation,  and  "seasoning"  of 
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the  sections  of  the  Government  levee  remaining.  The  original  dis- 
advantage of  river  side  borrow-pits  has  been  minimized  to  a  great 
extent  by  the  growth  of  brush  and  willows  that  has  choked  them.  As 
time  elapses,  that  obstruction  to  the  flow  of  water  along  the  foot  of 
the  levee  increases.  It  is  essential  that,  in  the  restoration  of  the  levee 
south  of  the  break,  the  river  face  shall  be  blanketed  with  gravel  and 
the  track  extended  to  the  south  end. 

The  old  channel,  from  the  Bee  River  diversion  some  5  or  6  miles 
southward,  would  have  to  be  cleared,  and  it  would  be  advisable  to 
shorten  the  course  by  cutting  across  some  of  the  bends,  thereby  aug- 
menting the  velocity  and  the  scouring  action.  In  opening  the  old 
channel,  it  would  be  advisable  to  use  a  dipper-dredge,  making  a  double 
cut  for  about  6  miles.  The  writer  made  a  reconnaissance  of  that  region 
recently,  and  found  outside  of  the  old  channel  a  thick  jungle  of  brush, 
but  no  big  growth  and  very  few  trees.  The  work  of  clearing  off  the 
lines  ahead  of  a  dredge  would  be  inconsiderable,  as  the  dredge  could 
handle  the  brush.  In  the  old  river  bed,  however,  the  growth  of  brush 
and  trees  has  been  very  rapid  and  heavy,  and  it  would  be  necessary 
to  do  thorough  clearing,  and  perhaps  it  would  be  advisable  to  break 
up  root  growth  and  loosen  the  ground  with  dynamite. 

Given  a  good,  clear  start  down  the  old  channel,  the  river  in  flood 
would  cut  an  adequate  course  for  itself. 

Having  a  track  on  the  levee  from  Hanlon  Heading  to  the  south 
end,  and  the  quarry  at  Pilot  Knob  to  furnish  unlimited  quantities 
of  rock,  loaded  directly  by  steam  shovel,  revetment  could  be  placed 
readily  wherever  danger  of  bank-cutting  \inder  the  levee  might  develop. 
It  would  not  be  necessary  to  revet  the  entire  levee  at  once.  That 
work  should  be  done  as  needed,  as  part  of  the  maintenance,  and 
spread  over  a  long  term  of  years. 

Conclusions. 

In  discussing  the  control  of  the  Colorado  River,  as  related  to  the 
protection  of  Imperial  Valley,  most  space  has  been  devoted  to  describ- 
ing the  hydraulic-fill  dam,  recently  constructed  across  the  Colorado 
at  Hanlon  Heading,  and  the  possibility  of  its  further  use  in  future 
river  control. 

The  writer  does  not  mean  to  state  that  such  a  structure  could  have 
been  used  in  stopping  the  breaks  of  1905-06,  because  of  the  emergency 
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nature  of  such  work.  It  is  not  presumed  that  such  methods  can  be 
applied  in  cases  simihir  to  those  of  the  past,  where  the  breaks  were 
stopped  while  the  Colorado  River  was  practically  in  flood,  and  where 
the  resulting  closing  heads  were  so  great  as  to  prohibit  the  adoption 
of  such  means  as  were  used  in  the  recent  dam. 

Xecessity  for  further  emergency  work  to  safeguard  Imperial  Valley 
from  the  flood-waters  of  the  Colorado  River  no  longer  exists,  and  there- 
fore it  is  possible  in  the  future  for  the  engineer  to  choose  his  con- 
struction period  to  conform  with  the  low  stages  of  the  river.  All  the 
hydrographs  of  the  Colorado  River  indicate  a  low  period  during 
August,  September,  December,  and  January  of  each  year,  with  very 
few  exceptions,  and  surely  the  work  can  be  planned  in  anticipation 
of  these  low  stages. 

If  the  engineer  will  look  about  him  and  apply  the  means  at  hand 
in  his  work,  and  will  study  the  characteristics  of  the  stream  more 
closely,  no  such  expenditures  as  have  been  made  in  the  past  will  ever 
again  be  necessary.  The  hydraulic-fill  dam  supplants  the  trestle  and 
rock-fill  dam  previously  used,  which,  of  course,  represents  the  greatest 
item  of  expense  in  the  closure.  N'ot  only  here  is  opportunity  for 
great  saving  of  both  time  and  money,  but  in  almost  every  item  of 
construction  is  the  same  opportunity,  if  the  engineer  will  profit  by 
past  experiences  and  study  more  closely  the  examples  IN'ature  has 
provided  for  him. 
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DISCU  SSIOIST 


A.  L.  SoNDEREGGER*  M.  Am.  Soc.  C.  E.  (by  letter).— There  are 
three  engineering  problems  which  to-day  confront  the  Imperial  Valley 
Irrigation  District  and  are  more  or  less  related  to  each  other:  First, 
the  protection  from  overflow  of  the  Colorado  River;  second,  the  silt 
problem;  third,  the  problem  of  diverting  the  low-water  flow  of  the 
river  during  the  latter  part  of  the  summer,  when  the  greater  portion, 
or  all,  of  the  flow  of  the  Colorado  River  is  required  for  irrigation 

in  the  valley. 

Mr.  Allison  presents  a  simple  and  practicable  solution  of  the  hrst 
problem.  The  efficiency  of  the  proposed  system  ol  defense  can  hardly 
be  questioned,  as  it  has  already  had  its  practical  test,  at  least  in 
part.     The  plan  includes  tliree  main  lines  of  defense. 

First  line:  The  diversion  of  the  Colorado  River  into  its  old 
channel  along  the  Arizona  and  Sonera  Mesa;  the  closure  of  the  breach 
of  the  Ockerson  levee  at  the  head  of  the  Bee  River,"  together  with 
the  restoration  of  the  Ockerson  levee,  or  a  new  levee  similarly  situated. 

Second  line:  The  westerly  portion  of  the  C.  D.  levee  and  its  pro- 
longation, called  the  Paredones  or  Holabird  levee,  and  to  the  west 
thereof  the  Volcano  Lake  levee. 

Third  line:  The  embankment  of  the  Inter-California  Railroad  as 
far  west  as  the  Alamo-Mocho  Canal,  and  a  new  proposed  levee  along 
this  canal  and  westerly  thereof  to   the  West   Side  Mam  Canal  just 

south  of  Calexico.  .j  r^    t\    ^ 

Of  the  first  line  of  defense,  the  upper  part  of  the  old  C.  D.  levee, 
from  Hanlon  Heading  to  its  junction  with  the  Ockerson  levee,  has 
withstood  successfully  the  undermining  of  the  river,  wherever  rip- 
rapped  with  rock.  The  break  in  the  levee  at  "House  Y",  which  occurred 
in  1914,  was  due  to  lack  of  maintenance.  Nevertheless,  this  first 
section  of  levee  forms   the  weakest  portion  of  the  whole  system  of 

Mr.  Allison  has  referred  to  the  undermining  of  the  foundations 
of  the  old  concrete  piers  built  on  the  granite  ledge  at  the  Hanlon 
head-gate.  The  writer  is  quite  familiar  with  these  foundations,  as 
the  new  Stoney  gate  was  put  in,  during  the  winter  of  1913-14,  under 
his  direction  as  Consulting  Engineer  for  Mr.  W.  H.  Holabird  as 
Receiver.  It  developed  that  the  granite  ledge  was  a  shattered  mass 
of  soft  rock  with  many  seams  of  disintegrated  granite  and  strata 
resembling  talcum,  sometimes  several  feet  in  thickness.  There  was 
no  need  of  any  blasting,  all  excavation  being  made  with  pick  and 
shovel  The  foundations  uncovered  under  the  old  piers  within  the 
temporary  coffer-dam  were  badly  undermined.     In  one  instance  there 
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was  a  cavity  under  the  down-stream  side  of  a  pier  large  enough  to  Mr. 
contain  an  office  desk.  The  S-in.  concrete  floor-slab  was  broken  ^^"^^''■^^^er. 
off  and  eroded  in  many  places.  Soundings  along  the  remaining  piers 
showed  that  they  also  were  badly  undermined,  although  calculations 
regarding  their  stability  revealed  a  small  margin  of  safety.  Lack 
of  funds  prevented  the  Eeceiver  from  repairing  the  foundations  of 
these  piers,  and  they  still  constitute  a  danger  which  should  be  elimi- 
nated. A  granite  quarry  is  within  1  000  ft.  of  the  heading,  and,  in 
case  of  a  break,  rock  could  be  dumped  without  delay. 

From  the  heading  down  to  the  junction  of  the  Ockerson  levee 
there  is  only  a  single  line  of  defense.  This  section  of  the  levee  has 
already  been  revetted  for  some  distance.  If  the  levee  is  watched,  no 
danger  need  develop,  as  it  carries  a  standard  track,  and  rock  can  be 
dumped  at  short  notice  wherever  the  current  approaches  the  levee. 
Some  of  the  revetments  were  lost  in  January,  1916,  owing  to  absence 
of  maintenance. 

Eegarding  the  location  of  the  Ockerson  levee,  the  writer  agrees 
that,  as  far  as  river  control  is  concerned,  it  is  of  vital  importance  to 
concentrate  the  flow  of  the  river,  and  to  prevent  meandering  between 
levees. 

As  regards  the  proposed  method  of  closure  of  the  Bee  Eiver  by 
a  temporary  diversion  of  the  Colorado  Eiver  at  Hanlon  Heading  during 
the  low- water  stage,  two  facts  seem  to  stand  out  very  clearly:  first, 
that  the  construction  of  a  hydraulic-fill  dam  can  be  accomplished  suc- 
cessfully ;  and  second,  that  it  can  be  done  at  very  low  expense. 

The  difficult  part  of  this  work— the  closure  of  the  last  gap  in  the 
dam— was  effected  successfully,  not  only  once,  but  several  times, 
when  it  became  necessary  to  cut  the  dam  for  the  passage  of  temporary 
floods ;  therefore,  there  can  be  no  doubt  as  to  the  success  of  any  future 
operation  of  this  kind.  Both  the  method  and  the  low  cost  bear  witness 
to  the  ingenuity  and  resourcefulness  of  the  directing  engineer. 

Considerable  dredging  will  be  necessary  in  the  old  channel  below 
the  Bee  Eiver  Heading  before  the  river  can  be  diverted  permanently. 
It  is  probable  that  the  work  will  extend  over  a  period  of  2  or  3  years 
before  a  channel  can  be  secured  capable  of  accommodating  the  winter 
flow  and  occasional  freshets  as  they  occur;  but,  unless  there  are 
high  waters  of  an  extreme  nature,  and  out  of  season,  the  writer  believes 
that  the  diversion  can  be  effected  without  any  great  risk. 

The  second  line  of  defens^-the  C.  D.  levee,  together  with  the 
Holabird  and  Volcano  Lake  levees— had  proved  its  efficiency  for  several 
years,  until  in  1914,  in  the  absence  of  maintenance,  a  break  occurred. 
The  difficulties  encountered  in  the  attempt  to  close  the  breach  indicated 
clearly  the  necessity  of  establishing  permanent  connection  by  rail 
to  the  Hanlon  Quarry.     This  was  done  in  1916.     This  Volcano  Lake 
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Mr.  levee  to-day  presents  the  only  protection  for  the  valley.  It  is  partly 
Sonderegger.  .e.^e^ted  with  rock. 

The  third  line  of  defense,  especially  the  proposed  levee  along  the 
Alamo-Mocho  Canal,  and  westward  therefrom,  also  had  a  partial  test 
during  the  break  in  the  Volcano  Lake  levee  of  1914.  At  that  time 
the  bank  of  the  Alamo-Mocho  Canal  intercepted  the  floods  issuing 
from  Volcano  Lake,  causing  them  to  spread  out  in  a  thin  sheet  over 
the  country  to  the  south  and  west  thereof.  This  canal  crosses  the 
New  River  channel  on  a  solid  embankment,  and  although  it  ends  about 
5  miles  to  the  west  thereof,  it  effectively  prevented  a  concentration 
of  flood  waters  for  several  days.  The  water  finally  found  its  way  around 
the  end  of  the  canal  bank  into  l^ew  River.  The  levee  proposed  by 
Mr.  Allison  would  perfect  the  existing  system  of  protection. 

During  the  summer  of  1916  a  new  canal  was  built  from  the  west 
end  of  Volcano  Lake  levee,  in  a  northerly  and  northwesterly  direction, 
to  the  intersection  of  the  Wistaria  Canal  with  the  West  Side  Main 
Canal.  This  point  is  about  3^  miles  south  of  Calexico.  This  canal 
forms  the  first  side  of  a  triangle,  of  which  the  Volcano  Lake  levee 
and  its  extension  to  the  Inter-California  Railroad  forms  the  second 
side,  and  the  railroad  levee  and  the  Alamo-Mocho  Canal,  with  its 
proposed  westerly  prolongation,  the  third  side.  The  area  over  which 
a  flood  from  Volcano  Lake  might  be  spread  has  been  reduced  by 
the  construction  of  this  new  canal,  and  a  deflection  of  flood  waters 
to  the  west  is  made  impossible,  unless  the  new  canal  is  cut.  The 
lowest  point  of  the  triangle  is  at  Wistaria  Heading.  The  levee  pro- 
posed by  Mr.  Allison,  and  running  from  the  Alamo-Mocho  Canal 
westward,  is  still  a  necessity,  in  order  to  close  the  third  side  of  this 
triangle  and  thereby  make  the  third  line  of  defense  fully  effective. 

The  question  naturally  arises  as  to  the  effect,  on  the  grade 
of  the  river,  of  the  proposed  diversion  of  the  Colorado  into  its  old 
channel:  Eventually,  it  would  affect  both  the  levee  protection  work 
of  the  Yuma  Project  and  the  diversion  into  the  Alamo  Canal  of  the 
low-water  flow  of  the  river. 

From  the  reports  of  Col.  Ockerson  and  Mr.  Randolph  it  must  be 
inferred  that  in  1911  the  slope  from  the  head  of  the  Bee  River  to 
Volcano  Lake  was  about  2.2  ft.  per  mile,  while  along  the  old  channel 
of  the  river  it  was  1.08  ft.  per  mile.  Since  1911  enormous  deposits 
of  silt  have  been  carried  into  the  depression  of  Volcano  Lake,  so 
that  the  grade  to  the  lake  has  probably  decreased.  However,  there 
must  still  be  a  preponderance  of  grade  in  that  direction. 

It  is  a  fact  that  the  diversion  into  the  lake  did  cause  a  recession  of 
grade  extending  at  least  as  far  up  as  Yuma,  and  this  fact  has  undoubt- 
edly contributed  to  the  difficulty  of  diverting  the  low-water  flow  into 
the  Alamo   Canal.     Tiie  trouble  has  become  very  acute,  not  only  in 
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the  case  of  extreme  low  waters,  as  in  1915  when  the  river  fell  to  a         Mr. 
discharge  of  3  000  sec-ft.,  but  also  with  moderate  volumes,  as  in  1916,  Sonderegger. 
when  a  water  shortage  occurred  in  the  valley,  with  a  low-water  average 
of  25  000  sec-ft. 

It  is  to  be  expected  that  the  restoration  of  the  old  channel  will 
cause  a  raising  of  the  river  bed,  especially  at  low-water  stages.  On 
the  other  hand,  the  confining  of  the  flow  between  the  Arizona  Mesa 
and  the  levee  on  the  west  side  may  cause  a  concentration  of  flow  at 
high-water  stages,  and,  simultaneously  therewith,  a  scouring. 

Since  low  waters  occur  during  August,  the  question  of  securing  a 
sufficient  supply  for  the  valley  is  se<!ond  in  importance  only  to  the 
question  of  defense.  It  is,  furthermore,  intimately  related  to  the 
silt  problem,  and  the  two  questions  will  be  discussed  together. 

^Vhile  in  the  employ  of  the  Receiver  of  the  California  Development 
Company,  the  writer,  in  conjunction  with  Mr.  Allison,  made  extensive 
studies  regarding  the  phenomena  which  affect  the  diversion  of  the 
river  at  Hanlon  Heading. 

It  should  be  remembered  that  the  granite  ledge  which  carries 
Hanlon  Heading,  is  not  on  the  banks  of  the  river,  but  approximately 
•2  000  ft.  below  it.  The  sills  of  the  old  gates  are  at  an  elevation 
of  98  ft.,  and  of  the  new  Stoney  gate,  at  93;  and  the  low-water  stage 
of  the  river,  of  late  years,  has  never  fallen  below  an  elevation  of  104.3  ft. 
Theoretically,  there  has  been  sufficient  fall  to  effect  a  diversion,  espe- 
cially since  the  erection  of  the  Stoney  gate  in  1914.  At  the  intake 
of  the  canal,  water  is  diverted  at  an  angle  of  90°,  which  naturally 
causes  a  decrease  in  velocity  from  that  along  the  axis  of  the  river. 
The  result  is  the  formation  of  a  bar  at  the  intake. 

During  high  waters  this  first  section  of  2  000  ft.  of  canal  above 
the  gate  operates  as  a  settling  basin.  It  is  about  100  ft.  wide,  and 
varies  in  depth  from  3  to  15  ft.  With  a  rising  river,  the  bottom  of 
the  canal  rises  practically  at  the  same  time  as  the  water  level  of  the 
river,  causing  a  silting  up  of  the  canal  to  a  depth  of  10  ft.  or  more. 
Apparently,  the  cross-section  of  the  canal  and  the  velocity  of  the  water 
are  regulated  automatically,  corresponding  to  the  volume  diverted 
and  the  quantity  of  silt  carried  by  the  river.  The  swift  currents  carry 
heavy  silt,  shingle,  and  driftwood,  large  quantities  of  which  are  diverted 
into  the  canal,  having  a  tendency  to  pile  up  in  front  of  the  head-gate. 
Desirable  as  it  might  be  to  prevent  the  admission  of  these  silt-laden 
waters,  yet  the  present  position  of  the  head-gate  makes  it  necessary 
to  keep  its  sill  clear,  so  as  to  prevent  the  formation  of  mud  banks  and 
log  jams  immediately  above  the  sill.  Once  such  a  bank  is  formed, 
it  cannot  be  flushed  out,  and,  with  a  sudden  drop  in  the  river,  the 
heading  might  be  left  high  and  dry.  The  practice  adopted  by  English 
engineers  with  Indian  canals — providing  gates  with  two  or  three  leaves. 
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Mr.  which  enable  them,  during  high  water,  to  skim  the  water  off  the  top — 
Sonderegger.  g^nnot  be  adopted  for  the  Alamo  heading  with  the  head-gate  in  its 
present  location. 

Immediately  below  the  heading  the  canal  enlarges  to  a  bowl  shape 
with  a  width  of  about  200  ft.  Here  the  waters,  rushing  through  the 
gate,  are  stilled,  and  drop  their  heaviest  detritus,  the  effect  being  that 
a  bar  is  formed  a  few  hundred  feet  below  the  heading.  The  width 
of  this  bar  varies  from  1  000  to  2  000  ft.  During  the  high  water  of 
1914,  this  bar  reached  an  elevation  of  from  102  to  103  ft. 

High  waters  generally  occur  in  June  and  July,  after  which  the 
river  drops  suddenly.  Experience  has  shown  that,  if  the  sill  is  kept 
clear,  the  section  of  the  canal  above  the  gate  is  scoured  practically 
simultaneously  with  the  drop  of  the  water  level  of  the  river,  leaving, 
however,  a  bar  at  the  entrance.  To  dispose  of  this  the  10-in.  suction 
dredge  El  Centro  is  used,  and  no  difficulty  has  been  experienced  in 
keeping  the  channel  open. 

Below  the  gate,  however,  the  bar  is  not  scoured  out  by  a  falling  river ; 
in  such  a  case,  the  grade  of  the  intake  canal  is  governed  by  the  water 
surface  in  the  river,  and  the  elevation  of  this  bar  is  independent  of 
the  elevation  of  the  sills  of  the  gate.  In  fact,  the  maximum  elevation 
of  the  bar  has  been  from  4  to  5  ft.  higher  than  the  sills  of  the  old 
miter  gates,  and  from  9  to  10  ft.  higher  than  the  sills  of  the  Stoney 
gate.  The  only  means  of  eliminating  this  bar  has  been  the  operation 
of  the  15-in.  suction-dredge  Imperial.  In  1914  the  bar  was  reduced 
to  an  elevation  of  99  ft.,  sufficient  to  divert  the  necessary  low-water 
flow;  but  in  1915  and  1916  it  has  required  the  raising  of  the  water 
level  in  the  river  by  temporary  dams. 

The  situation,  therefore,  is  as  follows:  During  high  waters  large 
quantities  of  heavy  silt  and  shingle  enter  the  canal,  forming  a  bar 
below  the  head-gate,  the  elevation  of  which  depends  mainly  on  the 
high-water  conditions  of  the  river.  With  a  drop  in  the  river,  its 
velocities  decrease,  and  the  volume  of  silt  carried  is  reduced  corre- 
spondingly. The  canal  then  begins  to  scour  in  the  section  above  the 
gate,  lowering  the  bottom  automatically.  If  the  drop  in  the  river  is 
not  too  sudden,  this  scouring  keeps  pace  with  the  lowering  of  the 
water  surface,  however,  leaving  a  bar  at  the  intake;  but,  below  the 
gate,  apparently  no  scouring  action  occurs,  and  it  requires  the  operation 
of  a  dredge  to  reduce  the  lower  bar,  or  the  construction  of  a  dam  to 
raise  the  water  level  in  the  river. 

In  view  of  these  facts,  the  immediate  effect  of  the  restoration  of 
the  old  channel  of  the  river  on  the  elevation  of  the  low-water  level 
at  Ilnnlon,  and  the  problem  of  diverting  the  low-water  flow,  cannot 
be  predicted  with  certainty.  Undoubtedly,  in  time,  it  would  be  bene- 
ficial ;  but  how  soon  the  effect  would  be  noticeable,  and  whether  it 
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would  be  sufficient  to  eliminate  the  present  difficulty  completely,  are         Mr. 
still   open   questions.      In    solviiio;   the   problem,    the   most   important  ^^^  eiegger. 
feature  is  to  prevent  the  heavy  silt,  which  rolls  along  the  river  bottom, 
from  entering  the  canal;  especially  at  high-water  stages,  only  the  sur- 
face waters  of  the  river  should  be  admitted. 

This  can  be  accomplished  by  constructing  head-works  along  the 
banks  of  the  river  at  a  point  where  the  current  will  strike  the  gate 
permanently  and  keep  the  sill  clear. 

It  is  generally  admitted  that  the  construction  of  a  permanent  dam 
near  Hanlon  Heading  is  excluded,  for  many  obvious  reasons.  The 
writer  agrees  with  Mr.  Allison  that  it  is  not  advisable  to  construct 
a  new  heading  on  the  banl%;s  of  the  river  on  an  alluvial  silt  foundation, 
even  if  provided  with  a  rock-fill  foundation  and  extensive  rock-fill 
aprons.  This  would  probably  be  the  method  of  construction  to  be 
adopted  if  a  gate  were  placed,  as  has  been  suggested,  at  the  site  of 
the  well-known  break  of  1906  which  was  closed  by  a  rock-fill  embank- 
ment. It  is  difficult,  if  not  impossible,  to  estimate  the  extent  of  the 
boring  action  which  will  take  place  in  front  of  a  gate  during  an 
extreme  high  water.  Undoubtedly,  the  action  is  quite  different  from 
that  occurring  along  a  revetted  bank.  Provision  would  have  to  be  made 
for  the  maintenance  of  the  rock  fill,  by  a  system  of  tracks  commanding 
the  entire  up-stream  apron  and  its  wings.  In  order  to  avoid  excessive 
vibration  and  a  slow  wreckage  from  such  forces,  an  extremely  massive 
concrete  floor  under  the  gate  proper  would  have  to  be  provided.  At 
least,  a  gate  in  such  a  location  would  require  unceasing  vigil,  and 
present  a  constant  menace  to  the  valley. 

However,  a  location  which  is  worthy  of  investigation  exists  on 
the  west  bank  about  1^  miles  above  Hanlon  Heading,  and  the  writer 
is  informed  that  this  locality  is  now  under  consideration  by  the  Im- 
perial Irrigation  District. 

The  bank  at  that  point  is  on  the  convex  side  of  the  river,  and  is 
swept  by  the  main  current  during  the  greater  part  of  the  year.  It 
consists  of  a  ledge  of  conglomerate  which  apparently  presents  some 
resistance  to  the  boring  and  scouring  action  of  the  river.  It  will 
require  careful  soundings  and  investigation  before  its  suitability  can 
be  determined  definitely. 

If  the  result  should  be  found  to  be  satisfactory,  a  heading  can 
be  constructed  in  a  manner  that  will  prevent  heavy  silt  from  entering 
the  canal.  The  writer  believes  that  even  in  the  absence  of  special 
settling  basins,  the  quantity  of  silt  admitted  to  the  canal  can  be 
reduced  materially,  and  that  this  would  produce  the  effect  of  scouring 
in  the  Alamo  Canal.  The  present  grade  of  this  canal  is  practically 
stationary,  and  is  the  result  of  the  discharge  of  waters  carrying 
extremely  high  percentages  of  silt  and  sand.     If  operated  under  the 
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Mr.         same  grade,  but  with  comparatively  clear  water,  a  scouring  action  is 
ereRger.  ^^^^  ^^  occur.     It  is  a  phenomenon  often  observed  in  the  canals  in 
Imperial  Valley. 

Probably,  as  far  as  the  average  low-water  discharge  is  concerned, 
there  would  be  no  difficulty  in  diverting  the  quantity  necessary  for 
irrigation;  for  extreme  low  waters,  as  they  have  occurred  in  1912, 
1913,  1914,  and  1915,  when  at  times  practically  the  entire  flow  was 
diverted,  there  would  still  be  the  necessity  for  the  construction  of 
temporary  dams — whether  they  are  hydraulic-fill  or  rock-fill.  It  should 
be  remembered  that  increasing  quantities  of  water  will  be  diverted 
for  the  Yuma  Project  as  all  its  lands  are  brought  under  cultivation. 
Similarly,  there  is  still  a  constant  increase  in  the  acreage  in  Imperial 
Valley,  so  that  within  a  few  years  the  entire  low-water  flow  of  the  river 
will  be  required.  This  is  exemplified  in  the  report*  by  E.  C.  LaRue, 
Assoc.  M.  Am.  Soc.  C.  E. 

It  may  be  stated,  therefore,  that  the  reconstruction  of  the  heading 
on  the  banks  of  the  river,  1^  miles  above  Hanlon,  even  if  found 
practicable,  will  present  but  a  partial  solution  of  the  problem  of 
diverting  the  low-water  flow,  and,  likewise,  only  a  partial  solution  as 
regards  the  elimination  of  silt,  provided  the  river  maintains  its  present 
channel.  The  successful  removal  of  all  silt  by  settling  basins — in  the 
opinion  of  the  writer — depends  entirely  on  the  operation  of  the  pro- 
posed new  heading. 

Another  plan  for  securing  a  sufficient  supply  of  clear  water  for 
Imperial  Valley  is  the  proposed  construction  of  a  canal  from  Hanlon 
Heading  to  Laguna  Dam.  There  will  be  no  engineering  difficulties 
in  the  construction  of  the  connecting  canal.  The  proposed  route 
crosses  several  large  washes  which,  at  long  intervals,  are  subject  to 
sudden  floods  resulting  from  cloudbursts.  However,  there  is  sufficient 
grade  available,  so  that  short  portions  of  the  canal  can  be  constructed 
as  underground  conduits  with  heavy  grades  and  correspondingly 
reduced  cross-sections;  thus,  the  cost  of  construction  is  not  likely 
to  be  excessive. 

There  is  one  feature  of  this  plan  which  will  require  careful  con- 
sideration, namely,  the  necessity  for  the  continuous  operation  of  the 
Imperial  Canals.  The  Laguna  Project  at  present  diverts  probably 
not  in  excess  of  750  sec-ft.  during  the  summer.  In  order  to  have  the 
benefit  of  the  settling  basin  above  the  dam,  it  is  necessary  to  flush 
the  settling  pond  immediately  above  the  intake  one  day  per  week,  so 
that  the  canals  are  operated  6  days  out  of  the  7.  The  distance  from 
Laguna  Dam  to  Yuma  is  about  12  miles. 

It  is  doubtful  whether  this  mode  of  operation  could  be  applied 
to  the  Imperial  system.  The  summer  diversions  would  be  increased 
from  750  to  about  6  000  sec-ft.,  and,   during  the  low  stages  of  the 
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river,  every  drop  would  be  diverted.  The  distance  from  Laguna  Dam  Mr. 
to  Imperial  Valley  is  about  75  miles,  and,  in  view  of  this,  it  is 
doubtful  whether  intermittent  operation  would  be  successful.  In 
other  words,  though  the  connection  with  the  Laguna  Dam  would 
imdoubtedly  secure  a  permanent  supply,  it  would  not  solve  the  silt 
problem  completely. 

Whatever  solution  will  finally  be  chosen,  it  will  necessitate  the 
expenditure  of  large  sums  of  money,  and  on  the  success  of  the 
undertaking  will  depend  the  future  of  Imperial  Valley.  No  decision 
should  be  made,  therefore,  except  after  full  and  mature  consideration 
of  all  questions  involved. 

J.  A.  OcKERSOx,*  Past-President,  Am.  Soc.  C.  E.  (by  letter). — In       Mr. 
this  paper,  Mr.  Allison  presents  some  very  interesting  and  novel  fea-    '^ 
tures.      His    long    experience    in    connection    with    the    irrigation    of 
Imperial  Valley  gives  exceptional  weight  to  his  views  as  to  the  proper 
solution  of  the  vexing  problems  involved. 

Complicated  hy  International  Boundary  Line. — A  comprehensive 
plan  for  the  reclamation  of  the  Colorado  River  delta  is  complicated 
by  the  presence  of  the  International  Boundary  Line  between  the  United 
States  and  Mexico. 

If  that  was  eliminated,  the  restoration  of  the  river  to  its  former 
bed  and  the  limitation  of  its  floods  thereto  by  suitable  levees  or 
embankments,  together  with  such  revetment  as  might  be  necessary  to 
check  and  prevent  excessive  bank  erosion,  would  solve  the  problem  of 
regulation  definitely,  so  far  as  the  river  itself  is  concerned.  "Interior 
lines  of  defense",  which,  at  best,  are  temjxjrary  makeshifts,  would  then 
be  unnecessary. 

The  water  of  the  river,  however,  is  necessary  to  supply  moisture 
to  about  500  000  acres  in  Imperial  Valley,  California,  and  about  double 
that  area  on  the  Mexican  side  of  the  line.  This  is  more  than  double 
the  total  area  of  land  reclaimed  by  the  United  States  Reclamation 
Service,  and  Imperial  Valley  alone  has  a  cultivated  area  measuring 
more  than  two-thirds  of  the  total  of  all  the  Reclamation  projects. 
This  gives  a  fair  measure  of  the  importance  of  the  projects  under 
discussion. 

It  is  the  diversion,  control,  and  distribution  of  this  water  in 
Imperial  Valley  which  has  largely  claimed  Mr.  Allison's  attention  for 
several  years,  the  development  of  the  Mexican  side  being  compara- 
tively small. 

The  Xeiv  River  Gorge. — The  development  of  the  New  River  gorge 
is  commonly  attributed  to  the  break  of  1905,  when  the  Colorado  River 
left  its  channel  and  emptied  its  waters  into  Salton  Sea.  An  investi- 
gation of  the  earliest  records  left  by  the  stream  itself  in  its  wander- 
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Mr.  ings  shows  plainly  that  this  diversion  to  the  Salton  Sea  had  occurred 
many  times  in  the  distant  past. 

Early  Mexican  maps,  dating  back  to  a  time  before  any  attempt  had 
been  made  to  divert  and  control  the  waters,  show  the  New  Eiver  gorge 
to  have  been  developed  to  a  considerable  extent  even  then.  The  rapid 
enlargement  of  the  gorge  during  1905-06  was  most  impressive  as  an 
example  of  excavation  on  a  gigantic  scale,  such  as  would  make  the 
Panama  Canal  work  seem  insignificant,  and  has  rarely  been  equalled 
elsewhere  in  Nature.* 

Break  in  the  Levee  at  "House  7". — The  author  speaks  of  the  breach 
in  the  levee  at  "House  7",  and  suggests  that  the  use  of  "jetties"  to 
deflect  the  '  current  away  from  the  bank  would  have  prevented  the 
damage  until  rock  revetment  could  have  been  applied.  He  also  states 
that  there  was  "no  danger  of  destructive  flooding,  as  the  river  did  not 
overflow  the  banks".  If  the  records  of  the  Reclamation  Service  are 
correct,  the  river  banks  at  the  point  named  have  never  been  overflowed 
by  the  highest  known  floods,  and  why  "the  simple  expedient  of  building 
a  levee  around  the  break",  or  why  a  levee  9  ft.  high  was  ever  built  at 
all  on  a  bank  which  is  4  ft.  above  the  highest  known  flood,  has  always 
been  a  mystery  to  the  writer.  It  is  fair  to  say  that  the  author  was  not 
responsible  for  either  of  these. 

Deflecting  Dikes  or  Jetties. — The  use  of  dikes  or  jetties  to  deflect 
the  current  away  from  the  banks  is  a  common  delusion.  K.  Jasmmid, 
in  his  review  of  the  regulation  of  the  Rhine,  covering  some  150  years, 
recites  the  "countless  failures"  in  which  deflecting  dikes  had  a  very 
large  share.  He  says  that,  in  spite  of  such  dikes  inclining  down  stream, 
the  bank  receded  more  and  more  and,  in  many  cases,  the  erosion  was 
strongest  just  behind  the  dikes,  where  protection  had  been  looked  for, 
and  the  dikes  themselves  were  cut  out  and  disappeared.  After  being 
thoroughly  tried  out,  the  deflecting  tyi^e  of  dike  was  abandoned,  and 
dikes  of  suitable  length  perpendicular  to  the  bank  were  substituted, 
which  resulted  in  deposits  along  the  shore  below  them,  which  method 
has  had  a  large  part  in  the  successful  regulation  of  the  Rhine  and 
other,  streams. 

Like  experience  on  the  Mississippi  and  Missouri  Rivers  has  also 
demonstrated  the  futility  of  current  deflectors  in  the  protection  of 
river  banks  from  erosion. 

Levees  Along  tJie  ^Vest  Bank. — When  the  break  of  1005  was  closed, 
a  levee  was  built  to  the  southward  for  a  few  miles,  and  then  turned 
westward  toward  the  old  overflow  channel  kno\vn  as  the  Paredones.  It 
was  well  known  at  that  time  that  a  break  in  the  near  future  was 
imminent  by  way  of  Bee  River.  If,  instead  of  carrying  the  levee 
back  away  from  the  river,  it  had  been  extended  down  along  the  river, 
across  and  well  below  the  Bee  River,  which  was  dry  except  at  flood 
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stages,  the  break  of  1910  with  its  attendant  losses  never  would  have       Mr. 
occurred.     It  would  also  have  been  in  line  with  ''final  and  complete" 
regulation    as    advocated    by    "engineers    best    acquainted    with    the 
problem''. 

The  writer  discussed  this  matter  at  the  time  with  those  in  charge 
of  closing  the  break,  and  understood  that  the  plan  was  to  extend  the 
levee  down  along  the  west  bank  of  the  river  to  what  was  reported  to 
be  high  land  well  down  toward  the  lower  end  of  the  delta.  There  are, 
in  fact,  evidences  on  the  ground,  in  the  nature  of  a  partly  constructed 
levee  for  a  short  distance  below  the  point  where  the  levee  turns  to  the 
westward.  It  would  be  interesting  to  know  what  caused  the  change 
in  the  plans. 

Hydraulic-Fill  Dam  Across  a  Flowing  River. — The  author's  suc- 
cess in  building,  across  a  flowing  river,  a  hydraulic-fill  dam  out  of 
material  pumped  from  the  lower  strata  of  the  bed  of  the  stream  is 
a  striking  example  of  what  a  resourceful  engineer  can  accomplish 
when  an  emergency  arises. 

In  his  official  report  of  1910  the  writer  suggested  that  the  whole 
operation  of  the  closure  of  the  Bee  River  break  ''might  be  economically 
handled  in  the  dry",  by  operating  during  a  low-water  season,  using 
the  temporary  rock-fill  dam  built  just  below  the  intake,  and  raising  it 
to  the  required  height  to  divert  the  whole  flow  of  the  river  through 
the  Imperial  Canal. 

The  writer's  experience  does  not  agree  with  the  statement  that  the 
depth  of  scour  is  limited  by  the  heavier  material  composing  the  bottom, 
and  that  "the  materials  are  graded  as  to  weight,  and  deposited  in 
direct  relation  to  the  velocities".  In  the  Mississippi  River,  the  bars 
composed  of  gravel  larger  than  the  shingle  described  by  the  author, 
extend  well  above  low  water,  and  the  deep  concave  bends  opposite  the 
bars  have  no  gravel  in  them  at  all.  It  is  not  uncommon  to  see  coarse 
gravel  distributed  over  the  high-water  banks.  Take  the  exposed  sec- 
tion of  an  alluvial  bank  in  general,  all  of  which  has  been  deposited 
from  a  state  of  suspension,  and  there  is  little  evidence  to  show  that 
the  materials  are  graded  as  to  weight. 

The  scour  line  of  the  bed  of  the  river  at  Yuma  is  also  doubtless 
influenced  by  the  bed-rock  which  extends  across  the  river  in  that 
vicinity. 

The  construction  of  the  dam  described  was  only  possible  during 
the  extremely  low  stage  in  the  river,  amounting  to  only  4  000  sec-ft., 
all  of  which  could  easily  be  carried  through  the  head-gates  to  Imperial 
Canal.  The  low  cost  of  the  work  fully  justified  the  effort,  and  its 
novelty  and  successful  outcome  reflect  great  credit  on  the  builder. 

It  is  stated  in  the  press  that  there  is  under  construction  a  new  tem- 
porary  rock-fill   dam   which   will   cost  several  times   as   much   as   the 
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Mr.  hydraulic-fill  dam  under  discussion,  and  it  would  be  interesting  to 
know  why  the  latter  was  not  repeated. 

Restoration  of  Colorado  River  to  Its  Former  Bed. — The  restoration 
of  the  Colorado  River  to  its  former  bed  must  be  realized  before  a  final 
solution  of  the  problem  of  control  is  reached;  and,  when  it  is  under- 
taken, the  experience  gained  in  the  construction  of  the  hydraulic-fill 
dam  can  be  applied  with  success.  As  the  author  well  says,  closure 
should  not  be  attempted  under  emergency  conditions,  as  heretofore, 
but  a  favorable  time  should  be  selected,  when  the  whole  volume  can  be 
diverted  down  the  canal  through  the  head-gates,  and  then  it  will  be 
possible  to  build  "dry-shod"  such  dam  or  barrier  as  may  be  necessary 
to  turn  the  flow  back  to  its  old  channel.  The  latter  would  also  probably 
need  clearing  out  and  rectifying,  in  order  to  facilitate  the  flow. 

Railroad  on  Crown  of  Levee. — The  writer  cannot  agree  that  a  rail- 
road on  the  crown  of  the  levee  is  a  "vital  factor  in  all  levee  protection 
on  the  Lower  Colorado";  but  it  may  be  a  convenience  in  the  work  of 
maintenance,  which  cannot  be  neglected  if  the  levee  is  to  remain 
intact. 

The  writer  is  of  the  opinion,  also,  that,  in  the  use  of  rock  to  pro- 
tect the  exposed  face  of  the  levee  from  erosion,  economy  as  well  as 
safety  dictates  that  the  rock  facing  shall  be  laid  by  hand  with  some 
care,  instead  of  being  dumped  at  random  from  cars,  as  a  large  part  of 
the  rock  thus  dumped  serves  no  useful  purpose;  witness  the  levee 
north  of  Bee  River,  which  was  breached  in  spite  of  such  protection. 

Restricting  the  River  to  Narrow  Limits. — The  author  states  that 
"the  less  room  the  river  is  allowed  for  meandering,  the  greater  its 
velocity  and  scouring  action,  and  the  easier  it  is  to  keep  it  under 
control".  This  statement  needs  qualification.  When  the  Sonora  Mesa 
is  approached,  only  one  bank  of  the  river  requires  control  by  revet- 
ment; the  Mesa  itself  takes  care  of  the  other  bank,  as  do  the  hills  on 
the  right  bank  from  near  Yuma  to  Andrade,  which  the  author  cites  as 
a  narrow  confined  bed.  Increase  of  velocity  necessarily  increases  bank 
erosion,  as  well  as  the  difficulty  of  control  by  bank  revetment.  Increased 
velocity  does  not  mean  that  the  energy  will  all  be  expended  on  the  bed 
of  the  stream,  for  it  will  also  attack  the  banks.  Therefore,  why  not 
give  it  more  lateral  room,  so  as  to  reduce  the  flood  height? 

Location  of  the  Government  Levee. — The  location  of  the  Govern- 
ment levee  on  the  west  bank  of  the  river  was  fixed  after  a  careful 
study  of  the  changes  in  the  bank  line,  as  shown  on  a  map  defining 
several  positions  of  the  river  dating  from  the  earliest  surveys. 

This  study  developed  the  fact  that,  had  a  levee  been  built  20  years 
earlier,  and  placed  at  a  distance  of  3  000  ft.  from  the  westerly  bends 
of  the  river,  it  would  have  remained  intact,  as  far  as  river  bank  erosion 
was  concerned. 
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As  the  project  of  1910  could  not  cover  bank  revetment,  it  was  Mr. 
decided  to  place  the  Government  levee  so  that  it  would  be  safe  from 
destruction  by  river  bank  erosion  for  a  probable  period  of  about  20 
years,  the  primary  object  of  the  levee  being  to  carry  the  flood-water 
so  far  down  stream  as  to  eliminate  the  possibility  of  its  flowing  into 
Imperial  Valley.  With  the  exception  of  the  detour  to  connect  with 
the  Bee  River  crossing,  which  was  regarded  as  the  best  available  point, 
the  levee  alignment  was  fixed  in  accordance  with  this  plan. 

In  a  comprehensive  scheme  for  the  regulation  of  the  Colorado 
River,  including  bank  revetment  and  flood  control,  the  levee  alignment 
might  be  somewhat  different. 

River  Side  Borrow-Pits. — The  author  seems  to  object  to  river  side 
borrow-pits,  which  constitute  a  cardinal  principle,  followed  in  all  parts 
of  the  world,  except  in  the  Colorado  River  delta;  and  in  most  of  the 
levees  built  there  that  practice  has  been  followed,  except  when  pre- 
vented by  the  encroachment  of  the  water  on  the  river  side. 

An  examination  of  the  Government  levee  after  the  floods  of  1911 
disclosed  the  fact  that  there  were  no  channels  in  the  pits  paralleling 
the  levee,  but,  on  the  contrary,  the  pits  in  many  cases  were  obliterated 
by  deposits  of  sediment.  There  was  no  evidence  anywhere  that  the 
river  side  pits  were  responsible  for  damages  to  the  levee. 

The  imperative  necessity  for  at  least  temporary  protection  of  the 
river  slope  of  the  levee  was  fully  realized  by  the  writer,  but,  when  pro- 
posed to  those  "higher  up",  was  rejected,  because  there  was  "no  authority 
under  the  appropriation,  or  negotiations  with  Mexico  for  maintenance". 

H anion  Head-Gates. — Apparently,  very  little  attention  had  been 
given  to  the  hydraiJics  of  the  river,  its  variations  in  stage,  and  the 
oscillation  in  the  elevation  of  the  bed  conforming  in  a  measure  to  the 
stage,  until  after  the  concrete  head-gates  had  been  placed  at  Andrade 
in  1906.  Shortly  after  they  were  built,  it  was  realized  that  the  sill 
of  the  intake,  which  was  5  ft.  below  the  bed  of  the  river  at  the  time, 
was  too  high,  and  this  is  what  made  it  necessary  to  build  temporary 
dams  at  low  stages  below  the  intake,  in  order  to  increase  the  head  so 
as  to  divert  enough  water  to  supply  the  demands  of  Imperial  Valley. 

In  July,  1910,  the  supply  dropped  to  746  sec-ft.,  only  395  sec-ft. 
reaching  Imperial  Valley.  Much  of  this  trouble  was  due  to  a  silting 
up  of  the  intake  above  the  head-gates. 

Both  the  United  States  and  Mexico  Interested. — A  satisfactory  and 
comprehensive  solution  of  conserving,  controlling,  and  using  the  waters 
of  the  Colorado  River  can  only  be  reached  by  a  joint  commission  of 
engineers  from  both  sides  of  the  International  boundary  line.  It  has 
already  been  too  long  deferred,  and  it  is  hoped  that  Mexican  affairs 
will  before  long  reach  such  a  peaceful  and  prosperous  state  as  to  per- 
mit the  consideration  of  the  agricultural  and  other  developments  of 
the  delta  of  the  Colorado. 
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J.  C.  Allison,*  Assoc.  M.  Am.  Soo.  C.  E.  (by  letter). — A  state- 
ment of  developments,  in  the  control  work  of  the  Colorado  River  pro- 
tecting the  Imperial  Valley,  since  the  paper  was  written  in  October, 

1915,  and  since  the  discussion  was  published  in  September,  1916,  is 
of  value. 

During  January,  1916,  there  occurred  the  greatest  flood  ever 
recorded  on  the  Lower  Colorado.  At  Yuma  the  discharge  was  210  000 
sec-ft.,  or  60  000  sec-ft.  in  excess  of  any  previous  measurement.  The 
restricted  channel  opposite  the  Imperial  Valley  intake  carried  the 
flood,  without  side-scouring  and  with  no  meandering  of  the  stream. 
The  channel  in  the  vicinity  of  "Houses  5  and  6"  continued  to  widen 
and  meander  to  the  extent  of  undermining  the  primary  line  of  defense. 
Bank  erosion  through  the  restricted  area  was  not  increased  in  propor- 
tion to  the  stream-bed  erosion  by  the  increase  in  velocity.  The  writer's 
statement  that  "the  less  room  the  river  is  allowed  for  meandering,  the 
greater  its  velocity  and  scouring  action,  and  the  easier  it  is  to  keep 
it  under  control",  to  which  Mr.  Ockerson  has  taken  exception,  is  not 
only  qualified  here,  but  was  again  proved  during  the  summer  flood  of 

1916.  The  theory  that  the  greater  energy  due  to  increasing  velocity 
is  expended  on  the  bed  of  a  stream,  and  not  on  the  bank,  is  correct, 
applied,  of  course,  to  locations  where  the  stream  alignment  is  good 
and  where  local  deflections  do  not  occur.  Local  deflections  will  not 
occur  where  the  stream  bed  is  narrow  and  deep,  but  they  do  occur 
where  it  is  wide  and  shallow  and  the  formation  of  shifting  sand-bars 
is  made  easily  possible. 

At  the  breach  in  the  levees  between  "Houses  5  and  6",  which  took 
])lace  in  January,  1916,  the  Inter-California  Railroad,  the  second  line 
of  defense,  held  the  flood-waters,  and  kept  them  from  entering  the 
Alamo  Channel  near  the  site  of  the  original  1906  break.  The  breach 
occurred  again  from  lack  of  maintenance,  and  the  incident  does  not 
alter  the  advisability  of  retaining  this  line  of  defense  and  the  present 
method  of  revetment.  Where  the  breach  occurred,  the  levees  were 
designed  with  land-side  borrow-pits,  and  though  the  flood-water 
through  the  breach  entered  these  land-side  borrow-pits,  it  was  easily 
controlled. 

On  the  Lower  Colorado  River  protective  work,  past  experience 
demonstrates  beyond  a  doubt  that  the  land-side  borrow-pits  are  more 
advisable.  The  writer  has  even  gone  so  far  as  to  propose  in  one  in- 
stance the  construction  of  a  drain  canal  in  the  borrow-pit  parallel 
with  the  protective  levee,  for  the  purjjose  of  preventing  the  saturation 
of  the  lands  adjacent  to  the  levees.  In  no  instance  has  a  levee  failure 
been  traced  to  the  presence  of  a  continuous  pit  on  the  land  side,  so 
long  as  the  width  of  the  levee  and  the  width  of  the  berm  are  sufficient. 

The  irrigation  system  and  the  system  of  protective  work  are  now 
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iu  the  hands  of  the  Imperial  Irrigation  District.  Improvements  to  Mr. 
the  flood-protection  system  of  the  Valley  have  been  begun,  the  greater 
part  of  which  are  in  accordance  with  the  recommendations  set  forth 
in  the  paper.  An  additional  control-gate  is  now  being  constructed 
above  the  present  Hanlon  gate,  as  suggested  by  Mr.  Sonderegger. 
The  abandonment  of  the  southerly  end  of  the  Hanlon  Head-gate  and 
the  construction  of  additional  openings  in  the  rock  to  the  north,  are 
being  planned  to  remedy  the  defects  in  that  structure,  as  mentioned 
in  the  discussion. 

The  second  line  of  levee-protection  defense  has  been  improved  by 
placing  a  railroad  track  thereon  throughout  the  whole  extent  of  the 
Volcano  Lake  Levee,  in  accordance  with  early  suggestions,  and  it  is 
planned  to  open  a  quarry,  in  addition  to  the  Hanlon  Heading  quarry, 
at  the  Volcano  Lake  end  of  the  system.  It  is  likewise  planned  to 
supply  the  district  with  sufficient  equipment  to  facilitate  present 
methods  in  maintaining  the  levee,  namely,  with  rock  revetment.  In 
this  regard,  the  suggestion  made  by  Mr.  Ockerson,  which  was  carried 
out  most  efficiently  and  economically  in  his  reconstruction  of  the 
Volcano  Lake  Levee,  namely,  that  the  rock  facing  should  be  laid  by 
hand  with  some  care,  instead  of  being  dumped  at  random  from  cars, 
is  well  founded  in  localities  where  the  levee  is  not  subjected  to  under- 
mining from  the  river.  This  method  of  revetment  is  satisfactory  for 
the  entire  second  line  of  defense  for  Imperial  Valley,  but  it  is  not 
practical  on  the  primary  line  of  defense  and  its  extension,  as  proposed 
in  the  paper,  on  account  of  the  difficulty  of  placing  such  rock  to  scour- 
line  elevation. 

The  following  is  a  resume  of  the  arguments  and  discussions  con- 
cerning the  theory  and  practices  incident  to  the  construction  of  a 
hydraulic-fill  dam,  as  a  means  of  diverting  a  stream  flowing  in  an 
alluvial  plain,  which  forms  the  principal  subject  of  the  paper. 

The  writer  has  made  the  statements  that:  "a  direct  relation  exists 
between  the  character  of  the  materials  forming  the  bed  and  the 
velocities  of  the  water",  that  "in  refilling  the  bed,  the  materials 
are  graded  as  to  weight  and  deposited  in  direct  relation  to  the  veloci- 
ties", and  that  in  refilling  the  bed,  the  materials  decrease  "in  weight 
as  they  approach  the  elevation  corresponding  with  the  lesser  velocities." 
Mr.  Ockerson  cannot  agree  with  this  theory,  and  cites,  as  an  example, 
the  Mississippi  Eiver,  in  which  bars  composed  of  gravel  larger  than 
shingle  exist  well  above  the  lower  water,  and  deep  concave  bends  op- 
posite the  bars  contain  no  gravel  whatever.  Mr.  Ockerson's  citation 
is  of  a  stream  in  which  the  channel  is  permitted  to  deflect  from  one 
side  to  the  other,  and  in  which  increased  areas  are  developed  by  side 
scour  rather  than  by  bed  scour. 

Such  a  stream  as  that  cited  by  Mr.  Ockerson  is  that  section  of  the 
Colorado  River  at  the  site  of  the  proposed  dam  to  deflect  the  Colorado 
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Mr.  River  water  from  its  present  course  into  the  Bee  River,  back  into  the 
'^°°'  old  channel  of  the  Colorado.  It  is  on  account  of  such  a  condition 
that  the  writer  has  proposed  the  construction  of  a  hydraulic-fill  dam 
up  stream  some  12  miles,  where  the  channel  has  been  virtually  con- 
fined to  one  bed  for  a  great  number  of  years,  rather  than  where  it  has 
been  shifting  in  different  locations  each  year.  The  Mississippi  River 
condition  and  that  which  makes  possible  the  construction  of  the 
hydraulic-fill  dam  in  the  Colorado  River  at  Hanlon  Heading  and 
Yuma,  are  in  no  wise  similar.  At  Yuma,  scour  is  not  influenced  by 
bed-rock,  as  stated  by  Mr.  Ockerson,  because  bed-rock  at  this  point  is 
at  a  considerably  lower  elevation  than  the  bed-scour  line,  and  a  sample 
of  the  materials  deposited  in  the  bed  will  reveal  that  they  are  graded 
as  to  weight,  increasing  as  the  scour  line  is  approached. 

The  construction  of  a  temporary  dam  in  the  Colorado  River  at 
Hanlon  Heading  became  necessary  once  more  in  the  summer  of  1916. 
The  Irrigation  District  constructed  a  rock-fill  dam  rather  than  a 
hydraulic-fill  dam,  similar  to  that  built  the  year  before,  on  account  of 
the  lack  of  adequate  equipment  to  permit  of  the  latter  type,  and 
because  of  the  greater  river  discharge  at  the  time  the  dam  became 
necessary. 

The  river  discharges,  throughout  the  period  when  the  dam  was 
required,  exceeded  30  000  sec-ft.  The  writer  is  of  the  opinion  that  with 
the  proper  equipment,  as  outlined  in  the  discussion  of  the  paper,  the 
hydraulic-fill  dam  might  have  been  placed  successfully,  at  least  with 
sufficient  success  to  have  restricted  the  channel  area  and  to  have  de- 
veloped the  necessary  head  for  diversion  of  sufficient  water  into  the 
Imperial  Valley  Canal.  As  it  was,  a  rock-fill  dam  was  again  placed 
across  the  Colorado  River  and  later  removed,  at  a  total  cost  of  more 
than  $100  000. 
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Synopsis. 

This  pai)er  describes  tlie  work  of  excavating  for  and  lining  the 
tunnels  for  the  new  Lexington  Avenue  Subway  between  53d  and  106th 
Streets,  in  the  Borough  of  Manhattan,  City  of  New  York.  Inasmuch 
as  this  work  involved  the  driving  of  tunnels  with  large  and  unusual 
cross-sections,  through  unsound  rock,  under  busy  city  streets,  and 
the  contract  placed  on  the  contractor  absolute  liability,  it  has  been 
thought  worth  while  to  record  the  methods  used. 

The  tunnels  were  built  to  accommodate  two  and  four  tracks,  the 
two-track  structure  having  a  cross-section  of  32  by  16  ft.,  the  four- 
track,  double-deck  structure,  32  by  32  ft.,  and  the  four-track  struc- 
ture with  all  tracks  on  one  level,  60  by  16  ft. 

The  methods  followed  in  excavating  these  tunnels  through  sound 
and  unsound  rock  and  through  soft  ground  are  described.  In  some 
cases,  water  was  encountered  in  such  quantities  as  to  necessitate 
the  use  of  compressed-air  methods,  in  order  to  prevent  the  loss  of 
materials  and  the  settlement  of  the  local  track  structure  which  had 
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previously  been  completed.  The  excavation  for  the  four-track  struc- 
ture with  the  four  tracks  on  the  same  level  had  to  be  made  one 
track  at  a  time,  and  the  manner  of  making  this  excavation  and 
protecting  the  finished  part  of  the  structure  is  described. 

Information  is  also  given  as  to  drilling,  loading  and  firing,  tim- 
bering, plant,  cost,  etc. 

In  connection  with  the  lining  of  the  tunnel  with  concrete,  the 
various  types '  of  forms  are  described ;  also  the  manner  of  handling 
and  placing  the  concrete. 


General. 


The  Lexington  Avenue  Subway  is  being  built  by  the  City  of  New 
York,  under  the  supervision  of  the  Public  Service  Commission  for  the 
First  District  of  the  State  of  New  York,  and,  when  completed,  will 
be  operated  by  the  Interborough  Eapid  Transit  Company  in  accordance 
with  contracts  entered  into  with  it  by  the  City  of  New  York  acting 
by  the  Public  Service  Commission. 

For  purposes  of  organization  and  construction,  the  route  is  divided 
into  sections  averaging  in  length  about  thirteen  or  fourteen  city 
blocks. 

Section  8  extends  from  53d  to  67th  Street;  Section  9  from  67th 
to  79th  Street;  Section  10  from  79th  to  93d  Street;  and  Section  11 
from  93d  to  106th  Street.  The  total  length  of  the  four  sections  is 
13  992  ft. 

The  approximate  quantity  of  tunnel  excavation  made  on  the  four 
sections  was  250  000  cu.  yd.,  and,  at  the  contract  prices,  the  cost 
of  doing  this  part  of  the  work  was  approximately  $2  250  000.  The 
total  cost  of  all  the  work  on  the  four  sections  was  approximately 
$10  500  000,  exclusive  of  track,  station  finish,  and  equipment. 

The  rock  encountered  in  the  course  of  the  work  on  these  sections 
was  mostly  Manhattan  schist  of  varying  degrees  of  hardness.  The 
greater  part  of  the  tunnel  being  but  a  comparatively  short  distance 
below  the  street  surface,  the  rock  was  often  blocky,  and  occasional 
mud  seams  were  encountered,  requiring  considerable  timbering  on 
Sections  8  and  9.  The  rock  on  Sections  10  and  11  was  fairly  good, 
and  very  little  timbering  was  used  for  this  part  of  the  work. 
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General  Description  of  Subway  Structure. 

Several  different  types  of  subway  structure  were  used  on  the  four 
sections.  On  Sections  8  and  9,  the  local  and  the  express  tracks  are 
in  separate  structures.  The  local  tracks  are  immediately  below  the 
street  surface  and  the  work  was  done  by  cut-and-cover  methods;  the 
express  tracks  are  in  separate  tunnels  below  the  local  tracks.  The 
distance  from  the  street  surface  to  the  sub-grade  of  the  express  tracks 
varies  from  60  to  100  ft.,  and  the  distance  between  the  two  levels 
from  10  to  55  ft.,  as  shown  on  Plate  IV. 

The  largest  part  of  the  structure  on  Sections  10  and  11  is  double- 
decked,  the  express  being  placed  immediately  below  the  local  tracks. 
This  type  prevails  from  79th  to  99th  Street.  In  the  station  at  96th 
Street,  the  upper  level  is  widened  to  permit  the  construction  of  the 
station  platform  (Plate  IV).  Going  north  from  99th  Street,  the 
local  tracks  in  the  upper  level  diverge  until  at  100th  Street  they  have 
been  offset  sufficiently  to  clear  the  express  tracks  in  the  lower  level. 
The  four  tracks  then  continue  northward  on  approaching  grades 
until  at  103d  Street  they  are  on  the  same  level,  as  shown  on  Plate  IV. 

Excavation  for  Two-Track  Tunnel,  Sections  8  and  9. 

Excavation  in  Sound  Roch. — The  excavation  for  these  tunnels 
through  sound  rock  did  not  present  any  exceptional  features.  The 
section  was  taken  out  with  a  center  top  heading  and  one  or  two 
benches,  depending  on  the  height  of  the  heading.  The  center  heading 
was  about  9  by  14  ft.,  the  drilling  requiring  from  24  to  32  holes, 
depending  on  the  hardness  of  the  rock.  Work  was  carried  on  continu- 
ously for  24  hours  per  day,  with  three  drilling  shifts.  The  forces 
were  organized  so  that  an  advance  of  about  5  ft.  would  be  made  daily. 
The  details  of  the  drilling,  loading,  and  firing  are  shown  on  Plate  V. 

Excavation  in  Unsound  Roch. — In  a  considerable  part  of  the  work, 
the  rock  was  hard  but  blocky,  and  would  not  permit  of  making  the 
excavation  for  the  full  section  without  timbering.  In  most  of  these 
cases  it  was  generally  possible  to  excavate  enough  to  permit  the 
erection  of  the  structure  for  one  track  without  timbering,  and  after 
this  part  had  been  completed  and  the  rock  above  had  been  caught  up, 
the  remainder  of  the  section  was  excavated  and  the  structure  com- 
pleted.   (Pig.  1.) 
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Where  the  rock  was  seamy  and  disintegrated,  however,  the  top 
side-drift  method  of  tunneling  was  generally  used,  segmental  timbering 
being  put  in,  as  sho\\Ti  on  Plate  VI.  The  side-drifts  were  generally 
about  7  by  11  ft.  The  wall-plates  and  timbering  were  set  so  as  to 
be  entirely  outside  the  neat  line  of  the  subway  structure  and  there 
would  be  no  timbers  bedded  in  the  concrete  lining  inside  the  neat  lines. 
Where  soft  ground  was  encountered,  poling  boards  were  driven  ahead 
over  the  sets.  The  sets  were  placed  about  2  ft.  from  center  to  center, 
12  by  12-in.  yellow  pine  timbers  being  used. 

In  the  work  on  Section  8,  where  segmental  timbering  was  used,  the 
center  pieces  of  the  sets  were  lasted  up  from  the  bench,  and,  as  the 
latter  was  removed,  new  posts  down  to  sub-grade  were  put  in,  as  shown 
by  Fig.  3.  In  removing  the  bench,  the  holes  were  drilled  close 
together,  and  light  charges  of  explosives  were  used  in  order  to  mini- 
mize the  possibility  of  knocking  out  the  posts.  Toward  the  close  of 
the  job,  in  order  to  safeguard  further  this  feature  of  the  work,  a 
long,  continuous  girder  was  blocked  up  under  the  center  cap,  and 
this  was  kept  in  place  until  the  bench  had  been  removed  and  new 
posts,  down  to  sub-grade,  had  been  placed.     (Fig.  2.) 

On  Section  9,  after  the  top  heading  had  been  removed,  the  con- 
tractor placed  two  (and  in  some  cases  three)  pairs  of  24:-in.  I-beams 
longitudinally  on  the  bench,  and  the  caps  were  posted  up  from  these 
beams.  (Fig.  4.)  The  beams  were  about  30  ft.  long,  and  were  spliced 
so  as  to  develop  their  full  strength.  As  the  bench  was  removed,  posts 
were  placed  under  the  beams  down  to  the  sub-grade.  This  system  of 
timbering  had  the  advantage  that  the  posts  under  the  caps  did  not 
have  to  be  moved  in  order  to  make  the  excavation  for  the  bench. 
(Fig.  5.) 

Often,  where  the  ground  was  heavy  enough  to  require  timbering, 
water  was  encountered,  and  it  was  desirable  to  keep  this  water  away 
from  the  concrete  lining  until  it  had  had  time  to  set.  Accordingly, 
the  space  between  and  back  of  the  sets  was  packed  with  concrete,  and 
later  grouted  under  about  90  lb.  pressure.  This  procedure  was 
effective  in  keeping  out  most  of  the  water,  and  also  served  to  stiffen 
up  the  timbering.  The  final  lining  was  placed  tight  up  against  the 
timber  and  concrete  previously  placed,  and  again  grouted  if  necessary. 
(Fig.  G.) 
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QUANTITIES  FOR  A  8-FOOT  ADVANCE                               | 

Center 

8ld^ 

Uenob 

T      1 

.in,.. 

total 

Vardaga 

28.1 

57.1 

11L3 

Total  Uneu-  feet  of  drill  bolaa. 

230 

620.0 

Total  pounds  of  djnauilt^ 

100.5 

70.2 

80.6 

257.2 

Linear  feet  of  drill  holes  per  onble  jard. 

8.17 

6.60 

2.72 

4.70 

PoiUids  of  djnamlte  pet  foot  of  bole. 

O.4C0 

0.402 

0.617 

0.488 

Pounds  of  djnainite  per  eublo  jard. 

a.70 

2.70 

1.41 

2.83 
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2TRACK  TUNNEL 

SOUND  ROCK 

SECTIONS  8  AND  9. 


1. consti'.uctiox  in  poor  rock  tunnel.     half  of  section  built  at  a  tlilb, 

Without  Timbering. 


Fig.    2. —  SEGMENTAL    TIMBERING    USED    ON    SECTION    8;    ALSO    TYPES    OF    CENTER    LiNB 

Steel  Used  in  the  Tunnel. 
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East 
and 
vest 
top 
beading. 

Center 
Une 

Top 
bench. 
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bench . 
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i.iS 
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57.5 
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12. 
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1.25 

0.57 
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2.61 
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12 
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30 
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7 

7 
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1.26 

1.0 
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0.14 

i. 

EAST  AND  WEST  TOP  HEADINGS.      ©                        | 
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i 
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0.09          1 
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UPPER  BENCH.     ®                                     | 
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Oll6 

as3 

6 
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Ce) 
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DRILLING  DIAGRAM- DRIFTS. 


DRILLING  DIAGRAM 
TOP  HEADINGS. 
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top  headings. 
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QUANTITIES  PER  LINEAR  FOOT  bF  TUNNEL. 
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55. 

100.6 
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13.5 

24.5 

50.13 

Linear  feat  ot 
holoapat  eubloyard. 
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12.5 
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12. 

J1.2 

ILO 

Pounds  or  QO^  dynanilte 
per  cubic  jard. 

2.27 

1.25 

0.57 

2.04 

2.61 

2.23 

Linear  fe«t  of  drUl  h  jleB  per  linear  foot  ot  2-lrack  tunnel  =■  83,51.               | 

PLAN  OF  DRILL  HOLES  IN  LOWER  BENCH,  2  LIFTS. 


METHOD  OF  EXCAVATING  UPPER  BENCH. 


Note :  (1  pull)  naej  13.6  lb.  of  dyjiamite  in 
11  breaking  holes  and  30  trimmingjioles. 
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LOADING   DETAILS. 


EAST  AND  WEST  DRIFTS.     (P 


EAST  AND  WEST  TOP 


I     '23.0 


CENTER  CORE. 


I      2.6 


UPPER  BENCH. 


LOWER  BENCH.  TWO  LIFTS. 


4.6     I    HT.O   J     l-Ol     I        a23 


JJote:  Used  147  Eb.  of  C0!6 
Forcite  in  Bench  (5  &  6)  .for 
a  6'pull 
Used  II  shots. 
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Excavation  in  Compi-cssed  Air. — At  oTtli  and  TStli  Streets,  streams 
originally  crossed  Lexington  Avenue,  and  when  the  excavation  was 
being  made  for  the  express  timnels  at  these  places,  considerable  water 
was  encountered.     The   contractors   had  completed  the  structure  for 


.^ H-g >.     Space  between  timber  area 

d  Blocking  .   ,    .„v,.  >    .  riD.- and  t.ick,  r.acked 


METHODS  OF 
TIMBERING  IN 
SEC.  8  TUNNEL 


Double-debk 

Structure 

Built 


FlNALl  STAGE 

rA 


METHOD   OF   TIMBERING 
IN  TUNNEL 
SECTION  9 


the  local  tracks  in  the  upper  level  at  these  points  before  the  work 
in  the  express  tunnels  was  undertaken.  This  had  been  done  in  spite 
of  the  fact,  pointed  out  to  them,  that  settlement  in  the  local  track 
structure  might  result  if  soft  ground  carrying  water  was  encountered 
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in  the  excavation  for  the  express  tunnel.  As  the  excavation  ap- 
proached the  sites  of  the  old  streams  at  75th  Street,  the  top  of  the 
section  ran  out  of  rock,  and  at  57th  Street  there  were  only  a  few 
feet  of  rock  cover  over  the  heading.  In  both  places  considerable  water 
ran  into  the  excavation,  and  the  water,  carrying  with  it  some  of 
the  material  between  the  two  levels,  caused  considerable  settlement 
in  the  local  track  structure,  as  well  as  some  settlement  in  the  build- 
ings adjacent  to  the  work.  An  attempt  was  made  to  control  the 
settlement  by  blocking  up  the  roof  of  the  local  track  structure  and 
by  supiwrting  the  buildings  temporarily  on  needles,  also  by  pumping 
the  water  through  driven  wells  from  the  local  track  floor,  but  neither 
of  these  methods  proved  satisfactory.  It  was  decided  finally  to 
proceed  with  the  work  under  air  pressure,  by  which  method  the  ex- 
cavation was  completed  successfully  without  any  appreciable  loss  of 
materials. 

The  details  of  the  locks  and  bulkheads  used  at  57th  Street  are  shown 
on  Fig.  7.  The  air  pressure  varied  from  8  to  16  lb.  Concrete 
bulkheads,  3  ft.  thick  and  reinforced  with  structural  steel  or  iron 
rails,  were  built  into  the  finished  section  of  the  tunnel.  A  groove 
about  6  in.  deep  was  cut  into  the  concrete  lining  of  the  tunnel,  and 
the  bulkheads  were  bonded  into  it.  The  lock  and  the  pipes  for  air, 
drainage,  etc.,  were  built  into  the  bulkheads. 

The  excavation  under  air  pressure  was  confined  to  the  removal  of 
the  top  heading.  After  the  timber  sets  had  been  placed  and  the 
space  between  and  back  of  the  timbers  had  been  concreted  and  grouted, 
the  bench  was  removed  in  free  air. 

At  57th  Street,  where  the  section  did  not  run  out  of  rock,  the 
excavation  imder  air  pressure  was  made  by  the  top  side-drift  method, 
as  described  for  the  unsound  rock  tunnels  on  Section  8. 

At  75th  Street,  the  top  of  the  heading  was  driven  through  soft 
ground,  and  poling  boards  were  used.  The  general  method  of  pro- 
cedure (Fig.  8)  was  about  as  follows:  The  excavation  was  started  at 
the  center  and  carried  over  to  the  sides.  Poling  boards,  about  4  ft. 
long,  were  driven  over  the  caps,  and,  as  the  excavation  was  carried 
from  the  center  to  the  sides,  breast  boards  were  placed  against  the 
face  of  the  heading  and  under  the  ends  of  the  poling  boards,  until 
the  excavation  had  been  widened  enough  to  permit  the  placing  of 
another  cap,   after   which  the  breast  boards  were  removed   and  the 


FiQ.  5. — Method  of  Tunnel  Timbering  Used  on  Section  9. 


Fig.  6. — Space  Between  Timber  Sets  Conceeted. 
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operation  was  repeated.  After  three  or  four  caps  had  been  placed  in 
this  way,  the  excavation  was  widened  out  for  the  wall-plates  and 
side-legs.  Where  considered  necessary,  lagging  was  placed  and  braced, 
as  shown  on  Fig.  S. 


Note:-  AH  pipes  provided  with  valves. 

Bulkhead  reinforced  with  CO-lb.  rails. 


253  *  09.7'j  r^ 


DETAILS 
OF 
28.6      BULKHEAD  AND  LOCKS 
56TH-57TH  STREETS-SEC.  8 


Fig.  7. 

In  some  cases,  the  soft  ground  showed  a  tendency  to  flow  and  work 
its  way  in  between  the  roof  and  breast  boards,  and  in  such  cases 
the  cracks  were  stufFed  with  hay.  At  certain  times  there  was  con- 
siderable difficulty  in  holding  the  air,   and  for  this  reason   it  often 
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became  necessary  to  caulk  the  cracks  between  the  timbers  with  oakum 
and  clay. 

Working  Shafts. — There  were  working  shafts,  for  handling  the 
excavated  material  from  the  express  tunnels  on  Sections  8  and  9,  at 
56th,  62d,  68th,  74th,  and  78th  Streets,  the  distances  between  shafts 
being  1  605,  1  662,  1  518,  and  1  057  ft.,  respectively.  At  62d  and  74th 
Streets,  the  hoisting  was  done  with  electric  traveling  cranes;  derricks 
operated  by  electric  hoists  were  used  at  the  other  shafts. 

Roadway  Support  at  Portals,  Sections  10  and  11. 

The  tunnels  on  Sections  10  and  11  were  not  continuous,  there  being 
stretches  of  open-cut  work  between  them.  The  excavation  was  gen- 
erally started  at  the  cut-and-cover  part  of  the  work,  and  then  extended 
into  the  tunnels.  The  depth  of  the  cuts  between  the  portals  varied 
from  50  to  70  ft.,  and  it  became  evident  that  some  method  of  sup- 
porting the  roadway,  different  from  the  usual  one  of  posting  up  from 
below,  wovdd  have  to  be  used. 

Two  general  methods  of  supporting  the  roadway  were  used.  By 
the  first,  48-in.  girders,  60  ft.  long,  were  placed  about  40  ft.  apart 
across  the  full  width  of  the  trench,  with  the  ends  jesting  on  the  rock 
or  on  cribbing  built  up  from  the  rock.  Then  26-in.  X-beams  were 
run  longitudinally  over  the  cross-girders,  and  the  roadway  was  blocked 
up  from  them.  After  the  excavation  was  completed,  the  cross-girders 
were  posted  up  from  below,  as  shown  by  Fig.  9.  As  an  additional 
precaution,  48-in.  girders  were  placed  longitudinally  in  the  roadway 
alongside  of  the  curb,  and  the  cross-girders  were  connected  with  them 
by  suspender  rods  and  plates.  The  surface  girders  were  spliced  with  a 
joint  designed  to  develop  the  full  strength  of  the  girder  before  it 
would  fail.  One  end  of  the  longitudinal  girder  was  supported  by 
being  blocked  up  from  a  cross-girder  that  was  already  posted  up 
from  below,  and  the  other  end  rested  on  the  undisturbed  portion  of 
the  roadway.  As  the  excavation  advanced,  the  longitudinal  girders 
were  moved  ahead,  or  an  additional  girder  was  spliced  on. 

By  the  second  method,  the  longitudinal  girders  just  described  were 
used,  but  26-in.  I-beams  running  crosswise  were  suspended  from 
them,  and  the  roadway  was  blocked  up  from  these  cross-beams.  The 
beams  were  placed  about  10  ft.  from  center  to  center,  and,  after  the 
excavation  below  was  completed,  the  beams  were  posted  up  and  the 
longitudinal  girders  moved  ahead.     (Fig.  10.) 
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Fig.  10. — Roadway  Supported  on  Cross-Beams,  Sections  10  and  11. 


Fig.   11. — Excavation  in  Dol-ble-Deck  Tunnels 
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Excavation  fok  Double-Deck  Tunnel,  Sections  10  and  11. 

The  double-deck  tunnel  is  31  ft.  S  in.  wide  and  32  ft.  7  in.  high. 
The  section  was  generally  taken  out  with  a  center  top  heading  and 
three  benches.  An  advance  of  from  5  to  8  ft.  of  heading  was  made  at 
each  fire.  About  8  lin.  ft.  of  drill  holes  were  required  per  cubic  yard 
of  heading,  and  1.6  ft.  per  cubic  yard  of  bench.  The  approximate 
arrangement  of  drill  holes,  and  the  loading  and  order  of  firing  are 
shown  on  the  heading  diagrams,  Figs.  12  and  13. 

The  excavation  was  started  with  a  32-hole  heading  (Fig.  12), 
but,  owing  to  the  severe  concussion  following  the  blasts,  it  was 
found  advisable  to  increase  the  number  of  holes  to  48  (Fig.  13) 
until  the  excavation  was  sufficiently  advanced  beyond  the  portal,  so 
that  the  effect  of  the  blasting  would  not  be  so  severe.  The  depth 
of  the  cut  was  reduced  from  8  to  6  ft.,  and  the  spacing  of  the  holes 
in  the  bench  was  reduced  from  5  to  3  ft.  This  new  arrangement 
required  much  more  drilling  (4.7  lin.  ft.  per  cu.  yd.  of  excavation 
as  compared  with  2.5  lin.  ft.  previously  used),  but  was  efficacious 
in  reducing  the  concussion  and  the  subsequent  vibration  of  adjacent 
buildings  and  breaking  of  windows.  After  the  excavation  had  been 
carried  about  250  ft.  beyond  the  portal,  there  was  little  concussion 
noticed  on  the  street,  and  the  drilling  was  brought  back  to  the 
32-hole  heading.     (Fig.  11.) 

In  the  prosecution  of  this  part  of  the  work,  the  aim  was  to  make 
an  advance  of  from  5  to  8  ft.  in  2  days.  In  general,  the  center 
heading  and  the  middle  bench  were  fired  on  one  day,  and  the  upper 
and  the  bottom  benches  on  the  next.  The  advance  in  the  heading 
varied  from  5  to  8  ft.,  depending  on  the  character  of  the  rock;  the 
sides  and  the  benches  were  taken  out  about  5  ft.  at  a  time,  an  extra 
shot  being  occasionally  taken  out  of  the  sides  and  benches,  so  that 
the  progress  would  keep  up  with  that  of  the  heading.  The  work  was 
done  with  one  mucking  and  two  drilling  shifts  working  as  follows: 
Mucking  gang,  10  A.  M.  to  7  P.  M. ;  drilling  gangs,  6  A.  M.  to  2.30  P.  M., 
and  4.30  p.  ii.  to  12.30  a.  m.  The  blasting  was  done  before  the  mucking 
gang  came  on  (between  7.00  and  10.00  a.  m.),  and  from  12  m.  to 
1  p.  M.,  when  the  mucking  gang  stopped  for  lunch. 

The  best  monthly  progress  in  excavation  in  this  tunnel  was  100 
ft.  of  full  section,  or  about  3  700  cu.  yd.  of  excavation  within  neat  lines. 


358 


SUBWAY  TUXNEL  WORK 


©  Side-|@  H 

3c.,af-®a...® 


^1  S"-^!  8*«-l  8***-l  6-*{<-l  j6 
©SIde^@Uoles0| 

•^^ il      I 


SUBWAY  TUXXEL  WORK 


359 


n  ■ 

o 

c 
> 

"0 
o 
2 

? 

O 

■n 
-1 
C 
Z 
Z 

r 

c  =  = 

z 
I 

"c 
c 

o 

I 

o 

5 
p 

»»£-.-. 

H 

I 
> 

1 

s 

> 

1 
"I 

"'s 

t       1 

c5. 

»='?"»=' 

ess 

ceo 

.S?=Sj 

■?       ffe^ 

1 
> 

otos 

•  *s 

S8S 

s«  ggS 

111" 

J^AS  9C  c* 

1* 

sSSsS 

-*si^ 

5°  ? 

V 

I© 


©  ©  ©  © 

©  ©  ©  © 


m  I 

^  J.  z  o 

•^  <?°  _i  o 

o  O  z 


m 


rn 


©©©©©© 
©  ©  ©0 

©0  0©©© 

©  ©   ©  © 

®     ®  ©© 

^      ©© 

©00©©© 

0©®© 

©  ©©®@@ 


360  subway  tuxxel  avork 

Trimming  at  Portal  and  Widening  Out  for  Station  Platforms. 

Generally,  only  a  few  feet  of  rock  cover  was  fomid  at  the  portals, 
and,  as  this  rock  was  seamy  and  disintegrated,  the  excavation  was 
started  about  5  ft.  below  the  line  of  the  finished  roof  and  gradually 
brought  up  to  grade  in  about  100  ft.  At  the  95th  Street  portal,  where 
the  work  was  in  the  station,  no  attempt  was  made  at  first  to  excavate 
for  the  station  platforms,  the  contractor  intending  to  come  back 
later,  after  the  lower-level  structure  had  been  completed,  and  do  this 
part  of  the  work. 

Before  the  portals  were  trimmed  and  the  excavation  was  widened 
out  for  the  station  platforms,  the  plans  were  changed  so  as  to  sub- 
stitute steel  columns  with  longitudinal  beams  or  girders  on  top  for 
the  reinforced  concrete  center  wall  originally  called  for.  This  change 
of  plan  greatly  simplified  the  work,  and  lessened  the  risk  of  excavating 
for  the  station  platforms  and  trimming  at  the  portals. 

As  has  been  noted  previously,  the  rock  at  the  portals  was  very 
poor  (Fig.  14),  and  particular  care  had  to  be  taken  not  to  expose 
too  much  of  it  at  a  time.  The  structure  for  the  lower  level  was  first 
completed  (Fig.  16),  and  also  for  the  upper  level  inside  the  portal, 
where  the  excavation  had  already  been  made  to  the  full  section. 
The  work  at  the  center  was  trimmed  carefully  to  the  neat  line  for 
tibout  20  ft.,  commencing  at  the  point  where  the  upper  level  had 
already  been  completed,  and  working  toward  the  portal  (Fig.  15). 
While  the  center  was  being  trimmed,  the  rock  on  the  sides  was  made 
secure  by  posting  or  cribbing  from  the  roof  of  the  structure  of  the 
lower  level.  The  center  line  steel  and  concrete  wall  was  then  built 
for  about  15  ft.,  and  carried  up  solid  to  the  rock  above.  After  the 
rock  was  thus  caught  up  at  the  center,  the  roof  on  one  side  was 
trimmed  and  the  arch  placed  (Fig.  17),  after  which  the  other  side  was 
completed.  In  this  way,  by  working  from  the  finished  structure  toward 
the  portal,  trimming  small  stretches  at  a  time,  and  keeping  the 
exposed  rock  in  the  roof  well  supported,  the  trimming  at  the  portals 
and  the  widening  out  for  the  station  platforms  were  accomplished 
successfully. 

Excavation,  99Tii  to  102d  Street. 

Between  99th  and  102d  Streets,  the  transition  is  made  from  a 
double-deck  tunnel  structure  to  one  with  four  tracks  on  the  same 
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level.  The  span  of  the  tunnel  at  99th  Street  is  32  ft.  (Fig.  19),  and 
this  gradually  increases  until,  at  100th  Street,  the  span  is  60  ft. 
(Plate  IV).  At  this  point,  the  local  tracks  have  been  offset  sufficiently 
to  clear  the  two  center  tracks  in  the  lower  level,  and  continue  north- 
ward in  two  separate  one-track  tunnels,  the  rock  core  between  them 
(over  the  center  tracks)  not  being  removed.     (Plate  TV.) 

METHOD  OF  EXCAVATION 

IN  TUNNEL 

96TH  STREET  STATION 


Fig.  16. 
In  making  the  excavation  for  the  widening  north  of  99th  Street, 
a  section  approximating  that  of  the  typical  double-deck  tunnel  was 
first  taken  out,  and  the  structure  for  the  lower  level  completed.  The 
roof  was  then  trimmed  at  the  center  to  permit  the  erection  of  the 
center  steel,  and,  after  the  rock  was  solidly  blocked  up  from  the  tops 
of  the  columns,  the  excavation  was  increased  to  its  full  width  without 
requiring  any  additional  timbering,  except  for  occasional  posting 
under  unsound  rock. 
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The  most  difficult  part  of  the  tunnel  work  on  Lexington  Avenue 
was  the  excavation  for  the  transition  between  100th  and  102d  Streets. 
The  tunnel  for  this  stretch  had  a  span  of  60  ft.,  and  the  rock  was 
cut  up  and  disintegrated,  and  would  hardly  stand  without  support 
for  the  span  of  one  track  (15  ft.).  The  situation  was  complicated 
further  by  the  fact  that  the  plans  did  not  contemplate  the  excavation 
of  the  rock  core  over  the  center  tracks  (lower  level)  and  between  the 
local  tracks  on  the  sides. 

The  general  scheme  of  prosecuting  the  work  was  to  complete  first 
the  excavation  for  the  center  tracks,  build  this  part  of  the  structure, 
and,  after  the  rock  over  the  roof  was  properly  caught  up,  to  make 
the  excavation  for  the  local  tracks  on  the  sides.  The  excavation 
for  the  two  center  tracks  was  continued  northward  to  about  100th 
Street  without  encountering  any  special  difficulties.  Going  north 
from  100th  Street,  the  rock  began  to  get  bad,  and  it  became  evident 
that  it  would  not  be  safe  to  make  the  excavation  for  the  full  width 
of  the  two-track  structure  without  the  use  of  timbering.  As  the  con- 
tractor desired  to  continue  the  use  of  his  air  shovel  for  mucking, 
and  as  the  use  of  the  ordinary  methods  of  timbering  requiring  posting 
wotild  interfere  with  the  operation  of  the  shovel,  it  was  decided  to 
narrow  the  excavation  to  a  width  of  about  18  ft.,  this  being  sufficient 
to  permit  the  use  of  the  air  shovel.  The  excavation  was  confined 
to  one  side,  so  that,  when  completed,  the  structure  for  one  track 
could  be  built.  It  was  hoped  that  the  rock  would  arch  for  this  small 
span,  and  that  by  this  procedure  there  would  be  no  necessity  for 
timbering.  This  scheme  was  successful  for  the  greater  part  of  the 
work,  but  occasionally  there  were  places  where,  even  with  such  a 
small  span,  it  was  necessary  to  support  the  roof.  In  these  cases,  in 
order  to  permit  the  use  of  the  air  shovel  for  mucking,  the  timbering 
had  to  be  placed  so  that  it  would  not  interfere  with  the  shovel  or 
with  the  construction  that  was  to  follow  later. 

The  general  manner  of  putting  in  roof  supports  in  these  eases 
(Fig.  21)  was  about  as  follows:  When  unsoimd  rock  was  encoimtered, 
the  excavation  was  advanced  with  a  small  heading  (8  by  8  ft.),  the 
rock  in  the  heading  being  secured  temiwrarily  by  posting.  At  a 
point  where  the  excavation  to  the  neat  line  had  been  completed  pre- 
viously, recesses  were  cut  in  the  side  rock  above  the  line  of  the 
roof  of  the  finished  structure,  and  24  or  26-in.  I-beams  were  placed 


Fig.  17. — Half  of  Roof  in  96th  Street  Station  Concreted. 
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crosswise,  with  the  ends  of  the  beams  concreted  into  these  recesses. 
A  temporary  horsehead  was  then  set  up  in  the  heading,  and  longi- 
tudinal beams  were  placed,  supported  on  the  horsehead  and  the  cross- 
beams. The  rock  was  then  blocked  up  from  the  longitudinal  beams, 
and  the  section  was  increased  to  its  full  width,  after  which  another 
set  of  cross-beams  was  put  in  just  below  the  horsehead,  and  the 
longitudinal  beams  were  brought  to  bear  on  this  new  set.  The  small 
heading  was  then  advanced  another  50  ft.,  and  the  operation  repeated. 

These  systems  of  timbering  were  used  for  about  200  ft.  of  the 
tunnel,  and  though  they  were  efficient  for  the  purpose  of  supporting 
the  rock  and  permitting  the  use  of  the  shovel,  they  interfered  seriously 
with  the  progress  of  the  work,  as  it  took  about  a  week  to  put  in  about 
50  ft.  of  the  timbering,  during  which  period  the  work  of  excavation 
had  to  be  discontinued.  For  this  reason,  toward  the  close  of  the 
job,  the  use  of  the  air  shovel  was  abandoned,  the  excavation  was 
confined  to  only  one  track  at  a  time,  and  all  loose  rock  was  carefully 
removed.  In  some  cases  it  became  necessary  to  remove  the  rock 
as  high  as  12  ft.  above  the  roof  line,  and  though  the  contractor  did 
not  receive  any  payment  for  the  excavation  outside  of  the  neat  lines, 
he  preferred  to  remove  all  loose  and  dangerous  rock  rather  than 
attempt  to  hold  it  in  place  with  timber.  A  ix)werful  electric  search- 
light was  kept  on  the  job  at  all  times,  and  examinations  of  the  roof 
were  made  several  times  a  week,  all  loose  rock  being  removed. 

The  rock  throughout  this  stretch  was  very  poor,  and,  as  very 
little  timbering  was  used,  it  was  necessary  that  the  excavation  be 
followed  by  the  construction  as  soon  as  possible,  for,  though  the  roof 
was  carefully  scaled,  the  constant  blasting  loosened  up  the  rock,  so  that 
it  was  inadvisable  to  leave  it  exposed  and  unsupported  for  any 
considerable  length  of  time.  Besides,  the  contractor  was  not  permitted 
to  widen  the  center  excavation  for  the  two  tracks  until  the  structure 
for  the  one  track  had  been  completed  and  the  rock  over  it  had  been 
caught  up,  or  to  make  the  excavation  for  either  local  track  on  the 
side  until  the  roof  of  the  structure  for  the  adjacent  express  track 
had  been  completed  and  the  rock  over  it  had  been  safely  caught  up. 

At  first,  the  space  over  the  roof  was  filled  with  hand-packed  rock, 
but  this  proved  unsatisfactory,  for,  when  the  excavation  was  made 
for  the  local  tracks  on  the  sides,  the  hand-packing  was  not  sufficient 
to  hold  the  rock  core  over  the  express  tracks  in  place.     Horizontal 
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seams  started  to  develop  in  the  core,  and  the  voids  in  the  hand- 
packing  as  well  as  the  cracks  in  the  rock  core  were  then  grouted  with 
Portland  cement  grout  to  prevent  bringing  concentrated  loads  on  the 
roof.  After  this,  where  the  excess  space  was  not  too  large,  or  where 
the  rock  was  very  poor,  the  roof  concrete  was  carried  solid  to  the  rock 
above;  where  the  rock  broke  very  high,  continuous  longitudinal  con- 
crete walls,  from  2  to  4  ft.  thick,  were  built  over  each  of  the  partition 
walls  of  the  structure  and  carried  solid  to  the  rock  above,  and  the 
space  between  the  walls  was  filled  with  hand-packing  (Plate  VII). 

Xo  attempt  was  made  to  excavate  for  the  local  tracks  on  the  sides 
ujitil  the  adjacent  express  track  structure  had  been  completed  and 
the  overlying  rock  had  been  caught  up.  The  plans  called  for  an 
emergency  exit  to  the  surface  at  100th  Street,  with  a  cross-drift  over 
the  express  tracks  connecting  the  two  outside  tracks.  The  contractor 
used  this  shaft  and  drift  as  working  points  from  which  to  make  the 
excavation  for  the  local  tracks. 

"While  the  excavation  for  the  local  tracks  was  being  made  north 
and  south  from  100th  Street,  work  was  also  started  at  the  102d  Street 
portal.  At  this  point,  the  structure  consists  of  four  tracks  on  the 
same  level,  the  tunnel  having  a  cross-section  of  60  by  17  ft.  The 
rock  as  exposed  at  the  portal  was  faulted  and  broken  up,  and  it  was 
clear  that  it  wovdd  not  be  safe  to  excavate  for  more  than  one  track 
at  a  time.  (Pig.  18.)  The  excavation  was  first  made  for  the  west, 
outside  (local)  track,  and  carried  south  about  75  ft.  from  the  portal. 
A  cross-drift,  about  20  ft.  wide,  was  then  carried  to  the  east  neat  line, 
and  the  excavation  for  the  east,  outside  (local)  track  was  extended 
north  to  the  portal.  After  the  structure  for  this  part  of  the  excavation 
had  been  completed  and  the  roof  had  been  concreted  solid  to  the 
rock  above,  the  excavation  for  the  two  center  tracks  was  made,  but 
prior  to  this,  and  as  an  additional  precaution  against  a  movement 
of  the  rock  over  the  portal,  concrete  buttress  walls  (about  3  ft.  thick) 
were  built  up  against  the  face  of  the  portal,  and  rested  on  the  roof 
of  the  finished  structure  in  the  open  cut  beyond  the  portal.  Three 
buttress  walls  were  built,  one  over  each  of  the  partition  walls  of  the 
subway  (Fig.  20). 

Xo  special  difficulties  were  encountered  in  making  the  excavation 
for  the  local  tracks  on  the  sides.  Precautions,  however,  had  to  be 
taken  to  protect  the  adjacent  finished  structure  (Fig.  22). 
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Fig.  23. — Excavation  for  Local  Tracks  in  Four-Track  Tunnel. 


Fig.  24. — Subway   Structure   Damaged   by   Blasting. 


Fig.  25. — Damaged  Columns  Removed  and  Beams  Supported  by  12  by  12-In.  Posts. 


Fig.  26. — Beam  Placed  Between  Roof  Beams  to  Stiffen  Them  and  Distribute 
THE  Load  on  the  Side-Wall. 
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At  first,  the  excavation  for  each  local  track  was  made  as  a  separate 
tunnel,  leaving  a  core-wall,  from  3  to  4  ft.  thick,  between  the  excava- 
tion and  the  finished  structure.  The  core- wall  was  kept  about  25  ft. 
behind  the  heading,  and  was  shattered  so  much  by  the  adjacent  blasting 
that  it  could  be  easily  removed  with  little  drilling  and  blasting.  This 
method  was  soon  abandoned,  as  considerable  damage  was  done  to 
the  finished  structure,  by  pieces  of  rock  being  blown  against  the 
columns  during  the  blasting,  and  also  by  the  rock  of  the  core- 
wall  being  jammed  against  the  columns.  The  columns  were  protected 
by  timber  planks,  and,  in  some  cases,  by  encasing  them  in  the  concrete 
partition  walls  called  for  by  the  plans.  Though  in  some  instances 
the  concrete  was  injured  by  the  blasting,  the  damage  done  to  the 
structure  was  less  serious  than  in  the  cases  where  concrete  was  not 
put  in. 

Very  good  results,  as  far  as  protecting  the  steel  was  concerned, 
were  obtained  by  drilling  the  holes  laterally  and  firing  the  rock  away 
from  the  finished  structure.  Practically,  this  consisted  of  taking 
out  a  center  heading  and  later  removing  the  top  of  the  section  with 
breaking-down  holes.  When  the  bench  was  removed,  a  4-ft.  core-wall 
was  left  temporarily  between  the  excavation  and  the  finished  structure. 
This  method  was  soon  abandoned,  as  its  use  generally  required  plat- 
forms or  scaffolding  on  which  to  set  up  the  drills. 

The  final  and  most  successful  method  used  was  to  place  a  continu- 
ous bulkhead  of  3-in.  planks  between  the  steel  and  the  rock  to  be 
excavated,  and  to  brace  the  columns  and  partition  wall  over  to  the 
center  wall  with  two  6  by  12-in.  braces.  The  excavation  was  made 
with  a  small  top  heading  and  three  benches,  a  6-ft.  core-wall  being 
left  temporarily  between  the  bench  and  the  columns.  The  core  was 
really  a  part  of  the  bench  that  had  not  been  drilled,  but  it  was 
shattered  so  much  by  the  other  blasting  that  it  could  be  removed  later 
with  very  little  drilling  and  blasting  (Fig.  23). 

Considerable  damage  was  done  to  the  structure  adjacent  to  which 
blasting  was  done  (Fig.  24).  The  contractor  was  required  to  cut  out 
and  replace  in  a  satisfactory  manner  about  200  ft.  of  16-in.  reinforced 
concrete  wall  and  columns.  Prior  to  removing  the  columns,  the  roof 
beams  were  ix)sted  up  with  12  by  12-in.  timbers  to  prevent  any  settle- 
ment (Fig.  25).  In  some  cases  the  ends  of  the  center  track  roof -beams 
were  badly  damaged  as  well  as  the  columns,  and  it  was  not  con- 
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sidered  safe  to  attempt  to  remove  them.  In  these  cases  a  12-in. 
I-beam  was  placed  between  the  roof-beams  to  stiffen  them  and 
to  distribute  the  load  over  the  concrete  wall  instead  of  directly 
on  the  columns  when  the  side-walls  for  the  local  track  were 
placed  (Fig.  26).  In  some  cases,  also,  where  jack-arches  were  used 
in  the  roof,  they  were  badly  damaged.  As  it  was  not  considered  safe 
to  remove  these  arches  and  replace  them,  6-in.  cross-beams  were 
introduced  in  the  bottom  of  the  arch  and  grouted,  as  shown  in  Fig.  27. 
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Fig.  27. 

Some  repair  work  was  also  necessary  to  the  local  track  structures 
at  5Gth  and  74th  Streets,  where  they  had  settled  on  account  of  the 
excavation  for  the  express  track  tunnel.  North  of  74th  Street,  con- 
siderable voids  were  found  under  the  track  floor.  The  ground  at 
this  point  was  a  soft  alluvial  soil,  and  it  did  not  seem  likely  that  any 
satisfactory  results  could  be  obtained  by  groutiug.     Accordingly,  the 


SURWAY  TrXN'EL  WORK  379 

contractor  was  ordered  to  re-build  the  footings  under  the  columns 
and  carry  them  down  to  the  soil.  The  track  floors  were  also  re-built. 
South  of  74th  Street  the  void  space  was  found  imder  the  floor  for 
about  100  ft.  of  the  structure,  the  voids  in  some  cases  being  as  great 
as  1  ft.  The  work  in  the  express  tunnel  had  drained  the  soil  at 
this  point  so  that  it  was  compact  and  dry  when  repairs  were  to  be 
made.  Holes  were  placed  in  the  local  track  floor  about  10  ft.  apart, 
and  the  voids  were  filled  with  grout.  After  this  was  done,  investi- 
gating holes  were  again  made  through  the  floor  and  grout,  and 
failed  to  disclose  any  void  space.  At  56th  Street,  when  settlement 
began  to  take  place,  the  contractor  immediately  grouted  the  space 
under  the  local  track  floor,  and  this  did  much  toward  checking  the  settle- 
ment. Later,  when  test  holes  were  made  through  the  local  track 
floor,  the  grout,  in  some  cases,  was  found  to  be  20  in.  thick,  and, 
as  this  rested  on  good  soil,  it  was  not  necessary  to  make  any  material 
repairs,  as  it  was  possible  to  work  up  a  new  grade  with  the  structure 
in  its  final  location.    ■ 

Haitoling  of  Muck. 
In  the  work  on  Sections  8  and  9,  the  mucking  was  done  by  hand; 
on  Sections  10  and  11,  air  shovels  were  used.  The  excavated  material 
was  loaded  into  large  iron  buckets,  commonly  known  on  the  work  as 
"battleships",  and  was  not  handled  again  until  dumped  into  the 
scows  for  disposal.  The  flat-top  trucks  used  were  fitted  with  cradles 
to  receive  the  bottom  of  the  "battleships". 

Plant. 

The  contractor's  plant  was  operated  by  compressed  air  and  elec- 
tricity. The  power-plant  for  the  air  was  at  96th  Street  and  East 
River.  Electric  current  was  furnished  by  the  New  York  Edison  Com- 
pany. 

Compressed- Air  Plant. — The  compressed-air  plant  consisted  of  five 
TngersoU-Eand  compressors,  each  with  a  capacity  of  2  100  cu.  ft.  of 
free  air  per  min.,  and  five  General  Electric  synchronous  motors,  each  of 
350  h.p.,  6  600  volts,  and  24.7  amperes.  Eive  receivers  were  used, 
two  6  by  18  ft.,  and  three  5  by  15  ft.  The  air  was  brought  to  Lexington 
Avenue  through  96th  Street  in  a  10-in.  pipe  line.  The  pipe  line  was 
extended  north  and  south  of  96th  Street  to  53d  and  106th  Streets,  and 
connections  were  made  at  the  shafts  as  required.     The  air  was  com- 
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pressed  to  a  pressure  of  100  lb.,  and  was  delivered  in  the  headings  at 
about  90  lb. 

Shovel. — Four  38-ton  Marion  shovels,  Model  No.  40,  with  1-yd. 
buckets,  were  used  on  Sections  10  and  11.  The  shovels  were  provided 
with  18-ft.  booms  when  working  in  the  double-deck  tunnels,  but  these 
were  cut  down  to  15  ft.  when  the  shovel  was  used  in  the  single-deck 
tunnel. 

Hoists. — The  electric  hoists  used  at  the  surface  at  the  shafts  were 
generally  Lambert,  direct-current,  ;60-h.p.  230  volts,  and  220  amperes. 
The  hoisting  engines  used  below  for  hauling  the  mucking  cars  were 
Lambert  7  by  10-in.  double-drum,  and  were  operated  by  compressed  air. 

Electric  Searchlight. — The  electric  searchlight,  used  in  examining 
the  roof  of  the  tunnel  before  the  lining  had  been  placed,  was  made 
by  the  Rushmore  Dynamo  Works,  being  described  as  Type  A,  110 
volts,  and  20  amperes. 

Pumps. — In  the  tunnel,  6-in.  Cameron  suction  pumps,  operated  by 
compressed  air,  were  used  to  discharge  the  water  into  sumps,  and 
from  there  the  water  was  discharged  into  the  sewers  by  electrically- 
operated  centrifugal  pumps. 

"Battleships." — The  "battleships",  or  buckets,  were  made  of  i-in. 
wrought  iron,  and  were  4  ft.  8  in.  by  7  ft.  by  3  ft.  10  in.  Their 
capacity  was  4.6  cu.  yd.,  water  measure. 

Drills  and  Columns. — Ingersoll-Rand  6-in.  columns  were  used  to 
drill  the  headings.  The  tripod  drills  used  were  generally  Ingersoll- 
Eand,  Type  E-44  (with  3:l-in.  cylinder),  F-94  (Sg-in.  cylinder),  and 
E-33  (3^-in.  cylinder).  A  depth  of  about  2  ft.  was  drilled  with  each 
sharpening  of  the  steel. 

The  extensive  use  of  the  tripod  drills  was  probably  due  to  the 
fact  that,  when  this  job  started,  the  hammer  type  then  on  the  market 
was  not  very  efficient.  The  maximum  length  of  steel  that  could  be 
used  with  such  drills  at  that  time  was  6  ft.  Toward  the  close  of 
the  work,  several  new  kinds  of  rotary  hand-drills  were  put  on  the 
market,  and  these  proved  so  satisfactory  that  they  practically  sup- 
planted the  heavier  drills  formerly  used  in  this  work.  The  first  hand- 
drills  used  were  the  McKiernan-Terry  non-rotating  hand-drill,  Style 
B.  These  were  replaced  later  by  the  Ingersoll-Rand  rotating  hand 
drills.  Type  BCR  No.  33  and  BCR  No.  430.  The  superiority  of  these 
small    machines    over    tlie   heavy    tripod    drills    is    shown    by    the    fact 
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that  they  will  drill,  ou  an  average,  about  30  ft.  per  hour,  and  are  now 
supplied  with  steels  up  to  12  ft.  in  length.  The  saving  in  labor 
and  power  has  contributed  to  the  success  of  these  small  drills.  An 
ordinary  tripod  drill  with  a  3§-in.  cylinder  requires,  at  90  lb.  pressure, 
159  ft.  of  air,  and  must  have  a  drill  runner  and  a  driller's  helper  to 
run  it.  The  BCE  Xo.  33  hand-drill,  at  the  same  pressure,  requires 
90  ft.  of  air,  and  can  be  run  by  a  driller  without  a  helper.  The  tripod 
drills  require  the  steel  to  be  changed  every  2  ft.;  but,  with  the  BCE 
drill,  from  6  to  S  ft.  can  be  drilled  without  a  change. 

Dnll  Steel. — For  the  large  drills,  1^-in.  octagonal  steel  was  used; 
and  for  the  small  drills,  l-in.  hollow  hexagonal  steel.  A  set  of  steels 
for  the  large  drills  was  made  up  as  follows: 


Length 

of  steel. 

.  2  ft. 

9  in. 

4    " 

0    " 

6    " 

0    " 

8    " 

0    " 

10    " 

0    " 

12    " 

0    " 

14    " 

0    " 

'iametei 

•  of  steel. 

3 

in. 

2i 

a 

n 

a 

2 

(( 

13 

i( 

If 

(C 

n 

ti 

Cost  Data. 

The  following  figures  may  be  considered  fairly  accurate,  as  repre- 
senting the  cost  of  the  various  classes  of  work  indicated: 

Cost  of  excavation  per  cubic  yard  in  double-deck  tunnels, 
Sections  10  and  11;  sound  rock  not  requiring  timber- 
ing; mucking  done  by  air  shovel $5.00 

Cost  of  tunnel  excavation  per  cubic  yard  in  sotm^d  rock 
tunnel,  no  timbering  being  used  (two-track  tunnel, 
Sections  8  and  9) $T.00 

Cost  of  tunnel  excavation  per  cubic  yard  in  iinsound  rock 
tunnels,  requiring  segmental  timbering  (two -track  tun- 
nels. Sections  8  and  9) $10.00 

Cost  of  tunnel  excavation  in  compressed  air  work  (10  to  IG 
lb.).  Only  top  of  heading  excavated.  Segmental  tim- 
bering used  (two-track  tunnels.  Sections  8  and  9) .  . .  .  $15.00 
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In  computing  the  foregoing  figures,  the  following  scale  of  wages 
and  general  charges  were  assumed,  the  scale  of  wages  being  based 
on  an  8-hour  day: 

Superintendent   $300.00  per  month. 

Tunnel  foreman 200.00     "        " 

Heading  foreman  ....  5.00  per  day. 

Mucking   foreman    .  . .  4.00     "       " 

Driller   3.68     "       " 

Driller's  helper  2.00     "      " 

Cranesman   5.00     "       " 

Shovel  runner   6.50     "       " 

Mucker    2.00     "      " 

Blacksmith 3.68     "       " 

Blacksmith's  helper   .  .  2.00     "       " 

Electrician   4.80     "       " 

Electrician's  helper   .  .  2.20     "       " 

Drill  repairer 3.00     "       " 

Timekeeper    3.00     "       " 

Hoist  runner 4.75     "       " 

Signalman    2.00     "       " 

Three-horse  team 9.00    "      " 

Master   mechanic 5.00     "       " 

Team  checker   3.00     "      " 

Powder    $0.14  per  lb. 

Dump    0.30  per  cu.  yd. 

Plant  running  and  de- 
preciation     1.42  per  cu.  yd.* 

Administration  charges.      10%  of  cost  of  labor  and  materials. 

Concrete  Lining. 

The  plans  for  the  subway  structure  in  the  tunnel  did  not  contem- 
plate the  placing  of  the  concrete  solid  to  rock  in  all  cases.  Where 
the  structure  had  an  arched  roof,  the  side-walls  were  in  all  cases  to 
be  concreted  solid  to  rock  up  to  2  ft.  above  the  springing  line  of  the 
arch.  Where  the  rock  was  good  and  did  not  require  any  timbering 
during  the  progress  of  the  excavation,  the  regular  construction  sho\vn 


*  The  figures  for  the  Manhattan  tunnels  of  the  Pennsylvania  Railroad  are  given 
in  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXVIII,  p.   192. 


Fig.   2S. — Longitudinal  Concrete  Walls  Over   Roob^  of  Tunnel. 


Fig.  29. — Blaw  Foems  Used  in  Concreting  Express  Tunnels. 
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on  the  plans  was  put  in,  and  a  continuous  concrete  wall,  3  ft.  thick, 
was  built  over  the  center  wall,  solid  between  the  roof  and  the  overlying 
rock.  The  space  between  the  top  of  the  side-wall  and  the  center  wall 
was  then  filled  with  hand-packing.  In  the  tunnel,  with  four  tracks 
on  the  same  level,  where  the  steel-bent  construction  was  used,  the 
structure  was  treated  in  the  same  manner,  there  being  a  longitudinal 
wall  over  each  partition  wall  (Fig.  28). 

Where  the  rock  was  unsoimd,  and  timbering  had  to  be  used  for 
support  while  making  the  excavation,  the  structure  was  generally  con- 
creted solid  to  rock.  To  strengthen  the  timbering,  the  space  between 
and  back  of  the  timber  sets  was  first  packed  with  concrete  and  grouted 
(Fig.  6),  and.  later,  when  the  concrete  lining  was  put  in,  it  was 
placed  solid  against  this  concrete  and  the  timber  sets  and  the  space 
between  the  timbers  and  the  lining  grouted.  The  grout  used  was 
generally  a  1 :  1  mixture. 

Mixing  and  Placing  Concrete. — Central  mixing  plants  were  used 
on  all  the  four  sections.  On  Sections  8,  10,  and  11,  the  concrete  was 
mixed  dry  at  the  mixer,  and  water  was  added  on  the  work;  on  Section  9, 
just  enough  water  was  used  to  wet  the  mass,  and  more  was  added  on 
the  work  when  considered  necessary.  The  concrete  was  generally 
dumped  on  the  roadway  decking  or  on  special  platforms,  and  then 
transferred  to  the  express  tunnel  below  through  iron  chutes. 

Several  different  methods  of  handling  the  concrete  in  the  express 
tunnels  were  adopted  on  different  parts  of  the  work.  The  concrete 
cars  were  loaded  directly  from  the  chutes  from  the  street  surface.  At 
first,  the  cars  were  dumped  on  a  platform,  and  the  concrete,  after 
being  passed  by  hand  to  several  working  platforms,  was  deposited  in 
place.  This  crude  method  of  handling  concrete  was  soon  abandoned, 
and  various  devices  were  used  so  that  the  concrete  could  be  deposited 
directly  on  a  working  platform  from  which  it  could  be  shoveled  into 
the  forms. 

On  Section  8  (two-track  tunnel),  the  common  practice  was  to  use 
a  ramp  leading  from  the  floor  of  the  express  tunnel  to  a  working 
platform.  The  cars  were  hauled  to  the  platform,  and  the  concrete 
was  dumped  and  placed  in  the  form  by  hand.  Though  this  was  an 
advance  over  the  previous  method,  it  was  open  to  the  serious  objec- 
tion that  the  ramps  blocked  the  mucking  tracks  so  that  it  was  im- 
possible to  remove  any  muck  while  the  concreting  was  being  done. 
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Where  this  objectionable  feature  became  so  serious  as  to  interfere 
materially  with  the  progress  of  the  work,  a  continuous  working  plat- 
form was  built  from  the  chute  to  that  part  of  the  tunnel  which  was 
being  lined,  so  that  there  were  separate  tracks  on  different  levels  for 
both  the  mucking  and  the  concrete  cars. 

To  dispense  with  the  necessity  of  a  long  working  platform  and 
double  tracks,  the  contractor  on  Section  9  used  a  lift  to  raise  the 
concrete  cars  to  the  level  of  the  working  platform  (Fig.  30).  The 
latter  was  provided  with  transfer  tracks,  so  that  only  one  lift  was 
necessary   to    raise    the    concrete   for   either    arch.      This    method    of 
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handling  the  concrete  eliminated  all  the  objectionable  features  previ- 
ously mentioned. 

Toward  the  close  of  the  work,  another  satisfactory  method  of  han- 
dling the  concrete  in  the  express  levels  was  introduced  on  Section  11 
(Fig.  31).  The  concrete  car  was  mounted  on  a  timber  framework 
built  on  a  flatcar,  so  that  the  concrete  could  be  dumped  directly  on 
the  working  platform. 

A  continuous  traveler  or  bucket  elevator  (Fig.  32)  was  tried  for 
a  short  time,  but  was  soon  abandoned,  as  it  did  not  prove  very  suc- 
cessful. The  main  objection  was  tliat  tlie  (iiiautity  of  concrete  that 
could   be  luuidlcd    in   this   way   was  too   small.      Tlie  concrete  for  the 
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roof  was  deposited  on  tlie  platform  and  then  shoveled  into  the  forms; 
the  concrete  for  the  side-walls  was  dmnped  in  a  sloping  trough,  leading 
into  the  forms. 

Forms  for  Concreting. — Figs.  2^  to  34  illustrate  the  principal  types 
of  forms  used  in  concreting  the  express  tunnels.  Where  the  excavation 
was  through  somid  rock  which  did  not  require  any  timbering,  the 
general  practice  was  to  use  the  Blaw  movable  forms  (Figs.  29  and 
S3).  Wliere  the  tunnel  excavation  had  to  be  timbered,  the  posts 
prevented  the  satisfactory  use  of  the  Blaw  forms,  it  being  impossible 
to  move  them.  In  these  cases,  forms  of  wood  or  those  having  steel 
ribs  with  longitudinal  lagging  were  used  (Fig.  34). 

The  tunnel  work  was  started  in  April,  1912,  and  completed  in 
December,  1914.  The  work  was  done  under  the  supervision  of  the 
Public  Service  Commission  for  the  First  District,  Alfred  Craven,  M. 
Am.  See.  C.  E..  Chief  Engineer.  John  H.  Madden,  Assoc.  M.  Am.  Soc. 
C.  E.,  was  in  charge  of  the  construction,  as  Assistant  Division  Engi- 
neer, until  the  end  of  March,  1914,  at  which  time  he  was  assigned  to 
other  work.  The  writer,  who  had  acted  as  Section  Engineer,  succeeded 
!Mr.  Madden,  and  continued  in  charge  until  the  work  was  completed. 
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D I  s  o  xj  s  s  I  o  isr 


Mr.  Maurice  Griest,*  Esq.  (by  letter). — This  paper  describes  the  con- 

Gnest.  gtrug^ion  of  tJie  j-ock  tunnels  in  Lexington  Avenue  from  57th  Street 
to  102d  Street.  It  has  been  prepared,  however,  from  the  point  of  view 
of  the  construction  engineer,  rather  than  that  of  the  designer,  there- 
fore some  special  featvires  of  the  design  will  be  presented,  particularly 
of  that  portion  from  97th  Street  to  102d  Street,  where  the  structure 
changes  from  a  double-deck  tunnel  to  a  four-track  tunnel  on  one  level. 

Two  features  seem  worthy  of  brief  mention:  First,  the  flat-roof 
construction  with  transverse  beams  and  concrete  jack-arches  and  the 
reasons  for  its  use;  and  second,  the  method  of  reinforcing  the  structure 
after  the  steel  therefor  was  delivered,  in  order  to  provide  for  materially 
heavier  loads  than  were  contemplated  originally. 

The  original  design  for  this  portion  contemplated  the  use  of  con- 
crete arches- — twin  tubes  between  97th  and  100th  Streets  as  the  local 
tracks  spread  out,  and  four  single-track  tubes  from  100th  to  102d 
Street  as  the  grades  approach.  In  the  former  case,  the  clear  span 
varied  from  14  to  30  ft. ;  in  the  latter  case,  the  spans  were  uniformly 
14  ft.  The  principal  reason  for  adopting  the  arch  form  of  construc- 
tion in  preference  to  the  ordinary  subway  construction,  was  the  greater 
ease  in  placing  the  concrete  in  the  arch  form  than  in  the  flat  roof  with 
smaller  clearance  above. 

It  was  soon  apparent  that  it  would  be  desirable,  on  account  of  the 
condition  of  the  rock,  to  construct  one  track  at  a  time.  To  do  so  with 
the  original  construction,  it  would  have  been  necessary  to  leave  the 
centers  in  place  in  one  arch  until  the  adjacent  arch  was  poured  and 
packed  to  rock.  Therefore,  the  ordinary  flat  roof  construction  with 
transverse  beams,  5-ft.  centers,  was  substituted,  the  steelwork  being 
arranged  to  permit  the  construction  of  the  center  express  tracks  in 
advance  of  the  excavation  for  or  construction  of  the  local  tracks. 

Between  100th  and  102d  Streets,  the  roof  in  general  for  the  ordinary 
14-ft.  width  consisted  of  a  20-in.,  80-lb.  beam  supported  between  the 
tracks  by  6-in.  plate  and  angle  columns,  and  at  the  sides  by  12-in., 
31i-lb.  wall  beams,  designed  for  both  roof  load  and  side-wall  pressure. 
This  roof  could  carry  safely  the  weight  of  12  ft.  of  rock  above  it. 
It  was  expected  that  the  rock  would  be  sound  enough  to  arch  over, 
so  that  in  no  case  would  there  be  a  weight  greater  than  the  foregoing 
carried  by  the  roof.  It  was  necessary,  later,  to  increase  the  strength 
of  the  roof,  for  two  reasons:  first,  at  102d  Street,  on  account  of  the 
poor  rock,  open-cut  excavation  was  extended  beyond  the  original  portal 
location,  so  that  the  maximum  depth  of  fill  over  the  roof  was  increased 
to  depths  varying  from  28  to  38  ft.  The  roof,  therefore,  designed  to 
carry  12  ft.  of  rock,  was  now  to  support  from  28  to  38  ft.  of  back-fill. 

•  Asst.  Designing  Engr.,  Public  Service  Comm.,  First  Dist.,  Now  Yorlc  City. 
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As  described  in  the  paper,  the  rock  in  some  cases  broke  out  12  ft.  Mr. 
beyond  the  neat  line  of  excavation,  the  excess  excavation  being  refilled 
with  hand-packed  stone  or  concrete.  In  other  cases,  the  rock  was  poor 
and  seamy,  so  that  the  weight  to  be  supported  on  the  roof  was  prob- 
lematic. It  was  necessary,  therefore,  to  make  provision  for  the  support 
of  more  than  12  ft.  of  rock  for  a  considerable  part  of  the  tunnel. 

To  meet  these  conditions,  it  was  necessary  to  add  from  50  to  100% 
to  the  strength  of  the  roof.  The  steel  roof-beams  were  already 
delivered.  Several  months  would  have  been  required  to  obtain  addi- 
tional structural  steel.  The  conditions  of  the  rock  made  it  desirable, 
even  imperative,  that  the  permanent  construction  be  placed  without 
delay.  The  contractor  had  on  hand  a  supply  of  rods  ordered  for  other 
parts  of  the  section.  Furthermore,  the  rock  had  broken  out,  as 
described  in  the  paper,  above  the  neat  line  of  excavation,  so  that  the 
thickness  of  the  roof  could  be  increased  without  additional  excavation. 
It  was  decided,  therefore,  to  omit  the  jack-arches  and  increase  the 
thickness  of  the  concrete  of  the  roof,  so  as  to  develop  in  effect  a  rein- 
forced concrete  slab. 

The  original  plans  showed  an  average  thickness  of  concrete  3  in. 
above  the  top  of  the  beams.  This  was  increased  to  12,  14,  and  20  in. 
in  various  cases  (making  the  depth  of  concrete  32,  34,  and  40  in., 
respectively).  Four  1-in.  tension  rods  were  added  in  each  5-ft.  bay 
between  adjacent  bents.  Assuming  the  roof  to  be  a  reinforced  con- 
crete slab,  the  reinforcing  consisting  of  the  rods  and  beams,  the 
neutral  axis  is  found  to  be  above  the  top  of  the  beam.  The  web  of  the 
beam,  therefore,  assisted  in  resisting  the  vertical  shear,  but  did  not 
resist  any  part  of  the  horizontal  shear  at  the  neutral  axis.  Six  |-in. 
inclined  shear  rods  were  added,  therefore,  in  each  5-ft.  bay  over  each 
supix)rt.  By  this  method  of  reinforcing,  the  supporting  power  of  the 
roof  was  increased  50%  for  32  in.  thickness,  70%  for  34  in.  thickness, 
and  110%  for  40  in.  thickness  of  concrete. 

It  was  also  necessary  to  reinforce  the  center  walls  to  carry  a  load 
even  greater  than  the  supporting  power  of  the  roof.  (The  rock  being 
caught  up  near  or  over  the  center  walls  and  the  space  filled  later  with 
hand-packed  stone  and  rubble,  made  it  probable  that  a  greater  loading 
would  be  carried  on  the  walls  than  on  the  intervening  roof  beams.) 
The  coliimns,  therefore,  were  embedded  in  12-in.  and,  in  some  cases,  in 
16-in.  concrete  walls,  with  eight  1-in.  vertical  rods  in  each  5-ft.  bay. 
The  load  was  then  assumed  to  be  distributed  as  in  a  reinforced  concrete 
wall,  over  the  steel  and  concrete. 

John  H.  ^Iadden,*  Assoc.  M.  Am.  Soc.  C.  E. — This  work  was  of     Mr. 
such  magnitude,  and  the  problems  presented  were  so  numerous,  that  ^^'^<^^°- 
the  details  would  readily  afford  a  field  for  several  papers  of  the  extent 
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Mr.  of  that  offered.  Under  such  circiunstances,  the  wisdom  of  illustrating 
the  text  profusely  is  apparent.  The  speaker  believes  that  it  may  be  of 
interest  to  review  the  development  of  the  methods  adopted  for  the  tun- 
neling operations  and  the  experience  during  their  execution,  and,  to 
that  end,  will  devote  his  remarks  in  general  to  the  work  in  progress  for 
the  first  two  years  of  these  contracts,  when  he  was  in  direct  charge  of 
the  tunnel  construction  for  the  Public  Service  Commission.  The 
author  succeeded  to  that  capacity  in  April,  1914. 

Design. — For  subways  to  carry  intraurban  traflBc  it  is  essential  to 
provide  ready  access  to  stations,  so  as  to  offer  the  greatest  convenience 
to  the  traveling  public,  and,  where  the  stations  occur  at  frequent  inter- 
vals, as  is  necessary  in  New  York  City,  this  demands  the  minimum 
depth  below  the  street  surface  consistent  with  a  feasible  re-adjustment 
of  the  existing  sub-surface  structures  which  will  be  interfered  with. 
In  the  work  under  discussion,  this  was  complicated  further  by  the  loca- 
tion of  the  express  stations  of  the  lower  level,  at  which  points  a  prac- 
tical connection  had  to  be  provided  with  the  local  or  high-level  service. 

With  these  considerations  in  mind,  the  small  rock  cover  in  places, 
with  its  incidental  construction  difficulties  in  the  tunneling,  can  be 
readily  understood.  Future  building  operations  or  other  sub-surface 
reconstruction  involving  a  disturbance  of  existing  conditions,  was  an 
added  factor  in  the  problem  of  the  design  of  the  structure. 

Excavation. — The  general  character  of  the  material  encountered 
in  the  excavation  has  been  sufficiently  described,  except  that  in  many 
places  a  considerable  stratum  of  destroyed  rock,  overlying  the  ledge 
rock,  was  penetrated.  These  deposits  had  been  deprived  of  their 
cementing  properties,  and  could  usually  be  removed  with  a  pick  and 
shovel,  though,  when  exposed  in  the  face,  they  presented  every  appear- 
ance of  ledge  rock. 

On  starting  the  work,  there  was  discussion  as  to  adopting  a  bottom 
heading,  but,  in  view  of  the  many  faults  and  seams  common  to  rock 
of  the  character  of  Manhattan  schist,  it  was  feared  that  the  use  of  this 
method  might  loosen  the  overlying  material  and  complicate  the  sub- 
sequent removal  of  the  upper  section  of  the  tunnel.  With  the  top 
heading,  support  could  be  provided  with  the  advance,  before  the  ground 
had  an  opportunity  to  work  and  become  heavy. 

x\s  shown  in  the  paper,  the  finished  two-track  section  was  about 
32  ft.  wide,  and  the  roof  of  the  excavation  was  very  flat.  To  permit 
the  structure  to  be  completed  piecemeal,  steel  columns  and  longi- 
tudinal girders  were  substituted  in  the  center  wall  for  the  original  rein- 
forced concrete  design.  By  this  means  half  of  the  structure  could  be 
built  and  blocked  against  lateral  movement,  and  thereby  avoid  expos- 
ing the  rock  for  the  full  section  at  one  time. 

Keference  is  made  by  the  author  to  the  completion  of  the  upper 
level  in  advance  of  the  work  for  the  lower  tunnels.    It  must  be  borne 
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in  mind  that  it  is  necessary  to  maintain  progress  in  work  of  this  char-  Mr. 
acter,  and  that  the  contractor  must  base  his  methods  on  the  preliminary  ^  ^"' 
information  as  to  the  character  of  the  material  which  will  be 
encountered.  Except  where  it  is  known  that  the  tunnel  roof  will  pro- 
ject above  the  rock  outcrop  into  a  sandy  soil  continuing  to  the  upper 
level,  and  thereby  induce  a  bleeding  off  below  that  level,  with  the 
probable  disturbance  of  the  intervening  material,  extending  to  either 
side  and  entailing  settlement  outside  of  the  normal  limits  of  the  work, 
it  would  seem  that  some  advantage  can  be  claimed  for  this  procedure. 
The  completion  of  the  upper  level  excavation  removes  the  overhead 
load  if  poor  ground  is  developed  in  the  tunnel,  or  if  the  rock  cover 
above  the  roof  of  the  tunnel  is  very  thin.  The  timbering  of  the  upper 
level  excavation  may  also  act  to  localize  any  disturbance  caused  by 
the  tunnel  excavation,  by  retaining  the  side  banks  above  and  diminish- 
ing the  possibility  of  an  extensive  outside  settlement. 

Where  apprehension  is  felt  as  to  settlement  from  this  sequence  of 
operations,  it  is  not  believed  that  underpinning  abutting  buildings  is 
as  effective  for  their  protection  against  injury  as  supporting  their 
foundations  on  cribwork,  as  the  latter  admits  of  correction  for  settle- 
ment and.  on  the  completion  of  the  subway  structure,  such  foundations 
can  be  extended  to  stable  ground. 

It  is  not  intended,  however,  to  question  the  wisdom  of  deferring 
the  construction  of  the  structure  at  the  upper  level  in  advance  of  the 
completion  of  the  lower  tunnel  excavation  where  the  latter  is  to  be 
conducted  through  poor  material.  As  stated  by  the  author,  where  this 
course  was  followed,  voids  were  caused  under  the  upper  structure,  and, 
in  some  instances,  a  cavity  was  developed  between  the  two  levels.  An 
attempt  was  made  to  close  the  neck  of  this  crater  with  small  timber, 
sealing  above  it  with  concrete  and  packing  the  sides  of  the  cavity  with 
sand  bags  to  prevent  sloughing  off.  Grout  was  introduced  under  pres- 
sure from  below,  in  order  to  consolidate  the  disturbed  ground,  but,  as 
no  great  success  was  attained  in  preventing  further  development  of 
the  settlement,  it  was  necessary  ultimately  to  reconstruct  the  footings 
and  track  floor.  Indifferent  results  were  likewise  obtained  from  efforts 
to  compact  the  soft  ground  underlying  the  upper  level  so  as  to  retain 
it  in  place  during  the  subsequent  excavation  from  the  lower  tunnel. 

Blasting. — The  diagrams  and  data  in  the  paper  supply  full  details 
of  the  blasting  operations.  Where  buildings  abut  on  tunnel  work  and 
are  founded  on  the  same  rock  strata  to  be  excavated,  sOme  concussion 
is  unavoidable,  but  the  damage  from  this  source  was  remarkably  slight, 
under  the  circumstances. 

In  the  vicinity  of  some  of  the  portals  the  breakage  of  windows  was 
quite  extensive,  because  of  the  air  vibrations  following  the  blasting, 
and  though  several  expedients  were  tried  to  break  up  the  velocity  of 
the  discharge  at  the  portals,   they  met  with  no  great   success.     The 
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increase  in  the  number  of  holes  or  the  reduction  in  the  charge  of 
dynamite  had  no  material  effect  in  reducing  the  damage  to  the 
windows.  The  plate-glass  store-fronts  were  protected  with  small 
wooden  blocks  placed  on  each  side  of  the  glass  over  which  wires  were 
carried  to  a  frame  at  the  top  and  bottom  of  the  window.  This  operated 
to  confine  the  oscillations  induced  by  the  vibration,  and  proved  very 
efficacious  in  preventing  the  breaking  or  cracking  of  the  glass.  It  was 
not  practical,  however,  to  place  this  device  on  each  of  the  great  number 
of  small  house  windows,  and,  when  broken,  these  were  promptly 
replaced. 

Emphasis  might  well  be  laid  on  the  use  of  the  powerful  searchlight 
which  was  movmted  on  a  car  in  the  timnel  and  used  for  periodic 
inspection  of  all  exposed  rock.  This  readily  disclosed  any  indications 
of  the  rock  working,  or  spalls  loosening,  and  suitable  precautions  could 
be  taken  as  required.  In  some  instances  where  the  ground  was 
treacherous,  the  searchlight  was  used  to  examine  the  face  of  the  head- 
ing following  the  blasting  and  before  any  men  were  permitted  to 
enter.  Its  use  was  an  insurance  factor  that  is  worthy  of  adoption  on 
work  of  this  character. 

Timhering. — Where  timbering  was  necessary,  the  usual  segmental 
type  was  used,  and  the  design  contemplated  either  the  support  of  the 
overhead  load  where  the  ground  was  heavy,  or  protection  against 
injury  through  the  dropping  out  of  spalls  or  fragments  where  the  rock 
was  firm  but  blocky.  When  the  soft  water-bearing  material  was 
encountered  at  74th  Street,  the  contractor  adopted  the  expedient  (as 
mentioned  by  the  author)  of  driving  long  spikes  in  the  sides  of  the 
caps,  and  these  projected  from  their  face  and  formed  a  bond;  the  space 
between  the  timber  sets  was  then  packed  solid  with  concrete  through 
which  the  grout  pipes  extended.  This  method  proved  so  advantageous 
that  it  was  used  subsequently  in  other  parts  of  the  work  to  which  it 
would  apply. 

By  this  method  the  timbering  was  not  only  greatly  reinforced,  but 
a  very  efficient  and  uniform  support  was  provided  for  the  roof  between 
the  sets.  A  seal  was  also  obtained  for  the  water  draining  from 
above,  and,  where  desirable,  this  could  be  collected  and  removed  under 
control  through  grout  pipes  kept  open  for  that  purpose.  In  rock  which 
is  seamed  and  faulted,  to  the  extent  of  that  encountered  in  many 
places  in  this  locality,  it  is  important  to  minimize  the  time  of  the 
exposure  of  the  face  in  the  excavation,  so  as  to  reduce  the  tendency  to 
work;  and  it  is  believed  that  concreting  between  sets  as  soon  as  prac- 
tical after  their  erection  offers  an  excellent  solution  of  that  problem. 
This  is  particularly  applicable  when  the  permanent  lining  cannot  be 
completed  coincident  with  the  advance  of  the  tunnel  excavation. 

As  described  in  the  paper,  the  work  presented  unusual  problems  in 
tunnel  construction,  and  required  from  the  contractors  a  severe  tax  on 
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their  experience  and  resourcefulness.    Acknowledgment  is  due  to  The    Mr. 
Bradley   Contracting   Company  and  P.   McGovern  and  Company   for 
the  successful  completion  of  their  respective  sections. 

Egbert  H.  Jacobs  *  Assoc.  M.  Am.  Soc.  C.  E. — This  paper  brings  Mr. 
forcibly  to  the  mind  of  the  engineer  the  hazards  necessarily  incident  to 
execution  of  work  of  this  character.  To  those  acquainted  with  such 
work,  it  is  unnecessary  to  emphasize  the  fact  that  the  process  of  driv- 
ing tunnels,  of  the  dimensions  required  for  subway  operation,  in  rock 
such  as  exists  throughout  Manhattan,  within  the  limits  of  city  streets, 
is  somewhat  hazardous,  even  when  carried  on  under  the  strictest  and 
most  competent  supervision.  This  applies  not  only  to  the  force 
employed,  but  also  to  some  extent  to  the  public.  It  is  felt,  therefore, 
that  it  is  a  matter  for  congratulation  that  in  the  total  of  9  700  lin.  ft. 
of  tunnel  work,  including  3  100  lin.  ft.  of  four-track  tunnel,  covered  by 
this  paper,  there  were  no  accidents  affecting  the  public,  the  only  injuries 
suffered  being  slight  damages  to  buildings  due  to  vibration  and  con- 
cussion, and,  in  the  case  of  soft  ground  tunnels,  a  possible  slight  settle- 
ment in  a  few  buildings. 

Considering  the  close  proximity  of  buildings  (Lexington  Avenue 
being  only  75  ft.  wide),  the  character  of  the  material  excavated,  and 
the  millions  of  people  passing  daily  over  the  temporary  supports  in 
the  case  of  the  cut-and-cover  work,  the  record  of  casualties  for  the 
whole  subway  work  is  an  enviable  one.  It  may  be  stated,  however, 
that  the  various  processes  of  construction  cannot  be  carried  on  with 
the  same  degree  of  safety  as  may  be  obtained  in  the  operation  of  com- 
pleted machines  or  structures.  For  example,  if  the  same  safeguards 
were  thrown  around  the  structural  ironworker  engaged  on  the  erection 
of  a  skyscraper  as  are  thrown  around  the  passenger  in  the  elevator  of 
a  completed  building,  the  speaker  is  sure  we  would  have  no  skyscrapers.. 
In  the  same  way,  if  the  same  safeguards  were  to  be  thrown  around  a 
tunnel  excavator  as  around  a  subway  passenger,  there  would  be  no 
subways. 

It  has  seemed  to  the  speaker  that  in  undertaking  this  great  work 
at  the  behest  of  our  masters,  the  people,  that  the  latter  should  be 
allowed  to  know  in  advance  that  there  are  certain  necessary  hazards 
incidental  to  such  work,  no  matter  how  conscientiously  and  ably 
planned  and  executed.  He  is  quite  sure  that  such  knowledge  would  in 
no  wise  deter  them  from  their  purpose  to  have  these  very  necessary 
facilities  provided.  "When,  however,  the  public,  through  a  lack  of 
knowledge  of  the  conditions  under  which  work  of  this  character  is 
carried  on,  believes  that  it  can  and  should  be  carried  forward  with 
absolute  safety  by  the  exercise  of  even  ordinary  care  and  skill,  those 
in  responsible  relation  to  the  work  are  subjected  to  the  most  severe 
criticism  or  worse,  in  the  case  of  casualties. 

*  New  York   City. 
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Mr.  This  is  being  brought  very  forcibly  to  mind  at  this  time  by  the 

recent  failure  of  a  portion  of  the  erecting  appliance  of  the  Quebec 
Bridge.  The  general  public  is  quite  aware  of  the  fact  that  the  doctor 
is  dealing  with  certain  unknowTi  elements  in  his  work,  and  therefore 
does  not  hold  him  to  strict  accountability  for  the  success  of  his  treat- 
ment. It  does  not  realize,  however,  that  (although  to  a  very  much 
less  extent)  there  are  certain  unknown  elements  which  confront  the 
engineer  in  the  prosecution  of  work,  which  make  it  impossible  for 
him  to  insure  that  it  will  be  conducted  with  absolute  safety,  notwith- 
standing the  fact  that  he  is  willing  to  accept  full  responsibility  for  the 
finished  product.  The  lack  of  realization  of  this  results  in  the  engi- 
neer being  held  to  an  accountability  which  is  unfair  to  the  Profession. 
Here  is  an  opportunity  for  educational  work  which  can  be  accomplished 
by  the  engineer  alone. 

Mr.  T.  Kexnard  Thomson,*  M.  Am.  Soc.  C.  E. — Mr.  Werbin  is  entitled 

to  hearty  thanks  for  his  excellent  presentation  of  a  very  interesting 
subject. 

The  speaker  cannot  help  contrasting  the  difference,  in  many  ways, 
between  the  construction  of  a  rock-and-mud  tunnel,  on  which  he  was 
engaged  32  years  ago,  and  this  up-to-date  subway.  This  is  exemplified 
by  the  difference  between  a  small  tallow  candle  and  a  large  electric 
searchlight. 

The  success  of  the  blasting  operations  on  this  work  might  also  be 
contrasted  with  a  case  in  New  York  Harbor  some  15  years  ago,  when 
a  coffer-dam  was  built  as  far  out  as  it  was  considered  economical,  and 
the  rock  excavated  inside  the  coffer-dam  in  the  dry.  From  the  finished 
excavated  space  (inside  the  coffer-dam),  some  fifty  holes  were  drilled 
into  the  rock  to  be  removed,  outside  the  coffer-dam  lines. 

To  ensure  success  the  contractor  secured  a  man  from  the  explosives 
manufacturer  to  load  the  holes  and  connect  the  exploders  in  such  a 
manner  as  to  make  a  complete  circuit.  As  the  current  would  have  to 
travel  through  this  circuit,  it  seemed  impossible  to  have  a  hitch;  but 
only  three  or  four  exploders  (at  different  parts  of  the  circuit  of  fifty) 
were  set  off  at  the  first  attempt.  The  wires  were  then  connected  again, 
and  a  number,  but  not  all,  of  the  remaining  charges  went  off.  This 
naturally  put  the  rest  of  the  work  in  a  very  uncertain  condition. 

In  order  to  ascertain  the  cause  of  the  failure,  the  speaker  took 
twenty-five  exploders  from  the  same  stock,  connected  them  up  in  the 
same  manner  as  before,  but  without  the  dynamite,  threw  them  into  the 
water,  turned  on  the  current,  and  onlj'  four  (at  intervals)  exploded. 
The  remaining  twenty-one  were  again  connected  up,  and  all  went  off 
together,  showing  that  some  of  them  were  just  a  trifle  quicker  than 
the  others. 

•  New  York  City. 
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The  author  speaks  of  the  considerable  quantity  of  extra  rock  exca-  Mr. 
vation  which  the  contractor  was  obliged  to  do  without  compensation. 
This  is  not  equitable,  but  it  seems  to  be  difficult  to  draw  up  a  contract 
which  will  allow  for  these  changes ;  and,  on  public  work,  very  few  engi- 
neers dare  to  be  just,  against  the  terms  of  the  contract  and  specifica- 
tions, as  they  would  be  accused  of  graft,  etc. 

This  refusal  of  the  authorities  to  give  the  engineers  a  chance  to  use 
their  own  judgment,  however,  is  costing  the  country  millions  of  dollars, 
as  the  contractors  have  to  bid  higher  than  they  would  otherwise.  As 
an  example,  an  engineer  who,  in  his  time,  had  a  reputation  of  the  very 
highest,  and  did  an  enormous  amount  of  work,  got  the  reputation  of 
refusing  to  allow  any  change  in  his  plans  and  insisting  on  refinements 
which  did  not  improve  the  job.  The  result  was  that  his  clients  paid 
far  more  for  what  they  got  than  they  would  have  done  otherwise.  For 
instance,  the  manager  of  a  large  manufacturing  concern  once  told  the 
speaker  that  he  always  figured  work  for  that  engineer  just  as  he  would 
for  anybody  else  and  added  25%  to  the  price  to  cover  such  arbitrariness. 

John  H.  Myers,*  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  thinks  Mr. 
that  engineering  literature  contains  many  references  to  tunnels  which  ^y^""^- 
approximate  the  size  of  the  two-track  sections  described  in  this  paper, 
and  that  he  is  correct  when  he  says  that  there  are  few,  if  any,  such 
references  to  tunnels  similar  to  the  four-track  sections.  He  refers 
especially  to  the  ttmnel  of  varying  cross-section  by  which  is  accom- 
plished the  transition  from  double-deck  (or  two  tracks  over  two)  to 
four  tracks  abreast  between  98th  and  102d  Streets.  He  thinks,  there- 
fore, that  Mr.  Werbin  has  done  a  valuable  service  in  compiling  this 
accurate  and  complete  record  of  this  work. 

There  is  one  theme  that  runs  all  through  the  paper  which  should 
be  emphasized,  and  that  is  the  character  of  the  design  which  per- 
mitted what  may  be  termed  sectional  construction.  By  this  is  meant 
the  design  which  allowed  the  tunnel  lining  to  follow  quickly  after 
the  excavation  and  enabled  the  constructor  to  excavate  and  line  part 
of  the  tunnel  before  excavating  and  lining  the  remainder.  The  methods 
of  construction  which  such  a  design  made  possible  are  illustrated  in 
Figs.  1,  1.5,  16,  17,  18,  25,  and  29,  and  Plate  VII.  It  is  the  speaker's 
opinion  that  this  design  aided  materially  in  the  successful  completion 
of  this  very  unusual  work  through  a  portion  of  the  city  which  pre- 
sented many  natural  difficulties. 

The  fact  that  a  structure  of  the  magnitude  of  that  described  has 
been  built  through  the  heart  of  the  city  without  material  interruption 
of  its  mode  of  living,  or  of  its  varied  industries,  is  in  itself  worthy 
of  note,  and  the  record  of  the  methods  used  in  bringing  this  about, 
which  the  paper  provides,  is,  the  speaker  believes,  of  permanent 
technical  and  historical  value. 
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Mr.  II.  G.  MouLTON,*  EsQ. — The  tunnels  on  Lexington  Avenue,  especially 

'  the  double-deck  sections,  approximately  40  ft.  high  and  40  ft.  wide,  are 
quite  unusual  in  size,  from  a  civil  engineering  standpoint;  yet  they  are 
small  in  comparison  with  underground  excavations  required  in  mining 
operations.  The  work  on  these  sections  presents  problems  more  nearly 
comparable  to  metal  mining  than  those  encountered  anywhere  else  on 
subway  construction  in  New  York  City. 

In  mining  large  bodies  of  ore,  it  is  often  necessary  to  carry  a  stope, 
for  a  width  in  excess  of  100  ft.,  to  a  height  of  100  ft.  (the  usual  distance 
between  levels),  and  for  a  length  of  several  hundred  feet  on  the  strike 
of  the  vein,  and  to  carry  the  walls,  roof,  and  face  of  the  excavation  on 
timbers.  As  the  work  on  Lexington  Avenue  is  so  similar  in  type,  though 
on  a  much  smaller  scale,  it  is  interesting  to  consider  the  possibility  of 
adapting  to  work  of  this  kind  the  methods  used  in  extracting  irregular 
ore  bodies,  the  dimensions  of  which  are  too  large  to  permit  the  walls 
and  roof  to  stand  for  any  length  of  time  without  support. 

There  are  two  marked  differences  between  the  excavation  methods 
described  in  this  paper  and  those  which  would  have  been  used  under 
metal-mining  practice.  The  first  difference  is  in  the  method  of  attack — 
the  use  of  the  top  heading  instead  of  a  bottom  heading,  as  in  mining 
operations.  The  second  is  in  the  method  of  timbering  the  opening — 
I-beams,  segmental  sets,  etc. 

In  the  very  early  days  of  western  mining  development,  it  was  com- 
mon practice  to  remove  ore  bodies  in  very  much  the  same  manner  as 
that  described  in  this  paper.  The  method  is  known  as  underhand  stop- 
ing,  and  consists  of  carrying  the  upper  level  of  the  excavation  in  ad- 
vance of  the  lower,  and  following  in  successive  levels  with  the  exca- 
vation of  the  bench.  As  mining  methods  developed,  it  was  realized  that 
this  was  the  least  economical  way  of  attack,  and  it  was  abandoned  in 
favor  of  overhand  stoping  or,  in  other  words,  bottom  heading  work,  in 
which  the  lowest  part  of  the  excavation  is  carried  well  in  advance  and 
the  back  is  taken  down  in  successive  slices,  stepping  back  consecutively 
toward  the  roof.  This  method  has  the  advantage  of  less  shoveling  and 
also  of  cheaper  breaking,  as  the  rock  is  broken  from  an  under-cut  hori- 
zontal face  at  less  cost  than  from  any  other  position,  and  also  because 
the  drilling  can  be  done  with  the  most  efficient  types  of  drills — the  so- 
called  stope  hammers  or  buzzers. 

In  order  to  hold  the  walls  and  roof,  and  keep  the  men  close  to  the 
working  face,  timbering  is  placed  in  sections  as  the  work  progresses. 
The  usual  dimensions  of  the  timber  sets  common  in  metal-mining  prac- 
tice are  7  ft.  high,  5  ft.  wide  between  posts,  and  5  ft.  longitudinally 
between  bents  or  adjacent  rows  of  posts.  The  posts,  caps,  and  girts  are 
all  framed  to  exact  lengths  and  provided  with  iiorns  in  daps,  so  that 
connection  is  secured  for  each  member  of  the  set  in  every  direction. 
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The  rock  is  broken  out  in  small  sections,  say,  5  ft.  square  and  7  ft.  high,  Mr. 
and  another  set  of  timbering  is  placed.  On  all  slices  above  the  bottom 
heading,  the  new  post  rests  directly  on  top  of  one  of  the  posts  set  in  the 
bottom  heading,  and  the  cap  and  girt  join  with  the  set  at  the  side  and 
to  the  rear.  In  this  way  the  entire  mass  of  rock  is  removed  in  a  series 
of  inverted  steps  in  such  a  manner  that  not  more  than  5  ft.  in  either 
direction  is  without  timber  support  at  any  time.  The  probability  of  an 
extensive  rock  fall  is  eliminated,  and  it  is  possible  to  work  exactly  to 
the  pay  line  of  the  excavation. 

To  apply  square-set  stoping  to  such  an  operation  as  that  described 
in  this  paper,  the  first  step  would  be  to  sink  a  shaft  at  one  side  of  the 
excavation  and  drive  a  bottom  heading  in  each  direction  in  the  lower 
corner  of  the  section  nearest  to  the  shaft.  This  bottom  heading  would 
be  continued  through  to  the  next  shaft  and  timbered  continuously  with 
the  foundation  or  sill  floor  timbers  of  the  square-set  system.  At 
different  places  along  the  heading,  the  stopes  would  be  started,  widened 
to  the  opposite  side  of  the  section,  carried  up  to  the  roof,  and  then  con- 
tinued in  both  directions  until  several  hundred  feet  had  been  opened 
and  timbered.  After  this,  a  start  would  be  made  on  steel  erection,  the 
timber  sets  being  pulled  out  row  after  row,  after  alternate  bays  of  steel 
had  been  erected  and  concreted  between  them.  Where  no  heavy  pres- 
sures had  been  developed,  the  sets  would  be  removed  quite  readily  after 
knocking  out  the  side  and  top  blocking  and  wedging.  Where  heavy 
pressures  had  developed  from  loose  ground,  it  would  be  necessary  to 
do  considerable  work  with  axe  and  saw  on  the  bottom  posts,  and  ruin 
part  of  the  timber.  Yet,  even  under  the  worst  circumstances,  it  is  pos- 
sible that  75%  of  the  timbers  could  be  recovered  and  used  over  and 
over  again  as  the  work  progressed. 

As  to  the  cost  of  this  method,  ore  is  mined  on  an  extensive  scale  in 
various  districts  at  costs  ranging  from  $1.50  to  $2.50  per  ton  by  square- 
set  stoping  at  reasonable  depths,  exclusive  of  any  items  corresponding 
to  cost  of  plant  or  contractors'  profits.  This  would  be  equivalent  to 
about  $3  to  $5  per  yd.  The  timber  required  would  be  approximately, 
30  ft.  b.  m.  per  cu.  yd.  of  material  taken  out,  and,  with  timber  at  $60 
per  ft.  b.  m.  in  place,  the  cost  would  amount  to  $1.80  per  cu.  yd.  Con- 
sidering that  most  of  the  timber  would  be  used  over  and  over  again, 
and  also  that  round  timbers  would  be  the  most  advantageous  to  use, 
and  much  less  expensive  than  sawed  stuff,  it  is  probable  that  $1  per  cu. 
yd.  would  represent  the  maximum  cost  for  timbering.  Against  this 
additional  cost  there  would  be  certain  credits,  as  compared  with  carry- 
ing the  excavation  open  and  with  no  timbering  at  all.  One  such  credit 
would  be  in  cheaper  breaking  and  mucking  costs,  due  to  shooting  the 
rock  down  from  an  under-cut  face  and  catching  it  on  heaving  blocking 
of  poles  resting  on  the  caps  of  the  timber  sets.    It  could  then  be  shoveled 
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Mr.  into  chutes  and  drawn  into  cars  in  the  main  bottom  heading.  Another 
L  ou  on.  gg^y^j^g  ^j^  gQg^  would  be  realized  by  working  exactly  to  the  pay  line,  and 
saving  the  excess  cost  of  hauling  out  irregular  masses  of  material, 
broken  away  outside  of  the  section,  and  afterward  concreting  and  back- 
filling these  spaces.  In  blocky  ground,  such  as  was  often  encountered 
on  Lexington  Avenue,  it  is  probable  that  the  credits  from  the  items 
mentioned  would  more  than  offset  the  additional  cost  of  $1  per  cu.  yd. 
for  timbering,  so  that  this  method  might  well  be  cheaper  than  the  ones 
used. 

As  to  the  question  of  safety,  there  can  be  little  doubt  that  full 
square-set  timbering  would  have  the  advantage.  The  great  principle 
involved  in  keeping  rock  excavation  safe  is  to  have  the  smallest  pos- 
sible quantity  of  ground  standing  without  support.  On  Lexington 
Avenue,  this  was  done  by  building  the  finished  structure  in  sections; 
but  the  same  thing  could  have  been  accomplished,  and  even  greater 
protection  secured,  by  putting  in  the  timber  in  small  sections  and  hav- 
ing only  the  extent  of  one  set  open  at  any  one  time.  Then,  the  steel 
structure  could  be  built  in  its  entirety  between  the  timbers  at  any  dis- 
tance desired  behind  the  face. 

As  to  speed,  all  the  advantages  are  with  the  bottom-heading  method 
of  attack,  as  it  is  possible  to  open  up  as  many  faces  as  desired  dependent 
only  on  the  hoisting  capacity  of  the  shafts. 

It  is  well  recognized  that  even  the  worst  ground  may  be  held  with 
comparative  ease  before  any  movement  starts,  but  if  once  it  starts,  it 
may  demolish  any  timbers  that  can  be  put  in.  Close  timbering,  to  pre- 
vent the  initial  slip,  may  mean  all  the  difference  between  absolute  safety 
and  serious  collapse.  The  wedging  and  arching  action  of  blocks  of  rock 
in  unsound  ground,  together  with  the  frequent  resistance  on  seams,  and 
probably  to  a  certain  extent  atmospheric  pressure,  renders  valuable  as- 
sistance to  the  timbers  in  holding  the  ground,  and  the  timber  system 
should  provide  for  this  by  preventing  the  initial  movement  which  may 
destroy  all  these  valuable  allies. 

As  to  the  timbering  methods  used  in  unsound  ground  on  Lexington 
Avenue,  and  described  in  this  paper,  the  speaker  is  of  the  opinion  that 
although  they  served  their  purpose  in  giving  protection  while  the  work 
was  being  carried  on,  nevertheless,  they  were  unnecessarily  expensive 
and  inefficient,  as  compared  with  the  usual  mine-timbering  methods. 
The  segmental  set,  for  example,  which  is  used  so  widely  in  large  tunnel 
licadings,  represents  the  most  inefficient  and  uneconomical  manner  in 
which  timber  can  be  used.  It  usually  comes  down  at  the  joints  long 
before  the  timber  can  develop  its  strength  as  an  arch,  and  wherever 
heavy  ground  is  encountered  in  the  roof,  the  segmental  sets  must  be 
reinforced  with  longitudinal  horseheads  imder  the  top  cap  and  radial 
posts  at  the  joints.    About  all  that  segmental  sets  will  accomplish  is  the 
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prevention  of  spalling  and  lig:ht  rock  falls  from  the  roof.  Where  really  Mr. 
heavy  srround  is  encountered,  as  in  extractinsj"  ore  by  the  caving  system, 
very  diiferent  methods  of  timbering  are  used.  Good  examples  of  this 
are  to  be  seen  in  some  of  the  leading  mines  in  Arizona,  where  the  ore 
is  extracted  by  honeycombing  the  lower  part  of  a  block  with  tunnels 
and  then  shooting  out  the  adjacent  supporting  pillars,  so  that  the  entire 
block  drops  6  or  7  ft.  and  is  crushed  by  its  own  weight.  To  keep  the 
main  haulage  drifts  open  below  such  a  block  of  ground,  they  are  tim^ 
bered  with  long  flat  caps  reinforced  with  a  short  cap  in  the  center, 
blocked  against  knee-braces  resting  on  short  posts  within  the  main  posts 
of  the  set.  This  type  of  set  is  so  much  superior  to  any  attempts  to  ob- 
tain arching  action  through  segmental  timbers  that  it  is  surprising  it 
is  not  generally  adopted  in  timbering  railroad  tunnel  headings  through 
heavy  gromid. 

There  is  a  general  principle  involved  in  timbering  rock  excavations, 
namely,  that  small  posts  acting  in  compression  form  the  most  econom- 
ical method  of  support.  Mine  timbering  should  be  placed  in  small 
units,  and  the  use  of  timber  in  beams  or  in  arches  should  be  avoided  as 
far  as  possible.     There  is  also  a  great  advantage  in  smaller  units,  in  -: 

that  they  are  easily  placed  and  with  fewer  men. 

The  use  of  many  of  the  methods  shown  in  the  paper,  such  as  long 
I-beams,  cribbing  built  up  to  support  long  beams  and  packing  above, 
is  reminiscent  of  descriptions  of  the  early  attempts  of  metal  miners  to 
support  ground  prior  to  the  development  of  square-set  stoping.  The 
largest  timber  available  was  often  taken  into  the  mine,  and  great  posts 
were  built  up  by  splicing,  perhaps  to  60  ft.  or  more  in  length.  Some  of 
the  stopes  in  the  old  Eikhorn  Mine,  in  Montana,  furnish  a  good  example 
of  these  massive  long  stulls  and  posts.  It  requires  many  times  the 
quantity  of  timber  to  work  in  this  way  that  square-set  stoping  in  small 
units  would  call  for.  Furthermore,  the  work  is  not  as  safe,  and  the 
labor  required  in  handling  these  great  units  is  excessive,  as  compared 
with  that  needed  to  place  the  smaller  timbers.  The  same  argument  ap- 
plies to  the  use  of  I-beams  in  underground  work.  Had  the  miners  of 
a  generation  ago  been  able  to  obtain  24-in.  and  36-in.  I-beams,  they 
would  probably  have  stuck  some  of  the  stopes  full  of  them  in  desperate 
attempts  to  span  wide  openings  and  carry  the  roof  without  posting  sup- 
port, but  they  would  have  soon  abandoned  them  as  they  did  their  at- 
tempts to  splice  and  build  up  long  posts  and  beams. 

The  time  required  with  the  mining  methods  described  would  depend 
entirely  on  the  number  of  faces  opened.  In  the  Butte  District,  which 
is  one  of  the  best  examples  of  square-set  stoping  in  mining  operations, 
well  in  excess  of  10  000  cu.  yd.  of  material  are  removed  daily,  from 
depths  ranging  from  2  000  to  2  800  ft.  below  the  surface,  and  the  daily 
extraction  is  varied  in  strict  accordance  with  the  ore  requirements  of 
the  smelters,  by  increasing  or  decreasing  the  number  of  men  at  work  on 
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Mr.  the  various  stoping  faces.  If  such  a  method  were  applied  on  a  job  like 
MouitoD.  ^j^^  Lexington  Avenue  Subway,  it  would  be  merely  a  matter  of  carry- 
ing the  bottom  headings  clear  through  and  attacking  at  as  many  places 
as  desired.  The  work  could  be  speeded  up  or  slowed  down  by  opening 
more  faces  and  operating  more  drills,  or  by  shutting  down  on  different 
faces. 

The  whole  subject,  of  course,  is  quite  academic  at  the  present  time, 
because  the  Lexington  Avenue  Subway  is  finished  and  practically  ready 
for  operation.  The  work  there  was  splendidly  done,  and  the  completion 
of  the  finished  structure  in  its  present  form,  under  the  difficult  condi- 
tions encountered,  was  a  feat  for  which  the  Bradley  Contracting  Com- 
pany and  the  Engineering  Department  of  the  Public  Service  Com- 
mission justly  deserve  the  fullest  measure  of  congratulation  and  ap- 
preciation. Nevertheless,  Lexington  Avenue  was  about  the  only  place 
on  the  New  York  subway  construction  where  metal-mining  methods 
might  have  been  applied  extensively  with  advantage,  and  this  paper, 
therefore,  makes  pertinent  a  general  discussion  as  to  comparisons  of 
such  methods  with  those  which  the  contractors  adopted. 

Mr  Egbert   Eidgway,*  M.   Am.   Soc.   C.   E. — It  would  seem  from  a 

Ridgway.  q^gg^joj^  asked  during  the  discussion  of  this  paper  that  the  author 
has  not  made  plain  the  practice  followed  in  loading  and  firing  the 
heading  holes.  Only  those  holes  were  loaded  which  were  to  be  fired 
in  one  shot.  This  was  also  the  practice  in  the  headings  of  the  City 
Aqueduct  Tunnel  of  the  Catskill  Aqueduct,  and  is  far  safer  than  the 
method  formerly  used  on  some  works  in  the  vicinity  of  New  York 
City,  which  was  to  load  the  whole  face  before  firing  any  of  the  holes. 

The  author  has  referred  to  the  presence  of  streams  crossing  the  line 
of  Lexington  Avenue  at  57th  Street  and  at  75th  Street,  where  soft 
ground  was  encountered  in  the  tunnel  headings.  These  streams,  of 
course,  indicated  valleys  in  the  surface  of  the  country  before  the 
streets  were  graded.  These  and  similar  streams  along  the  line  of  the 
work  added  greatly  to  the  difficulties  of  construction.  In  some  cases, 
the  flow  of  these  streams  had  been  taken  care  of  by  roughly  built 
stone  culverts,  but,  in  other  instances,  the  street  grading  had  been 
done  without  making  any  provision  for  the  flow,  and  the  water  was 
allowed  to  flow  through  the  rock  back-fill,  eventually  finding  its  way 
into  the  sewers,  or  the  East  Eiver.  Eelative  to  this  matter,  attention 
is  called  to  the  value  of  the  topographical  map  of  Manhattan  Island, 
published  in  1874  by  Gen.  Egbert  L.  Viele,  as  an  aid  to  those  doing 
sub-surface  work.  This  map,  popularly  known  as  the  "Viele  map", 
shows  the  old  watercourses  and  swamps  quite  accurately,  and  whenever 
particularly  bad  ground  was  encountered  in  subway  work,  the  reason 
for  it  was  usually  indicated  on  this  map.     An  engineer  engaged  on 
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foundation  work  in  Xew  York  City  told  the  speaker  that  whenever      Mr. 
he  is  called  on  to  make  a  special  investigation  and  report  on  such    '  swa>. 
work,  he  looks  at  the  "Viele  map"  to  ascertain  whether  or  not  there 
was  an  old  stream  or  swamp  near  the  foundation  in  question. 

The  problem  to  be  met  by  the  construction  engineers  in  the  work 
described  was  a  most  complicated  and  difficult  one,  as  a  reading  of 
the  paper  shows.  The  speaker  doubts  whether  a  tunnel  more  difficult 
to  construct  has  ever  been  built  in  a  narrow  city  street  than  the  one 
between  99th  and  102d  Streets.  That  it  was  completed  successfully, 
witliout  serious  accident  of  any  kind,  is  cause  for  congratulation,  and 
mdicates  the  care  with  which  it  was  supervised.  The  speaker  has  an 
intimate  knowledge  of  this  work  and  is  glad  to  testify  to  the  faithful 
and  intelligent  direction  of  it  by  the  Division  Engineer  in  charge, 
John  H.  Myers,  Assoc.  M.  Am.  Soc.  C.  E. ;  the  Assistant  Division  Engi- 
neers, John  H.  Madden  and  I.  Y.  Werbin,  Associate  Members,  Am.  Soc. 
C.  E.;  and  the  Assistant  Engineers  in  charge  of  the  several  sections  of 
construction.  Under  Mr.  Madden  the  work  was  begun  and  well 
advanced.  When  he  was  transferred  to  other  work,  he  was  succeeded  by 
Mr.  Werbin,  who,  up  to  that  time,  had  been  Assistant  Engineer  on  one 
of  the  four  sections.  Mr.  Werbin  is  well  fitted  to  describe  the  work, 
on  account  of  his  close  connection  with  it  and  the  very  careful  attention 
which  he  has  given  to  all  its  details  of  construction. 

Much  credit  is  also  due  the  Bradley  Contracting  Company,  the 
Contractor  for  Sections  8,  10,  and  11,  and  P.  McGovern  and  Company, 
the  Contractor  for  Section  9. 

There  was  a  large  excess  of  excavation  outside  of  the  tunnel  lines 
on  the  sides  and  top,  and,  in  order  to  protect  the  work  and  prevent  loose 
rock  from  coming  down,  the  thickness  of  the  concrete  was  increased 
and  the  walls  thus  strengthened.  Some  of  the  contractors  expect  to 
receive  compensation  for  this  extra  concrete,  but  none  has  yet  been  paid. 

C.  V.  V.  Powers,*  M.  Am.  Soc.  C.  E. — Eeferring  to  Mr.  Ridgway's  Mr. 
remarks  about  the  Yiele  map :  In  the  course  of  some  investigation  at  ■^*'^^''®- 
the  office  of  the  Bureau  of  Street  Openings,  the  speaker  found  original 
maps  and  surveys  much  older  than  the  Viele  map.  They  are  interesting 
and  valuable  as  giving  first-hand  information  in  very  considerable 
detail  concerning  old  surface  conditions.  Any  one  desiring  to  con- 
sult them  can  no  doubt  do  so  by  making  proper  application.  Much  of 
the  information  contained  in  the  Viele  map  was  probably  taken  and 
condensed  from  these  earlier  drawings. 

Eranxis  Donaldson,*  Esq.   (by  letter). — The  writer  has  read  with       Mr. 
interest  Mr.  Werbin's  paper  describing  the  construction  of  the  Lex-    *'°*   ^^° 
ington  Avenue  Subway  tunnels,  and  Mr.  Moulton's  discussion  of  it. 
He  has  also  noted  Mr.  Moulton's  conclusion  that  the  work  could  have 
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been  performed  more  economically  and  safely  by  mining  with  square- 
set  timbers  than  by  the  timbering  methods  actually  used.  The  writer 
has  driven  tunnels  with  both  top  and  bottom  headings,  is  familiar  with 
mining  practice,  as  well  as  with  the  Lexington  Avenue  work,  and  yet 
is  unable  to  agree  with  Mr.  Moulton,  whose  conclusion  is  too  sweeping, 
to  say  the  least. 

In  the  first  place,  the  choice  of  a  method  in  any  kind  of  construction 
must  be  governed  by  the  results  desired.  In  ore  mining,  the  require- 
ment is  the  excavation  of  the  maximum  quantity  of  material  at  the 
lowest  cost  consistent  with  safety,  whereas,  in  driving  a  tunnel  beneath 
a  New  York  City  street,  it  is  not  so  important  to  excavate  material  at 
the  lowest  cost  per  ton  hoisted  as  to  excavate  it  in  such  a  way  as  to 
prevent  the  settlement  of  the  surrounding  ground  and  facilitate  the 
construction  of  the  permanent  lining.  Secondly,  the  successful  appli- 
cation of  any  method  depends  largely  on  local  conditions,  and  a  plan 
that  might  be  best  in  California,  where  timber  is  cheap  and  intelligent 
miners  plentiful,  might  not  work  at  all  in  New  York  City. 

To  build  the  subway  tunnels  from  53d  to  106th  Street  was  a  big 
job,  and  it  had  to  be  done  in  a  limited  time.  It  was  necessary  to  adopt 
methods  which  would  enable  the  kind  of  labor  available  in  the  vicinity 
to  be  used  to  advantage.  New  York  City  was  full  of  good  tunnel  men 
of  all  kinds,  from  superintendents  to  muckers,  who  had  learned  their 
business  on  the  many  aqueduct  and  subway  tunnels  recently  driven  in 
and  around  the  city  and  in  near-by  States,  but  there  were  few  miners, 
in  the  western  sense.  If  mining  methods  had  been  required  by  the 
contract,  it  would  have  been  a  practical  impossibility  to  build  up  an 
organization  of  miners  large  enough  to  complete  the  work  in  the 
required  time.  That  tunneling  methods  were  proper,  when  viewed 
from  this  standpoint,  is  shown  by  the  fact  that  the  job  was  completed 
on  time  and  in  a  satisfactory  manner. 

To  consider  more  specifically  the  different  types  of  tunnel  struc- 
tures described  in  the  paper:  The  express  tracks  in  Sections  8  and  9, 
between  53d  and  79th  Streets,  were  in  a  tunnel  very  nearly  equivalent 
to  a  standard  double-track  railway  tunnel,  driven  for  the  most  part  in 
solid  rock,  and  lined  with  a  concrete  arch.  It  is  generally  believed  by 
American  tunnel  engineers — certainly  by  the  writer — that  the  top  head- 
ing and  bench  method  is  the  cheapest  and  best  for  tunnels  of  this  tj'pe, 
and  that,  where  timbering  is  necessary,  segmental  timber  fills  the  bill. 

Examples  of  the  successful  use  of  segmental  timbering  in  tunnels 
through  all  kinds  of  ground  are  so  frequent  that  it  is  hardly  worth 
while  to  refer  to  them;  but  one  recent  instance  refutes  Mr.  ^[oulton's 
coiidomnntion  so  empluitically  that  it  deserves  mention.  A  double- 
track  railroad  tunnel  was  driven  by  the  Northern  Pacific  Kailroad 
near  Tacoma,  Wash.,  in  ]91l'  iuid  1!)13.  tliroiigli  licavy  clay  and  sand 
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wet  enough  in  places  to  have  ''a  tendency  to  flow  around  the  breast  Mr. 
boards  into  the  heading".*  This  tunnel  was  excavated  behind  a  roof 
shield,  and  was  timbered  with  segmental  sets  of  12  by  12-in.  timbers, 
placed  on  2-ft.  centers,  and  lagged  on  the  outside.  Each  set  consisted 
of  eleven  segments.  The  lining  proved  entirely  stable,  and  required 
less  than  20  ft.  b.  m.  per  cu.  yd.  of  material  removed. 

To  return  to  Sections  S  and  9 :  it  seems  certain  that,  where  a  tunnel 
can  be  driven  safely  without  timber,  it  is  not  good  engineering  to 
timber  it.  Segmental  timber  can  be  placed  in  short  stretches  as  the 
excavation  progresses,  or  after  the  excavation  is  completed  if  it  seems 
necessary,  and  when  placed  it  offers  no  obstacle  to  the  construction  of 
the  permanent  arch  ring.  Square-set  timbering,  on  the  other  hand, 
must  be  placed  as  the  excavation  is  removed,  regardless  of  the  char- 
acter of  the  rock;  it  must  fill  the  entire  volume  excavated,  and  con- 
sequently it  will  interfere  to  the  greatest  conceivable  degree  with  the 
arch  centering  and  the  building  of  the  arch  itself. 

A  further  objection  to  square-set  timbering  is  this:  the  Lexington 
Avenue  tunnels  were  driven  so  close  to  the  surface  that,  even  where 
the  borings  showed  good  rock,  there  was  a  likelihood  of  cutting  a 
fissure  filled  with  running  ground  and  extending  to  some  point  below 
the  roof  line  of  the  tunnel.  Now  if  it  is  supposed  that  a  bottom  head- 
ing misses  the  fissure  and  that  the  next  lift  reaches  it,  the  bottom  will 
be  neatly  stoped  out  from  under,  and  a  run  will  be  started  that  will 
stop  when  the  soft  ground  gives  out  or  the  tunnel  fills  up.  For  an 
example,  refer  to  the  accident  that  occurred  in  driving  the  Mont  d'Or 
Tunnel,  under  the  Eiver  Bief  Eouge,  in  1912.  This  danger  can  be 
avoided  by  a  top  heading  properly  timbered  to  secure  the  roof.  If 
necessary,  the  use  of  compressed  air  can  be  resorted  to,  as  was  done  at 
56th  and  57th  Streets. 

Sections  10  and  11,  between  79th  and  106th  Streets,  included  two 
general  types  of  construction.  The  stretch  from  79th  to  98th  Street 
was  for  the  most  part  a  double-deck  tunnel,  two  tracks  wide,  with  a 
steel  lower  story  supporting  a  concrete  arch  roof.  The  rock,  as  Mr. 
Werbin  states,  '"'was  fairly  good,  and  very  little  timbering  was  used". 
The  arguments  just  cited,  bearing  on  the  proper  construction  methods 
for  Sections  8  and  9,  consequently  apply  with  equal  force  here.  Cer- 
tainly, the  conditions  and  methods  of  excavation  illustrated  by  Figs. 
11  and  13  are  as  nearly  ideal  as  the  most  grasping  contractor  could 
desire. 

From  98th  Street  to  the  end  of  Section  11,  the  tunnel  varied  in 
cross-section,  but  was  characterized  by  a  flat  roof  supported  by  steel 
bents  on  5-ft.  centers,  with  rows  of  columns  between  the  tracks.  This 
is  a  type  of  construction  to   which   segmental   timbering   is   entirely 
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Mr.  unsuited,  and  ordinary  timbering  methods  can  be  used  to  advantage 
■  only  if  the  rock  is  so  solid  that  it  will  sustain  itself  without  support 
over  a  flat  roof  at  least  as  wide  as  a  one-track  structure.  The  con- 
tractor, nevertheless,  attempted  to  continue  the  plan  that  had  been 
successful  on  other  parts  of  the  work,  and  kept  his  air  shovel  working 
until  unsound  rock  north  of  100th  Street  stopped  him.  A  heavy  and 
elaborate  system  of  timbering  failed  to  prevent  large  over-breakage  in 
the  roof.  It  was  considered  cheaper  to  take  down  loose  rock  above  the 
roof  line  than  to  hold  it  in  place,  and  at  one  point  12  ft.  of  rock  were 
removed.  Large  quantities  of  excess  concrete  and  dry  packing  were 
required. 

The  writer  believes  that  from  98th  to  103d  Street,  square-set  timber- 
ing could  have  been  used  advantageously  in  the  manner  that  Mr. 
Moulton  suggests,  and  that  the  contractor  could  have  saved  money  by 
using  it.  The  cost,  however,  would  probably  have  exceeded  the  higher 
figure  given  by  Mr.  Moulton,  namely,  $5  per  cu.  yd.,  due  partly  to  the 
difficulty  of  organizing  the  job  in  New  York  City,  but  chiefly  to  the 
fact  that  the  volume  of  rock  removed  in  drifts  and  cross-cuts  would 
have  been  much  greater  in  proportion  to  the  total  volume  than  is  the 
case  in  mining.  Mine  slopes  are  comparatively  high  and  narrow,  but 
these  flat-roofed  tunnels  were  low  and  broad. 

Mr.  Israel  Y.  Wekbin,*  Assoc.  M.  Am.  Soc.  C.  E.   (by  letter). — Mr. 

^^  '°'  Moulton's  discussion  has  perhaps  set  many  to  thinking  of  the  possi- 
bility of  adapting  mining  methods  to  excavating  tunnels  for  en- 
gineering construction.  The  suggestions  made  by  him  are  undoubtedly 
interesting,  but,  as  one  who  has  been  intimately  connected  with  the 
work  described,  the  writer  must  take  exception  to  his  conclusion  that 
mining  methods  could  have  been  used  advantageously  on  certain  parts 
of  the  work. 

Referring  to  the  large  double-deck  tunnels,  with  a  cross-section 
approximately  40  ft.  square,  Mr.  Moulton  states: 

"The  work  on  these  sections  presents  problems  more  nearly  com- 
parable to  metal  mining  than  those  encountered  anywhere  else  on 
subway  construction  in  New  York  City." 

The  mistake  is  made  right  at  the  start  in  assuming  that  there  is 
any  similarity  between  metal  mining  and  the  work  described  in  the 
paper.  There  were  several  important  factors  connected  with  the 
work  in  question  which  eliminated  any  possibility  of  using  any  of 
the  methods  suggested  by  Mr.  Moulton,  and  these  were: 

(1)  That  the  work  was   done   under  narrow  streets,   in  built-up 
sections  of  the  largest  city  in  the  world; 

(2)  That  the  tunnels  were  driven  dangerously  near  the  rock  line; 

*  New  York  City. 


DISCUSSION  ON  SUBWAY  TUNNEL  WOKK  409 

(3)  That  the  rock  was  known  to  be  of  a  dangerous  character;  and     Mr. 


(4)  That  the  problem  was  not  merely  one  of  making  an  excava- 
tion, but  of  doing  this  so  that  there  would  be  absolutely  no 
settlement  of  the  street  surface,  and,  most  important  of  all, 
of  building  a  structure  inside  of  the  finished  excavation. 

Surely  none  of  these  problems  is  to  be  met  in  mining  work,  par- 
ticularly if  credence  is  to  be  given  to  the  occasional  newspaper  reports 
of  large  areas  adjacent  to  mining  operations  settling,  on  account  of 
the  work  done  beneath  them. 

Mr.  Moulton  criticizes  the  use  of  the  top  heading  as  being  anti- 
quated and  expensive.  This  manner  of  attack  is  followed  almost 
everywhere  in  tunnel  operations  in  America.  This  fact  may  not 
perhaps  make  it  the  better  method,  but  there  were  other  important 
considerations  which  made  it  the  only  practical  method  to  use  on 
work  of  this  kind. 

The  tunnels  in  question  were  driven  in  connection  with  subway 
work,  and,  from  the  point  of  view  of  economy  of  construction,  it  was 
desirable  to  keep  the  structure  as  near  to  the  street  surface  as  possible. 
The  importance  of  this  feature  will  be  realized  when  it  is  noted  that 
the  cost  of  the  excavation  in  such  work  is  approximately  50%  of  the 
cost  of  the  entire  construction.  It  is  also  important,  from  the  stand- 
point of  operation,  for  the  railroad  at  the  stations  to  be  as  near  to 
the  street  surface  as  practicable,  so  as  to  reduce  to  a  minimum  the 
height  of  the  stairs,  and  to  dispense  with  the  use  of  elevators. 

When  the  first  subway  in  New  York  was  built,  a  portion  on 
upper  Broadway  was  built  in  a  deep  tunnel,  and  access  to  the  stations 
at  168th,  181st,  and  191st  Streets  is  obtained  by  using  elevators. 
Experience  shows  that  with  the  large  amount  of  traffic  handled  by  the 
city  railroads,  the  use  of  elevators  is  not  only  an  expensive  feature 
of  operation,  but  is  highly  undesirable.  For  this  reason,  on  the 
new  work  in  the  double-deck  tunnels  on  Lexington  Avenue,  the  express 
stations  were  placed  immediately  beneath  the  local  tracks,  so  that 
communication  with  the  local  stations  could  be  had  by  short  stairways 
instead  of  elevators.  In  order  to  maintain  reasonable  grades,  it  was 
necessary  to  keep  the  express  tunnels  a  short  distance  below  the  local 
tracks.  If  a  bottom  heading  had  been  used,  good  rock  (not  requiring 
any  timbering)  would  have  been  encountered  all  along  the  line,  except 
for  a  stretch  of  about  200  ft.  at  74th  Street.  There  were,  however, 
several  places  along  Lexington  Avenue  where  old  watercourses  ran 
across  the  line  of  the  subway  structure,  and  at  these  places  the  surface 
of  the  rock  was  considerably  below  the  roof  line.  The  material 
directly  above  the  rock  at  these  points  was  a  fine  quicksand  or  alluvial 
earth,  which,  when  encountered,  was  very  difficult  to  hold  and  keep 
from  being  washed  into  the  excavation. 
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Mr.^  Under  such  conditions,  the  use  of  a  bottom  heading  would  have 
been  dangerous.  The  top  heading  had  the  advantage  of  acting  in 
the  nature  of  an  exploration  tunnel,  so  that  the  contractor  was  prepared 
in  advance  for  the  conditions  with  which  he  had  to  deal.  When  bad 
ground  was  encountered,  it  was  taken  care  of  by  timbering,  with  or 
without  lagging  boards,  as  might  be  necessary;  and,  when  the  over- 
lying material  was  once  properly  caught  up  and  held,  the  element  of 
danger  was  practically  removed.  Assuming  that  under  such  conditions 
the  work  was  conducted  with  a  bottom  heading,  it  would  mean  that 
a  very  expensive  system  of  timbering  would  have  been  necessary  every 
time  another  lift  was  taken  out,  with  the  continuing  possibility  of  the 
danger  and  damage  that  such  an  operation  would  have  involved. 

It  must  be  borne  in  mind  that  the  structure  for  the  local  tracks 
had  been  completed  in  advance  of  the  express  tunnel  excavation,  this 
being  necessary  in  order  to  maintain  necessary  progress  in  the  work. 
The  loss  of  any  material  between  the  local  structure  and  the  express 
tunnels,  therefore,  would  involve  damage  to  the  completed  local  track 
structure,  in  addition  to  settlement  in  the  buildings  at  the  street 
surface.  It  might  also  be  mentioned  that  the  contractor  was  held 
absolutely  liable  for  all  damage  to  buildings  that  resulted  from  his 
operations,  irrespective  of  the  matter  of  negligence,  so  that  a  pro- 
cedure which  would  reduce  to  a  minimum  the  possibility  of  damage 
might  ultimately  prove  the  most  economical,  even  though  some  other 
method  might  permit  the  removal  of  the  excavation  more  economically. 
When  these  matters  are  considered,  the  writer  is  sure  that  no  mistake 
was  made  in  using  a  top  heading. 

Mr.  Moulton  claims  that  with  the  methods  of  timbering  ordinarily 
used  in  metal  mining,  it  would  be  possible  to  work  more  nearly  to 
the  pay  line  of  the  excavation.  The  writer  fails  to  see  how  the  method 
of  timbering  can  in  any  way  affect  the  lines  of  excavation.  This 
matter  is  determined  more  or  less  by  the  character  of  the  rock  and 
the  way  in  which  the  strata  lie.  The  writer  believes  that  the  men 
engaged  on  such  works  as  that  described  in  the  paper  are  fully  as  com- 
petent as  mining  men  to  carry  the  excavation  to  approximate  neat  lines. 
The  method  of  cribbing  up  the  entire  excavation  might  serve  to  hold 
some  of  the  rock  in  the  roof  from  falling  doA\'Ti,  but.  as  the  ■rn'iter 
has  tried  to  bring  out  in  the  paper,  no  attempt  was  made  to  hold  up 
such  rock  by  timbering,  the  consensus  of  opinion  being  that  the  better 
practice  would  be  to  remove  all  loose  rock.  This  conclusion  was 
reached  after  careful  study,  there  being  little  doubt  that  any  timbering 
that  would  have  to  be  put  in  to  hold  such  rock  in  place,  would  be 
far  more  expensive  than  the  additional  cost  of  removing  such  excess 
excavation.  The  rock  along  the  work  in  question  had  two  seams 
running  almost  at  right  angles  to  each  other,  with  the  apex  pointing 
upward,  so  tliat  the  rock  in  tlie  roof  was  more  or  less  wedge-shaped, 
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with  the  bottom  of  the  wedge  downward.  The  very  dangerous  condition  Mr. 
is  evident,  and,  when  this  rock  persisted  in  working  loose,  even  where 
timbering  was  placed,  there  was  no  doubt  that  it  was  good  practice 
to  remove  these  large  masses  of  loose  rock  rather  than  attempt  to  hold 
them  in  place,  where  they  would  have  been  an  ever-continuing  menace 
to  the  lives  of  the  men  working  in  the  tunnel. 

Mr.  Moulton  has  criticized  the  segmental  type  of  timbering  as 
being  expensive.  The  answer  to  this  is  that  the  problem  was  not  only 
one  of  making  an  excavation,  but  also  of  building  a  structure  inside 
the  completed  excavation.  The  square-set  system  of  timbering  used 
in  mining,  described  by  him,  may  be  all  right  in  a  mine,  but  would 
make  the  cost  of  the  construction  that  had  to  follow  the  excavation 
almost  prohibitive.  The  subway  structure  could  not  have  been  erected 
without  shifting  considerable  timber,  and  no  engineer  engaged  on 
such  work  will  deny  that,  once  bad  rock  is  caught  up,  it  is  very  poor 
and  dangerous  practice  to  disturb  the  timbering. 

The  almost  universal  use  of  the  segmental  set  in  bad  ground 
was  prompted  by  the  fact  that,  after  it  had  been  placed,  the  structure 
could  be  built  beneath  it  with  very  little  moving  of  the  timbering. 
Another  great  advantage  in  the  use  of  segmental  timber  in  this  work 
was  the  fact  that,  almost  throughout  the  work,  water  was  encountered 
in  great  quantities,  and,  by  concreting  between  the  timbers  and  grout- 
ing, a  temporary  roof  was  made.  The  water  was  then  concentrated 
and  led  off  through  the  grout  pipes,  and  in  this  way  was  prevented 
from  washing  away  the  fresh  concrete  in  the  finished  structure  until 
it  had  had  a  chance  to  set. 

The  use  of  the  longitudinal  beams  mentioned  in  the  paper  was 
not  advocated  so  much  on  account  of  permitting  any  economy  in 
removing  the  excavation,  but  solely  because,  with  such  a  system, 
the  posts  directly  under  the  sets  did  not  have  to  be  moved  every 
time  an  additional  lift  was  taken  out;  and  it  afforded  a  good  founda- 
tion for  the  posts,  irrespective  of  soil  conditions.  The  beams  and 
posting,  therefore,  could  be  placed  where  they  would  offer  the  minimum 
interference  with  the  construction  work  that  was  to  follow.  The 
Lexington  Avenue  work  was  the  first  in  which  the  large  longitudinal 
beams  were  used  to  any  extent,  and  the  advantage  of  their  use  has 
been  so  marked  that  this  system  is  being  adopted  on  much  of  the 
more  recent  work. 

Mr.  Moulton  has  presented  some  data  as  to  the  estimated  cost  of 
making  the  excavation  if  mining  methods  had  been  adopted.  He 
does  not  seem  to  have  taken  local  conditions  into  consideration,  and 
if,  to  the  prices  he  gives,  he  adds  the  cost  incurred  by  the  contractor 
practically  having  no  choice  in  the  location  and  the  number  of  shafts, 
the  high  cost  that  must  be  paid  in  the  city  for  labor,  plant  sites, 
dumping    privileges,    superintendence    and    insurance    costs,    and    the 
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Mr.      increased  cost  due  to  the  drilling  and  blasting  methods  required  in  a 
WerbiD.  j^^  ^£  ^j^.g  jj^j^^j^  ^Yie  total  sum  for  doing  the  work  would  be  found  to 
be  higher  than  he  apparently  thinks  it  would  be. 

The  writer  is  sure  that,  if  Mr.  Moulton  had  been  familiar  with 
the  conditions  peculiar  to  this  work,  he  would  not  have  advocated 
the  use  of  square-set  timbering,  or  conducting  the  excavation  with 
a  bottom  heading.  It  would  seem  to  the  writer  that  the  only  place 
where  such  a  method  could  have  been  considered  would  have  been 
in  connection  with  the  tunnels  of  100th  and  102d  Streets,  where  the 
spans  were  greater  than  60  ft.,  provided  very  bad  ground  had  been 
encountered.  The  large  I-beams  to  hold  up  the  roof  in  this  part  of 
the  work  were  used  by  the  contractor  mainly  so  that  he  could  continue 
to  utilize  his  air  shovel,  but,  as  stated  in  the  paper,  this  method 
of  procedure  was  found  to  be  very  expensive,  and  of  little  advantage, 
so  that  the  use  of  the  air  shovel  was  abandoned  and  the  mucking  was 
done  by  hand. 

It  was  found  possible  to  excavate  the  section  for  sufficient  width 
to  permit  the  construction  of  one  track  of  the  structure  at  a  time 
without  using  any  timbering  whatever,  except  for  occasional  posting; 
and,  after  the  structure  for  this  one  track  was  completed  and  the 
roof  had  been  caught  up,  the  excavation  for  the  adjacent  track  was 
made. 

It  would  seem  to  the  writer  that  the  method  followed  was  better 
than  to  attempt  to  make  the  excavation  wider  and  use  timbering. 
The  only  objection  to  the  piecemeal  method  of  construction  was  the 
damage  to  the  finished  structure  that  resulted  from  carrying  on  the 
blasting  adjacent  to  it,  but  this  could  have  been  avoided  had  the 
contractor  taken  proper  precautions. 

It  might  have  been  advantageous  to  use  the  methods  suggested 
by  Mr.  Moulton,  provided  the  rock  encountered  would  not  have  per- 
mitted the  excavation  for  one  track  with  practically  no  timbering. 
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Synopsis. 

The  physical  development  of  the  Western  States  is  far  from  com- 
plete, and.  although  the  larger  municipalities  may  be  able  to  finance 
utilities  satisfactorily,  in  a  manner  commensurate  with  their  needs, 
the  growth,  particularly  of  the  outlying  districts  and  smaller  towns, 
will  await  largely  the  investment  of  private  capital.  In  order  to 
advance,  all  communities  must  have  light,  transportation,  telephone 
service,  water,  etc.  These  utilities,  whether  privately  or  publicly 
owned,  are  essential  to  development.  In  California,  at  present,  exclu- 
sive of  steam  railroads,  95%  of  the  value  of  the  public  utilities  is  in 
private  ownership. 

In  addition  to  the  advisability  of  the  public  administration  of 
both  publicly  and  privately  owned  utilities  being  conducted  on  a 
fair  and  reasonable  basis,  it  is  essential  that  this  administration  should 
be  such  as  will  encourage  the  investment  of  private  capital  therein. 
If  the  rates  for  service  of  publicly  owned  utilities  are  too  low,  and 
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deficits  are  made  up  from  the  general  tax  funds,  such  administration 
is  unfair  to  privately  owned  utilities,  and  will  tend  to  discourage  the 
investment  of  private  funds  therein,  in  States  practicing  this  policy. 
Of  late,  and  at  present,  in  California,  voltmtary  investment  in  privately 
owned  utilities  is  awaiting  the  determination  of  public  policy  relative 
thereto. 

The  rates  for  service  of  a  publicly  o^vned  utility  should  be  fixed 
in  the  same  manner  as  that  for  one  privately  owned,  that  is,  it  shoiild 
be  based  on  operation,  plus  depreciation,  plus  reasonable  interest  on 
value.  Any  surplus  resulting  from  such  administration  should  be 
deposited  in  the  public  treasury  of  the  city  to  the  credit  of  the 
general  tax  fund. 


Public  utilities  are  the  framework  on  which  the  commonwealth  is 
developed.  All  classes  of  citizens  desire  ready  access  to  transportation, 
light,  water,  power,  and  telephones,  in  order  to  develop  their  com- 
munities economically.  Excluding  steam  railways,  95%  in  value  of 
the  public  utilities  of  California  are  privately  owned.  Statistical 
tables  (Tables  1  and  2)  show  that  not  more  than  10%  of  the  State  of 
California  (after  omitting  the  area  of  the  desert  lands  south  of  Owens 
Lake)  is  developed  as  to  density  of  population,  and  about  20%  as  to 
value.  The  wealth  per  capita  is  high.  It  must  be  borne  in  mind  that 
the  growth  of  a  community,  and  its  attendant  wealth,  are  largely  de- 
pendent on  public  utilities;  and  the  investment  of  private  capital  in 
these  enterprises  should  be  fostered  and  encouraged  with  a  view  to 
the  further  growth  of  the  State.  A  new  and  undeveloped  State,  such 
as  California,  manifestly  cannot  publicly  build  all  its  utilities. 

There  has  been  difiiculty  in  obtaining  the  data  on  the  relative  value 
of  municipally  and  privately  owned  utilities  in  California.  That  of 
the  privately  owned  utilities  for  1912  is  taken  from  the  report  of  the 
State  Railroad  Commission.  This  covered  all  the  privately  owned 
utilities,  with  the  exception  of  the  steam  railroads,  which  have  not  been 
pro-rated  for  the  different  States.  The  best  information  on  the  munic- 
ipally owned  utilities  is  found  in  the  report  of  the  California  State 
Controller  for  1914.  This  report  gives  statistics  relating  to  the  munic- 
ipal utilities  in  the  State.  For  some  of  them,  however,  the  values 
were  not  stated,  and  some  were  incomplete,  as  in  the  case  of  the  Los 
Angeles   Water   Department,   where  the   aqueduct  was  omitted.     To 
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TABLE  2.— Kklative  Value  of  Publicly  and  Pkivately  Owned 
Utilities  in  California  in  1912, 
Total  population  of  incorporated  cities  in  California  =:  2  340  242. 
Publicly  Owned  Utilities. 


Class  of 

utilities. 

s  a. 

Population 
of  cities 
reported. 

Value  of 
plants  in 

cities 
reported. 

i^opulatioD 
of  cities 
owning 

plants  with 
no  value 
reported. 

p 

o 

o 
a. 

n 

Water  

81 
14 

1 
6 

1  033  410 

109  819 

6000 

978  127 

858  633  904 
1  884  709 

85  936 
3  700 

1  119  346 

113  519 

6000 

978  127 

$67  770  000 

1  950  000 

Gas 

42  000 

4  091  440 

4  091  440 

Total 

$73  853  440 

Privately  Owned  Utilities. 


Class  of  utilities. 


Street  railways 

Water 

Gas  and  electric  companies 

Telephone  and  telegraph 

Wharfinger     warehouse     com 
panics 


Number 
of  plants. 


30 
238 
113 

81 


Total . 


Value. 


$454  893  593 
204  000  917 
525  677  587 
253  357  OBI 

7  391  338 


$1  445  319  496 


Total  values. 


Publicly  owned 

Privately  owned 


$73  853  440 
1  445  319  496 


Ratio  of  public  to  private  5.1 
per  cent. 


cover  this  latter  item,  $26  000  000  is  added  here.  The  values  for  the 
cities  omitted  are  interpolated  by  computing  the  average  value  per 
capita  for  all  the  cities  given  and  applying  this  figure  to  the  population 
of  the  cities  omitted.  The  Controller's  report  makes  no  mention  of  the 
San  Francisco  City  Railways.  These  results  are  tabulated.  Excluding 
the  steam  railroads,  the  value  of  municipally  owned  utilities  is  only 
5.1%  of  those  privately  owned. 

There  is,  of  late,  in  the  United  States,  a  decided  trend  toward  pub- 
lic ownership  of  public  utilities,  especially  by  municipalities.  In  Cali- 
fornia, both  the  Railroad  Commission  and  the  Courts  have  recently 
prevented  privately  owned  public  utilities  from  entering  a  municipality 
which  is  already  being  served  adequately  by  another  privately  owned 
public  utility  of  the  same  class.  Yet  municipalities  of  this  State  are 
exempt  from  such  legal  restrictions,  and  our  highest  Federal  Courts 
have  confirmed  the  right  of  the  public  to  invade  the  field  of  a  privately 
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owned  utility  in  competition,  without  the  legal  obligation  either  to 
condemn  or  purchase  the  privately  owned  plants.  The  people  have 
this  inherent  right  to  serve  themselves,  and  though  the  public  should 
be  able  to  enjoy  the  profit  and  security  of  their  own  service,  there  is  a 
broad  equity  involved  that  requires  the  protection  of  the  privately 
owned  plant  which  has  been  built  in  good  faith  and  is  being  operated 
under  public  regulation  so  that  its  rates  are  just  and  its  service  ade- 
quate. It  would  be  a  public  misfortune  to  confirm  the  impression  that 
private  investments  are  to  be  over-ridden  unfairly  and  in  such  a  way 
as  to  injure  legitimate  investment.  If  unfairness  is  practiced  in  our 
larger  centers  of  population,  having  substantial  bonding  resources,  it 
is  apt  to  delay  greatly  the  development  of  the  back  country,  where 
public  credit  for  large  enterprise  is  lacking. 

Rate-fixing  commissions  must  be  given  credit  for  stabilizing  the 
value  of  public  utilities  bonds.  Stockholders  have  suifered  severely, 
and  in  many  instances  they  should.  In  California  public  utility 
corporation  bonds,  approved  by  State  authority,  are  now  sought  after. 
The  bondholders  are  usually  only  loaners  of  money.  It  .requires  stock 
buyers  to  build  extensions  and  new  works.  The  writer  feels  that  it 
would  lead  to  the  more  rapid  development  of  the  State  if  the  Com- 
mission's policy  were  more  liberal  in  the  fixing  of  valuations,  and 
especially  in  the  permissible  rate  of  interest  return  allowed.  Private 
capital  invested  in  utilities  should  be  protected  against  unjust  compe- 
tition of  publicly  owned  utilities.  The  building  of  private  utilities  in 
California  has  been  practically  stopped  until  it  becomes  more  apparent 
what  this  public  policy  is  to  be.  In  Wisconsin  this  stage  of  State 
development  has  been  passed. 

In  so  far  as  known,  neither  the  California  Railroad  Commission, 
nor  the  California  Courts  have  ever  expressed  themselves  as  to  what 
would  be  a  reasonable  rate  for  a  publicly  owned  utility  to  charge  its 
consumers.  The  Wisconsin  Railroad  Commission  has  reviewed  this 
question,  and  the  trend  of  its  decisions  is  to  the  effect  that  the  rate 
should  be  fixed  in  the  same  manner  as  though  the  utility  were  privately 
owned,  the  theory  being  that,  where  a  publicly  owned  utility  is  in 
competition  with  one  privately  owned,  it  should  not  be  given  such 
preference  as  to  result  in  the  destruction  of  the  value  of  the  private 
plant.  For  instance,  if  a  city  goes  into  competition  with  privately 
owned  plants  for  the  sale  of  electric  energy  within  its  boundaries,  and 
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the  interest  on  the  bonds  and  the  sinking  fund  is  paid  from  the  general 
tax.  it  would  put  such  a  handicap  on  the  privately  owned  plant  as  would 
ultimately  work  its  destruction. 

The  rates  for  municipally  owned  utilities  in  California  have  often 
been  fixed  rather  as  a  political,  than  as  an  economic,  question,  it  being 
a  popular  and  easy  road  to  public  favor  to  advocate  the  reduction  of 
any  rate. 

The  rate  for  a  public  utility  service  should  be  based  on  the  fair 
value  of  the  properties  used  and  useful  in  the  service,  irrespective  of 
whether  the  plant  is  privately  or  municipally  owned.  The  municipal 
plant  should  be  viewed  as  an  investment  of  public  funds  by  the  city, 
and  it  should  be  operated  with  the  view  of  obtaining  a  profit  on  the 
investment. 

The  rate  for  a  privately  owned  utility  should  be  adequate  to  pro- 
vide, first,  for  the  expenses  of  operation  and  maintenance,  second,  for 
depreciation,  and  third,  for  an  interest  return  on  the  fair  value  of  the 
property.  This  last  item  will  provide  interest  on  the  bonded  debt  and 
any  profit  accruing  to  the  owner.  With  a  municipally  owned  utility, 
in  addition  to  these  expenses,  there  is  a  bond  redemption  fund.  It  has 
no  counterpart  in  a  privately  owned  plant,  as  its  bonds  are  seldom 
retired,  but,  on  maturity,  are  taken  care  of  by  a  refunding  process.  In 
California,  however,  the  law  requires  that  municipalities  retire  one- 
fortieth  of  the  bond  issue  each  year. 

There  are  four  classes  of  people  who  should  assist  in  bearing  the 
cost  of  a  mimicipally  owned  public  utility: 

First. — The  city  as  a  whole,  or  the  government; 
Second. — The  consumer; 
Third. — The  owner  of  vacant  lots; 

Fourth. — The  real  estate  promoter  who   desires  extensions  made 
to  new  subdivisions. 

First. — The  City's  Share  of  the  Expense. — The  municipality  should 
contribute  from  the  general  tax  fund  for  the  cost  of  all  public  uses  of 
water,  notwithstanding  the  fact  that  the  origin  of  the  fund  is  usually 
from  the  general  tax  budget.  The  city  should  also  provide  from  the 
general  tax  budget  the  annual  contribiTtions  to  the  bond  redemption 
fund  for  the  utility.  If  the  municipality's  credit  has  been  used  in 
the  issuance  of  bonds  for  the  purchase  or  construction  of  the  utility 
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plant,  then  the  refunding  of  these  bonds  from  the  general  tax  budget 
is  virtually  payment  for  the  plant  by  the  city  as  a  whole. 

Second. — The  Consumer's  Share  of  the  Expense. — The  consumer 
should,  manifestly,  pay  for  the  operation  and  maintenance  of  the  sys- 
tem, and,  if  the  municipally  owned  utility  is  to  be  treated  on  the  same 
plane  with  one  privately  OAjmed,  then  it  follows  that  the  depreciation 
account  and  interest  on  the  fair  value  of  the  property  should  be  also 
charged  to  the  consumer.  To  deduct  from  the  rates  the  depreciation 
and  interest  would  put  such  a  handicap  on  competing  privately  owned 
utilities  that  they  probably  could  not  live.  This  situation,  however,  is 
one  that  cannot  be  treated  by  a  hard  and  fast  rule.  For  instance,  if  a 
municipality  is  looking  broadly  into  the  future  for  its  public  neces- 
sities, as  is  being  done  by  the  Cities  of  Santa  Barbara  and  Los  Angeles 
in  the  building  of  their  aqueducts,  and  the  depreciation  and  interest 
charges  on  these  large  expenditures  are  put  solely  on  the  present  con- 
sumers, it  may  result  in  a  rate  that  would  prevent  adequate  and  de- 
sired uses  of  the  utility.  Apparently,  some  latitude  must  be  exercised 
in  every  instance,  in  determining  how  this  distribution  should  be 
made,  in  order  to  obtain  a  rate  which  is  a  feasible  operating  one. 

Assuming  that  the  city  can  borrow  money  on  its  bonds  at  5%,  and 
that  a  reasonable  service  rate  for  the  utility  will  provide  interest  on 
the  fair  value  of  the  property  at  7%,  there  accrues  a  2%  differential 
which  is  in  effect  the  profit  in  operating  the  utility.  This  profit  should 
be  expended  in  the  ordinary  extensions  and  betterments  of  the  system, 
so  as  to  avoid  the  necessity  for  frequent  bond  issues  to  make  these  im- 
provements. These,  in  fairness,  should  be  paid  for  by  appropriations  by 
the  city  council  from  the  general  tax  fund.  However,  those  who  have 
had  to  do  with  these  matters  know  that  such  allotments  of  money  can- 
not be  obtained,  as  a  practical  working  proposition.  Only  when  a 
large  and  substantial  improvement  is  to  be  made  should  it  be  done  by 
means  of  a  bond  issue.  If  any  surplus  accrues  from  the  profit  of  the 
system,  over  and  above  the  expenditures  for  improvements  and  better- 
ments, this  surplus  should  be  turned  into  the  general  funds  of  the  city, 
for  the  purpose  of  reducing  taxes  rather  than  rates. 

There  are  two  classes  of  consumers  under  the  municipally  owned 
plant,  those  who  are  not  taxpayers  in  the  community,  and  those  who 
are.  The  consumer  who  does  not  contribute  taxes  is  paying  a  fair 
price  for  the  service  received,  and  is  not  entitled  to  have  the  cost  of 
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this  service  reduced  simply  because  he  happens  to  be  temporarily  a 
resident  in  a  community  o-miing  the  utility.  He  has  no  investment 
there,  and  has  assumed  no  liabilities  on  its  account. 

Property  owners  have  guaranteed  the  payment  of  public  debts.  If 
the  bond  redemption  fund  is  provided  for  from  the  general  tax  levy, 
all  taxpayers  are  proportionate  owners  of  the  utility.  A  share  of  the 
profits  accruing  from  this  ownership  should  revert  to  the  taxpayers 
through  the  general  fund,  so  that  the  consumer  who  is  a  taxpayer  re- 
ceives an  indirect  benefit  from  the  ownership  of  the  utility  in  this 
way.    This  system  would  encourage  property  ownership. 

Third. — The  Vacant  Lot  Owners  Share  of  the  Expense. — The  va- 
cant lot  owner  in  our  Western  towns  is  a  source  of  great  expense  and 
burden  to  all  utilities.  It  is  probable  that  one-half  the  mileage  of 
distribution  mains  is  caused  by  his  speculation  in  land  values.  The 
utility  is  standing  ready  to  serve  at  any  time,  and  the  value  of  the 
vacant  property  depends  largely  on  its  privilege  to  be  benefited  thereby. 
Unless  a  charge  is  assessed  against  vacant  lot  owners,  they  are  secur- 
ing benefits  without  adequate  contributions  to  the  expense  of  the 
plants.  Some  system  of  assessment  on  such  vacant  property  on  a  front- 
foot  basis  should  be  developed  to  cover  this  element,  as  is  often  done 
in  street  paving  and  sewer  work. 

A  portion  of  the  cost  of  building  the  utility  is  borne  by  the  vacant 
lot  owner  in  that  he  is  a  taxpayer  and  has  assumed  the  liability  for 
the  debts  of  the  community.  He  enjoys  the  broad  and  general  benefits 
that  result  from  the  operation  and  ownership  of  the  plant,  which  the 
consumers  alone  should  not  pay  for.  There  are  many  vacant  lots  in 
the  old  and  established  portions  of  the  city  where  the  plant  has  long 
been  built,  and  such  lot  owners  cannot  be  assessed  as  in  the  case  of 
an  extension  to  a  new  subdivision.  Possibly  they  should  be  charged 
an  assessment  each  year,  which  should  go  into  a  fund  for  ordinary 
betterments  of  the  system  or  into  the  public  treasury. 

Fourth. — The  Real  Estate  Promoters  Share  of  the  Expense. — The 
real  estate  promoter  is  continually  making  new  subdivisions  and  peti- 
tioning the  utilities,  whether  publicly  or  privately  owned,  to  make 
extensions  therefor.  With  privately  owned  utilities  it  is  usually  de- 
manded that  the  promoter  shall  pay  for  the  cost  of  the  extensions. 
This  policy  has  also  been  followed  in  many  of  the  publicly  owned  utili- 
ties, but  it  has  resulted  in  political  agitation,  and  has  been  vigorously 
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resisted  by  the  interests  who  are  active  in  their  eilorts  to  speculate  on 
the  community. 

The  vacant  lands  exploited  by  the  real  estate  promoter  may  be 
divided  into  two  classes:  first,  those  lying  within  the  corporate  limits 
of  the  municipality  owning  the  public  utility;  and  second,  those  out- 
side these  corporate  limits. 

In  the  first  instance  it  would  be  equitable  to  require  the  owner  of 
the  property  to  pay  a  frontage  tax  to  cover  the  cost  of  the  distribu- 
tion system  fronting  the  property  in  question,  this  contribution  to  be 
returned  when  this  part  of  the  plant  is  on  an  earning  basis.  It  would 
not  be  proper  to  charge  a  i)ortion  of  the  cost  of  the  mother  plant 
against  these  extensions,  because  the  property  will  already  have  paid 
some  proportion  of  the  cost  thereof  in  taxes,  and  will  pay  more  as  its 
value  increases.  The  assessments  for  the  extensions  to  the  new  sub- 
division within  the  corporate  limits  of  the  city  should  be  in  the 
nature  of  a  temporary  donation. 

If  the  lands  to  be  exploited  are  outside  the  corporate  limits  of  the 
community,  it  would  again  be  just  to  require  the  owner  temiwrarily 
to  advance  the  funds  necessary  to  make  the  extensions.  So  far  as 
concerns  storage  reservoirs  and  conduit  systems,  or  any  of  the  mother 
plant  built  for  the  distant  future,  and  which  may  equitably  be  as- 
sumed to  involve  the  promoter's  lands,  a  portion  of  the  cost  of  this 
excess  capacity  should  justly  be  charged  to  the  promoter. 

This  whole  problem  cannot  be  solved  rigidly  with  a  rule  which 
will  apply  to  all  cases.  There  is,  however,  the  necessity  for  outlining 
some  general  theory,  on  which  municipalities  should  proceed.  Even 
if  it  is  clearly  defined,  and  is  endorsed  by  high  authority,  there  will  be 
the  practical  political  difficulties  of  fixing  and  maintaining  rates  at  a 
just  point.  Obstacles  will  have  to  be  overcome  in  case  it  is  necessary 
to  increase  a  rate.  There  is  great  inertia  inherent  in  commimities, 
and  this  it  is  necessary  to  prevail  against,  in  order  to  make  a  change 
of  any  sort. 

Our  cities  are  becoming  great  business  concerns,  and  should  be 
managed  fairly  and  scientifically,  not  only  for  the  interests  of  the 
citizens  therein,  but  also  for  those  who  have  financed  in  one  way  or 
another  their  utilities  and  early  development. 
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Discxjssioisr 


Fkank  S.  M.  Haruis*  Assoc.  'M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Mr. 
Lippiucott  has  taken  a  thoroughly  commendable  stand  in  insisting 
that  mimicipalities  enter  a  public  utility  field  which  is  more  or  less 
adequately  served  by  a  privately  owned  utility  under  rate  conditions 
equivalent  to  those  confronting  the  private  enterprise.  It  is  only  as 
a  result  of  such  an  equitable  attitude  that  private  capital  may  be 
expected  to  "pioneer"  in  those  fields  into  which  the  public  is  not  for 
the  time  desirous  of  entering.  It  is  decisions  such  as  that  in  the 
hearing  of  the  City  and  County  of  San  Francisco  in  the  matter  of 
special  crossing  privileges  for  its  Mimicipal  Eailways,t  in  which  the 
municipality  was  reduced  to  the  standing  of  a  private  corporation, 
which  have  operated  to  remove  the  bitterest  of  the  criticism  heaped 
on  the  heads  of  utility  commissions  by  the  public  service  corporations 
which  have  been  "regulated". 

The  writer  has  but  recently  completed  an  exhaustive  survey  of 
the  whole  franchise  situation  for  the  City  of  Oakland,  Cal.,  in  the 
course  of  which  there  was  indirectly  revealed  the  devious  if  not 
perilous  path  traversed  by  the  average  public  utility  company  prior 
to  1900.  The  manifold  injustices,  at  the  hand  of  shifting  political 
regimes  imder  which  they  labored,  were  but  equalled  by  the  corrupt 
advantage  which  they  in  turn  took  of  the  municipality.  It  is  re- 
freshing, therefore,  to  find  set  forth  so  fair  a  basis  for  square  dealing 
between  the  mimicipality  and  the  private  corporation. 

Mr.  Lippincott,  however,  considers  only  the  case  in  which  the 
municipally  owned  utility  exists  side  by  side  with,  but  completely 
independent  of,  the  privately  owned  utility. 

Of  late  years,  an  innovation  is  being  written  into  the  franchises 
of  privately  owned  utilities,  in  which  the  municipality  is  an  active 
partner  in  all  development  and  extension  programmes,  as  well  as  in 
the  formulation  of  financial  and  operating  policies.  Such  a  provision 
is  but  a  corollary  of  the  principles  advocated  by  Mr.  Lippincott. 

For  the  new  blanket  resettlement  franchise,  now  being  sought  by 
the  San  Francisco-Oakland   Terminal  Eailways  in  exchange  for   its 
130  or  more  parcel  franchises,  the  following  provisions  are  found: 
(1) — A  board  of  control  composed  of  one  representative  of  the 
city  and  one  representative  of  the  company  shall  have  juris- 
diction over  such  matters  as  extension,  outlay  for  equipment, 
allowance  for  depreciation,  and  the  like;  and 
(2) — After  payment  of  operating  expenses,  taxes,  depreciation  as 
fixed  by  the  board  of  control,  and  a  6%  return  on  its  agreed 
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Mr.  physical  valuation,  at  least  55%  of  the  net  revenue  remaining 

shall  be  paid  to  the  city. 

These  clauses  are  in  addition,  to  the  usual  machinery  of  the  inde- 
terminate franchise,  providing  for  the  taking  over  of  the  ownership 
by  the  city  on  6  months'  notice  at  the  agreed  physical  value. 

It  would  seem  that,  until  such  time  as  public  ownership  is  the 
accomplished  fact  which  it  now  bids  fair  rapidly  to  become,  either  an 
equitable  rate-making  policy  for  the  municipal  competitor  or  an  implied 
co-operation  between  the  municipality  and  the  privately  owned  public 
utility  are  the  essentials  of  any  thoroughly  satisfactory  solution  of 
the  existing  difficulties. 

Mr.  T.  Kennard  Thomson,*  M.  Am.   Soc.  C.  E.— Mr.  Lippincott  de- 

™^°°'  serves  the  thanks  of  the  Society  for  his  very  clear  presentation  of  a 
most  vital  issue. 

We  are  going  through  a  formative  stage  at  present  with  such  sub- 
jects as  socialism,  suffragettism,  unionism,  public  ownershipism, 
anarchism,  and  general  radicalism,  and  the  tendency  of  the  country 
is  to  try  everything,  even  including  Wall  Street  speculation;  but, 
fortunately — like  an  intelligent  child  who  has  burnt  his  fingers — the 
country  profits  from  the  expensive  experience,  and  tries  something 
else.  For  instance,  a  town  will  elect  a  Socialist  mayor,  and  then  snow 
him  under  at  the  next  election.  Again,  a  State  will  try  the  "refer- 
endum and  recall",  pass  a  dozen  different  and  contradictory  bills  on 
the  same  day,  and  then  try  to  recall  both  the  "recall  and  the  refer- 
endum". The  experiments  which  prove  profitable  will  remain,  and 
even  a  few,  like  suffrage,  will  undoubtedly  stick,  if  adopted,  whether 
really  beneficial  or  not. 

When  it  comes  to  public  ownership,  we  have  examples  in  New 
York  City — the  Staten  Island  Ferry,  Brooklyn  Bridge,  etc. — which, 
as  everybody  knows,  are  not  financially  profitable.  Even  the  Rapid 
Transit  would  not  pay  if  entirely  owned  by  the  municipality.  For 
what  city  would  dare  to  pay  a  yearly  salary  of  $100  000  or  more  to 
one  man,  even  if  he  could  earn  many  times  that  much  for  the 
taxpayers. 

Ninety-nine  men  out  of  a  hundred  will  say  that  no  man  is  worth 
more  than,  say,  $10  000  a  year,  and  that  he  (that  is,  the  other  man) 
has  dozens  of  men  under  him  who  could  do  the  work  as  well  or  better 
for  less  money;  and  this  in  face  of  the  facts  found  actually  all  over 
the  world,  for  it  is  hard  to  make  people  believe  wliat  they  see. 

To  take  a  single  example:  The  Intercolonial  Railroad,  one  of  the 
best  built  railroads  in  America  when  constructed  by  the  Canadian 
Government,  enjoyed  an  absolute  monopoly  between  Halifax  and 
Quebec  for  many  years.     True,  the  coiintry  was  largely  luideveloped, 
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but  not  as  imicli  so  as  tlie  vast  Canadian  Northwest  was  when  the  late  Mr. 
Sir  William  Van  Home  finished  the  Canadian  Pacific  Railroad;  but  """  °"' 
Tan  Home  saw  to  it  that  the  great  prairies  were  developed  to  build 
up  his  road;  whereas  the  men  who  ran  the  Government-owned  Inter- 
colonial stuck  strictly  to  the  business  of  operating  the  road,  instead  of 
creating  business  to  make  the  road  pay,  with  the  result  that  for  some 
40  years  the  road  did  not  even  earn  operating  expenses,  let  alone  pay 
taxes  or  interest  on  the  money. 

The  speaker,  when  recently  talking  to  a  prominent  Canadian,  sug- 
gested that,  if  the  Government  had  engaged  a  man  like  the  late  Sir 
William  Van  Home,  or  the  late  James  J.  Hill,  ¥.  Am.  Soc.  C.  E.,  or 
any  one  else  of  that  caliber,  and  offered  such  a  man  a  salary  of,  say, 
$50  000  plus  a  bonus,  he  would  have  earned  his  salary,  a  bonus  of 
several  hundred  thousands  a  year,  after  having  paid  the  Government 
ample  taxes  and  a  good  interest  on  the  money  invested  in  the  railroad, 
and,  at  the  same  time,  would  have  developed  the  adjoining  territory, 
thus  benefiting  the  country  from  one  end  of  the  Dominion  to  the  other. 

My  friend  contradicted  me,  saying  that  the  Government  at  one 
time  really  did  engage  a  man  capable  of  getting  these  results,  and 
that  he  at  once  began  by  examining  the  freight  rates,  which  disclosed 
the  fact  that  many  of  them  were  ridiculously  low.  He  ordered  the 
rates  raised  and  made  the  same  for  all.  To  make  a  long  story  short, 
his  days  were  numbered,  and  the  road  ran  on  as  before. 

On  repeating  this  story  to  a  very  powerful  newspaper  owner,  the 
speaker  was  told  that  such  a  state  of  affairs  was  quite  justifiable, 
because  it  paid  to  run  a  road  at  a  loss  for  the  sake  of  building  up  the 
country.  This,  however,  is  exactly  what  such  management  never  does, 
as  it  considers  its  duty  done  when  it  operates  the  road. 

This  is  no  reflection  on  the  staff  of  this  railroad,  which  is  a  very 
competent  one,  whose  work  is  well  done — that  is,  as  far  as  it  has  any 
authority  to  work — but  one  man  with  the  necessary  power,  and  induce- 
ment, could  take  the  same  staff  and  turn  a  financial  failure  into  a 
great  financial  success,  thereby  benefiting  the  entire  country. 

To  take  another  example,  nearer  home;  a  fatal  mistake  was  com- 
mitted in  the  construction  of  our  magnificent  $150  000  000  Barge 
Canal  (with  political  "poorsight")  in  the  beginning  when  it  was  made 
a  barge  canal,  instead  of  a  ship  canal.  As  it  is,  no  boat  with  a  clearance 
of  more  than  15  ft.  above  the  water  can  pass  under  the  bridges  and 
use  the  canal.  This  mistake  was  not  made  on  the  Canadian  canals, 
which,  with  the  same  or  less  depth  of  water  as  the  Barge  Canal,  are 
able  to  pass  vast  fleets  of  masted  vessels. 

It  now  remains  to  be  seen  whether  the  same  lack  of  judgment  will 
be  displayed  in  the  operation  of  the  Barge  Canal,  as  on  this  depends 
the  profit  or  loss  on  the  enormous  sums  paid  by  the  people  for  this 
undertaking.     If  the  canal  is  properly  managed,  the  State  will  enjoy 
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Mr.  far-reaching  results.  Moreover,  if  a  man  is  employed  who  has  the 
ability  and  is  given  the  power  to  make  business  for  the  canal,  as  well 
as  to  see  that  it  is  properly  operated,  the  State  will  be  handsomely 
rewarded  for  the  sums  expended  for  the  construction  and  maintenance 
of  this  work,  which  in  many  ways  far  surpasses  the  Panama  Canal. 

It  is  just  as  if  the  State  were  to  build  a  number  of  huge  skyscrapers 
and  then  trust  to  luck  that  the  people  would  find,  use,  and  pay  for 
them.  Needless  to  say,  the  privately  owned  buildings  adjoining,  run 
by  wide-awake  business  men,  who  would  go  after  their  tenants,  would 
be  filled  at  once,  while  the  State  buildings  would  be  nearly  empty, 
and  of  course  operated  at  a  loss. 

It  seems  to  the  speaker  that  by  discussing  actual  cases  more  progress 
will  be  made  than  by  the  expression  of  purely  theoretical  opinions,  and 
that  the  ultimate  result  will  be  proper  Government  regulation,  instead 
of  Government  operation  or  ownership. 

Last  spring,  at  a  political  meeting,  called  for  the  purpose  of  ex- 
plaining the  extra  $19  000  000  appropriation  in  New  York  State,  the 
speaker,  after  the  regular  speakers  had  finished,  begged  to  draw  atten- 
tion to  the  great  difference  between  the  City  and  State  on  the  one 
hand,  and  an  ordinary  business  organization  on  the  other;  the  business 
man  has  to  earn  the  money  he  spends,  while  the  City  and  State  spend 
the  money  which  they  force  the  tax-payers  to  contribute. 

The  speaker  then  pointed  out  two  projects  which,  if  encouraged  by 
the  City  and  State,  would  result  in  putting  both  on  a  business  basis. 
The  City  and  State  would  receive  more  than  $30  000  000  outright  and 
a  rental  of  at  least  $2  000  000  a  year,  to  say  nothing  of  enormous  in- 
direct benefits.  The  projects  are  "A  Eeally  Greater  New  York",  and 
a  "New  Niagara  Falls,  of  2  000  000  h.p." 

Mr.  W.  B.  Yereance,*  M.  Am.  See.  C.  E. — The  author  has  stated  clearly 

^'^  ^""^  '  some  of  the  problems  to  be  met  in  the  municipal  ownership  of  public 
utilities.  It  is  assumed  that  he  has  contemplated  as  well  municipal 
operation  of  those  properties  or  plants.  Of  course,  it  may  be,  and  so 
happens,  that  some  properties  are  municipally  owned  but  privately 
operated  by  private  corporations. 

An  insolvent  or  mismanaged  utilitj^  is  a  handicap  to  the  progress 
of  the  community  or  district  it  serves.  A  utility  should  be  in  receipt 
of  a  sufficient  revenue  to  meet,  under  proper  management,  all  operating 
expenses  (including  maintenance,  depreciation,  taxes,  and  a  sufficient 
reserve  as  insurance  against  catastrophe),  and  a  reasonable  return 
on  the  fair  capitalization  of  an  adequate  plant.  This  revenue  is  or 
should  be  produced  practically  in  its  entirety  by  the  rates  charged 
for  service.  Rates  are  or  should  be  determined  so  that  each  beneficiary 
contributes  to  the  total  necessary  revenue  of  the  utility  only  his  just 
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and  due  proportion  for  benefits  received.  If  the  plant  be  ill-adapted  Mr. 
to  the  community's  needs,  or  unnecessarily  expensive,  or  the  manage- 
ment extravagant  or  incompetent,  or  the  securities  inflated,  the  rates 
to  produce  the  needed  revenue  will  be  unnecessarily  high  or  unreason- 
able, either  throughout  or  for  certain  classes  of  the  service.  There- 
fore, if  minimum  rates  are  to  be  enjoyed,  the  property  or  plant  fur- 
nishing the  service  must  be  designed  and  constructed  wisely  and 
economically  and  operated  efficiently.  To  the  extent  that  these  con- 
ditions have  not  been  met,  the  rates  will  be  above  a  possible  minimum. 

For  a  given  standard  of  plant  and  service  in  a  given  community, 
the  rates  for  that  service  should  be  lower  under  municipal  than  under 
private  ownership  and  operation.  Yet,  despite  some  highly  flattering 
operating  statements  issued  periodically,  the  speaker  knows  of  no 
situation  on  this  continent  to-day  where  municipally  operated  utility 
service  is  being  rendered  at  actually  lower  rates  than  are  or  should 
be  charged  for  similar  service  by  private  enterprise.  If  politics  and 
political  considerations  can  be  eliminated  in  the  development  and 
operation  of  a  public  utility,  then  and  then  only  will  be  possible  the 
successful  establishment  of  actual  rates  that  to-day  are  merely  a 
dream  of  the  theorist.  Evidence  is  not  lacking  that  there  are  those 
who  realize  the  situation,  and  it  may  be  that  at  some  future  period 
the  ideal  will  be  realized.  However,  those  now  interested  in  the  private 
administration  of  public  utilities  need  have  no  fear  that  their  retainers 
or  jobs  are  in  immediate  danger.  If  that  ideal  time  comes  when  the 
public  utilities  can  be  removed  from  adverse  political  influences,  then 
public  utilities  should  be  municipally  owned  and  operated.  Private 
enterprise  has  its  own  problems  to  meet  in  the  conduct  of  public 
utilities,  but  it  could  not  live  under  many  of  the  practices  now  asso- 
ciated with  municipal  ownership  and  operation. 

The  author  has  referred  to  the  inherent  right  of  a  community 
to  serve  itself,  but  calls  attention  to  the  broad  question  of  equity 
involved  where  such  contemplated  municipally  owned  and  operated 
service  would  introduce  competition  with  a  private  plant,  established 
in  good  faith,  and  serving  the  public  adequately  at  reasonable  rates. 
Some  regulatory  bodies  have  recognized  the  ethics  of  such  a  situation 
in  their  decisions,  and  the  demands  of  simple  justice — to  say  nothing 
of  policy — have  been  met;  other  commissions  have  not  been  so  far- 
sighted. 

Some  3  or  4  years  ago  a  campaign  favoring  municipal  ownership 
was  waged  vigorously  by  some  of  the  ambitious  politicians  in  one 
of  the  Southern  States.  At  that  time  the  speaker  was  retained  to 
protect  a  considerable  investment  of  northern  money  in  a  combined 
electric  light  and  gas  property  in  one  of  the  cities  of  that  State.  The 
electric  plant  was  probably  the  most  up-to-date  of  any  in  a  community 
of   that   or   considerably   larger   size   in   the   United    States;   the   gas 
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Mr.  plant  was  not  in  quite  such  good  shape,  but  both  were  fully  adequate, 
and  the  rates  charged  were  lower  than  prevailed — under  Commission 
authority  and  at  some  places  under  more  favorable  conditions — in  any 
community  of  similar  size  in  that  or  adjoining  States.  The  good  faith 
of  the  investors  was  apparent  in  both  the  condition  of  the  property 
and  the  amount  of  money  actually  invested,  yet  the  political  elements 
favoring  municipal  ownership  practically  forced  the  company  into  a 
desperate  position,  whence  it  was  extricated  with  the  greatest  difficulty. 

The  attitude  of  the  commission,  the  public  press,  and  many  of 
the  people,  was  such  as  to  discourage  the  investment  of  outside  money 
in  that  locality ;  some  are  now  beginning  to  realize  the  short-sightedness 
of  that  attitude  when  new  money  is  desired  but  not  procurable.  Cer- 
tainly, in  the  light  of  these  facts,  no  honest  consultant  could  or  would 
recommend  investment  where  such  conditions  prevail. 

Reference  has  been  made  to  a  certain  steam  railroad,  government- 
ally  owned  and  operated.  Located  through  thin  traffic  country,  its 
value  would  seem  to  be  largely  military  rather  than  economic.  Such 
property  needs  a  higher  grade  of  management  than  does  one  which  is 
more  favored;  yet  the  road  in  question  has  always  been  notoriously 
politically  mismanaged.  It  could  have  been  operated  better  with  one- 
half  the  number  of  men  shown  on  its  pay-rolls.  Instead  of  the  two 
or  three — as  mentioned  by  Mr.  Thomson — there  were  at  least  ten 
times  that  number  of  good  railroad  men  in  the  United  States  who, 
with  free  hands,  could  have  developed  the  full  earning  capacity  of 
the  property. 

Mr.  Leonard  C.  Jordan,*  Assoc.  M.  Am.   Soc.  C.  E.   (by  letter). — A 

perusal  of  this  paper  conveys  the  impression  that  the  author  is  in 
favor  of  private  ownership  of  public  utilities,  and  that  he  is  even 
willing  to  go  beyond  the  bounds  of  justice  in  hampering  municipal 
ownership.  The  writer  agrees  with  the  author  in  advocating  private 
ownership  of  public  utilities  wherever  such  a  course  is  advisable,  but 
he  begs  leave  to  differ  with  him  in  one  or  two  of  the  points  to  be 
mentioned  herein. 

The  author  has  brought  up  the  matter  of  the  status  of  the  owner 
of  vacant  lots  and  his  responsibility  to  the  community,  so  far  as 
respects  his  advantages  from  public  utilities.  It  is  quite  true  that 
he  has  distinct  advantages  in  the  increased  value  of  his  holdings, 
and  it  is  equally  true  that  he  has  been  an  important  factor  in  running 
up  the  cost  of  these  utilities  by  causing  them  to  extend  their  service 
lines  past  his  vmused  property,  in  order  to  reach  the  used  property 
of  other  owners,  the  people  who,  by  making  use  of  the  utility,  furnish 
the  revenue  which  keeps  it  in  existence  and  on  a  profitable  basis. 
However,  there  is  probably  greater  likelihood  of  general  all-around 
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justice  iu  this  respect  when  the  utility  is  owned  by  the  municipality,  Mr. 
for,  in  the  case  of  the  municipally  owned  utility,  the  expense  is  met  J^''^*"- 
largely  by  assessment  against  the  abutting  property  or  by  taxes  on 
property  in  general.  In  the  case  of  a  privately  owned  street  railway, 
for  instance,  the  owner  of  the  vacant  lots  very  probably  would  fall 
heir  to  all  the  latent  benefits  of  the  railway  without  the  expenditure 
of  a  single  penny.  Furthermore,  his  neighbors  must  pay,  by  the 
revenues  from  their  fares,  his  share  of  the  expense  of  construction  and 
maintenance,  as  well  as  for  the  unwelcome  privilege  of  being  hauled 
past  his  unsightly  and  weed-covered  property.  Although  the  author 
advocates  private  ownership,  this  problem  which  he  introduces  would 
seem  to  be  regulated  more  justly  for  all  concerned  when  every  utility 
is  publicly  owned  and  properly  managed. 

There  is  a  contradiction  of  principle  cropping  out  at  various  places 
in  the  paper,  which  is  summed  up  very  concisely  in  the  Synopsis,  as 
follows : 

"If  the  rates  for  service  of  publicly  owned  utilities  are  too  low, 
and  deficits  are  made  up  from  the  general  tax  funds,  such  administra- 
tion is  unfair  to  privately  owned  utilities,  and  will  tend  to  discourage 
the  investment  of  private  funds  therein,  in  States  practicing  this 
policy." 

Then  a  few  lines  farther  along: 

"Any  surplus  resulting  from  such  administration  [municipal  own- 
ership] should  be  deposited  in  the  public  treasury  of  the  city  to  the 
credit  of  the  general  tax  fund." 

If  it  is  proper  to  turn  a  surplus  into  the  city  treasury,  then  any 
deficit  from  operation  should  be  remedied  by  drawing  on  the  general 
city  funds.  Probably  a  correct  business  system  of  managing  a  munici- 
pally owned  utility  would  include  the  keeping  of  strict  accounts  of 
all  money  matters  pertaining  thereto,  as  though  it  were  an  industry 
in  itself  and  distinct  from  all  other  parts  of  the  city  government.  The 
city  treasury  should  be  regarded  as  a  bank,  lending  money  to  tide 
over  unproductive  periods,  accepting  surplus  funds  on  deposit,  and 
handling  the  bonds  when  their  issue  is  required  by  unusual  construc- 
tion or  development  expenses. 

Again,  on  pages  420  and  421  the  author  advises  the  charging 
of  rates  higher  than  the  nature  and  business  of  the  utility  would 
justify  and  the  turning  of  surplus  amounts  into  the  city  treasury. 
It  is  argued  that  this  method  is  fair  to  the  taxpayer  as  it  reduces  his 
taxes  on  real  estate.  The  writer  is  unable  to  see  any  justice  in  placing 
a  burdensome  portion  of  the  expense  on  the  poorer  people  of  the  com- 
mxmity,  in  order  that  the  property  owners  may  enjoy  the  advantage 
of  reduced  tax  rates.  Such  procedure  would  tend  to  break  down  democ- 
racy, in  that  it  places  obstacles  in  the  way  of  the  poor  man  and  makes 
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Mr.  easy  the  way  of  the  man  who  already  is  rich.  It  is  stated,  relative  to 
■  this  matter,  that  the  non-taxpayer  is  paying  a  fair  rate  for  the  services 
received,  even  though  he  is  paying  for  a  portion  of  the  taxes  of  his 
more  fortunate  neighbor,  but  the  writer  fails  to  detect  much  fairness 
in  the  plan.  We  might  as  well  have  municipal  ownership  of  grocery 
stores,  charge  the  high  rates  that  would  be  possible  under  such  non- 
competitive business,  and  then  attempt  to  square  matters  by  cutting 
down  the  taxes  of  those  people  who  happen  to  own  their  homes.  It  is 
far  more  just,  for  the  individual  and  for  the  community  in  general, 
to  let  each  man  pay  his  own  way  as  he  goes,  than  to  attempt  to  equalize 
high  rates  for  trolley  rides  and  for  electric  lights  by  reducing  the 
taxes  on  the  same  vacant  lots  which  cause  so  much  extra  expense  to 
utilities  by  increasing  the  length' of  their  service  lines. 

The  writer  believes  that  a  fair  and  strict  accounting  of  the  con- 
struction and  operating  costs  of  publicly  owned  utilities  would  fur- 
nish sufficient  argument  to  convince  the  most  stubborn  that  private 
ownership  is  the  best  plan  under  present  conditions.  He  would  go 
further  in  the  accounting,  however,  than  is  generally  done.  When 
summing  up  the  construction  costs,  all  contributing  factors  should  be 
included,  just  as  they  would  have  to  be  if  the  work  were  being  carried 
on  by  a  private  company.  This  would  require  that  salaries,  office  rent, 
and  other  expenses  of  public  officials  connected  with  the  work  be  in- 
cluded in  the  bill.  It  would  require  also  that  depreciation  of  equip- 
ment and  interest  on  its  investment  be  reckoned,  and  that  interest  on 
the  cost  of  plant  and  on  invested  construction  expense  be  computed 
and  included. 

In  compiling  the  accounts  of  the  cost  of  operation,  likewise,  every 
part  of  the  cost  should  be  hunted  down  and  charged  in  the  proper 
manner.  If  the  city  has  a  "Commissioner  of  Public  Works",  who 
manages  the  municipally  owned  water-works  system,  then  his  salary 
and  a  fairly  computed  office  rent  for  his  rooms  in  the  City  Hall  should 
be  charged  against  the  operation  of  the  water-works.  Furthermore, 
if  a  quarter  of  the  time  of  the  city  treasurer  and  his  staff  is  required 
for  collecting  and  handling  the  water  rents,  then  a  quarter  of 
their  entire  expense  should  be  charged  against  the  water  revenues; 
and,  finally,  the  usual  tax  rate  should  be  levied  against_the^  water- 
works, and  the  tax  should  be  paid  into  the  city  treasury  and  charged 
against  the  earnings  of  the  water  department.  This  matter  of  taxing 
might  seem  to  be  superfluous,  at  first  thought,  but  a  moment's  con- 
sideration should  suffice  to  convince  the  reader  that  it  merely  means 
a  transfer  of  certain  figures  from  one  account  to  another,  adds  a 
negligible  amount  to  the  cost  of  city  government,  and  aids  in  showing 
exactly  the  financial  condition  of  the  water-works  department.  Such 
a  plan  of  accounting  would  form  a  correct  basis  for  the  regulation  of 
rates,  and  would  be  entirely  fair  to  the  private  owners  of  rival  systems. 
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Besides,  the  strict  business  system  would  furnish  an  incentive  to  effi-     Mr. 
cient  service  on  the  part  of  the  men  employed  in  the  department.  Jordan. 

As  a  further  example,  a  battleship  is  constructed  at  a  Government 
Navy  Yard  for  a  certain  figure,  while  a  shipbuilding  company  builds 
the  sister  ship  on  contract  at  a  greater  stated  cost.  The  newspaper 
comments  mislead  some  people  into  the  opinion  that  the  only  lack  of 
perfection  in  the  Navy  is  its  failure  to  construct  both  boats.  Yet,  if 
all  costs  were  tallied,  the  total  might  result  in  a  far  different  opinion. 
The  figures  for  the  Government-built  boat  should  include: 

All  the  costs  of  plans,  including  the  salaries  of  officers  who  over- 
see the  work  of  preparation; 
Office  rent  for  all  men  engaged  on  this  work,  even  though  they 

occupy  rooms  in  a  Government  building; 
All  construction  costs  that  woidd  be  encountered  by  a  private 

company  doing  the  same  work; 
Salary,  keep,  barracks  rent,  etc.,  of  all  marines  doing  police  duty 

in  and  about  the  ship  until  she  is  put  into  commission,  and 

this  item  should  include  the  expenses  of  officers  in  command 

of  these  marines; 
Reasonable  rent  for  that  portion  of  the  navy  yard  that  is  devoted 

to   the  job,   or  else  interest,   depreciation,   maintenance,   and 

taxes  on  the  portion  used; 
Interest  on  the  investment,  depreciation,  and  maintenence  of  the 

equipment  used; 
Salaries,  office  rent,   and  other  expenses  of  all  officers  and  men 

connected  directly  or  indirectly  with  the  work; 
A  portion  of  similar  expenses  for  all  men  whose  duties  are  divided 

between  this  and  other  jobs,  even  including  the  Secretary  of 

the  Navy,  if  a  portion  of  his  work  may  be  regarded  as  arising 

from  this  source; 
Interest  on  all  the  foregoing  amounts,  computed  to  the  day  that 

the  boat  is  finally  put  into  commission; 
And  all  other  items,  great  or  small,  which  directly  or  indirectly 

contribute  to  the  amount  which  the  Nation  must  finally  pay 

for  the  battleship. 

Some  of  these  items  are  not  included  in  the  stated  cost  of  the  boat 
built  by  contract,  but. they  should  be  added.  The  justice  of  a  complete 
cost-keeping  system  will  be  realized  when  the  reader  considers  the 
possibility  of  the  purchase  of  a  finished  battleship  from  a  foreign 
country  or  firm,  as  several  other  countries  have  done  within  the  past 
few  years.  Besides,  the  people  should  have  a  right  to  know  the  total 
amount  which  such  a  fighting  machine  is  costing  them. 

It  might  be  contended  that  the  office  rent  of  the  Secretary  of  the 
Navy  would  seem  unduly  high  if  computed  on  the  basis  of  the  cost  of 
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Mr.  the  building  in  which  it  is  located  and  the  cost  of  operating  that  build- 
Jordan.  ^^^  j£  ^Yiat  is  true,  then  the  people  have  a  right  to  know  that  they 
need  a  new  janitor  in  that  building,  or  a  new  building  superintendent, 
or  else  that  they  paid  too  much  for  the  building  originally.  From 
another  angle,  if  that  office  rent  is  higher  than  would  be  charged  for 
suitable  quarters  elsewhere,  then  there  is  first-hand  evidence  that  the 
department  occupying  these  offices  is  not  qualified  to  be  placed  in 
charge  of  a  business  requiring  a  high  grade  of  efficient  executive 
ability,  such  as  a  shipbuilding  establishment.  It  remains  that  the 
people  have  paid  for  the  building  and  are  continuing  to  pay  for  its 
upkeep,  and  it  would  look  like  poor  management  on  the  part  of  the 
Government  if  there  is  no  possible  return  on  the  first  cost  and  rvmning 
expense.  Besides,  failure  to  account  for  all  such  matters  would  be 
unfair  to  the  contracting  firm  which  is  willing  and  anxious  to  put 
together  a  battleship  for  less  money  than  it  really  is  costing  the 
Government. 

The  result  of  such  complete  cost-keeping  methods  as  suggested 
would  probably  lead  to  private  ownership  of  public  utilities,  such  as 
the  author  seems  to  prefer,  a  private  company  having  a  monopoly  of 
the  patronage  of  the  commimity  and  correctly  regulated  by  just  offi- 
cials of  the  local  government.  This  is  the  ideal  form  of  service  when 
both  private  owners  and  riding  officials  are  ideal;  and  let  us  trust  that 
we  may  enjoy  these  conditions  at  some  time  in  the  near  future.  At 
least,  let  us  hope  that  any  owning  or  regulating  on  the  part  of  the 
Government  will  be  done  better  than  it  seems  to  be  doing  with  any 
such  work  now.  Meanwhile,  with  all  fairness  to  all  parties  concerned, 
let  those  engineers  who  are  in  position  to  decide  or  to  influence  ques- 
tions of  municipal  or  private  ownership  of  public  utilities  render  their 
decisions  with  impartial  judgment,  having  in  mind  the  furtherance  of 
principles  of  justice  which  too  often  are  overlooked  in  such  affairs. 
Mr.  H.  F.  Cl.\rk,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  author 

^^^'^-  has  presented  views  on  a  subject  which  engineers  are  now  having  to 
consider  seriously.  Where  public  utilities  are  owned  by  cities,  it  is 
generally  found  that  the  cities  prefer  to  have  their  own  way  in  deter- 
mining how  the  costs  of  operation  shall  be  spread,  and  rather  resent 
the  intrusion  of  scientific  suggestions.  The  tendency  is  to  better  man- 
agement of  civic  affairs,  with  centralization  of  power  in  one  man  or 
a  small  group  of  men.  Engineers  may  yet  be  of  some  assistance  to 
the  budget  makers  of  a  municipality  in  determining  the  questions 
which  the  author  has  brought  out. 

Municipal  ownership  in  California  is  steadily  spreading,  records 
for  191G  showing  approximately  fourteen  transfers  of  water  systems 
to  municipalities.  The  aggressive  element  within  a  community  gen- 
erally lays  siege  to  the  water  company  until  at  last  bonds  are  voted 
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and  the  water  system  is  purchased.  A  feeling  of  security  then  comes  Mr. 
over  the  minds  of  the  people,  as  no  longer  will  there  be  occasion  for 
petty  annoyances.  The  constant  friction  over  service  and  rates  is  then 
passed,  and,  be  the  results  profit  or  loss,  there  is  always  that  true  friend, 
the  tax  budget,  to  come  to  the  rescue  in  times  of  need.  A  monopoly 
exists  over  the  community  when  this  competition  is  removed,  and  the 
city  finds  itself  a  sovereign  in  the  matter  of  the  regulation  of  this 
utility  business. 

Analysis  of  the  paper  involves  accounting  to  a  large  extent.  All 
are  aware  that  the  full  cost  must  be  met  somewhere,  it  remaining  to 
be  determined  how  it  shall  be  distributed.  To  bring  out  a  little  more 
clearly  the  distinctions  which  the  author  has  made.  Table  3  shows  his 
distribution  of  the  expenses. 

TABLE  3. — Distribution  of  Water-Works  Cost  in  a  Municipally 

Owned  Utility. 


Item  of 
expense. 

Class  Bearing  Expense. 

Municipality. 

Consumers. 

Vacant  lot 
owner. 

Realty  promoters. 

Maintenance   and 

I  Through  taxes 
f  forpublicuses. 

[  Through  rates. 

Through  rates. 
Through  rates. 

ODeration 

Depreciation 

Extensions 

j  Through  spe- 
'(  cial  tax. 

; 

Bond  redemption . 

Through  taxes. 

f 

The  author  states  that  municipalities  have  an  item  of  expense  to 
bear,  in  addition  to  those  expenses  borne  by  a  privately  owned  utility, 
namely,  the  redemption  of  bonds  within  a  40-year  period.  The  author 
suggests  that  this  redemption  fmid  should  be  met  in  the  general  tax 
levy,  and  therein,  the  writer  thinks,  he  is  in  error.  Cities,  admittedly, 
are  enabled,  through  their  credit,  to  borrow  money  about  2%  cheaper 
than  a  private  company  can  finance  its  operations.  If  the  city  makes 
a  7%  interest  charge,  as  would  be  granted  to  a  privately  owned  utility, 
any  profit  resulting  under  the  bond  rate  of  interest  could  be  laid  aside 
to  redeem  the  bonds.  If  the  bond  rate  of  interest  is  5%,  the  differen- 
tial of  2%  compounded  annually  at  4%  will  approximately  retire  the 
bonds  in  30  years.  Thus,  as  a  fact,  there  is  apparently  no  additional 
expense,  but,  in  the  case  of  a  municipally  owned  utility,  merely  one 
more  division  of  the  same  gross  expenses  that  would  be  allowed  a  pri- 
vate corporation  in  the  same  utility  business.  The  author  has  sug- 
gested the  possibility  of  a  profit  in  the  management  of  the  utility. 
Occasionally,  reports  made  from  an  audit  of  the  books  show  profits, 
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Mr.  but  it  is  rather  the  exception  to  conditions.  The  writer  does  not  see 
why  there  should  be  any  profits  luider  the  support  of  municipal  owner- 
ship, if  the  rates  are  adjusted  scientifically.  It  should  not  be  the  aim 
of  a  city  to  make  its  water  consumers  pay  more  than  the  cost  of  the 
service.  Too  often  the  consumers  cannot  even  bear  this  cost,  and 
part  of  it  is  carried  under  other  accounts  into  the  tax  rate  for  the  year. 
Table  3  places  on  the  consumers  the  depreciation  charges.  There 
is  no  more  depreciation  accruing  annually  in  front  of  an  improved 
residence  lot  than  in  front  of  adjoining  vacant  property,  eliminating 
the  item  of  service  connections  and  meters.  It  is  not  clear  to  the  writer 
why  only  the  users  of  water  should  be  burdened  with  the  depreciation 
account,  when  the  vacant  property  is  increased  in  value,  due  to  the 
presence  of  the  main  in  the  street.  Municipal  ownership  is  generally 
favored  when  the  condition  of  the  city  as  a  whole  will  be  benefited, 
rather  than  the  individual  condition  of  each  consumer.  Though  it  is 
true  that,  wider  a  privately  owned  utility,  the  consumers  have  to  bear 
this  depreciation,  yet  it  is  fair,  under  municipal  ownership,  that  the 
vacant  property  should  bear  equally  with  improved  property  this  item 
of  expense. 

The  distribution  of  the  various  items  of  cost  would  appear  to  the 
writer  to  be  more  equitable  if  as  sho\vn  in  Table  4. 

TABLE  4. 


Item  of 
expense. 

Class  Bearing  Expense. 

Municipality. 

Consumers. 

Vacant  lot 
owners. 

Realty  promoters. 

Maintenance   and 

j  Through  taxes 
(  for  public  use. 
Through  taxes. 

1  Through  rates. 

operation 

Depreciation 

Through  rates. 

Bond  redemption . 

Through  taxes. 

Extensions 

Through  deposits. 



(  Through  bonds 
-<  or  revolving 
i  fund. 

1 

f 

In  California  it  has  generally  been  found  that  the  maintenance  and 
operation  expenses  of  a  water  utility  will  approxmiate  40%  of  the  total 
expenses  chargeable.  By  the  foregoing  classification,  an  analysis  will 
show  that  the  consumer  divides  with  others  about  evenly  with  the 
remaining  60%  of  the  expenses  which  occur. 

However,  the  writer  agrees  with  the  author  that  no  rigid  rules  can 
be  formulated  in  this  matter,  inasmuch  as  there  are  so  many  local  situa- 
tions to  be  met,  as  is  shown  by  occasional  items  in  the  newspapers.  Not 
long  ago,  an  article  commented  on  the  refusal  of  a  water-works  board 
to  turn  over  a  considerable  sum  of  money  to  the  general  city  treasury, 
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in  order  that  the  tax  rate  might  be  decreased.  The  reasons  given  for  Mr. 
the  refusal  were  that  the  money  would  all  be  needed  for  improvements, 
in  view  of  a  contemplated  reduction  in  the  minimum  monthly  charge 
for  water,  with  correspondingly  less  revenue  for  the  year.  This  min- 
imum was  already  one  of  the  lowest  in  the  State,  but  yet  it  seemed 
advisable  to  that  board  to  lower  it  still  further.  Again,  in  another  city, 
lately  adorned  to  attract  visitors,  the  park  department  began  to  use 
enormously  increased  quantities  of  water,  drawing  heavily  on  the  safe 
yield  of  the  system.  The  water  superintendent  was  at  his  wits'  end  to 
keep  up  with  the  demand,  and  was  unable  to  make  any  showing  for  his 
department,  on  account  of  the  extreme  demand  of  the  park  department, 
which  gave  him  no  credit  for  the  water  used. 

The  abuses  of  the  sovereign  water  plant  management  may  be  cor- 
rected in  time  by  the  application  of  principles  such  as  the  author  has 
presented.  There  is  great  need  for  city  officials  to  recognize  just  such 
principles. 

Allex  Hazex,*  M.   Am.    Soc.   C.  E.    (by  letter). — This  paper  is    Mr. 
timely  and  important.     It  represents  a  swing  back  of  the  pendulum  ^azen. 
that  was  set  in  motion  when  it  was  decided  that  henceforth  the  work 
of  corporations  in  certain  lines  should  be  considered  as  public  and  not 
private  business,  and  that  it  should  be  subject  to  public  control. 

The  control  of  such  corporations  by  public  bodies  is  directed  pri- 
marily and  principally  to  the  control  of  rates.  The  work  of  reducing 
rates  in  the  interests  of  those  served,  formerly  carried  out  occasionally 
by  legislation  or  by  Court  action,  is  transferred  to  commissions  created 
for  that  special  purpose.  The  business  is  ordinarily  expedited.  It  is 
handled  by  men  who  at  least  have  the  experience  growing  out  of  han- 
dling a  considerable  number  of  such  matters.  Regulation  of  the  char- 
acter of  service  also  is  tmdertaken,  and  though  by  no  means  as  com- 
plete, something  is  accomplished. 

Quite  recently,  perhaps  since  Mr.  Lippincott's  paper  was  written, 
another  and  far-reaching  step  has  been  taken;  for,  in  one  important 
case.  Government  regulation  of  wages  paid  to  workers  employed  by 
such  corporations  is  xmdertaken. 

There  is  one  matter,  however,  which  cannot  be  regulated  by 
Government;  investors  cannot  be  made  to  put  more  money  into  an 
enterprise,  because  better  service  is  needed,  or  because  existing  rates  do 
not  furnish  the  money  necessary,  or  because  money  is  needed  to  pay 
increased  wages. 

When  the  reduction  of  rates  and  the  imposition  of  other  burdens 
on  public  service  corporations  has  proceeded  to  a  point  where  investors 
will  no  longer  furnish  money  to  carry  out  needed  improvements,  it  has 
clearly  gone  too  far  for  the  good  of  the  business  and  the  commvmity. 


*  New  York  City. 
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atr.  If  conditions  of  regulation  become  such  that  private  capital  will  not 

Hazen.  ^^  supplied  willingly  to  carry  on  the  business,  the  only  apparent  way 
by  which  the  public  can  control  it  further  is  to  take  over  the  under- 
takings by  the  right  of  eminent  domain,  and  raise  the  needed  money 
by  taxation  or  by  borrowing  on  the  public  credit. 

It  is  to  be  noted  that,  in  the  course  of  the  procedure  which  results 
in  reducing  a  corporation's  profits,  the  last  step  of  profit  reduction 
comes  at  a  greatly  accelerated  rate,  by  reason  of  a  condition  which  may 
be  and  probably  often  has  been  overlooked.  When  a  corporation  is 
making  fair  profits,  its  credit  is  ordinarily  good,  and  it  can  borrow 
money  at  the  lowest  market  rates.  As  its  earnings  are  reduced  to  a 
point  which  reduces  profit  below  normal — and,  perhaps,  threatens  to 
wipe  it  out — the  corporation's  credit  is  impaired,  and  the  rate  at  which 
money  can  be  borrowed  is  increased. 

If  the  profits  are  good,  the  first  reduction  in  rates  may  not  have 
this  full  effect,  but,  as  reductions  proceed  toward  the  point  of  eliminat- 
ing profit,  the  double  effect  is  felt,  and  the  final  profit  is  reduced  and 
eliminated  quite  as  much  by  the  increased  cost  to  the  corporation  of 
getting  money  as  by  the  direct  loss  in  rates. 

It  is  a  conservative  estimate  that,  as  a  result  of  the  severe  handling 
of  corporations  in  some  of  our  States  in  the  last  years,  the  ordinary 
rates  which  well-managed  corporations  have  been  compelled  to  pay  in 
order  to  secure  money  to  carry  on  this  business,  has  been  at  least  1% 
per  annum  higher  than  it  otherwise  would  have  been. 

To  illustrate :  If  a  corporation  is  earning  7%  and  borrowing  money 
at  5%,  it  has  a  surplus  of  profit  of  2%,  which  is  a  margin  tending  to 
make  the  business  attractive  to  new  investors  and  to  maintain  the  cor- 
poration's credit.  The  margin  is  not  wide,  but  it  may  answer.  If  in 
such  a  case,  the  gross  earnings  are  14%  and  the  operation  cost  and 
taxes  are  7%,  and  there  is  a  reduction  in  rates,  which  effects  a  reduc- 
tion in  gross  earnings  from  14  to  13%,  the  direct  effect  is  to  reduce 
the  net  return  from  7  to  6  per  cent.  The  indirect  result— which  may 
not  follow  quite  as  rapidly,  but  is  no  less  sure— is  that,  with  the  reduced 
margin  to  sustain  credit,  it  is  no  longer  possible  to  borrow  money  at 
5%;  and  instead  6%  must  be  paid,  all  the  profit  is  wiped  out,  and  the 
corporation  is  on  the  way  to  bankruptcy.  A  reduction  of  only  7%  m 
the  gross  income  may  mean  the  difference  between  a  margin  of  profit 
which  will  enable  the  business  to  be  conducted  successfully  on  con- 
servative lines,  and  bankruptcy. 

In  the  long  run,  the  question  of  fair  returns  is  boiled  down  to  this : 
The  returns  must  be  sufficient  to  allow  the  business  to  be  conducted 
successfully  and  permanently,  and  to  permit  everything  to  be  done 
that  needs  to  be  done,  including  the  securing  of  all  new  capital  neces- 
sary for  the  reasonable  extension  of  the  business. 
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W.   G.   Irving,*   Esq.    (by  letter). — The  writer  has   attempted  to     Mr. 
give  due  cousideration  to  the  conclusions  expressed  in  this  paper,  but   '^'°^- 
has  no  doubt  that  more  study  would  be  profitable.    He  agrees  with  the 
author  that  a  municipally  owned  utility  should  be  viewed  in  the  same 
light,   and   should   have   the   same   restrictions   and   privileges,   as   a 
privately  owned  public  utility. 

The  construction  or  operation  of  a  public  utility,  such  as  water- 
works, lighting  works,  etc.,  is  not  a  mvmicipal  function.  A  city,  as 
such,  has  no  inherent  right  to  engage  in  such  forms  of  activity. 

It  is  merely  by  special  dispensation  of  the  sovereign  power  that 
municipalities  have  been  permitted  to  enlarge  the  scope  of  their  powers 
to  include  the  ownership  and  operation  of  utilities;  and,  in  the  opera- 
tion of  these  utilities,  with  the  exception  of  the  fixing  of  rates,  the 
mvmicipality  is  impressed  with  the  same  obligations,  as  to  service  and 
as  to  responsibility  for  damages,  as  is  a  private  owner  of  a  public 
utility. 

Therefore,  the  writer  is  of  the  opinion  that  the  municipally  owned 
public  utility,  in  fairness  to  the  privately  owned  public  utility, 
should  be  under  the  same  rate-fixing  authority,  and  that 
the  fixing  of  the  municipal  rates  should  take  into  consideration  the 
same  factors  as  are  considered  in  fixing  the  rates  of  privately  owned 
public  utilities. 

The  writer,  however,  notes  in  this  paper  that  the  author  has  defined 
four  classes  of  people  who  should  contribute  to  the  cost  and  mainte- 
nance of  a  municipally  owned  public  utility.  The  writer  is  inclined 
to  the  opinion  that  this  classification  is  arbitrary.  No  such  classifica- 
tion is  made  wdth  reference  to  privately  owned  public  utilities.  The 
city  should  either  authorize  a  bond  issue  or  make  a  direct  appropriation 
from  its  funds,  to  provide  the  capital  necessary  to  construct  the  utility. 
Then  rates  should  be  fixed  by  the  constituted  authority,  to  be  charged 
the  consumer  for  the  service  to  be  rendered,  which  should  provide  suffi- 
cient return  to  pay  interest  on  the  investment,  cost  of  operation  and 
maintenance,  and  to  cover  depreciation.  There  should  not  be,  how- 
ever, any  amount  allowed  as  a  sinking  fund  to  retire  the  bonds,  if  such 
are  issued.  The  bonds  should  be  retired  by  a  direct  tax  on  the  taxable 
property  of  the  city.  As  the  bonds  are  retired,  the  interest  payable 
thereon  is  decreased,  and  a  greater  proportion  of  profit  of  operating 
the  utility  should  be  paid  into  the  general  fimd  of  the  city  which  would 
permit  a  pro  tanto  reduction  of  taxes. 

By  this  method,  the  owner  of  vacant  property  will  be  compelled 
to  pay  his  portion  of  the  cost  of  the  system,  and  will  also  derive 
benefit  therefrom,  by  reason  of  the  enhanced  value  of  his  property 
and  the  ultimate  reduction  of  his  taxes  by  the  profits  earned  by  the 
utility. 

*  Riverside,  Cal. 
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Mr.  The  vacant  lot  owner,  and  all  others  who  do  not  receive  service 

irvinK.  £j.Qj-j-j  ^Y^Q  utility,  will  also  have  to  contribute  to  the  maintenance  of 
the  system  and  to  the  payment  of  interest  on  bonds  (if  such  are  issued), 
during  the  adolescent  period  of  the  utility,  as  during  that  period  the 
actual  consumer  cannot  be  expected  to  pay  more  than  a  fair  rate, 
having  in  view  the  ultimate  service  to  be  rendered  and  the  present 
capital  expenditure. 

By  pursuing  the  foregoing  method,  a  fair  division  of  the  general 
expenses  of  a  publicly  owned  utility  could  be  made,  and,  at  the  same 
time,  it  would  prevent  unfair  competition  with  privately  owned  public 
utilities. 

In  the  foregoing  the  writer  has  considered  the  question  on  general 
principles  only,  and  has  not  had,  and  naturally  could  not  have,  in 
mind  the  many  practical  difficulties  and  scientific  factors  which  would 
readily  enter  into  the  author's  consideration  of  the  question. 

Mr.  H.  A.  Whitney,*  M.  Am.  Soc.  C.  E.  (by  letter). — Inasmuch  as  the 

*  '  °^^'  underlying  principles  that  go  toward  setting  the  service  rate  for  one 

municipally  owned  public  utility  may  be  applied  quite  readily  to  all 

municipally   owned   utilities,   the  writer  will   confine  his   remarks   to 

the  utility  of  greatest  importance,  viz.,  "the  water  department". 

In  order  to  estimate  the  annual  charges  against  a  water  system  thus 
owned,  the  following  items  should  be  known : 

Schedule  I. 

(1) — The  reproduction  cost  of  the  system,  less  the  depreciation; 

(2) — The  annual  depreciation  of  the  system; 

(3) — The  annual  cost  of  operation  and  maintenance; 

(4) — The  cost  of  business  management  (generally  included  in  (3))  ; 

(5) — The  amount  of  interest  to  be  paid  annually; 

(6) — The  amount  to  be  set  aside  for  new  construction. 

These  annual  charges  will  be  divided  into  the  following  classes : 

Schedule  II. 
Item   1. — Charges  to  the  municipality;  bond  issues  for  construc- 
tion; 
"      2. — Charges  to  local    improvement    districts    for    local    con- 
struction ; 
"      3. — Charges  to  the   municipality   to   bo   paid   from   general 

funds ; 
"      4. — Charges  to  consumers   for  service  installations  and  ex- 
tensions ; 
"      5. — Charges  to  consumers  for  domestic  rate; 
"     6. — Charges  to  consumers  for  manufacturing  purposes. 
*  San  Francisco,  CaL 
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The  principal  advantages  gained  by  a  municipality  in  owning  its      Mr. 
.,.   .  Whitney. 

Utilities  are: 

Schedule  III. 

(1) — Lower  interest  rates  than  those  generally  allowed  privately 

owned  utilities; 
(2) — Lower   water    rates   to    consumers,    due   to   vacant   property 

helping  to  pay  for  the  bond  issues,  and  other  charges  paid 

for  by  the  municipality; 
(3) — Privilege  of  having  ample  fire  protection,  and  thereby  getting : 
(4) — Lower  insurance  rates; 
(5) — Power  of  extending  the  system  where  it  can  do  the  greatest 

good  to  the  greatest  number  of  people. 

The  foregoing  are  generally  cited  by  advocates  of  a  municipally 
owned  utility  as  benefits  derived  by  the  municipality  which  owns  its 
own  system.  Although,  in  a  good  many  cases,  a  low  water  rate  can  be 
obtained  by  the  consumer  at  the  expense  of  the  entire  city  (it  bonding 
itself  to  pay  the  sinking  fund  and  interest  on  the  cost  of  the  whole 
system,  and  the  construction  being  permanent),  yet,  as  in  the  case 
of  the  City  of  San  Diego,  the  city  was  quite  willing  to  do  this,  as 
was  shown  in  1912,  when,  by  a  vote  of  6  to  1,  the  city  purchased  the 
impounding  system,  and  again,  in  1914,  when,  by  a  vote  of  more  than 
5  to  1,  it  decided  to  purchase  Morena  Dam.  Furthermore,  the  heavy 
taxpayers  were  all  back  of  the  project. 

Santa  Eosa,  Cal.,  went  even  further  than  this,  a  few  years  ago, 
and,  by  a  large  majority,  voted  bonds  to  purchase  and  operate  a  water 
system — the  consumers  to  have  free  water. 

The  total  annual  revenue  and  charges  should  be  such  that  they 
will  equal  the  last  five  items  in  Schedule  I.  A  list  of  these  charges 
is  set  forth  in  Schedule  II,  and  will  be  taken  in  their  regular  order. 

Item  1. — Charges  to  the  Municipality ;  Bond  Issues  for  Construc- 
tion.— As  a  main  trunk  sewer,  a  main  drainage  canal  in  a  municipality, 
or  a  trtink  highway,  is  a  benefit  to  a  community  as  a  whole,  so  should 
dams,  main  pumping  plants,  and  transmission  lines  be  so  considered; 
and  the  costs  should  be  paid  by  the  municipality,  by  either  a  tax 
levy  or  a  bond  issue. 

Item  2. — Charges  to  Local  Improvement  Districts  for  all  Local 
Construction  Which  is  not  a  Benefit  to  the  Community  as  a  Whole. — 
Under  this  item  all  distributing  mains,  service  mains,  local  reservoirs, 
and  stand-pipes  would  be  assessed  against  the  district  benefited. 

The  following  sections  from  Chapter  98,  Sections  3,  5,  and  15,  of 
the  Local  Improvement  Laws,  State  of  Washington,  for  1911,  will 
illustrate  quite  aptly  the  privileges  derived  by  being  able  to  apply 
these  laws.  The  following  are  extracts  from  certain  portions  of  these 
laws: 
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Mr.  Section  3  allows  the  city  to  provide  for  sewer,  drain,  and  water 

'  °^^  ■  systems,  within  or  without  the  city  limits. 

Section  5  allows  the  city  to  provide  for  protection  from  fire  by  an 
auxiliary  water  system.  Besides  allowing  the  construction  of  the 
ordinary  distribution  system,  the  following  paragraph  allows  the  con- 
struction of  drains  of  any  size,  either  within  or  without  the  city  limits. 

"Section  15. — Any  city  shall  have  power  to  provide  for  the  con- 
struction of  trunk  sewers,  and  trunk  water  mains,  and  for  the  payment 
of  all  or  any  part  of  the  cost  and  expense  thereof  by  the  levying  and 
collecting  of  assessments  upon  property  specifically  benefited  thereby. 
In  any  such  case  the  district  created  to  bear  such  assessment  shall  be 
outlined  in  conformity  with  topographical  conditions,  and  in  case 
of  trunk  sewers,  shall  include  as  near  as  may  be  all  the  territory  which 
can  be  sewered  or  drained  through  such  sewer  and  sub-sewers  con- 
nected thereto,  and  in  case  of  water  mains,  shall  include  as  near  as 
may  be  all  the  territory  in  the  zone  or  district  to  which  water  may 
be  distributed  from  such  trunk  water  main  through  lateral  service 
and  distributing  mains  and  services.  In  distributing  such  assess- 
ments, there  shall  be  levied  against  the  property  lying  between  the 
termini  of  the  improvement,  back  to  the  middle  of  the  blocks  along 
the  marginal  lines  of  the  street  or  area  improved,  such  amounts  as 
would  represent  the  reasonable  cost  of  a  local  sewer  and  its  appurte- 
nances, or  a  water  main  and  its  appurtenances  suited  to  the  require- 
ments of  such  territory  in  the  mode  prescribed  in  Section  13  hereof, 
and  the  remainder  of  the  cost  and  expense  of  such  improvement  shall 
be  distributed  and  assessed  against  all  the  property  within  the  bounds 
of  said  entire  district  in  accordance  with  the  special  benefits  conferred 
thereon  and  in  proportion  to  area." 

Under  these  local  improvement  laws,  the  City  of  Seattle  and  the 
City  of  Tacoma  put  in  their  distributing  systems.  Seattle  uses  only 
cast-iron  pipe,  and  8  in.  as  the  minimum  diameter.  Tacoma  uses 
6  in.  as  a  minimum  diameter.  The  costs  of  all  hydrants  are  assessed 
equally  on  the  district. 

Item  S. — Charges  to  the  Municipality  to  he  Paid  from  the  General 
Funds. — Under  this  head  will  be : 

(a)  Charges  to  the  fire  department  for  the  maintenance  and 
operation  of  hydrants,  and,  where  the  cost  of  the  system 
has  been  paid  for  out  of  water  receipts,  a  charge  should  be 
made  for  overbuilding  it  from  what  would  be  necessary  as  a 
domestic  supply  to  that  of  a  "fire  protection  system".  The 
only  way  to  arrive  at  this  proportion  is  to  make  a  thorough 
study  of  the  pressures  needed,  and  the  pipe  sizes  adequate 
for  a  domestic  supply,  and  then  place  a  value  on  the 
system  thus  estimated.  Then  calculate  the  cost  of  the 
water  system  necessary  for  an  adequate  fire  protection,  both 
as  to  pressure  and  supply.     The  diifereiico  in  cost  between  a 
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system  designed  for  adequate  fire  protection  and  one  which      Mr. 
is  necessary  only  for  a  domestic  supply,  will  be  the  amount       '  °^^" 
on   which   the   municipality   should  pay   for   interest,    depre- 
ciation,   and   maintenance.      Roughly,    for   a    city    of    50  000 
people,   the   cost  of  fire   protection   service  would   constitute 
about  50%  of  the  cost  of  the  entire  system. 
(6)  The  school  board  should  pay  the  cost  of  all  water  used  in 
schools  at  the  same  rate  as  regular  domestic  consumers. 

(c)  The  park  board  should  pay,  without  any  discount,  the  cost 
of  all  water  used  in  parks. 

(d)  The  board  of  public  works  should  pay  the  cost  of  all  water 
used  for  streets,  sewers,  or  in  any  municipal  department  under 
its  jurisdiction. 

Item  4- — Charges  to  Consumers  for  Service  Installations  and  Exten- 
sions.— In  most  cities  a  charge  is  made  to  a  new  consumer  for  putting 
in  the  house  service  and  the  meter.     This  is  generally  a  fixed  charge. 

Item  5. — Charges  to  Consumers  for  Domestic  Rate. — The  domestic 
rate  is  generally  ascertained,  as  a  lump  sum,  by  deciding  that  all  other 
items  shall  be  met  out  of  the  water  revenue,  and  then  adjusting  the 
charges  of  the  domestic  and  manufacturer's  rates  so  that  it  will  equal 
this  amount. 

Item  6. — Charges  to  Consumers  for  Manufacturing  Purposes. — 
Items  5  and  6  are  generally  worked  in  conjunction  with  one  another. 
After  all  else  has  been  fixed,  the  revenue  necessary  to  be  derived 
from  the  domestic  and  manufacturer's  rates  can  be  determined.  The 
only  rational  and  satisfactory  method  of  serving  water  to  the  public 
is  by  meter.  Under  a  strict  meter  rate,  it  is  known  at  all  times  how 
much  water  is  being  used  and  for  what  purposes.  The  Peoples  Water 
Company,  of  California,  serves  the  Cities  of  Oakland,  Berkeley, 
Alameda,  Richmond,  Piedmont,  and  several  small  towns  with  water. 
The  system  is  100%  metered.  The  writer  had  occasion  to  take  from 
the  books  of  this  utility  the  quantities  of  water  that  were  being  used 
for  various  purposes  in  Berkeley  during  1915,  that  city  having  about 
12  000  service  connections.  It  was  found  that,  out  of  100%  of  the 
live  consumers,  the  distribution  of  the  percentages  were  as  shown 
by  Schedule  IV: 

Schedule  IV. — Percentages  of  Consumers   Using   Various   Quantities 


ConsTimers  using 


of  Water. 

or  less 41.Y% 

54.2% 
77.4% 
84.7% 
99.1% 
99.9% 


500    " 

800    " 

1000    " 

5  000    " 

50  000    " 

more  than  50  000  cu.  ft. 


0.1% 
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Mr.  The  distribution  of  the  various  quantities  is  shown  in  Schedule  Y  : 

Whitney. 

Schedule  V. — Percentages  of  Quantities  of  Water  Used. 


sed,  up  to  and  inclu( 

iing 

400  cu. 

ft. 

15.0% 

a          ti        u      u              a 

500    " 

22.7% 

a          a        u      a              a 

800    " 

42.0% 

1000    " 

50.4% 

a          a  — «      «              « 

5  000    " 

81.6% 

a          a        u      li              u 

50  000    " 

93.0% 

"  in  quantities  of  more  than 

50  000    " 

7.0% 

In  setting  rates  in  a  municipality,  it  is  often  the  desire  of  the 
community  to  have  the  water  consumers  pay  a  low  rate,  and  do  so, 
to  a  great  extent,  at  the  expense  of  the  property  owners.  It  often 
happens  that  there  is,  besides  the  municipal  water  department,  a 
privately  owned  utility  which  serves  the  community  with  Avater,  and, 
unless  some  provision  is  made  to  take  care  of  the  rates  of  the  utility, 
in  order  that  they  may  parallel  those  of  the  municipality,  a  discrimi- 
nation will  be  worked  on  the  privately  owned  system.  In  order  to 
illustrate  how  to  establish  a  low  rate  which  will  work  fairly  to  both 
parties,  the  writer  will  assume  a  system  designed  for  fire  protection, 
the  distributing  system  to  be  laid  by  local  improvement  districts,  the 
collecting  and  transmission  systems  to  be  paid  for  out  of  the  taxes 
or  bonds,  and  the  maintenance  and  operation,  and  emergency  construc- 
tion to  be  paid  for  out  of  the  water  receipts.  The  following  data  are 
assumed  for  illustration: 

1.— Population 50  000 

2. — Number    of    consumers 10  000 

3. — Annual  consumption,  in  cubic  feet 200  000  000 

4. — ^Percentage    of    water    used    per    month    less    than 

1  000  cu.  ft 23 

5. — Percentage  of  consumers  using  less  than  1  000  cu.  ft. 

.     per    month 54 

6. — Percentage  of  water  used  per  month,  between  1  OOO 

and  2  000  cu.  ft 27 

7.- — Percentage  of  water  used  per  month,  between  2  000 

and  10  000  cu.  ft 31 

8. — Percentage    of    water    used    per    month,    between 

10  000   and   40  000   cu.    ft 9 

9. — Percentage   of   water  used  per   month,   more   than 

40  000  cu.   ft 10 

10. — Estimated  present  cost  of  system $3  000  000 

11. — Interest  on  bonds  at  4^%  per  annum $    135  000 

12.— Depreciation  on  system  at  2% $      ()0  000 

13. — Cost  of  operation  and  maintenance $    HO  000 
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It  is  contemplated  that  the  interest  shall  be  paid  out  of  the  general      Mr. 
tax  on  the  system,  and  that  the  depreciation  (either  by  sinking  fund 
or  otherwise)   shall  be  paid  from  the  water  receipts,  as  will  also  the 
cost  of  operation  and  maintenance.    This  makes  a  total : 

14 — For  depreciation,  and  maintenance  and  operation..      $170  000 
Schedule  VI. — Assumed  Bates. 

15.— For  1  000  cu.  ft.  per  month  or  less $1.00 

16.— Cost  per  100  cu.  ft.  from  1  000  to  2  000  cu.  ft 0.10 

17.— Cost  per  100  cu.  ft.  from  2  000  to  10  000  cu.  ft 0.7i 

18.— Cost  per  100  cu.  ft.  from  10  000  to  40  000  cu.  ft.  .  0.5 

19.— Cost  per  100  cu.  ft.  for  more  than  40  000  cu.  ft.  .  0.3 

From  Items  1  to  9  and  15  to  19,  a  table  of  rates  (Table  5)  has  been 
compiled. 

TABLE  5. — Eates  of  Return,  as  Indicated  by  Items  1  to  9  and  15  to  19. 

54%  of  consumers  at  $1.00  per  month  (using  23%  of  the  water 

per  annum) $64  800 

27%  of  200  000  000  cu.  ft.  at  10  cents  per  100  cu.  ft.  per  annum.  64  000 

31%  "           ''           "     "     "  7i     "       "      "     "     "    "        "  46  500 

9%  "           "           "     "    "  5      "       "      "     "     "    "        "  9  000 

10%  "            ''            "     "     "  3       "        "      "      "     "     "         "  6  000 

Total   revenue $180  300 

Table  5  shows  that  the  revenue  amounts  to  an  annual  rate  of  $18 
per  consumer.  If  it  is  decided  to  construct  $100  000  worth  of  improve- 
ments to  the  distributing  system  and  $200  000  worth  to  the  collecting 
and  transmission  system,  the  distributing  system  to  be  improved  by  a 
local  improvement  district,  bonds  at  6%,  and  the  collecting  and  trans- 
mission system  to  be  improved  with  bonds  against  the  municipality 
bearing  interest  at  5%,  we  have: 

$100  000  at  6% $6  000 

200  000    "    5% 10  000 

Making  a  total  amount  borne  by  the  city,  as  follows : 

$3  000  000  at  4i%  (as  shown  by  Item  11) $135  000 

200  000  at  5%   10  000 

Total  municipal  bond  interest $145  000 

Local  improvement  bonds 6  000 

Maintenance,  operation,  and  depreciation 170  000 

Grand  total  for  support  of  system $321  000 


\ 
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Inasmuch  as  the  expense  of  the  bonds  is  borne  by  the  municipality, 
this  leaves  only  the  maintenance  and  operation  to  be  taken  care  of 
through  the  water  revenues.  The  estimated  revenue,  as  shown  by 
Table  5,  is  $180  300,  and  the  maintenance  and  operation  being  $170  000, 
there  is  left  a  surplus  of  $10  300  for  emergency  construction. 

Some  method  should  be  adopted  whereby  the  privately  owned 
utility  can  charge  a  rate  which  will  be  approximately  the  same  as  that 
of  the  mimicipality,  and  at  the  same  time  pay  a  reasonable  revenue  to 
its  owners.  If  it  is  the  desire  of  the  municipality  that  the  water  con- 
sumers shall  have  low  rates  at  the  expense  of  the  taxpayers,  it  apparently 
should  not  matter  (if  the  utility  is  serving  as  good  water  at  as  ample 
a  pressure  and  in  sufficient  quantities  as  the  municipality)  whether  the 
difference  is  paid  by  taxes  on  bonds  against  the  municipal  system  or  by 
taxes  on  the  general  funds  to  subsidize  the  plant  of  the  utility. 

An  annual  budget  equal  to  the  interest  on  the  estimated  cost  of  the 
privately  owned  utilities  plant  could  be  assessed  against  the  general 
taxes  and  allowed  to  this  utility  as  rental  for  the  use  of  its  system  and 
the  privilege  of  using  the  fire  hydrants;  the  utility  should  be  allowed 
to  pay — as  mentioned  in  the  case  of  the  municipality — the  main- 
tenance, operation,  and  depreciation  expenses,  from  the  revenue  derived 
from  the  sale  of  water,  this  revenue  to  be  regulated  by  the  city  council 
or  other  authorized  body.  Thus  competition  would  be  placed  on  an 
equal  basis. 

The  foregoing  is  a  suggestion  as  to  some  of  the  ways  in  which 
revenue  might  be  derived.  Numerous  modifications  of  these  methods 
may  be  made,  such  as  charging  rentals  for  hydrants,  street  sprinkling, 
sewer  flushing,  etc.  Inasmuch  as  all  of  these  are  paid  for  from  monies 
derived  from  the  general  taxes,  it  amounts  to  the  same  in  the  end. 
Then,  too,  the  revenues  may  be  increased  to  the  extent  of  having  the 
department  pay  the  expense  of  construction. 

By  the  methods  outlined  herein  a  municipality  can  set  a  rate  which 
will  place  as  small  or  as  large  a  burden  on  the  water  consumer  as  may 
be  desired.  The  water  must  have  a  fixed  cost,  and  what  the  consumer 
does  not  pay  the  taxpayer  must. 

J.  B.  LiPPiNCOTT,*  M.  Am.  Soc.  C.  E.  (by  letter) .—Almost  with- 
out exception,  the  discussion  brought  forth  by  this  paper  agrees  with 
the  writer  in  that  the  service  charges  for  a  publicly  owned  public 
utility  should  be  fixed  on  the  same  basis  as  those  of  a  privately  owned 
utility  which  is  subject  to  rate  regulation. 

Mr.  Harris  has  indicated  the  basic  element  when  he  says: 

"It  is  only  as  a  result  of  such  an  equitable  attitude  that  private 
capital  may  be  expected  to  'pioneer'  in  those  fields  into  which  the 
public  is  not  for  the  time  desirous  of  entering." 

"i'i..v/  *  Los  Angeles,  Cal. 
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It  is  not  only  that  the  present  investment  of  private  capital  in  Mr. 
public  utilities  should  be  protected,  but  that  the  policies  adopted  be  'pp'°^° 
such  that  the  further  investment  in  utility  enterprises  in  undeveloped 
communities  be  fostered  and  encouraged  by  the  assurance  that  these 
investments  have  the  sanction  and  protection  of  legislative  bodies. 
Mr.  Yereance  has  also  called  attention  to  this  point.  Mr.  Yereance  and 
Mr.  Thomson  have  discussed  to  some  extent  the  relative  merits  and 
efficiencies-  of  municipally  operated  utilities  as  against  those  privately 
operated,  from  which  conclusions  are  drawn  that  it  is  difficult  to  obtain 
in  municipally  operated  plants  competent  executives:  It  is  generally 
not  possible  to  pay  salaries  adequate  to  obtain  the  services  of  such  men, 
and  the  executives  are  so  hampered  and  tied  with  the  red  tape  of 
municipal  and  political  organizations  that  effective  results  are  not 
generally  obtained.  Because  of  unreasonable  abuse  it  is  not  a  suffi- 
cient honor  to  hold  a  municipal  office.  Although  this  may  be  the  gen- 
eral rule,  yet  some  notable  exceptions  have  come  under  the  writer's 
observation.  The  Water  Department  of  Los  Angeles  is  most  efficiently 
organized  and  operated.  Santa  Barbara  and  Long  Beach,  Cal.,  both 
own  and  operate  their  water-works.  The  management  is  efficient,  and 
the  earnings  of  the  departments  show  a  substantial  profit. 

Mr.  Jordan's  discussion  is  more  fanciful  than  consistent.  The 
relative  merits  of  private  or  municipal  ownership  of  public  utilities  is 
not  at  issue.  The  effort  has  been  made  in  the  paper  to  apportion  the 
expense  of  a  publicly  owmed  utility  so  that  each  member  of  the  com- 
munity will  carry  his  proportion  and  that  private  enterprise  may  not 
be  discouraged.  The  segregation  of  the  expenses  is  largely  a  matter 
of  judgment. 

Mr.  Clark  suggests  that  the  consumers  should  pay  through  their 
rates  only  for  the  maintenance  and  operation  of  the  system  and  the 
interest  on  the  bonds,  the  depreciation  being  derived  from  the  general 
tax  levy.     Relative  to  the  redemption  of  bonds,  Mr.  Clark  also  states: 

"If  the  city  makes  a  7%  interest  charge,  as  would  be  granted  to  a 
privately  o\vned  utility,  any  profit  resulting  under  the  bond  rate  of 
interest  could  be  laid  aside  to  redeem  the  bonds.  If  the  bond  rate  of 
interest  is  5%,  the  differential  of  2%  compounded  annually  at  4% 
wiU  approximately  retire  the  bonds  in  30  years." 

In  the  writer's  classification  of  expense  accounts,  the  effort  has  been 
made  to  create  a  service  rate  which  would  be  in  harmony  with  that  for 
a  privately  owned  utility.  Under  Mr.  Clark's  segregation  of  expenses, 
the  service  rates  would  be  below  those  which  could  be  profitably  charged 
by  a  private  corporation.  Rates  for  privately  owned  utilities  are  fixed 
with  a  view  of  yielding  the  owner  a  fair  profit  on  his  investment.  If 
this  is  done  with  a  municipally  owned  plant  the  "fair  profit"  could 
be  turned  over  to  the  general  tax  fund  of  the  city.    If  the  bond  redemp- 
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tion  fund  is  paid  from  the  general  tax  levy  and  the  profits  accruing 
from  the  operation  of  the  system  are  paid  into  the  general  treasury 
of  the  city,  it  appears  to  the  writer  that  the  same  end  is  achieved 
whether  the  bond  redemption  fund  is  carried  by  the  utility  department 
itself  or  by  the  city  at  large. 

There  is  a  surprising  tendency  constantly  to  put  more  burden  on 
the  property  owTier  and  less  on  the  thriftless  individual,  whether  that 
owaiership  be  of  realty  or  of  a  utility.  The  result  tends  to  ■  discourage 
investment  in  enterprise  and  to  encourage  indolence.  Mr.  Irving  and 
Mr.  Clark  both  consider  that  the  owner  of  vacant  property  should  be 
exempt  from  any  special  tax  due  to  the  utility  other  than  that  imposed 
on  the  city  at  large.  It  is  the  writer's  contention  that  the  benefits 
derived  by  the  owner  of  vacant  lots,  because  of  the  fact  that  the 
service  of  the  utility  is  immediately  available,  is  out  of  proportion  to 
the  charges  on  the  property  through  taxes,  and  that,  in  addition  to 
these  charges,  the  owner  should  pay  a  special  tax,  probably  on  a  front- 
foot  basis.  These  fees  should  be  considered  as  an  addition  to  surplus, 
and  could  be  turned  into  the  general  fund  of  the  city.  They  have  no 
counterpart  in  a  privately  owned  utility,  and  would  operate  to  the 
benefit  of  the  community  at  large.  Mr.  Clark  states:  "It  should  not 
be  the  aim  of  a  city  to  malce  its  water  consumers  pay  more  than  the 
cost  of  the  service."  It  appears  to  the  vsrriter  that  a  municipally  owned 
utility  should  be  viewed  as  a  community  investment  and  should  be 
operated  at  a  profit  in  the  same  way  as  a  corporation  is  operated  for 
the  profit  of  its  stockholders.  The  property  owners  are  in  effect  stock- 
holders in  the  municipal  plant.  Mr.  Clark's  contention  concerning  the 
depreciation  of  pipe  lines  in  front  of  vacant  property  is  true.  Kate 
regulating  bodies  in  California  have  adopted  a  practice  of  reducing 
the  capital  and  depreciation  accounts  of  private  utilities  where  they 
appear  to  be  overbuilt.  Some  such  system  might  be  adopted  here  to 
relieve  the  consumers  from  the  depreciation  charges  for  mains  paral- 
leling vacant  property,  and  these  charges  might  be  made  up  from  the 
proposed  special  tax  on  vacant  lots. 

Mr.  Whitney's  segregation  of  expenses  is  extremely  interesting,  and 
appears  to  the  writer  to  be  entirely  logical.  However,  in  the  case  of 
the  competing  private  enterprise,  it  is  doubtful  if  municipal  legislative 
authorities  would  consent,  possibly  for  political  reasons,  to  the  inclusion 
in  the  annual  tax  budget  of  an  assessment  to  cover  interest  on  the 
value  of  a  privately  owned  plant. 

Although  it  is  not  proposed  to  review  the  procedure  of  rate  reg- 
ulating commissions  for  private  utilities,  the  writer  might  add,  to  what 
Mr.  Ilazen  has  said,  that  these  commissions  would  increase  their  eco- 
nomic value  to  the  community  if  they  evolved  a  plan  under  which  a 
premium  was  placed  on  efficient  management  of  the  utilities  coming 
under  their  jurisdiction. 
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In  closing  the  writer  wishes  to  express  his  appreciation  of  the  dis-  Mr. 
cussion  called  out  by  the  paper.  He  feels  that  the  public  welfare  would  ''pp'"*"*^  • 
be  better  served  if  policies  were  adopted  by  those  in  authority  in  legis- 
lative positions  which  would  encourage  and  foster  the  further  invest- 
ment of  private  capital,  particularly  in  those  States  which  are  in  a 
formative  or  developing  process.  It  should  be  kept  well  in  mind  that 
legislation  or  Court  decree  cannot  compel  the  independent  investor 
who  is  seeking  new  enterprises  to  enter  fields  where  others  already 
operating  on  such  lines  are  losing  money  due  to  unfair  competition. 
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Synopsis. 

This  paper  describes  the  construction  of  the  Eogers  Pass  Tunnel, 
on  the  Canadian  Pacific  Eailway,  through  the  Selkirk  Eange,  in 
British  Columbia. 

The  principal  feature  of  the  paper  is  the  description  of  the  pioneer, 
or  auxiliary  heading,  method  of  construction,  by  which:  adequate 
ventilation  of  the  headings  was  secured;  the  removal  of  the  muck 
was  facilitated;  the  water,  air,  and  ventilation  pipes  were  not  subject 
to  disturbance;  it  was  possible  to  expedite  the  work  of  enlargement 
of  the  main  heading;  a  route  for  men,  tools,  and  materials  was  pro- 
vided; and  the  ventilation  pipes  were  carried  around  the  drilling, 
blasting,  and  mucking  operations  in  the  main  tunnel,  thus  preventing 
delays  due  to  gas  and  smoke.  The  "pioneer  heading"  appears  to  have 
justified  its  use  for  this  tunnel. 


The  Eogers  Pass  Tunnel  is  a  double-track  tunnel,  slightly  more 
than  5  miles  long,  being 'part  of  a  local  improvement,  about  10  miles 
long,  of  the  Canadian  Pacific  Eailway  Company's  main  line  through 
the  Selkirk  Eange,  in  British  Columbia.  The  map  and  profile  are 
shown  on  Fig.  1. 

*  Presented  at  the  meeting  of  February  7lh,  1917. 
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The  writer  visited  the  site  of  this  tunnel  in  the  fall  of  1912,  at 
the  request  of  the  vice-president  of  the  Canadian  Pacific  Railway, 
reported  favorably  on  the  economics  of  the  proposed  improvement,  and 
suggested  to  the  chief  engineer  that  a  line  be  tried  locating  the  east 
portal  in  Bear  Creek  Valley,  instead  of  Beaver  Creek  Valley,  as  then 
proposed.  This  line  was  located  and  adopted  between  the  time  of 
asking  for  bids  and  of  letting  the  contract. 

The  late  V.  G.  Bogue,  M.  Am.  Soc.  C.  E.,  reported  favorably  on 
this  timnel  improvement  in  connection  with  a  very  able  and  thorough 
report  to  the  Canadian  Pacific  Railway  on  improvements  to  its  lines 
from  Calgary  to  Vancouver,  surveys  and  studies  for  which  were  then 
being  made  by  Mr.  F.  F.  Busteed. 

The  writer,  knowing  that  the  time  of  construction  of  this  tunnel 
would  weigh  heavily  with  the  Railway  Company  in  considering  bids, 
gave  considerable  thought  to  devising  some  quick  method  of  con- 
struction, l^he  usual  American  method  of  driving  a  top  heading 
and  taking  out  the  bench  with  a  power  shovel  was  obviously  too  slow, 
and  the  ventilation  would  be  too  difficult,  for  a  tunnel  of  this  length. 
The  European  method,  of  a  bottom  heading  and  stoping  out  the  rest 
of  the  section,  would  be  too  expensive,  under  existing  labor  costs. 
Shafts  or  adits  were  impracticable.  It  was  finally  concluded  that  a 
working  tunnel  or  "Pioneer  Heading"  entirely  outside  of  the  regular 
tunnel  section  would  be  economically  justified,  under  the  existing 
conditions,  for  the  following  reasons: 

1. — The  pioneer  heading  would  serve  as  an  intake  for  forced 
circulation  of  fresh  air  through  the  cross-cuts  and  out  of 
the  main  tunnel,  enabling  the  work  to  be  resumed  immediately 
after  blasting  the  main  tunnel  enlargement.  j 

2. — It  would  serve  to  take  muck  from  the  headings  around  the 
drillers,  blasters,  and  from  shovel  operations  in  the  enlarge- 
!    -        ment  of  the  main  tunnel. 

3. — It  would  serve  to  conduct  water,  air,  and  ventilation  pipe  lines 
to  the  headings,  so  as  to  be  undisturbed  by  the  enlargement 
workings. 

4. — It  would  make  it  possible  to  drill  the  main  heading  for 
enlargement  far  ahead  of,  and  without  interference  from  or 
with,  the  main  tunnel  blasting  or  mucking  for  enlargement. 
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5. — It  would  supply  a  route  for  men,  tools,  and  materials  to  pass 
to  and  from  the  headings  and  enlargement  drilling  at  all 
times. 

6. — It  would  carry  the  ventilation  pipe  around  the  main  tunnel 
enlargement  drilling,  blasting,  and  mucking  operations,  so 
that  the  gas  and  smoke  from  the  heading  operations  would 
not  foul  the  enlargement  operations. 

It  was  thus  possible  to  keep  the  heading  progress,  enlargement 
drilling,  enlargement  blasting,  and  mucking  going  continuously,  with- 
out any  interference  with  one  another  whatever.  Fig.  2  shows  the 
relative  location  of  these  different  operations. 

Bids  were  asked  for  this  tunnel  work  early  in  1913,  and  the  con- 
tract was  let  to  Foley  Brothers,  Welch  and  Stewart,  Railway  Con- 
tractors, in  June,  1913.  This  firm  was  not  the  lowest  bidder,  but 
undertook  to  do  the  work  more  quickly  than  other  firms,  its  estimate 
being  based  on  the  proposed  pioneer  method,  Mr.  Stewart,  of  the  con- 
tracting firm,  and  John  G.  Sullivan,  M.  Am.  Soc.  C.  E.,  Chief  Engineer 
of  the  Canadian  Pacific  Railway,  being  willing  to  take  the  risk  of 
this  untried  method.  The  first  study  contemplated  a  top  heading,  but, 
at  Mr.  Sullivan's  suggestion,  this  was  changed  to  a  location  midway 
in  the  full  section,  so  that  the  heading  could  be  made  smaller  and 
still  permit  holes  to  be  drilled  far  enough  to  break  to  the  full  section; 
otherwise,  the  work  has  been  done  as  planned  by  the  writer,  and  under 
his  superintendence. 

General  Conditions. — The  Selkirk  Mountains  in  the  vicinity  of 
Rogers  Pass  are  very  rough,  and  are  heavily  timbered,  except  where 
the  numerous  snowslides  occur.  The  rainfall  is  very  heavy,  and  the 
snowfall  is  from  30  to  50  ft.  The  minimum  temperature  since  work 
started  has  been  —  32°  Fahr.,  at  an  elevation  of  3  800  ft. 

Geology. 
The  approximate  contact  between  the  Ross  and  Sir  Donald  Series 
as  named  by  the  Dominion  Geological  Survey,  is  shown  in  Fig.  1. 
The  axis  of  this  syncline  is  west  of  the  West  Portal,  and  the  tunnel 
is  through  the  eastern  limb.  The  tunnel,  except  for  1  200  ft.  of  the 
east  end  and  400  ft.  of  the  west  end,  is  all  in  solid  rock,  classified 
as  quartzite  in  the  geological  reports,  but  consisting  largely  of  schists. 
The  rocks  contain  no  fossils,  and  cannot  be  assigned  definitely  to  any 
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period,  but  appear  to  overlie  the  Upper  Cambrian.  The  pitch  is  rather 
steeply  to  the  west  at  both  ends,  and  about  level  or  pitching  slightly 
to  the  east  in  places  near  the  center  of  the  tunnel.  The  strike  is 
about  60°  from  the  terminal  axis.  There  are  also  many  local  irregu- 
larities and  some  faiilting.  None  of  the  rock  was  timbered,  except 
where  broken  up  by  faulting.  Much  of  the  tunnel  that  is  in  hard 
rock  has  slips,  some  of  them  clayey  and  talcy,  which  make  the  roof 
unsafe  when  weathered,  and  will  require  concreting.  There  was  little 
water,  owing  to  the  fact  that  cracks  which  carried  water  formerly  had 
become  filled  with  quartz.  The  rock  temperatures  did  not  exceed 
75  degrees.  "Popping"  was  observed  in  the  quartzite;  that  is,  pieces 
of  rock  from  the  roof  and  sides,  not  shaken  by  blasting,  would  fly  off 
with  a  loud  report.    This  has  always  stopped  after  a  few  weeks  exposure 

to  the  air. 

Preliminary  Work. 

On  the  east  side  it  was  necessary  to  build  3  miles  of  temporary, 
heavy,  side-hill  railway  to  reach  the  camp  site,  and  take  out  a  rather 
heavy  approach  cut,  before  tunneling  could  be  started.  The  approach 
cut  was  advanced  sufficiently  to  start  one  wall-plate  drift  in  January, 
and  the  other  in  February,  1914,  the  cut  being  finished  in  July. 

On  the  west  side  about  li  miles  of  temporary  railway  had  to  be 
built,  and  the  same  quantity  of  stream  diversion,  before  the  approach 
cut  could  be  started.  One  85-ton  and  one  100-ton  shovel  were  worked 
both  day  and  night  in  this  approach  cut,  from  December,  1913,  until 
the  finish,  in  June,  1914,  when  the  tunnel  drifts  were  started. 

Camps. — The  camps  were  built  as  soon  as  the  track  reached  the 
respective  sites,  being  finished  about  the  end  of  1913.  They  provided 
room  for  500  men  at  each  end,  and  were  comfortable  and  sanitary. 
Hot  and  cold  water,  steam  heat,  sewerage,  electric  light,  and  good 
ventilation  were  provided. 

Plant. — There  was  a  power  plant  at  each  end,  with  five  150-h.  p. 
boilers,  equipped  with  special  grates  and  induced  draft,  so  that  slack 
coal  could  be  used  for  fuel.  The  boilers  were  run  generally  much 
beyond  their  nominal  rating. 

Each  end  had  a  capacity  of  about  4  000  cu.  ft.  of  low-pressure  air, 
that  is,  air  at  from  100  to  125  lb.  at  the  compressor,  with  from  90  to 
100  lb.  at  the  drills,  and  a  capacity  of  1  500  cu.  ft.  of  high-pressure 
air,  that  is,  from  1  000  to  1 100  lb.  pressure  at  the  compressors,  and 
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from  800  to  900  lb.  pressure  at  the  charging  stations.  Ingersoll-Rand 
compressors  were  used,  two-stage  for  low  and  four-stage  for  high 
pressure,  with  inter-coolers.  The  steam  ends  were  compound  condens- 
ing. The  compressed  air  passed  through  an  efficient  after-cooler,  so 
that  little  trouble  was  caused  by  the  freezing  of  moisture  in  the  com- 
pressed air  when  exhausted  by  drills,  pumps,  and  blowers.  The  plant 
was  properly  put  in  and  properly  looked  after,  and  caused  practically 

no  delay. 

Earth  Section  at  East  End. 

There  are  1  200  ft.  of  glacial  drift  at  the  east  end  of  the  tunnel. 
This  material  carries  considerable  water,  due  to  seepage  from  the  side 
of  the  mountain  on  one  hand  and  Bear  Creek  on  the  other,  the  tunnel 
being  below  the  creek  level.  The  material  was  hard  and  compact  when 
first  opened,  but  ran  when  worked  up  or  exposed  to  the  air. 

Wall-plate  drifts  (see  Fig.  3)  were  started  in  January  and  February, 
1914,  as  soon  as  the  approach  cut  was  down  to  the  wall-plate  grade, 
and  finished  to  rock  in  July.  From  these  drifts  a  stope  was  started 
in  March,  and  segment  timbers  were  placed  for  about  100  ft.  Owing 
to  a  change  of  plan  by  the  Railway  Company,  this  segment  timber 
had  to  be  removed  and  rebuilt  to  a  larger  section,  so  that  stoping 
and  timbering  ahead  of  this  point  could  not  be  resumed  until  June. 
The  timbering  from  the  wall-plate  up  was  completed  in  October.  A 
locomotive  crane  was  found  very  useful  for  taking  the  timber  and 
other  material  from  the  framing  yard  and  delivering  it  in  the  wall- 
plate  drifts.  After  the  wall-plate  drifts  met  the  main  heading,  in 
July,  the,  material  from  the  break-ups  or  stopes  was  hauled  to  the  first 
cross-cut  and  out  of  the  pioneer  heading,  so  that  it  would  not  interfere 
with  the  timbering.  Previous  to  that  time  it  was  dumped  at  the  portal 
and  reloaded  by  the  steam  shovel,  together  with  the  material  of  the 
approach  cut.  The  material  from  the  break-ups  was  passed  down 
through  a  chute  into  the  small  tunnel  cars.  Considerable  turning  and 
crushing  of  the  wall-plate  occurred,  necessitating  a  great  deal  of  prop- 
ping of  the  segments. 

In  August,  the  steam  shovel,  having  finished  the  approach  cut, 
started  on  the  tunnel  excavation,  being  operated  by  compressed  air. 
During  tlie  day  sliift,  the  wall-plate  was  supported  on  temporary  batter 
posts  as  the  shovel  i)rogrossod,  and  tlie  iiiglit  sliift  straightened  the 
sides  and  set  the  plumb  posts  and  lagging.     During  the  night  shift. 


COXSTEUCTIOX  METHODS  FOR  ROGERS  PASS  TUNNEL 


455 


f*==r 


I 


o 

W       33 


O 


456  CONSTEUCTIOX  METHODS  FOR  ROGERS  PASS  TUNNEL 

the  locomotive  crane  delivered  the  material  required  for  the  segment 
timbering  the  next  day.  After  being  impressed  by  the  crushing  of 
the  wall-plate  and  segment  timbers,  it  was  with  considerable  anxiety 
that  the  undermining  of  the  wall-plate  with  the  power  shovel  was 
attempted.  The  characteristic  of  the  ground,  of  remaining  firm  for 
a  short  time  after  being  opened  up,  was  encouraging.  As  it  tiirned 
out,  the  fear  of  loosening  part  of  the  tunnel  by  the  side  sliding  in, 
while  the  wall-plate  was  carried  on  batter  posts,  was  groundless.  There 
was  no  settlement  of  the  wall-plate  of  more  than  1  in.,  and  the  work 
was  hastened  and  cheapened  by  this  method  much  more  than  by 
driving  drifts  to  place  posts  before  excavating  the  core  of  the  tunnel. 
The  excavation  of  this  earth  section  was  finished  in  December,  1914. 

Earth  Section  at  West  End. 

There  were  about  400  ft.  of  soft  ground  at  the  west  end.  The  west 
portal  was  under  a  swamp,  difficult  to  drain,  and  at  the  intersection 
of  two  creeks  which  have  both  been  diverted;  but  this  soft  ground 
section  was  at  all  times  saturated  with  water,  in  spite  of  efforts  at 
surface  draining.  The  material  was  very  fine  sand  and  clay,  with 
large  boulders,  and  closely  resembled  quicksand  or  wet  concrete.  One 
boulder  was  large  enough  to  drive  the  crown  drift  through.  The  cracks 
between  the  breast  boards  or  poling  had  to  be  stopped  with  hay  in 
order  to  prevent  the  material  from  running  into  the  heading.  This 
material  was  very  heavy,  and  the  small  drifts  had  to  have  sets  about 
2  ft.  apart,  and  additional  posts  under  many  of  the  caps.  Boulders 
near  the  sides  were  jacked  back  into  the  quicksand  in  order  to  clear 
the  timbers.  The  method  of  opening  up  this  end  was  entirely  different 
from  that  at  the  east  end,  as  shown  by  Fig.  3.  The  bottom  heading 
of  the  drifts  for  the  plumb  posts  was  started  first,  with  a  view  to 
drainage,  and  was  followed  closely  by  the  top  heading.  The  muck 
from  the  top  heading  was  trapped  into  cars  in  the  bottom  heading. 

The  crown  drift  was  driven  about  even  with  the  top  heading  of 
the  plumb-post  drifts,  and  seemed  to  be  the  most  difficult  of  all  to 
hold,  due  to  the  disturbance  of  the  groxmd  by  the  other  drifts.  When 
the  plumb-post  drifts  had  been  driven  to  where  the  rock  reached  the 
level  of  the  top  of  the  plumb  posts,  the  latter  were  discontinued  and 
replaced  for  the  remainder  of  the  distance  by  wall-plate  drifts,  from 
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which  a  cross-cut  was  made  to  the  main  heading  when  the  full  rock 
section  was  reached. 

After  the  plumb-post  drifts  were  finished,  the  plumb  posts,  being 
double  12  by  16-in.  timbers,  were  all  set  and  thoroughly  blocked  against 
the  timbering  in  the  drifts,  and  the  wall-plate  was  set  on  the  rock 
beyond  the  posts.  A  break-out  was  started  in  the  sides  of  the  crown 
drift,  about  100  ft.  from  the  portal,  and  the  timber  segments  were 
put  in,  working  both  ways  from  this  break-out.  The  muck  from  break- 
outs was  used  to  back-fill  the  post  drifts.  The  posts  and  segments 
were  set  leaning  away  from  the  portal,  and  iron  bars  were  spiked  on 
the  segments  in  order  to  resist  the  thrust  of  the  material  toward  the 
portal.  Other  break-outs  were  started  farther  in,  and  segments  were 
set  under  the  crown  bars,  trued  up,  and  packed  thoroughly  by  timber 
between  the  segments  and  the  timber  supports  of  the  outside  segments. 
No  wall-plates  were  used,  and  the  segments  were  generally  32  in. 
thick.  Work  in  this  soft  ground  section  was  very  slow  and  expensive. 
The  time  required  for  the  400  ft.  was  from  June,  1914,  to  February, 
191-5.  The  excavation  with  the  power  shovel  followed  the  timbering 
operations.  There  was  some  iincertainty  as  to  whether  or  not  bracing 
would  be  necessary  to  prevent  the  side  pressure  on  the  plumb  posts 
from  shoving  them  in  after  the  excavation  had  removed  the  earth 
resistance  on  the  tunnel  side  of  these  posts;  but  no  movement  occurred, 
and  no  bracing  was  needed.    The  material  sets  or  hardens  when  drained. 

East  Pioneer  Heading. 

The  east  pioneer  heading  was  started  in  September,  1913,  about 
50  ft.  north  of  the  main  tunnel,  700  ft.  west  of  the  east  portal,  and 
about  60  ft.  above  the  main  tunnel  level.  This  location  was  adopted 
in  order  to  save  700  ft.  of  pioneer  tunneling,  to  reduce  the  quantity 
of  soft  ground  heading,  to  enable  work  on  the  heading  to  start  sooner 
than  that  on  the  approach  cut,  and  to  get  rid  of  the  muck  readily. 
The  power  was  furnished  by  the  temporary  erection  of  an  old  com- 
pressor along  the  Canadian  Pacific  Eailway  track  above  and  a  pipe 
line  down  the  hill  to  the  work.  This  heading  was  run  as  nearly  level 
as  drainage  would  permit.  The  grade  of  the  main  heading  reached 
the  grade  of  the  pioneer  at  the  third  cross-cut,  the  two  former  cross- 
cuts being  driven  to  the  dip,  and  material  from  the  main  heading  being 
hoisted  up  the  incline.    The  heading  reached  solid  rock  about  600  ft.  in, 
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at  which  point  the  first  inclined  cross-cut  was  started,  at  about  the 
beginning  of  1914.  The  pioneer  tunnel,  in  rock,  was  driven  about 
2  miles  in  IJ  years.  The  maximum  monthly  progress  was  776  ft. 
The  daily  average  was  20  ft.  for  the  entire  drift  in  rock. 

West  Pioneer  Tunnel. 

The  west  pioneer  heading  was  started  by  an  incline,  300  ft.  long, 
from  the  rock  outcrop,  700  ft.  east  of  the  west  portal,  about  150  ft. 
above  the  main  heading  level,  and  50  ft.  south  of  the  main  tunnel  line. 
This  location  was  selected  in  order  to  provide  dumping  ground,  shorten 
the  length  of  heading  to  be  driven,  avoid  soft  ground  tunneling,  and 
permit  an  earlier  beginning  than  by  waiting  for  the  approach  cut 
excavation.  This  incline  was  very  wet,  and  took  2  months  to  drive, 
being  fi^nished  in  the  latter  part  of  July,  1914.  This  pioneer  tunnel 
was  driven  for  a  length  of  more  than  1 J  miles  in  less  than  a  year,  the 
maximum  monthly  progress  being  932  ft.,  which  is  far  beyond  any 
previous  American  record  known  to  the  writer.  The  daily  average 
of  24  ft.  for  nearly  a  year,  largely  through  very  hard  quartzite,  is 
also  unusual. 

Pioneer  Headings  in  General. 

The  pioneer  tunnel,  in  rock,  was  7  ft.  high  and  8  ft.  wide.  It  was 
driven  with  light  hammer  drills,  using  hollow  steel,  with  water  attach- 
ments. Three  drills,  in  general,  but  four  in  the  hardest  rock,  were 
used  in  a  heading.  Spare  drill  machines,  for  the  replacement  of  drills 
out  of  order,  were  kept  conveniently  at  hand  in  the  heading.  No  repairs 
were  made  under  ground.  The  hammer  drills  are  convenient  and 
rapid,  the  delay  and  expense  of  their  constant  breakage  perhaps  balanc- 
ing the  advantage  of  speed  under  ordinary  conditions.  The  drills 
are  mounted  on  a  light  horizontal  bar,  about  18  in.  below  the  roof 
line.  Air  and  water  are  taken  over  the  muck  pile,  or  on  hooks  in  the 
side,  by  a  single  hose  line  for  each,  to  a  manifold  from  which  short 
individual  hose  lines  supply  the  drills. 

Light  cars  (|  cu.  yd.)  were  used  for  muck,  and  the  latter  was 
taken  off  the  track,  instead  of  building  sidings  for  this  purpose.  Shov- 
eling plates  were  used  at  the  face  and  on  the  side  away  from  the  track 
for  some  distance  back  of  the  face,  in  order  to  facilitate  the  handling 
of  empty  muck  cars.  The  ventilating  pipe  was  a  12-in.  wooden  water 
pipe    connected    to    the    Connersville   blowers    used    for    the   exhaust. 


Fig.  4. — Beginning  Drilling  from  Upper  Set-up  of  Bar  in  the  Pioneer  Heading. 
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This  pipe  was  hung  on  the  side  away  from  the  track,  close  up  to  the  roof, 
and  was  carried  to  within  20  ft.  of  the  face.  Little  damage  was  done 
to  this  pipe  by  blasting.  The  blowers  were  started  exhausting  when 
the  first  shot  was  fired,  or  a  little  before,  and  were  run  for  20  min. 
The  men  got  back  to  work  in  from  5  to  10  min.  No  compressed  air 
was  allowed  to  be  blown  out  for  ventilating  purposes.  After  a  round 
was  shot,  the  drillers  followed  the  smoke  back,  barring  down  the  roof, 
bringing  explosives  to  re-shoot,  and  wetting  down  the  muck  pile,  sides, 
roof,  and  face  with  water  hose.  The  muckers  cleared  the  track  and 
began  loading  the  muck  which  was  scattered  back. 

When  no  further  blasting  was  required,  the  lights  were  hung, 
the  foreman  sighted  the  line  and  grade  point  in  the  face,  and  the 
drilling  gang  set  up  the  horizontal  bar,  placed  their  drills  and  pro- 
ceeded. There  was  rarely  any  muck  to  be  handled  before  the  drilling 
could  be  started,  as  it  was  thrown  back  from  the  face  by  the  heavy 
loading  in  the  bottom  holes  and  the  fact  that  they  were  shot  last, 
for  this  purpose.  There  were  two  helpers  to  three  drills,  and  they 
brought  up  and  changed  the  steel  and  adjusted  the  drill  machines. 
When  the  drilling  from  the  upper  set-up  was  completed,  the  drillers 
took  down  the  machines  and  carried  them  back,  with  the  hose  con- 
nections still  attached,  and  oiled  them  up.  After  the  mucking  was 
done,  the  bar  was  dropped  to  the  lower  set-up,  near  the  floor,  and  the 
drills  were  set  to  drill  the  bottom  holes  or  lifters.  The  drills  were 
carried  forward,  put  on  the  bar,  and  were  drilling  sometimes  in  less 
than  2  min.  after  the  bar  was  dropped.  While  the  bottom  holes  were 
being  drilled,  the  muckers  laid  the  track,  adjusted  and  covered  the 
mucking  sheets  with  muck,  and  brought  up  the  explosives.  The  holes 
were  loaded  by  the  machine  men,  helpers,  and  foremen. 

For  the  small  part  of  the  tunnel  where  re-shooting  was  not  neces- 
sary, an  8-hour  shift  could  do  two  rounds  per  shift,  or  a  little  better. 
Two  men  pick  down  the  muck,  and  three  men  load  the  car  and  push 
it  out,  while  three  others  stand  by  with  an  empty  car,  ready  to  put 
it  on  the  track  and  load  it.  The  three  men  taking  out  the  loaded 
car  return  near  the  face  with  an  empty  car,  take  it  off  the  track, 
and  rest  luitil  the  load  comes  out.  The  men  get  a  rest  from  the 
monotony  of  steady  continuous  shoveling,  and  the  empty  car  is  avail- 
able at  once  after  the  load  goes  back.     The  pipes  for  ventilating,  and 
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for  air  and  water  were  laid  by  a  pipe  man  and  helper,  who  looked  after 
several  headings. 

Doing  this  work  with  muckers  was  unsatisfactory.  Muck  cars 
were  taken  from  the  heading  back  to  a  siding  by  a  single  mule,  and 
from  there  to  the  dump  by  a  two-  or  three-mule  team  driven  tandem, 
until  this  method  became  inadequate,  and  then  compressed-air  loco- 
motive haulage  was  substituted  for  the  long  haul.  The  heading 
muck  cars,  after  the  shovel  and  switching  track  had  cleared  a  cross- 
cut, were  taken  to  the  cross-cut,  pulled  up  an  inclined  trestle  by  air 
hoist  and  cable,  and  dumped  into  standard-gauge  cars,  as  shown 
by  Fig.  2.  The  cross-cuts  are  from  1  500  to  2  000  ft.  apart,  as  shown 
by  Fig.  6.  Air  pressure  was  maintained  at  about  90  lb.  at  the  drills, 
which  required  125  lb.  at  the  compressors  toward  the  end  of  the 
work. 

The  rounds  were  usually  6  ft.  The  cut  holes  were  generally  shot 
once  or  twice,  and  the  remainder  of  the  cut  was  shot  with  the  rest 
of  the  round.  All  shooting  in  headings  was  done  with  fuse.  The 
explosives  used  were  40  and  60%,  low-freezing  gelatine,  with  No.  8 
caps.  The  rock  was  hard  to  break,  and  the  quantity  of  explosives 
was  necessarily  high.  From  21  to  28  holes  were  drilled  in  the  pioneer 
face.  Change  of  shifts  was  made  at  the  heading,  the  shift  coming 
on  taking  the  tools  out  of  the  hands  of  the  shift  finishing.  Three 
shifts  a  day  were  worked  every  day  in  the  year,  except  for  one  day 
at  the  east  end,  due  to  the  burning  of  the  fan  house,  and  one  day 
due  to  the  breaking  of  the  air  main  by  a  snowslide.  The  pioneer 
gang  drove  the  cross-cuts  between  the  pioneer  and  the  main  tunnel 
heading.  The  pioneer  tunnel  was  not  driven  for  the  last  mile,  con- 
nection being  made  by  the  main  heading  only,  which  was  all  drilled 
up  for  enlargement  before  the  enlargement  blasting  reached  this 
section.  The  main  heading  work  had  to  be  completed  before  the 
enlargement  blasting  and  mucking  reached  the  last  cross-cut,  as  it 
would  have  been  impossible  to  maintain  the  air  connections,  or  ven- 
tilate the  main  heading,   after  that  time,  so  as  to  allow  continuous 

work. 

Main  Heading. 

The  main  heading,  generally  known  on  the  work  as  the  "Center 
Heading",  was  entirely  through  the  rock  section.  It  was  11  ft.  wide 
and  9  ft.  high,  the  center  line  being  the  same  ns  that  of  the  com- 
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pleted  tiinnel  and  the  bottom  being  6  ft.  above  the  sub-grade.  The 
position  and  size  were  such  that  lateral  holes  could  be  drilled  from  this 
heading  to  break  the  enlargement  to  the  required  dimensions.  The 
air,  water,  and  ventilating  pipes  for  this  heading  were  branches  from 
the  mains  laid  in  the  pioneer  heading.  Access  to  this  heading  was 
obtained  through  the  cross-cuts  from  the  pioneer,  and  muck  was 
handled  around  the  enlargement  operations  by  the  pioneer  route. 
This  heading  was  generally  driven  in  a  westward  direction,  on  account 
of  the  drainage.  The  system  of  driving  was  similar  to  that  in  the 
pioneer.  The  rounds  averaged  about  7  ft.,  and  32  holes  were  drilled 
in  the  hardest  rock.  The  main  heading  was  sometimes  driven  from 
several  faces.  The  progress  is  shown  by  Fig.  6.  The  average  daily 
progress  per  heading  at  the  east  end  was  slightly  more  than  16  ft., 
and  the  maximum  monthly  progress  was  621  ft.  The  average  daily 
progress  per  heading  at  the  west  end  was  20  ft. ;  the  maximum  monthly 
progress  was  762  ft. 

Headings  in  General. 

The  headings  were  sublet  at  a  price  per  foot  and  a  bonus  for  more 
than  450  ft.  per  month,  the  sub-contractor  furnishing  the  labor  and 
explosives  only.  This  arrangement  proved  unsatisfactory,  and  was 
discontinued  in  September,  1914.  After  this  time  a  substantial  bonus, 
based  on  the  monthly  footage  and  equated  for  hard  rock,  was  given, 
and  divided  among  all  men  directly  connected  with  the  heading  driving, 
in  proportion  to  their  regular  wages  earned  for  the  month.  It  was 
agreed  that  the  rate  of  bonus  would  not  be  reduced.  The  latter 
arrangement  resulted  in  23%  greater  speed,  and  a  large  saving  in 
compressed  air  and  other  items  furnished  to  the  sub-contractor  under 
the  former  arrangement. 

Enlargement. 

Drilling. — The  enlargement  drilling,  after  some  experimenting,  was 
done  as  shown  by  Figs.  2  and  7.  Each  hole  was  .pointed  by  clinometer, 
the  column  carrying  the  drill  being  set  always  at  the  same  distance 
off  the  center  line,  and  the  arm  for  the  lower  and  upper  sets 
being  always  the  same  distance  above  the  sub-grade.  Line  and 
levels  were  furnished  by  the  Railway  Company's  engineers,  and 
a  string  was  stretched  by  which  the  columns  and  arms  were  located. 
Each    drill    hole   had    its    proper    distance   from    tlie    arm.      Tho    drill 
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ROGERS  PASS  TUNNEL 

HALF  SECTION  OF  MAIN  TUNNEL 
AND  CENTER  HEADING,  SHOWING  COLUMN 
AND  DRILL  SETTING,   FOil  RING  DRILLING. 


Note:  Columna  and  Arms  are  to  be  aet  aa 
ehowQ,  by  meaeurements  from 
Engineer's  Lines.  £&<h  hole  to  be 
pointed  by  using  Clinometer  Doard, 
\      and  Isogth  of  Steel  sbown  to  be  fully 
out. 


Fig.  7. 
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holes  were  thus  bottomed  at  a  regular  distance  beyond  the  neat  line 
of  the  completed  excavation.  The  holes,  being  bottomed  with  reference 
to  the  line  and  grades  given  by  the  engineers,  were  not  affected  by 
irregularities  in  the  heading  driving.  The  columns  were  set  by  men 
for  that  purpose,  so  that  the  drillers  and  helpers  had  only  to  do  the 
drilling.  The  drill  steel  was  brought  to  the  drillers,  and  the  dull 
steel  was  taken  away.  The  drillers  and  helpers  were  paid  their 
wages  in  any  event,  but  the  footage  for  each  man  was  kept,  and  if 
the  price  set  per  foot  drilled  amounted  to  more  than  his  wages,  he 
was  given  the  difference  as  a  bonus  check.  Air  and  water  connections 
were  made  for  every  third  ring  of  holes,  and  only  one  drill  machine, 
though  handled  by  each  runner  of  the  three  daily  shifts,  completed 
the  three  rings,  and  then  moved  to  the  head  of  the  line,  taking  the 
next  three  rings.  Congestion  of  men  and  material  was  thus  avoided, 
and  each  man  had  a  fair  chance  to  work  on  an  equal  quantity  of 
hard  and  soft  rock.  There  was  extreme  variation  in  the  quantity 
drilled  by  different  men  and  in  different  rock.  The  same  man  might 
do  only  6  ft.  a  shift  in  the  hardest  quartzite,  and  more  than  100  ft. 
per  shift  in  the  softer  schist.  New  men,  after  a  month's  practice, 
generally  made  more  footage  than  men  of  long  experience  in  mining. 
In  general,  it  was  found  better  to  train  green  men  than  to  try  to  get 
men  accustomed  to  piston  drills  to  learn  to  run  hammer  drills.  Most 
of  the  rings  were  6  or  6i  ft.  apart.  When  explosives  rose  in  price 
it  was  foimd  economical  to  space  the  rings  5  ft.  apart,  as  the  extra 
drilling  cost  was  balanced  by  the  saving  in  explosives,  with  the  added 
advantage  that  the  muck  was  broken  into  smaller  pieces  and  scattered 
farther  back.  Where  the  roof  was  soft  and  full  of  slips,  so  that 
trouble  was  anticipated,  the  upper  set  of  arms  on  the  column  was 
lowered  1  ft.,  in  order  to  leave  some  trimming  of  the  roof  to  be 
done  by  jack-hammer,  flat  holes,  and  light  blasting.  The  air  and 
water  for  the  enlargement  drilling,  as  well  as  the  supplies,  came  by 
the  pioneer  tunnel  and  the  cross-cuts,  so  that  this  drilling  was  not 
disturbed  by  the  enlargement  blasting.  The  drilling  for  the  last  mile, 
where  no  pioneer  tunnel  was  driven,  was  started  at  the  middle  and 
progressed  toward  the  portal,  the  track,  pipe,  etc.,  being  removed  as 
the  drilling  was  finished.  The  stopping  of  the  pioneer  tunnel  was 
well-timed,    as    the   main    lieading    was   driven    and    the    enlargement 


( 


COXSTEUCTIOX   METHODS  FOR  ROGERS  PASS  TUNNEL  46? 

drilliug  completed  just  in  time  to  avoid  delaying  the  enlargement 
blasting  and  mucking  at  the  east  end. 

Enlargement  Blasting. — There  was  considerable  difficulty  in  break- 
ing the  bottom  to  sub-grade  when  the  rock  excavation  vs^as  first  started. 
This  was  overcome  by  dropping  the  floor  of  the  main  heading  1  ft. 
and  drilling  the  holes  in  the  bottom  1  ft.  deeper.  Difficulty  was 
found  also  in  getting  the  sides  below  the  springing  line  to  break  for 
the  full  width.  This  was  overcome  by  drilling  one  or  two  relief  holes 
at  this  locality  in  tough  breaking  rock.  In  tough  rock,  two,  four, 
six,  and  sometimes  eight,  holes  were  sprung.  (Fig.  2.)  If  over- 
sprvuig.  the  ring  being  shot  was  likely  to  break  into  the  next  ring 
and  explode  it,  or  shake  it  up  so  as  to  spoil  the  effect  of  the  blast. 

Generally,  from  ten  to  fifteen  rings  were  kept  loaded  ahead.  Any 
part  of  a  hole  which  had  not  broken,  and  could  be  found,  was  reloaded 
and  shot  with  the  next  ring.  Generally,  a  little  muck  was  left  in  the 
face  by  the  power  shovel  in  order  to  prevent  the  first  ring  from  scat- 
tering back  too  far.  If  the  previously  shot  material  had  not  broken 
to  the  required  width,  however,  all  the  muck  was  loaded,  and  jack- 
hammers  were  used  to  drill  up  this  tight  rock,  after  which  it  was 
shot  before  the  regular  rings  were  blasted.  Several  bottom  rings 
were  first  blasted,  then  a  top  and  bottom  ring  were  blasted  together 
until  the  muck  piled  up  to  within  4  or  5  ft.  of  the  roof.  Then  blasting 
was  discontinued,  and  the  men  scaled  and  trimmed  the  roof,  working 
from  the  muck  pile.  (Fig.  8.)  Where  no  holes  had  to  be  reloaded, 
rings  could  be  blasted  at  intervals  of  from  15  to  20  min.  The  blasting 
was  done  with  a  battery  in  the  main  heading,  and  the  bottom  holes 
were  all  loaded  ahead,  the  wares  being  wound  up  and  stuck  in  the 
holes,  from  which  they  could  readily  be  pulled  out  and  connected. 
The  upper  holes  were  loaded,  but  no  primers  were  put  in  until  ready 
to  blast.  The  holes  were  loaded  to  within  4  ft.  of  the  collar,  whether 
sprung  or  otherwise. 

When  retiring  in  the  main  heading  to  blast,  the  blasting  gang 
took  back  the  scaling  tools,  so  that  they  might  examine  and  scale 
the  roof  of  the  heading  if  necessary  as  they  returned.  After  several 
rings  had  been  blasted,  the  power  shovel  crew  commenced  to  clean  up 
the  beginning  of  the  muck  heap,  and  only  retired  a  few  minutes  for 
the  following  blasts.  Several  top  rings  were  generally  held  and  shot 
at   meal   times,   when   the   shovel   had   excavated   sufficient   muck   to 
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provide  room  for  more  without  blocking  the  airway  and  manway  over 
the  pile. 

The  smoke  and  gas  from  the  blasting  were  quickly  taken  out  by 
the  fresh  air  forced  into  the  pioneer  tunnel  by  a  "Sirocco  fan"  at  the 

Enlargement  Drilling 


LONGITUDINAL  SECTION,  SHOWING  ENLARGEMENT  BLASTING 
FiQ.   8. 

portal.  The  air  circulated  through  the  pioneer  tunnel  and  the  cross-cut 
ahead  of  the  blasting,  and  then  back  through  the  main  heading,  over 
the  muck  pile,  and  out  at  the  i)ortal  of  tlie  main  tunnel.  This  circula- 
tion was  prevented  from  sliort  circuiting  by  stoppings  and  doors  in  the 
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cross-cuts  passed  by  the  shovel.  The  quantity  possible  to  shoot  depended 
on  the  distance  the  muck  was  thrown  back,  or  the  quantity  of  muck 
for  which  there  was  room  without  interfering  with  the  scaling  and 
trimming  of  the  roof;  it  varied  from  24  to  110  ft.  Much  time  was 
lost  in  taking  up  the  track  before  blasting,  in  cleaning  up  the  thinly 
scattered  muck  directly  after  a  blast,  and  by  other  delays  incidental  to 
each  clean  up.  which  made  it  desirable  to  shoot  as  many  rings  as  possible. 
Enlargement  Mucking. — Mucking  was  done  with  small  steam 
shovels,  with  cylinders  enlarged  so  as  to  be  efficient  at  100  lb.  air 
pressure,  and  with  the  boom  sheaves  set  back  so  as  to  shorten  the 
booms  and  protect  the  sheaves.  The  shovels  loaded  the  muck  into 
12-yd.,  standard-gauge,  air-dump  cars.  The  cars  were  shifted  to 
the  shovel  by  two  small  compressed-air  locomotives,  and  were  taken 
from  a  spur  near  the  shovel  to  the  portal  by  a  larger  compressed-air 
locomotive;  they  were  taken  by  a  steam  locomotive  from  the  portal 
to  the  dump.  During  the  past  year  the  shovels  mucked  18  550  ft. 
throughout  Si  miles  of  tunnel,  or  more  than  2  ft.  per  hour.  Blasting 
and  trimming  took  about  one-quarter  of  the  time.  The  best  monthly 
run  for  one  shovel  was  946  ft.  at  the  east  end,  and  1  030  ft.  at  the 
west  end.  The  ground  between  the  third  and  fourth  cross-cuts 
at  the  west  end  became  so  dangerous,  owing  to  the  material  in  the 
roof  and  sides  falling,  that  one  shift  out  of  three  had  to  be  devoted 
to  scaling  this  section  until  it  was  concreted.  About  2  500  cu.  yd.  fell 
or  was  scaled  in  this  section,  on  account  of  the  disintegration  of  the 
material  on  exposure  to  the  air.  The  scaling  car  throughout  the 
work  was  handled  by  the  air  locomotive,  and  the  scaling  was  done 
by  the  shovel  crew  or  others  during  the  time  the  shovel  was  stopped 
for  enlargement  blasting.  Any  rock  not  broken  to  the  required 
dimensions  was  drilled  off  the  muck  pile,  or  from  the  floor,  as  the 
shovel  cleaned  up  as  far  as  possible,  or  from  a  car  left  at  the  shovel 
crew's  meal  time,  and  shot  before  the  next  rings  were  blasted.  The 
enlargement  drill  holes  were  the  general  guide  as  to  the  trimming 
required,  such  points  as  were  missed  being  marked  by  the  Railway 
Company's  engineer.     There  was  very  little  over-breakage. 

Concreting. 

About  li  miles  of  the  tunnel,  including  the  soft  ground  at  each 
end,   required   concreting.     This   work  was   sublet  to   the  Bates   and 
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Rogers  Construction  Company,  of  Chicago  and  Spokane.  The  concrete 
section  is  heavily  reinforced,  which  prevented  the  use  of  the  pneumatic 
method  of  placing.  The  sub-contractors  used  wooden  forms,  and 
deposited  the  concrete  from  a  platform  near  the  roof  reached  by  an 
inclined  trestle.  The  concrete  mixer  was  on  a  car,  and  the  materials 
were  on  other  cars  back  of  it.  The  concrete  from  the  mixer  flowed 
into  a  small  car  which  was  hauled  by  cable  up  the  trestle  incline 
to  the  high  platform,  from  which  it  was  shoveled  into  the  forms. 
Much  of  the  lining  required  back  as  well  as  front  forms,  and  the 
space  behind  the  back  forms  was  filled  with  rock  or  wood.  This  back- 
form  and  back-filling  work  was  slow  and  expensive,  especially  where 
there  were  only  a  few  inches  between  the  back  forms  and  the  rock. 
The  concreting  has  been  well  done,  but  the  work  is  behind  time,  owing 
largely  to  conditions  which  the  sub-contractors  could  not  control. 

General  Results. 

The  tunnel  has  been  finished  11  months  ahead  of  the  contract  time, 
and  for  a  substantial  sum  less  than  the  price  bid.  There  have  been  no 
strikes,  or  interruptions  of  the  work.  The  management  has  had  the 
necessary  money  and  authority,  and  has  been  given  a  free  hand,  both 
by  the  Railway  Company  and  the  contractors,  and  has  had  the  loyal 
support  and  valued  assistance  of  the  men,  notably  Messrs.  J.  Fowler, 
Assistant  Superintendent,  T.  Truran,  Master  Mechanic,  J.  Roberts, 
Chief  of  Office  Force,  and  M.  C.  Brian,  Shovel  Runner. 

Engineering. 

The  Railway  Company  did  the  necessary  engineering  work.  Messrs. 
F.  F.  Busteed,  H.  G.  Barber,  and  W.  A.  James,  M.  Am.  Soc.  C.  E., 
were  successively  in  charge,  Mr.  J.  G.  Sullivan  being  Chief  Engineer. 
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DISCUSSION 


E.  Lauchli,''^  Esq. — Those  who  have  followed  closely  the  progress     Mr. 
made  in  driving  Eogers  Pass  Tunnel  cannot  but  admire  the  skill  dis-  ^^"chii. 
played   by   the   engineers   and   contractors   connected   with  this  great 
enterprise;   and,   no   doubt,   the   completion   of  this  bore  will   give   a 
greater  impulse  to  work  of  this  character  in  America. 

The  speaker,  who  was  retained  in  an  advisory  capacity  by  one  of  the 
contractors  bidding  on  this  work,  was  well  aware  of  the  conditions  pre- 
ceding the  driving  of  this  tunnel.  In  his  opinion,  bidding  on  this  work 
was  a  gambling  proposition  without  precedent,  owing  to  the  fact  that 
the  railway  company  did  not  provide  the  bidders  with  sufficient  infor- 
mation relating  to  the  geological  formation  of  the  range  to  be  tunneled. 
The  accuracy  of  this  statement  is  backed  by  the  fact  that,  according 
to  Mr.  J.  G.  Sullivan,  Chief  Engineer  of  the  Canadian  Pacific  Railway, 
expert  tunnel  contractors  bid  on  this  work  from  $8  to  $11.25  per  cu.  yd. 
for  excavation — prices  hitherto  unheard  of  in  connection  with  double- 
track  tunnel  excavation. 

That  the  driving  of  this  tunnel  has  been  a  success  will  not  be  denied 
by  the  Profession,  but,  in  the  speaker's  opinion,  the  results  attained 
are  due  more  to  the  unusually  favorable  conditions — as  far  as  material 
penetrated,  absence  of  rock  pressure,  small  quantity  of  water  under- 
ground, and  low  rock  temperatures  are  concerned — than  to  the  driving 
methods  adopted  by  the  contractors. 

In  preparing  their  bids,  those  interested  in  this  work,  had  to  assume 
that  there  would  be  a  reasonable  amount  of  difficulty,  and  this,  no 
doubt,  accounts  for  their  selection  of  the  bottom-heading  method  of 
tunneling,  the  only  method  knowni  to-day,  which  insures  absolute  suc- 
cess, both  under  favorable  and  unfavorable  conditions.  Now,  as  just 
mentioned,  there  was  no  information  available  of  a  nature  to  cause 
bidders  to  select  a  driving  method,  practicable  under  ideal  conditions 
only,  and  no  experienced  tunnel  contractor  could  afford  to  gamble  on 
an  undertaking  of  this  magnitude. 

The  driving  method  actually  adopted  based  its  greatest  expectations 
on  the  enlargement  of  the  tunnel,  and  necessitated  an  auxiliary  or 
pioneer  tunnel.  Ventilation  alone  did  not  call  for  an  exceptional 
ventilation  system,  as  has  been  proved  during  past  years,  in  connection 
with  the  driving  of  tunnels  from  5  to  9  miles  long,  driven  under  far 
less  favorable  conditions  than  those  at  Rogers  Pass. 

Had  an  intense  ground  pressure  developed  over  a  long  section,  or 
over  several  short  sections,  then  in  order  to  keep  within  the  schedule  of 
progress,  the  method  of  enlarging  the  bore  at  one  point  only  would 
have  necessitated  such  radical  changes  as  to  jeopardize  the  success 
of  the  enterprise.     In  Rogers  Pass  Tunnel  it  was  possible  to  enlarge 
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Mr.      the  tunnel  at  one  point  only,  and  an  obstacle,  such  as  intense  ground 

■  pressure  at  the  enlargement  point,   would  have  necessitated  keeping 

the   timbering,   and   probably   also   the   masonry   lining,   close   to   the 

enlargement ;  and  thus  the  blasting  and  mucking  operations  would  have 

been  greatly  hampered. 

On  the  other  hand,  the  method  of  enlarging  the  bore  to  full  section 
from  several  working  points,  as  used  for  instance  in  the  Loetschberg, 
Hauenstein,  and  Grangs  Tunnels,  in  Switzerland,  possesses  the  advan- 
tage of  being  adaptable  both  in  light  and  heavy  ground,  and,  under 
favorable  conditions,  such  as  met  in  Rogers  Pass  Tunnel,  the  drilling 
and  blasting  operations  are  at  least  as  economical  as  those  used  in 
the  last  bore  referred  to,  the  only  differences  being  the  temporary 
heading  timbering  and  the  removal  of  the  two  side  benches  adjacent 
to  the  heading. 

It  may  be  useless  to  point  out  here  that  the  removal  of  the  benches 
could  have  been  done  with  air-operated  shovels.  It  is  questionable, 
also,  whether  the  total  cost  of  driving  this  tunnel  by  the  method 
actually  adopted  was  less  than  it  would  have  been  by  using  the 
bottom-heading  method.  In  the  first  place,  the  pioneer  or  auxiliary 
tunnel  method  involves  practically  two  headings  instead  of  only  one, 
as  used  in  connection  with  the  European  method ;  for,  in  this  case, 
the  length  of  the  pioneer  tunnel,  together  with  the  cross-cuts,  is  a 
little  more  than  20  000  ft.,  and,  of  course,  this  auxiliary  tunnel  is 
chargeable  to  the  main  bore.  Then,  also,  it  is  questionable  whether 
the  weathering  or  ground  pressure  will  not  incur  maintenance  charges 
in  connection  with  the  pioneer  tunnel  and  the  cross-cuts,  in  order  to 
avoid  disturbances  of  the  rock  surrounding  the  main  bore.  The 
practice,  also,  of  not  lining  the  main  bore  at  the  very  outset  is  open 
to  criticism,  as  it  is  always  desirable  to  prevent  initial  disturbances 
from  taking  place  in  the  overlying  strata,  especially  in  deeply  overlaid 
tunnels,  rather  than  to  check  these  later,  perhaps  under  operating  con- 
ditions in  the  tunnel. 

The  speaker,  who  made  a  careful  study  of  the  proposition,  figured 
that,  on  the  assumption  of  a  daily  progress  of  20  ft.  from  each  portal, 
and  assuming  that  one-third  of  the  tunnel  would  necessitate  temporary 
timbering,  also  that  the  masonry  lining  would  follow  close  to  the 
excavation,  the  cost  of  driving  this  bore,  with  a  bottom  heading, 
would  be  $5  per  cu.  yd.,  exclusive  of  contractor's  profit.  Mr.  J.  G. 
Sullivan  has  stated*  that  the  cost  of  driving  the  tunnel  through  rock, 
including  the  cost  of  driving  the  pioneer  tunnel  and  the  cross-cuts, 
"will  amount  to  a  little  less  than  $5  per  cu.  yd.  for  excavation  in 
the  tuiniol  proper." 

In  comparing  the  costs  of  different  methods,  the  mistake  has  often 
been  made  of  comparing  short  tunnels  with  long  ones,  such  as  the 
•  Engineering  News,  February  24th,  1916. 
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Simplon  or  the  Loetschberg ;  for,  it  is  a  well-known  fact,  that  the  Mr. 
cost  per  linear  foot  of  long  tunnels  is  higher  than  that  of  short  ones. 
For  instance:  for  the  first  kilometer  of  the  Loetschberg  Tunnel,  the 
cost  was  $100  per  lin.  ft.  including  lining;  the  cost  for  the  seventh 
kilometer  (center  of  tunnel)  was  $224  per  lin.  ft.,  the  average  for  the 
whole  bore  being  $201.65  per  lin.  ft. 

On  the  other  hand,  the  cost  of  Rogers  Pass  Tunnel  can  be  compared 
favorably  with  that  of  the  more  recently  completed  Hauenstein  Tunnel, 
26  6S0  ft.  long,  driven  under  conditions  very  similar  to  those  encoun- 
tered in  Rogers  Pass  Tunnel,  although  less  favorable.  The  wages  paid 
in  connection  with  the  Hauenstein  Tunnel  were  higher  than  in  the 
case  of  the  Loetschberg  Tunnel,  being  about  half  as  much  as  those 
paid  at  Rogers  Pass  Tunnel. 

On  the  other  hand,  the  timnel  was  driven  20  000  ft.  from  the  south 
portal,  the  remaining  6  680  ft.  being  driven  from  the  north  portal,  and 
this  alone  increased  the  cost.  Another  feature  of  material  importance 
is  the  fact  that  the  bore  was  lined  throughout,  the  masonry  lining  being 
kept  close  to  the  excavation.  This  feature  also  complicates  driving 
operations,  and  increases  the  cost  of  excavation  by  about  50  cents 
per  cu.  yd. 

Finally,  the  mining  operations  had  to  be  carried  on  very  carefully 
on  account  of  swelling  ground,  and  at  several  points  masonry  inverts 
had  to  be  provided;  yet  the  cost  of  excavation  was  less  than  $2.70  per 
cu.  yd.  Had  it  been  possible  to  line  this  tunnel  after  the  completion 
of  the  excavation,  and,  also,  had  the  tunnel  been  taken  out  equally 
from  each  end,  there  is  no  doubt  that  the  cost  for  excavation  would 
not  have  been  more  than  $2.25  per  cu.  yd. 

This  bore  was  driven  at  an  average  speed  of  750  ft.  per  month 
for  the  heading,  for  a  whole  year  (maximum  1030  ft.),  and  at  the 
rate  of  658  ft.  per  month  for  stoping  (maximiun  870  ft.),  also  at  a 
rate  of  656  ft.  per  month  for  enlarging  to  full  section  (maximum  850 
ft.) ;  and  the  masonry  lining  was  carried  on  at  the  rate  of  650  ft. 
per  month. 

Robert  A.  Shailer,*  M.  Am.   Soc.  C.  E. — The  speaker  is  of  the     Mr. 
opinion  that  the  pioneer  heading,   entirely  outside  the  main  tunnel      ^'  ^^' 
section,  is  a  new  feature  in  tunnel  construction. 

Apparently,  the  time  of  completion  was  vital,  and  the  fact  that  the 
contract  was  completed  more  than  11  months  ahead  of  the  specified 
time  surely  shows  that  the  adoption  of  the  pioneer  heading  was 
justified  economically. 

To  the  advantages  which  Mr.  Dennis  claims  for  this  heading  there 
might  be  added:  that  it  enabled  the  work  on  the  long  rock  tunnel  to 
be  well  under  way  before  the  earth  and  soft  ground  approaches  on  the 
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Mr.  east  and  west  ends  were  commenced;  also,  that  the  pioneer  heading 
served  the  purpose  of  a  pilot  tunnel  to  inform  the  contractor  as  to  the 
character  of  the  rock  through  which  the  main  tunnel  was  to  be  driven. 

Had  the  speaker's  opinion  been  asked  as  to  the  plant  layout  before 
the  work  was  commenced,  he  would  have  said  that  five  boilers,  each 
of  150  h.  p.,  would  prove  inadequate  to  fulfill  the  requirements  at  each 
end  of  the  tunnel,  namely :  4  000  ft.  of  free  air  compressed  to  100  to  125 
lb.,  and  1  500  ft.  of  free  air  compressed  to  1  000  to  1 100  lb.,  as  well  as 
power  for  the  lighting,  ventilating,  and  pumping  plants;  and  appar- 
ently, that  opinion  would  have  been — in  some  degree,  at  least — correct, 
for,  the  author  says:  "The  boilers  were  run  generally  much  beyond 
their  nominal  rating",  and  this,  as  all  know,  is  not  good  for  the  boilers 
or  for  the  contractor's  pocketbook. 

It  is  noted  that  there  was  a  drop  of  approximately  15%  from  the 
power-house  pressure  to  the  drills,  and  of  25%  to  the  high-pressure 
charging  station,  due  probably  to  the  pipe  lines  being  of  too  small 
diameter.     This  loss  seems  excessive,  and  must  have  proved  expensive. 

The  descriptions  of  the  various  tunnel  operations  are  clear  and 
concise,  and  the  speaker  thinks  the  members  of  the  Society  are  indebted 
to  Mr.  Dennis  for  this  paper. 

Mr.  E.  H.  Ke.ws,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— This  is  a 
very  interesting  paper,  as  it  explains  new  methods  for  obtaining  speed 
in  driving  long  tunnels  in  rock. 

Some  years  ago  it  was  generally  stated  that  the  art  of  tunnel  driving 
in  Europe  was  much  further  advanced  than  in  America,  as  was  shown 
by  the  great  progress  in  the  various  tunnels  through  the  Alps  as  com- 
pared with  America's  much  more  modest  attainments.  The  proper 
reply  was  to  argue  that  the  reason  American  engineers  did  not  specialize 
in  speed  was  that  they  had  no  long  tunnels  to  drive,  and  when,  for 
financial  reasons,  they  fovmd  it  necessary  to  speed  up  their  work  they 
would  soon  find  a  way  to  do  so.  Certainly,  some  of  their  records  of 
late  years  have  been  very  creditable. 

In  the  writer's  opinion,  a  large  part  of  the  credit  for  the  great 
progress  should  be  given  to  the  improved  types  of  drills  developed 
during  the  last  few  years.  Where  it  used  to  be  agreed  that  the  con- 
trolling feature  of  speed  was  the  time  taken  to  drill  the  heading,  it 
is  now  considered  that  tunnel  driving  is  a  mucrking  proposition,  and 
the  feature  to  which  most  attention  should  be  devoted  is  the  cleaning 
away  of  the  muck. 

In  explaining  why  the  pioneer  tunnel  method  was  used  for  the 
Rogers  Pass  Tunnel,  the  author  states  that  the  usual  "top  heading  and 

•  .Jersey  City,  N.  J. 


Keays 


DlSCrSSIOX  ON"  TUNXKL   CONSTRUCTION'   METHODS  475 

bench"   method   was   considered   too   slow   and   the   "bottom   heading"     Mr. 
method  too  expensive.  ^^^^ 

As  to  the  "top  heading  and  bench"  method,  the  writer  is  of  the 
impression  that  it  has  not  yet  sho\ni  its  capabilities  as  to  speed,  no 
tunnel  driving  with  modern  drills  having  as  yet  been  attempted  where 
si:)eed  was  the  primary  object  and  where  the  conditions  were  so  nearly 
ideal  for  fast  work  as  in  the  Rogers  Pass  Tunnel.  The  writer  has 
never  used  the  bottom  heading  method,  but  has  always  heard  it  recom- 
mended for  its  economy.  Substantiating  this  claim,  the  writer  knows 
of  several  tunnels  where  it  was  used,  but  they  were  of  such  short  length 
that  speed  was  of  minor  importance. 

From  a  careful  reading  of  the  paper,  the  writer  is  of  the  opinion  that 
the  author  has  not  demonstrated  that  the  pioneer  heading  has  enough 
advantages  to  justify  its  use  as  a  standard  method. 

The  author  gives  a  list  of  reasons  for  using  the  pioneer  heading, 
showing  various  advantages  which  no  doubt  would  expedite  work  in  the 
main  tunnel;  but,  in  the  writer's  opinion,  it  would  be  very  little.  The 
paragraphs  explaining  the  location  of  the  portals  of  the  pioneer  head- 
ings, however,  would  indicate  that,  on  account  of  avoiding  a  lot  of 
soft  ground  work,  the  pioneer  heading  could  be  driven  far  in  advance 
of  the  main  heading,  but  as  no  heading  was  driven  in  the  main  tunnel, 
using  the  pioneer  heading  to  work  from,  the  writer  does  not  under- 
stand how  greater  speed  was  made  in  the  main  tunnel  on  this  account. 
It  merely  cheapened  the  cost  of  driving  the  pioneer  heading  and  pro- 
vided better  dumping  ground. 

The  writer  assumes  that  the  main  heading  was  being  excavated  at 
one  face  only  at  any  one  time,  and  also  that  enlargement  operations 
were  being  carried  on  at  one  place  only. 

Of  the  reasons  given  by  the  author  for  adopting  the  pioneer  head- 
ing, Xo.  2  is  the  only  one  that  could  tend  to  expedite  work  in  the  main 
tunnel.  Reason  Xo.  1,  treating  of  ventilation,  should  have  no  influence 
on  the  speed,  as  the  matter  of  ventilation  at  the  working  face  can  be 
taken  care  of  very  well  in  the  "top  heading  and  bench"  method,  and 
ventilation  between  the  heading  and  portal  is  not  important. 

Xo.  3,  of  course,  would  not  be  an  advantage  in  the  "top  heading 
and  bench  method",  for  the  enlargement  operations  would  be  close  to 
the  heading. 

Xo.  4  could  hardly  be  called  an  advantage,  for  the  rate  of  speed 
depends  on  the  enlargement  operations. 

Xo.  5  is  rather  unimportant. 

Xo.  6  would  also  be  of  no  advantage,  as  the  enlargement  operations 
are  close  to  the  heading. 

Ventilating  systems,  as  usually  put  in,  are  disappointing.  There 
is  no  agreement  as  to  the  relative  advantages  of  the  pressure  and  sue- 


476  DISCUSSION   ON  TUNXEL  COXSTRUCTIOM   METHODS 

Mr.     tion  systems,  the  size  of  pipe  to  be  used,  the  pressures,  or  the  quantity 
Keays.      .     .  .  ^  " 

01  air  necessary. 

It  may  be  said  that  much  larger  pipes  are  required  with  suction 
than  with  pressure  systems  in  order  to  handle  the  same  quantity  of  air. 
The  suction  system  keeps  the  air  of  the  whole  timnel  in  relatively  good 
condition,  but,  at  the  heading  itself,  where  the  men  are  working,  it  has 
the  least  effect.  This  trouble  is  augmented,  generally,  by  the  fact  that 
the  pipe  used  is  of  very  light  weight  and  is  leaky  at  the  joints,  so  that 
there  may  be  very  little  air  taken  in  at  the  end. 

The  pressure  system,  on  the  other  hand,  clears  out  the  heading  first, 
so  that  the  men  can  go  back  to  work  immediately,  and  ventilation 
between  the  working  face  and  the  portal  is  not  important. 

The  pressures  generated  at  the  fan  are  usually  so  low  that  a  very 
large  pipe  is  needed  in  order  to  get  the  volume.  For  economical  rea- 
sons, a  large  pipe  is  always  made  of  light  material,  which  is  not 
satisfactory. 

The  writer,  therefore,  on  account  of  the  foregoing  considerations, 
believes  that  a  medium  pressure  system,  using  a  relatively  small,  screw- 
joint,  standard  steel  pipe  for  delivering  air  to  the  heading,  is  the  best. 

On  a  recent  job  he  used  a  Connersville  blower,  good  for  a  pressure 
of  10  lb.,  delivering  750  ft.  of  air  per  min.  to  a  heading  somewhat  more 
than  a  mile  distant.  The  pipe  was  of  steel,  6  in.  in  diameter,  and  the 
maximum  pressure  was  about  7  lb.  The  condition  of  the  air  at  the 
heading  was  always  good.  The  heading  and  bench  were  always  shot 
at  the  same  time,  every  8  hours,  and  the  blower  was  usually  run  for 
about  2  hours  each  time. 

Mr.  F.  Lavis,*  M.  Am.   Soo.  C.  E.   (by  letter). — This  account  of  the 

most  successful  tunneling  operation  in  North  America — and  this  is 
said  with,  it  is  believed,  due  appreciation  of  all  the  work  of  this  kind 
which  has  been  done  in  recent  years — is  a  tribute  to  the  advent  of 
the  engineer  as  a  director  of  a  type  of  construction  which  requires 
the  planning  and  organizing  ability  of  which  usually  only  the  trained 
engineer  is  capable. 

Confronted  with  the  problems  of  organization  required  for  the 
successful  economical  completion  of  the  long  Alpine  tunnels, 
Europeans  long  ago  realized  that  these  were  problems  for  the  engineer, 
and  were  not  of  the  kind  which  could  be  put  through  solely  by  "pick, 
shovel,  and  pluck,"  or  mere  driving  power,  unaided  by  a  trained  mind 
to  plan  and  execute. 

The  writer  fully  recognizes  the  value  of  the  qualities  of  the  con- 
tractor, especially  those  of  the  railway  contractor,  which  are  very 
necessary,  and  which  engineers  seldom  possess.    The  need  of  planning, 
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of   co-ordinating   the   work   of   the   organization   with   the   plans,   the    Mr. 
successful   nioditication  of   the   plans  to   fit  both  the  conditions   and 
the  organization  as  they  develop,  are,  however,  essentially  qualifica- 
tions which  the  properly  trained  engineer  alone  possesses. 

Though  this  is  not  the  first  tunnel  driven  in  North  America  which 
has  demonstrated  the  ability  of  the  engineer  as  an  organizer  along 
lines  which  require  this  necessary  co-ordination  of  planning  with 
execution,  it  is  the  latest  and  most  successful,  and  the  writer  believes 
that  the  realization  of  this  phase,  of  the  conduct  of  the  operations 
which  have  resulted  so  successfully,  is  of  quite  as  great  importance 
as  the  recognition  of  the  successful  application  and  improvement  in 
the  "pioneer  heading''  method,  important  as  this  latter  is  as  a  demon- 
stration of  efficiency. 

There  is  little  opportunity  for  comment  in  regard  to  the  methods 
used.  Figures  are  not  given,  though  it  is  hoped  they  may  be  supplied 
later,  either  by  the  author  or  by  the  officials  of  the  railroad  company, 
showing  the  value  of  the  time  saved  and  the  economy  of  the  extra 
expense  involved  in  the  speed  of  driving.  The  writer  has  no  doubt  the 
expense  was  justified,  but  the  author's  comments  would  be  of  great  value, 
if  he  would  indicate  his  views  on  the  economical  speed  from  the  stand- 
point of  construction  alone  without  regard  to  operating  losses  to  the 
railway,  and  on  the  value  of  the  saving  to  the  railroad  company. 

There  is  a  growing  tendency  to  give,  in  connection  with  the 
description  of  works  of  this  kind,  either  exact  or  approximate  costs, 
and  it  is  rather  to  be  regretted  that  they  have  not  been  stated  in  this 
case,  as  such  information  has  a  distinct  value,  and  its  suppression  is  of 
doubtful  utility  to  the  railroad  company  or  the  contractors. 

The  paper  is  filled  with  instances  which  show  the  careful  continuous 
study  of  conditions  and  improvements  in  details  as  the  work  pro- 
gressed. Many  of  these  latter  are  not  altogether  new;  some  of  them 
have  been  advocated  by  the  writer  and  others;  but  as  their  general 
application  to  tunneling  is  by  no  means  common,  even  yet,  it  seems 
permissible,  even  at  the  risk  of  repetition,  to  refer  briefly  to  some  of 
them: 

Ventilation  is  a  sine  qua  non. 

Bonus  system  used. 

Hammer  drills  used  entirely,  columns  carefully  set  with  relation 

to  line  and  grade,  holes  pointed  by  clinometer. 
Three  helpers  were  used  for  each  two  drills. 
Fuse  was  used  instead  of  batteries  for  blasting. 
Water  was  used  to  wet  down  the  muck  pile  and  wash  the  dirt  from 

the  sides,  roof,  and  face. 
Muckers  have  brief  rest  between  each  carload. 
Mucking  sheets  were  used. 
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Mr.  There  is  also  one  statement  full  of  significance  to  those  who  have 

^^'^'  had  much  tunnel  experience,  namely,   that  "The  plant  was  properly 

put  in  and  properly  looked  after,  and  caused  practically  no  delay". 

This  epitomizes  the  attitude  of  those  responsible  for  the  conduct  of 

the  work,  and  indicates  one  of  the  most  important  reasons  for  the 

success  attained. 

Mr.  James  F.  Sanborn,*  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  has 

been  asked  to  call  attention  to  a  volume,  now  being  prepared  regarding 
the  tunnels  of  the  Catskill  Aqueduct,  recently  completed.  Dr.  Charles 
P.  Berkey,  of  Coliimbia  University,  the  Geologist  of  the  Board  of 
Water  Supply,  is  undertaking  to  collect,  as  far  as  possible,  information 
for  a  comprehensive  history  of  the  geological  features  which  had  an 
important  bearing  on  the  tunnel  design  and  construction  of  the 
several  long  siphons  and  other  structures  of  the  Catskill  Aqueduct. 

It  is  hoped  that  this  volume  will  bring  out  some  of  the  finer  points 
of  tunneling.  Usually,  a  tunnel  is  driven,  and  one  never  hears  any- 
thing more  about  it,  unless,  like  Mr.  Dennis,  somebody  has  the  courage 
to  describe  it  in  a  paper. 

mt.  Lazarus  White,*  Assoc.  M.  Am.  Soc.  C.  E. — The  speaker  visited 
Rogers  Pass  Tunnel  in  September,  1915,  when  it  was  being  driven 
at  about  its  most  rapid  rate.  The  profile  (Fig.  1),  shows  that  the 
mountains  are  only  9  000  ft.  high,  but,  to  the  speaker,  they  looked  as 
though  they  might  be  19  000  ft.  It  was  raining  at  the  time ;  the  moun- 
tains were  covered  with  snow  and  ice ;  and  there  was  snow  in  the  woods ; 
but  the  tunnel  was  dry.  The  work  had  then  been  advanced  more  than 
2  miles  from  the  west  end  and  there  was  just  a  little  trickle  of  water 
coming  out  of  the  entrance. 

The  rock  was  "made  to  order".  It  was  one  solid  block,  as  far  as 
could  be  seen,  practically  without  faults  or  the  disturbances  usually 
found  in  rock,  and,  to  the  speaker's  unpracticed  eye,  it  appeared  to 
be  a  hard  shale  or  slate.  He  would  hardly  classify  it  as  a  hard 
quartzite,  as  Mr.  Dennis  does;  but  he  probably  knows. 

The  pioneer  heading  method  appeared  to  be  a  very  good  one  for 
that  place,  and  the  whole  scheme  of  the  tunnel  and  its  execution  a 
very  good  piece  of  work.  In  the  speaker's  opinion,  it  was  the  first 
successful  combination  of  the  Swiss  and  the  American  methods  of 
tunneling.  Other  attempts  have  been  made  to  combine  the  two 
systems,  but  they  have  not  been  successful,  either  financially  or  other- 
wise.   This  project,  however,  was  successful  in  all  respects. 

The  pioneer  tunnel  was  of  (juite  a  small  boro,  and,  as  Mr.  Dennis 
has  stated,  it  served  primarily  for  ventilation,  because  through  it 
any  quantity  of  air  was  sent  around  the  heading,  and  blew  out  the 
smoke.     The  tunnel  was  both  the  driest  and   the  best  ventilated  of 
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any  the  speaker  has  visited.     On  account  of  the  extensive  blasting    Mr. 
that  was  done,  it  must  be  realized  that  the  ventilation  had  to  be  well 
nigh  perfect,  because  from  fifteen  to  twenty  rounds  were  set  oS  in 
succession  in  order  to  break  up  the  rock  ahead  of  the  steam  shovel. 

In  any  ordinary  method  of  tunnel  ventilation,  this  would  have 
made  the  work  difficult,  if  not  impracticable,  but,  with  this  pioneer 
tunnel,  the  air  was  sent  around  and  blo^vn  through  the  main  tunnel. 
There  was  an  immense  fan  in  the  pioneer  heading  through  which  there 
was  always  a  strong  wind  blowing. 

The  most  original  part  of  the  pioneer  heading  has  a  strong  resem- 
blance to  the  double  tunnel  of  the  Simplon.  The  main  heading  was 
more  of  a  center  heading  than  a  bottom  heading,  and,  by  working 
within  it,  the  men  had  plenty  of  time  to  do  their  drilling  in  the  face, 
which  previously  had  always  limited  the  progress.  In  this  case  it 
did  not;  the  blasting  was  done  as  rapidly  as  the  shovel  could  take 
the  muck.  That  shovel,  of  about  40  tons  capacity,  was  worked  just 
as  hard  as  any  shovel  in  the  open.  It  loaded  full-sized,  12-yd.  cars, 
and  there  was  continuous  and  very  good  service  rendered  to  the 
shovel,  with  no  interruption. 

The  speaker  believes  this  progress  could  not  have  been  made  if 
the  rock  had  not  been  so  exceptionally  good,  because  timbering  would 
have  delayed  the  work,  and  probably  the  method  would  not  have  been 
successful  if  much  timbering  had  been  required.  Eventually,  it  will 
be  necessary  to  concrete  more  of  this  tunnel  than  has  yet  been  done, 
because  the  rock  may  weather. 

•Another  feature,  not  brought  out  very  strongly  in  the  paper,  which 
contributed  very  largely  to  the  success  of  this  tunnel,  was  the  drills 
used.  The  speaker  believes  they  were  little  water-fed  drills.  With 
these  it  was  possible  to  maintain  the  high  rate  of  progress  in  the 
heading,  and  they  contributed  very  largely  to  the  success  of  the  work. 

The  camp  was  very  well  kept,  but  the  speaker  was  surprised  to 
note  that  the  power  plant  was  of  such  small  capacity.  The  working 
organization  was  very  effective,  and,  without  intermission,  sustained 
the  imdoubted  record-breaking  progress  with  which  this  tunnel  must 
be  credited.  This  organization,  the  speaker  is  informed,  was  brought 
from  the  United  States,  where  the  men  had  done  some  very  rapid 
work  on  the  Gunnison  and  Laramie-Poudre  Tunnels. 

The  wooden  water  pipe,  used  for  ventilation,  served  its  purpose 
well,  and  was  much  superior  to  the  ordinary  iron  pipe.  It  was  well 
laid,  and  the  joints  were  so  tight  that  the  exhaust  could  be  conducted 
through  it. 

T.  Kexxard  Thomson,*  M.  Am.  Soc.  C.  E. — Mr.  Dennis  deserves      Mr. 
the  thanks  of  the  Society  for  his  very  interesting  paper,  but  it  is  to  be 
hoped  that  he  will  add  many  details  before  its  final  publication. 
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The  speaker  understands  that  the  report  of  the  late  Virgil  G. 
Bogue,  M.  Am.  Soc.  C.  E.,  is  a  masterpiece  of  one  of  the  foremost  of 
old-time  railroad  engineers,  and  it  would  seem  that  its  publication 
in  full,  in  connection  with  this  paper,  would  be  of  great  value  to  other 
engineers  and  students.  For  that  reason  it  is  hoped  that  the  author 
will  prevail  on  the  Canadian  Pacific  Railway  Company  to  allow  its 
publication  in  full. 

Mr.  Dennis'  paper  is  of  special  interest  to  the  speaker  because  he 
was  engaged  on  the  location  and  construction  of  the  Canadian  Pacific 
Railway  from  Medicine  Hat  to  the  west  slope  of  the  Selkirks  in 
1883-84-85.  Haste,  the  key-note  then,  as  it  seems  to  be  still,  resulted 
once  in  a  record  for  rapid  construction,  when  93  miles  of  railroad  from 
Medicine  Hat  was  built  in  23  working  days  of  June,  1883.  This  work, 
which  included  grading,  bridges,  culverts,  and  track-laying,  but  not 
very  much  ballasting,  really  made  a  marvelous  record,  considering 
the  fact  that  all  the  supplies  had  to  pass  through  Winnipeg  and  then 
be  carried  some  600  miles  over  a  new,  single-track  railroad. 

In  those  days  no  one  ever  thought  that  that  railroad  would  ever 
be  a  financial  success;  it  was  considered  merely  as  a  political  necessity, 
as  the  Dominion  Government,  at  the  time  of  the  Confederation  in 
1867,  had  assumed  the  obligation  of  making  physical  connections 
between  the  separated  provinces.  Even  the  late  Commodore  Vanderbilt 
had  so  little  confidence  in  it  that  he  got  rid  of  his  holdings. 

As  a  matter  of  fact,  in  those  days,  British  Columbia  was  closer, 
commercially,  to  the  United  States  than  it  was  to  the  rest  of  Jhe 
Dominion;  and,  even  in  1885,  the  speaker  found  that  Ontario  or 
Quebec  banknotes  were  not  welcomed  in  British  Columbia  and  were 
accepted  only  at  a  discount,  while  United  States  notes  were  accepted 
at  par.  This  was  partly  due  to  the  fact  that  in  those  days  the  face 
value  of  a  Canadian  banknote  was  not  guaranteed  by  the  Government 
as  it  is  now.  At  present,  however,  the  Canadian  banking  system  is 
superior  in  many  respects  to  that  in  the  United  States  where  a 
national  bank  in  a  small  town  has  only  the  credit  of  its  small  capital 
back  of  it,  whereas  the  smallest  branch  of  some  dozen  strong  Canadian 
banks  has  its  powerful  system  behind  it.  Very  few  Canadian  towns 
are  not  amply  provided  with  such  branches. 

One  reason  for  haste  in  those  days  was  to  get  some  return  on  the 
money  as  soon  as  possible,  and  an  even  more  important  reason  was 
the  fear  that,  if  the  road  was  not  quickly  completed,  a  turn  of  the 
political  wheel  might  prevent  it  from  being  finished  for  many  years. 

In  addition  to  the  commercial  reasons  for  haste  in  constructing 
the  Rogers  Pass  Tunnel,  the  fear  of  snow  slides  may  have  been 
another  incentive — the  author  has  stated  that  the  snowfall  there  is 
from  30  to  50  ft.  a  year.     The  speaker  assisted  in  the  design  of  the 
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first  snowsheds  on  this  road.  These  were  to  be  constructed  in  cuts  on  Mr. 
the  hillsides  in  such  a  way  that  the  snow  slides  or  avalanches  would  °™son- 
never  strike  directly  on  the  roof  of  the  shed,  but  merely  shoot 
or  slide  over  it.  Some  of  these  designs  were  modified  by  others,  so 
that  the  roofs  projected  up  too  far,  with  disastrous  results  in  every 
case.  Trees  adjacent  to  a  snow  slide  would  often  be  cut  off  as  if  by 
a  knife  about  20  ft.  above  the  ground,  or  at  the  surface  of  the  standing 
snow,  by  the  force  of  the  wind  generated  by  the  falling  avalanche. 
Nothing  can  be  built  to  stop  those  giant  snow  slides  after  they  have 
fallen  from  3  000  to  5  000  ft.  The  snow  and  ice  piled  up  in  winter 
many  feet,  and  even  after  the  intense  heat  of  August  a  depth  of  some 
30  ft.  or  more  would  be  left. 

Would  it  not  be  appropriate  for  the  author  to  insert  a  brief  sketch 
of  the  life  of  Major  Rogers,  one  of  the  most  unique  characters  of  a 
past  age  of  remarkable  engineers!  He  saved  the  Canadian  Pacific 
Railway  from  following  the  Columbia  River  some  200  miles  around — 
north  and  then  south — by  discovering  the  Rogers  Pass  which  led  due 
west,  crossing  the  Columbia  River  twice. 

The  exceedingly  favorable  geological  conditions  encountered  in  this 
tunnel  were  not  often  found  in  the  earlier  tunnels  in  the  Selkirks, 
one  of  which — a  mud  tunnel — was  nearly  completed  when  it  was  found 
that  the  two  headings  did  not  meet  by  18  in.  This  was  first  blamed  on 
the  engineer,  but  after  the  lining  had  been  ripped  out  and  replaced, 
the  tunnel  at  once  collapsed.  It  was  re-opened  a  third  time,  and  again 
collapsed,  after  which  it  was  abandoned,  and  the  railway  was  run 
around  the  bluff  on  a  23°  curve.  It  was  operated  on  this  curve  for 
more  than  20  years,  and  then  a  new  tunnel  was  built  much  farther 
from  the  face  of  the  bluff,  where  firmer  ground  was  encountered. 

In  those  days  some  of  the  grades  were  as  high  as  4^%,  and  nego- 
tiating them  gave  the  engines  so  much  trouble  that  safety  switches 
were  generally  placed  at  the  foot  of  the  grade,  so  that  if  the  train  ran 
away  it  would  have  to  take  the  switch,  which  had  such  a  sharp  grade 
uphill  that  the  momentum  of  the  train  would  rapidly  be  reduced. 

The  plan  and  profile.  Pig.  1,  shows  how  the  original  location  wovmd 
around  the  hillsides  in  order  to  avoid  more  excessive  grades,  and  per- 
mitting as  rapid  and  cheap  construction  as  possible.  The  profile  also 
shows  why  vertical  shafts  could  not  be  considered,  as  the  hills  stand 
as  high  as  5  000  ft.  above  the  tunnel. 

pRAXCTs  Lee  Stuart,*  M.  Am.  Soc.  C.  E. — The  speaker  has  read     Mr 
this  paper  with  interest,  as  the  rate  of  progress  was  strikingly  rapid. 
As  far  as  the  speaker  knows,  a  pioneer  tunnel,  similar  to  that  used 
at  Rogers  Pass,  has  never  been  built  in  the  East,  although  this  method 
is  in  constant  use  in  coal  and  iron  mines.     Usually,  the  tunnels  in 
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Mr.  the  East  have  not  been  so  long,  have  had  less  cover,  and  construction 
progress  has  been  expedited  by  shafts.  The  speaker  has  found  it  very 
difficult  to  compare  the  progress  in  tunnels — every  one  seems  to 
have  different  conditions  which  affect  the  rate  of  building — in  fact, 
even  parts  of  the  same  tunnel  are  not  comparable.  In  groping  after 
a  greater  speed,  a  number  of  new  methods  have  been  tried. 

In  the  Stuart  Tunnel,  one  of  the  most  recent  built  under  the 
speaker's  direction,  at  the  Magnolia  Cut-Off,  on  the  Baltimore  and 
Ohio  Railroad,  the  tunnel  section  used  was  large,  being  31  ft.  in  the 
clear  horizontally,  with  side-walls  plumb  to  11  ft.  above  sub-grade,  and 
a  semicircular  arch  with  15^  ft.  radius,  giving  a  clear  height  of  22  ft. 
Ill  in.  at  the  center  of  each  track. 

To  expedite  matters,  the  contractor,  H.  S.  Kerbaugh,  Incorporated, 
put  in  a  Marion  28  (|-yd.),  dipper,  air-operated  shovel  with  which  he 
widened  the  heading,  which  originally  had  an  area  of  about  120  sq.  ft., 
and  took  the  bench  to  an  elevation  6  ft.  below  that  of  the  wall-plate, 
leaving  11  ft.  in  bench  instead  of  the  usual  17  ft.  It  effected  a  very 
considerable  saving  in  time  and  expense,  as  it  was  possible  to  widen 
and  place  the  steel  segment  at  a  rate  of  from  60  to  70  lin.  ft.  of  arch 
section  per  week,  as  compared  approximately  with  45  ft.  by  hand,  and 
to  enable  the  remainder  of  the  bench  to  be  drilled  without  cat-holes. 
The  speaker  thinks  that  matters  were  about  even,  as  to  cost,  and,  with 
a  little  better  roof,  it  should  have  been  cheaper  than  the  old  method. 

In  a  further  effort  to  increase  the  rate  of  progress  in  the  tunnel, 
it  was  decided  to  use  Blaw  steel  segments  to  support  the  roof,  in  place  of 
the  usual  timber  segments.  These  consisted  of  two  7-in.,  14|-lb.  chan- 
nels, riveted  together  with  two  |-in.  rivets,  2J  in.  long,  with  6|-in.  fillers 
between,  at  intervals  of  about  3^  ft.  These  segments  were  divided  into 
three  parts;  the  central  portion  was  18  ft.  35  in.  long,  curved  to  a  radius 
of  17  ft.  6  in.;  the  end  portions  were  11  ft.  31  in.  long,  5  ft.  0|  in. 
being  curved  to  a  radius  of  17  ft.  6  in.,  and  the  remainder  being  a 
tangent  to  connect  with  a  flanged  foot  resting  on  the  wall-plate. 

The  three  sections  were  connected  with  9  by  |-in.  plates,  1  ft.  9  in. 
long,  and  with  |-in.  fillers.  They  were  used  in  2  015  ft.  of  this  tunnel, 
or  for  60%  of  its  length,  and,  for  the  most  part,  were  5  ft.  from 
center  to  center;  otherwise  they  were  7  ft.  6  in.  from  center  to  center, 
depending  on  the  character  of  the  roof.  All  were  tied  together  longi- 
tudinally with  |-in.  tie-rods  7  ft.  from  center  to  center.  The  lagging 
was  placed  directly  on  these  segments,  and  was  fastened  tlirough  -nr'^"- 
holes  in  the  flanges.  The  sections  were  assembled  in  the  tunnel  and 
raised  to  position. 

The  use  of  these  steel  segments  enabled  the  driving  to  be  done  more 
rapidly,  as  the  cross-sections  decreased  an  average  of  about  2  cu.  yd. 
per  lin.  ft.,  and,  as  the  segments  came  entirely  within  the  section  of 
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the   concrete   lining,    there   was    an    additional    saving    of   practically     Mr. 
2  cii.  yd.  of  concrete  per  cu.  ft. 

The  speaker's  conclusion  was  that  speed  was  made  by  the  use  of 
these  forms — whether  or  not  they  were  cheaper  could  not  be  determined. 

J.  V.  D.wiES,*  M.  Am.  Soc.  C.  E. — The  only  thing  the  speaker  has  ^  Mr 
against  this  paper  is  its  great  brevity.     The  author  has  described  a 
piece  of  t\uinel  work  which  has  two  peculiar  and  important  features: 
lirst,  the  rapidity  of  the  driving;  and,  second,  the  use  of  a  "pioneer" 
heading. 

To  have  done  the  amoimt  of  driving  in  the  headings  which  was 
accomplished  on  this  work  for  one  month,  is  one  thing,  but  to  continue 
that  work  at  the  rates  actually  obtained,  an  average  speed  of  24  ft. 
a  day  for  7  days  a  week  in  one  heading,  and  for  20  ft.  a  day  for  7  days 
a  week  in  the  other  heading,  is  really  a  wonderfully  fine  piece  of  work. 

It  indicates  very  clearly  an  extremely  perfect  organization  in  every 
department,  and  the  speaker  presumes  that  it  is  to  be  understood, 
from  Mr.  Lauchli's  discussion,  that  that  progress  was  in  part  due  to 
the  fact  that  the  conditions,  as  they  developed  in  the  driving,  and  the 
conduct  of  the  work,  were  almost  perfect.  There  were  no  high  tem- 
peratures; there  was  no  entrance  of  hot  water,  as  is  so  common  in 
mountain  ranges,  and,  in  fact,  very  little  water  at  all. 

The  comparison  of  that  work  with  the  best  that  has  been  obtained 
in  the  United  States  and  elsewhere  is  interesting.  The  only  tunnel 
in  America  (for  which  the  speaker  has  figures)  which  exceeds  the 
Rogers  Pass  monthly  record  (and  that  probably  was  only  for  an  excep- 
tional month),  was  the  Eed  Rock  Tunnel,  built  in  1901,  in  which  a 
speed  of  1  061  ft.  for  the  month  was  attained ;  but  that  was  in  soft  rock, 
where  the  boring  was  done  with  hand-augers. 

The  other  tunnel  to  which  the  speaker  refers  is  the  Elizabeth 
Tunnel,  on  the  Los  Angeles  Aqueduct,  where  Leyner  drills  were  used 
in  gneiss  rock,  and  there  the  maximum  progress  was  641  ft.  a  month. 

In  the  Roosevelt  Tunnel,  in  Colorado,  in  granite,  the  speed  was 
only  435  ft.  a  month.    There,  also,  Leyner  drills  were  used. 

In  an  extensive  undertaking  of  tunnel  construction  which  the 
speaker's  firm  carried  out  in  Mexico,  a  few  years  ago,  heading  progress 
was  obtained,  in  hard  limestone  rock,  as  high  as  536  ft.  a  month,  using 
Leyner  drills.  The  use  of  these  drills  has  made  a  very  marked  increase 
in  the  rapidity  of  tunnel  work. 

Xow,  take  the  foreign  tunnels :  in  the  Simplon,  in  rock  of  a  char- 
acter probably  very  similar  to  this — hard,  gneiss  rock — a  speed  of  685 
ft.  was  attained;  in  the  Loetschberg  Tunnel  a  rate  was  attained,  in 
the  north  heading,  in  a  hard  limestone,  of  1  013  ft.,  whereas  in  the 
south  tunnel  the  rate  was  only  545  ft. ;  so  that  this  Rogers  Pass  Tunnel 
work  stands  out  pre-eminently  as  the  most  rapid  that  has  been  accora- 
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Mr.  plished  in  America  up  to  the  present  day,  and  is  almost  equal  to  any- 
*^'^*'  thing  that  has  been  done  elsewhere. 

There  are  various  questions  which  arise  from  reading  this  paper, 
regarding  which  it  would  be  of  considerable  value  to  the  membership 
to  have  further  information,  and  the  speaker  hopes  that  the  author 
may  feel  willing  to  go  outside  of  the  scope  of  the  paper  as  presented 
and  give  some  further  information  which  would  add  materially  to 
its  value. 

The  particular  point  of  great  interest  is  the  value  of  the  "pioneer" 
tunnel.  The  author  refers  to  it  briefly  in  the  paper  as  an  economical 
question,  and  it  would  be  of  much  value  if  he  could  add  something  in 
the  nature  of  a  balance  sheet,  having  on  one  side  the  advantages 
obtained  from  the  construction  of  the  additional  heading,  and  on  the 
other  side  the  increased  cost  of  driving  two  heading  excavations,  as 
was  actually  done. 

The  excuse  and  reason  for  a  "pioneer"  tunnel  are  unquestionably 
to  increase  the  speed  of  construction  of  the  main  tunnel,  in  which 
there  is  a  large  bench  to  take  out,  as  is  involved  in  the  enlargement 
of  such  a  structure  as  this  double-track  railroad  tunnel,  where  the 
value  of  the  time  element,  in  removing  the  bench  and  enlarging  to 
full  size,  is  the  main  factor  involved  on  the  one  side  of  the  bal- 
ance sheet. 

There  is  no  doubt  that  speed  can  be  attained  by  the  driving  of  a 
"pioneer"  tunnel,  and  imdoubtedly  in  this  case,  as  the  author  states, 
there  was  warrant  for  its  construction. 

Several  of  those  discussing  the  paper  have  made  remarks  as  to 
how  the  "pioneer"  tunnel  originated,  but  it  seems  to  the  speaker  that 
any  one  who  has  studied  the  construction  of  the  Simplon  Tunnel,  as 
described  very  fully  by  Sir  Francis  Fox,*  would  be  satisfied  that  the 
use  of  the  gallery  in  that  work  gave  the  idea  from  which  the  "pioneer" 
tunnel  was  adopted  in  this  work. 

It  was  used  in  that  work  unquestionably  for  the  purpose  of  ventila- 
tion, for  transportation  and  drainage,  and  to  expedite  the  work. 

On  the  other  hand,  there  was  another  guiding  reason  in  the  Simplon 
for  the  adoption  of  the  gallery,  as  the  plans  for  that  tunnel  contem- 
plated two  single-track  railroad  timnels,  approximately  55  ft.  apart,  to 
be  built  for  east-  and  west-bound  traffic,  respectively,  and  the  "pioneer" 
tunnel  was  located  as  the  side-wall  heading  for  the  second  tunnel.  It 
is  now  being  enlarged,  or  has  been  in  the  last  few  years,  to  make  the 
second  tunnel;  but  it  was  located  in  that  position  \mquestionably  for 
the  same  purposes  as  the  "pioneer"  heading  in  the  Rogers  Pass  Tunnel 
was  driven,  having  in  mind,  undoubtedly,  later  enlargement  for  the 
second  tunnel. 

•"The   Simplon    Tunnel",    minutes    of   rroccrdimjs,    Insl.    C,    K.,    Vol.    CL.XVIII 
(1906-07),  p.  Gl. 
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In  the  Simplon  Tunnel  the  gallery  was  lined  with  the  permanent     Mr. 
side-wall  construction  at  the  same  time. 

In  the  Rogers  Pass  Tunnel,  as  described,  there  were  none  of  the 
difficulties  which  were  encountered  in  the  Simplon  Tunnel  and  made 
the  use  of  a  '"pioneer"  tunnel  there  so  vital  to  the  success  of  the 
undertaking. 

In  the  Simplon  Tunnel,  the  "pioneer"  tunnel  (or  gallery,  as  it  was 
called)  was  carried  right  through  from  end  to  end,  and  the  gallery  was 
enlarged  so  as  to  make  a  passing  siding  for  trains  in  the  center  of 
the  timnel. 

The  speaker  will  be  quite  interested  to  obtain  from  the  author  at 
a  later  date  some  information  as  to  what  pressure  he  used  in  the  ven- 
tilating system,  with  the  Connersville  blowers,  under  the  conditions 
developed  in  driving  this  long-distance  tunnel.  The  difference  between 
any  short  tunnel  and  one  of  this  length,  with  no  intermediate  shafts 
and  no  intermediate  access,  is  one  of  the  features  of  this  undertaking 
which  is  of  very  great  importance.  The  ventilation  question  becomes 
of  the  utmost  importance,  and  the  pressures  at  which  the  ventilating 
apparatus  was  operated  to  produce  the  forced  draft  for  which  the  Con- 
nersville blowers  were  used,  is  of  considerable  interest. 

Another  matter  on  which  the  speaker  thinks  some  further  informa- 
tion would  be  of  considerable  benefit  to  the  Society  is  a  statement  as 
to  the  detailed  plan  of  the  bonus  system  which  was  adopted  for  the 
acceleration  of  labor,  as  only  a  vague  reference  is  made  to  the  subject 
in  the  paper.  The  speaker  would  also  be  glad  to  have  a  schedule  of  the 
rates  of  wages  paid  to  the  men  on  that  work. 

S.  A.  KxowLES,*  Esq. — In  reference  to  the  speed  at  the  Rogers  Mr. 
Pass  Tunnel,  Mr.  McHwee,  the  original  contractor,  who  was  responsible  °°^^'*^^- 
for  the  methods  and  organization,  had  had  similar  contracts  at  the 
Roosevelt  Drainage  Tunnel,  in  Cripple  Creek,  the  Laramie-Poudre 
Tunnel,  and  several  others,  in  which  he  had  been  successful  in  main- 
taining a  high  average  footage.  The  organization  which  was  assigned 
at  the  Rogers  Pass  Tunnel  had  been  with  him  on  his  previous  under- 
takings, and  thus  their  combined  experience  enabled  him  to  obtain 
such  desirable  results. 

An  essential  factor  in  obtaining  a  high  and  uniform  footage  was 
the  ventilation.  The  speaker  had  an  opportunity  at  one  time  to  test 
the  ventilating  system,  which  comprised  12  000  ft.  of  practically  straight 
18-in.  steel  pipe  of  No.  16  gauge.  A  No.  7  Root  blower,  running  at 
100  rev.  per  min.,  gave  a  displacement  of  6  500  cu.  ft.,  and  the  indi- 
cated horse-power  required  for  either  blowing  in  or  exhausting  this 
quantity  of  air  per  minute  was  about  20. 

•  Sault  Ste.  Marie,  Mich. 
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R  E.  Dougherty,*  M.  Am.  Soc.  C.  E. — The  method  used  in  driving 
this  tunnel,  which  distinguishes  it  from  the  methods  utilized  in  similar 
instances,  involves  primarily  the  so-called  "pioneer  tunnel."  The 
arrangement  is  one  vphich  is  somewhat  new  in  tunnel  driving,  but 
the  fact  that  the  necessary  results  were  secured  by  the  contractors 
and  the  railroad  company  speaks  for  its  success. 

In  sending  out  invitations  to  the  contractors,  the  Chief  Engineer 
of  the  Canadian  Pacific  Railway  called  attention  to  the  fact  that 
time  was  a  very  considerable  factor,  to  such  an  extent  as  to  be  worth 
about  $750  per  day,  and  those  who  have  had  anything  to  do  with  rail- 
road operation  can  very  readily  appreciate  the  significance  of  the  time 
element.  It  is  altogether  possible  that  the  tunnel  might  have  been 
constructed  by  the  so-called  American  methods,  at  a  lesser  cost,  but 
the  fact  that  all  American  records  were  broken,  and  the  maximum 
results  obtained  by  European  methods  approximated,  would  jvistify 
the  means  used. 

Furthermore,  from  the  standpoint  of  economy,  reference  might 
be  made  to  an  article  by  Mr.  Sullivan,  Chief  Engineer  of  the  Canadian 
Pacific,  which  appeared  in  one  of  the  engineering  periodicals,  in 
which  he  states  that  the  actual  cost  of  construction  was  approximately 
$5.00  per  cu.  yd.  of  the  main  heading,  from  portal  to  portal,  which 
included  the  cost  of  the  pioneer  tunnel,  5  miles  of  railroad  to  the 
site  of  the  work,  overhead  charges,  and  all  other  costs  involved.  Fur- 
thermore, other  bids  secured  by  the  railroad  company  ranged  from 
$8.00  to  $11.25  per  cu.  yd.,  although  an  estimate  of  $5.50  per  cu.  yd. 
was  given  by  one  contractor,  based  on  the  American  method,  but 
calling  for  a  much  greater  length  of  time  than  was  actually  consumed. 
As  a  basis  for  comparison  in  the  matter  of  progress,  the  maximum 
rate  per  month  per  heading  attained  at  the  Rogers  Pass  Tunnel  was 
946  lin.  ft. ;  this  approximates  very  closely  the  maximum  rate  of  1  013 
lin.  ft.  per  month  attained  in  the  construction  of  the  Loetschberg 
Tunnel,  in  Switzerland. 

In  making  a  comparison  of  the  methods  used  in  the  construction 
of  other  long  tunnels,  the  only  work  which  appears  to  have  been  on 
a  similar  basis  is  that  involving  the  Simplon  Tunnel  in  the  Alps 
between  Italy  and  France.  The  Simplon  Tunnel  was  constructed  for 
a  single  track,  with  a  smaller  auxiliary  tunnel  which  was  designed 
to  become  a  part  of  a  future  parallel  single-track  tunnel,  the  prime 
purpose  of  the  auxiliary  tunnel  having  been  to  permit  adequate 
drainage,  as  well  as  to  facilitate  the  handling  of  material,  etc.  "With- 
out this  auxiliary  tunnel,  it  would  have  been  almost  impossible,  in 
all  probability,  to  construct  certain  portions  of  the  Simplon  Tunnel. 
In   the   case  of   the   Rogers   Pass   Tunnel,   however,   the   pioneer   or 
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auxiliary  tunnel  had  no  relation  whatever  to  drainage,  inasmuch  as       Mr. 
apparently  ideal  conditions  were  encountered.     Furthermore,  the  posi-    °"^ 
tion  of  the  pioneer   tunnel,   with   respect  to   the  main   heading,   was 
such  as  to  render  it  of  comparatively  small  value  for  drainage  purposes, 
had  imfavorable  conditions  of  that  character  been  encountered. 

A  careful  study  of  the  paper  and  other  literature  appearing  from 
time  to  time  in  engineering  periodicals  certainly  justifies  the  conclusion 
that,  although  the  method  used  was  not,  in  all  probability,  the  cheapest 
that  could  have  been  adopted,  nevertheless,  the  results  were  unques- 
tionably consistent  with  the  combined  elements  of  economy  and  time. 

One  feature  to  which  attention  is  attracted  is  the  fact  that  only 
li  miles  of  the  tunnel  will  be  lined.  It  would  seem  that  this,  may 
be  a  possible  source  of  trouble  in  later  years,  especially  as  experience 
in  the  eastern  section  of  the  country  indicates  that,  in  a  number  of 
instances,  tunnels  unlined  at  the  time  of  construction  have  had  to 
be  widened  and  lined  over  traffic  at  an  abnormal  expense;  and,  even 
under  the  most  favorable  conditions,  it  would  seem  that  experience 
justifies  the  excavation  of  a  tunnel  section  of  sufficient  area  to  permit 
at  least  of  later  lining  without  the  necessity  of  excavating  over  traffic. 

Congratulations  are  heartily  extended  to  the  author  for  his  con- 
tribution to  the  literature  of  the  Society,  and  primarily  for  the  part 
which  he  has  taken  in  the  work  under  discussion. 

C.  R.  HuLSART,*  Assoc.  M.  Am.  Soc.  C.  E. — Milton  H.  Freeman,  Mr. 
Assoc.  IT.  Am.  Soc.  C.  E.,  Resident  Engineer  on  the  East  River  '^^*'■'• 
Tunnels,  joins  the  speaker  in  considering  the  pilot  heading  somewhat 
as  a  horizontal  shaft.  Of  course,  its  length  is  greater  than  the  average 
length  of  shafts  in  tunnels,  but  it  is  much  cheaper  per  foot.  To  justify 
pilot  headings  on  a  purely  economical  basis  would  be  rather  difficult. 
They  must  be  justified  by  their  convenience  and  the  facilities  they 
afford  for  expediting  the  work.  For  instance,  the  Walkill  Pressure 
Timnel,  one  of  the  Catskill  Aqueduct  tunnels,  more  than  23  000  ft. 
long,  had  six  shafts  ranging  from  330  to  about  500  ft.  deep.  Of 
course,  such  a  pilot  heading  would  not  be  applicable  to  pressure  aque- 
ducts, but,  taking  that  as  an  example,  for  those  six  shafts  at  a  cost 
of  $200  per  ft.  for  the  sinking  and  lining  (not  a  bid  price,  but  cost), 
such  a  drift  could  have  been  built  for  one-half  the  length  of  the 
tunnel,  or,  in  other  words,  shafts  about  |  or  i  mile  apart  could  have 
been  used,  instead  of  |  mile  apart. 

Tunnel  ventilation  is  an  interesting  subject.  The  wooden  stave 
pipe  gives  a  certain  rigidity,  which  was  lacking  in  the  12-in.  galvan- 
ized-iron  pipe  used  throughout  the  Catskill  Aqueduct.  It  permits  of 
the  exhaust  method,  which  most  tunnel  engineers  generally  favor. 
With  the  galvanized-iron  pipe,  the  exhaust  method  is  somewhat  disas- 
trous, because  in  exhausting,  while  blasting,  the  pipe  frequently  col- 
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Mr.  lapses.  The  speaker  has  seen  several  hundred  feet  of  pipe  collapse, 
and  this  the  wooden  stave  pipe  would  not  do.  In  ventilating  the 
Newark  Bay  Tunnel  on  the  Passaic  Valley  Sewer,  R.  H,  Keays,  Assoc. 
M.  Am.  Soc.  C.  E.,  used  a  6-in.  pipe,  and  blew  air  into  the  heading 
at  a  pressure  of  7  lb.  at  the  compressor,  which  gave  excellent  results. 
The  ventilation  was  effective  for  more  than  1  mile.  The  length  of 
the  tunnel  was  11  000  ft.,  and  one  heading  was  considerably  longer 
than  1  mile.     The  men  were  never  overcome  by  smoke  or  fumes. 

On  the  Catskill  Aqueduct,  when  air  had  to  be  driven  for  some 
distance,  with  a  fan  which  could  create  a  pressure  of  perhaps  only 
7  oz.,  a  relay  method  was  sometimes  adopted,  with  one  or  two  fans 
in  the  tunnel  for  blowing  in  or  exhausting. 

The  contractors  for  the  Rogers  Pass  Tunnel  made  extensive  use 
of  compressed  air,  a  plan  which  not  many  ISTew  York  contractors 
would  follow,  to  the  same  degree.  Compressed  air  is  a  very  expensive 
form  of  power,  especially  (as  in  this  case)  when  compressed  to  1  000 
lb.,  for  use  in  traction  engines,  trucks,  and  blowers.  On  the  Walkill 
Pressure  Tunnel,  which  was  particularly  well  planned,  some  tests  were 
made  with  air  compressed  to  100  lb.  and  used  for  pumping  purposes. 
Considering  the  whole  system,  from  the  power  that  went  into  the 
motors  operating  the  compressors,  to  the  water  pumped  at  the  tunnels, 
the  efficiency  was  found  to  be  about  7i%,  and  that  of  electric  pumps, 
in  small  units,  was  about  55% ;  in  other  words,  electricity  was  from 
seven  to  eight  times  as  efficient  as  air  compressed  to  100  lb. 

To  compress  air  to  1 000  lb.  requires  two  and  a  half  times  as 
much  power,  and  it  is  used  in  any  ordinary  motor  pump,  hoist,  or 
traction  engine  at  a  pressure  of  about  100  or  150  lb.,  so  that  the 
efficiency  of  such  air-driven  machinery  would  be  about  one-twentieth 
of  that  of  electrically-driven  machinery. 

The  Rogers  Pass  high-pressure  plant  required  1  500  cu.  ft.  at  each 
end  of  the  tunnel,  or  3  000  cu.  ft.  of  free  air  raised  to  a  pressure  of 
1  000  lb.  This  involved  the  consumption  of  about  3  tons  of  coal  per 
hour,  during  the  time  the  two  compressors  were  running  (and  it  is 
assumed  that  they  ran  most  of  the  time).  Only  one-twentieth  of  this 
fuel  would  have  been  required  if  electric  power  had  been  used  for 
traction,  power  pumps,  and  blowers. 

The  shovel  plates  mentioned  reminded  one  of  the  tendency,  on  a 
great  many  jobs,  where  everything  is  being  sacrificed  for  speed,  to 
forget  to  put  them  down,  or  perhaps  eliminate  them  altogether.  On 
one  of  the  aqueduct  jobs,  where  shovel  plates  were  tried,  the  same  gang 
mucked  up  the  same  quantity  of  rock  in  30%  less  time  with  these 
plates  than  without  them. 

The  cost  of  making  records  in  driving  in  relatively  small 
tunnels  is  worth  studying.     In  the  Catskill  Aqueduct  tunnel — cquiva- 
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lent  to  a  single-track  railway  tunnel — records  were  sometimes  rather  Mr. 
exi)ensiTe,  as  the  progress  in  such  a  tunnel  is  limited  to  a  great 
extent  by  the  speed  of  mucking.  If  the  speed  is  increased  the  muck 
is  increased,  more  muckers  are  required  in  a  smaller  space,  and  the 
men  are  in  one  another's  way.  As  an  example  of  this,  in  one  of 
the  headings  of  the  Walkill  Pressure  Tunnel,  where  the  progress  had 
been  about  SO  ft.  per  week,  each  man  was  handling  about  2  cu.  yd. 
of  solid  rock  in  8  hours.  The  progress  was  increased  to  about  90  ft., 
but  in  order  to  do  that,  the  number  of  muckers  was  increased,  and 
each  laborer  handled  about  li  cu.  yd.  of  solid  rock  in  8  hours.  The 
progress  was  then  increased  to  somewhat  more  than  100  ft.,  and  each 
laborer  handled  a  little  more  than  1  cu.  yd.  of  solid  rock  in  8  hours. 
In  view  of  these  facts,  another  firm  of  contractors,  carrying  relatively 
small  overhead  cost,  separated,  as  far  as  possible,  the  drilling  and 
mucking  operations.  The  firm  lost  sight  of  records  to  a  large  extent, 
and  went  in  for  economical  tunnel  driving.  Three  gangs  of  drillers 
and  three  gangs  of  muckers  were  used.  While  the  muckers  were  at 
one  heading,  the  drillers  were  at  the  other,  and  when  they  finished 
drilling  and  shooting  one  heading,  they  exchanged  headings  with  the 
muckers.  The  mucking  was  very  efficient.  The  speaker  does  not  know 
how  much  rock  each  man  handled,  but,  it  was  generally  considered 
as  a  very  economical  job. 

J.  G.  Sullivan,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  object  of  Mr. 
this  discussion  is  to  correct  some  erroneous  accounts  and  misstate-  °""'^'^°' 
ments  which  have  developed  in  previous  discussions.  The  most  flagrant 
of  the  latter  was  the  statement,  by  Mr.  S.  A.  Knowles,  that  the  credit 
for  the  quick  work  done  at  Rogers  Pass  Tunnel  was  due  to  Mr.  Mcllwee, 
who  was  the  original  contractor  and  was  responsible  for  the  methods 
and  organization.  This  is  very  far  from  the  truth.  The  facts  of 
the  case  are  as  follows: 

During  January,  February,  and  March,  1913,  while  the  engineers 
were  working  on  plans  for  the  building  of  this  tunnel,  the  writer  had 
two  or  three  conferences  with  Mr.  Dennis,  whose  office  at  that  time 
was  in  Winnipeg,  and,  on  March  13th,  1913,  he  reported  his  ideas  on 
the  subject  to  the  management  of  the  Company  in  the  following  terms : 

"Referring  to  the  progress  that  we  hope  to  make  in  driving  of 
Rogers  Pass  Timnel.  I  advised  you  in  my  report  of  October  22d 
regarding  the  relative  sjieeds  of  driving  tunnels  on  the  American  con- 
tinent compared  with  those  that  have  been  driven  through  the  Alps.  ' 
I  have  given  the  matter  considerable  study  since,  and  have  come  to 
the  conclusion  that  the  European  method  of  driving  a  small  lower  head- 
ing and  stoping  out  the  remainder  of  the  tunnel  would  be  too  expensive 
on  this  side,  on  account  of  the  difference  in  the  cost  of  labor. 

*  Winnipeg,  Man.,  Canada. 
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Mr.  "I  have  been  thinking  out  and  studying  methods  that  would  tend 

Sullivan.  ^^  expedite  this  work.  I  first  thought  of  driving  a  heading  in  the 
center  of  the  tunnel,  about  9  ft.  by  12  ft.,  and  keeping  this  heading 
close  to  the  bench,  carrying  the  air  pipes  over  the  muck  in  front  of  the 
steam  shovel  and  into  the  heading.  I  still  believe  that  this  method 
in  rock  that  will  stand,  is  better  than  an  upper  heading.  Mr.  A.  C. 
Dennis,  however,  suggested  driving  a  pioneer  tunnel  and  taking  out 
an  upper  heading  through  shafts  into  this  tunnel,  taking  out  the  rest 
of  the  bench  with  steam  shovels.  I  pointed  out  to  him  that  this  was 
impracticable  for  the  reason  that  from  an  upper  heading  you  cannot 
drill  to  the  bottom  of  the  tunnel,  and  therefore  would  have  to  clean 
up  all  the  muck  in  the  bench  before  you  could  put  in  a  round  of  breast 
holes  to  break  more  rock.  I  have  now  made  plans  showing  a  combination 
of  my  ideas  and  Mr.  Dennis',  which  I  think  is  well  worth  studying. 
The  plan  is  to  drive  a  small  working  pioneer  tunnel,  8  ft.  by  8  ft. 
underneath  the  main  tunnel.  I  am  sending  you  this  for  your  informa- 
tion and,  further,  if  this  method  should  be  adopted,  that  Mr.  A.  C. 
Dennis  may  have  the  proper  credit  for  first  suggesting  a  pioneer 
tunnel." 

This  was  about  a  year  before  the  writer  ever  saw  or  ever  heard  of 
Mr.  Mcllwee.  So  much  for  the  methods  adopted  in  the  construction 
of  this  tunnel. 

As  to  the  statement  that  Mr.  Mcllwee  was  the  original  contractor : 
Mr.  Mcllwee  never  had  any  contract  with  the  Canadian  Pacific  Rail- 
way Company  in  connection  with  this  work.  In  the  fall  of  1913,  the 
general  contractors  sub-let  a  portion  of  the  work  of  driving  the  pioneer 
headings  and  the  center  heading  to  Mr.  Mcllwee.  There  immediately 
appeared,  in  some  Denver  papers,  a  notice  to  the  effect  that  Mr.  Mcllwee 
had  a  contract  for  a  5-mile  ttinnel  in  Canada.  The  following  is  a 
quotation  from  the  writer's  report  to  the  Management  as  to  what  was 
meant  by  these  notices : 

"The  understanding  was  that  he  would  bring  men  from  Colorado 
and  drive  the  outside  pioneer  tunnel  at  so  much  per  foot  at  a  certain 
rate  of  speed.  The  contractors  were  to  pay  him  a  bonus  on  any  excess 
over  this  specified  rate  of  speed.  Contractors  to  furnish  the  cars,  air, 
steel,  and  all  other  plant,  as  I  wired  you  before,  the  result  being  that 
these  men  were  working  at  piece  work.  If  they  do  not  make  the  speed 
guaranteed,  they  can  be  put  off  the  work  and  nobody  will  suffer,  as  the 
entire  plant  is  owned  and  controlled  by  the  contractor.  A  nian  with- 
out one  cent  but  brains,  can  enter  into  an  agreement  of  this  kind,  while 
it  takes  capital  to  enter  into  a  contract  to  build  a  five-mile  tunnel." 

In  other  words,  Mr.  Mcllwee,  on  this  particular  work,  might  be 
ranked  with  the  grade  of  contractors  known  as  stationmen  on  railway 
con.struction  work. 

In  reference  to  the  discussion  by  Mr.  E.  Lauclili :  Air.  Luuehli,  in 
attacking  this  method  of  doing  work,  quotes  the  ^vriter  as  authority  for 
prices  hid,  without  giving  the  full  quotation,  and  hviving  an  incorrect 
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impression.    In  the  article,  from  which  the  writer  thinks  the  quotation      Mr. 
was  taken,*  the  full  paragraph  reads  as  follows : 

"I  may  add  further  that,  in  reply  to  my  invitation  of  April  8,  1913, 
rlie  contractors  who  are  doing  the  work,  having  in  mind  the  method 
which  was  later  adopted  and  which  was  suggested  by  myself  and  one  of 
their  Engineers,  bid  $G.10  per  cu.  yd.,  with  a  time  limit  of  42  months 
from  date  of  signing  contract.  Other  responsible  and  supposedly 
expert  timuel  contractors  bid  from  $8  to  $11.25  per  cu.  yd.,  with  time 
limits  varying  from  42  to  48  months.  I  do  not  know  what  method 
these  latter  contractors  proposed  to  employ,  but  I  always  presumed  it 
would  be  some  modification  of  the  European  method." 

All  contractors  had  the  same  information,  and  the  majority  of  those 
who  bid  sent  men  on  the  ground  where  they  could  see  the  character  of 
the  rock,  from  unbroken  rock  exposure,  for  practically  the  entire  dis- 
tance of  the  tunnel,  from  inspection  along  the  railway,  and  also  over 
the  bare  rock  cliffs.  These  cliffs  extended  for  a  height  of  practically 
6  000  ft.  above  the  tunnel,  which  explains  how  absurd  it  would  be  to 
attempt  to  make  borings  in  order  to  get  any  further  information  than 
was  apparent  from  the  surface;  therefore,  the  meaning  of  the  phrase 
previously  quoted  is  entirely  different  from  that  placed  on  it  by  Mr. 
Lauchli.  It  simply  indicates  that  the  parties  having  in  mind  this 
method  of  boring  the  tunnel  had  confidence  enough  in  it  to  know  that 
they  could  build  the  tunnel  30  or  40%  cheaper  than  by  methods  pre- 
viously used. 

Mr.  Lauchli  further  states  that  his  figures  of  "the  cost  of  driving 
this  bore,  with  a  bottom  heading,  would  be  $5  per  cu.  yd.,  exclusive  of 
contractor's  profit."  If  this  was  a  fact,  all  the  writer  can  say  is,  that 
Mr.  Lauchli's  clients  must  do  very  well  if  they  can  make  the  proverbial 
German  1%  profit,  that  is,  of  course,  providing  they  get  any  work. 

Mr.  Keays  is  under  a  misapprehension  when  he  states  that  "no 
heading  was  driven  in  the  main  tunnel,  using  the  pioneer  heading  to 
work  from."  All  the  heading  in  the  main  tunnel  was  driven  from  drifts 
cut  into  that  tunnel  from  the  pioneer,  and  all  the  material  from  this 
main  heading  was  carried  through  the  pioneer  tunnel,  either  directly 
to  the  outside,  or  around  the  shovels  to  standard-gauge  cars  back  of 
where  the  shovels  were  working  in  the  main  tunnel. 

Regarding  Mr.  Thomson's  discussion :  This  is  very  interesting, 
and  the  writer  is  heartily  in  accord  with  his  idea  of  paying  homage 
and  doing  honor  to  the  remarkable  engineers  of  the  past  age,  and 
especially  to  Major  Rogers,  whom  the  writer  had  the  pleasure  of  seeing 
at  a  meeting  of  the  Society,  in  Milwaukee,  Wis.,  some  29  years  ago. 
In  this  particular  detail  of  the  location  of  the  Canadian  Pacific  Rail- 
way, however,  Mr.  Thomson  has  a  wrong  idea.  The  distance  around 
by  the  Columbia  River,  from  Beavermouth  to  Revelstoke,  is  163  miles, 

*  Engineering  News,  February  24th,  1916. 
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Mr.  96  miles  longer  than  the  line  located  by  Major  Rogers,  and  for  the  traffic 
carried  in  1912  and  1913,  when  the  question  of  double-tracking  and 
revising  the  line  was  being  studied,  it  was  seriously  proposed  to 
abandon  the  Rogers  Pass  route  and  build  by  way  of  the  Columbia 
River,  as  almost  enough  could  be  saved  in  the  cost  of  operation  on  this 
longer  line  to  pay  the  interest  on  the  construction  of  the  new  line,  and 
a  great  deal  more  than  the  difference  in  the  cost  of  the  two  lines,  had 
the  Company  been  fortunate  enough  to  build  around  there  in  the  first 
place.  ISTevertheless,  the  Company  is  now  thankful  to  Major  Rogers, 
for,  had  it  originally  built  the  line  around  by  way  of  the  Columbia 
River,  the  writer  is  sure  that  it  would  never  have  been  abandoned  for 
the  present  line,  which,  with  the  tunnel  and  heavy  business,  is  more 
economical,  especially  in  time,  than  operating  the  longer  distance  by 
way  of  the  Columbia  River.  The  Company  should  be  especially  thank- 
ful to  Mr.  Sammy  Sykes,  the  Locating  Engineer,  who  was  responsible 
for  the  "Loops"  on  the  west  slope  of  the  Selkirk  Mountains,  inasmuch 
as  the  original  location  ran  straight  down  the  north  bank  of  the 
lllicillewaet,  where,  to  this  day,  signs  of  some  abandoned  construction 
work  can  be  seen,  but,  in  order  to  save  money  at  the  expense  of  dis- 
tance, Mr.  Sykes  put  in  the  "Loops."  The  result  of  introducing  these 
'•Loops"  brought  the  constructed  line  into  the  valley  of  the  lllicillewaet, 
very  close  to  the  West  Portal  of  the  Tunnel. 

These,  the  writer  thinks,  are  two  instances  which  illustrate  the  fact 
that  it  is  never  very  safe  to  be  too  sure  in  a  criticism.  Here  are  two 
cases  which  could  be  looked  on  as  blunders,  as  the  increased  cost  of 
operation,  in  the  one  case  on  account  of  the  heavy  grades  and  the  large 
rise  to  be  overcome  and  in  the  other  case  operating  over  the  longer 
distance  of  line  without  improvement  in  grades,  with  a  reasonable 
volume  of  traffic,  would  be  greater  than  the  interest  on  the  money 
that  was  saved  in  construction,  but  which  really  turned  out  to  be  a 
benefit  rather  than  otherwise. 

Mr.  Davies  asks  for  information  regarding  the  economics  of  using 
the  pioneer  tunnel.  To  quote  further  from  the  writer's  report  of  !March 
13th,  1913,  to  the  Management: 

"This  method,  of  course,  is  only  applicable  where  the  rock  will 
stand  without  artificial  support,  at  least  during  the  time  of  construc- 
tion. Where  the  material  must  be  artificially  supported,  then  the  top 
heading  is  the  surest,  and  I  think,  the  best  way.  Tlie  progress  of  the 
work  by  this  method,  as  I  said  before,  depends  only  on  the  speed  that 
the  pioneer  tunnel  can  be  driven.  If  rock  is  self-supporting.  I  see  no 
reason  why  from  20  to  25  ft.  per  day  could  not  be  made.  Placing  the 
cost  of  driving  the  small  tunnel  at  $30  per  ft.,  that  is  the  only  part  of 
the  work  that  would  be  rushed  under  higli  jjressure,  and  the  heading 
proper  can  be  taken  out  at  least  $5  per  ft.  cheaper  than  if  the  work 
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must  be  done  under  pressure,  then  the  bench  containing  IS  cu.  yd.  per  Mr. 
ft.  (neat  section)  can,  on  account  of  there  being  no  interruptions  to  Sullivan. 
wait  for  drilling  or  cleaning  up  to  put  in  breast  holes  or  knocking 
down  material  in  order  to  get  pipes  into  the  heading,  at  a  low  estimate, 
be  taken  out  75  cents  per  cu.  yd.  cheaper,  or  $13.50  per  ft.,  which  would 
make  a  saving  in  excavation  of  tunnel  proper  of  $18.50  per  ft.,  leaving 
$11.50  to  be  taken  care  of  in  interest  saved  account  making  greater 
speed.  In  my  report  to  you  of  October  22d,  1912,  I  estimated  an  annual 
saving  of  about  $226  000,  but  all  my  tigures  were  very  conservative, 
and  I  took  into  account  only  one  or  two  of  the  larger  factors  of  the 
extra  e:xpense.  Mr.  Bogue's  more  accurate  figures  show  a  saving  of 
over  $370  000.  However,  his  estimate  for  fuel  per  h.p.  hour  was  40% 
higher  than  the  figure  I  used,  and  the  price  of  coal  was  17%  higher 
than  the  price  I  assumed.  His  price  is  more  accurate  than  the  one  I 
used,  biit  assuming,  for  the  sake  of  being  conservative,  that  the  average 
between  the  two  estimates  would  be  approximately  correct,  that  would 
mean,  say  $300  000  per  year  saving,  to  say  nothing  of  the  interest  on 
the  $3  000  000  or  $4  000  0000  that  will  be  invested  in  construction,  from 
which  we  will  not  be  receiving  any  benefit  until  the  work  is  completed. 
Therefore,  if  this  tunnel  can  be  completed  one  year  sooner  by  using 
this  method,  the  saving  thus  made  will  a  great  deal  more  than  save  the 
$11.50  additional  cost  of  the  pioneer  tunnel." 

That  these  estimates  were  conservative  has  been  proved  by  the 
results,  which  were  better  than  the  estimates.  The  pioneer  tunnel, 
from  the  most  careful  studies  of  the  information  at  hand,  cost  about 
$28  per  ft.  instead  of  $30,  as  estimated.  There  was  a  great  deal  large?" 
difference  than  75  cents  per  cu.  yd.  between  the  actual  cost  of  enlarg- 
ing the  tunnel  by  this  method  and  the  estimated  cost'  of  enlarging 
without  the  use  of  the  pioneer  tunnel;  and  another  item,  not  taken 
into  account  in  this  estimate,  was  the  fact  that  the  pioneer  tunnel  only 
had  to  be  driven  less  than  four-fifths  of  the  total  distance.  This  was  an 
indeterminate  factor  at  the  time  these  estimates  were  made,  and  the 
writer  purposely  omitted  referring  to  it,  as  it  was  desired  to  have  the 
estimates  of  this  untried  method  conservative  in  any  reports  made  to 
the  Management. 

It  has  been  stated  by  some  that  this  method  is  not  applicable 
where  there  are  soft  spots  in  the  rock.  If  the  soft  rock  encountered 
does  not  exceed  50%  of  the  total,  the  writer  is  confident  that  this 
method  would  still  prove  more  economical  than  any  other  which  has 
yet  been  tried,  for  the  reason  that  when  the  soft  places  are  encountered, 
there  is  plenty  of  time  to  stope  out  the  upper  part  of  the  arch  and 
timber  it,  so  that  when  the  steam  shovel  arrives  at  those  places,  there 
will  be  no  delay  whatever,  and,  instead  of  having  to  stope  out  the  entire 
section  by  hand,  as  is  necessary  in  the  under-heading  method,  only 
about  half,  or  less,  of  the  material  in  the  section  requires  to  be  removed 
in  this  manner. 
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Mr.  One  word  more  as  to   actual  costs:     To  quote  further  from  the 

Sullivan.  ^^^^^^^  ^^  ^^^^j^  ^g^j^^  -^g-^g. 

"I  figure  that  by  this  method  the  pioneer  tunnel  can  be  driven  for 
about  $30,  the  main  heading  for  about  $40,  and  that  the  bench  can  be 
taken  out  for  about  $54,  making  a  total  of  $124.  There  will  be  inci- 
dentals; contractors'  profit  should  not  amount  to  over  $20  per  ft.  Of 
course,  this  method  of  driving  the  tunnel,  v^orking  so  many  drills  at 
one  time,  will  require  a  larger  plant  than  if  only  one  heading  was 
driven,  and  that  at  a  slower  speed  than  we  contemplate." 

The  expectations  of  the  Railway  Company  have  been  more  than 
realized,  as  is  proved  by  the  speed  and  the  cost  of  the  work.  The  cost 
of  driving  this  tunnel  through  rock,  including  in  this  price  the  cost 
of  driving  19  610  lin.  ft.  of  pioneer  tunnel,  twelve  cross-cuts,  each  about 
40  ft.  long,  erecting  the  plant  (including  freight),  the  proportionate 
cost  of  building  about  5  miles  of  temporary  railway  tracks,  and  other 
overhead  charges,  plus  10%  on  all  expenditures,  will  amount  to  a 
little  less  than  $5  per  cu.  yd.  for  excavation  in  the  tunnel  proper. 

In  conclusion,  the  writer  wishes  to  say  that,  in  Europe,  where  it  is 
understood  that  drill  runners  get  from  90  cents  to  $1.25  and  laborers 
about  75  cents,  the  method  followed  in  driving  the  Loetschberg  Tunnel 
may  be  both  economical  and  rapid,  but  all  the  evidence  at  hand  goes  to 
show  that  where  one  pays  from  $5  to  $6  per  day  for  drill  runners  and 
from  $2.50  to  $3.50  per  day  for  laborers,  the  method  adopted  is  by  far 
the  most  economical. 

Mr.  A.  C.  Dennis,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  very 

enn'"-  grateful  to  those  who  have  been  interested  enough  to  discuss  his  paper, 
and  wishes  to  thank  them. 

In  reply  to  Mr.  Lauchli,  in  his  criticism  of  the  Railway  Company 
for  its  lack  of  geological  data  for  use  of  bidders,  it  would  appear  that, 
except  for  the  vicinity  of  the  portals,  the  Railway  Company  could  not, 
by  boring,  or  other  methods,  supply  information  beyond  what  was 
available  to  the  contractors  for  their  inspection  of  the  almost  unbroken 
rock  exposure  from  Rogers  Pass  to  Bear  Creek.  The  kind  of  rock  and 
its  pitch  are  obvious  from  inspection  along  the  railway,  and  from  the 
bare  rock  cliffs  above. 

The  writer  is  unable  to  agree  that  the  bottom  heading  method  of 
tunneling  is  "the  only  method  known  to-day,  which  insures  absolute 
success,  both  under  favorable  and  unfavorable  conditions."  In  good 
ground,  it  is  obviously  an  economic  question,  depending  to  a  large 
extent  on  the  cost  of  labor.  For  heavy  ground,  such  as  that  near  the 
portals  of  this  tunnel,  it  is  believed  that  the  bottom  heading  system  is 
unsuitable. 


•  Vancouver,  B.  C,  Canada. 
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There  •was  heavy  iiround  near  the  center  of  the  mountain,  in  this  Mr. 
tunnel,  which  required  timbering.  The  main  heading,  from  wall-plate 
level  up,  was  excavated  to  full  section  by  hand,  and  timbered  by  seg- 
ments from  the  wall-plate  set  on  rock.  When  the  enlargement  and 
shovel  operations  reached  this  point,  no  delay  or  damage  to  the  timber- 
ing or  bench  on  which  the  wall-plate  was  set  was  caused  by  blasting 
or  mucking  the  bench.  The  work  on  this  section  was  similar  to  that 
of  timbering  a  heading  and  taking  out  a  bench  afterward,  except  that 
the  muck  going  out  and  the  timber,  pipe  lines,  etc.,  in  this  case,  did 
not  interfere  with  other  operations,  as  would  have  been  the  case  with- 
out a  ''pioneer"'  heading. 

Mr.  Lauchli's  figures  for  bids  on  this  work,  and  his  costs  for  other 
tunnels,  do  not  appear  to  support  the  bottom  heading  system  as  being 
the  cheaper  method,  even  where  cheap  labor  is  available. 

!Mr.  Shailer  is  quite  right  that  750  boiler  h.p.  would  appear  to  be 
inadequate.  These  boilers,  of  750  nominal  h.p.,  however,  readily  pro- 
duced 1  000  h.p.,  by  reason  of  the  induced  draft.  The  fuel  used  was 
slightly  less  than  the  quantity  estimated.  The  fuel  estimate  in  figuring 
the  bid  was  based  on  22  lb.  of  coal  per  1  000  cu.  ft.  of  air  compressed 
to  100  lb.  by  the  gauge. 

The  compression  of  air  beyond  the  pressure  at  which  it  is  to  be 
used,  in  order  to  provide  for  pipe-line  losses,  is  an  economic  question 
which  was  given  due  consideration.  It  was  calculated  that  the  8-in. 
main  used  was  the  economic  size,  and  that  a  larger  pipe  would  not  save 
by  reducing  frictional  losses  to  compensate  for  additional  first  cost, 
less  salvage  value,  plus  labor  of  putting  down  and  removing.  The 
higher  air-pressure  requirements  noted  are  the  maximum,  and  only 
apply  for  a  short  period.  For  a  permanent  plant,  larger  pipe  would 
have  been  justified. 

It  is  doubtful  whether  modern  drills  will  result  in  much  increase 
in  tunneling  speed  by  the  "top  heading  and  bench"  system,  as  sug- 
gested by  Mr.  Keays.  The  heading  drilling  may  be  faster,  but  the 
bench  drilling  and  mucking  is  usually  the  limiting  feature  in  progress, 
and  hammer  drills  are  inefficient  in  long  down-hole  drilling.  The 
writer  must  disagree  with  Mr.  Keays'  statement  that  the  "ventilation 
between  the  working  face  and  portal  is  unimportant",  and  also  that 
the  pressure  system  is  preferable  to  the  exhaust.  The  exhaust  method 
only  requires  the  mechanical  removal  of  the  air  from  100  ft.  or  so  of 
the  heading,  but  the  pressure  system  requires  such  removal  for 
the  entire  timnel  length,  in  order  to  obtain  a  clear  tunnel.  The 
pressure  system  tends  to  mix  the  fresh  air  with  the  smoke  and  gas, 
rather  than  to  drive  the  smoke  out  bodily.  Wooden  pipe,  in  the  North- 
west at  least,  solves  the  ventilating  pipe  problem,  both  from  an  economic 
and  mechanical  standpoint.  it  ion  -;9o!>  lo^iiv/    '  'I 
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Mr.  Mr.  Lavis'  words  of  appreciation  are  very  welcome.     The  writer 

■  regrets  that  detailed  cost  figures,  which  are  the  real  test  of  any  work, 
have  to  be  withheld  to  conform  with  the  contractors'  policy  in  this 
respect,  but  will  go  so  far  as  to  say  that,  under  like  conditions,  even 
if  time  carried  no  bonus,  he  would  adopt  the  pioneer  method,  unless 
there  was  sufficient  time  to  drive  the  heading,  centrally  located,  en- 
tirely through  first,  and  muck  the  enlargement  from  one  end  only, 
and  that  never  again  would  he  use  a  top  heading  in  hard  rock. 

The  writer  regrets  that  the  report  referred  to  by  Mr.  Thomson,  by 
the  late  Virgil  G.  Bogue,  M.  Am.  Soc.  C.  E.,  is  not  his  property,  and 
he  is  unable  to  give  the  Society  the  pleasure  and  instruction  which  was 
his  privilege  in  studying  this  masterpiece  by  his  old  friend  and  Chief. 
Mr.  Thomson,  as  well  as  many  others  of  the  construction  days  of  the 
Canadian  Pacific  Railway,  will  regret  that  Major  Rogers'  name,  like 
others  who  helped  in  the  great  work,  will  soon  be  forgotten  on  that 
railroad.  The  Rogers  Pass  Station  has  been  abandoned,  and  the  name 
of  the  Rogers  Pass  Tunnel  has  been  officially  changed  to  Connaught 
Tunnel. 

To  Mr.  Davis,  the  writer  would  say  that  the  idea  of  a  pioneer  head- 
ing originated  in  the  desire  to  get  away  from  the  congestion,  smoke, 
general  confusion,  and  interference  of  one  operation  with  another,  ob- 
served in  tunnel  driving,  and  to  provide  muck  in  large  quantities  for 
handling  by  shovel.  His  work  in  coal  mines,  with  the  air  course  run 
with  the  main  entry,  suggested  the  pioneer  as  a  means  to  this  desired 
end.  The  Connersville  blowers  were  used  exclusively  for  exhausting 
from  the  working  faces,  and  would  produce  7  lb.  below  free  air  pres- 
sure. This  provided  satisfactory  ventilation  through  12-in.  pipe  for 
1^  miles,  at  which  point  a  second  blower  was  put  in,  working  as  a 
booster  on  the  same  pipe  line. 

The  general  wages  paid  were  40  cents  per  hour  to  drill  runners,  and 
35  cents  per  hour  to  others.  The  bonus  probably  averaged  25%  in 
addition  to  these  rates. 

To  Mr.  Knowles,  the  writer  has  to  say  that  the  contractor  he  men- 
tions is  the  one  referred  to  in  the  paper  as  having  a  sub-contract  for 
labor  and  explosives  in  certain  headings  for  a  short  time,  but  whose 
sub-contract  was  cancelled  on  account  of  unsatisfactory  work.  Mr. 
White  also  seems  to  have  been  misinformed  in  crediting  this  former 
sub-contractor  with  the  speed  made.  He  and  all  his  organization  left 
the  work  a  year  before  Mr.  White's  visit,  at  which  time  only  a  short 
length  of  heading  had  been  driven  in  the  rock. 

In  regard  to  Mr.  Dougherty's  point,  as  to  whether  this  tunnel  could 
not  have  been  built  for  less  cost  by  other  methods,  it  is  difficult  to  say. 
The  writer  docs  not  think  so,  but  would  be  much  interested  in  a  com- 


f 


DISCUSSION  OX  TUNNEL   CONSTRUCTION   METHODS  497 

parison  of  costs  of  other  tiinnels  with  those  quoted  from  Mr.  Sullivan's     Mr. 
article,  due  allowance  being  made  for  extra  cost  for  long  tunnels,  and    ^°°'^- 
bearing  in  mind  that  this  tunnel  was  not  in  "ideal"  or  "made-to-order" 
ground.    The  West  Portal  earth  section  was  very  difficult,  and  the  rock 
section  was  hard  to  break,  as  illustrated  by  the  average  explosives  used 
in  the  pioneer  heading,  that  is,  15  lb.  of  60%  gelatine  per  cu.  yd. 

Mr.  Dougherty's  point,  that  all  excavation  should  be  taken  out  dur- 
ing construction  to  allow  for  lining,  is  well  taken.  The  extra  excava- 
tion can  be  done  during  construction  for  probably  10%  of  the  cost  of 
enlarging  under  traffic.    No  tunnel  is  entirely  safe  until  it  is  lined. 
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Synopsis. 

This  paper  is  descriptive  of  the  design  and  construction  of  a  steel 
sheet-pile  coffer-dam  of  unusual  type.  This  dam,  so  far  as  known,  is  the 
highest  on  record. 

In  outline  the  coffer-dam  is  a  cellular  steel  sheet-pile  structure, 
designed  for  a  pressure  head,  of  soft  mud  and  water,  of  about  65  ft., 
having  the  cellular  spaces  filled  with  earth  and  clay  to  form  the  water 
seal,  and  held  against  the  external  pressure  by  an  embankment  of 
rip-rap  or  broken  rock.  All  the  steel  sheet-piling  forming  the  cellular 
spaces  or  "pockets"  is  in  single  pieces,  many  of  which  are  more  than 
70  ft.  long. 

Descriptive  and  Historical. 
On  the  refusal  of  the  Secretary  of  War  to  grant  any  further  exten- 
sion of  the  pierhead  line  in  the  Chelsea  District,  thereby  preventing 
permanent  additions  to  the  present  piers  and  thus  making  it  impossible 
to  dock  the  new  large  transatlantic  liners — more  than  900  ft.  long — at 
that  locality,  the  City  of  New  York  was  obliged  to  secure  another  site 
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which  would  permit  the  construction  of  piers  long  enough  for  such 
vessels;  and  on  April  10th,  1913,  the  Commissioner  of  Docks,  Mr. 
R.  A.  C.  Smith,  presented  a  plan  providing  for  a  pier  150  ft.  wide, 
at  the  foot  of  West  46th  Street,  extending  1  000  ft.  inshore  from  the 
established  pierhead  line,  and  a  half-pier  at  the  foot  of  West  44th 
Street,  with  a  slip  room  of  360  ft.  between  them,  and  a  temporary 
slip,  on  the  north  side  of  the  West  46th  Street  pier,  237  ft.  6  in.  wide. 
This  plan  was  adopted  by  the  Commissioners  of  the  Sinking  Fund  on 
April  30tli,  1913,  and  steps  were  immediately  taken  to  acquire  the 
necessary  property. 

It  was  apparent  from  the  general  configuration  of  Manhattan 
Island  in  this  vicinity  that  rock  would  be  encountered  over  the  inshore 
portion  of  the  site  of  the  proposed  pier  and  slips.  This  rock  surface 
was  developed  inshore  from  the  existing  bulkheads  by  wash-borings, 
and  outshore  from  the  bulkheads  in  the  then  existing  slips  by  shod 
test  piles.  The  development  over  the  entire  pier  site  out  to  the  pier- 
head line,  by  these  means  and  the  usual  test  piles,  indicated  that  the 
character  of  the  river  bottom  varied  from  rock  at  an  average  depth 
of  about  20  ft.  below  mean  low  water  at  the  inshore  end  to  a  very  soft 
mud  at  the  outshore  end,  where  it  would  be  necessary  to  use  fully 
lagged  piles,  from  85  to  89  ft.  long. 

In  order  to  make  proper  depth  of  water  for  the  giant  liners,  drawing, 
when  loaded,  about  38  ft.,  it  was  determined  to  provide  for  a  depth 
in  the  slips  of  44  ft.  below  mean  low  water,  as  records  show  that 
extreme  low  water  has  occurred  4  ft.  below  mean  low  water,  and  it 
was  decided  that  there  should  be  a  clearance  of  at  least  2  ft.  between 
the  ship's  keel  and  the  bottom  of  the  slip,  especially  in  that  portion 
where  rock  forms  the  floor  of  the  slip. 

The  sub-surface  conditions  thus  developed  and  the  decision  to 
secure  a  depth  of  44  ft.  below  mean  low  water  in  the  slips  plainly 
indicated  the  necessity  for  adopting  a  type  of  pier  which  would  reduce 
to  a  minimimi  the  quantity  of  submarine  work  to  be  done,  and  a 
method  of  procedure  which  would  insure  safe,  workmanlike,  and 
economical  construction.  Accordingly,  a  solid  filled  type  was  adopted 
for  the  inshore  portion,  about  220  ft.  long,  consisting  of  concrete 
retaining  walls,  to  retain  the  filling  and  provide  wharfage  face,  founded 
on  bed-rock,  thus  utilizing  the  rock  bottom  over  this  portion  of  the 
pier  area. 
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The  larger  quantity  of  rock  excavation  necessary  with  submarme 
blasting  over  that  within  the  cotiter-dam,  in  order  to  make  certain 
that  the  excavation  would  be  carried  to  the  lines  and  grades  required; 
the  advantage  of  being  able  to  control  the  surfacing  of  the  rock  for 
the  pier  and  slip  walls,  and  to  prepare  the  rock  surface  for  the 
foimdation  of  these  walls;  and  the  desirability  of  building  these  walls 
"in  air";  all  indicated  the  wisdom  of  prosecuting  the  work  within 
a  coffer-dam  to  be  built  so  as  to  enclose  the  entire  site  of  the  work, 
extending  from  the  center  line  of  West  44th  Street  northward  to  the 
center  line  of  West  47th  Street,  a  distance  of  780  ft. 

Design. 

Having  decided  on  the  coffer-dam  method  of  construction,  the  type 
to  be  used  was  made  the  subject  of  careful  consideration.  The  area 
to  be  enclosed  prohibited  the  use  of  bracing,  and  the  unbraced  steel 
sheet-pile  type  of  coffer-dam  was  naturally  suggested.  Coffer-dams 
of  this  type  had  been  used  previously  by  the  United  States  Govern- 
ment, at  Black  Rock  and  at  Havana.  There  it  was  expected  that 
the  filling  within  the  pockets  wo\ild  make  them  stable  against  the 
external  pressure,  unaided,  but  in  both  cases  it  was  fo^and  necessary 
to  place  an  embankment  of  stone  against  the  pockets,  and  in  the 
case  at  Havana,  extensive  bracing  to  the  Maine  was  also  placed,  in 
order  to  stop  the  continuous  inward  movement  of  the  coffer-dam. 

In  a  coffer-dam  of  this  type  the  internal  frictional  resistance 
of  the  filling  takes  the  place  of  the  cohesion  in  a  solid,  and  analysis 
would  show  that,  with  material  having  a  natural  slope  of  not  more 
than  3  to  1,  failure  would  occur  in  vertical  as  well  as  horizontal  shear, 
though  the  resultant  passes  through  the  middle  third  of  the  base. 

The  material  overlying  the  rock  at  West  46th  Street  is  a  clayey 
raud,  the  natural  slope  of  which  is  probably  not  as  good  as  3  to  1, 
thus  prohibiting  its  use  to  obtain  stability. 

It  had  been  decided  to  dredge  over  the  site  of  the  coffer-dam  to 
30  ft.  below  mean  low  water,  leaving  the  remaining  material  to  furnish 
support  for  the  sheet-piles.  The  difficulty  of  removing  the  material 
from  within  the  pockets  and  substituting  better,  as  well  as  the  greater 
cost  of  a  coffer-dam  of  this  type,  due  to  the  larger  quantity  of  steel 
sheet-piling  required,  led  to  the  adoption  of  the  type  shown  by  Fig.  2. 
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It  should  be  noted  that,  where  no  embankment  is  placed  against 
the  pockets,  the  sheet-piles  will  be  subjected  to  the  pressure  of  the 
entire  depth  of  filling  at  all  times,  and  as  the  water  after  pumping 
may  be  expected  to  remain  in  these  pockets  for  at  least  one-half  their 
depth,  if  not  more,  as  was  the  case  at  Havana,  these  sheet-piles  will 
also  be  subjected  to  this  hydrostatic  pressure,  necessitating  a  closer 
spacing  of  the  diaphragms  than  where  embankments  are  used. 


PLAN  OF  SHEET-PILE  POCKETS 
Fig.   2. 

In  the  type  of  colfer-dam  adopted,  the  sheet-pile  jiockcts  are  used 
merely  as  a  water  seal,  being  supported  against  the  external  hydro- 
static pressure  by  an  embankment  of  rip-rap  inside,  and  against  the 
pressure  of  the  rip-rap,  during  construction  and  before  pumping,  by 
a  smaller  eml)ankin(>nt  of  earth  outside. 
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This  type  of  coffer-dam  was  adhered  to,  except  along  the  crib  bulk- 
head at  "West  47th  Street,  where,  in  place  of  the  sheet-pile  pockets,  a 
single  line  of  steel  sheet-piling  was  driven,  with  an  embankment  of 
rip-rap  in  front,  the  space  between  the  sheet-piles  and  the  crib  being 
filled  with  earth.  Also,  because  of  the  limited  space  between  the 
inner  end  of  the  West  44th  Street  Pier  and  the  —  44-ft.  rock  contour 
line,  two  large  cylinders  filled  with  rip-rap  were  substituted  for  the 
pockets  and  embankment  at  this  point.  The  only  leaks,  as  described 
later,  were  encountered  at  these  two  places. 


Fig.  3. 

Pockets  6  and  22  were  made  12  ft.  wide  and  provided  with  sluice- 
ways at  a  grade  of  1  ft.  below  mean  low  water.  These  were  put  in 
chiefly  to  maintain  the  water  at  the  same  level  on  both  sides  of  the 
coffer-dam  during  the  construction  of  the  closing  pockets,  thus  avoiding 
any  unbalanced  pressure  due  to   changes  of  tide  before  the  placing 
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of  the  rip-rap  embankment,  and  also  to  let  the  water  into  the  coffer 
after  the  completion  of  the  excavation  and  construction. 
The  specifications  called  for  the  following: 

"The  steel  sheet-piling  shall  be  rolled,  interlocking  sheet-piling 
similar  and  equal  to  that  manufactured  by  the  Carnegie  Steel  Com- 
pany, type  M-104,  |-in.  web,  and  weighing  38  lb.  per  lin.  ft.,  or  that 
manufactured  by  the  Lackawanna  Steel  Company,  |-in.,  straight  web 
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Fig.  4. 


section,  and  weighing  37.2  lb.  per  lin.  ft.,  or  that  manufactured  by 
the  Jones  and  Laughlin  Steel  Company,  12-in.,  special  I-beam  section, 
and  5-in.  locking  bar,  weighing,  together,  36.1  lb.  per  lin.  ft.,  and 
shall  develop  a  tensional  strength  in  the  interlock  between  two  adjacent 
piles,  when  tested  on  pieces  about  3  in.  long,  of  not  less  than  9  500  lb. 
per  lin.  in." 

The  contractor  selected  the  type  made  by  the  Lackawanna  Steel 
Company,   shown   on   Fig.   2,   which   proved   very   satisfactory.     The 
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three-way  connection  pile  used  at  the  intersection  of  the  transverse 
and  outer  -walls  of  sheet-piling  weighed  about  85  lb.  per  ft. 

Stresses  in  Sheet-Pile  Walls  of  Pockets. 
Due  to  the  pressure  of  the  retained  filling,  the  sheet-piles  are  all 
iu  tension  transversely.  Their  resistance  to  this  tension  is  limited 
by  the  strength  of  the  interlock,  which  tests  show  will  exceed  9  000  lb. 
per  lin.  in.  "When  the  filling  is  done  in  a  proper  manner,  the  pressures 
from  each  side  of  the  transverse  walls  will  balance  each  other,  and 
the  tension  will  be  entirely  due  to  the  pressure  against  the  longitudinal 
sheet-pile  walls. 

p  d 

'=n' 

where  t  =  the  tension,  in  pounds  per  linear  inch,  in  the  transverse  walls ; 
p  =  the  pressure,  in  pounds  per  square  foot,  against  the  longi- 
tudinal walls  at  the  level  considered;  and 
d  =  the  distance  between  the  transverse  walls,  in  feet. 

The  longitudinal  sheet-pile  walls  are  arcs  of  a  circle,  and,  assuming 

them  to  be  subjected  to  a  radial  pressure  from  the  filling,  the  tension 

per  linear  inch  is : 

_p  B 
*i  —  3^ ' 

where  R  is  the  radius,  and  t^  =  t  where  R  =^  d. 

The  original  plan  required  the  pockets  to  be  filled  with  the  material 
remaining  on  their  inshore  sides  after  dredging.  It  was  considered 
possible,  therefore,  that  they  might  be  entirely  filled  before  depositing 
the  rip-rap  embankment.  In  this  case  the  sheet-piles  would  be  sub- 
jected to  the  pressure  of  about  58  ft.  of  filling.  Assuming  the  weight 
of  the  submerged  river  mud  at  80  lb.  per  cu.  ft.  and  its  natural  slope 
at  3*  to  1, 

p  =  0.57  X  80  X  58  =  2  600  lb.  per  sq.  ft., 

and  as  r  =  cZ,  the  maximum  stresses  in  the  longitudinal  and  trans- 
verse walls  are  equal  and  given  by 

^  -2  600  X  24  ^  ,  ,._^   . 

12  * 

The  possibility  of  avoiding  unduly  straining  the  sheet-piles  by 
deiwsiting    some    of    the    embankment    before    completely    filling    the 
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pockets  was  considered,  and  was  actually  found  advisable,  as  explained 
later. 

Tests  on  Model  Embankment. 

To  obtain  information  regarding  the  probable  behavior  of  a  rip-rap 
embankment  under  various  conditions  of  pressure,  some  tests  were 
made  with  a  model,  one-twentieth  the  size  of  the  embankment,  placed 
against  the  inshore  side  of  the  sheet-pile  pockets,  or  42  in.  in  height 


M.UW  fl'i'-- 


Single  bill 
Oradc  on  front  line  lop  of  wall  =  4  9.65' 
..       ■.    rear     "     ..    ••     ..    =  ,  0.71 ' 

PLAN 

Fig.  5. 
at  the  rear.     These  tests  are  incomplete,  but,  though  it  was  found 
necessary  to  discontinue  them,  they  are  given  here  for  whatever  value 
may  be  derived  from  them. 

The  testing  apparatus  provided  a  bottom  having  tlie  average  slope 
of  the  rock  floor  at  West  46th  Street,  G  to  1,  and  also  glass  sides,  3  ft. 
apart,   in  order  to  observe  the  effect  of  pressures  on  the  mass.     The 
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board,  against  which  the  embankment  was  placed  and  by  which  the 
pressures  were  transmitted  to  the  embankment,  was  fitted  so  as  to 
slide  inward  on  the  bottom  and  between  the  glass  sides.  The  embank- 
ment consisted  of  broken  stone  weighing  as  placed  about  93  lb.  per 
cu.  ft.,  and  varying  from  it  to  |  in.,  which  is  about  one-twentieth 
the  size  of  rip-rap.  The  pressures  were  obtained  by  using  two  calibrated 
steel  car  springs,  which  were  compressed  by  a  nut  working  on  a 
threaded  bolt,  passing  partly  through  each  spring,  and  fastened  to 
the  backing  blocks  attached  to  the  base  of  the  apparatus.  The  pressures 
applied  were  determined  from  the  decrease  in  length  of  the  springs, 
a  gauge  being  used  for  each  spring,  giving  the  pressure  directly  in 
pounds. 

In  order  to  determine  the  behavior  of  the  embankment  under  pres- 
sure, vertical  lines  were  marked  on  the  ground-glass  sides,  and  along 
them  columns  of  small  wooden  blocks  were  laid  up  in  the  embank- 
ment. These  columns  of  blocks  moved  with  the  embankment,  and 
the  extent  of  their  displacement  from  their  original  positions  was 
measured  as  the  pressure  was  increased.  Figs.  6,  Y,  8,  and  9  are 
reproduced  from  photographs  showing  various  views  of  this  model. 

Six  tests  were  made  with  this  model  under  different  conditions,  with 
the  results  shown  by  Figs.  11,  12,  and  13. 

In  Test  1,  the  board  transmitting  the  pressure  extended  the  full 
height  of  the  embankment,  or  3  ft.  6  in.  The  embankment  had  a  berm 
of  10  in.,  and  the  pressure  was  applied  at  one-third  the  height  from 
the  bottom. 

In  all  the  tests  the  embankment  was  3  ft.  6  in.  high,  but,  in  all  but 
Test  1,  the  board  was  only  33  in.  high,  being  placed  against  the  upper 
33  in.  of  the  embankment,  the  lower  edge  of  the  board  being  approxi- 
mately in  the  horizontal  plane  through  the  toe.  The  pressure  in 
Tests  2,  3,  and  4  was  applied  at  one-third  the  height  of  the  board 
from  its  lower  edge.     Tests  5  and  6  will  be  referred  to  later. 

The  object  of  these  tests  was  to  determine  the  extent  of  the  distor- 
tion which  would  take  place  in  such  an  embankment  under  pressure, 
as  well  as  its  ultimate  resistance. 

Figs.  11  and  12  show  the  distortion  throughout  the  mass  in  Tests 
1  and  2,  obtained  by  measurements  of  the  displacement  of  the  blocks 
of  wood  referred  to.  Also,  the  curves  of  deflection  of  the  embankment 
with  the  increase  of  pressure  are  shown  by  Fig.  13. 
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In  Test  1,  at  a  pressure  of  about  2  375  lb.,  a  tendency  to  break, 
about  through  the  horizontal  plane  through  the  toe,  was  observed, 
and  is  indicated  by  the  breaks  in  the  lines  in  Fig.  11  at  this  pressure, 
as  well  as  in  the  break  in  the  curve  of  deflection  shown  in  Fig.  13. 

The  pressure  above  the  horizontal  plane  through  the  toe  corre- 
sponding with  2  375  lb.  on  the  whole  board  is  1  460  lb.  The  weight 
of  the  embankment  above  this  plane  is  about  1  900  lb.,  and  the  corre- 
sponding value  of  fi  is  0.77,  as  compared  with  0.83  indicated  by  the 
natural  slope  of  1.2  to  1. 

A  second  break  occurs  in  the  deflection  curve  in  Fig.  13  at  a 
pressure  of  2  750  lb.  Assuming  this  as  an  indication  of  sliding  up 
the  inclined  bottom,  taking  the  weight  of  the  embankment  at  2  380  lb., 
the  tangent  of  the  angle  made  by  the  bottom  with  the  horizontal  at 
I,  and  substituting  those  values  in  the  formula, 

^  p  _  tan.  a  W 
^  ~  W  -{-  tan.  a  P' 

we  have  a  value  for  fi,  the  coefficient  of  friction  of  the  stone  on  the 
wood  bottom,  =  0.83.  This  high  value  is  presumed  to  be  due  to 
the  probability  of  the  stones  becoming  embedded  in  the  wood  to  some 
extent. 

Considering  the  break  in  the  deflection  curve  for  Test  2,  Fig.  13, 
at  1 280  lb.  as  an  indication  of  sliding  along  the  horizontal  plane 
through  the  lower  edge  of  the  pressure  board,  the  weight  of  the 
embankment  above  this  plane  being  about  1  750  lb.,  the  resulting  value 
of  fx  for  broken  stone  on  broken  stone  is  0.73.  The  critical  pressure 
of  1  000  lb.  in  Test  3  gives  a  value  for  fj.  of  0.80.  These  values  com- 
pare with  0.83  indicated  by  the  natural  slope  of  1.2  to  1. 

The  movement  of  the  embankment  in  these  tests,  accompanying 
each  increase  of  pressure,  would  apparently  cease  in  a  very  short 
time.  The  readings  of  both  pressures  and  movement  were  then  taken, 
and  the  next  increase  of  pressure  effected.  It  became  evident,  how- 
ever, that,  particularly  for  the  higher  pressures,  further  movement  will 
occur  when  more  time  is  allowed.  This  is  illustrated  in  Test  2,  Fig. 
12,  under  pressure  8,  in  which  case  the  pressure  against  the  embank- 
ment dropped  from  1  805  to  1  5G5  lb.  over  night,  accompanied  by  a 
corresponding  movement  of  the  embankment.  To  determine  the  effect 
of  time,  Test  4  was  made  on  an  embankment  similar  to  that  used  in 


Fig.  6. — Side  View  of  Mode^^,  Showing  Displacement  of  Columns  of  "Wooden 
Blocks  at  End  of  Test  1,  When  the  Pressure  Against  the  Embank- 
ment HAD  Reached  2  810  Lb.     The  Black  Vertical 
Lines  Show  the  Original  Position  of  the 
Columns  of  Wooden  Blocks. 


Fig  7. — Front  View  of  Model,  Showing  Slope  of  Broken  Stone  Embankment. 


-Side  and  Rear  of  Model,  Before  Application  of  Pressure  in  Test  2, 
Showing  Columns  of  Wooden  Blocks  Laid  Up  Along 
Black  Lines  on  Glass  Sides. 


Fig.  9. — Side  View  of  Model  at  End  of  Test  2,  When  Pressure  had  Reached 
1  810  Le,      Note  Displaceme.vt  of  Wooden  Blocks. 
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Test  2,  with  a  berm  of  10  in.  The  springs  were  compressed  until  they 
indicated  a  pressure  of  1  060  lb.  The  accompanying  movement  of  the 
embankment  at  the  top  was  0.07  in.  At  the  end  of  1  week,  the  springs 
indicated  a  pressure  of  950  lb.,  and  this  drop  in  pressure  was  accom- 
panied by  an  additional  movement  of  0.045  in.  at  the  top  of  the 
embankment.  At  the  end  of  1  month,  the  pressure  had  dropped  to 
900  lb.,  with  a  further  displacement  of  the  embankment  at  the  top 
of  0.08  in.  Observation  of  the  embankment  at  the  end  of  the  second 
month  indicated  no  further  change  either  in  pressure  or  displacement. 


Dotted  lineB  are  vertical  Hues  at 
sides  of  embankment  before  application  of 
prcHBure.  Full  lines  show  their  distortion 
under  pressure,  (fivin^j  averatje  distortion 
of  both  sides  of  embankment. 


'"■'^^^K^i^iusr 


°pvu~r 


Fig.   11. 

This  test  does  not  show  that  the  embankment  would  not  have  come 
to  rest  in  time  under  a  pressure  greater  than  900  lb.  constantly 
applied,  which  could  not  be  determined  with  the  apparatus  used, 
as  any  movement  of  the  embankment  necessarily  results  in  a  par- 
tial release  of  the  springs,  and  consequently  a  decrease  in  pressure. 

Tests  5  and  G  were  undertaken  to  determine  the  effect  of  applying 
the  pressure  at  a  point  above  the  center  of  gravity  of  the  embank- 
ment as  well  as  the  effect  of  friction  along  the  face  of  the  embank- 
ment in  contact  with  the  board. 
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The  embankment  used  in  these  tests  was  the  same  as  that  in  Test 
2,  except  that  the  width  of  the  berm  was  about  6  in.  In  the  case  of 
Tests  5  and  6,  the  pressure  was  applied  at  two-thirds  of  the  height 
above  the  bottom  of  the  board.  In  Test  5  the  board  was  free  to  move, 
as  in  the  previous  tests,  and  in  Test  G  the  board  was  anchored  at  the 
bottom  with  hinges.  The  results  are  given  by  the  curves  of  deflection 
of  the  top  and  bottom  of  the  board,  as  shown  in  Fig.  13. 

The  curve  for  Test  5  indicates  an  ultimate  resistance  of  about 
600  lb.  to  a  pressure  applied  at  two-thirds  of  the  height,  which  about 


TEST  2. 

Scale  of  Inches 


♦  S  = 
10= 

u= 

12  = 


S'Vo 
lUSO 
12S0 
13»'J 
IISW 
1570 

1805-1505 
1965 
1545 
1T50 
ISIO 


*  Springs  indicateil  a  drop  of 
pressure  to  1565  poands  over  night. 

t  Pressure  was  lowered  after 
No.9  to  about  1000  pounds  with- 
out effect  on  embankment  and 
then  raised  to  Xo.10. 


Fig.   12. 

agrees  with  the  theoretical  resistance,  on  the  assumption  of  a  coeffi- 
cient of  friction  of  0.83  developed  along  horizontal  planes  in  the  mass. 
This  is  only  one-half  the  resistance  of  the  similar  embankment  used  in 
Test  2  under  pressure  applied  at  one-third  of  the  height. 

The  tendency  of  the  rear  of  the  embankment  to  rise  under  pres- 
sure, carrying  the  board  with  it,  was  very  evident  in  Tests  1,  2,  and  3. 
In  Tests  5  and  6  the  movement  was  entirely  horizontal.  To  deter- 
mine the  effect  of  friction  between  the  board  and  the  face  of  the 
embankment,  the  board,   in   Test  G,  was  anchored  as  mentioned  pre- 
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Deflection  of  Embankment, 
in  Inches. 


Deflection  of  Top  of  Embankment,  in  Inches. 
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Deflection  of  Top  of  Embankment,  In  Inches. 
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viously.  The  result  is  sho^\'n  by  tlie  lower  curve,  Fig.  13.  Considering 
the  resistance  developed  along  horizontal  planes  in  the  embankment,  and 
assuming  a  value  of  0.83  for  the  coefficient  of  friction  for  both  stone 
on  stone  and  stone  on  wood,  the  ultimate  resistance  in  this  case 
sho\;ld  be  about  2  500  lb.  Under  the  maximum  pressure  developed  in 
this  test  (2  400  lb.),  no  indication  of  failure  was  evident.  The  excess- 
ive deflection  of  the  embankment  made  it  impracticable  to  carry  this 
test  further.  The  friction  along  the  face  in  contact  with  the  board 
would  evidently  be  more  effective  the  lower  the  point  of  application 
of  the  pressure.  These  results  should  be  of  value  in  the  design  of 
bulkhead  walls. 

The  theoretical  active  pressure  for  the  embankment  in  Test  1 
would  be  about  280  lb.,  and  that  in  Test  2,  about  170  lb.  If  the  curve 
for  Test  1,  Fig.  13,  is  extended,  it  will  indicate  a  zero  deflection  at 
800  lb.,  and  for  Test  2,  a  zero  deflection  at  about  600  lb.  In  Test  4, 
the  board  rested  against  a  wale  near  the  top  before  the  pressure  was 
applied,  a  thin  slab  of  wood  having  been  placed  between  the  board  and 
this  wale.  Any  movement  of  the  embankment  would  release  the  slab 
of  wood,  and  this  occurred  when  the  springs  indicated  a  pressure  of 
850  lb.,  checking  the  results  obtained  from  the  deflection  curve  as 
closely  as  could  be  expected.  These  results  seem  to  indicate  a  maxi- 
mum resistance,   without   deflection,  of  about  three  times  the  active 

pressure. 

Construction. 

•  Pile-Driving. — The  driving  of  the  sheet-pile  pockets  in  the  designed 
shape  was  accomplished  by  driving  four  timber  piles  in  the  location 
for  each  pocket,  and  these  served  to  supi)ort  a  plank  templet  slightly 
smaller  than  the  size  of  the  pocket,  around  which  the  steel  piles  were 
set.  The  piles  of  the  first  five  pockets  were  set  in  such  order  that 
the  closure  occurred  in  the  inshore  panel,  the  remaining  pockets  being 
set  so  that  the  closure  came  in  the  diaphragm  common  to  adjoining 
pockets,  it  being  easier  to  get  a  good  fit  for  the  closure  pile  in  the 
straight  diaphragm  than  in  the  curved  inner  panel. 

In  setting  the  piles,  their  own  weight  caused  them  to  settle  in  the 
mud  to  a  depth  of  about  20  ft.,  so  that  they  were  required  to  be  driven 
only  about  10  ft.  The  driving  was  done  with  a  "New  Monarch"  type 
of  steam  hammer,  weighing  about  4  000  lb.,  bolted  to  a  frame  which 
fitted  over  the  piles  and  held  the  hammer  in  a  vertical  position,  the 
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hammer  plate  being  wide  enough  to  d^rive  three  piles  at  once.  After 
being  driven  in  sets  of  three,  the  individual  piles  were  driven  with  a 
follower,  in  order  to  insure  contact  of  each  with  the  rock.  As  the 
first  five  pockets  were  in  the  area  formerly  occupied  by  the  inner  end 
of  the  West  47th  Street  pier,  a  considerable  quantity  of  timber  was 
encountered,  which  made  the  setting  and  driving  of  the  piles  difficult. 
In  the  case  of  Pockets  3,  4,  and  5,  timber  was  encountered  near  the 
surface  of  the  mud,  which  caused  some  of  the  piles  to  project  so  high 
when  they  were  set  that  it  was  necessary  to  drive  them  with  a  steam 
hammer  down  to  grade,  which  would  allow  the  adjoining  piles  to  be 
entered.  This  resulted  in  throwing  Pockets  4  and  5  so  far  out  of 
plumb  that  the  piles  adjoining  the  closure  pile  in  each  pocket  were 
farther  apart  at  the  bottom  than  at  the  top.  The  hard  driving  neces- 
sary to  draw  these  adjoining  piles  together  caused  the  rupture  of  one 
jaw  of  the  closure  pile  in  Pocket  5,  leaving  a  gap  in  the  inner  panel 
of  about  25  ft.  from  the  rock  bottom.  A  similar  condition  was  pro- 
duced in  placing  the  closure  pile  in  the  diaphragm  between  Pockets 
8  and  9,  it  being  impossible  to  detect  the  fact  that  the  closure  pile 
hud  passed  out  of  the  adjoining  jaws. 

There  was  no  difficulty  in  driving  the  piles  to  rock  between 
Pockets  8  and  35,  the  bottom  having  been  dredged  to  30  ft.  below  low 
water,  removing  practically  all  the  timber  usually  found  embedded  in 
the  upper  surface  of  the  mud. 

At  the  beginning  of  the  return  at  West  44th  Street,  however,  a 
great  deal  of  trouble  was  caused  by  the  proximity  of  the  two  large 
cylindrical  pockets  to  the  inner  end  of  the  44th  Street  pier.  Before 
dredging  was  done  at  this  point,  a  timber  crib  occupied  a  large  part 
of  the  area  covered  by  Pockets  35  and  36,  extending  under  the  inshore 
end  of  the  pier  shed.  In  dredging  with  a  dipper-dredge  it  was  impos- 
sible to  clear  out  the  bottom  of  the  crib  close  to  the  shed  on  account 
of  the  danger  of  damaging  the  structure,  «onscquently  some  of  the 
piles  in  Pockets  30  and  35J  encountered  the  projecting  ends  of  the 
round  crib  timbers.  Very  hard  driving  was  required  to  put  down  the 
piles  which  were  close  to  the  crib,  four  ])iles  in  Pocket  35J  requiring 
24  liours  of  driving  with  a  2-ton  steam  hammer.  Apparently,  these 
four  ])iles  passed  through  three  courses  of  crib  logs,  as  the  very  bad 
driving  occurred  in  three  stages,  yet  there  were  no  indications  that  they 
wore  parting  from  each  other  or  curling  up,  and  they  finally  brought 
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up  solidly  on  the  rock.  Evidently,  however,  there  was  a  rupture,  as 
practically  all  the  leakage  of  the  entire  dam  took  place  through  the 
outshore  side  of  Pocket  35^. 

The  setting  of  pockets,  which  was  begun  with  No.  1,  on  April 
10th,  1914.  was  continued  until  No.  27  was  reached,  on  June  19th, 
1914.  Owing  to  a  change  in  plan,  setting  was  then  suspended  until 
October  5th,  when  it  was  resumed  in  No.  35,  the  cylindrical  pocket, 
and  carried  thence  to  Pocket  44.  Pockets  28  to  30  were  then  set, 
Nos.  31  to  33  being  omitted  until  the  lighter  had  completed  the 
removal,  from  the  rear  of  the  dam,  of  all  the  mud  which  it  could  not 
reach  from  a  position  outside  the  dam.  The  lighter  was  then  placed 
outside  the  dam  and  the  remaining  pockets  were  set,  the  closure  being 
made  in  Pocket  31  in  the  middle  of  the  inshore  and  outshore  panels. 

Dredging  and  Filling  Pockets. — The  weakness  at  these  two  points 
was  soon  developed  when  the  filling  of  the  pockets  was  begun.  In  the 
case  of  Pocket  5,  the  mud  had  been  dredged  from  the  inshore  side  to 
a  depth  of  about  30  ft.  below  low  water,  the  material  being  placed  in 
the  pocket  to  a  grade  of  about  7  ft.  above  low  water.  There  was  thus 
a  head  of  about  37  ft.  of  mud  on  the  inner  panel,  which,  after  the 
lapse  of  a  few  hours,  completed  the  opening  of  the  gap  at  the 
closure  pile. 

In  order  to  repair  the  damage  it  was  necessary  to  remove  some  of 
the  filling  which  had  been  placed  in  Pockets  6  and  7,  and  thus  allow 
the  corner  pile  between  Pockets  5  and  6  to  be  pulled  back  into  a 
vertical  position.  The  distorted  piles  of  the  ruptured  panel  were 
removed  and  new  piles  were  placed,  two  being  added  to  the  original 
nxmiber  to  fill  the  space  caused  by  the  spreading  of  the  corners  when 
the  filling  was  suddenly  released. 

The  failure  of  the  diaphragm  between  Pockets  8  and  9  occurred 
when  the  filling  in  No.  8  .had  reached  —  12,  and  in  No.  9  when  it  had 
reached  —  20,  and  the  mud  inshore  from  the  two  pockets  had  been 
dredged  to  about  —  40  ft.  The  original  plan,  in  constructing  the 
dam,  was  to  dredge  the  material  in  the  rear  overlying  the  rock,  place 
it  in  the  pockets,  and  then  proceed  to  deposit  rip-rap  at  the  rear;  and, 
when  the  rip-rap  had  reached  the  level  of  the  mud,  outshore  from 
the  dam,  to  deposit  filling  outshore  in  sufficient  quantity  to  counteract 
the  pressure  ef  the  rip-rap. 
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The  failure  of  Pockets  5  and  8  made  it  evident  that  this  procedure 
would  have  to  be  modified,  unless  there  was  assurance  that  the  closure 
piles  were  not  under  considerable  initial  stress.  A  number  of  the 
closure  piles  had  required  considerable  driving,  and  it  was  decided  to 
avoid  unduly  stressing  them  by  proceeding  as  follows :  The  mud  in  the 
rear  of  the  dam  was  excavated  for  the  length  of  two  pockets  and  taken 
to  sea;  rip-rap  was  then  deposited  until  it  reached  the  grade  of  the 
original  bottom  in  the  pockets;  filling  was  then  placed  in  the  pockets, 
and  a  head  of  mud  and  earth  of  about  10  ft.  over  the  grade  of  the 
rip-rap  was  maintained  as  the  placing  of  rip-rap  was  continued.  Suf- 
ficient tension  was  thus  maintained  in  the  walls  of  the  pocket  to  make 
them  water-tight  without  subjecting  them  to  severe  loads.  The  filling 
comprised  a  mixture  of  mud  and  cellar  earth,  the  latter  being  dumped 
from  trucks  which  were  driven  along  a  platform  built  on  top  of  the 
dam.  As  the  earth  was  dumped  in  the  middle  of  the  pockets,  its 
greater  weight  forced  the  mud  up  along  the  walls,  providing  a  seal 
which  proved  to  be  absolutely  water-tight. 

During  the  time  required  for  the  foregoing  operation  of  dredging 
and  filling,  which  averaged  about  10  days  for  each  pocket,  the  unbal- 
anced pressure  of  the  mud  in  the  pockets  and  also  that  outshore  from 
the  latter  caused  them  to  lean  inshore.  The  mud  in  which  the  piles  were 
set  is  of  a  stiff,  clay-like  consistency  which  will  stand  at  a  steep  slope 
for  a  considerable  time  if  undisturbed.  The  impact  of  the  2-yd. 
buckets  of  mud  on  the  original  filling  in  the  pockets  apparently  was 
sufficient  to  destroy  the  cohesion  in  the  mass,  causing  it  to  exert  pres- 
sure tending  to  tip  the  pocket  inshore.  The  maximum  movement  of 
a  pocket  (No.  16)  immediately  after  the  completion  of  the  dredging 
v/as  i  ft.  in  24  hours,  and  there  was  a  maximum  total  movement  of 
about  2i  ft.  in  the  10  days  required  to  restore  the  balance  of  pressure 
on  the  sides  of  the  pocket.  The  average  movement  during  the  time 
of  placing  the  filling  was  about  IJ  ft.  The  balance  of  pressure,  once 
restored,  was  easily  maintained  by  placing  the  earth  embankment  out- 
shore to  counteract  the  pressure  of  the  rip-rap. 

In  dredging  and  filling  the  cylindrical  pockets  (Nos.  35  and  36)  a 
different  procedure  was  necessary,  on  account  of  the  change  in  the 
type  of  construction.  Whereas,  in  the  small  pockets,  the  pressure  of 
the  mud  inside  tended  to  hold  them  in  the  same  shape  as  when  they 
were  set,   in  these  cylinders,  as  it  was  necessary  to  clear  the  inside 


Fig.    14. — Laying   Out   Templates   foe   Driving    Sheet-Pili> 


Fig.    15. — Sheet-Pili.ng   for    Pockets    Driven. 


Fig.   16. — Driving  Steel  Sheet-Piling  for  Coffer-Dam. 


Fig.   1  ( .- — Large    Pocket,   and   Kip-Rap   E.meankment,   West   44th   Street. 
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of  mud  in  order  to  bring  the  rip-rap  in  contact  with  the  rock  bottom, 
there  was  some  danger  that  the  pressure  of  the  mud  around  the  out- 
side might  distort  or  collapse  the  cylinders.  This  danger  was  avoided 
by  dredging  aroimd  the  outside  of  the  cylinders  at  the  same  time 
tliat  deepening  was  going  on  within,  except  on  the  sides  which  were 
adjacent  to  the  crib.  Here  the  proximity  of  the  crib  precluded  any 
dredging,  and  it  was  necessary,  in  order  to  hold  the  pockets  in  shape, 
to  leave  a  fillet  of  stiff  mud  around  that  portion  of  the  circumference 
which  received  pressure  from  the  outside.  In  each  cylinder  the  rock 
was  cleared  of  mud  for  about  three-quarters  of  the  area  of  the  bottom. 
Immediately  after  the  completion  of  dredging  the  rip-rap  was  deposited 
uniformly  around  the  circumference,  maintaining  practically  the  cir- 
cular shape  throughout  the  operation. 

Pumping. — The  unwatering  of  the  coffer-dam  was  begun  on  March 
29th,  1915,  with  a  Morris  10-in.  centrifugal  steam  pump,  set  on  skids 
resting  on  the  rip-rap  embankment.  Steam  for  this  pump  was  fur- 
nished by  a  50-h.p.  locomotive  boiler  placed  on  the  top  of  the  dam. 
With  this  pump  the  level  of  the  water  was  lowered  from  0  to  —  13  ft. 
in  19  days,  the  pump  being  operated  only  16  hours  per  day,  in  order 
to  allow  the  rip-rap  embankment  to  consolidate  itself.  Meanwhile 
(April  13th),  a  leak  began  developing  in  the  single  line  of  piling 
along  the  face  of  the  crib  at  47th  Street,  about  100  ft.  from  the  river, 
and,  by  April  18th,  this  had  reached  the  capacity  of  the  pump.  The 
single  line  of  piling  which  forms  the  dam  along  47th  Street  was 
driven  on  a  line  parallel  to,  and  from  4  to  5  ft.  from,  a  rock-filled 
timber  crib  which  extends  along  47th  Street.  Along  the  face  of  this 
crib,  at  the  point  where  the  leakage  took  place,  there  was  none  of  the 
stiff  mud  which  acted  as  a  seal  elsewhere  along  the  dam.  Further- 
more, the  rock  fill  in  the  cells  of  the  crib  was  so  porous  that  the  river 
water  had  free  access  to  the  piling,  and,  although  earth  filling  was 
deposited  between  the  face  of  the  crib  and  the  sheet-piling,  its  thick- 
ness (about  4  ft.)  was  not  sufficient  to  prevent  a  considerable  flow 
between  the  piles  and  the  rock.  In  order  to  place  against  the  foot  of 
the  piling  material  which  would  not  be  drawn  through  by  the  flow  of 
water,  wooden  piles  were  driven  at  intervals  of  from  4  to  5  ft.  between 
the  steel  piling  and  the  face  of  the  crib.  These  were  then  withdrawn, 
and  the  holes  filled  with  a  mixture  of  sand  and  horse  manure  by  ram- 
ming down  charges  of  this  material  with  the  pile  until  the  stiffness 
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of  the  driving  indicated  that  the  cavity  was  filled.  By  thus  intro- 
ducing material  which  would  clog  easily,  and  by  consolidating  the 
earth  filling  for  about  50  ft.  along  the  sheet-piling,  the  flow  was 
reduced  to  small  proportions. 

During  the  9  days  required  to  stop  this  leak,  the  water  level  rose 
from  —  13  to  —  11  ft.,  although  the  10-in.  pump  had  been  running 
for  24  hours  per  day  for  the  last  4  days.  On  April  22d  the  level  again 
began  to  recede,  the  pumping  plant  being  supplemented  on  April 
29th  by  two  6-in.  and  one  4-in.  Alberger  centrifugal  pumps,  electric- 
ally operated.  These  were  on  a  raft  within  the  coffer-dam.  After 
setting  up  the  electrically  operated  pumps  they  were  run  continu- 
ously, and  the  10-in.  steam  pump  was  run  for  16  hours  per  day.  In 
16  days  (April  22d  to  May  8th)  the  water  level  was  reduced  from 
—  11  to  —  34  ft.,  at  which  point  the  accumulated  mud  in  the  bottom 
of  the  area  was  exposed. 

At  about  this  time  water  began  to  flow  through  Pocket  35J,  appear- 
ing at  the  bottom  of  the  piles  in  the  inshore  panel.  It  was  then  dis- 
covered that  the  closure  piles  of  this  inshore  panel  had  parted  from 
the  adjoining  piles  for  several  feet  from  the  bottom,  probably  due  to 
driving  the  panel  in  a  curve  of  too  small  a  radius.  It  appeared  that 
the  leak  occurred  in  the  outshore  panel  of  Pocket  35^,  where  there 
was  a  possible  rupture  due  to  driving  through  the  timber  crib.  The 
same  method  as  used  at  47th  Street — of  driving  down  manure  to  hold 
the  earth  filling — was  applied  along  the  outside  of  Pocket  35^,  and, 
although  the  flow  was  reduced,  it  was  impossible  to  cut  it  off  entirely. 
Coincident  with  the  removal  of  the  mud  in  the  bottom  of  the  excava- 
tion, the  water  level  was  lowered  until  the  final  grade  of  —  44  ft.  was 
reached.  The  three  small  pumps  were  removed,  and  a  12-in.  Worth- 
ington  centrifugal  pump,  electrically  operated,  was  placed  on  the  same 
platform  as  the  10-in.  steam  pump,  on  the  rip-rap  embankment  at  a 
point  about  30  ft.  below  low  water.  The  12-in.  pump  was  thenceforth 
used  to  keep  the  dam  dry,  the  10-in.  pump  being  maintained  as  a 
reserve.  The  total  inflow  amounted  to  about  2  500  gal.  per  min.,  of 
which  probably  2  000  gal.  came  through  Pocket  35^,  and  the  remainder 
from  the  cut-off  along  47th  Street  and  from  the  upland.  There  was 
no  indication  of  any  leakage  whatever  through  the  portion  of  the  dam 
composed  of  the  small  cells,  and  it  is  evident  that,  had  conditions  per- 
mitted their  use  throughout,  the  leakage  would  have  been  slight. 
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During  the  progress  of  unwatering,  daily  observations  of  the  move- 
ment of  the  dam  were  made,  so  that,  if  necessary,  the  rate  of  pump- 
ing might  be  changed  in  order  to  check  undue  movements,  but  the 
changes  v?ere  at  no  time  so  great  as  to  cause  apprehension.  The 
maximum  inshore  movement  at  any  one  point  in  24  hours  was  0.40  ft. 
at  Pocket  25,  when  the  water  level  was  lowered  from  —  24  to  —  27  ft. ; 
and  the  total  movement  during  the  40  days  required  to  remove  the 
water  to  • —  34  ft.  was  2^  ft.  The  dam  continued  to  lean  inshore  after 
pumping  had  been  completed  to  —  44  ft.,  with  a  slowly  decreasing 
rate,  coming  practically  to  rest  by  June  15th,  1915.  The  total  inshore 
movement  of  the  top  was  about  3J  ft. 

Fig.  10  shows  the  alignment  of  the  coffer-dam  for  several  stages 
of  the  unwatering,  and  Fig.  18  shows  the  history  of  the  movement  of 
a  typical  section  of  the  coffer-dam  as  the  unwatering  proceeded.  The 
unbalanced  pressures  were  calculated  on  the  assumption  of  a  hydro- 
static head  from  rock  at  the  inner  row  of  sheet-piles  at  —  60  to  -f-  4. 

Plant,  and  Eock  Eemoval. 

The  plant  provided  for  handling  the  excavated  material  and  con- 
crete comprised  eight  15-ton  steam  locomotive  cranes,  of  which  six 
were  used  in  the  slip  and  pier  areas  and  two  on  the  old  45th  Street 
pier.  These  narrow-gauge  steam  locomotives  provided  transport  for 
concrete  and  spoil.  The  six  cranes  used  in  the  coffer-dam  were  placed 
so  that  all  parts  of  the  area  could  be  covered,  three  being  carried  on 
timber  trestles  extending  inshore  from  the  dam,  the  other  three  partly 
on  trestles  and  partly  on  the  two  pier  side-walls  and  the  slip  wall  at 
44th  Street.  There  were  two  lines  of  narrow-gauge  track  along  the 
top  of  the  dam  extending  out  on  the  old  45th  Street  pier,  where  the 
two  cranes  loaded  the  rock  into  scows  lying  alongside  the  pier.  Spurs 
extended  to  the  bulkhead  along  47th  Street  and  to  the  cranes  on  each 
trestle.  There  were  also  three  stiff-leg  derricks  with  70-ft.  booms,  one 
at  47th  Street,  about  50  ft.  outshore  from  the  bulkhead  wall,  one  at 
the  north  side  of  the  pier,  in  the  rear  of  the  bulkliead  wall,  and  one 
near  44th  Street,  at  the  bulkhead.  These  derricks  were  operated  by 
compressed  air,  supplied  by  the  plant  provided  for  the  rock  drilling. 

In  placing  the  trestles  for  the  locomotive  cranes,  a  crane  was  set 
up  on  top  of  the  dam,  and  the  mud  at  the  toe  of  the  rip-rap  embank- 
ment was  excavated  with  a   H-yd.  "battleslii])"   which  operated  some- 
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what  after  the  manner  of  a  chim-shell  bucket.  As  the  toe  of  the  slope 
was  beyond  the  reach  of  the  crane  boom,  several  2-i-in.  I-beams  were 
laid  on  the  rip-rap.  and  the  bucket  was  allowed  to  slide  down  them. 
After  the  rock  had  been  uncovered,  a  trestle  bent  was  erected  at  the 
foot  of  the  bank,  and  an  intermediate  bent  half-way  up  the  slope. 
These  bents  were  spanned  by  five  24-in.  I-beams  on  which  the  crane 
track  was  laid.  Successive  bents  were  erected  as  the  rock  excavation 
proceeded,  the  trestles  finally  being  extended  so  that  the  cranes  would 
reach  the  bulkhead. 

The  rock  excavation  was  begun  at  the  toe  of  the  rip-rap  bank,  and 
carried  thence  toward  the  bulkhead.  Ingersoll-Eand  tripod  air  drills 
were  used  until  the  depth  of  the  cut  was  about  22  ft.,  and  then 
Cyclone  well-drilling  machines,  operated  by  gasoline  engines,  were 
substituted.  The  small  drill  holes,  which  were  started  with  a  S^-in. 
and  finished  with  a  l^-in.  bit,  were  about  4  ft.  from  center  to  center. 
The  well  drill  holes  were  6  in.  in  diameter,  and  were  about  14  ft. 
from  center  to  center.  Along  the  line  of  the  pier  and  bulkhead  walls, 
line  drilling  was  done  with  the  tripod  drills,  the  holes  being  from  6 
to  8  in.  apart. 

There  was  considerable  difficulty  with  some  of  the  small  drill  work, 
on  account  of  the  seamy  nature  of  a  part  of  the  rock;  this  was  avoided 
by  the  use  of  the  well  drills.  The  rock  in  this  locality  is  composed 
of  hard  gray  granite  and  Manhattan  schist,  with  little  order  or 
arrangement  in  their  occurrence.  In  the  outshore  portion  of  the 
excavation,  the  rock  proved  to  be  a  fine,  sound  granite,  which  fur- 
nished a  good  foundation  for  the  pier  side-walls,  but,  in  the  area  east 
of  a  line  about  75  ft.  from  the  bulkhead,  granite  and  schist  were 
encoimtered  in  irregular  layers.  The  strata  of  the  schist  stood  nearly 
on  edge,  as  is  usual,  and  varied  from  a  hard  to  a  quite  soft,  much 
laminated,  structure.  The  granite,  particularly  within  the  area  of 
the  bulkhead  wall,  was  badly  broken  up  by  seams,  running  in  all 
directions  and  mostly  filled  with  mud.  In  a  number  of  locations  the 
rock  was  of  such  poor  character  that  it  was  necessary  to  excavate 
within  the  wall  area,  down  to  the  grade  of  —  44  ft.,  in  order  to  pro- 
vide proper  support  for  the  front  of  the  wall. 

The  rock  was  disposed  of  by  loading  it  by  hand  into  steel  "battle- 
ships" and  wooden  skips,  which  were  hoisted  by  the  locomotive  cranes 
to  flat  cars  of  about  3  cu.  yd.  capacity.     These  cars  were  transported 
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by  locomotive  to  the  pier  at  West  45th  Street  in  trains  of  from  six  to 
eight  cars,  and  there  unloaded  by  two  locomotive  cranes  into  bottom- 
dumper  and  deck  scows.  The  rock  thus  loaded  was  shipped  to  River- 
side Park,  between  West  88th  and  West  95th  Streets,  and  there 
deposited  along  the  shore  in  a  trench,  so  as  to  form  an  embankment  for 
the  extension  of  Riverside  Park.  Other  portions  of  the  rock  excavated 
were  used  for  back-filling  in  the  rear  of  the  pier  and  bulkliead  walls, 
and  for  the  cyclopean  concrete. 

Pier  and  Slip  Walls. 

The  plant  for  the  concrete  work  was  erected  on  a  pile  platform, 
about  30  ft.  wide  and  100  ft.  long,  built  adjoining  the  outshore  side  of 
the  dam  near  the  47th  Street  end.  On  the  platform  there  was  a 
cement  shed  with  a  capacity  of  4  000  bags.  A  1-yd.  Ransome  mixer, 
electrically  operated,  was  placed  at  an  elevation  which  allowed  it  to 
discharge  into  buckets  set  on  flat  cars  on  the  track  running  along  the 
top  of  the  dam.  Hoppers  for  stone  and  sand,  of  90  and  45  cu.  yd. 
capacity,  respectively,  were  erected  directly  over  the  mixer,  resting 
partly  on  the  dam  and  partly  on  the  platform.  A  timber  stiff-leg  der- 
rick, with  a  70-ft.  boom,  operated  by  compressed  air,  and  set  at  the 
same  elevation  as  the  hoppers,  supplied  them  with  sand  and  stone  from 
scows  moored  alongside,  using  a  li-yd.  clam-shell  bucket.  The  cement 
was  elevated  to  the  charging  hopper  by  a  chain  bag  conveyor  run  by 
an  electric  motor.  For  use  in  cold  weather,  steam  pipes  were  inserted 
in  the  sand  and  stone  hoppers  and  in  the  mixing  water  tank.  In  opera- 
tion, a  flat  car  with  two  bottom-dumping  buckets,  each  holding  a 
batch,  was  run  under  the  discharge  chute  of  the  mixer  by  a  locomotive, 
whence  it  was  transported  to  the  locomotive  cranes  which  placed  the 
concrete  in  the  forms. 

In  the  construction  of  the  slip  walls,  the  rock  on  the  foundation 
was  thoroughly  cleaned  of  all  loose  and  rotten  pieces,  washed  with  a 
stream  of  water,  and  given  a  coat  of  mortar.  The  concrete  was  brought 
up  in  steps  of  4  ft.  and  bonded  together  by  allowing  the  derrick  stone 
placed  in  it  to  project  from  one  course  into  the  other.  Steel  forms, 
in  sections  of  5  by  10  ft.,  were  used,  except  for  the  face  of  the  wall 
for  the  top  14  ft.  Here  a  wooden  form  was  used,  in  order  to  produce 
a  better  surface  and  to  facilitate  the  placing  of  anchor  bolts  for  the 
fender  system.  All  the  pier  and  bulkhead  walls  were  built  in  sections 
30  ft.  long,  each  section  being  tarred  to  provide  an  expansion  joint. 
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Pig.  21. — Drilling,  Blasting,  and  Removing  Rock,  July  9th,  1915. 
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Fig.   22. — WiTiii.v  THE  Coffer-Dam,  July  9th,  1915. 
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Eewatering. 
The  rewatering  of  the  coffer-dam  was  effected  on  June  29th.  1916, 
by  opening  the  sluice-gates  when  the  tide  was  at  about  the  low-water 
stage,  which  gave  a  head  of  1  ft.  of  water  over  the  bottoin  of  the  sluice- 
ways. The  rising  of  the  tide  increased  the  head  until,  at  the  expira- 
tion of  about  6  hours,  it  had  reached  about  5  ft.,  the  average  during 
the  rise  of  the  tide  thus  being  3  ft.  The  clear  width  of  each  sluiceway 
was  7  ft.  S  in.  To  fill  the  dam  to  its  capacity  of  about  8  000  000  cu. 
ft.,  S  hours  were  required.  Practically  no  movement  of  the  dam  was 
caused  by  the  rewatering. 

Eemoval  of  the  Cofper-Dam. 

Preliminary  to  pulling  the  sheet-piling  of  the  dam,  the  fill  in  the 
pockets  and  in  the  outshore  embankment  was  removed  to  a  depth  of 
about  10  ft.  below  low  water,  in  order  to  relieve  some  of  the  pressure, 
and  jet  pipes,  operated  by  compressed  air,  were  forced  down  along  the 
piling  nearly  their  full  depth,  in  order  to  break  the  hold  of  the  mud 
on  the  piles. 

The  plant  for  pulling  the  sheet-piling  comprised  a  25-ton  and  a 
40-ton  steam  lighter  for  the  main  portion  of  the  dam,  and  stiff-leg 
derricks  for  the  returns  extending  inshore  at  the  upper  and  lower  ends 
of  the  dam,  equipped  with  inverted  IVIcKiernan-Terry  steam  hammers 
operated  by  compressed  air.  The  hammers  were  attached  to  the  piles 
with  3,  3i,  and  4-in.  pins,  inserted  in  a  single  hole  burned  in  each  pile 
about  2  ft.  below  the  top.  Various  types  of  grips  were  also  used,  but 
the  most  successful  was  a  relatively  light  one  furnished  by  the 
Lackawanna  Steel  Company,  which  was  rigged  so  that  it  could  be 
opened  by  pulling  a  trailing  rope  when  the  pile  had  been  pulled  out  of 
reach  from  the  ground.  This  grip,  which  catches  the  pile  at  the  top 
of  the  web,  has  been  used  continuously  by  one  lighter  for  all  but  the 
hardest  pulling. 

The  pulling  was  started  where  the  piles  were  from  65  to  70  ft.  long, 
and  considerable  difficulty  was  experienced  in  taking  out  the  first  pile, 
about  a  week  being  consumed  in  trying  various  piles  before  one  was 
extracted  from  the  diaphragm  of  Pocket  28.  The  pulling  of  the  dia- 
phragms and  outshore  panels  of  Pockets  18  to  29  was  then  accom- 
plished by  driving  them  up  with  the  hammer. 

It  was  found  impossible,  however,  to  start  any  of  the  piles  next  to 
the    rip-rap    embankment   by    these   means.      A    100-ton    lighter    was 
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secured  with  the  intention  of  using  it,  with  an  inverted  hammer,  to 
break  one  of  the  inside  ares.  After  working  4  days  and  trying  several 
pockets,  this  rig,  being  unable  to  budge  any  of  these  inside  piles,  was 
dispensed  with.  A  heavy,  guyed,  A-frame  was  then  erected  on  top  of 
the  rip-rap  embankment  and  rigged  with  a  set  of  eight-sheave  blocks, 
with  sixteen  parts  of  i-in.  line,  through  which  the  pull  of  the  25-ton 
derrick  was  transmitted  to  the  pile.  A  64-ft.  pile  was  thus  drawn  by 
direct  pull  without  the  aid  of  the  hammer.  The  line  of  piles  adjacent 
to  the  rip-rap  having  thus  been  broken,  no  further  difficulty  was 
experienced  in  this  direction,  and  the  remaining  piles  were  drawn  by 
the  derrick  aided  by  the  steam  hammer. 

As  a  rule,  all  the  piles  came  out  straight  and  in  a  condition  satis- 
factory for  use  in  other  work. 

After  the  removal  of  the  sheet-piling,  the  filling,  outshore  earth 
embankment,  and  inshore  rip-rap  embankment  will  be  removed  by 
dredging. 

Cost  of  Work. 

Dredging. — The  dredging  was  executed  under  two  separate  con- 
tracts, first  for  the  original  contract,  and  then  over  the  area  of  the 
supplementary  contract.  Under  the  first  contract,  271  882  cu.  yd.  were 
removed,  at  a  cost  of  23J  cents  per  cu.  yd.  Under  the  supplementary 
contract,  87  875  cu.  yd.  were  removed,  at  a  cost  of  27  cents  per  cu.  yd., 
making  a  total,  for  the  removal  of  material  by  dredging  down  to  solid 
rock,  of  $87  618.52. 

Coffer-dam,  Rock  Excavation,  Walls,  etc. — After  due  advertise- 
ment of  the  specifications  and  plans,  based  on  an  engineer's  estimate 
of  $497  000,  for  the  coffer-dam  and  walls  of  the  pier,  the  Department 
obtained  thirteen  bids,  ranging  from  $750  000  to  $487  000,  the  low 
bid,  which  was  awarded  to  Holbrook,  Cabot  and  Rollins,  Incorporated. 

In  order  that  the  work  might  be  extended  southward  to  West  44th 
Street,  to  comprise  an  area  which  it  was  not  possible  to  include  at 
the  time  of  the  original  preparation  of  the  contract,  a  supplementary 
contract  was  entered  into  with  the  same  contractors  at  the  same  unit 
prices,  after  receiving  permission  from  the  Board  of  Estimate  and 
Apportionment  and  the  Board  of  Aldermen  to  extend  the  work  in 
this  manner. 

It  was  clearly  demonstrated  at  that  time  that  a  saving  of  fully 
$150  000  would  be  made  by  doing  the  work   in   connection  with  the 
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original  coffer-dam.  thereby  avoiding  the  cost  of  building  a  new  coffer- 
dam at  the  south  end  of  the  work. 

The  total  of  the  original  and  supplementary  contracts  for  the  work 
of  building  the  coffer-dam,  excavating  the  rock,  and  constructing  the 
concrete  walls  for  the  inner  part  of  the  pier  building,  was  $626  000. 

The  tinit  price  for  the  removal  of  solid  rock  under  the  contract 
was  only  $1.60  per  cu.  yd.,  but  assuming  that  one-half  the  cost  of  the 
coffer-dam  should  be  charged  against  rock  excavation  and  the  other 
half  against  the  construction  of  the  concrete  walls  and  other  items 
within  the  coffer-dam,  the  actual  cost  for  the  removal  of  this  solid 
rock,  was  about  $5.31  per  cu.  yd. 

Conclusion. 

First. — Instead  of  excavating  this  large  quantity  of  subaqueous 
rock  by  the  "dry"  method,  the  work  might  have  been  performed  with- 
out a  coffer-dam  by  the  ordinary  method  of  rock  blasting  under  water, 
or,  in  other  words,  the  excavation  of  the  rock  "wet". 

If  it  were  possible  to  perform  this  work  so  as  to  obtain  under 
water  vertical  face  walls  to  the  exact  limits  of  the  slip,  it  would  have 
cost,  under  ordinary  normal  prices  for  this  class  of  work,  four  or 
five  times  as  much  as  by  the  method  adopted. 

It  is  not  possible  to  conceive,  however,  that  the  work  could  have 
been  done  under  water,  for,  as  a  matter  of  fact,  it  was  very  difficult 
to  do  it  with  line  drilling  in  the  open,  and  further,  even  were  it 
possible  to  deposit  concrete  in  a  satisfactory  manner  at  such  depths, 
part  of  the  work  in  addition  would  have  been  very  expensive. 

The  particular  result  obtained  by  the  construction  of  this  dam 
was  that,  although  all  preliminary  examinations,  borings,  soundings, 
etc.,  were  made  when  the  whole  territory  was  covered  by  filling  of 
'all  kinds,  including,  in  places,  cribwork,  coal  yards  covered  with  coal, 
buildings,  etc.,  the  total  amount  paid  under  the  contract  obtained 
through  unit  prices  has  been  kept  close  to  the  original  estimates. 

Second. — The  whole  river  face  of  this  dam,  for  a  length  of  about 
800  ft.,  under  its  full  water  head,  was  absolutely  dry,  all  the  pumping, 
during  the  whole  construction  period  having  been  done  by  one  12-in. 
centrifugal  pump.  Furthermore,  all  this  pumping  would  have  been 
avoided,  although  much  more  was  expected,  had  it  not  been  for  the 
presence  of  cribwork  at  the  north  side,  and  on  account  of  the  impossi- 
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bility  of  driving  two  piles  in  the  large  cylinders  at  the  south  end, 
because,  in  driving,  a  boulder  or  some  other  interference  was  encoun- 
tered, rendering  it  impossible  to  drive  these  two  piles  home  for  a 
distance  of  only  about  1  ft. 

Supervision. 

The  work  was  executed  by  the  Department  of  Docks  and  Ferries, 
R.  A.  C.  Smith,  Commissioner  of  Docks,  and  E.  C.  Harrison,  First 
Deputy  Commissioner. 

The  design,  preparation  of  plans  and  specifications,  and  the  con- 
struction was  mider  the  direction  of  the  writer,  as  Chief  Engineer, 
a.ssisted  by  R.  T.  Betts,  M.  Am.  Soc.  C.  E.,  Deputy  Chief  Engineer; 
Mr.  T.  F.  Keller  and  Elias  Cahn,  Assoc.  M.  Am.  Soc.  C.  E.,  Assistant 
Engineers.  The  work  in  the  field  was  under  the  direction  of  J.  J. 
Pemoff,  M.  Am.  Soc.  C.  E.,  Assistant  Engineer. 

The  contracting  firm  for  the  work  was  Holbrook,  Cabot  and 
Rollins,  Incorporated. 

Acknowledgment  is  made  by  the  writer  of  the  skill  and  persever- 
ance of  the  contractors,  particularly  of  T.  B.  Bryson,  Assoc.  M.  Am. 
Soc.  C.  E.,  on  the  work.  The  writer's  thanks  are  also  due  to  Brig.- 
Gen.  William  M.  Black,  M.  Am.  Soc.  C.  E.,  Chief  of  Engineers, 
U.  S.  A.,  for  advice  in  the  preparation  of  the  plans,  and  the  support 
of  his  assurance  that  this  work  could  be  accomplished  successfully 
provided  proper  construction  methods  were  used. 
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DISCUSSION 


Frederic  E.  H.vkris,*  1L.  Am.  Sue.  C.  E.  (by  letter). — The  author    Mr. 
has  presented  his  subject  so  clearly  and  fully  that  extended  comment  ^'^'^'''^• 
is  unnecessary. 

On  lii-st  reviewing  the  paper  one  is  impressed  particularly  with 
the  large  sum  of  money  involved  for  the  construction  of  only  220  ft. 
of  pier  and  the  excavation  of  areas  adjacent  to  the  pier  sufScient  for 
three  slips.  However,  when  it  is  considered  that  it  was  necessary  to 
limit  the  projection  of  the  pier  outshore,  it  will  be  realized  that  the 
sum  expended  for  the  inshore  construction  was  not  exorbitant.  It 
must  also  be  taken  into  account  that  the  greater  part  of  the  steel 
sheet-piling  was  salvaged  and  was  available,  therefore,  for  use  on 
other  work. 

In  coffer-dam  construction,  as  in  other  constructions  of  this  class, 
the  unknown  element  confronts  the  engineer.  Officers  of  the  Corps 
of  Civil  Engineers  of  the  ISIavy  have  been  forcibly  impressed  with 
the  hazards  accompanying  construction  of  this  class,  as  there  is  little 
room  for  doubt  that  most  of  the  delays  and  failures  in  naval  dry 
dock  construction  are  traceable  to  weak  or  faulty  coffer-dam  construc- 
tion. "\^Tien  both  the  design  and  construction  of  a  coffer-dam  are 
imposed  entirely  on  the  contractor,  there  is  a  strong  temptation  to 
save  on  first  cost  and  perhaps  to  take  chances  on  additional  and 
unnecessary  risk.  The  contractor  is  seldom  to  blame  for  this  condition, 
as  he  is  often  forced  into  an  untenable  position  by  the  double  com- 
petition involved,  first,  in  competitive  bids  in  which  his  estimated 
cost  of  the  coffer-dam  which  he  plans  is  a  part;  and,  second,  in 
which  the  saving  that  he  may  believe  he  can  make  on  the  coffer-dam 
determines  his  profit,  or,  worse  still,  a  decrease  in  his  loss. 

The  writer  has  been  much  interested  in  the  construction  work 
described,  having  discussed  it  quite  frequently  with  Mr.  Staniford, 
Messrs.  Holbrook  and  Bryson,  of  the  Holbrook,  Cabot  and  Rollins 
Company,  and  the  Commissioner  of  Docks  and  Ferries,  Mr.  R.  A.  C. 
Smith,  and  has  been  influenced  largely  by  Mr.  Staniford's  able  and 
conservative  engineering  plans,  as  sho^vn  by  this  work,  to  depart  from 
the  precedent  heretofore  established  in  the  plans  and  specifications 
for  naval  dry  docks.  This  departure,  although  "it  has  not  taken  the 
exact  form  of  designing  the  coffer-dam  required  for  the  work,  has, 
nevertheless,  laid  down  and  specified  a  minimum  coffer-dam  require- 
ment that  would  be  acceptable  to  this  extent,  attempting,  as  Mr. 
Staniford  did  in  the  work  described,  to  minimize  the  risk  and  safe- 
guard against  the  probability  of  failure,  with  its  attending  losses  of 
money  and  time. 

*  Washington,  D.  C. 
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Mr.  The   fact   that   the   coffer-dam   described  by  the   author   held   and 

served  most  satisfactorily  the  purjwse  for  which  it  was  constructed, 
is  evidence  of  the  soundness  of  the  judgment  used  in  its  design. 

The  writer  is  particularly  interested  in  the  tests  made  to  secure 
information  on  the  behavior  of  the  rip-rap  embankment  under  various 
conditions  of  pressure.  The  following  are  the  results  of  computations 
made  from  the  data  in  the  paper : 

In  Test  No.  1,  assuming  the  head  to  be  3  ft.  6  in.,  the  active  pres- 
sure was  found  to  be  360  lb. ;  the  pressure  at  impending  motion,  1  455 
lb.;  and  actual  sliding  on  the  bottom  2  800  lb.,  assuming  the  same 
coefficient  of  friction  on  the  bottom  as  that  of  the  material  itself, 
and  no  friction  on  the  board  to  which  the  force  is  applied.  These 
assumptions  may  account  for  the  figures  given  being  slightly  larger 
than  those  obtained  in  the  test. 

In  Test  No.  2,  the  head  assumed  was  2  ft.  9  in.  The  computed 
active  pressure  found  was  250  lb.;  the  computed  impending  motion, 
970  lb. ;  and  for  sliding,  1  460  lb.,  assuming  a  plane  of  rupture  through 
the  toe  and  no  friction  on  the  board  to  which  the  force  is  applied. 

In  Test  No.  5,  the  head  was  assumed  to  be  1^  times  the  distance 
of  the  application  of  the  force  from  the  top.  At  impending  motion, 
the  computed  force  was  found  to  be  500  lb.  and  the  sliding  on  the 
plane  through  the  toe  to  be  680  lb. 

From  observations  of  the  curves  shown  in  Fig.  13,  it  is  believed 
that  the  initial  movement  was  probably  purely  local,  and  that  the 
impending  motion  began  at  the  initial  points  of  the  curves  shown. 
The  agreement  of  the  computations  with  the  critical  points  of  the 
curves  is  remarkable,  and  partly  verifies  such  an  assumption. 

Mr  D.   A.  Watt,*  M.   Am.   See.   C.   E.    (by  letter).— It  would  be  of 

interest  to  know  whether  any  piles  were  found,  during  the  removal 
of  the  pockets,  which  had  been  driven  out  of  their  interlock  with 
the  next  piles.  In  the  writer's  experience,  this  is  by  no  means  uncom- 
mon where  the  driving  is  hard,  for  instance,  with  closing  piles,  although 
no  indication  of  the  break  may  be  apparent  at  the  time.  Thus,  when 
removing  the  coffer-dam  for  the  Maine  at  Havana,  more  than  one 
case  was  found  where  one  pile  at  one-quarter  or  one-third  of  its  length 
from  the  end  had  broken  away  from  its  neighbor.  Fortunately,  the 
breaks  were  all  below  the  level  of  the  harbor  bottom,  which  doubtless 
was  the  reason  the  cylinders  had  not  burst,  as  the  surroiinding  mate- 
rial (mud  and  clay)  prevented  the  embedded  piling  from  spreading. 
The  piles  had  been  driven  from  30  to  35  ft.  into  this  material.  During 
the  construction  of  the  coffer-dam  one  of  the  cylinders  broke  open, 
due  to  the  closing  pile  being  driven  out  of  the  interlock,  but  in  this 

*  Albany,  N.  Y. 
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case  the  weak  point  appeared  to  be  above  the  harbor  bottom,  where  Mr. 
there  was  no  outside  material  to  counteract  the  strain.  ^ 

Similar  conditions  were  found  in  the  later  steel-pile-pocket 
coffer-dam  at  Troy,  X.  Y.,  where  the  piles  were  driven  into  river  gravel. 
The  penetration  was  not  more  than  8  or  9  ft.,  as  the  gravel  was 
compact ;  yet,  when  removing  the  piling,  several  cases  were  found 
where  the  interlock  had  driven  out.  As  with  the  Maine  coffer-dam, 
the  breaks  appeared  to  be  below  the  surface  of  the  bottom,  and  no  harm 
resulted. 

The  saturation  of  the  filling  in  coffer-dams  of  this  type,  referred 
to  by  the  author  as  one  of  the  sources  of  internal  pressures,  appears 
to  exist  at  a  higher  level  than  is  usually  assumed,  although  varying 
naturally  with  the  porosity  of  the  filling.  The  filling  used  for  the 
Maine  cylinders  varied  from  a  sandy  to  a  heavy  clay,  and  in  all  cases 
the  saturation  line  was  very  high.  It  began  at  about  mean  tide  level 
on  the  outer  faces  and  sloped  downward  at  about  5  horizontal  to  1 
vertical.  The  material,  therefore,  was  dry  only  to  an  average  of 
about  5  ft.  below  mean  tide;  the  remainder  stayed  in  a  fluid  condition. 
Efforts  to  lower  the  saturation  level  and  to  drain  the  filling  with  long 
perforated  pipes  were  useless;  the  pipes  would  fill  up  in  a  few  hours 
after  being  pumped  out,  and  even  near  the  surface  these  did  not  seem 
to  affect  visibly  the  adjacent  seepage.  This  high  and  constant  line  of 
saturation  was  noteworthy  because  the  total  seepage  into  the  coffer- 
dam was  extremely  small  (about  i  cu.  ft.  per  sec),  and  there  was  as 
much  opportunity  for  the  water  to  leak  out  of  the  cylinders  into  the 
inclosure  as  to  leak  into  them  from  the  bay.  In  the  Troy  coffer-dam, 
with  the  pockets  filled  with  sand  and  gravel,  the  water  line  was  natu- 
rally much  steeper.  Judging  from  the  height  of  the  seepage  appearing 
on  the  inside  faces,  it  was  about  2  horizontal  to  1  vertical. 

The  writer  visited  the  46th  Street  coffer-dam  during  its  construc- 
tion, and  again  after  it  had  been  in  use  for  some  months.  Mr.  Stam- 
ford and  the  others  responsible  for  the  work  are  to  be  congratulated 
on  their  success  in  handling  a  very  difficult  problem. 

C.  A.  Wextworth,*  M.  Am.  Soc.  C.  E. — The  Society  has  received  Mr. 
a  valuable  contribution  in  this  paper,  describing  an  advanced  step  in  w^°'worth. 
coffer-dam  construction  to  meet  peculiar  and  difficiilt  conditions.  The 
tests  made  in  preparing  for  this  work  show  a  foresight  which  is  too 
often  omitted.  A  comparatively  small  expenditure  for  borings  and 
tests  at  the  outset  of  a  difficult  piece  of  foundation  work  frequently 
saves  much  larger  expenditures  later.  The  entire  responsibility  of 
determining  the  method  to  be  used  in  carrying  out  a  given  design  is 
too  often  left  entirely  to  the  contractor,  instead  of  considering  the 
method  and  final  structure  desired  as  parts  of  the  same  construction, 
both  of  which  are  essential  to  a  completed  whole. 

•  Wayne,  Pa. 
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The  relative  amount  of  yielding  in  the  rip-rap  embankment  of 
the  large  coffer-dam  confirms  the  results  of  the  small-scale  tests 
remarkably  well,  and  the  description  in  the  paper  gives  all  the  points 
necessary  for  use  in  applying  this  method  to  similar  work.  The  diffi- 
culties encountered  in  the  construction  were  surprisingly  small,  con- 
sidering the  magnitude  of  the  work;  and  there  is  evidence  of  carefixl 
preparation  in  laying  out  and  carrying  on  the  work  which  is  a  credit 
to  both  the  engineers  and  the  contractor. 

A  coffer-dam  of  the  open  type,  without  cross-bracing,  must  fulfill 
two  functions:  First,  it  must  provide  a  cut-off  wall  sufficiently  tight 
to  hold  back  the  water  and  prevent  it  from  opening  channels,  through 
or  under  the  dam,  which  might  endanger  its  stability  or  cause  a  seepage 
flow  which  could  not  be  cared  for  by  the  pumps  with  reasonable  expense. 
This  does  not  mean  that  an  absolutely  tight  cut-off  is  necessary,  and, 
in  fact,  a  water-tight  cut-off  is  seldom  obtained.  It  does  mean,  however, 
that  large  leaks  or  seepage  must  be  stopped. 

The  second  function  which  a  dam  must  fulfill  is  to  provide  sufficient 
stability  to  resist  the  total  pressure  of  the  water.  This  stability 
depends  on  two  factors:  The  total  mass,  and  the  internal  cohesion  of 
the  mass,  or  its  resistance  to  deformation.  In  the  coffer-dam  under 
discussion,  the  cut-off  consisted  of  a  double  row  of  steel  sheet-piles, 
interlocked  and  driven  to  rock,  and  sealed  with  a  clayey  mud.  This 
cut-off  was  ideal  as  a  stop  for  percolating  water.  The  rip-rap  furnished 
— in  the  most  compact  form  of  any  loose  material — the  necessary  mass, 
with  the  maximum  stability  attainable,  short  of  a  coherent  structure. 

In  this  case  there  was  a  coffer-dam  requiring  a  cut-off  wall  68  ft. 
in  height.  Engineers  must  expect  to  encounter  these  problems  more 
frequently  in  the  future,  and  the  methods  used  must  meet  the  con- 
ditions. The  methods  applicable  in  any  given  case  should  be  governed 
by  local  conditions  and  the  cost  of  available  material.  When  this  work 
was  started,  2  years  ago,  the  cost  of  steel  piling  was  low,  and  contractors 
were  seeking  places  for  the  cheap  disposal  of  rip-rap  from  the  subway 
excavations.  These  two  factors  undoubtedly  had  much  to  do  with  the 
type  of  coffer-dam  selected.  A  third  factor  which  defined  the  limits 
of  the  work  was  the  rock  bottom,  which  made  an  unyielding  support, 
both  for  the  steel  cut-off  wall  and  the  rock  fill.  A  variation  of  any 
one  of  these  three  factors,  such  as  a  high  cost  for  the  first  two  or  a 
different  character  of  bottom,  might  have  made  some  other  type 
advisable.  Each  of  these  factors  should  be  given  its  true  weight  in 
considering  the  use  of  similar  construction  in  other  work. 

If  the  same  work  were  to  be  done  again,  with  the  present  high 
price  of  steel,  and  rip-rap  being  more  expensive,  some  other  means 
might  well  be  considered,  such  as  the  use  of  open  concrete  caissons 
sunk  by  the  dredging  method  and  weighted  by  filling  with   iiiud,  or 
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timber  caissons  similarly  sunk  and  weighted.     These  two  types  would        Mr. 
represent  coherent  structures  in  which  the  minimum  quantity  of  mate- 
rial is  required  to  resist  the  pressure,  and  their  use  in  this  or  any 
other  case  woidd  be  entirely  a  question  of  relative  costs. 

Another  dam  which  should  be  considered  is  the  ordinary  timber 
sheet-pile  and  earth-fill  type.  Such  a  dam  would  necessarily  have  to 
be  placed  a  greater  distance  from  the  bottom  of  the  excavation  in 
order  to  provide  room  for  the  greater  mass  and  flatter  slopes  required, 
and  also  to  provide  a  longer  distance  for  the  travel  of  seepage  which 
might  pass  a  cut-off  wall  not  carried  to  rock.  The  latter  method  would 
not  meet  the  restricted  conditions  at  the  north  and  south  sides  of 
the  coffer-dam  under  discussion,  and,  in  fact,  the  general  method  of 
construction  was  varied  at  these  points  to  suit  local  conditions,  large 
circular  caissons  being  used  at  the  southwest  corner,  and  a  single  line 
of  sheeting  along  part  of  the  north  side. 

These  alternates  are  pointed  out  in  order  to  call  attention  to 
methods  which  might  well  be  considered  in  connection  with  a  similar 
problem  under  different  local  conditions. 

The  paper  suggests  some  thoughts  which  may  not  be  out  of  place 
in  this  discussion.  Harbor  development  in  the  United  States  is  now 
at  a  point  where  new  methods  and  types  of  construction  will  be  required 
to  meet  the  increased  draft  of  ocean  vessels,  and  to  provide  for  a 
greater  permanence  in  the  design  of  docks  and  bulkheads  than  has 
prevailed  in  the  past.  Timber  has  been  cheap  and  of  excellent  quality, 
and  has  served  its  purpose  well,  for  coffer-dam  and  dock  work,  for 
depths  of  water  up  to  about  30  ft. 

Most  of  the  docks  in  the  United  States  are  built  of  timber,  usually 
untreated.  The  life  of  work  of  this  class  is  short,  unless  entirely 
submerged  in  waters  free  from  marine  worms,  but  it  has  had  the 
advantage  of  cheapness  and  rapid  construction,  and  these  have  been 
the  deciding  factors  in  a  rapidly  growing  and  changing  community. 
In  the  teredo-infested  waters  of  southern  and  Pacific  ports,  creosoted 
timber  and  other  forms  of  protection  have  been  a  necessity  for  wooden 
piles,  and,  even  with  such  protection,  the  increased  cost  and  decreased 
life  of  dock  structures  built  of  this  material  have  made  the  need  of 
more  permanent  materials  desirable. 

For  permanent  docks  in  depths  of  40  ft.  or  more,  which  are  now 
required  for  the  largest  ocean  vessels,  timber  is  getting  beyond  its 
reasonable  limit,  and  the  use  of  concrete  or  masonry  walls  or  piers, 
or  supporting  dock  structures  by  concrete  caissons,  will  probably  be 
the  next  step  forward  to  meet  these  new  conditions  of  permanency 
and  depth.  These  methods  are  suitable,  not  only  in  waters  where  the 
teredo  is  not  foimd,  but  also  for  most  conditions  encountered  where 
a  permanent  dock  is  required. 
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Mr.  Concrete   piles   have   been   used   in   many   places   infested   by   the 

'  teredo,  but  they  cannot  be  considered  as  permanent  in  waters  subjected 
to  ice  and  frost  action,  and  their  permanency  in  tropical  waters  is 
questionable,  due  to  the  greater  chemical  activity  of  the  dissolved 
alkaline  salts  in  the  warm  water  and  the  great  rapidity  with  which 
the  steel  reinforcement  disintegrates  when  the  necessarily  thin  pro- 
tecting layer  of  concrete  is  broken  or  punctured. 

No  engineering  work  is  immutable,  and  permanency,  when  applied 
to  harbor  work,  can  only  be  considered  as  relative;  but  it  is  evident 
that  a  new  era  has  been  reached  in  constructing  works  of  this  kind, 
especially  in  ports  like  New  York.  It  is  a  pleasure,  therefore,  to  see 
the  substantial  design  of  the  dock  walls  constructed  inside  the  coffer- 
dam for  the  46th  Street  Pier,  and  it  is  hoped  that  this  work  may  be 
a  precedent  for  future  construction. 
Mr.  Thomas  H.  Wiggin,*  M.  Am.  Soc.  C.  E.— The  author  very  modestly 

■  calls  this  an  unusual  coffer-dam.  A  stronger  term  might  very  properly 
have  been  used,  as  will  be  agreed  to,  the  speaker  thinks,  by  any  one 
who  has  had  experience  with  such  work.  The  construction  itself,  after 
the  coffer-dam  was  completed,  and  even  the  methods  of  building  the 
coffer-dam,  were  not  in  themselves  so  bold,  because,  though  requiring 
great  skill  and  ingenuity  on  account  of  unusual  dimensions,  they 
involved  methods  of  pile-driving  and  excavation  which  are  sufficiently 
well  standardized;  but  the  conception  of  backing  so  high  and  so  large 
a  coffer-dam  with  a  mass  of  rip-rap  of  comparatively  small  thickness 
was  certainly  one  which  required  boldness,  care,  study,  and  sureness, 
in  order  to  warrant  a  construction,  in  that  limited  space,  which  did 
not  give  opportunity  for  increasing  the  strength  of  the  backing,  in 
case  it  should  be  found  insufficient. 

It  seems  to  the  speaker  that  the  experiments  undertaken  to  discover 
the  action  such  a  structure  might  take,  deserve  more  emphasis  than 
the  author  gives  them.  They  were,  apparently,  the  only  quantitative 
proof  of  the  design.  The  speaker  made  a  few  rough  computations, 
and  would  be  interested  if  the  author  would  include  an  outline  of  such 
computations  as  were  made  by  him  to  justify  the  proportions  of  the 
design.  For  example,  the  prism  of  rock  which  supported  the  steel 
walls  on  the  side  next  the  river,  appears  to  have  had  a  weight  of  about 
200  000  lb.  per  lin.  ft.,  and  the  water  pressure  against  it  appears  to 
have  been  approximately  100  000  lb.  This  would  indicate  the  necessity 
for  a  coefficient  of  friction  of  about  50%  in  order  that  the  rock  fill 
should  withstand  successfully  the  inward  pressure  when  the  coffer-dam 
was  unwatered.  The  experiments  appear  to  show  that  the  coefficient 
of  friction  at  the  ultimate  strength  of  such  a  "granular"  structure, 
when  subject  to  sliding  pressure,  would  be  considerably  greater  than 
50%,  perhaps  half  again  as  large. 
'  •New  York  City. 
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The   marffin,    then,   was   apparentlv   safe,   but   not   large,   and   the     Mr 
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considerable  movement  of  the  structure  indicated  that  just  about  the 
right  degree  of  conservatism  was  used  in  the  proportioning.  If  the 
structure  had  been  a  little  lighter,  it  might  have  exhibited  signs  of 
distress  as  the  water  was  lowered  inside,  and,  as  there  was  little  more 
room  for  additional  rip-rap  inside,  a  determination  of  the  next  step 
would  have  been  a  serious  problem.  No  such  distress  occurred,  how- 
ever, and  the  design  was  justified,  which  must  have  been  a  source 
of  great  gratification  to  the  author  and  his  assistants,  and  is  reason 
for  admiration  by  the  Engineering  Profession. 

The  paper  leaves  little  to  be  added,  though  its  descriptions  are 
given  with  a  minimum  of  words.  There  are  a  few  points,  however, 
which  might  be  explained  in  more  detail.  The  first  is  the  use  of 
wash-borings  and  steel-shod  piles  for  the  purpose  of  finding  the  position 
of  bed-rock.  Under  many  circumstances,  neither  of  those  methods 
would  have  been  reliable.  The  speaker  knows  of  areas  where  rock 
has  been  located  in  great  detail  by  wash-borings,  but,  on  excavating, 
no  rock  was  found;  and,  similarly,  with  the  driving  of  rods  or  piles, 
it  is  difficult  to  know  that  one  does  not  strike  boulders.  The  speaker 
presvmies  that  the  Dock  Department  was  familiar  with  the  general 
natxire  of  the  shore,  and  felt  confidence  in  the  methods;  otherwise, 
that  a  few  borings  of  another  sort,  that  is,  diamond  drill  or  core 
borings,  would  have  been  made  in  order  to  be  sure  that  certain  critical 
points  were  well  established. 

It  is  noted  that  along  the  north  side  of  the  coffer-dam  a  single 
row  of  steel  sheet-piling  was  used.  Of  course,  two  rows  give  more 
certainty  of  cut-off  than  one,  but  it  would  be  interesting  to  have  Mr. 
Staniford  explain  whether  a  single  row  would  not  have  done  else- 
where. The  principal  stability  appears  to  have  been  derived  from 
the  rock  fill  inside  the  steel  piling,  and  it  would  seem  to  be  possible 
to  use  a  single  row  and  back  it  up  so  well  with  rip-rap  as  to  make 
the  cellular  construction  unnecessary.  The  speaker  visited  the  work 
several  times  during  construction,  and  noted  particularly  that  the 
cells  of  the  steel  piles  along  the  south  line  were  very  much  distorted 
by  the  pressure.  They  were  no  longer  cells,  for  some  of  them  were 
convexed  toward  the  interior  of  the  coffer-dam  on  both  sides;  that  is, 
they  had  simply  been  forced  over  by  the  action  of  the  outside  fill  so 
that  they  constituted  not  a  row  of  cells,  but  two  rows  of  piling  with 
certain  cross-diaphragms.  Considering  the  amount  at  stake,  the 
speaker  is  not  at  all  surprised  that  two  rows,  or  even  more,  should 
have  been  thought  desirable  as  a  factor  of  safety;  but,  after  the 
experience,  the  point  of  view  as  to  whether  one  row  would  be  suffi- 
cient for  the  future  would  be  of  interest. 
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Mr.  It  is  noted  that  the  steel  piling  manufacturers  have  established 

a  strength  of  about  9  500  lb.  per  lin.  in.  for  the  interlock.  This  is  an 
important  unit  to  remember  in  connection  with  such  steel  piling, 
because  it  has  been  well  established  by  tests,  all  giving  substantially 
the  same  figure,  and  it  will  be  possible,  in  many  cases,  to  use  such 
piling  locked  together  as  a  sort  of  suspension  for  supporting  pressures. 

There  are  a  few  places  in  the  paper  where  the  derivation  of  certain 
formulas,  or,  at  least,  a  reference  to  their  derivation,  would  add  to 
the  completeness;  for  example,  on  page  505,  there  is  a  factor  of  57% 
which  presumably  comes  from  the  Rankine  sine  formula  for  active 
pressure.  The  formula  on  page  508,  for  coefficient  of  friction,  would 
be  clearer  for  some  explanation. 

In  one  or  two  places,  also,  references  to  slopes  are  ambiguous,  such 
as  a  slope  of  1.2  to  1,  or  3  to  1.  The  wording  leaves  doubt  as  to  whether 
the  horizontal  is  the  larger  or  the  lesser  figure  in  the  ratio. 

In  connection  with  this  paper,  mention  might  be  made  of  some 
steel  piling  work  which  the  Board  of  Water  Supply  did  on  Staten 
Island.  The  Narrows  siphon  is  a  36-in.,  flexible-jointed,  cast-iron  pipe, 
laid  across  the  Narrows,  from  Brooklyn  to  Staten  Island.  On  the 
Staten  Island  shore,  it  had  to  be  laid  below  the  level  of  the  bottom 
of  a  future  dock,  and  as  the  material  for  that  dock  had  not  been  exca- 
vated, it  was  necessary  to  carry  a  trench  for  a  length  of  about  250  ft. 
through  a  firm  sandy  material  varying  in  depth  from  about  10  ft.  at 
the  toe  up  to  about  50  ft.  near  the  shore,  the  maximum  depth  obtaining 
for  some  distance.  This  pipe  was  laid  under  water,  so  that  it  was 
not  necessary  to  unwater  the  excavation,  which,  therefore,  was  not  a 
coffer-dam,  but  merely  a  sheeted  trench  with  earth  and  water  outside 
and  water  alone  inside. 

The  first  design  considered  was  the  use  of  interlocking  steel  piles, 
laid  in  straight  lines,  with  wooden  rangers  and  cross-bracing.  That, 
undoubtedly,  would  have  been  successful,  but  it  would  have  required 
the  placing  by  a  diver  of  a  good  many  pieces  of  timber  for  the  rangers, 
posts,  and  braces. 

It  was  finally  proposed  to  sheet  the  trench  with  interlocking  steel 
piles  driven  in  arcs  festooned  between  steel  master-piles.  The  sheet- 
piles  carried  the  load  as  a  suspension  in  a  horizontal  plane  between 
the  master-piles,  which  were  held  apart  by  wooden  braces.  This  design 
differed  from  that  first  described  in  substituting  suspension  systems 
for  wooden  rangers,  an  arrangement  which  incidentally  eliminated  the 
bearing  across  grain  of  braces  on  rangers,  which  is  a  source  of  weakness. 

The  sheet-piles  were  supplied  by  the  U.  S.  Steel  Company,  and 
were  12i-in.  and  38  lb.  per  yd.  The  so-called  master-piles  were  spaced 
about  15  ft.  apart  along  the  trench;  each  consisted  of  a  12-in.,  50-lb., 
I-beam,  with  a  12J-in.  sheet-pile  riveted  to  one  flange  and  a  12-in., 
25-lb.  channel  to  the  other,  to  give  it  additional  strength. 
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Manv  of  these  sheet-  and  master-piles  were  about  65  ft.  long.     The     Mr. 
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arcs  of  festoons  were  15  ft.  in  radius,  which,  under  the  assumptions 
of  earth  pressure,  caused  a  theoretical  tension  in  these  curves  of  about 
3  000  lb.  per  lin.  in.,  as  compared  with  9  500  lb.,  which  was  the  supposed 
strength  of  the  interlock. 

There  was  difficulty,  as  was  expected,  in  driving  the  master-piles 
exactlj  plumb  and  in  correct  position  through  the  firm  material.  After 
they  were  down,  each  one  was  carefully  surveyed  by  locating  two  points 
on  it  at  the  top  as  far  apart  vertically  as  practicable,  and  then  pro- 
jecting the  line  of  these  points  to  the  position  at  the  bottom.  An 
investigation  was  then  made  as  to  what  curvature  would  really  result, 
making  due  allowance  for  the  bending  of  the  piles  and  inaccuracies 
in  the  location  measurements,  and  wherever  the  curvature  to  be 
expected  was  less  than  about  one-half  that  which  was  tried  for 
originally,  another  sheet-pile  was  put  in  the  arc,  thus  increasing  the 
middle  ordinate  of  the  curve  and  reducing  the  stress. 

T.  Kexxard  Thomson,*  M.  Am.  Soc.  C.  E. — Mr.  Staniford  deserves  Mr. 
the  thanks  and  congratulations  of  the  Engineering  Profession  for  the  0™^°°- 
marvelously  successful  solution  of  a  most  difficult  engineering 
problem.  Commissioner  Smith  also  deserves  the  thanks  of  every  one 
in  Nevf  York  City  and  State,  as  well  as  of  many  outside  these  limits, 
for  his  courage,  ingenuity,  and  success  in  securing  for  Manhattan 
the  1  000-ft.  docks  for  which  there  is  such  urgent  demand. 

The  author's  experiments  are  very  interesting;  but,  as  a  rule,  it 
is  almost  impossible  to  make  such  experiments  really  conclusive,  on 
account  of  the  great  difficulty  of  allowing  for  all  the  conditions  of 
Nature.  For  instance,  in  a  small  model,  a  pile  reprcdenting  a  rock 
fill  dumped  into  place  would  probably  have  a  considerably  smaller 
percentage  of  voids  than  in  the  actual  work,  and  some  of  these  voids 
might  occur  in  such  a  way  that  the  subsequent  breaking  of  a  few 
stones  might  cause  a  sudden  slide,  with  injurious  results,  especially 
if  the  stones  are  coated  with  slime,  which  condition,  also,  could  not 
be  obtained  in  the  model.  Then,  again,  the  formation  of  ice  might 
be  disastrous,  although  difficult  to  make  allowance  for  in  the  experi- 
ment. 

A  coffer-dam  or  retaining  wall,  supporting  a  fill,  built  of  such  pro- 
portions as  to  be  absolutely  safe  under  most  conditions,  will  fail  com- 
pletely under  a  load  of  semi-liquid  material  of  the  same  weight  and 
height,  due  to  the  fact  that  it  will  act  as  a  sort  of  ram.  It  is  always 
very  difficult  to  estimate  the  effect  of  water  on  a  fill,  during  or  after 
construction,  as  the  cumulative  effect  is  much  greater  in  some  mate- 
rials than  the  hydraulic  head  would  indicate. 

•  New  York  City. 
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In  sub-surface  work  or  excavations,  it  is  even  much  more  difficult 
to  estimate  the  real  pressures  on  a  colfer-dam  or  retaining  wall.  The 
materials  have  been  placed,  for  the  most  part,  by  Nature,  under  great 
pressures;  and  are  often  cemented  together  by  clay  or  other  natural 
cements,  and  by  roots,  stones,  etc.,  so  that  considerable  excavation 
can  often  be  made  without  any  coffer-dam  or  bracing.  These  con- 
ditions cannot  be  reproduced  in  ordinary  experiments,  and,  in  actual 
work,  are  often  suddenly  reversed  by  the  action  of  springs,  rains,  etc. 

Any  experiments,  therefore,  which  are  intended  to  reduce  the 
sections  of  retaining  walls,  dams,  or  coffer-dams  below  the  standards 
adopted  as  the  result  of  many  experiments,  theories,  and  actual 
examples,  should  be  checked  with  the  utmost  care  and  foresight. 

The  author  refers  to  the  use  of  manure  for  stopping  leaks.  A  very 
simple  expedient,  often  used  successfully  in  coffer-dam  work,  where 
the  leaks  are  small  but  persistent  and  troublesome,  is  to  drop  an  occa- 
sional shovelful  of  ashes  or  cinders  in  the  water  above  the  leak.  This 
would  probably  also  remedy  many  leaks  in  concrete  and  masonry  dams 
and  thus  prevent  much  serious  damage  from  ice  forming  in  the 
cracks  and  crevices. 

Although  too  much  credit  cannot  be  given  to  Commissioner  Smith 
and  Mr.  Staniford  for  conceiving  and  constructing  this  greatly  needed 
improvement,  one  cannot  help  comparing  it  with  a  surgical  operation, 
for  instance,  for  appendicitis.  Both  are  expensive,  and  both  are 
absolutely  necessary.  In  this  case  it  was  necessary  to  remove  12  acres 
of  valuable  New  Tork  City  real  estate  to  make  place  for  water. 

The  number  of  times  such  a  surgical  operation  as  the  removal 
of  the  appendix  (or  city  real  estate)  can  occur  is  limited,  of  course, 
as  far  as  the  individual  man  or  place  is  concerned,  yet  Manhattan 
needs  many  more  1  000-ft.  docks — in  fact,  all  that  can  be  obtained — 
but  the  upper  Hudson  is  not  the  most  accessible  place  for  them. 

Six  years  ago,  the  speaker  was  much  impressed  with  the  wisdom 
of  the  War  Department  in  refusing  to  allow  further  encroachment 
in  the  Hudson  River,  in  spite  of  the  very  urgent  need  for  such  docks; 
he  has  always  felt  that  there  is  a  correct  solution  for  all  problems, 
if  one  only  has  the  patience  and  ingenuity  to  find  it. 

In  this  case,  when  extension  to  the  west  was  forbidden,  and  to 
the  north  and  east  was  impossible,  the  only  direction  left  was  the 
south,  it  occurred  to  him  that  an  extension  might  be  made  from  the 
Battery  to  Governor's  Island.  Such  a  course,  however,  would  obviously 
only  accentuate  a  bad  condition,  for  the  City  is  too  long  and  too 
narrow  as  it  is.  Later,  the  idea  occurred  to  him  that  the  City  might 
be  extended  from  the  Battery  4  miles  down  the  bay,  with  a  width 
of  about  2  mile,  and  that  a  series  of  tunnels  to  Statcn  Island  might 
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then  be  constructed.     The  City  Hall  would  then  be  in  the  center  of      Mr. 
the  city,  instead  of  at  its  southern  end.  Thomson. 

The  ne:xt  step  would  be  to  form  a  new  bay  between  Staten  Island 
and  Sandy  Hook,  and  introduce  many  other  improvements,  with  which 
most  engineers  are  familiar.  The  net  result  of  this  plan  would  be 
50  sq.  miles  of  new  real  estate  and  100  miles  of  additional  water-front. 
Some  6  or  7  sq.  miles  could  be  used  for  a  free  port  between  Staten 
Island  and  Sandy  Hook.  This,  alone,  an  eminent  banker  has  declared, 
would  prove  to  be  the  salvation  of  New  York. 

Hamburg  had  to  evict  16  000  j)eople,  as  well  as  place  drastic  restric- 
tions on  many  miles  of  river  front;  and  even  Bremen  and  Copenhagen 
were  much  restricted  in  their  efforts  to  secure  enough  water  and  land 
space  for  their  invaluable  free  ports.  New  York,  however,  can  obtain 
all  the  land  required  without  interfering  with  any  one's  interests. 

Charles  S.  Boardmak,*  M.  Am.  Soc.  C.  E. — The  speaker  wishes  to  Mr. 
call  especial  attention  to  the  design  of  this  coffer-dam.  Mr.  Staniford  Boardman. 
claims  that  a  precedent  for  the  design  is  found  in  the  coffer-dams 
bmlt  by  the  United  States  Government  at  Black  Rock  Harbor,  Buffalo, 
N.  Y.,  and  for  removing  the  wreck  of  the  battleship  Maine,  at  Havana, 
Cuba.  This  is  entirely  true  as  to  many  details,  such  as  the  use  of 
long  steel  sheet -piling,  especially  in  the  Maine  coffer-dam,  for  the  mate- 
rial in  which  each  was  constructed  was  harbor  silt  below  about  35  ft. 
of  salt  water.  The  foundation  of  the  Maine  coffer-dam  was  in  clay, 
but  the  steel  sheet-piling  for  the  46th  Street  Pier  was  driven  to 
bed-rock.  It  is  true,  also,  in  comparing  the  Black  Rock  coffer-dam, 
when  it  is  considered  that  in  that  structure  the  steel  sheet-piling  was 
driven  to  bed-rock,  although  through  good  sand,  clay,  and  gravel. 
Both  the  Black  Rock  and  Maine  coffer-dams  differ  in  so  many  other 
details  that  neither  can  be  considered  a  precedent  for  the  design  of 
the  coffer-dam  for  the  46th  Street  Pier,  New  York  City. 

Steel  sheet-piling  has  been  used  in  cellular-form,  gravity-type 
coffer-dams,  at  Black  Rock,  Havana,  Cape  Fear  River  (Browns  Land- 
ing), N.  C,  and  Troy,  N.  Y.,  but  never  before  as  a  cellular-type 
cut-off  wall  in  a  gravity-type  earth  and  stone  coffer-dam. 

The  form  of  the  cell  or  pocket  used  by  Mr.  Staniford — with  straight 
partition  walls  and  curved  longitudinal  walls — has  been  developed  from 
experience  obtained  at  Black  Rock  and  at  Havana.  It  may  be  of 
interest,  therefore,  to  follow  this  thought  more  in  detail,  giving  a 
brief  history  of  these  two  coffer-dams. 
1  Mr.  Staniford  states : 

"It  was  expected  that  the  filling  within  the  pockets  [at  Black 
Rock  and  Havana]  would  make  them  stable  against  the  external  pres- 

»  Buffalo,  N.  Y. 
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Mr.        sures,  unaided,  but  in  both  eases  it  was  found  necessary  to  place  an 
Boardman.  embankment  of  stone  against  the  pockets,  and  in  the  case  of  Havana, 
extensive  bracing  to  the  Maine  was  also  placed,  in  order  to  stop  the 
continuous  inward  movement  of  the  coffer-dam." 

This  statement  is  correct,  but  the  stone  embankment  was  placed 
in  each  case  for  an  entirely  different  reason  than  in  the  46th  Street 
Pier,  where  it  forms  part  of  the  original  design  of  the  coffer- 
dam. This  detail  will  also  be  referred  to  in  a  brief  history  of  these 
coffer-dams. 

The  Black  Eock  coffer-dam  (Fig.  26)  was  constructed  in  1908 
and  1909,  and  consisted  of  seventy-seven  pockets,  each  30  ft.  square, 
formed  of  Lackawanna  steel  sheet-piling,  in  lengths  ranging  from 
41  to  54  ft.  and  driven  in  straight  walls.  All  the  piling  was  driven 
to  bed-rock,  making  an  average  of  33  ft.  of  penetration  through  hard 
materials.  The  maximum  penetration  was  about  45  ft.,  at  the  extreme 
west  wall.  Fig.  27  is  a  view,  looking  south,  showing  Pocket  No.  40, 
the  northeast  corner  in  the  foreground.  In  the  background  may  be 
seen  the  City  of  Buffalo,  the  Niagara  River,  and  the  International 
Bridge.  This  photograph  gives  a  general  idea  of  the  location  of  the 
ship  lock  in  relation  to  the  river. 

The  excavation  was  done  by  a  dipper-dredge  having  an  arm  capable 
of  digging  to  about  Elevation  —  45  ft.,  leaving  from  3  to  6  ft.  of  clay 
and  sand  over  the  bed-rock. 

The  slopes  of  the  materials  forming  the  embankment  by  this 
dredging  method  were  not  maintained  as  prescribed  in  the  Govern- 
ment engineer's  plans,  and,  to  re-establish  these  slopes,  rock  obtained 
from  other  work  on  the  ship  canal  was  placed  by  dump  scows  at  the 
toe  of  the  embankment  and  spread  over  its  top  by  a  dipper-dredge. 
This  rip-rap  was  placed  on  the  side  embankments,  but  not  on  the 
end  embankments  of  the  coffer-dam,  as  will  be  seen  in  Fig.  28. 

This  figure  also  shows  the  elimination  of  the  fill  at  the  tops  of  the 
pockets  against  the  inside  steel  walls,  which  would  have  formed  an 
active  pressure  wedge  against  this  wall.  Fig.  29  shows  the  effect 
produced  on  the  steel  sheet-piling  wall  by  the  clay  filling  in  the  pockets 
when  the  embankment  is  low. 

It  is  readily  seen  that  this  piling  was  thrown  into  tension  at  the 
joints.  The  maximum  curvature  of  the  wall  was  at  a  point  one-third 
above  the  point  of  penetration,  or  the  top  of  the  embankment,  the 
middle  ordinate  of  these  walls  at  this  point  being  about  3  ft.,  or  about 
one-tenth  of  the  length  of  the  ix)cket. 

Later,  during  construction  at  this  end  coffer-dam,  the  toe  of  the 
embankment  was  robbed,  causing  a  slide  in  the  embankment,  thus 
lowering  the  i)oint  of  sui)])ort  of  the  jfiling.  This  also  created  a  curved 
surface  of  rupture  in  tlio  fill  of  tlie  pockets.     The  steel   sheet-piling 
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Mr.  being  deflected  further,  the  result  was  that  the  maximum  deflection 
■"  was  at  a  point  one-third  of  the  height  from  the  new  point  of  support. 

The  steel  channels  broke  in  many  of  the  pockets,  the  interlocks  of 
the  piling  in  tension  resisting  this  increased  loading. 

Before  this  coffer-dam  was  closed  it  was  seen  that  the  curved  longi- 
tudinal walls  made  the  better  design,  and  the  four  pockets,  two  at 
each  end,  left  for  the  passage  of  the  contractor's  plant,  were  constructed 
in  that  way. 

It  was  then  found  that  in  the  fabricated  tee-pile  the  tension  strain 
from  these  curved  walls  had  a  tendency  to  pull  on  the  heads  of  the 
rivets.  The  greatest  movement  inward  of  this  coffer-dam  at  the 
diaphragm  walls,  however,  was  only  |  in.,  measuring  between  the 
tee-piles  of  opposite  walls. 

The  coffer-dam  around  the  battleship  Maine,  constructed  by  the 
United  States  Government,  under  supervision  of  the  "Maine  Board", 
composed  of  Col.  W.  M.  Black  (now  Brig.-Gen.),  Col.  Mason  M. 
Patrick,  and  Maj.  H.  B.  Ferguson,  consisted  of  twenty  cylinders, 
each  50  ft.  in  diameter,  with  closing  and  connecting  arcs  of  ten  piles 
on  the  outside  wall.  The  cylinders  and  arcs  were  constructed  of 
Lackawanna  12|  by  |-in.  straight-web  sections,  forty  with  35-ft.  lengths 
and  fifty  with  25-ft.  lengths,  spliced  to  make  sheet-piling  75  ft.  long. 

The  original  studies  for  this  work  show  six  cylinders,  each  50  ft. 
in  diameter  on  each  side  of  the  coffer-dam  and  five  cylinders,  40  ft. 
in  diameter,  on  the  ends,  but  this  was  changed  later  to  the  plan 
shown  by  Fig.  31. 

It  was  planned  to  fill  these  cylinders  with  heavy  clay,  displacing 
the  25  ft.  of  harbor  silt  which  existed  on  this  site  below  35  ft.  of 
salt  water  and  over  soft  clay  at  Elevation  —  60.  It  was  thought 
that  this  heavy  clay  fill,  when  dropped,  would  sink  to  the  clay  bed, 
thus  raising  or  displacing  the  harbor  silt  and  securing  cylinders  entirely 
filled  with  clay. 

Time  did  not  permit  waiting  to  deposit  the  clay  by  the  dipper- 
dredge,  and  the  fill  was  made  with  a  hydi'aulic  dredge.  This  material 
blanketed  the  existing  harbor  silt  in  the  cylinders.  When  the  coffer- 
dam was  ready  to  be  unwatered,  it  was  found  impracticable  to  settle, 
compact,  or  solidify  this  silt,  nor  could  the  water  in  it  be  withdrawn 
or  pumped  out,  and  this  fill,  25  ft.  in  height,  remained  in  a  semi-fluid 
condition  throughout  the  work. 

For  this  reason  the  Maine  coffer-dam  was  affected  by  the  water 
pressures  after  15  ft.  of  water  was  pumped  out,  and  even  showed 
slight  movement  with  every  high  tide,  the  result  being  that  the  cylin- 
ders gradually  crept  inward  at  the  top,  deflecting  at  Elevation  40  ft. 
or  more  below  the  water  level,  or  where  this  harbor  silt  existed  as  fill  in 
the  cylinders.     As  the  cylinders  crept  inward,  tlie  Iciigtli  of  tlie  center 


Fig.  27. — Black  Rock  Coffer-Dam,   Looking  South.     Pocket   No.   40,   the 
Northwest   Corneb,   in  the   Foreground. 


Fig.  28. — Black  Rock  Cofter-Dam,  Looking  North  from  Southwfst  Corner. 
Water  29  Ft.  Below  Normal  Level  of  Niagara  Rfver. 
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Fig.  29. — Black  Rock  Coffer-Dam.   Inside  Wall  at  South  End.   Clay 
Puddle  Moving  Piling  to  the  Limit  of  Play  in  Interlock. 


Fig.  30. — General  View  of  Black  Rock  Coffer-Dam,  Looking  North,  at 
Completion  of  Concrete  Lock  Walls. 
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line  of  each  became  shorter,  and  they  took  an  elliptical  form,  the       j^j^. 
area  of  contact  between  them  increasing.  Boardman. 

This  was  further  evidence  that,  as  the  diaphragm  walls  in  the 
Black  Eock  coffer-dam  did  not  move,  this  movement  of  the  Maine 
coffer-dam  cylinders  tended  to  create  diaphragm  walls,  and  led  to 
the  conclusion  that,  when  further  coffer-dam  construction  of  this  type 
was  required,  the  design  could  be  much  improved  by  adopting  the 
better  parts  of  each,  for  the  form  or  shape  of  the  cells  or  pockets. 
This  is  clearly  exemplified  in  the  plans  for  the  4Gth  Street  Pier 
coffer-dam  designed  by  Mr.  Staniford  as  steel  sheet-pile  cellular 
cut-off  walls. 


I 


COFFER-DAM  AROUND  WRECK  OF  BATTLESHIP   MAINE 
Fig.  31. 

The  stone  embankment  of  this  coffer-dam  was  placed  during 
unwatering  so  as  to  maintain  a  balance  of  pressures  and  to  take  the 
place  of  the  weight  of  the  water  and  mud  removed  from  the  coffer-dam. 
The  base  of  this  stone  embankment,  being  on  harbor  mud,  could  not 
be  depended  on  for  a  passive  pressure  in  the  same  manner  as  the 
stone  embankment  for  the  46th  Street  Pier  coffer-dam. 

The  United  States  Government  engineers  recognized  and  used  the 
best  features  of  the  Black  Eock  and  Maine  coffer-dams  when  designing 
those  for  the  lock  and  dams  in  the  Cape  Fear  Eiver,  I^orth  Carolina. 

Fig.  3-4  is  a  plan  of  the  coffer-dam  at  Browns  Landing  for  Lock 
No.  2,  and  shows  that  three  types  of  wall  were  used. 

Pockets  1,  2,  3,  4,  5,  6,  and  7  were  of  the  square  type  used  at 
Black  Eock,  except  that  the  14  by  f-in.  section,  having  a  much  higher 
section  modulus  (7.61),  was  used  with  the  channel  wales  and  steel 
rods  across  the  pockets,  in  order  to  maintain  their  form. 
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Mr.  Fig.  35  shows  this  coflFer-dam  during  construction.     The  river  walls 

were  driven  with  two  floating  pile-drivers.  A  "pilot"  pile  of  pine  was 
driven  at  the  corner  of  each  pocket  to  support  the  template  used  in 
driving  the  curved  walls. 

Pockets  8  to  29,  inclusive,  but  excluding  Panel  21,  were  of  a  com- 
promise design,  these  walls  being  driven  on  the  shore  of  the  river  in 
the  original  ground.  The  back  wall  was  driven  with  the  14-in.  arch- 
web  section,  and  the  partition  and  front  walls  with  the  12|-in.  straight- 
web  section,  the  steel  in  the  front  wall  being  in  tension. 

Panels  21  and  30  each  consist  of  a  single  wall,  constructed  after 
the  design  of  bulkhead  or  dock  walls,  of  steel  sheet-piling  with  steel 
channel  wales  and  steel  tie-rods  to  anchors.  This  work  was  carried 
out  most  successfully,  the  concrete  slab  being  placed  under  water 
through  a  tremie,  when  the  water  was  near  the  top  of  the  coffer-dam. 
The  top  of  the  coffer-dam  was  at  Elevation  -|-  32,  and  the  finished 
lock  floor  at  Elevation  +  1.0.    The  steel  sheet-piling  was  in  49-ft.  lengths. 

This  dam  withstood  a  head  of  30  ft.  after  it  was  pumped  out  the 
first  time.  Freshets  in  the  river  flooded  it  five  times  in  one  season, 
without  any  damage  whatever.  The  river  was  permitted  to  flow  over 
the  top  and  into  the  pit  without  damage.  At  low  stages  the  leakage 
was  from  200  to  500  gal.  per  min.,  thus  requiring  a  small  expense 
for  pumping. 

Fig.  36  shows  the  lock  walls  under  construction,  the  head  of  water 
on  the  dam  then  being  26  ft. 

In  reference  to  that  part  of  the  paper  under  the  heading  "Stresses 
in  Steel  Sheet-Pile  Walls  of  Pockets",  the  nature  of  the  material 
used  to  fill  the  cellular-type  pocket  determines  the  method  of  calcu- 
lating the  stresses  exerted  by  this  filling  on  the  steel  sheet-piling 
walls.  This  pressure  is  transferred  to  the  walls  of  the  steel  sheet- 
piling,  and  the  walls  are  held  intact  by  the  strength  of  the  interlock 
of  this  sheet-piling  in  tension.  In  1908 — previous  to  the  construction 
of  the  Black  Rock  coffer-dam — the  various  interlocks  of  steel  sheet- 
piling  were  tested  physically  for  this  value  in  tension  per  linear  inch 
of  interlock,  and  it  was  established  that  the  Lackawanna  steel  sheet- 
piling  developed  an  ultimate  strength  of  9  700  lb.  per  lin.  in.,  which 
was  then  thought  to  be  sufficiently  high  to  allow  such  piling  to  be 
used  for  any  depth  then  thought  practicable  for  cellular  pockets  in 
a  coffer-dam.  The  maximum  stress  developed  by  filling  the  pockets 
of  the  Black  Rock  coffer-dam,  and  to  be  resisted  by  the  interlocks 
of  the  steel  sheet-piling,  was  computed  for  the  contractors  by  J.  C. 
Meem,  M.  Am.  Soc.  C.  E.,  and  found  to  be  5  600  lb.  per  lin.  in.  of 
interlock. 

Several  articles  were  written  by  engineers  on  the  stress  that  would 
be  develoi)ed  in  tlie  interlocks  of  the  piling  caused  by  the  filling  in 


Fig.  32. — CoxsTKUCTixG  the  Maine  Coffee-Dam,  Havana,  Cuba. 


Fig.  33. — The  Bow  of  the  Maine,  within  the  Coffer-Dam. 
Water   at   Elevation  —  10   Feet. 
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the  pockets  of  the  Maine  coffer-dam,  one  writer*  placing  it  as  high       Mr. 
as  7  400  lb.  per  lin.  in.  of  interlock. 

By  using  the  formula  adopted  to  find  this  tension  stress,  and 
making  the  same  assimiptions  as  Mr.  Staniford,  that  the  maximum 
pressure  exists  at  a  point  58  ft.  below  the  top  of  the  filling,  and  also 
that  the  weight  of  the  river  mud  is  80  lb.  per  cu.  ft.,  with  a  natural 
slope  of  3i  to  1,  the  result  is  5  480  lb.  per  lin.  in.  of  interlock.  This 
figure,  as  will  be  seen,  agrees  substantially  with  Mr.  Staniford's  5  200 
lb.  per  lin.  in. 

In  determining  the  formula  to  use  in  this  calculation,  the  hori- 
zontal thrust  from  the  material  within  the  pocket  was  assumed  to 
act  perpendicular  to  the  longitudinal  piling  walls;  also,  the  corre- 
sponding unit  pressure  at  any  given  depth  was  assumed  to  be  dis- 
tributed uniformly  along  the  longitudinal  walls  between  the  transverse 
walls  of  pockets.  Therefore,  under  these  conditions,  the  longitudinal 
piling  wall  approaches  the  curve  of  a  parabola  with  the  maximum 
tension  at  the  point  of  support,  or  at  the  Y-pile,  and  its  value  is 


t  = 


j^  V  ^*  —  16  h^  r" 


12 


when  t  =  the  tension,  in  pounds  per  linear  inch,  in  the  longitudinal 
and  transverse  walls,  for  the  reason  that  the  Y-pile  is  fabricated  with 
angles  of  120°,  the  components  are  equal,  therefore  the  result  is  equal 
to  one  of  them. 

p  =  the  pressure,   in  pounds  per   square  foot,   against  the  longi- 
tudinal walls  at  the  depth  considered; 
/(  =  the  ordinate  at  the  center  line  of  the  pocket,  in  feet ; 
I  =  the  distance  between  transverse  walls,  in  feet. 

The  suggestion  has  been  made  that  possibly  a  single  wall  of  steel 
sheet-piling  would  have  answered  for  the  cut-off  wall  in  a  coffer-dam 
of  this  type.  A  thoughtful  analysis  of  this  idea  will  lead  to  its  abandon- 
ment almost  immediately;  first,  for  the  reason  that  this  type  of  con- 
struction, as  Mr.  Staniford's  design  shows,  requires  a  rock  fill  on 
the  inside  for  stability.  Therefore,  though  it  is  not  impracticable, 
it  is  not  good  engineering  to  attempt  to  drive  a  single  wall  of  steel 
sheet-piling  through  this  rock  fill  for  such  a  depth.  Again,  assuming 
this  cut-off  wall  to  have  been  constructed  before  any  fill  had  been 
placed:  this  would  mean  that  an  assembled  single  wall,  from  60  to  70 
ft.  in  height,  would  have  to  stand  it  vertically,  and  be  secured  only 
by  resting  on  bed-rock  and  being  supported  for  about  one-third  of 

♦  Engineering  News,  December  29th,  1910. 
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Fig.  35. — Coffee-Dam  at  Browns  Landing  for  Lock  No.  2,  Cape  Fear  River. 


Fig.  36. — Coffee-Dam  at  Browns  Landing.     Lock  Walls  Under  Construction. 
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its  height  in  harbor  silt.  Any  one  who  has  assembled  a  wall  of  this  Mr. 
kind,  without  tirst  establishing-  secure  supports  for  it,  knows  the  diffi- 
culty in  this  kind  of  construction.  To  support  such  a  single  wall  of 
piling  until  the  rock  fill  could  be  made  on  the  inside  of  the  coffer-dam 
and  the  clay  or  rock  fill  on  the  river  side,  would  require  a  temporary 
construction  of  timber,  which  would  make  the  cost  of  establishing  this 
timber  support  exceed  the  cost  of  building  the  cellular  type  of 
cut-off  wall  as  adopted  by  Mr.  Staniford,  which,  as  has  been  proved, 
had  sufficient  base  so  that  it  was  stable  within  itself  during  the  filling 
of  the  pockets  and  during  construction.  It  is  readily  seen  that  a 
cut-off  wall  of  cellular  type  filled  with  harbor  silt  is  absolutely  water- 
tight, and  must  have  an  advantage  in  this  respect  over  a  single  wall 
of  steel  sheet-piling. 

The  conditions  at  the  46th  Street  Pier,  when  thoroughly  analyzed, 
show  that  the  bed-rock  sloped  toward  the  river  and  had  a  very 
uneven  surface,  with  little  clay  overlying  it,  and  with  harbor  silt 
above  it;  and  that  this  silt  was  the  only  available  fill  for  the  pockets. 
These  conditions,  and  also  the  extreme  depth  of  the  coffer-dam,  lead 
to  the  belief  that  Mr.  Staniford  adopted  the  best  plan  for  this  con- 
struction. The  remarkable  rapidity  of  its  construction  and  the  phe- 
nomenal success  of  the  entire  coffer-dam  are  proof  positive  that  this 
is  true.     . 

William  M.  Black,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
has  taken  great  interest  in  this  coffer-dam,  as  it  was  on  his  recommen-  ^'^*3'^- 
dation  that  the  rock  excavation  in  the  dry  was  finally  resolved  upon, 
and  also  because  there  are  one  or  two  points  made  in  Mr,  Staniford's 
paper  regarding  the  work  of  raising  the  Maine,  which  should  be 
corrected.  ^Vhen  the  piling  of  the  cylinders  of  the  Maine  coffer-dam 
was  drawn,  it  was  found,  much  to  the  surprise  of  those  in  charge, 
that,  as  well  as  could  be  judged,  there  had  been,  in  general,  no  move- 
ment of  the  lower  ends  of  the  piles  forming  the  cylinder  elements.  In 
general,  no  movement  of  the  lower  end  of  the  piling  could  be  observed 
at  all,  but,  in  one  or  two  of  the  cylinders,  it  is  believed  that  some  of 
the  piles  forming  the  inside  elements  of  some  of  the  cylinders  might 
have  been  driven  farther  down  into  the  clay  by  the  cylinder  move- 
ments. In  general,  the  movement  was  a  bending  of  the  cylinders 
without  affecting  the  level  of  the  base. 

F.  E.  CuDWORTH,f  Esq. — The  author  and  others  have  discussed  the       Mr. 
larger   aspects  of  this  improvement;   the  speaker  will  mention  some 
of  the  smaller  things  connected  with  the  work,  and  will  take  up  a  few 
of  the  problems  which  arose  in  carrying  out  the  practical  details  of 

•  Washington,  D.  C. 
t  New  York  City. 
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the  ordering,  transporting,  handling,  setting,  and  driving,  and  finally 
pulling  the  steel  sheet-piling. 

Fortunately  for  the  ordering,  the  Department  of  Docks  and  Ferries 
had  complete  data,  as  a  wooden  pile  with  a  steel  shoe  had  been  driven 
at  the  corner  of  each  cell  or  pocket,  down  to  rock.  From  the  rock 
elevation  thus  obtained,  and  assuming  a  plane  surface  between  the 
corners,  a  schedule  of  piles  was  made  up  in  lengths  varying  by  3  in. 
There  were  finally  more  than  3  500  piles  in  the  order.  If  any  one 
has  a  similar  order  to  make  up,  it  would  be  better  to  use  1  ft.  as  the 
variation  in  length,  so  as  to  have  to  deal  with  a  less  number  of  different 
lengths. 

After  giving  the  matter  some  thought,  it  was  decided  to  record 
the  pile  data  on  loose  leaves  in  book  form,  of  a  size  that  could  be 
readily  carried  in  the  pocket.  The  pages  contained  the  necessary 
information  for  the  rolling  mill,  the  contractor,  and  the  Dock  Depart- 
ment, and  copies  of  the  books  were  sent  to  all  parties  concerned.  As 
each  then  had  the  same  information,  correspondence  and  conversation 
could  be  readily  carried  on. 

The  Lackawanna  pile,  in  cross-section,  is  symmetrical  as  to  the 
ends,  but  not  the  sides,  therefore,  the  names  of  "right  hand"  and 
"left  hand"  were  adopted,  on  account  of  the  resemblance  of  the  cross- 
section  to  the  hand,  when  looked  at  from  the  thumb  side.  AH  specials 
were  made  by  splitting  the  piles  and  using  the  halves,  so  that  the 
end  sections  must  present  a  certain  outline  to  suit  the  closing  of  a 
pocket  with  a  fixed  number  of  piles — if  an  odd  number,  one  outline, 
if  an  even  number,  a  different  outline — so  this  end  section  had  to  be 
shown  also.  The  number  of  piles  in  the  side  of  a  pocket  was  finally 
decided  on  as  an  even  number.  This  made  the  three  wings  of  a  Y-pile 
show  right-handed  in  plan.  The  book  solved  this  problem,  as  it 
gave  the  same  information  to  all  persons  connected  with  the  work, 
from  the  mill  to  the  foreman  who  drove  the  piles,  and  the  official  who 
inspected  them. 

The  next  problem  came  in  the  handling.  On  the  first  few  cars 
the  piles  were  in  no  particular  order,  different  cars  even  became  mixed 
on  the  railroad  lighter  and  in  handling  them  from  the  railroad  lighter 
to  the  contractor's  lighter,  or  to  the  scows  on  the  work,  so  that  finding 
a  pile  of  the  required  length  was  quite  a  task,  and  the  loss  of  time 
increased  the  cost.  The  manner  of  handling  the  piles  was  discussed 
by  the  contractor's  force  and  the  railroad  company,  and  the  speaker 
went  to  Buffalo  and  arranged  to  have  the  piles  loaded  in  the  reverse 
order  to  that  in  which  they  were  to  be  driven.  The  piles  were  stacked 
in  groups  of  about  eleven  pieces  each,  with  a  maximum  weight  of 
about   11  tons  per   ■iroup.     Tliese  groups  were  put  on  two  cars,  three 


Fig.  37. — Guide  for  Entering  Pile. 


Fig.  38. — Spring  Cuamp  fob  Attaching  Tag  Line  to  Pilb. 
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groups  sideways  and  two  groups  high,  separated  both  horizontally  ^^^Mr.^^^ 
and  vertically  by  blocking,  so  that  the  groups  were  unloaded  as  units 
in  Jersey  City.  The  groups  were  then  transferred  in  wire  rope  slings 
from  the  railroad  lighter  to  the  contractor's  lighter  or  to  a  scow,  from 
which  they  could  be  lifted  one  at  a  time  by  the  contractor's  lighter. 
As  each  single  pile  was  placed,  the  next  one  wanted  was  found  on 
the  top  of  the  group,  and  from  one  group  they  went  to  the  next,  and 
so  on.  This  brought  order  and  economy,  whereas,  at  one  time  it  was 
thought  that  a  large  piece  of  ground  would  be  required  for  sorting, 
■with  a  crane  or  a  lighter  to  do  the  work. 

The  next  operation  was  setting  the  piling.  A  lighter  was  brought 
from  Boston  for  this  purpose,  but,  in  sketching  it  in  on  the  plan 
at  the  time  the  piling  was  ordered,  it  was  found  that  the  round 
corner  of  the  coffer  would  not  admit  of  placing  the  lighter  so  that 
it  could  do  the  work.  To  accomplish  this,  and  also  drive  the  clusters 
of  land  piles  for  tying  back  the  cut-off  wall,  two  booms  were  put  on 
a  floating  pile-driver;  this  was  done  in  order  to  avoid  bringing  in  a 
land  driver  for  a  few  clusters;  one  boom  held  the  leads  and  hammer 
and  the  other  handled  the  pile.  In  this  way  the  land  piles  could  then 
be  driven  and  the  lighter  could  be  taken  into  the  round  corner  of 
the  dam  ''head  on,"  in  order  to  set  the  steel  piles.  The  driver  had 
little  freeboard,  but  this  was  remedied  by  closing  the  forward  hatch 
to  keep  the  water  from  flooding  the  hold.  This  is  the  only  case 
knowTi  to  the  speaker  where  two  booms  were  used  on  a  pile-driver. 
It  was  also  intended  to  use  these  booms  later  for  handling  two  driving 
hammers  at  the  same  time. 

It  might  be  thought  that  the  setting  of  the  piles  could  be  done 
easily,  but,  with  the  end  of  the  previously  driven  pile  20  ft.  above  the 
water,  and  with  a  pile  from  50  to  70  ft.  long  s^vinging  in  the  air 
from  a  boom,  and  the  pile-driver  or  lighter  moving  with  the  wind 
and  boat  swells,  it  will  be  realized  that  it  was  quite  difficult.  It  is 
necessary  to  enter  the  Lackawanna  pile  from  the  end,  and  as  the 
clearance  is  only  J  or  J  in.,  this  is  not  easily  done,  and  there  is  a 
chance  that  the  man  guiding  the  pile  may  lose  a  finger  or  two.  Light 
ladders,  with  a  strong  hook  in  the  side,  so  that  they  would  hang  to  the 
top  of  the  pile,  were  provided,  and  were  better  than  a  boatswain's  chair, 
as  the  man  was  on  something  more  nearly  stationary.  The  next  thing 
was  to  steer  the  pile  into  place.  Various  schemes  were  suggested,  and 
finally  a  guide  (Fig.  37)  was  made  from  a  piece  of  piling  about  5  in. 
long,  with  a  swivel-eye  for  a  safety  line,  so  that  it  would  not  be  lost 
if  it  fell  overboard.  This  guide  was  held  in  place  on  top  of  the  pile 
with  light  flat-jaw  pieces  on  each  side,  and  had  the  "thumb,"  as  that 
part  of  the  lock  on  the  pilings  was  called,  cut  out.  The  weight  of  \ 
the  guide  was  reduced  to  11  lb.  by  cutting.     An  operator,  skilled  in 
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handling  a  lighter,  could  lower  the  pile  within  the  distance  of  the 
height  of  this  guide;  it  could  then  be  pulled  into  place,  and  would 
be  held  by  the  ''finger"  of  the  guide  until  lowered.  This  was  a  time 
saver  and  good  accident  insurance. 

The  tag  line  at  first  was  tied  to  the  lower  end  of  the  pile,  and 
two  men  on  two  lin.es  held  the  swing  of  the  pile,  and  helped  the  guide 
man.  It  took  time  to  put  on  this  rope,  and  more  time  when  the  pile 
was  up  in  the  air,  to  take  it  off.  A  little  spring  clamp  (Fig.  38)  was 
finally  made,  with  a  swivel-eye  for  attaching  the  tag-lines.  The  clamp 
was  fastened  to  the  pile  with  a  screw  bolt  having  a  lever  handle,  and 
this  could  be  put  on  and  taken  off  in  a  few  seconds.  The  weight  of 
the  clamp  was  14  lb. 

The  best  day's  work  in  setting,  with  one  lighter,  after  the  crew  had 
been  well  broken  in,  was  in  one  case  98  pieces  70  ft.  long,  and  in  another 
case  129  pieces,  from  20  to  25  ft.  long,  in  8  hours.  In  the  latter  instance 
the  average  was  16  piles  per  hour,  or  a  pile  in  a  little  less  than  4  min. 
Thus,  seconds  cut  off  in  different  ways  were  important. 

After  the  setting  came  the  driving.  The  idea  was  to  use  the  pile- 
driver  boom  and  the  lighter  boom,  and  do  away  with  the  clumsy  hang- 
ing leads.  This  is  difficult,  even  when  the  suspension  is  from  a  land 
machine,  but,  with  a  floating  machine,  moving  around  and  bobbing 
up  and  down,  it  is  still  more  difficult.  The  first  trouble  was  to  get  the 
hammer  on  the  pile  when  up  in  the  air,  the  next  to  keep  it  there,  and 
lastly  (but  still  important),  to  keep  it  correctly  lined  up  with  the  pile, 
so  that  the  blows  would  be  in  the  right  direction  to  do  the  most  good. 

Finally,  an  attachment  was  designed  to  be  placed  on  the  corners 
of  the  hammer.  This  projected  like  a  double  clothes-pin.  The  hammer 
was  the  body  of  the  clothes-pin  and  the  attachments  were  the  prongs. 
This  was  built  in  iron  and  later  in  wood.  Fig.  39  shows  the  design 
for  the  arch- web  style  of  pile;  the  arrangement  for  the  straight- web 
pile  section  was  similar.  A  double  set  of  prongs — making  two  slots — 
was  used,  so  that,  by  placing  the  piles  in  one  slot,  either  three  or  one 
could  be  driven,  and  by  using  the  other  slot,  two  piles  could  be  covered. 
The  idea  was  to  drive  three  piles  at  a  time  when  they  drove  easily,  then 
two  piles,  when  the  driving  was  harder,  and  finish  by  driving  one  pile 
at  a  time,  with  a  follower.  This  arrangement  worked  well,  and  allowed 
the  lifting  tackle  to  be  even  entirely  slacked  off,  if  desirable.  In  fact, 
the  hammer  would  work  on  the  pile  without  being  otherwise  supported. 
As  shown  by  Fig.  42,  this  arrangement  was  also  convenient  for  taking 
care  of  the  hammer  when  not  in  use,  as  it  saved  laying  it  down  on  the 
deck  of  the  lighter. 

The  problem  of  pulling  the  piles  was  a  subject  of  nnich  discussion, 
both  in  the  field  and  in  the  office.  On  most  of  the  jobs  where  piles 
have   been   pulled   heretofore,    with    the   excopt'on    of   the    coffer-dam 
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around  the  Maine,  and  part  of  the  Black  Dam,  they  had  been  driven  Mr. 
in  straight  lines,  or,  if  curved,  the  external  was  greater  than  "^^  ^^°'  ' 
the  internal  pressure,  and  they  were  not  necessarily  in  tension  in 
the  locks.  Owing  to  the  manner  in  which  the  cells  at  46th  Street  were 
filled,  the  internal  was  greater  than  the  external  pressure,  so  that  the 
cells  probably  took  a  shape  somewhat  similar  to  a  barrel,  that  is,  they 
had  swelled  out  in  the  middle  from  the  pressure  of  the  materials  con- 


^Open  Front  of  Hammer  to  this  side- 
Engaging  Guides  .4  and  B 


ix6  X  14  Angle 


6"x  6''x  i-^^Angle 


HORIZONTAL  CROSS-SECTION    LOOKING  DOWNWARD 


ATTACHMENT  TO  HOLD  HAMMER 
ON  ONE,  TWO,  OR  THREE  PILES. 
(LACKAWANNA  ARCH  WEB  SHAPE.) 

Fig.   39. 

tained  in  them,  the  bottom  being  held  in  place  by  the  penetration.  The 
piles  to  be  pulled  had  been  in  place  for  about  2  years,  and  the  earth 
friction  was  great.  To  this  was  added  also  the  friction  due  to  the 
tension  locks  and  any  additional  friction  resulting  from  the  effect  of 
the  movement  of  the  dam;  thus  it  was  difficult  to  determine  the  pull 
necessary  to  take  them  out.  The  locks,  however,  had  been  greased  when 
driven. 
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Cudworth. 


The  problem  was  how  to  grip  the  pile  and  also  be  able  to  let  go  of 
it  when  desired,  and  how  to  arrange  for  the  pulling.  For  taking  hold 
of  the  pile,  the  Lackawanna  Steel  Company  was  kind  enough  to  lend  the 
contractors  a  50-ton  and  a  150-ton  grip,  which  would  engage  the  web  of 
the  pile.  (Fig.  40.)  These  grips  were  used  in  pulling  the  piles  in  the 
coffer-dam  around  the  Maine,  and  were  of  the  box  form,  which  allowed 
the  pile,  as  it  was  pulled,  to  come  up  through  the  inside  of  the  grip. 
Where  these  grips  had  been  used  previously,  the  tops  of  the  piles  were 
at  about  the  same  elevation;  but  in  the  46th  Street  coffer-dam  they 
stood  at  varying  heights,  as  they  had  been  driven  to  the  rock  surface, 
which  was  quite  uneven.     The  Lackawanna  grip  could  engage  a  pile 


GRIP  USED  FOR  PULLING  THE  75-FOOT  SPLICED 

LENGTHS  OF  LACKAWANNA  STEEL  SHEET-PILING 

FROM  THE  COFFER-DAM  AROUND  THE  U.S.S. 

MAINE,  HAVANA  HARBOR. 

Fig.  40. 

about  8  in.  below  the  piles  of  either  side,  but  when  there  was  more  than 
that  variation  it  was  impossible  to  apply  the  grip.  To  overcome  this 
difficulty  the  speaker  designed  a  grip  of  such  width  that  it  could  go  in 
the  8-in.  space  between  two  alternate  piles  and  grab  one  which  was 
lower.  This  grip  (Fig.  41)  had  4  by  IG-in.  side  pieces,  closed  by  a 
toggle  and  made  to  open  by  a  single  line  operated  by  the  engine  runner. 
This  was  designed  for  a  GO-ton  pull.  It  was  to  be  used  in  connection 
with  the  No.  1  National  Pulling  Hammer,  as  shown  in  Fig.  43. 

This  apparatus  seemed  to  be  strong  enough  to  do  the  work.  The 
first  piles  were  pulled  in  the  cut-off  with  a  derrick  of  about  12  tons 
capacity.  This  combination  pulled  the  piles  which  wore  shorter  than 
about  25  ft.,  and  then  there  was  difficulty.     In  tliis  case,  due  to  the 
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GROOVfNG  IN  GRrP  PLATES 


FIG.    41. 
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small  capacity  of  the  derrick,  the  dead  weight  of  the  hammer  and  grip 
were  too  great,  in  proportion  to  the  striking  energy  of  the  hammer, 
and  it  was  found  necessary  to  do  away  with  the  grip,  drill  holes  in  the 
sheeting,  and  attach  the  hammer  directly  thereto.  At  about  this  time 
a  new  grip  (Fig.  45),  designed  by  C.  S.  Boardman,  M.  Am.  Soc.  C.  E., 
of  the  Lackawanna  Steel  Sheet-Piling  Department  arrived.  This  was 
of  smaller  capacity,  of  very  much  better  material,  and  of  lighter  weight. 
It  was  used  afterward  on  the  smaller  of  the  two  lighters,  having  a 
capacity  of  about  20  tons,  and,  after  some  changes,  proved  very  satis- 
factory. The  large  grip  (mentioned  previously)  built  by  the  con- 
tractor, was  used  on  the  40-ton  lighter,  and  worked  well.  The  most 
economical  and  most  rapid  method  of  pulling  was  when  the  resistance 
of  the  pile  was  within  the  capacity  of  the  lighter  without  the  hammer. 

Mr.  Staniford  has  described  some  of  the  ways  in  which  the  piles 
were  pulled;  the  speaker  will  mention  some  of  the  ways  in  which  they 
were  not  pulled:  In  starting  the  pulling,  in  the  cells  where  the  piles 
were  long,  the  hardest  work,  of  course,  was  in  breaking  the  pockets, 
that  is,  in  pulling  the  first  piece  of  piling  which  had  tension  in  the 
locks  on  both  sides  of  the  pile  and  was  held  by  the  friction  of  the  soil, 
stone,  and  other  materials.  The  first  combination  tried  was  a  lever 
and  two  small  hammers  which  were  on  the  job,  using  as  a  lever  a  24-in., 
100-lb.  I-beam,  30  ft.  long,  putting  the  35-ton  lighter  over  the  grip  and 
the  15-ton  crane  on  the  lever.  The  beam  was  bent,  and  failed  to  start 
the  pile.  A  heavier  lever  was  made  up,  using  three  24-in.,  1  000-lb. 
I-beams.  The  crane  at  the  end  of  the  30-ft.  lever  lifted  about  8  tons, 
the  other  end  of  the  lever  rested  on  the  top  of  a  Y-pile,  6  ft.  from  the 
pile  being  gripped.  This  multiplied  the  lift  on  the  grip  to  about  30 
tons.  The  lighter  pulled  about  40  tons  directly  on  the  grip,  and,  in 
the  direct  line  of  the  light  pull,  there  were  two  No.  3  National  ham- 
mers inverted  for  pulling.  This  was  estimated  at  an  equivalent  of  15 
tons  pull  for  each,  and  made  the  total  lift  on  the  pile  about  100  tons. 
This  rig  was  used  because  all  the  materials  for  it  were  on  the  ground ; 
it  failed  to  start  the  pile. 

The  two  hammers  did  not  work  well  because  there  was  no  way  to 
synchronize  the  strokes,  or  blows. 

At  this  time  a  No.  1  National  pulling  hammer  arrived  and  was 
inserted  in  the  line  of  pull  between  the  lighter  and  the  grip,  in  place 
of  the  two  smaller  hammers.  This  arrangement  finally  started  the 
first  pile  in  the  outside  row.  After  this  pile  had  been  drawn  a  good 
many  of  the  others  could  be  pulled  by  the  lighter  with  the  grip,  with- 
out the  use  of  the  hnnnner.  An  air  jet  (Fig.  44),  with  a  nozzle  similar 
to  that  used  for  a  hydraulic  jet,  was  put  in  operation  and  served  to 
break  up  the  skin  friction  with  the  soil.     Tlien  hammer  trouble  started. 
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The  band  plate,  which  was  of  structural  material — the  best  that  could  Mr. 
be  obtained  under  the  market  conditions  prevailing  at  that  time — did  "'^^^°'*  • 
not  last  very  long,  and  a  No.  6  hammer,  brought  to  the  job  by  the 
McKiernan-Terry  Drill  Company  (Fig.  44),  with  a  band  of  a  different 
shape  was  used,  as  the  other  bands  were  expensive  and  the  proper  grade 
of  material  could  not  be  obtained.  The  McKiernan-Terry  hammer  did 
excellent  work. 

GRIP  DESIGNED  BY 

C.S.  BOARDMAN,  M.  AM.  SOC.  C..E., 

AS  MODIFIED 


Fig.  45. 


The  pulling  was  a  fight  with  the  piles  from  start  to  finish,  there 
being  very  few  days  when  a  good  run  could  be  made.  The  number 
pxilled  by  one  gang  ranged  from  0  to  40,  a  fair  day's  run  was  20.  The 
record  was  made  when  66  piles,  not  exceeding  25  ft.  in  length,  were 
pulled  with  a  locomotive  crane  in  about  6  hours.  This  covers  the  break- 
ing of  the  outside  row. 

The  breaking  of  the  inside  row  with  an  A-frame  has  been  described 
by  Mr.  Staniford.  An  A-frame  was  used  because,  in  dredging  out  the 
pockets  to  a  depth  of  about  10  ft.,  there  was  not  enough  of  the  dam 
remaining  to  carry  the  weight  of  the  cranes. 
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Synopsis. 
In  this  paper  attention  is  called  to  the  fact  that,  in  the  extensive 
valuation  work  which  has  been  carried  on  by  engineers  in  late  years, 
the  item  of  land,  in  an  inventory,  has  been  turned  over  to  real  estate 
dealers.  The  contention  is  then  made  that,  even  where  the  services  of 
reliable  and  well-informed  dealers  are  secured,  their  appraisals  are  not 
entirely  satisfactory,  and  that  it  is  well  within  the  province  of  the 
engineer  to  check  the  values  submitted  to  him,  or  even  to  make  the 
determination  of  land  values  himself. 

After  some  discussion  of  this  point,  there  follows  an  exposition  0^ 
the  methods  and  procedure  to  bo  used  in  valuing  land,  a  brief  outline 
of  which  is  as  follows: 

The  principles  of  land  values; 

Sources  of  data  regarding  land  values; 

Method  of  utilizing  the  data; 

Rules  for  long  and  short  lots; 

Corner  lot  rules; 

Plottage; 

The  cost  of  acquiring  land; 

Values  based  on  special  utilization; 

The  valuation  of  railroad  land; 

The  cost  of  land  appraisals. 
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In  recent  years  there  has  heeu  a  great  increase  in  the  demand  for 
valuation  of  physical  property  of  every  description.  One  great  stimulus 
has  perhaps  been  the  organization  of  public  bodies  for  the  purpose  of 
investigating  and  regulating  semi-public  corporations,  but  modern 
methods  of  accoim.ting  and  keeping  records  are  also  an  important 
factor.  The  work  of  making  these  valuations  has  naturally  fallen  into 
the  hands  of  engineers,  owing  to  the  fact  that  they,  more  than  any  one 
else,  have  had  to  do  with  the  design,  construction,  and  in  many  cases 
the  selling,  of  the  structures  and  equipment  for  which  an  appraisal  is 
demanded.  The  various  items  of  inventory — of  which,  with  some  ex- 
ceptions, the  most  common  is  land — fall  within  the  knowledge  of  an 
electrical,  mechanical,  civil,  or  gas  engineer. 

The  item  of  land  appears  in  almost  every  inventory,  and  its  im- 
portance in  appraisal  work  may  be  seen  from  the  fact  that  its  value 
ordinarily  constitutes  from  5  to  50%  of  the  total  value  of  a  utility.  It 
is  probably  customary  for  an  engineer,  in  handling  a  valuation  proposi- 
tion, to  feel  that  the  land  is  somewhat  out  of  his  field,  and  to  turn  this 
part  of  the  work  over  to  one  or  more  real  estate  dealers.  In  this  paper 
the  contention  will  be  made  that,  even  where  the  services  of  reliable 
and  well-informed  dealers  are  secured,  their  appraisals  are  not  entirely 
satisfactory,  and  that  it  is  well  within  the  province  of  an  engineer  to 
check  the  values  submitted  to  him,  or  even  to  make  the  determination 
of  value  himself.  In  some  of  the  greater  cities  large  real  estate  offices 
maintain  highly  organized  appraisal  departments  and,  unquestionably, 
no  one  is  better  qualified  to  make  land  valuations  in  certain  territory 
than  they  are,  but  it  is  held  that  in  the  country  at  large  the  average 
real  estate  dealers'  appraisals  are  likely  to  be  in  error,  due  to  careless- 
ness, prejudice,  or  incompetence.  It  is  proposed  to  show  that  land 
values  are  fijxed  by  more  or  less  definite  forces,  and  to  indicate  how,  by 
the  systematic  collection  and  application  of  data,  a  man  unfamiliar 
with  land  values,  as  a  dealer  or  even  as  a  near-by  resident,  may  obtain 
reliable  appraisals. 

The  development  of  the  methods  suggested  herein  should  be  useful, 
not  only  in  valuation  work,  but  also  in  acquiring  land  for  utilities,  and 
especially  in  cases  where  controversies  arise.  In  a  contest,  a  real  estate 
broker  testifies  that  he  has  been  a  land  dealer  for  a  certain  number  of 
years,  that  he  has  platted  and  sold  land  in  the  vicinity  of  the  tract  in 
question,  and  that  in  his  opinion  the  tract  is  worth  a  certain  sum.    In 
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some  cases  the  very  sales  he  himself  has  made  would,  if  analyzed,  dis- 
prove his  contention.  In  what  a  multitude  of  cases  have  not  city  and 
county  authorities,  railroad  companies,  and  other  corporations  been 
forced  to  pay  exorbitant  sums  for  land  on  evidence  of  this  character  1 
In  no  case  may  an  appraiser  gather  data  enough  actually  to  prove  the 
value  of  a  tract  of  land,  and  in  the  end  his  conclusions  represent  his 
opinion  only,  but  he  can  present  logical  reasons  for  his  opinion,  and 
can  generally  submit  enough  facts  to  define  a  value  within  narrow 
limits. 

In  approaching  this  subject,  it  should  be  borne  in  mind  that  land 
has  a  value  as  a  result  of  the  operation  of  definite  economic,  political, 
or  social  forces,  and  that  changes  of  value  take  place  by  reason  of 
similar  forces.  The  location  of  cities  does  not  occur  at  random,  nor 
does  their  growth  take  place  by  chance;  likewise,  the  development  of 
farming  communities  is  regulated  by  their  natural  facilities.  It  is  the 
consideration,  then,  of  the  factors  which  affect  land  values  to  which 
the  writer  will  proceed. 

The  true  value  of  land  is  the  ground  rent  capitalized.  The  ground 
rent  is  the  net  income  which  remains  after  paying  the  taxes  on  the 
land  and  the  taxes,  depreciation,  interest,  and  maintenance  on  all  im- 
provements. The  market  value  may  be  entirely  different  from  the  true 
value,  as  it  is  based,  not  only  on  the  ground  rent  capitalized,  but  on 
the  future  prospects  of  the  land's  utilization.  Farm  land  differs  from 
city  land  in  that  the  fertility  of  the  soil,  in  addition  to  the  advantage 
of  location,  is  a  source  of  ground  rent.  Farm  land  values  are  com- 
paratively simple,  however,  and  will  be  treated  briefly  before  taking  up 
city  land  values,  as  the  latter  are  much  more  important. 

The  value  of  farm  lands  depends  primarily  on  the  fertility  of  the 
soil.  Other  factors  are  the  topography,  water  supply,  climatic  condi- 
tions, and  the  development  of  the  community  as  regards  markets, 
highways,  schools,  villages,  etc.  The  advantages  of  location  consist  in 
nearness  to  cities,  railway  stations,  and  schools.  The  value  of  farm 
land  is  comparatively  low  and  the  range  of  values  small.  The  factors 
just  mentioned  vary  but  little  over  large  areas,  and  consequently  the 
change  in  values  is  gradual.  The  problem  of  determining  farm  land 
values,  therefore,  is  comparatively  simple,  because  any  data  which  may 
be  obtained  are  generally  applicable  over  a  large  district. 
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The  Structural  Development  of  Cities. 

The  problem  presented  by  cities  is  mucli  more  complex.  In  the 
first  settlement  of  new  territory,  land  has  no  value.  A  settler  has  his 
choice  of  numerous  locations,  and  occupies  any  tract  that  suits  his 
fancy.  As  other  settlers  appear,  however,  there  comes  a  time  when 
there  is  a  difference  in  desirability  between  two  tracts,  due  to  their 
location.  It  is  at  this  point  that  value  arises  in  the  land  having  a 
superior  location,  and  it  becomes  a  source  of  groimd  rent.  As  the  com- 
munity grows,  more  distant  lands  come  into  use,  a  larger  area  of  land 
has  a  value,  and  the  value  of  the  best  location  is  forced  higher.  When 
the  proportions  of  a  city  are  reached,  the  grades  of  land  are  very 
numerous,  and  they  are  occupied  by  a  variety  of  utilities.  City  land 
is  useful  only  as  a  site  for  buildings,  and  advantages  of  location  govern 
the  values  entirely.  Any  location  in  the  city  may  be  sought  by  any 
utility,  and  the  land  goes  to  the  one  which  can  make  it  yield  the 
highest  ground  rent  and,  therefore,  pay  the  greatest  price  for  it. 

City  land  may  be  divided  roughly  into  the  following  classes  as 
regards  utilization: 

Distrihution. — Retail  stores,  wholesale  stores,  railroads. 
Administration. — Banks,  office  buildings,  public  buildings. 
Production. — Factories. 
Eesidence. — Dwellings,   tenements,   apartments,  hotels. 

There  are  other  utilizations,  such  as  theaters,  hospitals,  libraries, 
etc.,  which  do  not  fall  readily  under  these  classes,  but  they  do  not  form 
a  large  percentage  of  the  total  number  of  utilities.  For  each  of  the 
utilities  in  this  classification  there  is,  with  respect  to  other  utilities,  a 
IKtrtion  of  a  city  within  which  it  is  almost  forced  to  locate. 

In  retailing,  the  seller  must  draw  the  buyer  into  his  establishment. 
He  seeks  a  location  where  the  largest  number  of  prospective  customers 
will  pass,  and,  consequently,  retail  stores  gather  at  the  heart  of  the 
city.  Wholesale  dealers  locate  where  transportation  facilities  are  best, 
and  as  close  as  rentals  will  warrant  to  any  retailers  whose  business  they 
may  seek  to  hold  or  obtain.  Railroads  procure  sites  close  to  the  busi- 
ness center  in  order  to  secure  passenger  traffic,  and  their  freight 
terminals  are  located  in  the  wholesale  and  manufacturing  districts. 
Banks  and  office  buildings  are  found  in  the  business  center,  but  they 
can  scarcely  compete  with  retail  stores  for  the  best  locations.    Manu- 
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facturing,  to  some  extent,  has  the  same  requirements  as  wholesaling, 
but,  in  addition  to  railroad  facilities,  their  labor  conditions  must  be 
considered. 

The  basis  of  business  values  is  strictly  economic,  the  land  going  to 
the  highest  bidder,  but  the  basis  of  residence  values  has  a  social  ele- 
ment. The  wealthy  class  select  the  best  locations,  near  parks,  easy  of 
access,  and  free  from  nuisances.  Those  of  lesser  means  take  locations 
as  near  them  as  possible,  and  the  poorest  people  are  obliged  to  live  in 
the  outskirts  of  the  city  or  in  undesirable  places  near  tanneries,  rail- 
road yards,  gas  plants,  etc.  Apartment  houses  are  distributed  about 
the  same  as  dwellings ;  and  hotels  locate  near  the  retail  stores,  theaters, 
and  passenger  terminals. 

The  conspicuous  feature  in  cities  is  the  tendency  of  utilities  in.  the 
same  business  to  cluster  together.  The  influences  which  favor  one  are 
favorable  to  another,  and,  moreover,  each  establishment  endeavors  to 
benefit  by  the  business  which  other  concerns  draw.  A  buyer  in  a  city 
may  visit  a  number  of  wholesale  houses  by  traversing  a  small  district, 
and  a  jobber  located  in  some  other  part  of  the  city  would  probably  not 
receive  his  attention.  In  every  large  city,  then,  there  will  be  found  at 
the  center  a  business  section,  certain  portions  of  which  are  occupied  by 
different  groups  of  utilities,  such  as  retail  stores,  banks  and  financial 
institutions,  jobbing  houses,  etc.  Surrounding  the  business  center  are 
sections  occupied  by  the  several  classes  of  residence  structures,  by 
storage  warehouses,  factories,  railroad  yards,  and  many  other  utilities. 
The  lines  of  demarcation  between  these  sections  are  generally  not  well 
defined,  as  the  change  from  one  class  of  utilization  to  another  is  for  the 
most  part  gradual.  It  is  not  uncommon,  however,  to  find  two  distinct 
classes  of  utilization  separated  by  a  single  street;  and  barriers,  such  as 
a  river  or  a  railroad  line,  often  constitute  sharp  division  lines. 

The  increase  in  population,  the  changes  in  style  of  architecture  and 
types  of  construction,  and  the  constant  depreciation  of  buildings  cause 
a  continuous  movement  of  utilities  from  one  district  to  another.  In  a 
fine  residence  section  the  houses  eventually  become  old  and  out-of-date, 
and,  as  a  result,  more  modern  dwellings  are  built  in  new  districts  else- 
where in  the  city.  The  old  section  soon  begins  to  lose  its  reputation 
as  a  fashionable  district,  the  wealthy  people  gradually  move  out,  the 
vacated  dwellings  are  used  for  boarding  houses,  iuul  the  section  suffers 
a  decline  in  land  values,  even  as  a  rise  in  values  is  experienced  in  the 
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new  district.  It  is  possible  for  real  estate  men  to  gain  control  of  a 
district,  and,  by  platting  it  in  a  suitable  manner,  making  street  and 
park  improvements  and  placing  building  restrictions  on  all  lots  sold, 
to  develop  a  good  residence  section.  Similarly,  by  filling  in  low  lands 
or  providing  railroad  or  harbor  facilities,  a  manufacturing  or  shipping 
district  may  be  fostered.  Frequently  the  movement  of  groups  of  utili- 
ties, and  consequent  changes  of  land  value,  are  regulated  by  activities 
along  such  lines.  In  many  cases  the  movement  of  utilities  from  one 
district  to  another  is  guided  more  by  the  natural  growth  of  the  city  and 
the  development  of  its  transportation  systems,  and  cannot  be  influenced 
as  in  the  foregoing  instances.  Business  property  is  the  least  susceptible 
to  such  influences. 

Business  remains  on  level  ground  and  where  topography  does  not 
interfere,  the  retail  section  moves  in  the  direction  of  the  best  residence 
section.  The  reason  for  this  is  that  the  residents  of  such  a  section 
represent  the  heaviest  buyers,  and  their  custom  is  sought  by  all  shops, 
not  alone  for  the  value  of  their  patronage,  but  also  by  reason  of  the 
fact  that  all  classes  go  to  the  shops  where  the  wealthy  class  trades. 
The  advance  of  a  retail  section  toward  a  residence  section  involves  the 
movement  of  banks  and  offices  into  new  districts.  The  buildings 
vacated  by  shops,  offices,  and  banks  must  necessarily  succeed  to  a  lower 
utility,  such  as  wholesale  houses  and  factories,  and  these  are  often  fol- 
lowed by  tenements  and  vacancies,  so  that  land  once  the  best  in  the 
city  sometimes  drops  to  a  low  value.  The  point  of  highest  value  is  con- 
stantly moving,  and,  unless  the  increase  in  population  is  sufficient  to 
overcome  the  tendency,  the  land  behind  this  movement  suffers  a  de- 
crease in  value. 

City  Land  Values. 

From  the  business  center,  the  main  traveled  streets  project  axes 
of  higher  value  into  the  outlying  territory.  As  a  rule,  values  grade 
down  regularly  from  the  point  of  highest  value  at  the  business  center 
to  the  outskirts  of  the  city,  and  also  grade  down  on  each  side  of  the 
main  traveled  axes  radiating  from  the  heart  of  the  city.  This  general 
scheme  of  values  is  modified  by  the  location  of  railroads,  bridges,  parks, 
and  the  different  classes  of  utilities,  and  also  by  the  topography,  kind 
of  platting,  extent  of  street  improvements,  etc.  It  is  not  common  to 
find  sharp  differences  in  the  values  of  two  adjoining  properties.  Where 
a  district  of  low  utility  adjoins  one  where  land  values  are  compara- 
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tively  high,  the  low-class  land  near  the  boundary  is  of  greater  value 
than  the  remainder  of  the  district,  owing  to  the  proximity  of  higher 
values,  and,  correspondingly,  the  high-class  land  near  the  boundary 
reflects  to  a  certain  extent  the  low  values  near-by.  Marked  changes  of 
value  take  place,  not  by  sudden  variation,  but  by  degrees,  over  a  dis- 
tance of  several  blocks. 

The  total  land  value  of  a  city  depends  primarily  on  the  population, 
but  is  influenced  to  so  great  an  extent  by  the  city's  wealth  and  other 
factors  that  comparisons  between  cities  of  the  same  population,  as  to 
either  the  total  land  value  or  the  value  of  highest  priced  land,  oifer 
considerable  variation.  It  is  believed  that  the  range  of  values  in  Fig. 
2  will  cover  the  conditions  in  all  except  a  very  small  percentage  of 
cities.  The  lower  values  represent  more  nearly  the  normal  conditions, 
and  the  higher  values  occur  in  cities  where  there  is  a  large  transient 
population  or  where  the  business  district  is  restricted.  All  factors 
which  tend  toward  the  expenditure,  in  a  city,  of  money  which  is  earned 
elsewhere,  raise  the  value  of  business  land.  For  instance,  the  location, 
in  a  city  of  25  000  people,  of  a  university  with  several  thousand  students 
would  materially  increase  business  land  values  above  those  of  other 
cities  of  the  same  size.  In  determining  the  population  of  a  city,  there 
should  be  considered  such  suburbs  as  are  close  enough  to  constitute  a 
part  of  the  city  proper.  The  1910  census  shows  the  population  of 
Boston  to  be  about  670  000,  but  the  addition  of  Cambridge,  Somerville, 
Winthrop,  and  other  communities  which  directly  adjoin  the  city  and 
are  closer  to  the  business  center  than  some  parts  of  Boston  proper, 
brings  this  figure  up  to  nearly  1  000  000.  Entering  Fig.  2  with  this 
latter  figure,  the  value  of  the  best  business  land  is  seen  to  range  from 
$9  000  to  $15  000  per  front  foot  and,  when  the  great  tributary  and 
transient  population  of  the  city  is  considered,  one  would  expect  to  find 
there,  as  is  in  fact  the  case,  values  corresponding  to  the  higher  figure. 

It  will  be  seen  from  the  foregoing  that  an  investigation  of  land 
values  generally  involves  a  study  of  the  forces  at  work  in  a  city's  devel- 
opment, the  land  requirements  and  distribution  of  its  utilities,  and  the 
strength  and  direction  of  tlie  structural  movements  which  are  con- 
stantly taking  place.  The  extent  of  such  a  study  would  depend,  of 
course,  on  the  land  under  consideration.  In  valuing  a  single  lot  in  a 
residence  section,  such  preparation  would  not  be  called  for,  but,  in  the 
case  of  high-priced  business  land,  it  is  necessary  to  be  informed  on  these 
points. 
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For  the  purposes  of  this  paper  the  ''market  value"  of  land  will  be 
considered  as  the  ordinary  exchange  price  that  one  party  would  pay 
another  for  a  farm,  city  lot,  or  other  tract  of  land,  inider  normal  con- 
ditions, that  is,  when  the  purchaser  is  not  compelled  by  circumstances 
to  pay  an  excessive  price  nor  the  grantor  to  sell  at  a  sacrifice.  The  mar- 
ket value  will  not  include  additional  amounts  which  are  often  paid  for 
plottage,  severance  charges,  or  damages;  also,  the  term  "front  foot" 
will  be  made  to  mean  a  strip  of  land  having  a  frontage  of  1  ft.  on  a 
street  and  a  depth  of  100  ft.  measured  at  right  angles  thereto.  The 
vmit  used  in  measuring  city  land  varies  in  different  parts  of  the  country. 
In  some  places  it  is  the  custom  to  use  the  front  foot  of  100-ft.  depth,  or 
some  other  depth,  and  in  other  places  the  square  foot  is  the  unit.  Those 
accustomed  to  think  of  land  values  by  the  square  foot  can  readily  con- 
A  ert  the  figures  in  mind  to  the  front  foot  as  used  herein  by  multiplying 
by  100. 

Sources  of  Data  for  Determining  Land  Values. 
In  making  land  appraisals,  the  following  classes  of  information  are 
available : 

Inspection  and  general  study. 

Sales  of  real  estate. 

Tax  assessments. 

Rentals. 

Opinions  of  land  dealers. 

Opinions  of  land  owmers. 

Character  of  buildings,  as  an  index  to  land  values. 

Real  estate  for  sale. 

Inspection  and  General  Study. — In  connection  with  any  property, 
there  should  be  obtained  at  the  outset  all  information  with  regard  to  the 
dimensions  of  the  tract,  the  accuracy  of  the  survey,  the  condition  of  the 
title,  the  amount  of  taxes  and  special  assessments  due,  and  the 
existence  of  mortgages  or  restrictions  as  to  the  use  of  the  land.  An 
inspection  is  generally  necessary  in  order  to  determine  the  extent  and 
condition  of  street  improvements,  and  the  nature  of  the  property  as 
regards  topography,  filling,  protection  of  water  frontage,  etc.  A  gen- 
eral study  also  involves  some  investigation  of  the  district  in  which  the 
property  is  located  and  of  the  city's  development  and  structural  growth, 
as  heretofore  outlined.     A  knowledge  of  general  conditions  enables  an 
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appraiser  to  make  use  of  data  which  are  not  directly  applicable  to  the 
land  in  question,  and  often  establishes  limiting  values  on  a  tract  of  land 
before  a  detailed  study  is  undertaken.  It  is  always  advisable  to  be  pro- 
vided with  a  map  showing,  not  only  the  parcel  of  land  in  question,  but 
the  surrounding  district  for  a  good  many  blocks  on  every  side.  By 
recording  on  this  map  sales,  assessments,  rentals,  topographic  features, 
etc.,  their  bearing  on  land  values  maj'  be  most  clearly  understood. 

Sales  of  Heal  Estate. — Actual  sales  of  real  estate  offer  one  of  the 
best  criteria  of  land  value  available  to  an  appraiser.  Where  they  can 
be  found  in  sufficient  numbers  to  form  a  basis  for  the  judgment,  there 
is  no  better  evidence  of  market  value.  In  residence  districts,  where 
transfers  are  always  taking  place,  and  in  the  newer  portions  of  a  city, 
where  sales  are  numerous,  the  work  of  an  appraiser  is  simplified.  After 
a  list  of  sales  has  been  obtained  for  land,  valuation  purposes,  the  ap- 
praiser should  go  to  the  public  record  and  read  the  deeds,  in  order  to 
cull  out  transfers  which  do  not  show  true  values.  Some  of  the  rea- 
sons for  which  sales  should  be  rejected  are  nominal  consideration,  ma- 
terial reservations  or  restrictions,  only  part  interest  conveyed,  personal 
property  included,  conveyance  to  perfect  title,  trade,  deal  between  rela- 
tives, conveyance  to  railroad  company  or  municipality,  scattered  par- 
cels in  one  conveyance,  sheriff's  deed,  tax  deed,  etc.  These  facts  cannot 
always  be  determined  simply  by  reading  the  deed,  and  there  are  other 
reasons  for  rejecting  a  sale  which  are  almost  sure  to  escape  observation 
by  that  method.  Among  such  are  conveyances  by  swindlers,  fictitious 
considerations,  company  and  partnership  deals,  and  land  conti'acts.  It 
is  advisable,  therefore,  in  important  cases,  to  learn  as  much  as  possible 
regarding  the  circumstances  under  which  a  transfer  of  real  estate  is 
made. 

The  use  of  sales  is  subject  to  the  following  disadvantages: 

1. — Large  numbers  of  sales  are  recorded  with  a  nominal  or  fictitious 
consideration,  and  it  is  often  difficult  to  learn  the  hona-fide 
sale  price.  This  is  more  particularly  true  of  high-priced 
land. 

2. — As  land  reaches  high  values,  the  proportional  number  of  sales 
decreases,  so  that  in  certain  classes  of  property  such  as  high- 
class  business  land,  or  dock  property  where  harbor  space  is 
limited,  the  sales  data  are  very  meager. 
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3. — Sales  of  real  estate  often  include  buildings  which  must  be  sep- 
arated in  order  to  determine  the  sale  value  of  the  land  alone. 
In  cheap  properties  many  vacant  lots  are  sold,  but  where  land 
reaches  a  high  value  it  is  not  allowed  to  stand  idle,  and  a  sale 
price  is  sure  to  include  more  or  less  extensive  improvements. 
In  a  considerable  portion  of  the  high-priced  property  that 
comes  to  sale,  the  improvements  are  old,  poorly  designed,  or 
not  suited  to  the  location.  These  propositions  generally  in- 
volve the  wrecking  or  remodeling  of  a  building,  and  the  appor- 
tionment of  the  sale  price  between  value  of  improvements  and 
value  of  land  is  a  doubtful  process. 

It  may  be  seen,  therefore,  that  sales  are  more  directly  useful  in 
appraising  cheaper  lands,  such  as  ordinary  residence  sections,  where 
values  are  low  and  changes  of  value  gradual,  but  that  their  availability 
decreases  in  somewhat  the  same  proportion  as  land  increases  in  value. 

Tax  Assessments. — Assessments  of  real  estate  for  taxation  purposes 
are  generally  considered  to  be  of  little  or  no  use  as  a  guide  to  land 
values,  and  it  is  true  that  the  average  city  assessment  exhibits  many 
irregularities.  The  assessments  are  made,  however,  by  men  whose  par- 
ticular business  it  is  to  study  the  values  in  a  certain  section,  and  as 
most  of  them  gain  great  familiarity  with  their  districts,  the  figures  de- 
termined by  them  are  a  valuable  aid  to  the  judgment.  Assessments  may 
be  faulty  in  two  particulars :  first,  in  that  the  different  parcels  are  not 
assessed  on  the  same  basis;  and,  second,  in  that  the  whole  district  is  not 
assessed  at  full  market  value,  but  at  some  percentage  thereof.  The  best 
way  to  determine  whether  an  assessment  is  well  equalized  is  to  reduce 
the  figures  in  the  section  to  the  same  unit,  such  as  dollars  per  front 
foot,  per  acre,  or  per  lot,  and  plat  them  on  a  map.  Irregularities  show 
up  very  clearly  on  such  a  graphical  representation.  As  a  rule,  however, 
an  assessment  will  be  found  to  be  fairly  good  as  regards  the  compara- 
tive value  of  different  parcels,  especially  where  it  has  been  developed 
during  a  period  of  years.  Taxpayers  are  constantly  comparing  their 
assessments  with  those  of  their  neighbors,  and,  as  marked  differences 
meet  with  complaint  until  rectified,  the  tendency  is  always  toward 
better  equalization.  It  should  be  noted  that  not  all  assessments  sep- 
arate land  and  l)uil(lings,  for  in  many  communities  the  sum  of  the  two 
appears  as  one  item  on  the  i)ublic  records.    In  such  cases  the  assessment 
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ou  land  alone  cannot  be  obtained,  unless,  as  is  often  the  case,  it  is 
obtained  from  the  private  records  of  the  assessor. 

It  is  possible,  then,  where  laud  assessments  are  available,  for  an 
appraiser  to  make  an  examination  of  them  and,  by  the  elimination  of 
irregularities  and  discriminations,  determine  a  fair  assessed  value  for 
a  given  piece  of  land.  It  only  remains,  then,  to  determine  what  per- 
centage the  assessment  bears  to  the  true  market  value.  This  is  done 
by  gathering  hona-fide  sales  of  property,  ascertaining  the  assessed  value 
of  such  properties,  and  computing  the  ratio  of  assessed  value  to  market 
value.  For  this  purpose  it  is  possible  to  use  sales  throughout  a  small 
area  surrounding  the  tract  in  question,  or  a  ward,  or  even  an  entire 
city.  This  method  amplifies  the  use  of  sales  data  very  materially,  for 
it  permits  the  use  of  sales  which  have  no  direct  bearing  on  the  land 
being  appraised,  and,  moreover,  is  not  affected  to  such  a  large  extent 
by  the  fact  that  real  estate  sales  involve  the  value  of  improvements. 
Assessments,  therefore,  when  carefully  studied  and  used  in  connection 
with  land  sales,  constitute  valuable  evidence  with  regard  to  land  values. 

Rentals. — If  ground  rent  is  determined  it  is  possible  to  capitalize  it 
and  arrive  at  a  value  for  the  land.  This  process  involves  gathering 
considerable  data  and  the  use  of  very  good  judgment  in  choosing  a  rate 
of  capitalization.  Ground  rent  is  computed  by  deducting  from  the  gross 
rental  the  taxes  on  the  land,  and  the  taxes,  insurance,  interest,  main- 
tenance, and  annual  depreciation  on  the  improvements.  There  are  mod- 
ifications of  this  procedure  by  which  the  gross  rental,  or  the  gross  rental 
less  certain  items,  is  capitalized,  and  the  rate  of  capitalization  is  in- 
creased to  allow  for  the  items  just  mentioned  which  are  not  deducted. 
There  is  a  disadvantage  in  using  gross  rentals,  however,  for  when  cap- 
italized they  represent  the  land  and  buildings  together,  and  there  re- 
mains the  difficulty  of  separating  the  value  of  land  from  that  of  the 
total  improved  property.  On  the  other  hand,  the  amount  of  ground 
rent  as  computed  may  fluctuate  greatly,  due  to  the  influence  of  man- 
agement, and  it  is  necessary  to  know  that  a  property  is  well  admin- 
istered, lest  the  groimd  rent  as  determined  be  too  low  or  even  non- 
existent. It  is  also  necessary  to  use  current  rentals,  for  rentals  agreed 
upon  at  some  previous  time  may  reflect  incorrect  values,  and  this  is 
especially  true  where  land  values  are  changing. 

The  rate  of  capitalization  follows  the  same  course  as  the  yield  on 
securities,  and  depends  on  the  safety  and  permanence  of  the  earning 
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power.  The  rate  ranges  from  4%  for  the  best  property  in  large  cities  up 
to  8  and  10%  for  poor  properties  in  small  cities,  and  even  higher  for 
land  suitable  only  for  temporary  or  disreputable  utilization.  The  rate 
varies  in  different  cities,  and,  as  a  rule,  is  lower  in  the  Eastern  States 
than  in  the  West  or  South.  In  a  district  where  land  values  are  increas- 
ing, the  rate  of  capitalization  is  below  normal,  and  where  values  are 
decreasing,  it  runs  very  high.  As  previously  stated,  the  use  of  rentals 
requires  care  and  good  judgment  in  order  to  obtain  satisfactory  results. 

Opinions  of  Land  Dealers. — The  most  common  method  of  ascer- 
taining the  value  of  land  is  to  consult  real  estate  dealers,  but,  in 
a  large  number  of  cases,  their  figures  are  found  to  be  unsatisfactory. 
The  average  real  estate  dealer's  appraisal  represents  an  inspection,  some 
thought  on  such  sales  and  rentals  as  he  is  familiar  with,  and  an  inter- 
view possibly  with  some  other  dealer,  but  no  systematic  collection  and 
presentation  of  data.  Sometimes  great  carelessness  is  displayed  in  their 
work.  As  an  instance  may  be  cited  the  case  where  several  dealers  made 
valuations  of  a  piece  of  dock  property,  ranging  from  $75  to  $200  per 
front  foot.  Some  of  them  evidently  overlooked  the  fact  that  the  property 
was  not  accessible  from  any  street  except  by  passing  a  long  distance 
over  land  belonging  to  another  owner,  for,  in  consideration  of  this  fact, 
the  tract  was  transferred  for  $66  per  front  foot.  As  a  rule,  the  suc- 
cessful real  estate  dealers'  principal  assets  are  nerve  and  salesmanship. 
They  do  not  want  honestly  to  know  values,  but  to  make  sales.  They 
possess  an  advantage,  however,  in  their  knowledge  of  sale  and  rental 
figures,  and  it  is  often  necessary  to  gain  their  co-operation  in  order  to 
obtain  this  information.  Real  estate  dealers  are  generally  optimists, 
and  in  their  opinions  often  incline  to  high  values,  especially  in  the 
districts  where  they  are  selling  lands.  Ordinary  prejudice,  however, 
does  not  account  for  the  almost  incredible  variation  which  is  sometimes 
found  in  the  opinions  of  real  estate  men  regarding  the  same  piece  of 
land,  which  indicates  that  this  class  of  information  may  be  far  from 
correct,  and  should  be  weighed  carefully  before  being  accepted  as  evi- 
dence on  which  to  base  judgment. 

Opinions  of  Land  Owners. — A  land  owner  nearly  always  has  a 
definite  opinion  as  to  the  value  of  his  holdings,  even  though  he  is 
not  in  the  market  for  land,  either  as  a  buyer  or  a  seller.  This  is  held 
to  be  important  information  by  some  authorities  on  the  ground  that  it 
is  the  opinion  of  land  owners  which  fixes  the  market  value  of  land.  The 
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probabilities,  however,  are  that  the  converse  is  much  more  often  the 
case,  and  the  opinion  of  the  land  holder  is  fixed  by  such  knowledge  as 
he  obtains  regarding  sales.  It  is  believed  that  in  a  great  number  of 
cases  a  land  holder  is  not  well  enough  informed  to  pass  reliable  opinions 
on  land  values,  and  that  when  he  is  competent  it  is  difficult  to  obtain 
from  him  an  honest  expression.  This  class  of  information  can  be  ob- 
tained readilv,  and  should  be  given  some  consideration. 

Character  of  Buildings  as  an  Index  to  Land  Values. — The  cost  of 
buildings  is  in  a  measure  an  index  to  the  value  of  the  lands  which  they 
occupy.  In  a  large  proportion  of  the  buildings  constructed  for  business 
purposes,  the  cost  is  about  equal  to  the  value  of  the  land.  There  is,  of 
course,  great  deviation  from  this  rule,  but  marked  departure  is  almost 
always  accompanied  by  financial  loss.  A  cheap  building  on  expensive 
land  is  unable  to  earn  an  income  proportionate  to  the  high  land  value; 
and  an  expensive  building  on  cheap  land  must  necessarily  be  located 
outside  the  district  where  structures  of  its  class  are  in  demand.  On 
this  basis  Table  1  has  been  prepared,  showing  the  value  of  land  occupied 
by  the  ordinary  types  of  business  buildings,  in  dollars  per  front  foot, 
but  it  should  be  useful  only  for  very  rough  estimating.  There  are 
nuxnerous  instances  where  there  is  a  great  variation  in  the  value  of 
buildings  along  a  street  on  which  lots  have  approximately  the  same 
value,  and  in  such  cases  the  tendency  is  for  the  land  values  to  corre- 
spond more  nearly  to  those  of  the  highest  structures.  Exceptions  to  the 
general  rule  are  frequent,  as,  for  instance,  where  cheap  structures  are 
erected  on  good  land  to  serve  but  a  short  time,  while  waiting  a  better 
opportunity  to  make  permanent  improvements  on  the  property. 

TABLE  1. 


Size  of  building:. 

Construction. 

Average  value  of  land  per 
front  foot. 

2-story 

3  " 

4  " 

5  " 

6  " 

8     " 
10     '• 
12      " 

Brick  and  frame. 

Slow-burning. 

Tending  to  fire-proof. 
Fire-proof. 

$150  to    $200 
250  to     350 
400  to     500 
60O  to     800 

1  000  to  1  500 

2  000  to  3  000 

3  500  to  5  500 
5  500 

Real  Estate  for  Sale. — Although  there  may  be  no  sales  of  real  estate 
in  a  district,  it  is  generally  possible  to  find  property  which  is  on  the 
market,  and  obtain  an  offer  of  sale.    Such  an  offer  throws  light  on  land 


598  VALUATION   OF  LAND 

values,  but  should  generally  be  considered  as  establishing  a  maximum 
figure.  A  party  in  making  an  offer  usually  endeavors  to  get  a  high  price 
at  first  and  is  obliged  to  lower  his  figure  before  a  transaction  is  finally 
made.  Such  offers,  consequently,  represent  values  in  excess  of  the 
market  value.  They  constitute  valuable  information,  however,  and 
have  the  additional  merit  of  being  readily  obtainable  in  the  majority  of 
cases. 

Deter -MiXATiON  of  Value. 

Information  bearing  on  land  values  may  often  be  found  by  investi- 
gating the  expert  testimony  given  in  damage  cases  and  other  Court 
actions  or  hearings,  Probate  Court  records,  inheritance  tax  appraisals, 
mortgage  records,  and  tax  disputes.  In  valuing  land,  there  may  be 
utilized  one  or  more  of  the  classes  of  information  which  have  just  been 
discussed.  In  a  district  where  good  sales  are  plentiful,  a  brief  study 
of  the  transfers  may  be  sufficient.  As  lands  reach  high  values,  however, 
the  information  bearing  on  them,  not  only  exists  in  smaller  quantities, 
but  is  more  difficult  to  obtain,  and  often  there  are  few  enough  data  on 
which  to  base  judgment,  even  after  a  careful  investigation.  The  final 
determination  of  a  market  value  is  ultimately  a  matter  of  the  judgment 
of  the  appraiser,  and  it  is  for  him  to  decide  in  each  case  what  informa- 
tion is  required,  and  just  what  weight  should  be  given  to  all  the  evi- 
dence finally  obtained. 

In  summing  up  it  may  be  said  that  the  important  steps  in  deter- 
mining the  market  value  of  land  are  as  follows: 

1. — A  thorough  investigation  of  all  conditions  affecting  the  land 
in  question,  in  order  that  no  important  considerations  may 
be  overlooked,  as,  for  instance,  the  lack  of  street  connections, 
in  the  case  already  cited. 

2. — A  systematic  and  thorough  collection  of  information. 

3. — A  graphical  representation  of  the  data  gathered,  for  by  no 
other  means  may  the  relation  which  values  bear  to  each  other 
be  80  readily  understood. 

4. — Determination  of  value  after  weighing  all  evidence. 

It  should  be  remembered  that  the  market  value  of  a  given  piece 
of  land  is  not  a  definite  sum,  and  cannot  be  estimated  with  absolute 
accuracy.  Several  unprejudiced  men,  all  working  with  the  same  data, 
will  not  obtain  similar  results.     In  certain  cases  it  may  be  possible  to 
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establish  a  definite  market  value  on  cheap  vacant  lots,  but,  when  prop- 
erty values  run  into  several  thousand  dollars,  reliable  estimates  will 
vary  5%,  and  in  complex  situations  10^^,  25%,  or  even  more. 

Long  and  Short  Lots. — Having  determined  a  market  value  of  land, 
the  next  problem  is  the  application  of  that  value  to  lots  of  irregular 
size  and  shape,  corner  lots,  and  groups  of  lots.  A  market  value  of 
dollars  i)er  front  foot  refers  to  property  of  average  depth,  depending  on 
the  manner  in  which  the  city  is  platted,  and  it  is  frequently  necessary 
to  apply  this  value  to  a  lot  either  shorter  or  longer  than  the  average. 
Several  tables  have  been  compiled  by  different  authorities  showing  the 
percentage  of  the  total  value  of  lots  100  ft.  in  depth  which  is  repre- 
sented by  a  lot  of  any  other  depth,  either  greater  or  smaller.  A  number 
of  well-known  rules  have  been  tabulated  and  are  submitted  herewith 
in  comparative  form.  The  Hoffman  rule  appeared  prior  to  1870,  and 
was  based  on  the  assumption  that  the  front  half  of  a  100-ft.  lot  was 
worth  two-thirds  of  the  total  value  of  the  lot.  The  4-3-2-1  rule,  which 
is  as  old,  assumed  that  the  front  25  ft.  of  a  100-ft.  lot  represented  40% 
of  the  total  value,  the  second  25  ft.,  30%  of  the  value,  the  third  25  ft., 
20%,  and  the  rear  25  ft.,  10  per  cent.  The  Hoffman-ISTeill  rule  is  a 
modification  of  the  Hoffman  rule,  and  the  I^ewark  rule  was  developed 
by  the  assessing  body  in  the  City  of  Newark.  The  Somers  rule  is  the 
work  of  Mr.  Somers,  who  was  long  associated  with  assessment  work  in 
Xew  York  City.  !MJr.  Pleydell's  rule  is  based  on  extensive  studies  in 
Xew  York  City;  and  the  Lindsay-Bernard  rule  was  developed  from 
a  mass  of  data  gathered  in  Baltimore.  The  Milwaukee  rule  has  been 
developed  during  a  period  of  years  by  Mr.  J.  H.  Leenhouts,  connected 
with  the  Milwaukee  assessing  body,  adjustments  having  been  made 
from  time  to  time  as  additional  data  warranted.  In  Milwaukee  and 
Xewark  separate  rules  are  used  for  business  and  residence  property. 
The  Davies  rule  is  the  work  of  Mr.  William  E.  Davies,  of  Xew  York 
City,  and  was  adopted  by  him  after  a  study  of  more  than  10  000  sales. 
Most  of  the  rules  are  based  on  a  100-ft.  depth  of  lot,  but  the  Lindsay- 
Bernard  and  Pleydell  percentages  are  based  on  a  150-ft.  lot.  By  a 
simple  computation  it  is  possible  to  reduce  these  percentages  to  the 
100-ft.  lot  basis,  as,  for  example,  to  find  what  ratio  a  50-ft.  lot  bears 
to  a  100-ft.  lot,  according  to  the  Lindsay-Bernard  rule,  enter  their 
table  and  divide  the  percentage  for  a  50-ft.  lot  by  the  percentage 
for  a  100-ft.  lot.     This  operation  gives  58  -^  88  =  66  per  cent.     This 
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computation  has  been  made  for  all  values  in  tlie  rules  which  are  not 
based  on  a  100-ft.  lot,  and  recorded  in  Table  2  for  purposes  of  com- 
parison. Columns  (1)  to  (11)  have  been  platted  on  Fig,  3.  All  the 
rules  are  not  shown  here  in  their  complete  form,  as  some  of  them  give 
a  percentage  for  every  foot  of  variation  in  depth  instead  of  every  5  ft., 
and,  also,  some  of  them  have  the  percentages  worked  out  to  three  deci- 
mal places  instead  of  two.  Percentages  for  depths  of  lots  other  than 
those  shown  in  the  tables  may  be  determined  by  interpolation,  and  the 
application  of  percentages  worked  out  to  one-tenth  of  1%  is  a  needless 
refinement,  as  market  values  cannot  be  determined  with  any  such 
degree  of  accuracy. 

TABLE  2. — Comparison  op  Eules  for  Long  and  Short  Lots. 
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Of  these  rules,  the  Lindsay-Bernard,  Milwaukee,  Davies,  Newark, 
Pleydell,  and  Somers  are  based  on  actual  investigations,  and  not  on 
assumptions.  Of  these,  the  first  three  appear  to  represent  the  most 
careful  study.  The  Milwaukee  authorities  have  made  an  excellent 
point  in  distinguishing  between  residence  and  business  property.  It 
is  entirely  logical  that  such  a  difference  should  exist,  and  it  is  easy  to 
understand  that  in  business  property  a  larger  proportion  of  the  value 
would  lie  in  the  front  portion  of  the  lot,  as  indicated  by  the  curves. 
It  should  be  noted  that  a  curve  drawn  midway  between  the  Milwaukee 
business  and  residence  curves,  and  therefore  representing  average  con- 
ditions, would  coincide  more  closely  with  the  results  of  other  investi- 
gators. The  Davies  rule  is  probably  more  representative  of  conditions 
in  the  large  Eastern  cities,  as  it  is  based  largely  on  data  obtained  in 
'New  York  City.  It  is  practically  impossible  for  every  appraiser  to 
collect  data  and  formulate  his  own  rule,  and  it  is  necessary  for  him 
to  use  the  work  of  others,  choosing  that  which  in  his  judgment  appears 
most  reasonable  and  is  supported  by  the  most  thorough  investigation. 
It  should  be  noted  here  that  not  in  every  case  does  a  short  lot  have 
a  greater  value  per  square  foot  than  a  lot  of  standard  length.  In  a 
tenement  district,  for  instance,  a  lot  too  short  to  be  used  for  tenement 
purposes  would  have  a  lesser  value  per  square  foot  than  a  lot  of  stand- 
ard length.  Such  cases  are  infrequent,  however,  as  such  lots  are 
eventually  combined  with  other  property,  in  order  that  their  highest 
utilization  may  be  attained. 

The  use  of  a  rule  for  long  and  short  lots  enables  one  to  place  a 
value  on  a  few  square  feet  in  any  part  of  a  lot,  having  given  the  dis- 
tance to  the  street.  For  example,  to  find  the  value  of  a  lot  20  ft.  deep 
and  60  ft.  from  the  street,  just  subtract  the  value  of  a  60-ft.  lot  from 
that  of  an  80-ft.  lot,  as  determined  from  the  rule.  The  application 
of  this  procedure  to  L-shaped  lots  and  lots  which  have  no  frontage 
may  be  readily  seen.  Where  the  sides  of  a  lot  are  of  different  lengths 
they  may  be  averaged,  that  is,  if  one  side  of  a  lot  is  GO  ft.  long  and  the 
other  side  80  ft.  long,  obtain  the  value  of  a  70-ft.  rectangular  lot  accord- 
ing to  the  rule  used.  Where  lots  are  irregular  in  shape  they  may  be 
divided  into  small  squares,  and  the  values  of  the  sciuaros  may  be  deter- 
mined and  summed. 

Value  of  Corner  Lois. — A  more  difficult  problem  tliaii  long  and 
short  lots  is  presented  in  tlie  determination  of  corner  lot  values.     Yari- 
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ous  formulas  have  been  devised  for  computing  the  value  of  corner  lots, 
having  given  the  value  per  front  foot  of  an  inside  lot  on  both  the  main 
and  side  streets.  It  would  seem  that  any  formula  or  rule  for  deter- 
mining the  corner  influence  would  be  inadequate,  because  the  corner 
lot  value  is  affected  by  a  nimiber  of  factors,  among  which  are  the 
value  of  land,  the  relation  of  land  values  on  the  main  street  to  those  on 
the  side  street,  the  width  and  depth  of  lots,  the  height  of  buildings, 
the  kind  of  occupancy,  and  other  conditions.  In  making  a  city  assess- 
ment, it  is  ahnost  necessary  to  use  a  rule,  on  account  of  the  great 
amount  of  work  to  be  done;  and  most  of  the  authorities  mentioned 
have  devised  a  procedure  for  this  purpose.  It  is  felt  that  none  of  the 
rules  is  adequate,  although  some  of  them  may  be  applicable  in  a 
majority  of  cases. 

Mr.  A.  C.  Pleydell's  rule  is  to  consider  the  corner  as  an  inside  lot  on 
the  main  street,  add  15%  and  also  add  50%  of  its  value  as  an  inside 
lot  on  the  side  street  and  extended  according  to  the  Newark  rule. 
This  method  is  the  result  of  careful  study  by  Mr.  Pleydell,  but  it  is 
understood  that  he  is  not  prepared  to  justify  it  entirely,  and  offers  it 
more  in  the  nature  of  a  suggestion.  A  method  of  determining  corner 
lot  values  has  been  worked  out  by  Mr.  W.  A.  Somers,  of  the  Manu- 
factiu-ers  Appraisal  Company,  of  Cleveland,  the  basis  of  which  is  not 
made  public.  He  states  that  the  corner  influence  in  all  property  gen- 
erally extends  100  ft.  each  way  from  the  corner,  and  he  has  compiled 
tables  which  indicate  for  any  combination  of  unit  values  on  the  main 
and  side  streets  the  value  of  each  10-ft.  square.  The  values  of  these 
squares  may  be  summed  to  obtain  the  value  of  a  lot  of  any  shape  or 
size  within  the  100-ft.  corner  square.  It  would  seem  that  any  rule 
applied  with  such  mathematical  precision  is  altogether  too  inflexible 
to  meet  the  great  variety  of  conditions  which  obtain  with  respect  to 
corner  lots. 

The  City  of  Milwaukee  uses  a  rule  which  has  been  developed  by 
Mr.  J.  H.  Leenhouts,  Chief  Clerk  for  18  years  in  the  city  Tax  Commis- 
sioner's Office,  with  the  co-operation  of  the  Milwaukee  Real  Estate 
Board.  It  is  stated  as  follows :  For  residence  property  where  all  street 
improvements  are  made,  add  25%  of  the  value  of  the  main  street  front- 
age on  a  width  of  30  ft.  for  corner  influence.  For  business  property 
add  the  value  per  front  foot  (computed  as  an  inside  lot  and  extended 
according  to  the  Milwaukee  rule  for  business  property)  of  the  main  and 
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side  streets,  divide  by  two,  and  take  60%  of  the  result,  which  deter- 
mines the  value  per  front  foot  to  be  added  for  corner  influence  on  a 
width  of  40  ft.  on  the  main  street.  In  all  cases  this  method  is  subject 
to  local  conditions  and  the  judgment  of  the  appraiser.  As  regards 
business  lots,  the  application  of  this  formula  nearly  always  adds  less 
than  50%  to  the  value  of  a  corner  property,  as  compared  with  an  inside 
lot,  and  it  is  considered  that  the  tendency  is  to  give  results  which  are 
too  low.  The  Lindsay-Bernard  corner  lot  rule  consists  in  fixing  the 
value  of  the  property  as  an  inside  lot  on  both  the  main  and  side  streets 
and  adding  the  two.  The  sum  is  taken  as  the  minimum  value  of  the 
corner,  and  to  it  are  added  all  minor  factors  of  value  which  suggest 
themselves  to  an  intelligent  appraiser.  This  rule  has  been  tested  by 
its  authors  in  the  case  of  more  than  400  sales  and  rentals,  with  good 
results.  Although  it  yields  much  higher  values  than  the  other  rules,  it 
is  considered  to  be  the  most  satisfactory  of  them  all. 

Many  real  estate  men  simply  add  to  a  corner  lot  50%  of  the  value 
of  an  inside  lot.  Mr.  E.  H.  Gilbert  advocates  the  following  procedure 
for  'New  York  City,  where  nearly  all  lots  have  a  frontage  of  25  ft.  To 
the  lot  adjoining  a  corner  lot  add  10%  of  the  value  of  an  inside  lot. 
To  the  corner  lot  add  60%  of  the  value  of  the  lot  adjoining  the  corner. 
It  is  probable  that  a  more  reliable  procedure  is  represented  by  a  set  of 
rules  used  by  Mr.  George  C.  Olcott,  a  real  estate  appraiser  of  Chicago. 
In  some  respects  his  method  is  not  as  definitely  outlined  as  in  some  of 
the  other  rules  mentioned,  and  consequently  his  system  is  more  flexible. 

Mr.  Olcott's  system  of  corner  valuation  is  as  follows: 

"The  value  per  front  foot  for  inside  lots  of  an  average  depth  in  any 
block  having  been  ascertained,  the  value  of  the  corner  lot  per  front 
foot  may  be  arrived  at  with  approximate  accuracy  by  the  adoption  of 
the  following  rules: 

"On  Eesidence  Streets. — To  the  value  per  foot  on  the  frontage 
street,  add  one-quarter  of  the  value  per  foot  of  the  side  street. 

"Thus,  if  the  value  of  the  street  on  which  a  lot  faces  has  been  placed 
at  $100  per  front  foot  for  that  block,  and  the  value  of  the  lots  on  the 
side  street  at  $80  per  front  foot,  the  value  of  the  corner  may  be  safely 
called  $120  per  front  foot. 

"In  estimating  the  value  of  corner  lots  on  any  street,  50  ft.  is  re- 
garded as  coming  under  the  corner  influence.  If  the  50  ft.  is  divided 
up  into  two  holdings,  the  corner  value  with  few  exceptions  applies  only 
to  the  immediate  corner  lot. 
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"On  Residence  Streets  in  Transition  to  Business  Streets. — To  the 
value  per  foot  on  the  frontage  street  add  one-half  of  the  value  per  foot 
of  the  side  street. 

''On  Business  Streets  Outside  Do\vu-town  Center. — To  the  value  per 
foot  on  the  frontage  street  add  the  full  value  per  foot  of  the  side  street. 
The  increase,  however,  should  not  be  less  than  25%  of  the  high 
value  imit. 

"If  a  transfer  corner,  where  the  intersecting  car  lines  run  at  right 
angles  for  some  distance  and  do  not  parallel  each  other  partly  or 
wholly,  a  fair  basis  to  start  on  is  the  full  value  per  foot  of  the  values 
placed  on  the  four  converging  blocks  added  together.  To  this  add  such 
a  percentage  as  may  be  suggested  by  length  of  distance  traveled  and 
population  of  tributary  territory  thereto  of  said  lines.  Local  condi- 
tions, such  as  license  district  limits,  population  immediately  around 
said  corner,  nearness  of  factory,  church,  or  school,  affect  corner  values 
favorably  or  otherwise. 

'•Perhaps  as  accurate  results  as  by  any  method  may  be  arrived  at 
by  estimating  the  value  of  all  the  corners  on  a  given  business  street, 
in  order  to  find  the  relative  value  of  the  particular  one  desired.  Select 
the  best  corner  on  the  street,  then  the  next,  and  the  next,  to  the  least 
valuable  corner.  Get  all  the  data  possible,  of  sales  and  asking  prices. 
Start  from  the  ascertained  facts  and  increase  or  decrease  proportion- 
ately the  value  of  the  corners  as  they  have  been  selected  as  better  or  less 
desirable  than  the  ones  from  which  the  data  have  given  a  starting  point. 

"In  Factory  Districts. — To  the  value  per  square  foot  on  the  main 
frontage  street,  add  three-eighths  of  the  value  per  square  foot  placed 
upon  the  side  street.     Use  square-foot  values  only  in  factory  districts. 

'"Down-town  Corners. — No  rule  can  be  applied  successfully  to  down- 
town corner  values.  Each  must  be  determined  by  itself  on  a  square- 
foot  basis,  taking  into  consideration  location,  conditions,  size,  shape, 
and  even  occupancy.  In  large  department  stores,  one  square  foot  is 
practically  as  good  as  another,  whether  corner  or  inside,  when  con- 
sidered as  a  whole." 

As  in  the  case  of  riiles  for  long  and  short  lots,  every  appraiser  is 
not  able  to  gather  a  great  number  of  data,  and  must  be  guided  to  a 
certain  extent  by  the  work  of  those  who  have  made  extensive  investi- 
gations. The  results  of  work  on  corner  lot  values,  however,  are  some- 
what meager  and  contradictory,  and  it  is  advisable  to  study  each  indi- 
vidual problem  and  check,  in  as  many  ways  as  possible,  the  results 
obtained  by  the  application  of  some  rule  or  percentage.  A  corner  lot 
is  more  valuable  than  an  inside  lot  by  reason  of  the  increased  acces- 
sibility, the  better  possibilities  of  utilization,  and  the  additional  light 
and   air.      Increased    accessibility    and    availability    include    all    such 
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factors  as  greater  facility  of  entrance  to  the  property,  added  show- 
window  and  advertising  space,  increased  amount  of  traffic  at  a  corner, 
and  the  greater  possibilities  in  designing  buildings.  If  those  advan- 
tages could  be  appraised  and  their  value  added  to  that  of  an  inside  lot, 
a  check  on  corner  lot  values  would  be  obtained. 

In  the  case  of  business  property,  where  all  the  factors  mentioned 
must  be  considered,  such  a  course  is  scarcely  feasible;  but  it  is  prac- 
ticable in  simpler  cases,  such  as  occur  in  factory  districts,  where  light 
and  air  are  the  only  advantages  to  be  gained  by  corner  locations.  The 
value  of  the  advantage  may  be  measured  in  such  an  instance  by  esti- 
mating how  much  vacant  frontage  would  be  required  adjoining  an 
inside  lot  in  order  to  give  it  as  much  light  and  ventilation  as  the 
corner  lot,  and  multiplying  that  frontage  by  the  unit  land  value.  If 
land  has  a  market  value  of  $400  per  front  foot  and  it  is  estimated  that 
22  ft.  of  vacant  space  would  be  required  to  give  an  inside  lot  as  much 
light  and  air  as  the  corner  lot,  then  the  sum  to  be  added  for  this  ad- 
vantage would  be  22  X  400,  or  $8  800.  The  estimated  additional  front- 
age, of  course,  should  not  exceed  the  width  of  the  side  street.  This 
method  is  modified  by  a  number  of  factors,  such  as  the  height  of  build- 
ings, the  shape  and  size  of  the  lot  under  consideration,  and  the  possible 
design  of  improvements  as  regards  artificial  lighting  or  the  disposition 
of  courts  and  light-wells. 

As  a  rule,  corner  influence  does  not  extend  across  ownership  lines 
along  the  main  street,  and  property  adjoining  a  corner  lot  on  the  main 
street  is  of  little  higher  value  than  any  other  inside  frontage.  Only 
in  so  far  as  it  is  located  close  enough  to  the  corner  to  benefit  hy  the 
increased  street  traffic  there  does  it  have  any  increased  value  whatever. 
Along  the  side  street  the  comer  influence  generally  extends  beyond  the 
corner  lot,  the  value  of  frontage  grading  down  regularly  from  the  main 
street  corner  until  the  normal  market  value  on  the  side  street  is 
reached.  As  light  cannot  be  utilized  more  than  40  ft.  from  the  lot  line, 
the  added  value  due  to  it  should  not  attach  to  property  more  than  that 
distance  from  the  corner.  Moreover,  if  the  corner  lot  is  narrow,  the 
light  advantage  cannot  be  completely  utilized,  and  is  of  less  value. 
Corner  values  in  residence  property  are  of  much  less  importance  than 
in  business  property.  In  a  district  where  each  building  is  on  a  fair 
sized  lot  with  plenty  of  space  around  it,  the  corner  has  practically  no 
additional  value  beyond  that  which  is  due  to  the  additional  street  im- 
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provements;  but,  in  more  crowded  sections,  where  there  are  flats  and 
apartment  houses,  the  corner  lot  may  be  worth  from  25  to  50%  more 
than  inside  lots. 

Many  of  the  large  real  estate  and  appraisal  offices  have  their  own 
riiles  for  handling  questions  of  long  and  short  lots  and  corner  lots,  and 
guard  them  carefully  as  office  secrets.  It  is  hardly  possible  that  their 
private  studies  should  yield  information  varying  to  any  great  extent 
from  that  which  has  been  discussed  herein,  except  in  cases  where  it 
applies  to  pecviliar  local  conditions.  A  number  of  the  most  difficult 
cases  in  determining  land  values  are  encountered  in  appraising  corner 
lots.  Every  corner  lot  presents  a  different  problem,  and,  after  general 
rules  have  been  applied,  each  case  should  be  studied  with  regard  to  its 
peculiar  features. 

Plottage. — In  certain  classes  of  property,  where  several  lots  or  blocks, 
or  an  unusually  large  frontage,  are  held  under  one  ownership,  a  tract 
of  land  may  have  an  additional  value  by  reason  of  its  being  thus  held. 
AVhere  such  conditions  prevail,  the  tract  is  said  to  have  plottage,  and, 
where  the  land  is  more  valuable  by  reason  of  such  conditions,  to  have  a 
plottage  value.  Although  a  piece  of  land  may  have  an  imusually  large 
area,  it  does  not  have  plottage  value  unless  it  can.  be  occupied  by  some 
utility  which  requires  an  extra  large  site.  If  a  tract  of  six  or  eight 
adjoining  lots  is  available  only  for  dwellings  it  will  have  to  be  broken 
up  into  single  lots  in  order  to  be  utilized,  and  consequently  has  no  addi- 
tional value;  but,  if  it  were  owned  by  a  traction  company,  and  used  for 
a  car-barn  site  in  a  district  where  tracts  of  equal  size  were  not  readily 
available,  it  would  have  a  plottage  value.  When  a  market  value  for 
such  a  tract  has  been  determined,  it  is  customary  to  add  a  percentage 
to  cover  the  plottage  value,  and  10  and  15%  are  commonly  used.  Plot- 
tage value  exists  by  reason  of  the  fact  that  it  is  necessary  to  expend 
amounts  in  excess  of  market  values  in  order  to  gather  several  adjoining 
pieces  of  land  under  one  ownership,  and  some  measure  of  the  amount  to 
be  added  for  this  value  can  be  ascertained  by  estimating  what  addi- 
tional expense  would  be  incurred  in  gaining  control  of  several  adjoining 
properties  held  under  separate  ownership.  In  acquiring  land,  under 
such  circumstances,  it  is  not  always  possible  to  condemn,  but  it  is 
possible  to  obtain  options  and  get  the  proposition  lined  up  so  that  the 
owner  of  one  parcel  cannot  demand  a  prohibitive  sum  after  money  has 
been  invested  in  several  surrounding  tracts.    Even  with  careful  buying. 
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however,  the  grantee  is  generally  obliged  to  pay  an  exorbitant  price  for 
one  or  two  lots  in  order  to  close  a  large  deal.  Such  a  transaction,  how- 
ever, is  not  made  unless  a  considerable  portion  of  the  tract  can  be  ob- 
tained at  a  reasonable  market  value,  and  though  a  double  price  may  be 
paid  for  some  pieces,  the  percentage  above  market  value,  computed  on 
the  entire  purchase,  is  not  apt  to  be  excessive. 

Fig.  4  is  a  diagram  of  a  group  of  lots  purchased  by  a  large  company 
for  a  home  office  building  site,  and  is  a  fair  example  of  the  manner  in 
which  such  a  property  is  acquired.  Twenty  parcels  of  land  were  pur- 
chased, constituting  an  entire  city  block.  On  each  parcel  is  shown  the 
estimated  market  value  and  directly  under  it  the  sum  paid  out  for  that 
piece  of  land.  The  market  value  of  the  entire  block  was  $302  000  and 
the  total  cost  of  acquiring  the  twenty  parcels  was  $384  000.  The  excess 
over  market  value  was  $82  000  or  27%,  but,  nevertheless,  the  deal  rep- 
resented a  very  good  piece  of  buying,  and  the  total  tract  could  be  said 
to  have  a  fair  plottage  value  of  $82  000.  This  instance  is  unusual,  a 
much  more  frequent  case  being  where  three  adjoining  lots  are  worth 
$2  400  each  and  the  plottage  value  for  the  three  together  is  estimated 
at  $800.  Plottage  value  may  be  said  to  range  from  10  to  25%  of  the 
market  value,  the  percentage  decreasing  as  the  value  of  property  in- 
creases, and  increasing  in  proportion  to  the  number  of  lots  or  parcels 
constituting  the  tract. 

Cost  of  Acquiring  Land. 

Considered  from  a  different  viewpoint,  plottage  value  is  simply  one 
of  three  items  which  may  be  called  collectively  "the  cost  of  acquiring 
land",  as  it  represents  an  amount  in  excess  of  market  value  which  it  is 
necessary  to  pay  out  in  order  to  purchase  several  adjoining  pieces  of 
land.  Another  item  of  this  group  is  the  cost,  in  connection  with  pur- 
chasing land,  of  buying  and  removing  buildings  or  other  improvements 
which  are  on  the  land  but  are  of  no  value  to  the  purchaser.  There  are 
numerous  cases  in  connection  with  land  purchases  where  large  and 
serviceable  structures  have  been  wrecked  to  make  room  for  a  different 
type  of  improvement,  and,  even  considering  the  salvage,  the  expense 
involved  is  often  considerable.  This  cost,  of  course,  is  subject  to  no 
regular  influence,  and  must  be  determined  under  the  conditions  exist- 
ing where  it  is  encountered.  The  third  item  of  the  cost  of  acquiring 
land  is  the  actual  expense  in  connection  with  making  the  purchase,  and 
composes  one  or  more  of  the  following  sub-items: 
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Expense  of  searching  for  and  choosing  a  site; 
Salary  or  commission  of  men  engaged  in  buying  land; 
Field   expenses   of   men   engaged   in   buying  land    (railway,   hotel, 
livery,  etc.)  ; 

Expense  of  legal  services  and  examinations  of  title; 
Fees  for  recording  instruments; 
Expense  of  registering  title  in  land  courts; 
Surveying  and  setting  monuments. 

In  most  cases  the  purchase  is  placed  in  the  hands  of  a  real  estate 
broker,  and  his  fee  is  the  only  expense.  Brokers  generally  charge  as  a 
commission  a  percentage  of  the  consideration,  which  varies  in  dif- 
ferent localities,  depending  often  on  the  rules  fixed  by  real  estate  ex- 
changes and  other  brokers'  organizations.  The  cost  of  abstracts  and 
examinations  of  title  varies  according  to  the  condition  of  the  title,  and 
bears  no  relation  to  the  value  of  the  property.  In  some  cases,  where 
the  title  is  involved,  it  requires  litigation  and  the  expenditure  of  large 
sums  to  clear  it.  Such  cases  cannot  be  estimated,  and  the  expense  must 
be  obtained  from  actual  records.  Ordinarily,  the  expenditures  men- 
tioned under  the  third  item  of  the  cost  of  acquiring  land  vary  from 
2  to  8%  of  the  market  value  of  the  property,  the  lower  percentage 
being  more  likely  to  occur  when  land  reaches  high  values. 

Different  Theories  Kegarding  Land  Values. 

In  the  valuation  of  a  parcel  of  land,  there  may  be  determined  two 
values :  the  market  value  and  the  cost  to  acquire  the  latter,  representing 
the  cost  of  obtaining  plottage,  the  cost  of  removing  improvements  not 
required,  and  the  expense  in  connection  with  purchasing.  The  two 
values  may  be  determined  for  two  periods,  that  is,  at  the  date  when 
the  land  is  purchased  and  at  the  date  when  the  valuation  is  made.  At 
the  date  of  purchase  both  the  values  represent  an  estimate  of  actual 
expenditures.  At  the  date  of  valuation  the  market  value  may  be  much 
higher,  due  to  an  increase  in  values;  and  the  cost  to  acqiiire  will  be  a 
speculative  value,  also  increased  over  the  original  cost,  as  it  is  to  a 
large  extent  proportional  to  the  market  value. 

Assume  the  history  of  a  property  to  be  as  follows:  Four  lots  liaving 
a  market  value  of  $3  000  each  were  purchased  by  a  company  for  the 
sum  of  $14  900;  buildings  of  no  value  to  the  company  were  purchased 
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and  removed  at  a  net  cost  of  $4  700;  and  the  expense  of  purchasing 
the  property  was  $500.  The  total  expenditure  was  $20  100,  of  which 
$12  000  represents  market  values  and  $8 100  the  cost  to  acquire. 
Assume,  further,  that  20  years  later  the  lots  have  a  market  value  of 
$6  000  each;  that  a  careful  estimate  of  the  amount  to  be  added  for 
plottage  is  $5  000 ;  that  the  net  cost  of  removing  the  buildings  is 
placed  at  $11000;  and  the  expense  of  purchasing  at  $700.  What  is 
the  value  of  the  tract  of  land? 

Date.             Propeitv.             \;„r,I  Plottage.  removinsr  Expense.  Total. 

^^'"®-  buildings. 

1S96         4  lots Sr3  OCO  $2  900  $4  700  $mO  $20  100 

lyif)        Same  property..         24  000  .5  000  11000  700  40  700 

The  investment  cost  is  $20  100.  The  capital  charge  (allowing  for  the 
increase  in  land  value)  is 

$24  000  +  $2  900  +  $4  700  +  $500  =  $32  100, 

or,  if  the  increase  in  jilottage  value  is  also  included, 

$24  000  +  $5  000  +  $4  700  +  $500  =  $34  200. 

The  sale  price  to  another  company  would  be  $24  000  +  $5  000,  or 
#29  000,  but  the  replacement  value  would  be  $40  700.  The  foregoing 
is  an  extreme  case,  and  is  given  to  show  the  variation  in  valuation 
results,  worked  out  under  different  theories  or  for  different  purposes. 
fn  public  utility  regulation  cases,  there  is  a  strong  tendency,  in  land 
valuation  at  the  present  time,  to  use  the  market  value  as  of  date  of 
valuation,  and  add  the  cost  to  acquire  as  of  date  of  purchase.  This  is 
in  conformity  with  a  theory  which  allows  a  utility  to  capitalize  the 
increment  in  land  values,  but  does  not  consider  that  it  is  entitled  to 
an  increment,  more  or  less  speculative,  to  expenditures  in  connection 
with  land  purchases. 

Values  Based  on  Special  Utilization. — In  frequent  cases  a  tract  of 
land  is  held  to  have  an  exceptional  value  because  it  is  particularly 
adapted  to  the  purposes  of  the  utility  by  which  it  is  occupied.  A  steam- 
power  plant  may  be  on  the  bank  of  a  river  where  plenty  of  water  is 
available  for  heating  and  condensing  purposes,  and  the  conditions  may 
be  such  that  no  other  site  with  equal  facilities  is  to  be  had.  The 
position  often  taken  in  such  cases  is  that  the  location  has  a  j)eculiar 
advantage  for  steam  plant  purposes,  which  it  would  not  necessarily 
have  for  the  purposes  of  a  wholesale  house,  a  railroad  yard,  or  some 
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other  utility;  and,  as  a  similar  location  cannot  be  obtained,  it  has  a 
value  in  excess  of  the  market  value  of  adjoining  lands.  This  additional 
value  may  be  based  on  the  extra  cost  of  providing  a  tunnel  from  some 
other  location  to  the  river,  or  on  the  saving  effected  by  the  existing 
water  supply  over  a  vrell  supply.  A  further  step  in  this  direction  is 
to  give  land  a  value  based  on  its  highest  utilization,  even  though  such 
utilization  has  not  been  accomplished.  A  notable  instance  is  the  case 
of  certain  islands  in  the  Upper  Mississippi  River  which  were  taken 
for  public  use.  The  jury  assessed  their  value  as  waste  land,  and,  for 
any  except  boom  purposes,  at  $300;  but,  in  view  of  their  adaptability 
for  the  formation  of  a  boom  across  the  river,  at  more  than  $9  000.  The 
Court  found  the  owner  entitled  to  the  larger  sum,  although  the  islands 
were  not  at  the  time,  in  fact,  used  for  boom  purposes,  but  were  capable 
of  such  use.  Instances  of  this  kind  are  mostly  encountered  in  land 
damage  and  land  condemnation  cases,  and  are  based  on  the  wording 
of  the  laws  governing  such  cases,  which  state  in  brief  that  when  a 
man's  property  is  taken  from  him  he  shall  be  recompensed  to  the 
extent  of  its  full  value  for  its  most  valuable  use.  High  values,  in  such 
instances  as  the  steam  plant  location,  however,  are  based  on  the  theory 
of  the  cost  of  replacement  of  the  property.  In  the  majority  of  these 
situations,  neither  was  the  actual  cost  of  the  land  excessive,  nor  could 
the  land  be  sold  to  another  utility  for  a  high  figure;  and  extra  value 
is  claimed  simply  because,  if  the  power  company  did  not  ovm  the 
site,  it  would  require  great  expenditure  to  obtain  one  which  would 
be  as  suitable. 

The  method  of  handling  such  cases  depends  on  the  theory  under 
which  the  valuation  is  undertaken.  If  the  basis  of  the  work  is  "what 
would  it  cost  us  to  replace  this  land  if  we  did  not  own  it",  or  "what 
expenditures  would  be  entailed  if  we  could  not  obtain  it",  it  is  easy 
to  justify  extreme  values.  Consideration  should  be  given,  however, 
to  factors  which  sometimes  modify  these  values.  A  small  rocky  island 
in  a  river  may  be  said  to  be  very  valuable  to  a  water-power  company 
as  an  anchorage  for  a  dam,  but,  in  valuing  the  entire  property  of 
the  company,  the  fact  that  a  high  value  has  been  placed  on  a  bit  of 
waste  land  increases  the  theoretical  cost  of  developing  the  water-power, 
and,  when  the  value  of  water-power  rights  is  computed,  they  will  be 
found  to  have  a  lesser  value  to  exactly  the  extent  that  the  theoretical 
cost  of  development  has  been  increased  by  placing  a  high  value  on  the 
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island.  Such  an  island  may  save  many  dollars  to  a  railroad  company 
as  a  footing  for  a  bridge  pier,  but,  if  it  has  been  necessary  to  change 
the  grade  or  alignment  of  the  road  in  order  to  cross  the  river  at  that 
point,  the  saving  may  be  greatly  reduced.  Even  though  the  island 
were  directly  in  the  path  of  the  railroad  line  and  could  be  utilized 
for  a  bridge  foundation  without  any  extra  expenditure  to  make  it 
available  for  that  purpose,  it  is  questionable  whether  the  land  would 
have  any  but  a  nominal  value.  The  island  is  only  a  natural  feature 
of  the  territory  crossed  by  the  railroad,  and  to  claim  a  high  value  for 
it  is  akin  to  placing  a  higher  value  on  railroad  right  of  way  in  a  level 
district  than  in  a  hilly  one,  where  land  has  the  same  value  for  farm 
purposes,  but  where  earthwork  and  curves  make  railroad  construction 
and  operation  more  expensive.  It  is  evident  that  appraising  land 
on  the  basis  of  its  value  for  certain  uses  may  be  carried  to  absurdities. 
To  return  to  the  case  of  the  steam-power  plant,  previously  cited: 
There  are  in  every  large  commvmity  utilities  which  require  facilities 
for  coal  and  water  supplies,  and,  if  locations  with  such  facilities  are 
limited,  the  competition  is  bound  to  develop  a  stiff  market  value  for 
land  of  that  class.  On  the  contrary,  in  situations  where  the  plant 
is  on  land  which,  if  not  used  for  power-plant  purposes,  would  be 
occupied  by  a  utility  which  would  not  take  advantage  of  the  special 
facilities  offered,  the  market  value  of  the  land  should  be  based  on  that 
class  of  utilization.  Sometimes  a  utility,  in  buying  a  piece  of  land 
particularly  suited  to  its  purposes,  pays  a  large  sum  for  it  when  no 
other  utility  is  competing  for  the  location,  simply  because  the  owner 
recognizes  that  the  purchaser  is  especially  desirous  of  obtaining  it  and 
holds  to  a  figure  above  the  market  value.  The  utility  may  want 
the  land  because  it  has  special  facilities  for  coal  and  water  supplies 
or  because  it  adjoins  land  already  owned,  but  in  either  case  it  is 
simply  a  circumstance  that  confronts  the  purchaser,  and  the  market 
value  of  the  land  is  not  increased  thereby.  Generally,  the  sum  paid 
for  a  piece  of  land  having  a  special  value  to  the  purchaser  is  not 
excessive,  due  to  the  fact  that  the  seller  frequently  considers  the  value 
from  the  viewpoint  of  his  own  utilization  of  it,  and  does  not  ask 
himself  "what  is  it  worth  to  the  purchaser".  A  railroad  company 
requiring  earth  for  a  large  fill  may  acquire  a  particularly  suitable  piece 
of  land  at  the  market  value,  the  seller  having  in  mind  only  its  value 
as  farm  land  and  not  considering  that  the  purchaser  wants  it  for  filling 
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material  and  would  have  a  long  haul  if  the  material  were  obtained 
elsewhere.  Under  such  conditions,  the  purpose  for  which  property  ig 
wanted  is  concealed,  and,  where  the  identity  of  the  purchaser  would 
suggest  it,  the  transfer  is  made  through  a  third  party. 

In  concluding  this  phase  of  land  values  it  may  be  said  that  the  cost 
of  replacement  as  applied  to  land  may  lead  to  extreme  results,  and  fur- 
thermore, it  is  a  theory  which  is  considered  by  many  authorities  to  be 
unsound  for  most  appraisal  purposes.  If  a  market  value  is  to  be  deter- 
mined for  land  which  has  special  advantages  for  certain  utilizations, 
it  should  not  be  abnormally  high  unless  there  is  competition  for  the 
location  based  on  its  peculiar  facilities. 

Value  of  Railroad  Land. — The  valuation  of  railroad  lands  is  a 
problem  which  has  confronted  appraisers  in  recent  years.  Such  valua- 
tions are  generally  made  by  employing  men  familiar  with  land  values, 
and  they  gather  sales  and  other  data  regarding  the  value  of  land  along 
the  railroad  right  of  way,  and  use  the  information  collected,  supple- 
mented with  personal  opinions,  assistance  from  real  estate  dealers,  and 
notes  from  the  company's  records,  to  fix  the  values.  Railroad  lands  are 
so  extensive,  and  include  so  many  grades  of  property,  that  an  appraiser 
is  not  warranted  in  going  into  details  to  the  extent  that  is  customary 
in  making  ordinary  land  valuations.  Not  only  would  i-t  be  too  laborious 
a  procedure  under  most  circumstances,  but  there  would  be  little  net 
gain  in  the  accuracy  of  results.  By  using  a  rougher  method,  any 
individual  tract  of  railroad  land  may  be  given  a  market  value  that  is  in 
error,  but,  if  all  inaccuracies  are  compensating,  the  net  error  through- 
out a  State,  or  even  in  one  city,  is  a  very  small  percentage  of  the  total 
value. 

The  method  of  using  tax  assessments  which  has  been  outlined  here- 
tofore is  particularly  applicable  to  the  valuation  of  railroad  lands. 
Maps  are  iirst  provided  showing  the  railroad  lands  and  also  the  adjoin- 
ing proi)erty  for  several  blocks  on  each  side  of  the  right  of  way  .and 
terminal  grounds.  Owing  to  the  nature  of  railroad  lands,  the  units, 
such  as  lot  values  and  front-foot  values,  cannot  be  readily  applied,  and 
it  is  necessary  to  use  the  value  per  square  foot.  In  order  to  compare 
and  apply  the  assessments  on  adjoining  lands,  they  must  be  reduced  to 
the  square-foot  unit,  if  they  do  not  exist  in  that  form  in  the  public 
records.  The  assessments  are  recorded  on  the  map,  and  the  right  of 
way  is  then  inspected  in  the  field  in  order  to  determine  its  relative  value 
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as  compared  with  adjoining  lands.  In  tlie  liyht  of  the  inspection  and 
the  data  recorded  on  the  maps,  the  railroad  lands  are  given  an  assessed 
value  which  is  subsequently  converted  to  market  value  by  applying  the 
ratio  which  has  been  found  to  exist  in  that  particular  district  betvi'een 
market  values  and  assessment  values.  The  market  value  determined 
for  any  given  piece  of  railroad  land  may  be  slightly  incorrect,  but  the 
net  result  for  a  city  is  accurate,  as  no  cumulative  errors  are  introduced. 
This  method  may  be  used  in  either  city  or  country  districts,  and  is 
very  convenient  where  good  sales  are  scarce,  which  is  generally  the 
case. 

Cost  of  Acquinng  Railroad  Land. — In  acqiiiring  railroad  right  of 
way,  many  expenditures  are  incurred  in  addition  to  paying  the  market 
value  of  the  land  purchased.  Among  the  inore  important  may  be  listed 
the  following: 

1. — Wages  and  commissions  of  men  engaged  in  purchasing  land; 

2. — Field  exixjnses,  traveling,  livery,  board,  etc.,  of  men  engaged 
in  purchasing  land; 

3.— Printing  and  advertising,  notices,  etc.; 

4. — Abstracts  and  examinations  of  title;  ■ 

5. — Fees  for  filing  and  recording  documents,  etc.; 

C. — Condemnation  and  legal  expenses; 

7. — Purchase  of  buildings,  orchards,  crops,  etc.,  on  land  required 
for  railroad  purposes; 

8. — Damages  to  adjoining  property; 

&. — In  addition  there  are  the  amounts  paid  out  which  represent 
no  value  received  or  damage  inflicted,  but  merely  the  sums 
which  it  is  possible  for  land  owners  to  extort  from  a  railroad 
company  under  the  conditions  which  prevail  in  buying  rail- 
road lands. 

The  first  six  items  are  small,  and  range  from  4  to  12%  of  the  total 
amount  paid  for  land.  The  smaller  percentage  obtains  in  the  case  of  a 
large  railroad  having  a  land  department  and  a  purchasing  organization, 
and  the  larger  percentages  are  found  in  the  case  of  small  electric  lines 
acquiring  only  a  few  miles  of  right  of  way,  and  using  only  a  temporary 
organization  for  the  purpose.  These  items  are  of  minor  importance, 
however,  and  the  cost  of  acquiring  railroad  land  is  determined  chiefly 
by  the  magnitude  of  Items  7,  8,  and  9.     These  three  items  are  not 
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governed  by  any  established  laws  or  ratios,  but  are  controlled  to  a  cer- 
tain extent  by  the  following  factors,  and  it  is  impossible  to  determine 
the  extent  of  any  one  influence  separately: 

1. — Value  of  Land. — As  the  value  of  land  increases,  the  propor- 
tional cost  to  acquire  decreases.  In  buying  cheap  lands,  the 
railroad  companies  do  not  make  the  effort  in  purchasing  that 
is  made  in  cities,  where  the  investment  is  larger,  nor  are  they 
so  likely  to  resort  to  condemnation,  for  it  is  sometimes  cheaper 
to  pay  five  or  ten  times  the  market  value  of  poor  lands  than 
to  undertake  the  expense  of  condemnation. 

2. — Ownership. — The  class  of  ownership  and  the  area  of  land 
under  single  ownerships  is  a  factor.  In  some  of  the  lumber 
States  there  are  thousands  of  acres  of  cut-over  timber  lands 
held  by  single  lumber  companies,  and  it  is  possible  to  obtain 
large  portions  of  a  right  of  way  at  reasonable  figures  by  deal- 
ing with  only  a  few  such  land-holders. 

'S. — The  extent  to  which  a  community  is  built  up  obviously  affects 
the  matter  of  damages  in  both  city  and  country  lands.  In 
undeveloped  territory,  it  is  possible  to  buy  land  cheaper  by 
reason  of  the  fact  that  land-holders  are  desirous  of  obtaining 
railroad  facilities.  A  new  line  through  districts  already  well 
supplied  with  railroads,  however,  obtains  no  such  favors. 

4. — The  direction  of  a  railroad  line  has  some  effect  on  the  extent 
of  damages.  A  line  running  diagonally  across  the  country 
cuts  all  farms  into  triangular  pieces,  but  a  right  of  way  which 
parallels  the  section  lines,  preserves  the  shape  of  fields  and 
causes  less  damage. 

5. — One  of  the  chief  factors  in  the  cost  of  acquiring  railroad  lands 
is  the  skill  of  the  company's  buyers.  There  are  instances 
where  right  of  way  has  cost  a  railroad  company  50%  more 
than  it  should  have,  owing  to  poor  buying. 

There  are  many  other  influences  which  are  of  a  minor  or  local 
nature. 

The  only  way  to  determine  the  cost  to  acquire  a  given  strip  of  right 
of  way  is  to  learn  from  the  company's  records  what  was  actually  paid 
out  in  acquiring  it  and  deduct  from  that  sum  the  estimated  market 
value  of  the  land.     Investigations  of  this  kind  show  that  the  cost  under 
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different  conditions  varies  tremendously,  ranging  all  the  way  from  5  to 
600%  of  the  market  value.  If  it  is  necessary  to  make  an  estimate  of 
this  cost  and  no  records  are  available,  a  study  should  be  made  of  the 
results  of  purchases  of  railroad  lands  iu  near-by  territory,  under  sim- 
ilar conditions  to  those  affecting  the  right  of  way  under  consideration. 
If  such  a  guide  is  not  to  be  had.  an  estimate  is  largely  guesswork. 
Although  the  variation  is  great,  the  average  of  the  cost  to  acquire  land 
for  railroad  purposes  in  a  number  of  instances  has  been  from  50  to 
1009^  of  the  market  value  in  cities  and  from  200  to  300%  of  the  market 
value  in  country  districts. 

Cost  of  Land  Appraisals. 

The  cost  of  making  appraisals  of  property  generally  runs  from  one 
to  two-tenths  of  1%,  and,  as  a  rule,  the  work  done  on  the  land  should 
not  be  more  expensive  than  that  on  other  classes  of  property  in  an 
inventory.  Real  estate  men  charge  fees  for  appraising  land  which 
range  as  high  as  one-quarter  of  1%  for  city  property  and  one-half  of 
1%  for  suburban  property.  The  cost  of  valuing  the  land  of  a  utility 
should  increase  according  to  the  number  of  scattered  parcels  to  be 
handled,  and  should  decrease  in  proportion  to  the  increase  in  the  value 
of  lands  to  be  appraised.  It  may  easily  require  less  effort  to  appraise 
a  single  parcel  of  land  worth  several  hundred  thousand  dollars  than  to 
place  a  value  on  several  parcels,  the  aggregate  value  of  which  is  not 
nearly  as  great. 
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DISCUSS  ION 


Mr.  W.   I.   King,*  Esq.    (by  letter). — There  is  a  dangerous  and  time- 

■  honored  economic  fallacy  hidden  in  the  sentence  "The  true  value  of 
land  is  the  ground  rent  capitalized".  After  two  thousand  years  of 
search  for  the  "true  value",  economists  are  in  agreement  that  no  such 
thing  exists.  Furthermore,  "ground  rent  capitalized",  unless  the 
phrase  is  broadly  interpreted,  gives  no  kind  of  value  of  any  significance. 

Every  prospective  buyer  or  seller  of  land  has  in  mind  a  maximum 
price  which  he  will  pay  or  a  minimum  price  which  he  will  take.  These 
subjective  prices  are  finally  based  on  the  beliefs  as  to  the  probable 
future  income  which  may  be  expected  from  the  land.  In  other  words, 
each  person,  using  his  own  rate  of  interest,  discounts  these  anticipated 
future  rentals  and  finds  their  entire  present  worth.  With  their  sub- 
jective prices  in  mind,  bidders  enter  the  market,  and,  by  the  well-known 
principles  of  supply  and  demand,  fix  the  market  price  for  the  land. 

At  some  periods,  nearly  every  one  becomes  unduly  optimistic  as 
to  the  future  outlook;  at  other  times  pessimism  reigns.  This  change 
in  the  point  of  view  of  the  majority  causes  land  values  to  fluctuate 
widely  on  the  market.  If  these  values  are  plotted,  it  will  be  noticed, 
however,  that  there  is  a  rather  definite  trend  in  a  certain  direction. 
This  trend  records  values  arising  from  the  normal  consensus  of  opinion, 
and  may  be  said  to  represent  normal  land  values;  but  value  is  always 
based  on  anticipation,  and,  until  the  veil  is  rent  from  the  future,  no 
man  will  ever  be  able  to  state  correctly  that  any  figure  represents  the 
true  value  of  the  land. 

In  a  progressive  community,  land  values  usually  stand  well  above 
the  capitalized  present  net  rentals,  because  people  do  not  expect  that 
rentals  will  remain  constant,  but  rather  that  they  will  rise.  To  correct 
for  this  error  by  varying  the  rate  of  interest  used  in  capitalizing  the 
current  rent  is,  at  the  best,  a  very  crude  method  of  adjustment.  The 
writer  has  described,  in  "The  Valuation  of  Urban  Realty  for  Purposes 
of  Taxation",!  ways  of  solving  the  problem  which  appear  to  be  more 
logical. 

The  writer  notes,  also,  an  apparent  misconception  of  the  word 
"economic"  as  used  on  page  586.  The  demand  of  wealthy  persons  for 
pleasant  residence  sites  is  certainly  as  strictly  economic  as  the  demand 
of  a  railway  for  a  site  for  a  new  depot  or  roundhouse. 

Mr.  Jerrard's  discussion  of  such  topics  as  the  movement  of  the 
business  section,  "plottage",  "cost  of  acquiring  land",  and  "values 
based  on  special  utilization",  is  both  able  and  interesting,  and  appears 
to  be  better  developed  than  any  writings  on  the  subject  which  the  writer 
has  previously  read.  The  author  is  to  be  congratulated  on  the  scientific 
and  scholarly  nature  of  the  paper  as  a  whole. 

♦  Asst.  Prof,  of  Political  Eronoiny,  Univ.  of  Wisconsin,  Madison,  Wis. 
t  Bulletin  No.  689  of  the  University  of  Wisconsin.     May  be  obtained  from  tbo 
Librarian  of  tbe  University. 
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Hugh  A.  Kelly,*  Assoc.  M.  Am.  Soc.  C.  E. — This  paper  is  a  Mr. 
valuablo  addition  to  our  records.  The  speaker,  being  in  constant  touch  ^  ^' 
with  the  Taxing  Department  of  Jersey  City,  has  become  familiar  with 
the  question  of  "land  valuation",  and  when  he  read  this  paper  he 
realized  that  it  was  practically  flawless.  In  order  to  be  sure,  however, 
he  handed  it  to  the  two  men  whom  he  thought  best  qualified  to  judge: 
Mr.  J.  Stewart  Walker,  formerly  Chief  Engineer  of  the  Jersey  City 
!Map  Department,  and  Mr.  Raymond  C.  Buckley,  the  present  Chief. 

Jersey  City  issued  last  year  a  manual  for  the  guidance  of  the 
working  force  in  the  Bureau  of  Tax  Assessment  of  the  Department 
of  Revenue  and  Finance.  This  "Assessors'  Manual",  the  first  issued 
by  any  city  in  the  United  States,  was  written  by  these  gentlemen, 
under  the  direction  of  Commissioner  George  F.  Brensinger,  and  after 
reading  Mr.  Jerrard's  paper,  they  also  agreed  that  he  has  left  little  to 
discuss.     Nevertheless,  the  following  few  points  may  be  well  taken. 

If  one  examines  cases  of  tax  appeal  one  will  find  that  the  real  estate 
man  must  have  his  builder,  his  architect,  to  support  him.  In  the  more 
important  cases,  such  as  railroad  cases,  it  is  the  engineer  who  knows 
real  estate  who  is  called  on  to  testify.  In  a  town  the  speaker  has 
in  mind  he  knows  of  but  two  real  estate  men  who  have  carefully 
compiled  their  sales  and  put  them  in  proper  form  for  immediate  use 
in  appeal  cases. 

This  only  emphasizes  Mr.  Jerrard's  contention  that  the  engineer 
should  check  the  real  estate  man,  and  verifies  the  statement  that  the 
average  real  estate  dealer's  appraisal  is  but  a  look,  a  thought,  an 
interview,  and  an  opinion. 

The  author  states: 

"The  ground  rent  is  the  net  income  which  remains  after  paying 
the  taxes  on  the  land  and  the  taxes,  depreciation,  interest,  and  main- 
tenance on  all  improvements." 

To  this  list  of  deductions  there  should  be  added  the  item  "a  sinking- 
fund  charge  sufficient,  when  put  at  interest,  to  cover  the  cost  of  the 
building  in  a  given  nimaber  of  years". 

How  many  real  estate  men  include  this  item  for  their  clients  when 
presenting  cases? 

The  author  states  that  "the  true  value  of  land  is  the  ground  rent 
capitalized". 

First:  True  value  is  spoken  of  by  Judge  Charles  C.  Black,  in  his 
book  on  "Taxation"  in  which  he  reviews  many  judicial  decisions,  thus : 

"True  value,  like  fraud,  is  incapable  of  definition,  for  the  reason 
that  no  definition  can  have  universal  application  to  all  the  many  classes 
of  property." 

He  concludes  with  the  statement: 

•  Jersey  City,  N.  J. 
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Mr.  "So  the  'true  value'  of  property,  under  the  constitution  for  taxation, 

Kelly,  comes  back  in  all  cases  to  what  such  property  will  exchange  for  in 
the  open  market,  in  money.  Sometimes  cost  is  a  fair  criterion ; 
earning  capacity  may  be;  frequently  both  should  have  weight;  while, 
again,  neither  will  determine  its  'true  value';  but  all  these  elements 
of  value  should  be  considered." 

Second :  If  one  wishes  to  calculate  the  value  of  land  from  an  income 
basis,  one  must  select  adequately  improved  property.  Then  if  one 
adds  to  the  present  worth  of  all  future  anticipated  net  rentals  of  a 
new  building,  the  present  worth  of  the  land  value  at  the  date  when 
the  building  will  need  to  be  replaced,  and  deduct  from  the  sum  the 
cost  of  the  building,  it  shovild  closely  approximate  the  present  true 
value  of  the  site.* 

However,  as  new  buildings  exactly  adapted  to  their  location  are 
rarely  found,  and  the  difficulties  with  this  method  are  considerable, 
the  sales  method  is  to  be  preferred  to  the  commercial  method  of  finding 
the  value. 

Rarely  is  there  an  appraisal  of  property  in  which  a  true  capitaliza- 
tion method  is  used. 

In  the  report  of  the  Morris  Canal  Investigation  Committee,  ap- 
pointed by  the  joint  Legislature  of  New  Jersey,  Louis  Focht,  Assoc. 
M.  Am.  Soc.  C.  E.,  Engineer  of  State  Board  of  Taxation,  uses  such 
a  method. 

He  projects  a  possible  development,  assuming  2  050  ft.  of  bulkhead, 
two  piers  150  ft.  wide,  about  2  060  lin.  ft.  in  all.  On  each  pier  will 
be  placed  one-story  steel  sheds  1 175  by  113  ft.  and  1  250  by  140  ft., 
respectively;  also  a  six-story  warehouse  covering  an  area  of  83  000 
sq.  ft.,  together  with  the  necessary  tracks,  filling  back  of  bulkhead, 
dredging  of  slips,  etc. 

"The  commercial  value  has  been  based  on  the  capitalization  of  the 
net  surplus  after  deducting  the  probable  annual  fixed  charges  from 
the  probable  annual  income. 

"The  annual  fixed  charges  are  made  up  of  the  interest  on  the  invest- 
ment, an  anniiity  sufficient  to  create  a  sinking  fund  for  the  purpose 
of  extinguishing  the  debt  against  the  perishable  portion  of  the  prop- 
erty at  the  termination  of  its  probable  life;  taxes  on  the  pi'operty, 
annual  charge  for  dredging  slips  to  maintain  a  sufficient  depth  of  water; 
insurance  on  the  portion  of  the  property  likely  to  be  destroyed  by  fire; 
current  annual  repairs;  and  superintendence. 

"These  elements  will  now  be  considered  in  tlieir  order: 

"First:  In  arriving  at  the  value  of  the  probable  annual  income, 
rentals  of  dock  property  in  the  harbor  have  been  considered.  They 
are  lower  on  the  New  jersey  than  on  the  New  York  side,  and  range 
about  as  follows : 

New  Jersey  side  of  liarbor $0.32  to  $0.40  per  sq.  ft. 

New  York  side  of  harbor 0.20  to     1.54  per  sq.  ft. 

Average 0.87  per  sq.  ft. 

•  King   on    "Vnluatlon   of  Urban   Property." 
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'•Brooklyn  reutal,  private  piers,  range  from  $0.48  to  $0.57  per  sq.  ft.    Mr. 
Warehousing  rates  range  from  about  $0.25  to  $0.30  per  sq.  ft.  of  floor  ^^"y- 
surface. 

"In  estimating  the  probable  income,  a  rate  of  $0.50  per  sq.  ft.  has 
been  assumed  for  dock  property,  and  $0.25  per  sq.  ft.  of  floor  surface 
for  the  warehouse.     On  this  basis,  the  following  result  is  obtained: 

Probable  Annual  Income. 

Docking,  309  000  sq.  ft.  at  $0.50  per  sq.  ft $154  500 

Warehouse  floor  area,  498  000  sq.  ft.  at  $0.25  per  sq.  ft.   124  500 


"Total  annual  income $279  000 

"Other  minor  sources  of  income  might  be  added,  but,  for  the  sake 
of  conservatism,  they  have  not  been  considered. 

"The  rate  of  $0.50  per  sq.  ft.  is  higher  than  the  average  Nev?  Jersey 
rentals,  the  development  being  of  a  higher  character  than  other  leased 
properties  on  the  New  Jersey  side. 

"An  estimate  of  the  probable  cost  of  the  development  has  been  made, 
in  order  to  arrive  at  the  fixed  charges. 

"The  estimated  cost  of  the  entire  development  for  the  'Small  Basin' 
is  $2  265  000. 

"In  determining  the  annuity  to  be  set  aside  for  the  sinking  fund,  an 
assumed  life  had  to  be  given  to  each  depreciable  portion  of  the  plant. 
These  values  will  vary  with  the  character  of  the  structure.  Consider- 
ing an  interest  rate  of  3^%  on  the  sinking  fund,  the  annuities  in 
Table  3  are  obtained. 

TABLE  3. 


Bulkhead 

Piers 

Sheds  on  piers. 

Warehouse 

Paving 

Gantry  cranes. 
Tracks 


Totals . 


Life. 


50  years 

40  '• 

40  " 

.50  " 

15  " 

15  " 

15  " 


Per 

thousand. 


$7.63 
11.83 
11.83 
7.63 
51.83 
51.82 
51.83 


On: 


$153  750 
618  000 
400  000 
755  300 
9  7.^)0 
30  000 
37  811 


$2  004  611 


$1173 
7  311 

4  732 

5  763 
505 

1  555 
1959 


$22  998 


TABLE  4. — Annual  Charges. 


Interest  on  §2  265  000  at  5% 

Annuity  for  sinking  fund  on  $2  004  611,  at  3}^%  (average) 

Taxes  on  SI  V.fi  750  at  82.00  per  hundred 

Annual  charge  for  dredging  slips  to  maintain  constant  depth  of  water,  20  000  cu 

yd.  at  80.20 

Insurance  on  §1  800  000  of  dock  property,  at  0.5  of  1% 

Current  annual  repairs 

Superintendence 

Total  fixed  annual  charges 


$113  250 
22  998 
33  975 

4  000 
9  OtO 

15  000 

5  000 


$203  223 
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Mr.  "In  the  computation  of  the  annuities  in  Table  3,  it  will  be  noticed 

^^"y-  that  there  is  no   item  for  grading  or  other  permanent  work,  which, 
when  once  completed,  would  last  indefinitely. 

"On  the  foregoing  basis,  therefore,  the  statement  in  Table  4  will 
represent  the  entire  annual  charges. 

"With  tlie  fixed  annual  charges  shown  in  Table  4,  the  net  surplus 
will  be: 

Total  annual  income $279  000 

Annual  fixed  charges 203  223 

Balance,  or  annual  net  surplus $75  777 

"Therefore,  if  the  present  worth  of  this  net  surplus,  namely,  $75  777, 
is  computed  on  the  basis  of  5%  interest  for  a  term  of  GO  years,  or 
the  limit  of  the  period  when  the  canal  will  revert  to  the  State,  a  value 
of  $1  434  459  is  obtained  for  the  land." 

The  author  (page  685)  states  as  follows:  "advantages  of  location 
govern  the  values  entirely".  The  last  word  of  this  statement  is  open 
to  question.  The  "Assessors  Manual"  quotes  Mr.  Alfred  D.  Bernard  of 
the  U.  S.  Fidelity  and  Guaranty  Company,  thus : 

"We  therefore  announce  four  cardinal  factors  of  value  in  real 
estate : 

"1 — Location,  which  includes  access; 
2 — Utility,  which  includes  capacity  to  produce; 
3 — Shape; 
4— Size." 

These  are  explained  as  follows : 

"(1)  Location. — In  any  city  the  most  valuable  corner  lot  would 
appear  to  be  the  lot  in  that  city  accessible  to  the  most  people. 

"Now,  if  that  proposition  is  sound,  the  most  valuable  corner  lot  is 
the  center  of  population  of  any  given  city. 

"In  the  City  of  Baltimore,  the  center  of  population  is  in  the 
colored  belt,  at  a  point  where  land  values  are  around  fifty  cents  a 
square  foot;  so,  in  fixing  the  most  valuable  corner  lot  we  must  assume 
something  else  besides  accessibility  of  location;  we  must  assume  the 
second  factor,  utility. 

"(2)  The  highest  utility  which  land  may  assume,  generally  speak- 
ing, is  retail  business,  and  the  student  of  values  will  find  that,  with 
the  exception  of  the  banking  district  of  New  York  City,  the  highest 
valued  properties  in  all  the  cities  may  be  found  in  the  retail  business 
districts. 

"Now,  with  Factors  1  and  2  to  resolve,  we  find  the  most  valuable 
corner  lot  in  any  city  is  that  lot  which  is  so  located  as  to  be  accessible 
to  the  greatest  miniber  of  people  who  buy  goods. 

"After  fixing  the  point,  we  must  then  consider  the  reason  why  one 
lot  is  more  valuable  than  another,  which  calls  upon  us  to  invoke  the 
other  principles,  of  sliape  and  size.  The  most  desirably  located  corner 
may  be  too  small  to  meet  the  business  demand,  and  the  business  be 
carried  to  the  next  block,  or,  by  reason  of  angles  and  irregularities. 
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it  might  not  be  available  for  the  business  of  the  territory,  and  thus    Mr. 
lose  in  contrast  with  other  regular  lots."  J<eiiy. 

From  the  foregoing  it  is  evident  that  the  greatest  number  of 
people  necessarily  do  not  pass  through  the  heart  of  the  city,  as  Mr. 
Jerrard  states,  but  more  generally  the  greatest  number  of  people 
pass  near  some  railroad  terminal  or  boat  landing. 

The  retail  section  moves  in  the  direction  of  the  best  residence 
section.     Bernard  sees  it  as  follows : 

''To-day  the  most  valuable  block  in  a  given  city  is  Main  Street 
between  X  and  Y  Streets.  Thomas  Tenant's  lease  is  about  to  expire. 
He  has  made  big  money  in  the  twenty  years  he  has  engaged  in  the 
dry  goods  business  in  this  block.  His  landlord  wants  to  share  his 
business  with  him  and  doubles  his  rent.  Tom  has  made  money  and 
saved  it.  and  feels  independent  enough  to  tell  his  landlord  to  go 
where  ice  is  popular  but  scarce;  but  the  landlord  doesn't  melt,  and 
Tom  has  to  pay  double  the  rent  or  move.  The  district  broker  whom 
Tom  employs  to  buy  the  site  is  met  with  'Not  for  Sale',  and  tells 
Tom  about  four  little  shacks  he  can  buy  in  the  second  block  north 
of  him  and  build  his  own  building  and  laugh  at  the  landlord.  He 
does  it.  He  builds  a  fine  warehouse,  better  than  the  one  he  was  in, 
advertises  to  the  trade  that  he  was  forced  out  of  his  old  location, 
and  thus  wins  sympathy  and  trade.  He  is  followed  by  another  unfor- 
tvmate.  and  in  three  years  the  best  block  on  Main  Street  is  Tom 
Tenant's  block." 

Mr.    Jerrard   states   that  the   total  land  value   of   a   city   depends 
primarily  on  the  population,  but  is  influenced  by  wealth. 
Bernard  says: 

"While  the  proposition  may  be  new  and  startling,  the  writer's  study 
of  land  values  in  cities  warrants  him  in  asserting  that  land  values 
bear  a  relation  to  the  number  of  and  buying  power  of  the  inhabitants 
of  a  given  community,  and  that  in  the  average  normal  city  the  value 
of  the  retail  business  property  is  one  cent  per  foot  front  per  person 
and  the  best  residence  property  1/10  to  1/12  of  a  cent  per  foot  per 
person." 

In  answer  to  the  disadvantage  of  using  gross  rentals,  Bernard 
uses  such  rentals,  and  gives,  as  the  advantage,  the  fact  that  it  elimi- 
nates the  item  of  poor  management,  which  invariably  brings  down 
the  net  rental. 

If  the  value  of  the  improvement  is  9  times  the  value  of  the  site, 
the  gross  rental  should  be  19%  of  the  total  investment, 
8  times  the  value  of  the  site.  .18% 

.17% 
.16% 
.15% 
.14% 
.13% 
.12% 


7 

6 

5 

4 

3 

0 
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Mr.  Improvement   and  site   equal    (for   office  building  only)    10  to   12 

^'^"^'  per  cent. 

To  Mr.  W.  A.  Somers  is  attributed  the  statement  that  the  corner 
influence  in  all  property  generally  extends  100  ft.  each  way  from  the 
corner.  The  literature  of  the  Manufacturers  Appraisal  Company  con- 
tained this  statement,  but  that  company  acknowledged  this  to  be  an 
error.  The  speaker  thinks  it  is  an  exceptional  case  where  corner 
influence  extends  more  than  25  ft.  beyond  the  corner. 

The  value  of  lots  of  various  depths,  expressed  as  percentages  of 
unit  value,  or  ''rules  for  long  and  short  lots",  as  it  is  termed,  requires 
the  attention  of  a  mathematician. 

The  speaker  believes  that  Mr.  Davies  is  the  only  man  who  gives 
a  formula  with  his  rule,  and  states  that  the  curve  is  a  parabola. 

Interpolation,  to  determine  intermediate  values,  is  not  satisfactory 
where  many  properties  are  handled.  In  the  Jersey  City  Tax  Office,  to 
facilitate  matters,  the  engineers  in  the  Map  Department  have  an 
equation  for  the  Hoffman  rule,  which  is  in  the  Tax  Manual  published 
by  the  Department  of  Revenue  and  Finance  of  that  city. 

It  is  stated  that  Mr.  Davies  examined  10  000  sales.  Mr.  Bernard, 
Mr.  Somers,  and  all  the  others  examined  many  sales  in  order  to  derive 
their  curves  of  values. 

There  is  a  question  in  the  speaker's  mind  whether  a  man  can  be 
so  familiar  with  every  one  of  10  000  sales  as  to  be  able  to  squeeze  out 
all  the  influences  that  would  pull  them  away  from  normal.  Probably 
the  law  of  averages  would  counteract  errors  in  so  great  a  number 
of  sales. 

The  problem  of  depth  and  value  presents  an  example  resulting  in 
an  equation  the  curve  of  which,  when  plotted,  is  that  of  a  conic  section. 
The  Hoffman  rule  works  out  as  a  parabola. 

Knowing  these  results,  why  is  it  not  as  good  to  assume  a  condition, 
as  Hoffman  did,  and  work  out  the  equation;  or  why  not  take  the  least 
number  of  sales  or  points  that  will  determine  a  conic  curve,  and  if 
the  curve  suits  our  judgment,  adopt  it. 

If  all  the  values  in  a  curve  do  not  respond  to  some  formula,  the 
speaker  claims  that  the  curve  is  theoretically  incorrect,  as  no  two 
persons  are  treated  according  to  the  same  law. 

Would  it  surprise  the  author  to  know  that  Hoffman's  opinion,  in 
1870,  agrees  with  Bernard's  careful  investigation,  in  1918?  If  Mr. 
Jerrard's  conversion  of  the  Bernard  150-ft.  to  100-ft.  rule  is  correct, 
such  is  the  case.  Unfortunately,  Hoffman's  complete  figures  are 
not  given  in  Table  2.  In  Table  5  is  given  a  comparison  of 
Hoffman's  and  Bernard's  figures.  In  no  case  is  there  a  difference 
greater  than  1  per  cent. 

In  the  author's  comparison  of  the  rules,  it  will  be  noticed  that, 
up  to  100  ft.,  the  Newark  business  is  the  same  as  the  Somers.     The 
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Newark  residence,  up  to  100  ft.,  is  practically  the  same  as  the  Hoffman.    Mr. 
There  is  a  close  resemblance,  up  to  100  ft.,  of  Milwaukee  business  and  ^^'-'^^'^• 
Somers.  and  for  more  than  100  ft.  they  agree.     For  more  than  100  ft. 
Newark  business  and  residence  agree. 

TABLE  5. 


f 


Depth  of  lot,  iufeet. 

Hoffman. 

Bernard. 

Percentage. 

Percentage. 

5 

10 

10 

16 

17 

15 

23.5 

34 

20 

30 

31 

25 

37.5 

37 

30 

44 

43 

35 

50 

50 

40 

56 

56 

45 

61.5 

61 

50 

67 

66 

55 

71.5 

72 

60 

76 

76 

65 

80 

81 

70 

84 

84 

75 

87.5 

87 

80 

91 

91 

85 

93.5 

93 

90 

96 

95 

95 

98 

98 

100 

100 

100 

Such  peculiarities  would  lead  one  to  suppose  that  some  of  the  rules 
represent  no  independent  investigations. 

In  Table  6  the  speaker  examines  the  Hoffman  rule  by  subtracting 
the  value  of  every  10  ft. — ten  lower  from  ten  higher — thus  10  ft.  =  25%  ; 
20  ft.  =  41%;  41  —  25  =  16,  etc.  This  gives  a  series  of  percentages 
or  first  differences. 

TABLE  6. — Examination  of  the  Hoffman  Eule. 


Feet. 

Percentage. 

First 
differences. 

Subtract. 

Second 
differences. 

10 

16 

15 

10 

5 

20 

31 

13 

10 

3 

30 

44 

12 

10 

2 

40 

56 

11 

10 

1 

£0 

67 

9 

10 

—  1 

&) 

76 

8 

10 

-  2 

70 

84 

7 

10 

—  3 

W 

91 

5 

10 

—  5 

90 

96 

4 

10 

-  6 

100 

100 
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Mr.  If  10  is  subtracted  from  each  of  these  we  get  a  series  of  second 

^''  diiferences  in  which  it  will  be  noted  that  4  is  lacking. 

The  original  Hoffman  rule  does  not  plot  as  a  smooth  curve,  but 
if  4  is  supplied  in  this  last  series  of  numbers  the  following  formula 
may  be  derived. 

Assuming  that  50  ft.  gives  66§%,  the  formula  is: 

_  2  oj  X 

^  ^  ~S  150' 

If  50  ft.  is  assumed  to  give  67%,  the  formula  is: 
y  =  1.68a;  —  0.0068a;, 

which  gives  a  true  parabolic  curve. 

These  formulas  were  derived  by  Mr.  Walker.  This  peculiar  con- 
dition leads  to  the  belief  that  some  real  estate  men  do  not  understand 
these  rules  thoroughly;  for,  in  important  cases,  where  large  tracts  of 
land  are  involved,  we  find  them  analyzed  by  real  estate  men  thus : 
Zone  1,  so  many  feet  deep,  parallel  with  the  street,  is  worth  a  dollars. 
Zone  2,  directly  behind  it,  is  worth  h  dollars,  etc. 

But  Zone  1  reflects  its  value  to  Zone  2,  etc.,  and  immediately  the 
straight-line  valuation  begins  to  bend,  and,  the  smaller  the  zones  are 
divided,  the  greater  becomes  the  reflected  increments,  until  the  straight- 
line  valuation  becomes  some  kind  of  a  curve. 

The  speaker  believes  that  these  rules  for  short  and  long  lots  are 
the  final  result  of  this  line  of  reasoning,  and  the  foregoing  examination 
of  the  Hoffman  rule  proves  it. 

The  appraisal  of  lands  in  different  localities  and  sections  requires 
individual  attention  and  study,  and  for  these  no  rules  can  be  laid  down 
which  will  fit  all  cases.     Mr.  Jerrard's  paper  gives  a  firm  foundation 
on  which  to  build. 
Mr.  Edward  S.  Rankin,*  M.  Am.  Soc.  C.  E.— This  discussion  refers  to 

he  following  statement  in  the  paper: 

"The  total  land  value  of  a  city  depends  primarily  on  the  population, 
but  is  influenced  to  so  great  an  extent  by  the  city's  wealth  and  other 
factors  that  comparisons  between  cities  of  the  same  population,  as  to 
either  the  total  land  value  or  the  value  of  highest  priced  land,  offer 
considerable  variation.  It  is  believed  that  the  range  of  values  in 
Fig.  2  will  cover  the  conditions  in  all  except  a  very  small  percentage 
of  cities." 

In  an  attempt  to  formulate  the  relation  between  the  population 
and  land  values  in  cities,  the  speaker  some  years  ago  addressed  letters 
to  real  estate  dealers  in  the  109  cities  of  the  United  States  having 
a  population  of  50  000  or  more,  asking  the  value  per  front  foot  of 

•  Newark,    N.    J. 
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the  highest  priced  land  in  their  respective  cities,  based  on  a  standard     Mr. 
lot  25  by  100  ft.,  exclusive  of  corners.     Replies  were  received  from  47 
cities,  the  smallest  being  Canton,  Ohio,  with  50  200,  and  the  largest, 
St.  Louis,  with  6ST000  population  (census  of  1910). 

The  results  obtained,  though  of  a  negative  character,  may  prove 
of  some  interest  in  connection  with  this  paper.  They  have  been  plotted 
on  a  diagram,  Fig.  5,  similar  to  Fig.  2,  and  seem  to  show  the  hopeless- 
ness of  attempting  to  base  valuations  on  population,  except  in  the 
most  general  way.  It  would  appear,  however,  that  the  curves  in  Fig.  5 
are  entirely  too  low. 


i 

i 

. . — 1 

• 

» — 

• — • j^ 

•                             > 
^ -_^ 

1-^ j/^ ^^y^ 

•    >^  .^^ 

• ^r ; • I    ^^ , . — 

•  •  y^ l^^.^^^*^* 


Population  "■" 

Pig.  5. 
Reduced  to  dollars  per  front  foot  per  1  000  population,  the  varia- 
tions are  perhaps  even  more  apparent.  Some  of  the  main  features 
of  the  investigation,  reduced  to  this  basis,  are  shown  in  Tables  7  and  8. 
Believing  that  the  rate  of  growth  of  the  city  would  have  a  decided 
bearing  on  the  valuations — on  the  principle  that  values  would  discount 
the  future — the  speaker  then  made  an  estimate  of  the  probable  popu- 
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latioii  of  each  of  the  cities  in  1920,  and  calculated  the  value  per  front 
foot  per  1  000  of  this  estimated  population.  The  results  are  given  in 
Table  8,  and  show  slightly  less  variation,  but  are  still  too  far  apart  to 
be  of  any  practical  value. 

TABLE  7. 


Maximum. 


All  cities $54.00 

(Springfield,  Mass.) 
Population  50  000  to  100  000 54.00 

(Springfield,  Mass.) 
Population  100  000  to  200  000. . . .     35.53 

(Grand  Rapids,  Mich.) 
Population  200  000  to  400  000. . . .     40.28 

(Newark,  N.  J.) 
Population  more  than  400  000. .     29.48 

(St.  Louis,  Mo.) 


Minimum. 


(Baltimore,  Md.) $7.16 

(Somerville,  Mass.) 9.71 

(Nashville,  Tenn.) 15.80 

(Jersey  City,  N.  J.) 8.06 

(Baltimore,  Md.) 7.16 


Average. 


$27.86 
47  cities. 

$30.85 
24  cities. 

$26.64 
10  cities. 

$23.12 

8  cities. 

$23.59 

5  cities. 


TABLE  8. 


Maximum. 


All  cities $38.40 

(Springfield,  Mass.) 
Population  50  000  to  100  000 38.40 

(Springfield,  Mass.) 
Population  100  000  to  200  000. . . .     31.13 

(Albany,  N.  Y.) 
Populat  ion  200  000  to  400  000 ... .     28 .  86 

(Newark,  N.  J.) 
Population  more  than  400  000.. .     25.00 

(St.  Louis,  Mo.) 


Minimum. 


(Jersey  City,  N.  J.) $6.29 

(Somerville,  Mass.) 7.65 

(Birmingham,  Ala.) 9.00 

(Jersey  City,  N.J.) 6.29 

(Baltimore,  Md.) 6.78 


Average. 


$20.33 
47  cities. 

$21.33 
24  cities. 

$20.29 
10  cities. 

$18.77 

8  cities. 

$18.10 

5  cities. 


Classified  as  to  location,  into  East,  West,  and  South,  the  17  eastern 
cities  show  the  highest  average,  $21.75,  and  the  greatest  variation, 
$6.29  to  $38.40;  20  western  cities  average  $21.45,  with  the  least  vari- 
ation, $11.84  to  $37.62;  and  the  10  southern  cities  vary  from  $6.78 
to  $23.69,  with  the  lowest  average  of  $15.71. 

All  the  populations  used  in  Table  7  were  taken  from  the  U.  S. 
Census  for  1910,  and  do  not  include  suburbs  tributary  to  the  cities, 
although  the  speaker  fully  agrees  with  Mr.  Jerrard  that  such  suburban 
areas  should  be  included.  At  the  time  the  investigation  was  made, 
however,  it  was  impossible  to  obtain  these  figures. 

The  speaker  would  suggest  further,  that  an  important  factor  in 
the  value  of  land  is  the  volume  of  traffic  passing  the  point  in  question. 
A  careful  investigation  along  this  line  might  prove  of  considerable 
interest. 

Mr.  T.  Kennard  Thomson,*  M,  Am.  Soo.  C.  E. — Two  interesting  examples 

Thomson.  ^£  ^jjg  valuation  of  land  in  New  York  City,  might  be  cited:    First,  the 

corner  of  Wall  and  Nassau  Streets ;  a  lot,  about  25  by  75  ft.,  was  bought 

•  New  York  City. 
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in  1896  for  $500,000.  and.  after  the  old  building  had  been  torn  dovm,  a       Mr. 


Thomson. 


17-story  building  was  erected  on  the  site  at  a  cost  of  $1  000  000,  making 
the  cost  of  the  new  building  and  lot  $1  500  000.  The  Bankers  Trust 
Company,  14  years  later,  wanted  the  corner  to  complete  its  property 
in  order  to  have  about  00  ft.  front  on  each  street,  so  the  iT-story  build- 
ing and  lot  was  bought  for  $1  500  000  and  then  $50  000  was  paid  to  a 
wrecker  to  remove  the  building  quickly. 

The  second  case  is  that  of  a  yoxmg  man  who  had  an  assured  income 
of  $25  000  a  year ;  he  painted  a  little,  wrote  a  little,  and  tried  to  make 
himself  generally  useful,  and  at  the  same  time  was  able  to  live  com- 
fortably on  his  income.  An  uncle  bequeathed  him  a  $1  000  000  piece 
of  property  on  "West  Street.  Just  then,  unfortunately,  the  tenant 
moved  out,  and  a  new  one  could  not  be  found,  and  as  the  property 
was  subject  to  a  mortgage  which  required  nearly  all  the  young  man's 
$25  000  income  to  pay,  he  was  absolutely  impoverished  by  the  bequest 
of  a  $1 000  000  piece  of  real  estate,  which  he  could  neither  rent 
nor  sell. 

One  of  the  great  stumbling  blocks  in  modern  real  estate  is  the  old 
25-ft.  front  lot,  which  was  all  right  in  the  days  of  one-  or  two-story 
cottages  and  stores,  but  is  absolutely  out  of  place  in  a  modern  city,  and 
is  responsible  for  much  of  our  "crazy  quilt  work".  It  is  to  be  hoped 
that  future  cities  will  be  laid  out  on  up-to-date  lines,  giving  a  whole 
block  for  each  building,  then  the  question  of  the  relative  values  of  the 
inside  and  outside  of  the  block  will  disappear. 

An  interesting  case  occurred  some  years  ago,  when  the  caisson 
foundations  of  a  new  building  encroached  on  the  adjoining  property 
at  depths  of  from  30  to  90  ft.  below  the  surface. 

Mr.  Jerrard's  admirable  paper  has  one  defect  which,  should  be 
remedied  before  the  final  publication,  thereby  obliterating  this  comment 
thereon.  It  is  the  impression  received  by  the  rqfider  that  the  engineer 
is  a  better  authority  on  real  estate  than  the  real  estate  man.  No  engi- 
neer would  grant  that  a  real  estate  man,  pure  and  simple,  could  do 
better  engineering  than  the  engineer.  It  should  be  an  easy  matter  to 
remove  this  slight  flaw  from  the  paper,  and  the  speaker  trusts  that  the 
author  will  make  this  correction. 

J.  S.  Walker,*  Esq. — The  speaker,  until  lately,  has  been  connected  Mr. 
with  the  Tax  Department  of  Jersey  City,  and  in  his  position  witnessed 
many  contests  between  the  City  and  the  corporations.  In  connection 
therewith  he  has  heard  able  men  discuss  the  various  phases  of  this 
question.  He  realizes  the  fact  that  this  paper  represents  a  great  deal 
of  study,  is  to  the  point,  and  is  correct. 

The  most  interesting  feature  is  the  theory  of  the  value  of  the 
fractional  part  of  a  lot.     As  Mr.  Kelly  has  stated,  HoflFman's  opinion, 

*  Jer.sey    City,    N.    J. 
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Mr.  in  1870,  was  that  the  front  half  of  a  lot  was  worth  two-thirds  of  its 
*  ^^'  total  value.  Hoffman  produces  a  series  of  numbers;  as  to  how  he 
derived  them  we  are  not  told,  but  they  happen  to  be  a  series  representing 
a  conic  section. 

The  conversion  of  Mr.  Bernard's  150-ft.  rule  into  the  100-ft.  rule 
by  Mr.  Jerrard,  agrees  with  the  Hoffman  Eule,  which  the  speaker  thinks 
is  very  peculiar. 

The  little  investigating  the  speaker  has  done  tends  to  show  that 
the  problem  of  the  relation  of  depth  to  value  results  in  an  equation 
of  the  second  degree,  between  two  variables,  and  is  an  equation  of  a 
conic  section. 

In  practice  a  curve  is  constructed  or  adopted,  and,  under  certain 
conditions  if  it  gives  too  much  or  not  enough  value,  some  other  curve 
is  copied  in  whole  or  in  part.  The  curve  then  varies  in  such  a  manner 
that  it  cannot  be  represented  by  a  formula.  Such  being  the  case,  no 
two  conditions  are  treated  according  to  the  same  law. 

A  case  in  point  is  that  of  a  district  in  transition  from  one  use  to 
another,  such  as  apartments  taking  the  place  of  private  dwellings,  the 
appraiser  claiming  that  more  value  is  found  to  a  greater  depth  for 
land  on  which  was  built  apartments  than  that  devoted  to  private  dwell- 
ings, and  a  variation  of  the  curve  in  use  was  applied. 

In  1912,  or  about  that  time,  Newark  had  curves  which  differed  from 
those  in  use  at  present,  to  which  the  foregoing  objections  would  apply. 
The  subject  calls  for  extended  and  exact  study. 

The  Manufacturers  Appraisal  Company,  of  Cleveland,  Ohio,  whicli 
uses  the  "Somers  Unit  System  of  Realty  Valuation",  does  not  reveal 
the  method  of  calculating  the  value  of  corner  lots,  irregular  lots,  or 
reflected  influences.  It  appears  that  a  city  hires  only  the  use  of  the 
system,  and,  should  it  be  desired  to  re-adjust  values,  it  would  be  neces- 
sary to  re-hire  the  system.  Nevertheless,  all  things  about  the  Somers 
System  are  not  kept  secret,  and  it  has  many  good  features. 

First  of  all,  it  is  a  system  that  is  carefully  worked  out.  The  speaker 
thinks  it  overcomes  some  of  the  objections  referred  to  by  one  of  the 
speakers. 

A  booklet,  published  by  the  City  of  Cleveland,  Ohio,  entitled  "The 
First  Quadrennial  Assessment,  Cleveland,  Ohio",  shows  how  Cleveland 
was  assessed  by  the  Somers  System  in  1910,  and  gives  many  details 
and  charts. 

Mr.  W.  I.  King,*  appears  to  have  gotten  nearer  to  the  heart  of 
the  system  than  any  one  else,  and  shows  some  of  the  Somers  charts 
not  found  elsewhere,  but  he  says : 

"Since  the  scientific  accuracy  of  the  Somers  tables  is  not  proven, 
and  since  these  tables  and  their  derivation  are  shrouded  in   secrecy, 

*  Bulletin  No.  689  of  the  University  of  Wisconsin  entitled  "The   Assessment    of 
Urban  Property." 
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it  seems  necessary  to  derive  a  method  of  corner  valuation,  and  ulti-     Mr. 
mately  a   series  of  charts,  which  may  lay  some  claim  to  a  scientific  talker. 
basis,  and  at  the  same  time,  accord  with  actual  conditions." 

This  bulletin  is  of  value  to  those  interested  in  taxation. 

In  assessment  work,  Mr.  Somers  lays  much  stress  on  the  value  of 
community  opinion.  He  writes  as  follows  with  reference  to  an  assess- 
ment in  Des  Moines,  Iowa  :* 

"The  first  public  meeting  was  held;  *  *  *  about  seventy-five 
prominent  citizens  were  present,  including  a  majority  of  the  largest 
property  owners.  After  the  session  a  committee  of  citizens  and  prop- 
erty owners  was  selected  by  the  Mayor  and  Assessor  to  co-operate  with, 
and  assess  the  latter. 

"At  the  outset  it  was  decided  to  avoid  discussion  of  actual  values 
at  first  and  to  deal  with  relative  values  only.  Therefore  the  efforts 
of  the  Committee  were  devoted  to  expressing  in  percentage  the  relative 
values  of  a  Somers  luiit  foot  on  each  side  of  every  block. 

"It  was  the  unanimous  opinion  that  the  most  valuable  frontage  in 
the  city  was  on  the  north  side  of  West  Walnut  Street  between  Sixth 
and  Seventh  Streets.  This  the  Committee  called  x,  or  100  per  cent. 
Then,  at  the  several  meetings,  the  relative  value  of  a  unit  foot  in  every 
block  throughout  the  West  Side  was  ascertained. 

"^Tien  the  relative  values  were  compiled,  a  map  of  the  district  was 
prepared,  and  the  percentages  placed  thereon.  Copies  of  this  map  were 
distributed  and  printed  in  the  newspapers ;  another  meeting  was  called, 
and  criticism  of  the  relative  values  invited." 

Another  section  of  the  city  was  likewise  treated. 

"When  the  two  committees  had  completed  their  labors,  it  remained 
only  for  the  assessor  to  determine  x,  or  the  100%,  on  West  Des  Moines 
Street."  The  value  of  x,  or  100%,  also  came  imder  discussion.  "Cal- 
culating clerks  were  then  employed  and  trained  in  the  methods  of  the 
Somers  System.  As  soon  as  the  unit  values  were  definitely  ascertained, 
the  work  of  calculating  began." 

The  opinion  of  the  taxing  authorities  throughout  the  United  States 
seems  to  be  that  the  "N'ewark  System"  is  fundamentally  the  best,  but 
it  has  taken  20  years  to  build  it  up.  In  Jersey  City,  a  system  is  being 
constructed  by  testing  any  idea  that  looks  good  in  any  system,  and  is 
likely  to  develop  into  one  which  will  be  the  best  in  the  country. 

WiLLL\M  J.  BoucHER,t  Assoc.   M.  Am.   Soc.   C.   E. — The  speaker      Mr. 
desires  to  present  a  few  thoughts  regarding  the  peculiarities  of  cer-  ^°"cher. 
tain  sections  in  cities  which  seem  to  have  a  direct  bearing  on  valuation. 

One  of  the  busiest  retail  business  streets  in  Manhattan  (New  York 
City)  is  42d  Street,  and  every  day,  including  Sundays,  its  sidewalks 
are  filled  with  pedestrians  and  the  roadway  with  cars  and  vehicles. 
Between  Fourth  and  Eighth  Avenues,  during  the  past  10  years,  there 

*  As  published  in  the  June,  1913,  issue  ot  the  Somers  System  Neivs. 
t  Long  Island  City,  N.  Y. 
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Mr.  have  been  erected  several  high-grade  office  buildings,  one  first-class 
department  store,  numerous  smaller  stores,  some  excellent  hotels  and 
restaurants,  several  banks,  the  Central  Public  Library,  and  the  New 
York  Central  Terminal  Station.  All  these  tend  to  make  this  one  of 
the  most  popular  and  attractive  streets  in  the  city,  and  the  rentals, 
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and  consequently  the  valuations,  are  high.  Contrast  it  with  4l8t 
Street  (Fig.  6),  only  200  ft.  away  and  parallel  with  it.  True,  it  is 
not  a  through  street,  but  though  this  affects  vehicular  traffic,  it  i8 
strange  that  the  street  contains  so  little  to  attract  tiie  pedestrian.  In 
the  400   ft.   between   Madison    and   Fifth   Avenues,   there  is  only   one 
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high-grade  office  building.  This  has  a  frontage  of  50  ft.,  is  100  ft.  Mr. 
deep,  and  20  stories  high.  It  enjoys  close  contact  with  the  Kapid  i^""cher. 
Transit  Subway,  as  one  has  merely  to  cross  the  street  and  enter  the 
building  on  the  opposite  side,  which  has  a  subway  entrance  on  its  42d 
Street  front.  The  remainder  of  the  block  is  occupied  with  small 
shops,  rest-aurants  for  light,  noon-day  refreslmients,  and  other  estab- 
lishments paying  small  rents. 

Again,  consider  43d  Street,  which  is  200  ft.  to  the  north  of  42d 
Street.  It  is  a  thoroughfare  from  the  Grand  Central  Station  to  the 
Hudson  Eiver,  but  it  has  practically  no  retail,  or  other  business  to 
make  large  rentals  or  valuations.  It  is  given  over  largely  to  clubs 
and  other  buildings  where  gatherings  can  be  accommodated.  One 
office  building  fronting  on  42d  Street,  with  a  subway  entrance  in  front 
of  its  door,  has  an  ''Annex"  building  on  43d  Street.  The  buildings 
are  connected  by  a  through  corridor  giving  the  "Annex"  the  full 
privileges  and  benefits  of  the  42d  Street  entrance,  but  the  rentals  are 
considerably  less  than  those  for  the  42d  Street  front.  The  contrasts 
of  these  two  contiguous  streets  (41st  and  43d),  so  close  to  42d  Street, 
form  an  interesting  study. 

Keference  is  made  in  the  paper  to  the  advantages  of  transporta- 
tion, and  it  does  seem  as  though  that  is  the  originating  feature  of 
value  of  land,  although  the  speaker  makes  no  claim  to  being  an  expert. 
One  location  stands  out  prominently,  viz.,  149th  Street  and  Third 
Avenue,  and  vicinity,  in  the  Borough  of  the  Bronx,  which  is  a  goodly 
distance  from  "down  town",  yet,  through  the  influence  of  good  transit 
facilities  (both  "Subway"  and  "Elevated",  as  well  as  surface  cars), 
there  has  grown  up  in  that  section  in  the  12  years  since  the  subway 
was  opened  to  traffic,  a  very  busy  retail  business  center,  where  rentals 
must  be  quite  high.  Comparing  this  location,  about  5^  miles  from 
42d  Street,  with  its  good  transit  facilities,  with  another  location  only 
about  li  miles  from  the  Grand  Central  Station,  which  has  until 
recently  had  only  the  poorest,  or  practically  no,  transit,  and  the  con- 
trast is  remarkable.  This  other  location  is  in  the  Borough  of  Queens, 
directly  across  from  42d  Street.  It  is  true,  it  is  separated  from  Man- 
hattan by  the  East  River  and,  until  recently,  that  stream  formed  a 
most  effectual  barrier  to  progress.  Two  ferries,  one  at  34th  and  another 
at  92d  Street,  gave  occasional  access  across,  and  brave  was  the  pioneer 
who  had  his  home  or  his  business  there.  About  10  years  ago,  surface 
car  service  was  established  over  the  Queensboro  Bridge  from  59th 
Street,  Manhattan,  to  Queens,  but  not  until  the  Steinway  or  Queens- 
boro Subway  was  opened,  in  June,  1915,  with  its  free  transfer  privilege 
to  the  main  subway  line,  could  it  be  said  that  rapid  transit  existed 
there. 

On  the  river  front  opposite  Manhattan,  from  45th  to  59th  Streets, 
there  still  remain  large  tracts  suitable  for  wharves  and  warehouses. 
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Mr.  and,  farther  inland,  there  are  other  large  tracts,  with  railroad  faeili- 
Boucher.  ^.j^g^  ^^^  j^^^  Served  with  rapid  transit,  simply  waiting  to  be  developed 
with  industrial  establishments  of  every  kind,  with  desirable  locations 
for  workingmen's  homes  near-by.  These  tracts  may  be  had  on  very 
favorable  terms,  and  the  valuations  are  low  when  compared  with 
other  localities  much  farther  removed  from  the  business  centers  of 
Manhattan. 

It  is  very  unfortunate  that  real  estate  in  the  Borough  of  Man- 
hattan, which,  for  so  many  years,  has  been  considered  a  safe  and 
desirable  investment,  should  have  proved  so  unstable  and  shifty  in  the 
past  10  or  15  years.  Since  the  advent  of  the  modern,  steel  skeleton 
building,  with  its  cheap  curtain  walls  and  concrete  floors,  it  has 
olfered  peculiar  inducements  for  the  manufacture  of  garments  of 
white  goods  and  clothing,  in  which  lines  large  numbers  of  men  and 
women  are  employed.  This  line  of  manufactviring,  until  quite  re- 
cently, was  conducted  in  the  district  south  of  14th  Street,  in  buildings 
of  the  old  type  so  common  all  through  that  section.  About  10  years 
ago,  many  progressive,  but  unfortunately,  as  it  proved,  misguided 
owners  or  speculators  seized  upon  the  section  north  of  14th  Street, 
and,  in  practically  every  east  and  west  street,  erected  many  of  the 
so-called  "modem  loft"  buildings  of  ten  and  twelve  stories,  in  which 
these  garment  trades  are  housed.  The  thousands  of  operatives  are 
mainly  recruited  from  the  recently  arrived  immigrants,  and,  during 
the  noon  hour  and  at  opening  and  closing  hours,  the  sidewalks  and 
streets  literally  are  covered  wdth  the  slow-moving,  jostling,  noisy 
swarms.  At  the  time  this  movement  of  these  trades  was  taking  place, 
an  entirely  different  movement  was  under  way.  The  department 
stores  which,  15  years  ago,  were  on  14th  Street  and  on  Sixth  Avenue, 
north  of  14th  Street,  and  on  23d  Street,  began  to  move  to  newer  and 
more  commodious  quarters  in  the  vicinity  of  33d  and  34th  Streets, 
Sixth  Avenue,  and  Broadway,  and  a  little  later  to  Fifth  Avenue, 
north  from  34th  Street.  Thus,  the  new  "loft"  district  and  depart- 
ment store  district  overlapped  and  conflicted  to  such  an  extent  that 
the  very  existence  of  the  department  stores  was  threatened  by  the 
swarms  of  noon-day  loiterers  from  the  "lofts",  who  slowly  wandered 
up  and  down  and  along,  completely  blocking  the  passage  of  would-be 
patrons  of  the  stores. 

The  nuisance  was  so  great  that  the  "Save  New  York"  movement 
has  become  a  reality,  and  is  already  bearing  fruit.  The  flrst  result 
was  the  legal  zoning  of  the  city,  during  1916,  by  which  the  character 
of  various  districts  will  be  restricted,  and  in  the  different  "zones"  cer- 
tain restrictions  will  apply,  which  will  prevent  the  intrusion  o-f  busi- 
nasses  or  trades  into  districts  which  would  have  their  real  estiite  values 
impaired  or  ruined  by  such  intrusion.     The  "Save  New  York"  move- 
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iiieiit  is  coiiisiderably  different  from  the  zoiiin'r  plan  in  that  it  involves  Mr, 
a  drastic  remedy  for  existing  evils  in  the  district  bounded  by  32d  '^ouf^her. 
Street  (north  side)  to  59th  Street,  and  from  Third  to  Seventh  Avenue. 
In  brief,  the  scheme  of  the  Committee  was:  To  persuade  manufac- 
turers who  contemplated  moving  into  this  zone  to  stay  out;  to  induce 
those  manufacturers  already  in,  to  move  out;  and  to  stop  the  erection 
of  new  manufacturing  ''lofts"  in  the  zone  bounded  as  described.  An 
agreement  was  also  made  by  buyers,  to  give  the  preference  in  buying 
goods  to  those  concerns  who  do  not  manufacture  in  this  zone,  this 
measure  to  take  effect  on  February  1st,  1917.  The  response  to  the 
Committee's  appeal  was  immediate,  and  up  to  January  1st,  1917,  the 
following  results  have  been  accomplished:  First,  not  a  single  new 
lease  for  manufacturing  purposes  has  been  made  in  the  zone;  second, 
not  a  single  new  building  for  manufacturing  purposes  has  been 
erected  in  the  zone;  and  third,  all  but  20  firms,  out  of  a  total  of  225 
now  manufacturing  in  the  zone,  have  agreed  to  move  out  at  the 
expiration  of  their  leases,  at  various  times  during  1917,  1918,  and  1919, 

Thus  the  future  of  the  district  is  assured  by  the  new  "zoning" 
plan,  although  tenants  of  a  different  class  must  be  found  for  the 
buildings  already  erected  which  will  be  vacated. 

Keferring  again  to  the  comment  that  it  is  cheap,  convenient,  and 
frequent  transit  which  apparently  forms  the  basis  of  land  values  in 
the  first  instance,  there  are  many  persons  who  well  remember  when 
the  districts  lying  north  of  59th  Street,  Manhattan,  were  sparsely 
settled,  where  rocky  hillsides  and  trees  abounded,  and  where  goats 
roamed  at  will  in  and  around  the  shanties  of  the  "squatters"  who  were 
the  first  settlers.  At  that  time  the  means  of  transit  were  confined  to 
horse  cars  and  omnibuses,  and  as  the  time  required  to  travel  from  the 
business  sections  at  or  around  the  City  Hall  to  the  neighborhood  of 
59th  Street  was  fiilly  one  hour,  it  was  about  all  that  the  patience  or 
the  physical  health  of  the  passengers  could  endure,  as  the  cars  were 
not  heated  and  the  feet  found  cold  comfort  in  the  straw  loosely  placed 
on  the  floors  in  winter.  The  elevated  railway  system  was  opened  for 
traffic  before  1880,  and  by  1884  had  reached  Harlem,  and  with  its 
advent  came  the  buildings  and  the  people  to  fill  them.  A  later  instance, 
within  the  memory  of  all,  is  the  Washington  Heights  Section  of  Man- 
hattan and  the  sections  of  the  Bronx  made  readily  accessible  by  the 
subway  opened  in  1904.  Until  that  date,  only  surface  cars  reached 
those  districts,  but,  during  the  first  5  years  after  the  trains  began 
running,  entire  neighborhoods  were  transformed  from  open  vistas  and 
low  valuations  to  closely  built  blocks  of  buildings  with  much  en- 
hanced values. 

Again,  this  matter  of  the  influence  of  transit  facilities  is  very 
noticeable  in  Chicago.     The  four  elevated  railroad  main  lines  are  the 
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Mr.  Northwestern  serving  the  "North  Side"  and  northwest  section,  the 
Boucher,  q^j^  p^j.]j  (£,ake  Street)  and  Metropolitan  serving  different  sections 
of  the  "West  Side"  and  the  South  Side  line  serving  the  southern  and 
southwest  sections.  Each  has  a  very  heavy  morning  and  evening  rush- 
hour  traffic.  The  four  lines  reach  the  business  section,  as  shown  on 
the  map,  Fig.  7,  and  there  jointly  use  the  ''Union  Loop"  on  Wabash 
Avenue,  Lake  Street,  Fifth  Avenue,  and  Van  Buren  Street.  The 
"Loop"  was  opened  for  traffic  in  1897  and,  until  recently,  all  trains 
entering  it  passed  entirely  around  it  and  left  it  at  the  point  of  entrance. 
It  was  merely  a  joint  terminal,  and  fares  began  and  terminated  there ;  if 
a  passenger  desired  to  continue  his  ride,  he  left  one  train,  went  into  and 
through  a  station,  paying  another  fare  and  boarded  the  train  of  another 
company  also  stopping  at  that  station  platform.  During  the  past  3 
years,  however,  "through  routing"  has  gone  into  effect,  by  which  trains 
are  run  through  from  the  North  to  the  South  Side  and  vice  versa, 
and  free  transfers  are  issued  from  both  these  lines  to  the  "West  Side" 
lines. 

The  "Loop"  has  been  termed  both  a  blessing  and  a  curse.  In  the 
first  instance  it  provided  a  splendid  terminal  arrangement  for  all 
trains,  from  whatever  section,  giving  preference  to  none  and  permit- 
ting passengers  the  maximum  of  convenience  in  the  matter  of  reach- 
ing the  down-town  section,  but,  on  the  other  hand,  it  has  undeniably 
had  the  effect  of  creating  the  most  congested  business  section  in  the 
United  States.  From  Wabash  to  Fifth  Avenues  is  about  2  000  ft., 
and  between  Lake  Street  and  Van  Buren  Street  is  approximately 
3  100  ft.,  and  within  this  area  of  less  than  J  sq.  mile  is  concentrated 
the  business  center  of  America's  second  city.  Towering  buildings  rise 
on  every  street,  each  street  is  almost  equally  thronged,  although  State 
Street,  with  its  department  stores,  is  noticeably  the  busiest.  Pedes- 
trian, car,  and  vehicle  traffic  combine  to  produce  the  very  limit  of 
impeded  traffic.  By  a  reliable  count,  made  by  unprejudiced  observers 
in  1910,  the  number  of  pedestrians  on  State  Street,  passing  the 
corner  of  Madison  Street,  was  so  great  that,  without  doubt,  it  might 
be  termed  the  most  densely  traversed  locality  in  the  world.  Any 
fair  Saturday  afternoon,  the  20-ft.  sidewalk  is  thronged  with  densely- 
packed,  slowly-moving  crowds,  which  fill  it  from  curb  to  building  line, 
about  equally  divided  between  those  moving  north  and  those  moving 
south,  on  both  sides  of  the  street. 

In  this  section  are  the  large  retail  stores,  many  wholesale  stores, 
some  warehouses,  the  banks,  exchanges,  hotels,  theaters,  office  build- 
ings, some  light  manufacturing  establishments,  in  fact,  everything 
that  tends  to  draw  people;  the  result  has  been  that  every  foot  of  ground 
has  been  utilized  by  the  erection  of  business  buildings,  mainly  of  a 
very  good  type,  with  the  corresponding  result  that  valuations  and 
rentals  are  high. 
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Step  beyond  the  limits  of  that  "Loop",  and  on  all  sides  (the  East      Mr. 
Side  excepted)  one  immediately  notices  the  difference.     The  buildings    °^^ 
are   of    a    different   character,   and   the   hurrying    crowds   are   absent. 


Fig.  7. 


East  of  the  Loop  on  Wabash  Avenue,  the  city  extends  one  block  to 
Michigan  Avenue,  overlooking  Grant  Park  and  the  Lake.  Michigan 
Avenue,  like  Fifth  Avenue,   New  York   City,  has  been  kept  free  of 
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Mr.      street  cars,  its  traffic  resembles  that  of  the  eastern  citv,  except  that  it 

Boucher.  „  -i    •         ^        ^  .      ."i 

has  no  buses,  and  its  development  has  been  very  similar.  The  build- 
ings are  of  the  highest  class,  consisting  of  office  buildings,  first-class 
jewelry  and  retail  stores,  clubs,  places  of  musical  entertainment,  the 
Public  Library  and  the  Art  Institute.  Mr.  Jerrard's  Fig.  1  is  a  view 
looking  north,  as  indicated  on  the  map.  Fig.  7,  showing  Grant  Park, 
with  Michigan  Avenue  on  the  left  and  Lake  Michigan  on  the  right. 
Marvelous,  indeed,  have  been  the  changes.  The  Illinois  Central  Rail- 
road is  shown  crossing  the  pond  or  arm  of  the  lake  on  a  wooden 
trestle.  All  the  neighboring  section  has  been  filled  in,  so  that  the 
general  level  is  14  ft.  above  the  lake,  and  the  park  has  been  enlarged 
to  the  extent  shown  on  the  map.  The  Suburban  Division  of  the  rail- 
road traversing  the  park  is  confined  within  a  depressed  way,  with 
retaining  walls.  On  the  left,  instead  of  the  church  spires  and  com- 
fortable looking  dwellings  surrounded  with  lavras,  now  stretches  an 
unbroken  line  of  high-class  buildings  giving  high  valuation  to  all  the 
section. 

Across  the  Chicago  River  (at  the  top  of  the  map),  begins  the 
"Xorth  Side".  Here,  only  a  step,  as  it  were,  from  the  busy,  high-value 
center,  is  a  neglected,  low-value  section  extending  for  approximately 
a  mile  northward.  It  is  given  over  to  rooming  and  boarding  houses, 
with  warehouses  and  some  manufacturing.  Similarly,  the  territory 
adjoining  the  "Loop"  on  the  west  and  south  sides  contains  large 
areas  of  low  value,  with  cheap  tenements,  mixed  in  with  manufacturing 
establishments,  warehouses,  and  railroad  yards,  awaiting  a  Master 
Hand,  with  Capital  and  Genius  to  transform  them  into  a  harmonious 
scheme  to  produce  the  income  in  tax  returns  which  such  advantageously 
located  property  should  bring. 

Mr.  Franklin  F.  Mayo,'^  Fscj. — The  value  of  land  is  not  constant,  but 

is  always  moving  up  or  down  in  the  scale,  with  a  period  of  stationary 
value,  the  time  element  of  these  three  phases  being  uncertain,  owing 
to  changes  in  the  factors  producing  the  value.  Also,  certain  locations 
and  districts  possess  a  premium  value  over  the  income  value,  at 
certain  periods.  The  speaker  contends  that  thi.^  i)rcmiuin  value  is 
uncertain,  and  should  be  considered  in  all  taxing  valuations,  as  a 
property  in  a  district  where  values  are  declining  should  be  taxed 
(that  is,  valued)  at  a  price  based  on  the  income  obtainable  on  a  lease 
made  at  that  time,  and  not  on  a  basis  of  sale  during  the  premium 
period. 

To  do  this  would  require  a  keen  sense  of  the  human  clement  factor, 
and  no  method  of  valuation  would  be  satisfactory  unless  made  by 
men  especially  qualified  in  placing  values. 

*  Newark,  N,  J. 
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L.  P.  .Tkukakp.*  Jrx.  A>c.  Soc.  C.  E.  (by  lottoi-)- — The  discussion  Mr. 
of  this  paper  has  brought  out  several  points  which  may  be  cleared 
up  by  further  explanation.  The  writer's  loose  application  of  economic 
terms  has  evidently  obscured  his  argument  in  several  instances.  Mr. 
King  and  Mr.  Kelly  both  take  exception  to  the  statement:  "The  true 
value  of  land  is  the  ground  rent  capitalized."  Inasmuch  as  land  has 
value  because  it  is  a  source  of  ground  rent,  it  would  seem  that  the 
market  value  should  bear  some  definite  relation  to  the  amount  of  ground 
rent.  Such  is  not  the  case,  in  view  of  the  fact  that  the  ground  rent 
is  subject  to  fluctuation,  and  market  values  discount  the  prospective 
changes  in  the  amount  of  ground  rent.  The  intention  was  to  bring 
out  the  distinction  between  market  value  and  a  value  based  entirely 
on  ground  rent  capitalized,  which  was  inaccurately  designated  by 
the  term  "true  value".  The  statement,  "The  basis  of  business  values 
is  strictly  economic,  *  *  *  but  the  basis  of  residence  values  has 
a  social  element,"  is  also  challenged  by  Mr.  King,  who  states  that 
the  demand  of  Avealthy  people  for  pleasant  residence  sites  is  as  strictly  i 
economic  as  the  demands  of  any  business  utility  for  land.  The  social  ' 
element  referred  to  by  the  writer  manifests  itself  in  the  demand  of 
people  of  lesser  wealth  to  live  as  near  as  possible  to  the  wealthiest  class. 
Of  two  residence  sites,  all  other  factors  (such  as  schools  and  trans- 
portation facilities)  being  eqvial,  the  one  nearest  the  best  residence 
section  of  the  community  is  ordinarily  preferred.  It  would  seem  as 
though  this  tendency  is  more  sentimental  than  economic,  but,  in 
either  case,  it  was  the  distinction  between  business  and  residc^nce 
values  which  was  intended  to  be  made. 

^Ir.  Kelly  has  brought  up  several  points  to  which  the  writer  must 
take  exception.  To  the  deductions  to  be  made  from  gross  rentals  in 
computing  ground  rent  Mr.  Kelly  would  add,  "A  sinking  fund  charge 
sufficient,  when  put  out  at  interest,  to  cover  the  cost  of  the  building 
in  a  given  number  of  years."  This  charge  is  covered  by  the  item 
''annual  depreciation"  which  was  included  in  the  list  of  deductions. 
"Advantages  of  location  govern  the  values  entirely."  By  "values",  as 
used  in  this  statement,  is  meant  values  in  general,  or  unit  values, 
which  would  eliminate  the  factors  of  shape  and  size  suggested  by 
Mr.  Kelly.  He  also  suggests  as  a  factor  governing  values,  "utility", 
but  does  not  utility  depend  entirely  on  location?  Land  has  greater 
value  when  utilized  for  business  purposes  than  for  residence  property; 
but  it  cannot  be  used  for  business  purposes  unless  it  is  in  the  business 
section  of  a  community,  and  even  then  its  value  depends  on  its  par- 
ticular location  within  the  business  section. 

Mr.  Kelly  understands  the  writer  to  say  that  the  greatest  number 
of  people  pass  through  the  heart  of  the  city.    Possibly  he  has  in  mind 

*  Chicago,  111. 
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the  statement,  ''retail  stores  gather  at  the  heart  of  the  city"  where 
the  largest  number  of  prospective  customers  will  pass.  It  is  frequently 
true,  as  Mr.  Kelly  states,  that  the  greatest  number  of  people  pass  some 
railroad  terminal  or  ferry  landing,  but  they  are  hurrying  to  and  from 
tlieir  work  and  are  not  "prospective  customers."  It  may  be  interesting 
to  note  that  such  corporations  as  the  United  Cigar  Stores  Company, 
and  F.  AV.  Woolworth  Company,  before  locating  one  of  their  stores, 
make  a  careful  investigation,  not  only  of  the  number  of  people  passing 
a  prospective  location,  but  of  their  wants,  buying  power,  and  inclination 
to  buy  at  that  point.  It  is  possible  that  a  cigar  store  would  flourish 
at  a  terminal  where  no  one  would  find  time  to  patronize  a  five  and 
ten-cent  store.  A  traffic  count  might  show  a  great  number  of  people 
passing  a  certain  corner,  but,  if  they  were  mostly  factory  girls  and 
women,  it  would  not  augur  well  for  a  cigar  business. 
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"The  retail  section  moves  in  the  direction  of  the  best  residence 
section."  It  is  true,  as  Mr.  Kelly  suggests,  that  local  conditions  some- 
times alter  or  retard  this  tendency,  but  the  tendency  persists  never- 
theless. The  writer  noted  an  interesting  situation  recently  in  Water- 
town,  S.  Dak.  The  sketch.  Fig.  8,  is  from  memory  only  and  not  accu- 
rate, but  illustrates  the  situation  approximately.  The  business  section  is 
separated  from  the  best  residence  section  by  a  zone  of  public  buildings, 
churches,  and  other  permanent  institutions,  which  must  form  a  sub- 
stantial barrier  to  the  extension  of  the  business  section  in  that  direc- 
tion.    To  the  west  and  north,  where  there  is  room  for  the  expansion 
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of  the  business  section,  there  is  nothing  more  attractive  to  business  Mr. 
than  railroad  yards  and  river  bottoms.  The  tendency  of  retail  business 
to  reach  out  toward  the  best  residence  section  seems  to  be  illustrated 
by  the  location  of  a  large  department  store,  the  best  in  the  city,  on 
the  edge  of  the  business  section,  but  on  this  side  most  convenient  to 
the  best  residence  district. 

Mr.  Walker  speaks  of  the  Somers  system  of  assessing  cities,  with 
the  aid  of  community  opinion.  In  fixing  the  point  of  greatest  value 
at  lOOf^,  and  determining  the  value  of  all  surrounding  frontage 
in  percentages  thereof,  as  explained  by  him,  it  would  seem  that  all 
errors  which  may  be  introduced  are  cumulative.  If  an  incorrect 
relative  value  is  established  for  any  block,  the  error  is  reflected  in 
a  series  of  blocks  the  values  of  which  are  relative  to  the  one  in  error. 
The  writer  has  seen  evidence  of  the  partial  failure  of  the  Somers 
system  in  this  respect,  and  has  also  noted  that,  in  the  public  meetings 
and  discussions,  the  principal  efforts  are  made  by  those  land  owners 
who  are  most  directly  interested,  and  that  the  conclusions  are  likely 
to  be  biased  in  their  favor. 

Mr.  Kankin  has  introduced  some  interesting  and  pertinent  data 
with  regard  to  the  value  of  the  best  business  land  in  cities.  With 
respect  to  the  discrepancy  between  the  points  plotted  by  Mr.  Eankin 
and  the  curves  advanced  by  the  writer  (Fig.  2),  the  following  influences 
are  suggested  as  regards  Mr.  Rankin's  data : 

1. — Population  of  cities  does  not  include  tributary  suburbs  (men- 
tioned by  Mr.  Rankin)  ; 

2. — Undue  optimism  which  frequently  prevails  among  real  estate 
dealers  regarding  land  values; 

3. — Difficulty  of  determining,  in  the  business  districts  of  a  city, 
values  which  are  free  from  corner  influences. 

All  these  factors  would  tend  to  throw  the  points  plotted  by  Mr. 
Eankin  away  from  the  curves.  Part  of  the  data  on  which  these  curves 
were  based,  are  here  submitted,  and  also  shown  in  Pig.  9.  Mr.  Alfred 
D.  Bernard,  in  "Some  Principles  and  Problems  of  Real  Estate  Valua- 
tion", states  as  follows: 

'■'In  a  normal  city  for  populations  above  50  000  the  value  of  the  best 
retail  business  property  is  one  cent  per  front  foot  per  person. 


W 


Best  Land 
"City.  Population.  per  Front  Foot. 

Boston  1  500  000  $15  000.00 

Philadelphia     1  500  000  15  000.00 

Baltimore    650  000  6  000.00 


"Baltimore  has  a  large  negro  and  low  wage  earning  population  and 
values  are  below  normal.  Cleveland,  Louisville  and  Minneapolis  will 
prove  the  ride." 
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Mr.  Richard  M.  Hurd*  has  given  the  figures  reproduced  in  Table  9. 

From  miscellaneous  sources,  including  some  of  the  writer's  own 
determinations,  city  assessments  by  the  Somers  method,  and  opinions 
of  real  estate  dealers,  the  data  in  Table  10  have  been  collected. 


TABLE  9. 


City. 


Population. 


Best  business  per 
front  foot. 


Washington  — 

Louisville 

Minneapolis 

Indianapolis 

Kansas  City 

St.  Paul 

Denver 

Toledo 

Memphis 

Portland,  Ore. , 

Atlanta 

Richmond 

Seattle 

Des  Moines 

Salt  Lake  City 

Duluth 

Spokane 


270  000 
205  000 
203  000 
169  000 
164  000 

163  000 
134  000 
132  000 
102  000 
90  000 

90  000 
85  000 
81  000 
62  000 
54  000 

53  000 
37  000 


$5  000 

1  700 

2  .500 
2  500 
2  500 

1  800 

1  800 

2  000 
2  000 

1  600 

2  000 

1  800 

2  000 
1  500 
1  400 

1  000 
800 


25  000 
50  000 
100  000 
150  000 
200  000 
300  000 
600  000 
000  000 


$300  to 

600  to 

1  200  to 

1  500  to 

1  800  to 

2  500  to 
4  000  to 


1  000 

2  00(1 

2  ,500 

3  000 

4  5U0 
7  000 


7  OOJ  to  10  000 


TABLE  10. 


City. 


Boston,  Mass 

Cleveland.  Ohio. . 
Milwaukee,  Wis. . , 
Indianapolis.  Ind. 
Des  Moines,  Iowa. 

St.  Paul,  Minn 

Minneapolis,  Minn 

Superior,  Wis 

Racine,  Wis 

Madison,  Wis 


Population. 


1  000  000 

580  000 

420  000 

250  000 

94  000 

230  000 

325  000 

45  000 

40  000 

80  000 


Value  of  best  business 
per  front  foot. 


SI 5  000 
5  510 
«  000 
3  000 
2  0(X) 

2  500 

3  500 
71X1 
600 

2  000 


In  Mr.  Thomson's  opinion,  this  paper  suggests  in  too  strong  a 
manner  that  the  engineer  is  a  better  authority  on  real  estate  than 
the  real  estate  man.     There  is  no  implication  that  the  engineer  has 

•  In  "Principles  of  City  Land  Values." 
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any  place  in  the  general  field  of  the  real  estate  business,  which  includes  Mr. 
platting:,  buying,  selling,  renting,  and  managing  property,  and  the 
question  pertains  only  to  making  land  valuations.  In  valuation,  it 
is  felt  that  some  of  the  work  of  real  estate  men  is  inaccurate,  and  that, 
in  many  cases,  some  effort  should  be  made  to  check  the  appraisals 
submitted  by  them.  This  is  especially  the  case  in  smaller  cities.  As 
an  indication  that  many  valuations  made  by  real  estate  men  are  in 
error,  the  writer  may  cite  the  frequent  instances  of  wide  variations 
in  the  valuation  of  the  same  property  by  different  appraisers.  The 
writer  has  had  some  experience,  in  cities  of  less  than  50  000  population, 
in  obtaining  two  valuations  of  the  same  property  from  the  same  man 
at  intervals  of  several  weeks  or  months.     It  is  not  uncommon  to  find 
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Fig.  9. 
considerable  variation  in  the  results  in  such  cases.  If  a  deliberate 
attempt  is  made  to  confuse  the  real  estate  man  by  argument,  or  by 
introducing  units  of  value  with  which  he  is  unfamiliar,  a  very  wide 
variation  in  results  may  be  obtained  under  the  same  circumstances. 
In  all  these  cases,  an  effort  was  made  to  obtain  the  services  of  the  best 
informed  man  in  the  community. 

Some  organizations,  which  require  land  valuations  to  be  made  in 
different  cities,  proceed  in  the  following  manner:  A  complete  record 
of  real  estate  sales  is  obtained  from  abstractors  and  from  public  records. 
The  services  of  a  local  real  estate  man  are  obtained,  and  he  states  what 
unit  of  value  is  most  familiar  to  him,  such  as  the  lot,  square  foot,  or 
front  foot.     The  sales  data  are  then  reduced  to  the  same  unit  and 
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Mr.  plotted  on  a  map,  together  with,  information  collected  as  to  the  extent 
errar  .  ^£  improvements  on  properties  sold,  assessment  records,  etc.  The 
map  is  then  turned  over  to  the  expert,  who  studies  the  situation  and 
makes  the  valuation  of  the  land  in  question.  Satisfactory  results  are 
obtained  in  this  manner.  The  experience  of  such  organizations  has 
been  that,  if  the  data  are  not  provided  for  the  expert,  he  will  not  obtain 
all  of  them,  nor  will  he  reduce  them  to  the  form  in  which  they  are  most 
applicable  to  the  problem.  If  the  information  is  expressed  in  units  with 
which  he  is  unfamiliar,  he  cannot  readily  understand  it  or  convert  it  to 
another  unit.  It  is  not  unlikely,  in  cases  such  as  these,  that  the  man 
who  collects  and  prepares  the  data  becomes  as  familiar  with  the 
values  involved  as  the  local  expert,  but,  in  a  contest,  the  local  expert 
is  the  only  one  who  can  qualify  as  a  witness. 

A  true  real  estate  expert  is  a  man  who  has  had  experience  in  land 
values,  good  judgment  of  actual  conditions,  foresight  into  tendencies, 
freedom  from  prejudice,  and  natural  honesty.  The  field  is  one  for 
a  specialist,  but  it  has  not  been  developed  outside  of  the  largest  cities. 
The  average  real  estate  dealer  is  not  a  trained  man.  He  does  not 
systematically  collect  and  classify  data  with  regard  to  values.  He 
is  not  familiar  with  the  different  units  of  value,  or  with  the  graphical 
representation  of  data  on  the  maps.  He  is  hampered  most  of  all  by 
the  fact  that  he  is  a  trader  in  real  estate,  and  must  be  a  "booster",  in 
order  to  make  his  living.  Aside  from  books  by  the  representatives 
of  several  large  mortgage  and  bond  companies,  and  the  work  of  certain 
men  engaged  in  taxation  problems,  the  literature  on  the  subject  of 
land  valuation  is  meager.  In  the  writings  of  real  estate  dealers,  terms 
such  as  "plottage",  are  rarely  defined,  and  are  used  in  a  contradictory 
manner  by  different  authors.  Under  the  circumstances,  the  writer 
feels  that  the  engineer  in  charge  of  a  valuation  may  sometimes  find 
occasion  to  investigate  with  his  own  staff  the  item  of  land,  without 
encroaching  on  a  field  adequately  covered  by  men  of  another  profession. 
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Synopsis. 

This  paper  describes  a  test  of  twenty-four  concrete  specimens 
which  were  immersed  in  sea  water  for  7  years.  The  object  of  the 
tests  was  to  determine  the  action  of  sea  water  on  concrete  specimens 
of  wet  and  dry  consistencies,  of  various  proportions  of  ingredients, 
and  of  different  brands  of  cement,  as  well  as  the  effect  of  special 
compositions. 

The  methods  of  mixing,  analyses  of  the  various  cements,  sand, 
and  stone,  and  the  conditions  of  the  test,  as  well  as  all  other  data 
having  possible  effect  on  the  results,  are  stated  in  the  paper.  The 
information  is  given  in  tabular  form  where  possible. 

The  specimens  were  examined  at  intervals  of  about  one  year,  and 
record  was  made  of  their  condition.  The  results  of  these  observations 
have  been  tabulated,  and  show  progressive  deterioration  of  some  of 
the  specimens  and  remarkable  durability  of  others.  Recently,  the 
6i)€cimens  were  examined  with  great  care,  and  graded  in  the  order 
of  durability.  These  results  are  also  tabulated.  Independent  tabula- 
tions are  made  of  the  various  series  of  tests  originally  planned,  to 

*  Presented  at  the  meeting  of  January  3d,  1917. 
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ascertain  in  one  ease  the  effect  of  wet  and  dry  mixture,  in  another 
case  the  effect  of  rich  and  lean  mixture,  and  in  others  the  effects  of 
special  brands  of  cement,  and  of  using  lime,  Sylvester  wash,  etc.,  with 
the  cement. 

The  results  are  interesting,  and  seem  to  show,  briefly: 
(a)  That  the  1:1:2  mixture  is  superior  to  the  1 :  2^ :  4^,  and  that 

the  1 :  2^ :  4i  is,  in  turn,  superior  to  the  1:3:6; 
(h)  That  the  wet  mixtures  are  superior  to  the  dry; 

(c)  That  the  effects  of  magnesia  or  alumina  in  varying  propor- 
tions are  not  very  marked,  and  follow  no  apparent  law, 
although  the  two  most  durable  specimens  are  those  lowest 
in  alumina  content; 

(d)  That  extra  care  in  mixing  produced  decidedly  beneficial 
results ; 

(e)  That  hydrated  lime  was  of  no  benefit,  but  rather  a  detriment; 
(/)  That  the  addition  of  Sylvester  wash  was  harmful;  and 

(g)  That  the  addition  of  clay  to  the  cement  had  a  slightly  bene- 
ficial result. 

The  deterioration  occurred  between  high  and  low  water,  and  was 
most  marked  at  mid-tide.  Above  high  water  there  was  little  deteriora- 
tion, and  the  same  is  true,  but  to  a  less  marked  extent,  of  the  concrete 
continually  submerged. 

A  careful  reading  of  the  paper  should  be  made  before  any  of 
the  foregoing  conclusions  are  applied.  The  experiments  are  not  suf- 
ficiently extensive  to  warrant  drawing  final  conclusions  in  all  cases, 
unless  confirmatory  evidence  is  available.  In  utilizing  the  results, 
the  limitations  of  the  tests  and  local  conditions  should  be  taken  into 
account. 


About  7  years  have  elapsed  since  twenty-four  concrete  specimens 
were  placed  in  sea  water  at  the  Boston  Navy  Yard.  The  results,  on 
careful  analysis,  give  information  of  considerable  value.  This  paper 
presents  a  resume  of  the  important  facts  in  regard  to  the  preparation 
of  the  specimens,  the  recorded  observations  at  stated  periods,  and  a 
tabulation  and  discussion  of  the  results  to  date. 

The  various  facts  and  observations  connected  with  the  tests  are 
given  in  full,  so  that  those  who  wish  may  study  them  and  draw  their 
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own  conclusions.  Those  who  are  sufficiently  interested  may  observe 
the  specimens  at  the  Xa\7i-  Yard.  In  the  latter  part  of  this  paper  the 
principal  results  of  the  tests  are  summarized,  and  the  conclusions  of 
the  writer  are  stated,  without  attempted  explanation,  however,  as  to 
the  causes  of  the  different  kinds  of  action  on  the  concrete  specimens. 

The  expense  of  making  the  tests  is  borne  entirely  by  the  Aberthaw 
Construction  Company,  of  Boston,  who  proposed  them  and  entered 
into  agreement  with  the  Navy  Department,  represented  by  the  late 
Fred  Thompson,  M.  Am.  Soc.  C.  E.,  Civil  Engineer,  U.  S.  Kavy.  The 
agreement  (Appendix  A)  covers  the  conditions  of  the  tests  whereby 
the  specimens  were  permitted  to  be  made  and  exposed  in  the  Navy 
Yard,  all  work  being  under  the  inspection  of  the  Civil  Engineer,  now 
Public  Works  Officer,  of  the  Yard,  and  the  Navy  Department  having 
the  right  to  observe  the  specimens  and  to  use  the  information  obtained. 

Each  of  the  twenty-four  specimens  is  16  ft.  long  and  16  in.  square, 
weighing  from  4  050  to  4  350  lb.  They  are  hung  on  Pier  9,  at  the 
Boston  Navy  Yard,  in  such  a  manner  that  the  lower  ends  are  contin- 
ually immersed,  the  upper  ends  but  rarely  immersed,  and  the  center 
portions  are  subject  to  alternate  action  of  the  air  and  salt  water  due 
to  the  10-ft.  tides. 

The  specimens  were  originally  suspended,  in  February,  1909,  from 
the  old  Pier  9,  but,  as  this  was  rebuilt,  they  were  moved  on  December 
5th,  1911,  to  Pier  8,  east  side.  Later,  it  became  necessary  to  renew 
the  supporting  bridles,  and,  on  September  19th  and  20th,  1912,  the 
specimens  were  removed  and  leaned  against  the  quay  wall  and  on 
October  30th  and  31st,  1912,  were  moved  to  the  newly  constructed 
Pier  9.  The  piers  are  of  open  wooden  pile  construction,  giving  the 
sea  water  a  free  flow.  About  April,  1914,  a  pipe  line  for  furnishing 
fuel  oil  to  naval  vessels  was  placed  on  Pier  9,  and  since  then  the 
concrete  has  become  coated  with  a  thin  film  of  fuel  oil.  The  sea  water 
is  that  of  Boston  Harbor,  analyses  of  which  will  be  given.  Fig.  1 
is  reproduced  from  a  photograph  showing  the  specimens  as  suspended 
from  Pier  9  in  April,  1916. 

The  specimens  were  lifted  out  of  the  water  on  December  9th  and 
10th,  1913,  for  the  purpose  of  photographing  them,  and  were  imme- 
diately replaced. 

The  following  description  of  the  manufacture  of  the  specimens 
is  taken  from  the  file  copy  of  the  records  made  at  the  time: 
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"The  specimens  were  made  on  the  first  floor  of  Building  No.  107 
at  the  Navy  Yard,  which  was  kept  above  freezing  point  but  yet  not 
very  warm.  The  feeding  chute  was  removed,  and  materials  were 
shoveled  directly  from  the  floor  to  the  mouth  of  the  mixer,  which  was 
about  3  ft.  above.  The  materials  were  dumped  into  a  water-tight 
mortar  box,  from  which  they  were  shoveled  into  wheel-barrows  and 
wheeled  to  forms  made  of  plank  a  short  distance  away.  The  specimens 
were  cast  in  a  horizontal  position.  Embedded  in  each  for  its  full 
length  and  projecting  from  the  end  (forming  a  loop)  was  a  f-in.  square 
twisted  steel  bar,  bent  in  its  middle  (embedded  near  diagonal  corners), 
to  give  the  specimens  stiffness,  so  that  they  could  be  handled  without 
breaking.  There  was  also  embedded  in  the  upper  end  of  each  specimen 
for  a  depth  of  8  ft.  a  steel  pipe,  2|  in.  outside  diameter.  This  was 
used  merely  to  core  a  hole  and,  after  the  specimens  were  set,  was 
removed  in  the  following  manner :  Before  placing,  it  was  coated  on 
the  outside  with  paraffin.  After  the  specimens  were  set,  live  steam  was 
turned  into  the  pipe,  which  then  was  removed  easily  and  quickly.  In 
the  very  top  of  each  specimen  was  embedded  a  3-in.  pipe  which  was 
threaded  and  capped.  The  object  in  coring  this  hole  and  capping  it 
was  to  see  if  sea  water  percolated  into  the  center  of  specimens.  (This 
was  used  afterward  for  fastening  hooks  supporting  the  specimens  when 
the  loops  had  rusted  away.) 

"The  sand  and  stone  were  measured  in  accurately  made  frames. 
In  measuring  they  rested  on  a  perfectly  smooth  hardwood  floor.  The 
materials  were  struck  smooth  on  top  with  a  straight-edge.  The  frames 
were  made  deep  in  order  to  avoid  the  large  errors  in  volume  which  occur 
when  frames  are  very  shallow  and  cover  a  large  area.  The  sand  and 
stone  were  completely  fed  into  the  mixer  first ;  then  cement  was  shoveled 
in,  which  took  about  1  min.  After  i  min.,  water  was  added  with  pails, 
being  accurately  weighed.  This  took  about  1  min.  to  add.  In  every 
case,  in  as  near  2  min.  as  possible  after  the  first  water  was  added, 
the  batch  was  dumped  from  the  mixer.  It  took  from  15  to  18  min. 
to  place  a  batch  entirely  in  the  forms,  into  which  it  was  thoroughly 
spaded  and  tamped.  The  workmanship  was  intended  to  reproduce  as 
nearly  as  possible  actual  commercial  conditions. 

"The  first  nine  specimens,  which  were  made  from  a  standard 
average  composition  Portland  cement,  were  made  by  mixing  together 
equal  parts  of  Vulcanite,  Alpha,  and  Giant.  These  were  thoroughly 
mixed  in  the  mortar  box  and  then  repacked  by  weight.  The  cement 
free  from  iron  was  Blanc  Stainless;  the  connnercial  Portland  high  in 
alumina  was  Atlas;  the  commercial  Portland  cement  low  in  alumina, 
M-as  a  mixture  of  equal  parts  of  Lehigh  and  Ilcldorberg;  the  iron  ore 
cement  practically  free  from  ahiinina  was  Ileniiinoor  Erz  German 
Portland  cement;  and  the  Portliind  ('(•incnl.  iiiadi"  from  blnsl-funiaoc 
slag  and  limestone,  was  TTniversal. 


\ 


TESTS  OF  CONCRETE  IN  SEA  WATER 


651 


I 


"The  stone  was  broken  trap  rock  from  the  quarries  of  E.  Burnett, 
Franklin  Park  ledge,  Maiden,  Mass.  A  cubic  foot  of  stone  weighed 
90.24  lb.  Determination  of  voids  in  stone  was  50  per  cent.  The 
stone  passed  a  l^-in.  ring,  with  the  dust  screened  out. 

"The  sand  was  clean  and  sharp,  a  little  finer  than  usual,  from 
the  bank  of  P.  O'Eiorden,  at  South  Acton,  Mass.  Dry,  it  weighed 
97.18  lb.  per  cu.  ft.  Determination  of  voids  in  the  dry  sand  was 
34.2  per  cent.  As  used  in  the  work,  the  sand  contained  4.6%  of 
moisture  by  weight. 

"With  the  above  determined  percentage  of  voids,  the  mixture, 
nominally  1:2:4  but  proportioned  so  as  to  have  10%  excess  of  cement 
over  the  voids  in  sand,  and  10%  of  mortar  over  voids  in  the  stone, 
was  actually  proportioned  1 :  2^  :  4^. 

"The  specimens  remained  in  the  building  for  about  5  weeks.  They 
were  then  loaded  on  flat  cars  and  moved  to  Pier  9  in  the  Yard,  and 
were  himg  from  the  cap  log,  as  shown  by  Fig.  1.  During  the  loading 
of  the  specimens,  they  were  calipered  in  each  direction  close  to  each 
end  and  every  2  ft.  along  their  length.  Their  length  was  also  measured 
and  the  length  to  which  the  core  pipe  was  embedded.  Before  hanging 
from  the  pier,  they  were  weighed  on  platform  scales. 

"In  the  process  of  moving  and  setting.  Specimen  No.  22  was  cracked 
clear  through,  at  about  6  ft.  from  the  lower  end,  and  Specimen  ISTo. 
23  had  a  very  small  crack  on  the  face,  about  the  middle. 

"From  concrete  left  over  from  filling  the  forms,  fifteen  8-in.  cubes 
were  made  of  mix  similar  to  Specimen  No.  3,  and  fifteen  others  were 
mixed  similar  to  Specimen  No.  9.  These  were  put  in  a  box  for  con- 
venience in  keeping  them  together;  one-third  were  immersed  per- 
manently; one- third  were  supported  at  half -tide;  and  one-third  were 
kept  in  a  dry  place  exposed  to  the  weather." 

The  analyses  of  sand  and  stone  made  by  Mr.  Herbert  L.  Sherman 
for  the  Aberthaw  Construction  Company,  as  given  in  Table  1,  apply 
to  all  the  specimens. 

TABLE  1. — Analyses  of  Sand  and  Stone  Used  in  all  Specimens. 


Bank  Sand.                                                               ['".'.'':.'' 

-.::u  ........ 

Fineness,  passing  sieves,  by  weights. 

So.  100 

No.  50        No.  30 

No.  20 

No.  16 

No.  10 

No.  8 

No.  6 

J4-inch. 

4.8% 

24.0% 

52.0o^        73.4% 

86.40/6         91.0% 

93.4% 

96.10/6 

lOO.Oo/o 

Voids  by  vo 

ume 34.2  Tier 

cent. 

.     4.6    " 

Thes. 

ind  is  veri 

f  fine,  but 

is  clean  a 

nd  of  goo 

1  quality. 
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TABLE  1.— (Continued). 


Broken  Stone. 


Fineness,  passing  sieves,  by  weiprhts. 


i^-ln.         s'lB-in. 

i/4-in. 

%-in. 

^-in. 

ma. 

1-in. 

l^-1n. 

0.25%' 

0.50% 

1.75% 

9.75% 

25.25"u 

53.0fo 

80.75% 

100.0% 

Voids  by  volume 50.0  per  cent. 

The  -Stone  is  a  brokeu  trap  rock  of  very  good  quality. 


Table  2  shows  the  analyses  of  the  various  cements  used  in  prepar- 
ing the  specimens. 


TABLE   2.— 
By  Mr.  Herbert 

Brand 

I 

Vulcanite, 

Alpha, 

Giant, 

Mixed  equally. 

(Average  alumina.) 

Lehigh, 

Helderberg, 

Mixed 

equally. 
(Low  alumina.) 

Atlas. 
(High 
alumina.) 

Blanc. 
(White 
Portland). 

Percentage    passing    No 

100 

94.8 

79.6 

1  hr.  35  min. 

4  hr.  45  min. 

22 
313 
660 
755 

93.8 

78.8 

3hr.  10  min. 

5  hr.    0  min. 

22 
312 
636 
741 

22 

184 
312 
9 
133 
271 
10 
1.04 
23.40 
5.61 
2.37 
02.90 
2.51 

1..58 
14  and  15 

94.2 

76.2 

lhr.45min. 

4  hr.  10  min. 

22 
342 
677 
744 

94.4 

Percentage   passing   No 
sieve 

200 

75.0 

I  ni  tial  set 

0  hr.  25  min. 

3hr.  20  min. 

Percentage  of  water 

23 

24    hr.  neat,  pounds  tension. 
7  days    "           "             " 
28  days    " 
48  hr.  moi.st  air,  pounds,  ten- 

277 
549 

726 

22 
264 

mo 

9 

217 

318 

10 

22 
272 
304 
9 
168 
211 
10 

1.06 
21.46 
8.50 
2.44 
61.64 
2.58 

1.75 
12  and  13 

23 

7  days,  Ottawa  sand,  1:3 

28    '•            "           "      1:3 

Percentage  of  water 

191 

319                          . 

1.59                          1 

218                          1 

10                          1 

"days,  Bank  sand,  1:3 

28     ' 1:3 

Loss  on  iirnitiou.  Percentage. 

Silica  (SiOoi, 

.\lumlna  (AljOii) 

Iron  oxide  (Fe20a)      '' 

Lime  (CaO) 

Magnesia  ( MgO)           " 

Sulph.  anhy(lride  (SOj)i,  Per- 

0.96 
22.08 

7.21 

2.57 
62.60 

2.74 

1.50 
1  to  9,  inclusive.    ( 
20  to  24,  inclusive.  ) 

1.69 
24.58 

8.22 

0.29 
62.70 

1.11 

1.32 

Specitnen  numbers | 

10 

ami  11 
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The  analysis  of  the  water  used  in  mixing  the  specimens  is  indicated 
clearly  enough  by  the  analysis  of  tap  water  at  the  time,  as  stated  in 
the  report  of  the  Metropolitan  "Water  and  Sewerage  Board.  It  is  as 
follows : 

Aualyses    of    Water    (Report    of    lletropolitan    Water    and    Sewerage 
Board,  1909,  p.  232.)     Water  taken  from  tap  at  State  House, 
Boston,  Mass.,  February  1st,  1909. 
Parts  per  100  000. 
Appearance:  Turbidity   very   slight.      Sediment,   slight. 

Color:  Platinum  standard.     20. 

Odor:  Cold:    Decided  geranium,  Asterionella. 

Hot:  "  "  " 

Residue  on  evaporation :  Total  3.5.     Loss  on  ignition,  1.2. 

Cement  Axalyses. 
L.  Sherman. 


Univer- 
sal. 


Hermmoor 
Erz. 
(Iron  ore.) 


Vulcanite. . .  1  Mixed 

Alpha V  equally. 

Giant )    95% 

Pulv.  clay,  5%. 


Vulcanite..  1  Mixed 

Alpha Vequally, 

Giant )    9O05 

Hyd.  lime,  109i. 


Vulcanite..  )3jj^^^ 

Gi^nt^::::::f«q"«»'>' 

Mixed  sea  water. 


9.=S.6 

78.8 

35  miu. 

2hr. 

22 
315 

60S 
717 


22 
104 
258 
9 
166 
181 
10 

2.82 
20.42 
8.04 
3.(>4 
62.16 
1.63 

1.73 
18  and  10 


95.8    ■ 

82.6 

45  min. 

26  hr. 

22 

0.0* 
441 
641 

223 

22 

132 

234 

10 

108 

174 

11 

0.91 
24.28 
0.94 
9.08 
62.12 
0.43 

1.75 

lfiandl7 


Clay 

Clay 
Ihr. 
4hr. 


99.0 

58.0 

40  min. 

40  min. 

22 
248 
723 
762 


2-i 
211 
255 
9 
169 
222 
10 

0.96 
22.08 
7.21 
2.57 
62.60' 
2.74- 


Hyd.  lime    95.2 

Hyd.  lime    88.2 

10  min. 

4hr. 

25 
276 
566 

717 


•25 
148 
216 
9 
117 
182 

10 


AI2O3  I 
Fe203  f 


1.56 

24 


■55    CaO. 


1  hr. 
4hr. 


15  min. 
30  min. 


22 
339 
690 
735 


22 
204 


9 
223 


20.24  (18.73  water) 
1.32  and  insoluble  matter 

0.68 

45.88 
31.62 

1.51 
22 


*  No  strength  on  24-hr.  neat  test ;  cement  did  not  have  hard  set. 
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Ammonia:  Free,  0.0016 

•      -1    m      .  ^^.^o   (   Dissolved    0.0108 
Albuminoid,  Total  0.0128  }    „ 

]   Suspended  0.0020 

Chlorine :  0.38 

ISTitrogen:  as  Nitrates,  0.0060;  as  Nitrites,  0.0000. 

Oxygen  consumed:  0.17 

Hardness :  1.7 

The  chemical  analysis,  by  A.  L.  Babbitt,  Navy  Yard  Chemist,  of 
the  salt  vpater  of  Boston  Harbor  in  which  the  specimens  are  immersed, 
at  low  tide,  is  as  follows  (Samples  of  sea  water  taken  February  1st. 
1916,  from  slip  between  Piers  8  and  9,  for  use  in  report  of  concrete 
test  specimens)  : 

Specific  gravity 1.0220 

Total    solids 32  100  parts  per  million. 

Silica    1.6 

Iron   and   aluminum   oxides ....  3.6  "         "         " 

Calcium    365.9  " 

Magnesium    1138.7  " 

Sodium   9163.0 

Potassium    508.6 

Sulphate  radical   (SO,) 2  232.2 

Chlorine    16  350.0 

Hypothetical  Combinations. 

Parts  per  Grains  per 

million.  U.  S.  gallon. 

Silica 1.6  0.10 

Iron  and  aluminum  oxides 3.6  0.20 

Calcium    carbonate 780.4  45.5 

Calcium  sulphate 181.2  10.6 

Magnesium  sulphate 2  637.7  153.8 

Magnesium    chloride 2  370.1  138.2 

Sodium  chloride 23  290.5  1  357.8 

Potassium    chloride 966.3  56.3 

And  at  high  tide  as  follows: 

Specific    gravity 1.0217 

Total   solids 31  820.  parts  per  million. 

Silica    1.2 
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Iron  and  aluminxim  oxides 3.6  parts  per  million. 

Calcium    354.5 

Magnesium    1 117.1 

Sodium    9  041.0 

Potassium    503.4 

Sulphate  radical  (SO  J 2  286.6 

Chlorine    15  980.0 


I 


Hypothetical  Combinations. 

Parts  per  Grains  per 

million.  XJ.  S.  gallon. 

Silica  1.2  0.07 

Iron  and  aluminum  oxides 3.6  0.20 

Calcium  carbonate 844.2  49.2 

Calcium  sulphate 39.6  2.3 

Magnesium   sulphate 2  831.5  165.1 

Magnesium  chloride 2  132.1  124.3 

Sodium  chloride 22  980.4  1  339.8 

Potassium  chloride 956.4  55.9 

Table  3  shows  the  scheme  of  the  tests.     For  the  purpose  of  this 
report,   they  have  been   arranged   in   eleven   series,   according  to   the 
cement   used.      Those   in   series   II   to    XI,    inclusive,   in   every   case 
have  parallel  tests  in  Series  I,  which  is  the  principal  one. 
Table  S-A  gives,  for  each  specimen : 

(a)  The  important  dates; 

(6)  The  materials  of  which  made; 

(c)  The  proportions. 

The  percentage  of  water  used,  as  given  in  the  tables,  is  not  an  abso- 
lute guide  to  the  quantity  in  the  concrete,  because,  during  a  portion  of 
the  tests,  a  snow  storm  caused  the  sand  and  stone  to  become  wetter 
initially. 

The  progressive  condition  of  the  specimens  is  shown  in  Table  4 
where  the  information  is  collated  for  convenient  reference. 

The  observations  as  to  condition  of  the  specimens  were  made  at 
various  times  by  Mr.  E.  S.  Phelps,  DeWitt  C.  Webb,  M.  Am.  Soc.  C.  E., 
Civil  Engineer,  U.  S.  Navy,  and  by  the  writer. 
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TABLE  3.— 


Propor- 
tions. 

Series  I. 

Mixed  Cement. 

AvKRAOE  Alumina. 

AL2O3      7.2]0o 

MgO        2.74% 

Series  II. 

Blanc 

Cement. 

AloOs    S.tZ'\, 

MgO       1.1 1'o 

Series  III. 

Atlas 

CeSent. 

AL2O3    8.5",, 

MgO       2.58% 

Sertes  IV. 
Helderberg 

AND  Lehigh 

Cement. 
Al.>03    5.OIO0 
MgO       2.51% 

Series  V. 

Herjimoor 
Ekz Iron  Ore 

Cement 
AL0O3    O.9406 
MgO       0.43"o 

No.  Of 
Speci- 
men. 

Water,  in 
pounds  per 
cubic  foot. 

No. 

Water. 

No. 

Water. 

No.    Water. 

No. 

Water. 

1:1     :  ■-; 
1:1    :  2 
1:1     :2 

1 
2 
3 

Dry             9.3 
Wet          10.4 
Very  wet  12. 5 

10 

Wet  10.2 

12 

Wet  11.0 

1 
14      Wet  11.7 

16 

Wet  11.1 

1:24  :4>i 
1:21^:44 

4 
5 

6 

Very  dry   5.9 
Wet             7.1 
Very  wet  12.2 

1:3     :6 
1  :3     :0 
1:3     : 6 

8 
9 

Very  dry   5.8 
Wet             7.7 
Very  wet  11.3 

H 

Very     1 
wet     > 
12.1     ) 

H 

Very     1 
wet     y 
11.3 

H 

Very 
wet 
11.7    , 

17- 

Very     1 

wet    y 

10.2     ) 

Note.— The  weight  of  water,  in  pounds  per  cubic  foot,  takes 

A  very  careful  examination,  by  three  experienced  observers,  was 
made  in  April,  1914,  at  low  tide,  of  all  the  specimens,  and  they  were 
graded  and  classified  on  the  spot  in  accordance  with  their  condition 
at  the  time.  The  estimates  of  grade  and  class  were  on  the  basis  of 
durability  or  serviceability  of  the  concrete,  as  if  it  were  in  actual 
service.  The  examination  was  made  after  the  specimens  had  been  in 
the  water  5  years,  since  which  time  there  have  been  no  changes  of  note. 
The  various  classes,  especially  the  upper  ones,  grade  into  one  another 
with  definite,  but  without  particularly  strong,  dividing  lines.  The 
specimens  in  each  class  are  arranged  from  left  to  right  in  the  order  of 
durability. 

The  following  is  a  copy  of  the  report  on  cla^^sifying  and  grading 
the  specimens : 

"April  1st,  1914. 

"Specimens  graded  largely  as  to  condition  at  point  of  inaxiTuuni 
deterioration. 

"Specimens  in  order  of  durability. 

■'Elevation  of  tide,  I  ft.  above  moan  low  water  at  time  of  ex- 
amination. 
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Scheme  of  Tests. 


I 


Series  VI. 

Univess.^l 

Cesiext 
ALiOs  S.C.4'\, 
MiiO     l.ti*io 

Series  VII, 

like  SkriesI. 
Concrete 

EXTH.\ 
WELL  MIXED. 
AL-Os     7.2i>\, 

MgO       2.74»o 

Series  VIIT, 

like  Series  1. 

using  sea 

water. 

Series  IX, 

like 
Series  I, 
WITH  lime. 

Series  X. 

LIKE 

Series  I, 

with 
Sylvester 
Solution. 

Series  XI, 

LIKE 

Series  I, 

WITH 

oOo  Clay. 

No.    Water. 

No. 

Water. 

No. 

Water. 

No. 

Water. 

No. 

Water. 

No. 

Water. 

l^J      11.5) 

Series  XII. 

f 

\     Very   1 

19-       wet     V 

(     13.03   j 

H 

Very   ) 
wet     V 
9.7    \ 

H 

A>ry   1 
wet     V 
9.7     f 

H 

Very  ) 

wet  > 
10.7  ) 

H 

Very  ) 
wet  V 
9.6    S 

... 

Very  ) 

wet  y 

9.5    ) 

Series  XIII. 

no  account  of  moisture  in  the  ingredients  before  mixing. 

Class  1 :  Perfect  condition ;  No.  14. 

Class  2 :  Xearly  perfect  condition ;  Nos.  3,  16. 

Class  3:  Yery  fine  condition,  but  with  slight  deterioration;  Nos. 

18,  12,  10,  2. 
Class  4:  Yery  good  condition,  but  with  some  deterioration;  Nos. 

6,  5. 
Class  5:  Good  condition,  but  with   deterioration   apparent;   Nos. 

15,  20,  24,  17,  1. 
Class  6 :  Fair  condition ;  deterioration  apparent ;  concrete  soft  in 

spots  near  low-water  mark;  Nos.  9,  11,  13. 
Class  V :  Poor   condition ;    decided   deterioration ;    concrete    shows 

deterioration  at  low  water;  ISTos.  4,  8. 
Class  8 :  Yery   bad   condition ;    concrete   disintegrated   and   badly 

eroded  above  low  water;  ISTos.  22,  19,  23. 
Class  9 :  Exceedingly  bad  condition ;  concrete  totally  disintegrated 

and  eroded  above  low  water  line,  No.  7." 

The  following  specimens  showed  deterioration  between  the  1914 
and  191G  inspections,  arranged  in  the  order  of  greatest  deterioration: 
Nos.  22,  19,  23,  7,  11,  4.     The  remaining  specimens  show  no  noticeable 
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TABLE  3-^.— Data  Relating 


Kind  of 
mixture. 


Dry. 
Plastic. 

Very  wet. 

Dry. 

Plastic. 

Very  wet. 

Quite  dry. 

Plastic. 

Wet. 

Wet. 

Wet. 

Wet. 
Wet. 
Wet. 
Wet. 

Wet. 


Dates:  (All  is  1909.) 


Jan.  8 
Jan.    8 

Jan.    9 

Jan.  9 
Jan.  9 
Jan.    9 

Jan.  11 

Jan.  11 
Jan.  11 
Jan.  12 

Jan.  12 

Jan.  12 
Jan.  12 
Jan.  13 
Jan.  13 

Jan.  1U 


Jan.  9 
Jan.  11 

Jan.  11 

Jan.  11 
Jan.  11 
Jan.  11 

Jan.  13 

Jan.  13 
Jan.  13 
Jan.  14 

Jan.  14 

Jan.  14 
Jan.  14 
Jan.  15 
Jan.  15 

Jan.  18 


Mar.     1 


Mar. 


li 


Mar.    1  -: 

Mar.  1 
Feb.  23 
Feb.  23 

Feb.  27 

Feb.  '23 
Feb.  23 
Feb.  27   -{ 

Feb.  27  ■{ 

Feb.  27  \ 
Feb.  27   \ 
Feb.  23 
Feb.  27 

Feb.  23 


Kinds  of  cement 
used. 


Equal  parts  of 

Vulcanite,  Alpba, 

and  Giant. 
Equal  ijarts  of 

Vulcanite,  Alpha, 

and  Giant. 

Equal  parts  of 
Vulcanite,  Alpha, 
and  Giant. 

Equal  parts  of 

Vulcanite,  Alpha, 

and  Giant. 
Equal  parts  of 

Vulcanite,  Alpha, 

and  Giant. 
Equal   parts  of 
Vulcanite,  Alpha, 

and  Giant. 

Equal  parts  of 
vulcanite.  Alpha, 
and  Giant. 

Equal  parts  of 
Vulcanite,  Alpha, 
and  Giant. 

Equal  parts  of 
Vulcanite,  Alpha, 
and  Giant. 

Blanc 
(white  Portland). 


Blanc 
(white  Portland). 


Atlas,  high  in  alu- 
mina. 

Atlas,  high  in  alu- 
mina. 

Equal  parts  of 
HelderberK  and 
Lehigh. 

Eaual  parts  of 
Helderberg  and 
Lehigh. 


Iron  ore  (Herm- 
inoor  Erz)  ((ier- 
man). 


Proportions. 


1:1:2 
1:1:2 

1:1:2 

1  :  214  :  414 
1  :  2^  :  41^ 
1  :  2J^  :  4^ 

1:3:6 


1:3:6 
1:1:2 

3:3:6 

1:1:2 
1:3:6 
1:1:2 
1:3:6 

1:1:2 


TESTS  OF  CONCRETE  IN  SEA  WATER 

TO  MiiTURE  OF  Concrete. 


ess 


Weights  (All  k  Poonds)  : 

1 

*.*>' 

ii 

0 
> 

OS 

S  >-  "u 

a)  C8 

il 

d 

a 

Z 
0 

0 

b  0 
0" 

Condition  of  concrete  after  mixing. 

\     88) 
\     80  V 
1     80\ 

348 

1128 

4057.5  'l58.1 

9.3 

26.68 

6.1 

22     ] 

Water  glistened,  but  did  not  spatter 
or  quake. 

I    107 

\ 

No  water  spotteit  surface  from  tamp- 

i     98 

295 

1128 

4267.5 

151.06 

10.4 

38.25 

6.9 

25.2-{ 

injr,  but  a  little  movement  could  be 

1     96i 

r 

seen  13  in.  from  tamp. 
Soft  enough  to  run  out  of  overturned 

1    ^25) 
i    150,'- 

1 

wheel-barrow,  but  would  not    flow 

4^ 

1128 

4197.5 

145.04 

12.5 

28.044 

8.4 

37.6- 

like  syrup.     First  two   hatches  re- 

1   150i 

quired  a  little  tamping.    Third  batch 
showed  quake  when  tamping. 

{     58) 

i 

No  free  water,  but  surface  was  moist. 

i     55  V 

165 

1128 

4122.5 

145.82 

5.9 

28.267 

4.0 

14. 6  J 

Shoveled    from  barrow  and  every 

1     52  ( 

i 

shovelful  tamped  by  two  men. 

\     66 

\ 

Top  surface  quite  wet.    Just  barely 

.      63  V 

195;1]« 

4127.5  1150.3 

7.1 

27.46 

4.7 

17.2. 

spattered,  and  quaked  a  very  little 

/     66) 

1 

I 

at  a  few  inches  from  tamp. 

\    125) 
.    115  V 

1    105  i 

! 

»45 

1128 

4297.5 

152.2 

12.2 

28.225 

8.0 

31.4 

Nothing  in  report. 

r    47- 

45 

45 

.     45 

182 

1504 

4097.5 

142.5 

5.8 

28.74 

4.1 

12.1 -| 

When  filled  glistened  at  a  point  about 
4  ft.  from  end.    Did  not  quake. 

■     601 
.      60  . 
i     60 
L     60 

240 

1504 

4202.5 

146.58 

7.7 

28.67 

5.7 

-  ] 

Moderate  tamping  showed  quaking; 
spots  of  water  on  surface. 

f     88  = 
J     85  . 
!     85 

343 

1504 

4162.5 

145.4 

11.3 

28.62 

7.8 

23.8 -j 

Forms  filled  and  water  ran  off,  spat- 
tered and  quaked. 

I     85J 

(     95) 

___       1     _    . 

( 

Quaked  when  tamped  lightly.    Quite 

1    ^^C 

305 

1128  4267.5    142.1 

10.2 

30.03 

7.1 

26.2^ 

wet  when  dumped.    Cement  acted 

I    110) 

1 

quickly. 
Flowed    oflf    shovel    easily.     Showed 

f   100-) 
J    100  I 

I     60j 

I 

quaking,  and  spattered   from  light 

353 

1455 

4297.5 

146.20 

12.1 

29.39 

8.5 

24.2-i 

tamping.    Concrete    when    tamped 
flowed   water   off  form.    This  con- 

1 

crete  set  before  that  of  No.  10  specl- 

1    105) 
■^    110 '» 
(    110^ 

[     men  made  previously. 

325 

1128 

4172.5 

145.9 

11.0 

28.58 

7.5 

28.8 -j 

Quaked  with  light  tamping.    Spotted 
on  surface. 

r    95- 

25.1 
I 

Flowed  off  shovel  easily.    Tamping 

95 

■      95'' 

345 

1504 

4047.5  '142.8 

11.3 

28.34 

7.9 

showed  quaking.    Spattered    v^^hen 
tamped  hard.  Surface  glazed.  Light 

60J 
"  110  J 

1  11 

1   95  r 

tamping  showed  quakes. 

330 

1129 

4077.50144.2 

10.7 

28.27 

8.1 

29.1 -j 

Quakes   with  light   tamping.    Spat- 
tered and  showed  water  on  surface. 

335 

1504 

4072.50  142.7 

11.7 

28.52 

8.2 

22.1] 

Showed  quaking,  light  tamping.   Sur- 
face glistens. 

I     50J 

1 

1 

When  leveled  off  showed  oily  streaks 

(   105) 

in  water  on  top.    Very  dark,  more 

^  lost 

'    105  j 

315 

1131 

4237.5  :i49.6 

11.1 

28.32 

7.4 

29.2- 

like  black  mud  mixtuie.    Very  oily 

surface.      Showed    quake   in    light 

^ 

tamping.     Very  soft  after  24  hours' 

set;  finger  nail  made  impressioi 

. 
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TABLE  S-A.— 


i 

1 

0. 

o 
6 

Dates  :  (All  in  1909.) 

i 

Kind  of 
mixture. 

si 

a 

S 

C 

•6 

B 
S 

Kinds  of  cement 
used. 

Proportions. 

JS 

o 
6 

17 

Wet. 

Jan.  15 

Jan.  18 

Feb.  27  -1 

Iron  ore   (Herm- 
moor  Erz;  (Ger- 
man). 

■-        1:3:0 

3% 

18 

Wet. 

Jan.  13 

Jan.  15 

Feb.  27 

Universal. 

1:1:2 

3 

19 

Wet. 

Jan.  13 

Jan.  15 

Feb.  23 

Universal. 

1:3:6 

m 

20 

Quite  wet. 

Jan.  14 

Jan.  16 

Feb.  23  - 

Vulcanite,  Alpha, 
and    Giant, 
mixed. 

'-        1:3:6 

3-M 

21 

(      Wet. 
-    (Sea 
(     water.) 

-Jan.  14 

Jac.  16 

Feb.  23  } 

Vulcanite.  Alpha, 
and    Giant, 
mixed. 

^        1:3:6 

\ 

3-M 

22 

\      Wet. 

'(   (Lime.) 

j-  Jan.  16 

Jan.  18 

Feb.  23  -j 

Vulcanite,  Alpha, 
and  Giant,  with 
one-tenth   hy- 
d rated  lime. 

] 

y        1:3:6 

J 

3% 

23 

(       Wet. 
A  (Sylvester 
(    solution.) 

[•Jan.  16 

Jan.  18 

Feb.  23  - 

Vulcanite,  Alpha, 
and    Giant, 
mixed. 

'-        1:3:6 

3% 

24 

J      Wet. 
1    (Clay.) 

',-  Jan.  16 

Jan.  18 

f 
Feb.  23  -j 

Vulcanite.  Alpha, 
and    Giant, 
mixed     with 
pulv.  clay. 

1  cement :     ") 

Vsopu'^clay:  1 

3  sand :       ( 

J        6  stone.      J 

3% 

deterioration  between  1914  and  191G.  It  is  to  be  noted  that  all  those 
that  have  deteriorated  are  in  the  lowest  classes  as  to  durability. 
Careful  consideration  showed  that  the  classification  made  in  1914  need 
not  be  changed. 

All  spceimens  since  1914  have  become  coated  with  a  fine  layer  of 
crude  fuel  oil  between  extreme  high  and  low  waters.  This  coating 
hides  many  of  the  minor  defects  in  the  specimens.  The  oil  comes  from 
the  outlets  placed  on  Pier  9  for  fueling  naval  vessels. 

The  report  of  April,  1914,  on  the  durability  of  tlie  concrete,  forms 
the  basis  for  all  tlie  analyses  of  the  results  and  for  nil  tlic  conclusions 
drawn.  A  tabulation  and  u  discussion  of  results  is  olTcrtnl  in  the  fol- 
lowing ])ages.  Reference;  is  made  particularly  to  Talilo  ;>,  showing  the 
scheme  of  the  tests  and  the  division  of  the  tests  into  thirteen  series, 
each  devised  to  show  the  effect  of  some  particular  condition,  material. 
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(Continued). 


Wei 

QHTS  (^All  in  Pottods)  : 

1- 

o'S 

H  (U 

o»- 

V  0 

il 

0 
> 

So-S 

ft 

«-i  a 

0  4)    . 
PL,  « 

a 
T  X 

|i 

i 

1 
& 

0 

5  . 
go 

^  -J 

n 

5" 

Condition  of  concrete  after  mixing. 

293 

1417 

41T2.5 

145.9 

10.2 

28.59 

20.8-j' 

f      Ml 

.'      80  1 

1  sor 

L    531 

7.0 

Water  showed  on  oil.v  surface. 
Quaked  on  tamping.  After  3  clays 
showed  a  crust  on  surface. 

I    110) 
■('    llOV 
1    110  1 

330 

1128 

4162.5 

145.6 

11.5 

28.58 

7.9 

29.2  j 

Quaked  with  light  tamping.  Very 
dark  in  color. 

f    100] 
1    100  1 

i  100  j^ 

I     70_ 

3-0 

1410 

4072.5 

143.3 

13.8 

28.43 

8.6 

25.6 

Quaked  from  light  tamping.  Showed 
water  en  surface,  not  enough  to 
spatter  from  tamping. 

I   21 

lO 

.     50J 

275 

1410 

4112.5 

145.5 

9.7 

28.26 

6.7 

19.5-< 

Showed  quaking  and  spattered  when 
spading  sides.  Water  flowed  over 
surface  and  down  sides  of  forms. 

f     751 

75  1 

'      751 

I     50J 

275 

1410 

4147.5 

147.0 

9.7 

28.21 

6.6 

19.5 -j 

Showed  quake ;  water  flowed  over 
surface. 

(     90 
j     95 

[     50j 
;     801 
i     80. 
1     85f 
I     53 

325 

1410 

4172.5 

146.7 

10.7 

28.43 

7.3 

22.7-| 

Showed  quake  on  light  tamping  ;  also 
spattered.  Specimen  cracked  in  cen- 
ter. 

298 
275 

1410 
1410 

3997.5 

137.9 

9.6 
9.5 

28.97 
26.97 

7.0 

21.2] 

Quaked  and  spattered  when  tamp- 
ing. Very  fine  cracks  near  middle. 

1  s} 

I     50j 

4097.5 

151.6 

6.2 

19.5 -j 

Showed  quaking,  and  spattered  from 
light  tamping. 

or  process.    The  scheme  of  tests  is  as  planned  by  those  who  originally 
laid  them  out;  the  table  is  devised  for  the  purpose  of  this  paper. 

The  following  important  results  are  shown  by  an  examination  of 
Table  5 : 

(a)  The  effect  of  proportions  of  materials  is  the  most  marked 
phenomenon  developed  in  the  tests. 

(6)  In  every  instance  the  specimen  richer  in  cement  is  more  dur- 
able than  the  corresponding  leaner  specimen,  which  is  shown 
in  detail  by  referring  to  Table  3  in  connection  with  Table  5, 
as  follows: 

Xo.    1  is  better  than  Xo.    4,  which  in  turn  is  better  than  ISTo.  7. 


2  " 

3  " 
10  " 


5 

0 

11 


"    8. 
"     9. 
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No.  12  is  better  than  No.  13 
«     1^  'I        «         "      «     ]^5 

"     18  "        "         "      "     19 

(c)  Only  specimens  of  1:1:2  mixture  appear  in  the  first  three 
classes. 

(d)  The  specimens  of  1 :  2^ :  4i  (the  next  richer)  mixture  appear 
in  Class  4. 

(e)  The  one  specimen  of  1:1:2  mixture,  viz.,  No.  1,  and  those 
specimens  of  1:2^:4^  mixture  which  fall  below  the  others  of 
their  class,  evidently  do  so  froiu  being:  mixed  dry. 

(/)   The  poorest  specimens  were  of  1:3:6  mixture. 

TABLE  5. — Classification  of  Coxcuete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  of  Durability,  Shoav- 
iNG  the  Influence  of  the  Proportions  of  Material. 
Analysis  of  Series  I  to  VII,  inclusive,  Table  3. 
1:1:2  mixtures  marked  O 
1 :  2i :  4i  mixtures  marked  I     I 
1:3:6  mixtures  not  marked. 


Durability. 

Class 

I... 

Class 

11... 

Class 

III... 

Class 

IV... 

Class 

V... 

Class 

VI... 

Class 

VII... 

Class  VIIl... 

Class 

IX... 

® 
® 
@ 

H 


m 


Specimen  No 

® 

® 

® 

1  ^  1 

20 

24 

11 

13 

8 

19 

23 

© 


® 


The  important  effects  of  the  quantity  of  water  used  in  mixing  are 
as  follows: 

(a)  The  weight  of  water,  in  pounds  per  cubic  foot  of  concrete, 
takes  no  account  of  moisture  in  the  ingredients  before  mixing. 

(b)  Specimens  1,  2,  and  3  were  made  in  order  to  test  the  effect 
of  varying  proportions  of  water.  The  results  show  durability — 
least  with  the  dry  and  greatest  with  the  very  wet. 
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(c)  Specimens  4,  5,  and  6,  also  made  to  test  the  effect  of  varying 
proportions  of  -water,  show  least  durability  with  the  dry  and 
greatest  with  the  very  wet,  this  being  slightly  better  than 
the  wet. 

(d)  Specimens  7,  S,  and  9  were  also  made  to  test  the  effect  of 
varying  proportions  of  water,  and  again  show  least  durability 
with  the  dry  and  greater  with  the  very  wet  specimen. 

(e)  In  general,  the  results  show  that  dry  mixtures  are  of  the  least 
value,  and  that  wet  or  very  wet  mixtures  decidedly  improve 
the  durability. 


TABLE  6. — Classification  of  Concrete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  of  Durability,  Show- 
ing THE  Influence  of  the  Quantity  of  Water  Used  in  Mixma 
Analysis  of  Series  I  to  XIII,  inclusive,  Table  3. 

Specimens  of  a  dry  mixture  marked  D. 

Specimens  of  a  wet  mixture  marked  W. 

Specimens  of  a  plastic  mixture  marked  P.,  equals  wet  W. 

Specimens  of  a  very  dry  mixture  marked  V.  D. 

Specimens  of  a  very  wet  mixture  marked  V.  W. 

Pounds  of  water  per  cubic  foot  of  concrete  shown  below  the  number. 


Durability. 


Specimen  No. 


Class  I.. 
Class  II.. 
Class     III.. 


Class     IV... I     V.  W 


W. 


11. r 

3 
12.5 

IS 


w 


11.1 

12 
•  11.0 


P. 


1 
Class      V... 

-mr 

V.  w. 

20 

9.r 

24 
'975 

Class     VI... 

-I^3 

w. 

11 

12.1 

w. 

13 
11.3 

Class    VI I... 

-w 

p. 

8 

T7f 

Class  VIII... 

-^: 

w. 

10 

23 
9.6 

Class     IX... 

--.'. 

w. 


9.3 
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TABLE  7. — Classification  of  Concrete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  op  Durability,  Show- 
ing THE  Influence  of  the  Quantity  of  Water  Used  in  Mixing. 
Analysis  of  Series  I  (Table  3). 


Durability. 

Very  wet. 

Wet. 

Dry. 

Class        I 

® 

m 

9 

® 

8 

Class      II 

Class     III 

Class     IV  

Class      V 

Class     VI 

® 

Class   VII 

m 

Class  VIIT 

Class     IX 

. 

Table  7  shows  more  clearly  than  Table  6  the  effect  of  varying  quan- 
tities of  water  used  in  mixing,  because  only  those  specimens  are  in- 
cluded which  were  devised  to  test  this  particular  feature.  The  results 
were  as  follows : 

(a)  The  bad  effect  of  a  "dry"  mixture  is  plainly  shown.     In  each 
of  the  three  series  the  dry  specimen  is  the  least  durable  and 
the  very  wet  the  most  durable. 
(h)   The  1:1:2  mixture  is  the  most  durable  of  each  of  the  three 
classes  of  specimens,  the  dry,  the  wet,  and  the  very  wet. 

(c)  The  1 :  2  J :  4i  mixture  is  more  durable  than  the  1:3:0  in  each 
of  the  three  classes  of  specimens,  the  dry,  the  wet,  and  the 
very  wet. 

(d)  Dryness  of  mixture  has  caused  one  of  the  specimens  (No.  1), 
rich  in  cement,  to  be  less  durable  than  two  (Nos.  5  and  6), 
with  a  lesser  proportion  of  cement.  Also,  a  dry  specimen 
having  a  medium  quantity  of  cement  (No.  4)  proved  less 
durable  than  a  wot  specimen  with  less  conir'nt. 

The  following  are  the  important  results  developed,  as  shown  by 
Table  8 : 

(a)  It  happens  that  the  two  most  durable  specimens  are  those 
lowest  in  alumina  content,  and,  above  a  percentage  of  7  in 
alumina  content,  no  relation  to  durability  is  apparent. 
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(6)  The  relation  of  magnesia  content  to  durability  is  not  estab- 
lished, although  it  is  noted  that  the  first  three  specimens 
have  a  lower  total  magnesia  content  than  the  last  three;  but 
this  condition  is  not  borne  out  in  Series  XIII,  Table  9. 

(c)  It  is  a  curious  condition  that  in  the  two  best  specimens  the 
relation  between  the  alumina  content  and  the  magnesia  con- 
tent is  2.2,  the  lowest  of  any. 


\ 


TABLE  8. — Classification  of  Concrete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  of  Durability,  Show- 
ing THE  Effects  of  the  Alumina  and  Magnesia  Content. 
Analysis  of  Series  XII  (1:1:2  mixture),  Table  3. 


Order  of 

Durability. 

AI2O3. 

MgO. 

Total 
AI2O3 
and 
MgO. 

Factor 
AI2O3 

Class. 

No. 

divided  by 
JlgO. 

I 

11 

14 
16 
18 
12 
10 
2 

5.6IO0 

0.94 

8.04 

8.50 

8.22 

7.21 

2.510/0 

0.43 

1.63 

2.58 

1.11 

2.74 

8.120/0 
1.37 
9.64 
11.08 
9.33 
9.95 

2.2 
2.2 

Ill  

4.9 

3.3 

7.4 
2.6 

TABLE  9. — Classification  of  Concrete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  of  Durability,  Show- 
ing the  Effect  of  the  Alumina  and  Magnesia  Content. 
Analysis  of  Series  XIII  (1:2^:4^  mixture),  Table  3. 


I 


Order  of  Durability. 

AI2  O3. 

MerO 

Total 
AI2O3 
plus 
MgO. 

Factor 
AI2OS 

Class.       1           No. 

divided  by 
MgO. 

V 15 

1              17 

VI 9 

11 

13 

VIII 19 

5.6IO/0 

0.94 

7.21 

8.22 
8.50 
8.04 

2.510/0 

0.43 
2.74 
1.11 
2.58 
1.63 

8.12% 
1.37 
9.95 
9.33 
11.08 
9.67 

2.2 
2.2 
2.6 
7.4 
3.3 
4.9 

The   following   are   the   important  results   developed  as   shown   by 
Table  9: 

(a)  It  happens  that  the  two  most  durable  specimens,  as  in  Table  8, 
are  those  lowest   in   alumina   content.     Again,   above  a  per- 
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centage  of  7  in  alumina  content,  no  definite  relation  to 
durability  is  apparent. 

(6)  There  is  no  apparent  relationship  of  magnesia  content,  within 
the  limits  obtained,  to  durability. 

(c)  It  is  a  curious  condition  that  in  the  two  best  specimens  the 
relation  between  the  alumina  content  and  the  magnesia  con- 
tent is  2.2,  the  lowest  of  any. 

TABLE  10. — Classification  of  Concrete  Specimens,  After  5  Years 
OF  Exposure  in  Sea  Water,  in  the  Order  of  Durability,  Show- 
ing THE  Durability  of  the  Specimens  as  Eelated  to  Cement 
Mixtures.  "-■'-  ^''-■ 

Analysis  of  Series  XII  and  XIII,  Table  3. 


( 


Class. 

Specimen  No. 

Cemeut. 

Rank. 

I 

14 
16 

18 
12 
10 

2 

"is 

17 

9 

11 
13 

19 

Lehigh  and  Helderberg  mixed. 

Hermmoor  Erz 

Universal 

Atlas 

Blanc 
(  Vulcanite  1 
•<  Alpha         Vmixed 
1  Giant          ) 

1 

II 

HI 

2 
3 

IV          

4 
5 

6 

V 

Lehigh  and  Helderberg. 

Hermmoor  Erz 
(  Vulcanite  ) 
■<  Atlas          Vmixed 
( (Jiant          ) 

Blanc 

Atlas 

Universal 

1 

VI 

2 
3 

VII 

4 
5 

VIII 

6 

A  study  of  the  preceding  tables  discloses  the  results  of  tests  of 
Series  I  to  VI,  inclusive,  and  of  Series  XII  and  XIII  of  Table  3. 
There  remain  the  special  series,  numbered  VII  to  XI,  inclusive. 

Specimen  No.  20,  Series  VII,  is  like  No.  9,  Series  I,  except  that 
greater  care  was  used  in  mixing  the  ingredients.  The  notes  say: 
"Better  mixture  than  commercial  1:3:  6."  The  results  indicate  that 
this  caused  it  to  appear  in  the  class  above  its  mate,  it  being  the  fourth 
specimen  above  it  in  durability.  This  specimen  was  better  than  any 
other  in  the  whole  of  Series  XIII  except  No.  15,  which  appears  to 
have  been  favored  by  a  low  alumina  cement.  The  extra  care  used  in 
mixing  showed  a  decidedly  beneficial  result. 

Specimen  No.  21,  Series  VIII,  was  made  like  No.  9,  but  sea  water 
was  used  in  mixing.    Unfortunately,  this  specimen  was  lost  overboard, 
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and  could  not  be  recovered.  At  the  end  of  2  years  it  was  in  good 
condition  and  equal  to  No.  9,  except  for  some  slight  roughness  on 
the  face.  Evidently  the  use  of  salt  water  did  no  material  injury, 
and  was  not  as  deleterious  as  the  use  of  insufficient  fresh  water. 

Specimen  No.  22,  Series  IX,  was  mixed  with  10%  of  hydrated 
lime  substituted  for  an  equal  quantity  of  cement;  otherwise,  it  was 
the  same  as  No.  9.  The  durability  tests  show  it  to  be  two  classes 
below  No.  9,  or  the  fifth  below  it  serially  in  grade.  Evidently,  the  lime 
allowed  an  earlier  and  more  rapid  erosion.  This  specimen  is  also 
poorer  than  eight  of  the  other  ten  similar  specimens  in  series,  shov/ing 
conclusively,  so  far  as  one  specimen  can,  the  deleterious  effects  of 
the  hydrated  lime  when  used  in  concrete  immersed  in  sea  water. 

Specimen  No.  23,  Series  X,  contained  the  same  ingredients  as 
No.  9  with  the  addition  of  Sylvester  wash.  The  water  used  in  mixing 
contained  soap  solution  made  by  dissolving  light-colored  soap  in  the 
proportion  of  11  lb.  to  15  gal.  (125  lb.)  of  water.  To  each  bag  of 
cement  was  added  3  lb.  of  powdered  alum.  The  total  quantity  of 
water  in  the  batch  was  288  lb.  and  of  cement  5  bags.  The  addition 
of  the  Sylvester,  according  to  the  results  of  the  tests,  was  decidedly 
harmful,  as  this  specimen  gave  the  poorest  result  of  eleven  similar 
ones.    The  concrete  at  the  end  of  5  years  was  in  very  bad  condition. 

Specimen  No.  24,  Series  XI,  is  the  same  as  No.  9,  except  that  to 
each  bag  of  cement  there  was  added  4f  lb.  of  clay.  The  clay  was  taken 
from  a  near-by  excavation,  dried,  powdered,  and  mixed  with  each 
bag  of  cement.  This  specimen  came  through  in  good  condition — better 
in  fact  than  its  mate.  No.  9,  and  better  than  all  the  other  specimens 
of  a  similar  mixture,  save  only  No.  15  (low  alumina  cement)  and 
No.  20  (extra  well-mixed  concrete).  There  is  evidence,  therefore, 
that  the  addition  of  5%  of  clay  to  the  cement  had  a  beneficial  effect. 

On  September  11th,  1916,  E.  J.  Wig,  Assoc.  M.  Am.  Soc.  C.  E., 
Engineer-Physicist  of  the  Bureau  of  Standards,  Washington,  D.  C, 
accompanied  by  L.  R.  Ferguson,  Assoc.  M.  Am.  Soc.  C.  E.,  repre- 
senting the  Association  of  Cement  Manufacturers,  visited  the 
Boston  Navy  Yard  in  connection  with  studies  of  action  of 
concrete  in  sea  water.  They  were  requested  by  the  writer  and  kindly 
consented  to  examine  the  concrete  specimens  and  to  rate  them  in 
accordance  with  their  condition  at  the  time  of  the  examination.  It 
may  be  noted  that  the  writer's  rating  of  the  specimens  was  made  more 
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than  2  years  before.  Only  very  minor  differences  in  the  two  sets  of 
ratings  occurred.  In  the  specimens  of  greatest  deterioration  these  dif- 
ferences can  be  explained  by  the  changes  in  rate  of  deterioration  during 
the  2-year  period.  The  minor  differences  in  the  better  specimens  is 
explained  by  possible  change  in  rate  of  deterioration  or  differences  in 
judgment  in  rating  two  specimens  nearly  alike.  The  result  as  a  whole 
is  a  very  close  confirmation  of  the  original  rating.  The  observers 
desired  to  note  that  their  examinations  of  September  11th,  1916,  were 
made  on  only  the  front  faces  and  two  sides  of  the  specimens,  as  it  was 
impossible  to  see  the  back  faces  without  a  small  boat  which  was  not 
available  at  the  time. 

The  ratings,  as  made  by  Messrs.  Wig  and  Ferguson,  are  as  follows : 

Group  1 :  Good   condition,   showing  practically  no   deterioration ; 

Nos.  14,  3,  16,  12,  10,  2. 
Group   2 :    Satisfactory    condition,    showing    little   disintegration, 

but  specimens  are  structurally  sound;  Nos.  6,  15,  18,  17. 
Group  3 :  Poor  condition,  showing  marked  disintegration  and,  if 

part  of  a  structure,  in  need  of  repair  at  once  or  at  an  early 

date;  Nos.  1,  9,  5,  20;  Nos.  4,  24,  11,  13. 
Group  4:  Bad  condition  and  structurally  unsound;  ISTos.  8,  23. 
Group  5:  Total  failure;  Nos.  22,  19,  7. 

The  bottoms  of  the  specimens  are  at  such  an  elevation  that  they 
are  always  submerged  in  sea  water.  The  only  chance  for  the  exami- 
nation of  these  parts  of  the  specimen  is  when  they  are  removed  from 
their  normal  positions.  On  December  9th  and  10th,  1913,  the  speci- 
mens were  rehung  from  Pier  9.  At  that  time  the  bottom  of  each 
specimen  was  examined,  and  no  deterioration  in  the  concrete  was 
found  to  have  taken  place  in  any  of  the  specimens. 

The  tops  of  all  specimens  are  at  such  an  elevation  that  they  are 
very  seldom  submerged,  and  then  only  for  a  very  short  time.  The 
concrete  on  the  tops  of  all  specimens  appears  to  be  in  as  good  con- 
dition as  when  the  specimens  were  originally  constructed,  and  to  show 
no  deterioration,  even  in  specimens  that  have  eroded  badly  lower  down. 
There  are  signs  of  some  mechanical  wear  on  the  top  edges  of  Specimens 
Nos.  7  and  22,  but  there  is  no  appearance  of  deterioration  of  the 
concrete. 
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The  S-in.  cubes  formed  at  the  time  the  larger  specimens  were  made 
are  now  as  follows:  There  are  six  S-in.  cubes  on  the  quay  wall 
adjacent  to  Pier  9  which  are  exposed  to  the  weather  in  a  roughly  con- 
structed box.  No  deterioration  whatever  is  apparent  in  any  of  these 
specimens.  There  are  five  8-in.  cubes  in  a  single  box  placed  in  the 
dock  south  of  Pier  9  at  the  elevation  of  mean  tide.  These  specimens 
are  submerged  approximately  12  hours  each  day.  All  the  specimens 
except  one  show  a  disintegration  of  from  1  to  3  in.  on  the  top,  and 
the  mortar  on  all  but  one  of  them  is  soft  and  crumbling  to  the  touch, 
having  the  appearance  of  being  dead.  There  is  one  specimen,  however, 
that  shows  but  little  deterioration;  the  mortar  remains  hard,  holding 
the  aggregate  firmly  together.  The  top  and  one  side  only  of  each 
cube  is  exposed,  the  other  sides  being  protected  by  the  sides  of  the 
box  and  the  adjacent  cube.  The  8-in.  cubes  that  were  originally  sus- 
pended so  as  to  be  entirely  submerged  at  all  times  have  become  lost 
owing  to  the  breaking  of  the  suspension  cable,  and  no  report  can  be 
made  on  them. 

Conclusions. 

The  facts  in  connection  with  these  tests  have  now  been  presented 
very  fully,  at  the  risk  even  of  over-burdening  the  reader  vnih  details, 
but  with  the  definite  purpose  in  mind  of  allowing  him  to  draw  his 
own  conclusions  in  the  light  of  his  own  and  of  others'  experiences.  The 
series  of  experiments  has  been  very  complete  in  certain  directions  and 
was  conducted  from  the  start  with  unusual  care,  and  some  very  valuable 
conclusions  may  be  established.  Other  conclusions  of  less  importance 
may  also  be  drawn  and  be  established  with  confirmatory  experiences 
elsewhere.  Great  care  must  be  exercised  in  applying  these  conclusions 
in  predicting  results  elsewhere  under  dissimilar  conditions,  and  the 
limitations  imder  which  these  tests  were  conducted  must  be  borne 
in  mind. 

It  is  desired  to  acknowledge  valuable  assistance  rendered  by 
employees  of  the  Public  "Works  Department,  ITavy  Yard,  Boston,  in 
connection  with  observations  and  the  preparation  of  this  paper,  espe- 
cially Mr.  E.  S.  Phelps. 
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Form  of  Agueement,  Including  Specifications,  fok  Test  of  Concrete 
Specimens,  to  be  Carried  Out  at  the  Navy  Yard,  Boston,  Mass. 

This  Agreement,  mutually  entered  into  between  the  United  States 
Navy  Department,  party  of  the  first  part,  and  the  Aberthaw  Con- 
struction Company,  a  corporation  of  Maine,  having  a  usual  place  of 
business  in  Boston,  party  of  the  second  part,  Witnesseth,  that  the  said 
party  of  the  second  part  agrees  to  build  at  the  Boston  Navy  Yard  a 
series  of  specimens  to  test  the  durability  of  concrete  in  sea  water,  said 
specimens  to  be  built  in  accordance  with  the  specifications  hereto 
attached. 

It  is  agreed  that  the  party  of  the  second  part  is  not  to  put  the 
Government  to  any  expense  in  connection  with  these  tests,  and  the 
party  of  the  first  part  does  not  guarantee  that  the  piers  may  not  be 
disturbed  as  exigencies  of  the  Na"\'y  Yard  interests  may  require.  As 
these  experiments  are  a  matter  of  considerable  interest  to  the  Govern- 
ment, its  representatives  will  endeavor  to  continue  the  tests  as  long 
as  it  may  be  possible  so  to  do. 

The  party  of  the  second  part  agrees  that  all  work  shall  be  done 
in  the  presence  of  a  representative  of  the  Government,  and  that  due 
notice  of  the  intention  to  imdertake  work  shall  be  given  to  the  Com- 
mandant and  to  the  Civil  Engineer  of  the  Yard  in  time  for  them  to 
make  arrangements  for  a  representative  to  be  present. 

In  witness  whereof,  the  said  parties  have  interchangeably  signed 
and  sealed  this  agreement  on  the  28th  day  of  December,  1908. 

Fred  Thompson, 

Civil  Engineer,  U.  S.  N. 
Aberthaw  Construction  Co., 

by  L.  C.  Wason,  Pres. 

Specifications  for  Test  Specimens  of  Concrete  to  be  Immersed  in 

Sea  Water  by  the  United  States  Navy  Department, 

December,  1908. 

Object. — The  object  of  these  tests  is  to  determine  what  the  action 
of  sea  water  is  upon  concrete,  both  as  regards  climatic  conditions  and 
chemical  action.  The  tests  are  to  be  made  as  nearly  as  possible  in 
conformity  with  usual  commercial  work,  in  order  to  be  comparable 
in  all  respects  with  actual  work. 

IIow  Done. — The  specimens  are  to  be  built  in  accordance  with 
the  requirements  of  the  Navy  Department,  and  under  their  direct 
supervision,  and  in  accordance  with  the  following  detailed  specifi- 
cations. 

They  are  to  be  built  in  molds  in  the  sea  or  in  such  other  position 
as  may  be  directed,  and  exposed  for  easy  inspection  and  for  photograph- 
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ing.  They  shall  be  marked  so  as  to  be  easily  identified,  and  a  careful 
record  of  the  materials  and  methods  used  shall  be  kept  for  each 
specimen. 

Specimens. — The  piers  shall  be  made  16  in.  square  and  16  ft. 
long,  in  such  a  position  that  the  lower  2  ft.  shall  be  permanently 
immersed  in  sea  water;  thus  it  is  improbable  that  the  top  will  ever 
be  immersed. 

There  are  to  be  twenty-four  (24)  piers,  as  follows:  In  the  first 
series  of  nine  specimens,  a  standard  average  composition  Portland 
cement  shall  be  used  throughout,  which  shall  pass  the  standard  specifi- 
cations of  the  American  Society  for  Testing  Materials,  as  required 
by  the  Navy  Department. 

Xo.  1  shall  be  made  of  1  part  of  cement,  1  part  of  sand,  and  2  parts 
of  stone,  and  mixed  quite  dry. 

Xo.  2  shall  be  made  of  the  same  mixture  as  No.  1,  and  mixed  with 
sufficient  water  to  make  the  concrete  plastic. 

Xo.  3  shall  be  the  same  as  Xo.  1,  but  mixed  very  wet. 

Xo.  4  shall  approximate  1  part  of  cement,  2  parts  of  sand,  4  parts 
of  stone,  but  shall  be  proportioned  so  that,  after  a  mechanical  analysis 
of  the  materials,  the  excess  of  cement  over  the  voids  of  the  sand  shall 
be  10^,  and  the  excess  of  mortar  over  the  voids  of  the  stone  shall  also 
be  10  per  cent.    It  shall  be  mixed  quite  dry. 

Xo.  5,  same  proportions  as  Xo.  4,  but  mixed  plastic. 

Xo.  6,  same  proportions  as  Xo.  4,  but  mixed  very  wet. 

Xo.  7,  1  part  of  cement,  3  parts  of  sand,  and  6  parts  of  stone. 
Mixed  quite  dry. 

Xo.  8,  same  as  Xo.  7,  but  mixed  plastic. 

Xo.  9,  same  as  Xo.  7,  but  mixed  wet. 

Xo.  10  shall  consist  of  a  Portland  cement  which  is  free  from  iron. 
One  specimen  shall  be  mixed,  of  the  proportions  1:1:2,  quite  wet. 

Xo.  11  same  cement  as  Xo.  10,  1:3:6,  wet. 

Xo.  12  commercial  Portland  cement  high  in  alumina,  mixed 
1:1:2,  wet. 

Xo.  13  same  cement  as  Xo.  12,  1:3:6,  wet. 

Xo.  14  of  a  commercial  Portland  cement  low  in  alumina,  1:1:2,  wet. 

Xo.  15  same  cement  as  Xo.  14,  1:3:6,  wet. 

Xo.  16  of  an  iron  ore  cement  practically  free  from  alumina,  1:1:2, 
wet. 

Xo.  17  same  cement  as  Xo.  16,  1:3:6,  wet. 

Xo.  18  of  Universal  cement,  1:1:2,  wet. 

Xo.  19  same  cement  as  Xo.  18,  1:3:6,  wet. 

Xo.  20  shall  consist  of  the  same  materials  and  proportions  as  given 
for  Xo.  7,  but  shall  be  most  thoroughly  well  mixed  (much  better  than 
commercial  mixing),  at  the  same  time  being  quite  wet. 
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'No.  21  shall  be  the  same  as  N"o.  7,  but  mixed  with  sea  water,  quite 
wet. 

No.  22  shall  be  mixed  of  ^^  by  weight  of  one  part  of  standard 
Portland  cement  as  No.  7,  yV  part  by  weight  of  hydrated  lime,  3  parts 
of  sand,  6  parts  of  stone,  mixed  wet. 

No.  23  shall  be  of  the  materials  given  for  No.  7  but  in  addition 
shall  contain  Sylvester  mortar  hereinafter  described,  mixed  wet. 

No.  24  shall  be  of  the  materials  in  No.  7  and  in  addition  shall 
contain  5%  by  weight  of  the  cement  of  finely  pulverized  clay,  mixed  wet. 

In  addition,  there  shall  be  fifteen  cubes,  8  in.  on  each  side,  of  1 
part  of  standard  Portland  cement,  1  part  of  sand,  and  2  parts  stone; 
and  fifteen  others  of  the  same  cement,  mixed  1:3:6.  One-third  of 
these,  after  being  thoroughly  set,  shall  be  permanently  immersed  in 
water;  another  third  shall  be  supported  at  about  half  tide;  and  the 
rest  shall  be  kept  permanently  dry  but  exposed  to  the  weather. 

There  shall  also  be  made  briquettes,  of  the  same  cements  and  pro- 
portions of  mortar  as  above  described  for  concrete,  of  such  number 
that  they  can  be  tested  at  intervals  covering  a  period  of  years,  some 
of  which  shall  be  kept  in  the  laboratory,  some  exposed  to  the  same 
conditions  that  the  cubes  will  have;  and  enough  briquettes  shall  be 
made  of  standard  sand  to  compare  the  relative  strength  between  stand- 
ard and  the  materials  actually  used. 

Testing  of  Materials. — All  cement  shall  be  thoroughly  tested  for 
all  physical  properties,  and  shall  be  subjected  to  chemical  analysis.  The 
sand  shall  be  subjected  to  a  thorough  mechanical  and  physical  analysis 
to  ascertain  the  relative  sizes  of  its  grains  and  the  quantity  of  foreign 
matter  which  it  contains,  if  any.  The  same  tests  shall  be  applied 
to  the  stone.  The  various  ingredients,  such  as  sea  water,  hydrated  lime, 
Sylvester  mortar,  and  clay,  shall  be  tested,  in  order  that  the  exact 
nature  of  the  material  may  be  known. 

Sand. — The  sand  shall  be  of  a  good  quality,  commercial  bank  sand, 
clean,  coarse  and  sharp,  as  free  from  all  impurities  and  foreign  matter 
as  can  be  obtained  commercially.  The  stone  shall  be  of  trap  rock 
which  shall  have  passed  a  2-in.  ring  and  have  been  retained  on  a  ^-in. 
ring.    It  shall  be  as  free  from  dust  and  dirt  as  commercially  practicable. 

Mixtures.- — All  materials  shall  be  proportioned  by  volume,  as  given 
above  for  each  specimen.  A  cubic  foot  of  cement  shall  contain  100  lb. 
The  sand  and  stone  shall  be  measured  on  the  basis  that  a  barrel  of 
cement  contains  380  lb.  net  and  measures  3.8  cu.  ft.  Samples  of  the 
sand  and  stone  shall  be  weighed  so  that  the  proportion  by  weight  (as 
well  as  by  volume)  will  be  known. 

The  quantity  of  wntor  to  be  used  shiill  be  accurately  measured  for 
each  batch,  and  shall  bo  proportioned  by  oxporimeiit,  so  that  the  dry 
specimens  shall  just  fail  to  show  moisture  when  tamped  in  place;  the 
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plastic  specimens  shall  just  barely  begin  to  quake  when  tamped;  and 
the  wet  specimens  shall  be  proportioned  so  that  the  mortar  will  flow 
easily  off  the  blade  of  a  shovel  and  shall  be  wet  enough  to  flow  readily 
into  place  without  being  spaded  or  tamped. 

The  Sylvester  mortar  shall  be  mixed  as  follows,  as  given  in  Gillette's 
"Hand  Book  of  Cost  Data",  pages  389  and  following:  A  light-colored 
soft  soap  shall  be  dissolved  in  water,  1^  lb.  to  15  gal.  of  water,  and 
3  lb.  of  powdered  alum  shall  be  mixed  with  each  bag  of  cement.  After 
all  the  materials  of  the  concrete  are  thoroughly  mixed  dry,  water  con- 
taining the  soap  in  solution  shall  be  used  to  mix  the  materials  wet  to 
the  proper  consistency. 

Mi.ring. — All  materials  shall  be  thoroughly  mixed  in  a  batch  con- 
crete mixer  of  approved  type.  They  shall  be  fed  into  the  machine 
as  quickly  as  possible,  and  shall  remain  for  2  min.  after  the  last 
ingredient  is  added.  For  the  specimen  which  is  to  be  extra  thoroughly 
well  mixed,  the  material  shall  remain  in  the  mixer  for  12  min. 

If  the  weather  is  cold,  all  frost  shall  be  removed  from  the  sand 
and  stone  by  heating  before  the  materials  are  placed  in  the  mixer. 

Placing. — The  concrete,  after  mixing,  shall  be  placed  in  the  forms 
as  quickly  and  continuously  as  possible,  and,  after  proper  tamping, 
shall  not  be  again  disturbed.  In  no  case  shall  concrete  which  has  been 
allowed  to  stand  for  more  than  ^  hour  be  used,  and  in  no  case  shall 
i  hour  elapse  between  placing  two  batches  of  concrete  in  the  same 
mould. 

Forms. — The  forms  shall  consist  of  planed  and  matched  spruce  lum- 
ber, so  that  they  may  be  as  tight  as  possible,  and  shall  be  braced  so 
thoroughly  as  not  to  spring  under  the  pressure  of  green  concrete. 
The  forms  shall  be  left  on  for  such  a  length  of  time  that  there  shall 
be  no  damage  to  the  concrete  when  they  are  removed.  The  Inspector 
shall  be  the  judge  as  to  when  it  is  proper  to  remove  the  forms. 

Reinforcement. — The  columns  shall  be  reinforced  with  an  embedded 
steel  bar,  about  §  in.  square,  which  shall  be  bent  into  a  U -shape  and 
run  throughout  the  length  of  the  big  specimens  near  two  diagonally 
opposite  corners,  and  the  loop  shall  project  a  sufficient  distance  above 
the  top  of  column  to  permit  of  its  being  easily  hooked  in  case  it  is 
desired  to  remove  it. 

A  hole,  3  in.  in  diameter,  shall  be  cored  in  the  upper  8  ft.  of  each 
specimen,  to  permit  of  examination  from  time  to  time  to  see  if  water 
has  penetrated  through  the  walls  of  the  concrete  to  the  hole. 

Protection. — After  the  specimens  are  cast,  they  shall  be  protected 
from  freezing,  as  far  as  possible,  until  they  have  set  for  a  period  of 
at  least  5  days,  and,  after  the  forms  have  been  removed,  they  shall  be 
thoroughly  and  substantially  braced,  so  that  there  shall  be  no  danger 
of  their  tipping  over. 
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DISCUSSION 


Mr.  T.  Kenxakd  Thomson,*  M.  A:Nr.  Soc.  C.  E. — This  is  an  interesting 

omson.  p^pgj,  Q^  jjj-^  interesting  subject,  and  should  bring  out  a  full  discussion 
from  experience  in  actual  work. 

The  author  calls  attention  to  the  fact  that  a  mixture  of  one  part  of 
cement  to  two  parts  of  sand  gave  a  better  test  than  the  mixtures  which 
were  not  so  rich  in  cement.  This  is  undoubtedly  due  to  the  fact  that 
a  1 :  2  mixture  comes  nearer  to  having  the  voids  of  the  sand  filled  with 
cement  than  a  poorer  mixture,  and,  of  course,  a  concrete  with  all  the 
voids  filled  has  a  better  chance  of  resisting  the  effects  of  frost  and  of 
any  injurious  chemical  which  may  be  in  the  water  or  air;  and  probably 
explains  why  the  greatest  damage  to  concrete  is  generally  between 
high  and  low  water. 

Some  years  ago  the  speaker  built  a  breakwater,  off  New  Kochelle, 
which  is  subjected  to  storms  with  the  full  sweep  of  Long  Island  Sound 
behind  them.  A  rock  fill  was  used,  up  to  the  low-water  mark,  the  depth 
of  water  at  low  water  being  25  ft.  at  the  outer  end. 

From  low  water  upward  the  stones  were  carefully  placed  to  a  height 
of  14  ft.  (except  for  the  outer  50  ft.),  on  top  of  which  a  12-in.  concrete 
coping  was  placed,  as  individual  stones  would  have  been  displaced  by 
the  storms,  although  the  top  of  the  breakwater  was  9  ft.  above  ordinary 
high  tide. 

At  the  outer  end,  for  50  ft.,  the  built-up  stonework  was  only  8  ft. 
above  low  water,  on  top  of  which  was  placed  a  concrete  block,  7  ft.  high, 
10  ft.  wide  on  the  base,  5  ft.  on  the  top,  and  50  ft.  long ;  a  small  quantity 
of  reinforcement  was  used. 

This  breakwater  has  stood  successfully  the  severe  storms  of  the 
Sound  for  some  11  years;  but  this  year  it  has  been  noticed  that  a  small 
quantity  of  the  concrete  has  seriously  deteriorated  for  a  foot  or  so  at 
the  bottom  and  for  about  a  foot  in  depth. 

It  was  a  little  surprising,  however,  that  this  destruction  occurred 
on  the  inside  or  sheltered  portion  of  the  breakwater,  instead  of  outside, 
where  it  was  exposed  to  the  storms.  This  may  have  been  due  to  the 
fact  that  on  the  exposed  side  of  the  breakwater  any  injurious  chemicals 
from  sewage,  etc.,  would  be  washed  away  instead  of  remaining  in  place, 
as  they  would  on  the  sheltered  side. 

It  has  been  found  impossible  to  get  a  concrete  to  withstand  the  action 
of  impure,  hot  water,  in  some  power-plants.  In  one  case  the  efforts 
have  been  abandoned,  and  a  wooden  lining  has  been  substituted  for  the 
concrete. 

It  would  seem  that  the  three  principal  causes  for  disintegration  of 
ordinarily  good  concrete  in  sea  water  arc:  first,  too  coarse  a  mixture, 
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in  which  the  voids  of  the  sand  or  stone  are  not  filled — thus  allowing       Mr. 
chemicals  to  accumulate;  second,  alternate  freezing  and  thawing,  which  '^  o™son. 
do  far  more  damage  when  the  voids  are  not  filled;  and  third,  the  action 
of  injurious  chemicals  assisted  by  heat. 

The  remarks  in  the  discussion  about  sand  recall  an  attempt  of  a 
railroad  contractor,  many  years  ago,  to  make  the  railroad  haul  free  of 
charge  for  110  miles  a  fine  beach  sand,  because  the  local  sand  appeared 
to  contain  too  much  loam.  The  speaker  made  three  sets  of  tests:  first, 
with  regular  testing  quartz;  second,  with  the  loamy  sand;  and  third, 
with  the  fine  beach  sand.  The  tensile  strength  developed  by  the 
briquettes  of  the  quartz  and  loamy  sand  were  almost  the  same,  and 
those  made  with  the  clean  but  fine  sand  gave  only  half  the  strength  of 
the  others.  As  strength  in  the  concrete  was  what  was  wanted,  the  work 
was  finished  with  the  loamy  sand. 

J.  J.  Yates,*  Assoc.  M.  Aji.  Soc.  C.  E. — The  question  of  the  action    Mr. 
of  sea  water  on  concrete  is  of  great  importance,  as  it  affects  the  per-  ^^^^^' 
manency  of  such  a  large  number  of  important  structures  which  have 
been,  or  may  be,  built  in  sea  water.     This  paper  adds  much  valuable 
information  on  a  subject  that  has  received  far  too  little  study. 

The  speaker,  however,  thinks  that  one  important  phase  which  has 
not  been  considered  is  injury  to  concrete  structures  by  floating  ice 
or  floating  debris,  resulting  in  the  breaking  up  of  the  surfaces  and 
the  exposure  of  the  interior  concrete  to  the  action  of  sea  water. 

From  observations  of  existing  structures,  extending  over  a  period 
of  about  15  years,  the  speaker  is  led  to  the  opinion  that,  in  setting, 
a  surface  is  formed  on  concrete  which  will  resist  successfully  the  action 
of  sea  water  on  the  cement;  and  that,  as  long  as  this  surface  is  main- 
tained in  good  condition,  no  destructive  action  due  to  sea  water  may 
be  expected.  In  other  words,  he  is  of  the  opinion  that  concrete 
surfaces  are  first  injured  or  broken  up  by  drifting  material,,  and 
that,  after  they  are  thus  broken  up,  the  concrete  is  not  able  to 
resist  the  action  of  the  sea  water.  Observations  indicate  that  this 
action,  after  it  once  starts,  continues,  and  is  accelerated  by  the  wearing 
away  of  the  disintegrated  surfaces  by  drifting  ice  and  other  material, 
or  by  the  alternate  freezing  and  thawing  of  the  concrete  surfaces 
between  tides.  By  one  of  these  means,  the  disintegrated  concrete  is 
removed,  continually  exposing  a  fresh  surface  to  the  action  of  the 
sea  water. 

As  examples  of  the  action  of  sea  water  on  concrete,  the  following 
are  given: 

The  concrete  masonry  of  the  old  center  piers  of  the  Hackensack 
and  Passaic  River  Bridges  of  The  Central  Railroad  Company  of  New 
Jersey    were    constructed    about    1870    of    Rosendale    cement.      The 
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Mr.  concrete  of  these  piers  was  deposited  in  a  circular,  wrought-iron, 
floating  caisson,  which  was  sunk  in  position  to  a  depth  of  about  12  ft. 
on  a  previously  prepared  pile  foundation.  About  1888  or  1889  the 
iron  superstructure  was  renewed,  making  use  of  the  old  piers.  When 
inspected  about  1902  it  was  found  that  the  iron  caisson  had  com- 
pletely disappeared,  to  a  depth  of  several  feet  below  low  water,  and 
that  the  concrete  had  been  eaten  away  between  high  and  low  water 
to  a  depth,  in  some  cases,  of  about  2  ft.  These  piers  were  repaired  by 
patching  with  concrete  behind  a  steel  plate  band  extending  around 
each  pier. 

The  piers  were  not  exposed  to  drifting  material,  as  they  were  pro- 
tected or  practically  enclosed  by  pile  and  timber  fenders  of  a  type 
generally  used  at  draw-bridges.  Considerable  trouble  was  experienced, 
however,  from  ice  forming  around  the  piers.  In  fact,  during  extreme 
high  tide  conditions,  the  operation  of  the  lower  of  the  draw-bridges 
was  seriously  interfered  with  by  ice  clogging  the  bearing  wheels  on 
the  center  pier. 

In  1912  both  the  substructure  and  the  superstructure  were  removed, 
and  temporary  structures  were  built  at  one  side  for  the  purpose  of 
building  new  bridges. 

During  1903  to  1905  The  Central  Railroad  Company  of  New  Jersey 
replaced  its  draw-bridge  over  Newark  Bay,  about  |  mile  from  its  mouth 
or  junction  with  Staten  Island  Sound,  with  two  bascule  spans.  The 
seven  concrete  piers  required  were  deposited  in  air  within  wooden 
floating  caissons  which  were  sunk  to  a  depth  of  about  30  ft.  on  prepared 
pile  foundations.  Sea  water  was  not  allowed  to  come  in  contact  with 
the  concrete  until  it  had  had  time  to  become  thoroughly  set. 

The  concrete  was  composed  of  1  part  of  cement,  3  parts  of  sand, 
and  5  parts  of  l^-in.  broken  trap  rock.  The  following  is  a  represen- 
tative test  analysis  of  the  cement  used: 

Sulphuric  acid 1.38%  Magnesia  1.54% 

Gravity    3.0G  Water  and  steam  tests. O.  K. 

Initial  set 1  hr.  Hard  set 4  hr.  30  min. 

Eesidue,  No.  200  sieve. 27.5%  Residue,  No.  100  sieve.  .8.0% 

One-day   test 385  lb. 

One-week  test 71()  lb. 

One-week  test,  sand 315  lb. 

The  concrete  was  deposited  under  the  supervision  of  experienced 
men,  who  stated  that  all  the  piers  were  treated  in  the  same  manner. 

Shortly  after  the  timber  caisson  was  removed,  Pier  5  was  injured 
between  high  and  low  water  by  a  floating  barge.  This  injury  was 
repaired  by  patching  with  concrete.  Examinations  of  this  pier  in  1909 
showed  that  the  natch  liad  disappeared  entirely,  and  that  the  concrete 
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was  being  eaten  away  gradually  between  high  and  low  water  at  the  Mr. 
point  of  injury.  All  the  remaining  piers  except  two  showed  some 
deterioration  of  the  concrete  between  high  and  low  water.  In  the 
case  of  Pier  5  the  concrete  was  eaten  away  to  a  depth  of  20  in.  Two  . 
piers  showed  practically  no  deterioration.  An  examination  by  a  diver 
in  1909  showed  that  there  was  no  deterioration  of  any  of  the  piers 
below  a  point  about  1  ft.  below  mean  low  water.  From  observations, 
the  piers  most  affected  were  those  which  had  the  greatest  exposure 
to  floating  ice  or  drift. 

Attempts  were  made  to  get  samples  of  the  disintegrated  concrete 
for  the  purpose  of  making  a  chemical  analysis  to  determine,  if  prac- 
ticable, the  action  of  the  sea  water.  This  was  found  impracticable, 
but  when  the  samples  were  first  removed  and  still  wet,  a  large  number 
of  crystals  of  a  white  salt  were  visible,  and  these  seemed  to  disappear 
entirely  as  the  concrete  dried  out. 

These  piers  have  been  repaired  several  times — once  with  a  cement 
gun,  which  latter  repair  lasted  about  4  years.  The  repairs  have  some- 
what retarded  the  disintegration  of  the  concrete,  but  the  destructive 
action  has  been  found  to  be  practically  continuous.  It  is  very  notice- 
able that  the  action  is  not  general  over  the  whole  surface,  but  is 
rather  confined  to  spots,  such  as  the  injured  section  of  Pier  5. 

Another  example  may  be  cited,  not  particularly  for  the  disintegrat- 
ing action  of  the  sea  water,  but  rather  on  accotmt  of  the  fact  that  a 
sample  of  the  white  salt,  mentioned  in  reference  to  the  Newark  Bay 
Bridge,  was  obtained  and  analyzed;  this  is  the  bridge  of  The  Central 
Railroad  Company  of  New  Jersey  over  the  Shrewsbury  River  about  a 
mile  from  its  outlet  in  Sandy  Hook  Bay,  and  built  in  1913.  Ten 
piers  were  constructed  in  sea  water,  and  of  these,  two  showed  signs 
of  failure  about  a  year  after  they  were  built.  These  piers  were  rebuilt, 
and  an  investigation  into  the  cause  of  the  failure  developed  the  fact 
that,  in  both  of  them,  the  concrete  of  the  foundations,  which  had  been 
deposited  in  water  with  a  tremie,  had  been  deposited  at  low  tide,  when 
the  chute  to  the  tremie  was  very  flat.  The  concrete  mixer  had  been 
on  a  floating  barge,  and  the  low  tide  had  caused  the  flat  condition  of 
the  chute  which  resulted  in  the  concrete  being  mixed  very  wet  and 
the  tremie  not  being  kept  full  of  concrete  during  the  process  of 
depositing. 

The  concrete  foundations  of  these  piers  failed  completely,  and 
when  removed  showed  stratiflcation,  consisting  of  alternate  layers  of 
a  putty-like  substance  and  of  sand  and  gravel  with  a  little  cement,  or 
rather,  a  very  weak  mixture  of  concrete.  Samples  of  this  mixture  were 
taken,  and  the  small  crystals  of  white  salt  were  plainly  visible  when 
the  concrete  was  flrst  removed  and  before  it  had  time  to  dry  out. 
Enough  of  this  white  powder  was  collected,  and  an  analysis  was  made 
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Mr.     by  Mr.  C.  M.  Chapman,  Engineer  of  Tests,  of  Westinghouse,  Church, 
Yates.  j^gj.j.  ajj(j  Company,  a  copy  of  which  is  as  follows : 

"We  have  made  an  analysis  of  the  sample  of  white  powder  which 
was  scraped  from  the  sample  of  disintegrated  concrete  from  the  Shrews- 
bury River  bridge  pier,  with  the  following  results : 

"Free  Silica Si  O^ 57.64% 

^1""^^^^ \mIoI\   -44 

Calcium Ca 6.83 

Magnesium Mg 8.66 

Chlorides CI 1.82 

"The  large  amount  of  silicia  is  undoubtedly  due  to  the  grains  of 
sand  which  were  scraped  off  the  concrete  with  the  sample.  Eliminating 
the  silica  from  consideration,  we  find  that  the  sample  is  made  up  of 
approximately  equal  parts  of  magnesium,  calcium,  and  iron  alumina 
oxides.  The  magnesium  is  somewhat  in  excess  of  the  calcium,  which 
indicates  a  transfer  of  the  calcium  and  magnesium  bases  between  the 
cement  in  the  concrete  and  the  salt  in  the  sea.  water.  The  magnesium 
of  the  sea  water  replaces  the  calcium  of  th'e  cement.  This  action 
can  only  take  place  where  the  sea  water  has  free  access  to  the  cement, 
or,  in  other  words,  at  points  where  the  concrete  is  quite  porous.  In 
a  dense  concrete  such  action  could  not  take  place,  or  would  be  so 
slow  that  it  would  be  almost  negligible." 

At  the  south  or  up-stream  end  of  one  of  these  piers,  when  examined 
about  6  months  ago,  there  was  disintegration  over  a  small  area  to  a 
depth  of  about  2  to  3  in.  between  high  and  low  water.  This  end  of 
the  pier  is  very  much  exposed  to  damage  from  floating  ice. 

Another  example  of  the  deterioration  of  concrete  in  sea  water  is 
one  of  the  piers  of  the  bridge  of  The  Central  Railroad  Company  of 
New  Jersey  over  the  Elizabeth  River  at  Elizabethport,  N.  J.  Due 
to  delays  which  were  beyond  control,  it  was  necessary  to  deposit  the 
concrete  for  these  piers  in  freezing  weather.  Parts  of  the  surfaces  of 
the  piers  were  injured  slightly  by  freezing,  which  resulted  later  in  a 
peeling  of  the  surfaces.  These  surfaces  were  patched  with  a  cement 
gun,  and  have  shown  no  further  peeling,  with  the  exception  that  the 
patching  on  the  down-stream  end  of  one  of  the  piers  has  fallen  off. 
Where  the  injured  surface  of  this  pier  is  between  high  and  low  water 
the  concrete  has  disintegrated  to  a  depth  of  from  4  to  6  in. 

The  water  of  this  stream  is  salt,  but  is  apt  to  carry  a  large  mixture 
of  sewage  and  fresh  water.  The  pier  surfaces  are  covered  with  slime 
between  high  and  low  water,  but,  with  the  exception  noted,  show  no 
deterioration  such  as  might  result  from  the  action  of  salt  water. 

In  regard  to  the  construction  of  the  New  Ilackensack  and  Passaic 
River  Bridges  by  The  Central  Railroad  Company  of  New  Jersey  in 
ini2-14,   it  may  be  of  interest  to  note  that,  due  to  experience  with 
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the  disintegration  of  concrete  in  sea  water,  it  was  decided  to  build     Mr. 
those  i)ortions  of  the  piers  between  high  and  low  water  with  a  granite    *  ^®' 
facing,   backed  up  by   a  concrete  interior.     This  granite  facing  was 
carried  from  a  point  2  ft.  below  mean  low  water  to  a  point  2  ft.  above 
high  water. 

Practically  the  whole  of  the  12  000  cu.  yd.  of  concrete  in  the  foun- 
dation of  these  piers  was  deposited  in  water  with  drop-bottom  buckets. 
The  channel  piers  extended  to  a  depth  of  30  ft.  below  low  water,  and 
the  concrete  was  deposited  continuously  within  timber  coffer-dams  up 
to  a  point  2  ft.  below  low  water.  About  a  day  after  the  completion 
of  the  concrete,  the  water  was  pumped  down,  the  laitance  was  removed 
from  the  upper  surface,  and  the  construction  of  the  remaining  portions 
of  the  piers  was  carried  on  in  the  air. 

The  concrete  was  composed  of  1  part  of  Portland  cement,  2  parts 
of  washed  Cow  Bay  sand,  and  4  parts  of  washed  and  graded  gravel. 

In  experimenting  with  different  concrete  aggregates,  it  was  found 
that  when  Cow  Bay  sand  and  gravel  were  used,  2  to  3  in.  of  laitance 
would  result  in  depositing  a  depth  of  15  ft.  of  concrete  under  water. 
When  Cow  Bay  sand  and  l^-in.  broken  trap  rock  (dust  screened  out) 
were  used,  the  result  was  about  double  that  quantity  of  laitance.  For 
this  reason  practically  all  the  work  was  done  with  the  gravel. 

Examinations  of  the  under-water  surfaces  by  a  diver,  shortly  after 
the  completion  of  the  structure,  developed  no  defects,  except  that  on  one 
of  the  piers  there  was  found  a  wedge-shaped  horizontal  band  of  laitance, 
from  4  to  6  in.  wide,  a  section  of  which  the  diver  was  able  to  remove 
to  a  depth  of  about  4  in.  Investigations  showed  that  this  band  of 
laitance  was  due  to  several  days'  stoppage  of  the  work  of  depositing 
the  concrete  at  this  level,  and  that,  although  attempts  had  been  made 
to  remove  the  laitance  with  a  clam-shell  bucket  and  the  help  of  a 
diver  before  the  depositing  was  again  started,  the  efforts  were  not 
entirely  successful. 

Annual  general  inspections  of  all  the  structures  on  the  Central 
Railroad  are  made  by  the  Bridge  Engineer,  and  no  disintegration 
similar  to  that  found  in  salt  water  has  ever  been  observed  in  concrete 
piers  in  fresh-water  streams,  although  in  many  cases  the  concrete  is 
exposed  to  damage  from  floating  ice.  Concrete  surfaces  have  been 
foxmd  injured  (probably  by  floating  ice),  but  no  disintegration  has 
taken  place.  This  rather  disproves  the  theory  that  the  disintegration 
of  concrete  in  sea  water,  between  tides,  is  due  solely  to  the  alternate 
freezing  and  thawing  of  the  concrete. 

The  result  of  the  speaker's  experiences  with  the  structures  cited 
leads  him  to  believe  that  concrete  can  be  used  safely  in  sea  water,  pro- 
vided there  is  no  danger  of  the  surfaces  being  injured  by  floating 
material.     Where  such  action  is  at  all  likely  to  take  place,  it  has  been 
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Mr.     decided  to  use  a  stone  facing  backed  up  with  concrete.     The  speaker 
"■  ^^'  has  no  hesitation  in  using  properly  deposited  concrete  to  a  point  2  ft. 

below  low  tide,  or  to  a  height  that  is  below  any  likelihood  of  injury 

by  floating  material. 

Mr.  J.  E.  McClintock,*  M.  Am.  See.  C.  E.— The  speaker  had  an  experi- 

ciintock.  ence,  at  Clarksburg,  W.  Va.,  with  disintegration  of  some  concrete 
beams  across  the  top  of  an  open  coagulating  basin.  These  beams  are 
normally  above  the  water  level,  but  at  times,  owing  to  careless  operation 
of  the  pumps,  they  are  alternately  submerged  and  exposed,  causing 
in  cold  weather  very  severe  freezing  conditions. 

The  basin  was  constructed  7  years  ago,  and  after  about  5  years 
probably  two-thirds  of  these  beams  were  almost  completely  disinte- 
grated, the  concrete  looking  practically  like  a  loose  shale.  The  other 
beams,  although  under  the  same  conditions,  were  practically  intact. 

As  far  as  known,  there  was  no  difference  in  construction  methods. 
They  were  all  built  by  the  same  gang,  with  the  same  foreman,  and 
presumably  of  the  same  materials.  It  is  possible,  however,  that  in 
some  of  these  beams  use  was  made  of  a  local  stone  which  is  subject  to 
disintegration  when  exposed  to  the  weather.  There  were  some  delays 
in  the  shipment  of  the  hard  limestone  regularly  used,  and  it  is  very 
likely  that  some  of  the  poor  local  stone  may  have  been  used,  in  order 
to  avoid  waiting. 

The  contractor  on  this  work  had  rather  a  disappointing  experience 
with  the  local  stone.  In  excavating  for  a  reservoir,  probably  4  000 
or  5  000  cu.  yd.  of  stone  were  piled  up  to  be  used  later  for  concrete. 
After  this  material  had  remained  piled  up  nearly  a  year,  it  was  found 
to  have  weathered  to  almost  a  soft  clay.  When  taken  out  it  appeared 
to  be  a  good  hard  stone. 

The  other  concrete  structures  at  Clarksburg,  including  a  filter  plant 
and  a  1 000  000-gal.  concrete  tank,  were  substantially  impervious  to 
water,  as  judged  by  leakage  measurements,  and  it  is  puzzling  to  \inder- 
stand  just  why  the  beams  proved  to  be  so  porous  as  to  allow  the 
entrance  of  water  to  cause  their  disintegration. 

There  is  another  factor  which  should  be  mentioned.  The  river 
water  receives  a  great  deal  of  acid  mine  waste,  and  the  sulphur  com- 
pounds may  have  had  some  effect  on  the  concrete.  This,  however, 
would  not  explain  a  selective  action  on  some  parts  and  not  on  others. 
Probably  the  best  explanation  is  that  poor  stone  was  use;l  in  a  portion 
of  the  beams,  and  good  stone  in  the  rest.  The  stone  was  of  a  nature 
between  a  shale  and  a  sandstone.  The  different  strata  change  gradually 
from  a  true  shale  into  a  sort  of  stone  locally  called  sandstone. 

,.v,.l,,  •  New    York    City. 
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S.  B.  Williamson,*  M.  Am.  Soc.  C.  E. — Before  the  construction  of  Mr. 
the  locks  on  the  Panama  Canal,  there  were  several  independent  investi-  son. 
gations  as  to  the  effect  of  sea  water  on  concrete,  and  all  the  information 
obtainable  was  gathered  at  that  time.  According  to  the  speaker's 
memory,  the  failures  recorded  were  due  largely  to  porous  or  pervious 
concrete.  On  the  strength  of  this  information,  the  .engineering  authori- 
ties on  the  canal  agreed  to  use  concrete  in  the  lock  construction ;  and  in 
the  lower  parts  of  the  locks  that  were  subject  to  sea  water  a  richer 
mixture  was  used. 

At  Miratlores.  where  there  is  a  20-ft.  tide,  and  the  lock  gates  are 
about  S3  ft.  high,  an  interesting  condition  developed:  It  was  found 
that  the  difference  in  the  weight  of  the  salt  water  on  the  lower  side 
and  the  fresh  water  on  the  inside  of  the  gates  made  it  possible  to  have 
a  head  of  about  18  in.  on  the  lower  side  of  the  gates,  tending  to  force 
them  open  when  the  lock  was  full. 

In  order  to  discover  a  means  of  overcoming  this,  a  number  of  experi- 
ments were  carried  out,  and  it  was  finally  ascertained  that,  by  turning 
up  the  lower  ends  of  the  culverts  so  as  to  discharge  at  a  certain  ele- 
vation, the  inter-mixture  or  diffusion  took  place  in  such  a  way  as  to 
equalize  the  pressure  heads. 

Thus  far,  the  concrete  in  the  locks  has  shown  no  signs  of  disin- 
tegration. There  has  been  some  disintegration,  however,  in  the  concrete 
docks  built  at  Balboa.  These  are  reinforced  docks,  supported  by  rein- 
forced concrete  cylinders,  and  some  of  the  floor  girders  are  partly 
submerged  at  extreme  high  tide.  These  show  some  disintegration, 
especially  where  cracks  have  appeared,  but  as  yet  there  is  nothing 
serious. 

Great  care  was  taken  in  the  composition  and  placing  of  the  concrete 
in  the  locks,  particularly  where  they  will  be  subject  to  sea  water,  and 
the  speaker  believes  that  the  concrete  is  impervious  and  will  not  be 
readily  attacked. 

Waldo  C.  Briggs,!  M.  Am.  Soc.  C.  E. — There  is  one  point  which  Mr. 
the  speaker  would  very  much  like  to  have  developed.  If  "the  addition 
of  clay  to  the  cement  had  a  slightly  beneficial  result"  with  the  concrete 
subjected  to  such  unusual  conditions,  why  not  modify  the  customary 
specification  for  sand,  requiring  it  to  be  "clean  and  sharp",  to  read 
"clean  and  sharp,  free  from  dirt,  loam,  mica,  and  organic  matter,  and 
shall  contain  not  more  than  5%  by  volume  of  clay"  ?:}: 

It  happens  sometimes  that  what  appears  to  be  a  very  good  grade  . 
of  sand  is  encoimtered  in  excavation  made  in  connection  with  con- 
struction   work;    but    if    this    sand    contains    clay,    it    necessarily    is 
rejected  if  the  specifications  require  it  to  be  clean. 

*   New  York  City. 
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Mr.  Charles  S.  Bilyeu,*  Assoc.  M.  Am.  See.  C.  E. — A  curve  of  maxi- 

mum density,  or  an  ideal  curve  for  the  combination  of  sand  and  aggre- 
gate, has  been  plotted  from  the  results  of  an  extended  series  of  tests  by 
William  B.  Fuller  and  Sanford  E.  Thompson,  Members,  Am.  Soc.  C.  E., 
at  Jerome  Park  Reservoir,  New  York  City,  in  1902-04. 

The  speaker's  criticism  of  specifications  refers  particularly  to  those 
for  reinforced  concrete  buildings.  It  is  true  that  such  specifications  are 
frequently  prepared  in  architects'  offices,  and  that  engineers  are  not 
responsible  for  them.  They  generally  cover  adequately  the  testing  of 
the  cement,  but  rarely  contain  any  requirement  for  the  analysis  of  the 
sand  and  aggregate. 

The  speaker  has  been  called  on,  from  time  to  time,  to  make  tests 
of  materials  (particularly  sand)  used  in  large  and  important  buildings. 
In  several  instances  the  sand  has  been  found  to  contain  an  abnormally 
large  percentage  of  very  fine  grains,  and  to  be  otherwise  unsuitable  for 
use  in  work  of  such  character.  Tests  of  this  nature  are  usually  arranged 
for  only  after  the  work  is  well  under  way  and  after  it  has  been  found 
that  the  concrete  has  not  developed  proper  strength. 

In  the  speaker's  opinion,  careful  sand  and  aggregate  analyses  are 
very  important  investigations,  and  are  absolutely  necessary  for  safe  and 
economical  concrete  construction. 

Mr.  W.  E.  Day,*  Assoc.  M.  Am.  Soc.  C.  E.— In  line  with  the  discussion 
■  of  sand  mixtures,  an  incident  on  some  construction  work  during  the 
past  season  might  be  described.  A  sand  pit  was  opened,  about  2i 
miles  from  the  work,  which  contained  a  sand  of  excellent  quality.  The 
testing  laboratory  reported  that  it  was  very  clean,  and  that  the  per- 
centages of  various  sizes  were  such  as  to  make  it  an  almost  perfect 
sand  for  concrete. 

On  account  of  the  long  haul,  the  experiment  was  made  of  mixing 
this  pit  sand  with  a  very  fine  beach  sand,  containing  considerable 
loam,  which  was  right  on  the  works.  Test  cubes  and  briquettes  were 
made  with  pit  sand  containing  from  0%  to  45%  of  beach  sand.  These 
cubes  and  briquettes  were  tested  after  being  stored  30  days,  and  the 
results  showed  that  adding  up  to  30%  of  beach  sand  improved  the 
strength  of  the  concrete,  as  compared  with  concrete  made  from  the 
so-called  perfect  sand. 

Mr.    •        KoREiJT  RinowAY,*  M.  Am.  Roc.  C.  E. — It  is  generally  agreed  that 

Kway.  ^j^^  grading  of  sand  is  very  important.    A  well-graded  sand  containing 

a  small  quantity" of  clay  is  preferable  to  a  poorly-graded  sand  which  is 

free  from  impurities,  particularly  if  the  sand  is  uniformly  fine.     It  is 

well,  however,  to  reduce  the  quantity  of  clay  and  other  iniimritios  to  a 
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minimum,  and  what  one  should  strive  to  get  is  a  clean,  well-graded  Mr. 
sand.  The  speaker  does  not  agree  with  those  who  have  advocated  the 
use  of  a  small  quantity  of  clay  to  inci-ease  the  density  of  the  concrete. 
It  is  better  to  omit  the  clay  and  substitute  a  little  more  cement,  in 
order  to  secure  this  density,  thereby  increasing  the  strength  of  the 
concrete  as  well.  If  the  clay  appears  as  lumps  in  the  sand,  it  is 
obviously  more  objectionable,  as  Mr.  Fuller  states,  than  if  in  the  form 
of  a  powder.  The  holes  often  seen  in  the  surfaces  of  cement  walks 
and  in  the  faces  of  concrete  walls  are  generally  caused  by  the  dis- 
solving of  lumps  of  clay  which  were  incorporated  in  the  mix. 

Mention  has  been  made  of  limestones  as  concrete  aggregates.  The 
use  of  limestones  was  not  permitted  in  the  Catskill  Aqueduct  specifi- 
cations for  pressure-tunnel  lining  because  of  their  solubility.  This 
was  the  result  of  a  careful  study  of  the  subject  by  the  Designing  Divi- 
sion of  the  Board  of  Water  Supply  before  the  specifications  were  pre- 
pared. It  was  found,  in  a  number  of  instances,  that  concrete  had 
disintegrated,  due  to  the  solubility  of  the  coarse  aggregate.  A  notable 
example  cited  was  that  of  the  Thirlmere  Aqueduct  for  the  City  of 
Manchester,  England.  In  this  case,  as  the  speaker  understands  it,  an 
almost  pure  limestone  was  used,  and  the  soft  water  in  the  Aqueduct 
dissolved  it  to  such  an  extent  that  the  concrete  was  badly  disin- 
tegrated. In  most  works,  however,  limestones  are  not  prohibited;  for 
example,  the  Public  Service  Commission  specifications  for  subway 
construction  in  Xew  York  City  permit  the  use  of  "Sound,  hard, 
broken  limestone." 

In  driving  the  new  rapid  transit  tunnel  under  the  East  River  from 
Old  Slip,  Manhattan,  last  year,  the  shield  working  under  compressed 
air  encountered  the  concrete  foundation  of  the  wall  at  the  river  bulk- 
head line.  This  concrete  had  been  deposited  in  bags  under  the  salt 
water  by  the  Department  of  Docks  and  Ferries  of  New  York  City 
about  10  years  before.  The  mix  was  said  to  be  1 :  2 :  5,  and  it  was  found 
to  be  in  excellent  condition,  as  sound  and  dense  as  though  it  had  been 
placed  behind  forms  in  the  dry.  The  burlap  of  the  bags  was  still 
there,  but  the  concrete  was  bonded  so  well  that  it  looked  like  good  mass 
concrete.     There  was  no  sign  of  any  disintegration. 

George  W.  Fuller,*  M.  Am.  Soc.  C.  E. — This  discussion  brings  out  Mr. 
four  leading  points :  First,  that  imperviousness  of  concrete  is  a  sine  ^^"^'■■ 
qua  non  for  structures  subjected  to  a  fluctuating  water  line;  secondly, 
laitance  must  be  carefully  guarded  against;  thirdly,  there  is  the 
question  of  temperatures,  in  relation  to  disintegration  by  alternalie 
freezing  and  thawang;  and,  fourthly,  there  is  the  question  of  what 
may  be  brought  about  by  organic  matters  and  their  decomposition 
to  form  acids  under  putrefactive  processes. 

•  New  York  City. 
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Mr.  Sanitary  engineers  know  well,  in  connection  with  water-works  and 

■  sewerage  structures,  what  porous  concrete  may  signify,  especially  as 
to  the  stability  and  integrity  of  structures  above  and  near  the  flow 
line,  as  ordinarily  seen. 

Mr.  McClintock  has  given  some  interesting  observations  on  concrete 
sedimentation  basins  of  the  water-works  plant  at  Clarksburg,  W.  Va. 
This  shows  what  freezing  and  thawing  may  do,  in  the  absence  of  any 
acids  or  organic  matter  to  decompose  the  structures,  where  concrete, 
probably  not  as  impervious  as  it  should  be,  is  subject  to  the  various 
influences  of  the  elements,  especially  where  there  is  a  fluctuating  flow 
line. 

!N'ow  for  a  few  words  in  respect  to  the  fourth  element,  and  that  is 
the  disintegration  of  concrete,  mortar,  or  brick,  under  those  circum- 
stances where  the  decomposition  of  organic  matters  of  sewage  or 
polluted  water  may  bring  about  substances  which  produce  acids. 

That  is  probably  an  old  story.  It  has  been  debated,  year  in  and 
year  out,  in  relation  to  the  question  as  to  whether  concrete  is  as  good 
as  brick  for  large  sewers. 

It  is  a  fact  that  the  organic  matters  contained  in  sewage  under 
some  circumstances  will  undergo  bacterial  decomposition,  and  that 
the  sulphur  compounds  in  the  organic  matters  will  be  changed  to 
sulphureted  hydrogen,  in  the  complete  absence  of  dissolved  atmospheric 
oxygen,  and  in  the  presence  of  the  right  kinds  of  bacteria  which  ordi- 
narily grow  there.  It  is  a  further  fact  that,  when  bacterial  agencies 
bring  about  what  are  commonly  called  putrefactive  changes,  sulphureted 
hydrogen  and  other  products  of  putrefaction  may  be  obtained  from 
mineralized  sulphur  compounds,  such  as  sulphate  of  lime  or  magnesia, 
and  found  in  cement,  fresh  water,  and  sea  water. 

Sea  water  is  so  highly  mineralized  that  we  probably  do  not  realize 
what  opportunities  there  are  for  the  formation  of  compounds  of  a  dis- 
solving nature.  Neither  do  we  know  what  inter-reactions  may  produce, 
in  conjunction  with  putrefaction,  as  to  solvents  from  magnesium 
chloride  and  other  neutral  salts  of  a  supposedly  stable  and  non-corrosive 
nature  with  respect  to  concrete. 

The  formation  of  sulphureted  hydrogen  does  not  cause  an  appreci- 
able corrosion  of  fairly  good  concrete  below  the  minimum  water  line 
of  a  sewer,  septic  tank,  or  pier  of  concrete,  so  far  as  the  speaker's 
observations  and  studies  go.  Even  in  septic  tanks,  he  has  heard  of  only 
one  instance  of  serious  disintegration  of  concrete  in  the  lower  part 
of  the  structure,  and  that  was  in  the  case  of  a  tank  in  the  arid  regions 
of  the  Southwest. 

Sulphureted  hydrogen  must  be  converted  into  sulphuric  acid  in 
order  to  develop  corrosive  properties.  This  is  effected  when  the  gaseous 
sulphureted  hydrogen  rises  above  the  water,  meets  the  oxygen  of  the 


DISCUSSION"  ON  TESTS  OF  CONCRETE   IN  SEA   AVATEK  687 

air,  and  in  the  presence  of  moisture.    This  is  why  sewers,  septic  tanks,     Mr. 
and  piers  are  disintegrated  above  and  not  below  the  flow  line.     Of 
course,  this  solvent  action  varies  in  intensity  with  the  porosity  of  the 
concrete,  effect  of  freezing,  etc. 

The  outfall  sewer  of  Los  Angeles  showed  disintegration  of  mortar 
and  signs  of  deterioration  of  brick  in  manholes  beyond  the  main  siphon, 
but  not  below  the  flow  line.  When  the  atmosphere  with  its  oxygen 
was  e-xcluded,  this  disintegration  was  stopped  to  a  surprisingly  satis- 
factory extent. 

Much  sulphureted  hydrogen  does  not  escape  into  the  atmosphere, 
as  it  combines  with  iron  salts  to  form  the  black  ferrous  sulphide  of 
iron,  which  gives  liquids  in  process  of  putrefaction  their  black  charac- 
teristic appearance.  This  is  why  the  sludge  of  septic  tanks  is  black, 
and  why  the  sediment  in  pump  wells  and  settling  basins  is  black,  as 
was  reported  in  detail  by  the  speaker  some  20  years  ago  in  his  water 
purification  investigations  at  Cincinnati. 

Laitance  should  certainly  be  kept  within  reasonable  limits,  other- 
wise undesired  results  are  to  be  expected.  Undoubtedly,  the  pendulum 
is  swinging  back  from  the  very  wet  mixes  of  recent  years  toward  the 
dry  mixes  of  20  years  ago.  However,  the  mix  should  not  be  so  dry 
as  to  make  it  problematical  as  to  removing  entrained  air  from  the  pores 
of  the  concrete. 

It  is  feasible  to  use  sand  with  a  moderate  quantity  of  silt  or  clay 
without  vitiating  the  integrity  of  a  structure,  if  that  fine  material  can 
actually  be  used  as  filling  ixtiiformly  a  certain  portion  of  all  voids  of 
the  sand  as  a  substitute  for  cement;  but  if  such  silt  or  clay  is  in  lumps 
or  is  otherwise  irregularly  and  improperly  dispersed  in  the  voids  of 
the  sand,  the  programme  becomes  invalid. 

Fine  material  is  objectionable  if  it  occurs  as  a  coating  on  the  sand 
particles,  as  it  weakens  the  concrete;  or  if  it  contains  sufficient  organic 
matter  to  interfere  with  the  setting  of  the  concrete;  or  if  it  is  flaky  or 
of  such  character  as  to  produce  lumps,  on  mixing  the  concrete. 

On  the  other  hand,  fine  material  may  add  materially  to  the  imper- 
viousness  and  density  of  the  concrete.  This  is  a  function  of  the  mix  of 
concrete,  the  nature  and  quantity  of  the  fine  material;  the  percentage 
of  voids  in  the  sand;  and  the  relative  size  and  shape  of  the  sand 
particles. 

As  Mr.  Ridgway  says,  clean  sand  filled  with  an  excess  of  cement  has 
marked  advantages  in  the  direction  of  safety;  but  this  is  not  always 
practicable  in  some  localities,  or  worth  its  cost  in  others — as  compared 
with  using  sand  with  fine  material  in  it. 

At  York,  Pa.,  the  local  building  sand  is  a  crushed  rock  containing 
10%  or  more  of  fine  material  passing  a  100-mesh  sieve.  It  was  used 
with  satisfaction  on  several  hundred  thousand  dollars  worth  of  work 
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Mr.     Oil  outfall  sewers,  pumping  station,  and  sewage  treatment  plant.    Ai)par- 

^'^'  ently,  this  material  did  not  form  lumps.     Its  use  saved  the  needless 

added  cost  of  obtaining  other  sand  transported  from  a  long  distance. 

However,  this  is  a  procedure  which  ought  not  to  be  adopted  without 

careful  investigation  in  each  local  case. 

Mr.  A.  H.  EiiETT,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — The  subject 
of  the  disintegrating  action  of  sea  water  on  concrete  has  received 
much  discussion  among  engineers,  and  the  results  of  the  tests  at  the 
Boston  Navy  Yard,  as  described  by  Mr.  Bakenhus,  seem  to  the 
writer  to  throw  some  light  on  the  subject  and  point  to  one  primary 
and  basic  cause  of  disintegration.    This  is  the  porosity  of  the  concrete. 

In  Technologic  Paper  No.  12,  of  the  Bureau  of  Standards,  on  the 
"Action  of  the  Salts  in  Alkali  Water  and  Sea  Water  on  Cements",  it  is 
stated  that  "a  hydraulic  cement  is  readily  decomposed  if  intimately 
exposed  to  the  chemical  action  of  various  sulphate  and  chloride  solu- 
tions", if  these  solutions  are  of  sufficient  strength. 

The  most  conspicuous  result  of  these  tests  is,  that  whatever  dis- 
integration did  occur,  occurred  approximately  between  high  and  low 
water.  It  is  quite  obvious  that,  if  the  concrete  is  porous,  the  pores 
would  be  filled  with  water  at  high  tide,  that  the  salts  of  the  water 
would  be  deposited  by  evaporation  during  the  recession  of  the  tide, 
and  that  this  process  would  be  repeated  until  the  solution  in  the 
pores  would  become  of  sufficient  strength  to  give  rise  to  this  chemical 
action.  It  must  be,  therefore,  that  if  a  concrete  is  porous,  it  is  sub- 
jected to  a  much  stronger  chemical  action  between  high  and  low  water 
than  elsewhere,  due  to  this  accumulative  concentration;  on  the  other 
hand,  if  it  is  non-porous,  no  such  concentration  can  occur.  It  is  true 
that  evaporation  is  necessary  for  the  precipitation  of  the  crystals  the 
increase  of  which  in  volume  causes  the  actual  disruption  or  disinte- 
gration of  the  concrete,  but  the  unaffected  pieces  were  subjected  to 
the  same  alternate  wetting  and  drying  as  the  affected  ones,  and  this 
alone  cannot  account  for  the  erosion.  It  seems  possible,  also,  that  sea 
water  in  its  normal  condition  is  not  sufficiently  strong  in  sulphates 
and  chlorides  to  produce  chemical  action. 

The  writer  has  re-stated  the  conclusions  drawn  by  Mr.  Bakenhus 
on  the  results  of  the  tests,  which  conclusions  are  substantiated  by  a 
detailed  examination  of  those  tests,  and  it  will  be  seen  that  in  each 
case  these  conclusions  can  be  interpreted  as  confirmatory  of  the 
proposition  that  the  disintegration  was  more  or  less  proportional  to 
the  porosity  of  the  concrete. 

"(a)  That  the  1:1:2  mixture  is  superior  to  the  1:2^:4^,  and 
that  the  1 ;  2^ :  4^  is,  in  turn,  superior  to  the  1:3:  G." 

»  New  York  City. 
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It  requires  no  exposition  to  confirm  the  statement  that  the  richer    Mr. 
the  mix  the  less  porous  the  concrete,  with  similar  conditions  of  mixing  ^*^*'"- 
and  placing. 

'\h)  That  the  wet  mixtures  are  superior  to  tlie  dry." 

The  tests  made  by  the  Bureau  of  Standards  on  the  hydration  of 
Portland  cement,  as  reported  in  Technologic  Paper  No.  JfS,  show  that 
there  is  a  latent  element  which  in  many  cements  does  not  begin  to 
hydrate  until  28  days  or  later,  but  if  then  continued  in  the  presence 
of  water,  it  hydrates  with  a  large  increase  in  volume  and  with  an 
amorphous  structure.  It  is  obvious  that  this  action  tends  to  close 
the  pores  of  the  concrete  by  filling  them  with  this  amorphous  material, 
and  that  this  inert,  but  most  important,  action  cannot  occur  except 
in  a  wet  concrete  which  is  not  permitted  to  dry  out  too  quickly.  In 
the  present  instance,  it  was  specified  that  the  forms  should  be  "matched" 
and  "as  tight  as  possible"  so  that  the  water  in  the  wet  mix  was  retained. 

In  Technologic  Paper  No.  58,  of  the  Bureau  of  Standards,  on  the 
"Strength  and  Other  Properties  of  Concrete  as  Affected  by  Materials 
and  Methods  of  Preparation",  it  is  shown  from  the  tests  made  that, 
with  a  given  mix,  the  resulting  compression  strength  of  the  concrete 
was  about  100%  greater  with  10.5%  of  mixing  water  than  with  6.5%; 
that  it  was  about  25%  greater  when  cured  in  a  moist  atmosphere  than 
in  the  open  air;  and  that  the  compressive  strength  is  proportional  to 
the  density. 

"(c)  That  the  effects  of  magnesia  and  alumina  in  varying  pro- 
portions are  not  very  marked,  and  follow  no  apparent  law,  although 
the  two  most  durable  specimens  are  those  lowest  in  alumina  content." 

This  conclusion  is  confirmed  by  Technologic  Paper  No.  12,  pre- 
viously referred  to,  which  states  that  "contrary  to  the  opinion  of 
many,  there  is  no  apparent  relation  between  the  chemical  composition 
of  a  cement  and  the  rapidity  with  which  it  rea-cts  with  sea  water 
when  brought  into  intimate  contact";  and  that  "the  quantity  of 
alumina,  iron,  or  silica  present  in  the  cement  does  not  affect  its 
solubility." 

"(rf)  That  extra  care  in  mixing  produced  decidedly  beneficial  re- 
sults." 

The  experiments  of  Michaelis,  Cabolet,  and  others  have  sho^\^l 
that  when  cement  is  continuously  mixed  with  water  an  increase  in 
volume  as  much  as  seven  hundred-fold  may  occur.  Such  an  increase 
in  the  volume  of  the  cementitious  material  would  tend  to  fill  the 
natural  voids  in  the  aggregates  and  make  the  concrete  non-porous. 
"(e)  That  hydrated  lime  was  of  no  benefit,  but  rather  a  detriment." 
To  refer  again  to  Technologic  Paper  No.  12,  it  is  shown  that  lime 
is  the  element  of  the  cement  that  is  attacked  by  the  sulphates  and 
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Mr.  chlorides  of  the  salt  water.  This  action  is  shown  to  be  even  more 
"  pronounced  with  set  than  with  unset  cements,  the  reason  for  this  being 
that  free  lime  is  always  liberated  in  the  process  of  setting.  The 
addition  of  more  lime  to  the  cement  of  course  will  increase  this  action. 
In  this  specimen,  too,  the  10%  of  lime  replaced  an  equal  quantity  of 
cement,  and  decreased  to  this  degree  any  possible  automatic  pore- 
closing  effect  from  the  full  hydration  of  the  cement  as  already  described. 

"(/)   That  the  addition  of  Sylvester  wash  was  harmful." 

The  theory  of  the  addition  of  alum  and  soap  is  that  they  combine 
and  coat  the  pores  with  a  water-repellant  material.  It  is  difficult  to 
see,  however,  how  such  an  action  could  occur,  and  yet  the  particles 
of  the  cement  remain  uncoated  with  the  same  water-repellant  material 
which  would  prevent  their  full  hydration  and  the  swelling  and  void- 
filling  action  resulting  therefrom. 

"(gf)  That  the  addition  of  clay  to  the  cement  had  a  slightly  ben- 
eficial result." 

It  is  well  known  that  clay  is  a  colloidal  material  with  respect  to 
water,  that  is,  that  it  remains  suspended  in  water  or  holds  water  in 
suspension.  When  mixed  with  cement,  it  would  seem  that  this  action 
could  not  but  retard  evaporation,  and  then  tend  to  promote  the  further 
hydration  of  the  cement.  It  is  also  probable  that  the  clay  would  have 
some  void-filling  effect. 

It  is  affirmed,  quite  confidently,  sometimes,  that  this  disintegration 
of  concrete  between  high  and  low  water  occurs  only  in  northern  lati- 
tudes, though  the  writer  has  never  seen  any  very  convincing  evidence 
adduced  to  substantiate  this  claim,  and  that  the  disruption  of  concrete 
is  due  to  the  freezing  of  water  in  the  pores  and  not  to  crystallization, 
neither  action  can  occur,  however,  without  the  open  pore  to  pocket  the 
water,  and  to  the  open  pore  must  be  attributed  the  primary  cause  of 
trouble. 

Mr.  Larsen's  discussion  (pages  693-C99)  reporting  his  tests  on  the 
disintegration  of  concrete  by  salt  water  is  interesting  in  its  general 
confirmation  of  the  results  reported  by  Mr.  Bakenhus  as  to  the  no- 
longer-to-bc-questioned  fact  of  such  disintegration,  but  it  is  impossible 
to  pass  his  final  conclusion  unchallenged. 

He  states  that  his  results  "confirm  in  a  general  way  the  conclusion 
of  Mr.  Bakonhus  that  *  *  *  integral  water-proofing  has  a  detri- 
mental effect  on  concrete."  'I'he  writer  has  studied  ^Mr.  Bakenhus' 
paper  very  carefully,  and  fails  to  find  anything  either  in  his 
conclusions  or  in  a  detailed  analysis  of  the  tests  to  indicate  oven 
in  the  remotest  way  that  "integral  water-proofing  has  a  detrimental 
effect  on  concrete."  That  paper  states  very  exi)licntly  tliat  integral 
water-proofing  was  used  only  in  two  specimens  (Nos.  22  and  24)  and 
that   both   of   these   were   lean    mixes    (1:3:()).     In    No.    22,    10%    of 
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hydrated  lime  was  "substituted  for  an  equal  quantity  of  cement;"  in  Mr. 
No.  24,  "to  each  bag  of  cement  there  was  added  4f  lb.  of  clay."  Clay  ^^''"• 
is  just  as  properly  an  integral  water-proofing  as  lime,  unless  Mr.  Larsen 
confines  his  definition  of  integral  water-proofing  solely  to  hydrated 
lime,  and.  if  he  does,  his  failures  are  easily  explained,  as  will  be 
shown  later.  Mr.  Bakenhus  states  that  No.  24  "came  through  *  *  * 
better  than  all  the  other  specimens  of  a  similar  mixture,  save  only 
No.  15  (low  alumina  cement)  and  No.  20  (extra  w^ell-mixed  concrete)." 
In  other  words,  thirteen  specimens  of  the  1 :3 :6  mixture  were  made, 
and  the  one  to  which  the  integral  water-proofing,  clay,  had  been  added, 
ranked  third  in  quality,  the  two  ahead  of  it  being  special. 

Now,  as  to  No.  22,  to  which  hydrated  lime  had  been  added,  Mr. 
Bakenhus  states: 

"This  specimen  is  also  poorer  than  eight  of  the  other  ten  similar 
specimens  in  series,  showing  conclusively,  so  far  as  one  specimen  can, 
the  deleterious  effects  of  hydrated  lime  when  used  in  concrete  immersed 
in  sea  water." 

This  finding  is  entirely  in  accord  with  those  of  other  investigators, 
and  entirely  in  accord  with  the  now  generally  accepted  theory  as  to  the 
cause  of  the  disintegration  of  concrete  by  sea  water,  but  it  happens 
that,  primarily,  this  has  nothing  to  do  with  the  theory  of  integral 
water -proofing. 

It  has  been  shown*  that  the  lime  is  the  element  in  the  cement 
which  is  attacked  by  the  svdphates  and  chlorides  in  the  sea  water,  and 
this  fact  has  been  substantiated  by  other  investigators.  The  addition, 
then,  of  more  lime  could  not  fail  to  increase  this  action,  and,  in  the 
specific  case  of  Specimen  No.  22,  the  lime  added  replaced  an  equal 
percentage  of  cement,  and  this  made  a  leaner  mix. 

As  to  Mr.  Larsen's  own  tests,  they  certainly  do  not  show  that 
"integral  water-proofing  has  a  detrimental  effect  on  concrete."  Such  a 
statement  could  only  mean  either  that  all  integral  compounds  were 
the  same,  or  that  he  had  tested  all  known  compounds,  and  there  is 
certainly  nothing  shown  in  his  tests  to  substantiate  either  claim.  As 
a  matter  of  fact,  there  are  many  of  these  materials  on  the  market. 
The  Bureau  of  Standards  has  reportedf  tests  on  more  than  twenty, 
and  the  theories  on  which  they  are  based  are  radically  different. 

In  fact,  the  hazy  comprehension  with  which  the  subject  of  integral 
water-proofing  continues  to  be  discussed  is  astonishing,  in  view  of  the 
simplicity  of  the  rational  theory  on  the  subject,  and  seems  to  have 
its  foundation  in  a  very  general  lack  of  knowledge  of  some  of  the 
most  important  characteristics  of  the  most  widely  used  of  engineering 
materials,  namely,  Portland  cement.     Portland  cement  seems  to  con- 

*  Technologic  Paper  No.  12,  Bureau  of  Standards, 
i-  Technologic  Paper  No.  3. 
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Mr.  tiiiue  to  be  regarded  as  a  more  or  less  passive  agent,  whereas  the 
^  ■  experiments  of  Michaelis,  Cabolet,  the  Bureau  of  Standards,  Nathan 
Johnson,  and  others  have  shown,  on  the  contrary,  that  it  contains 
elements  which,  though  latent  under  ordinary  conditions  are  capable, 
under  proper  conditions,  of  a  great  increase  in  volume  during  hydra- 
tion. The  function  which  this  characteristic  may  be  made  to  play  in 
rendering  concrete  non-porous  seems  to  be  complacently  overlooked. 
It  is  possible  to  bring  this  action  into  play  with  a  very  great  void- 
closing  effect,  and  it  is  possible,  moreover,  to  reduce  the  voids  by 
lubrication  of  the  aggregate;  and  the  accomplishment  of  these  two 
perfectly  comprehensible  results  is  the  rational  theory  of  integral 
water-proofing. 

The  elimination  of  the  pores  is  acknowledged  and  has  been  proved 
to  be  the  secret  of  the  preservation  of  concrete  subject  to  salt  water 
tidal  influences,  and  any  elimination  based  on  these  two  simple  prin- 
ciples would  be,  and  has  been  proved  to  be,  just  as  effective  under  salt 
water  as  elsewhere.  There  are  two  conspicuous  instances  in  the 
vicinity  of  New  York  City  where  integral  water-proofing  has  been  used 
in  concrete  immersed  in  salt  water,  and  the  concrete  has  been  unaf- 
fected. These  are  Dry  Dock  No.  4  of  the  Brooklyn  Navy  Yard  and 
the  pier  on  Mr.  J,  P.  Morgan's  place  at  Glen  Cove,  Long  Island. 

Mr.  Marshall  W.  Brown,*  Assoc.  M.  Am.  Soc.  C.  E. —  The  discussion 

of  this  paper  has  drifted  toward  the  failure  of  concrete  structures, 
due  to  the  action  of  sea  water.  The  speaker  believes  that  great  atten- 
tion should  be  given  to  the  nature  of  the  stone  used  in  the  concrete. 

If  it  is  assumed  that  a  structure  has  been  adequately  designed  and 
properly  built  to  withstand  the  forces  acting  on  it  as  a  structure,  then 
its  life  depends  mainly  on  its  ability  to  resist  the  constant  and  all- 
powerful  force  of  sea  water  acting  on  it  as  a  destructive  agent. 

This  force  is  both  chemical  and  mechanical.  The  chemical  reac- 
tion, being  promoted  by  the  presence  of  moisture,  is  facilitated  by 
the  mechanical  action  of  the  water,  which,  carrying  away  particles 
that  have  been  disintegrated,  presents  new  surfaces  to  be  acted  on. 

The  chemical  destruction  of  any  particular  mass  of  concrete  is 
slow.  The  rate  of  the  mechanical  destruction  varies  greatly,  depend- 
ing on  the  intensity  of  the  wave  action  and  the  nature  of  the  surface 
on  which  that  action  takes  place. 

The  rate  at  which  concrete  disintegrates  increases  with  the  intensity 
of  the  wave  action,  and  with  the  increasing  roughness  of  the  surfaces 
exposed. 

In  any  volume  of  concrete  there  are  three  materials  which  are 
acted  on,  namely,  the  cement,  the  sand,  and  the  stone.  As  the  cement 
which  binds  the  whole  mass  together  is  the  one  material  which   is 

•  New  York  City. 
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most   readily    acted   on   cliemically,    its   rate   of   destruction   must   be     jjr. 
reduced  to  a  minimum.    This  is  done  in  a  number  of  ways :  Brown. 

First. — By  reducing  the  quantity  of  cement  needed  in  a  mass, 
that  is,  by  proportioning  the  sizes  of  the  sand  and  stone  in 
such  a  way  that  the  volume  of  the  voids  filled  by  the  cement 
in  the  mass  is  as  small  as  possible. 

Second. — By  using  sand  and  stone  which  are  in  themselves  chem- 
ically inert  and  impervious  to  moisture,  and  by  placing  the 
mixture  of  these  materials  in  such  a  manner  that  the  mass, 
as  a  whole,  when  set,  is  impervious  to  moisture. 

This  eliminates  all  chance  of  disintegration  of  the  interior  of  the 
mass,  and  confines  it  to  the  surface  exposed  directly  to  the  action  of 
the  water.    Without  moisture,  chemical  action  cannot  take  place. 

The  first  disintegration  of  the  surface  of  concrete  takes  place  very 
slowly,  and  is  mainly  chemical.  The  surface  is  hard  and  smooth,  and 
the  water  has  slight  effect  on  it  mechanically.  Gradually,  the  cement 
is  eaten  away,  and  a  close  examination  shows  that  the  area  of  chemical 
action  has  been  greatly  increased  around  the  particles  of  sand.  These 
are  washed  away,  and,  as  the  action  continues,  the  stone  is  exposed. 
After  a  time,  the  whole  surface,  exposed  to  the  action  of  the  water, 
appears  to  be  one  mass  of  stone  surrounded  by  small  seams  of  mortar 
composed  of  sand  and  cement. 

Thus  far,  only  the  outer  surface  of  the  structure  has  been  dis- 
placed, and  the  integrity  of  the  whole  structure  thereafter  depends 
mainly  on  the  character  of  the  stone  used.  On  it  comes  the  chemical 
action  of  the  sea  water,  the  intensive  mechanical  action  of  the  waves 
dashing  against  it,  as  well  as  the  effect  of  frost,  all  tending  to  loosen 
and  tear  each  individual  particle  of  stone  from  the  cement  which 
binds  it  to  the  structure. 

For  this  reason  the  speaker  believes  that  the  character  of  the  stone 
has  much  to  do  with  the  life  of  a  concrete  structure  exposed  to  the 
action  of  sea  water.  The  stone  in  the  concrete  should  be  chemically 
inert,  insoluble,  non-absorbent,  and  should  present  a  surface  to  which 
the  cement  will  adhere  with  the  greatest  possible  strength. 

As  far  as  local  structures  are  concerned,  this  would  practically 
limit  such  stone  to  crushed  trap  rock,  granite,  or  washed  quartz  gravel. 

The  speaker  has  seen  many  failures  of  concrete  structures  in  sea 
water,  and  in  each  instance  he  believes  it  has  been  due  to  the  use  of 
shale  rock,  sandstone,  limestone,  and  other  rocks  of  a  sedimentary 
nature. 

Albert  Larsen,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — In  1912  ^  Mr. 
the   Grand   Trunk    Railway    System   reconstructed   a   portion   of   the 

*  Providence,  R.  I. 
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Mr.  Back  Cove  Bridge,  at  Portland,  Me.,  building  two  rest  piers  and 
■  re-capping  the  center  pier.  The  center  pier,  built  in  1892,  was  of 
granite  ashlar,  and  was  in  such  good  condition  that  it  is  still  used 
as  the  center  pier,  even  with  the  increased  loading.  During  the 
progress  of  the  construction  of  the  piers  in  1912  Mr.  Armour,  Masonry 
Engineer,  Mr.  Durham,  of  the  J.  S.  Metcalf  Company,  and  the  writer 
investigated  the  durability  of  concrete  in  sea  water  in  order  to  deter- 
mine its  suitability  for  the  new  rest  piers.  Various  concrete  struc- 
tures (including  the  test  piles  of  the  Aberthaw  Construction  Com- 
pany), were  visited  in  Boston  Harbor,  and  from  these  obsel•^'ations 
it  was  finally  decided  to  face  the  rest  piers  with  granite  ashlar,  backed 
with  concrete.  The  Grand  Trunk  Kailway  System  contemplated 
future  work  in  Portland  Harbor,  and  therefore  actual  results  of 
concrete  placed  in  sea  water  were  desirable.  Ten  12  by  16-in.  test 
piles,  16  ft.  long,  were  made  by  various  water-proofing  methods,  and 
immersed  in  sea  water.  Six  piles  were  treated  with  integral  water- 
proofing; two  were  plain,  one  of  which  was  cured  in  the  open  for  3 
months  before  being  immersed;  and  two  were  treated  with  external 
water-proofing.  A  1:2:4  mixture  was  used,  with  sand  and  crushed 
stone  aggregates.     The  percentage  of  voids  in  the  sand  was  33. 

The  proportions  and   different  methods  of  water-proofing  for  the 
piles  are  stated  in  Table  11. 

TABLE  11. 


Pile 
No. 


Treatment. 


Cubic 

Cubic 

Cubic 

feet  of 

feet  of 

feet  of 

cement. 

stone. 

sand. 

5 

20 

10 

h 

20 

10 

5 

20 

10 

o 

20 

10 

5 

20 

10 

5 

20 

10 

5 

20 

10 

5 

20 

10 

5 

20 

10 

5 

20 

10 

Gallons 

of 
water. 


Plain  (cured  in  open,  3  months) 

I^ye  and  alum  (external) 

Plain 

Water  glass  (external) 

WatPr-proof  cement  ("  .^  ") 

Reg\ilar    cement    plus    tbe    water-prooflng 

compound  i  "  Z?  ") 

Regular   cement    plus    the    waterproofing 

compound  ("  C") 

Regular   cement    plus    the    water-proofing 

compound  ('■/>") 

Regular   cement    plus    the    water-proofing 

compound  (•'£'") 

Regular   cement    plus    the    water-proofing 

compound  ("  F"; 


Water-proof  cement  was  used  in  Pile  No.  5,  and  the  others  contained 
"Knickerbocker"  cement,  either  alone  or  in  combination  with  water- 
proofing compound.  A  i-yd.  Smith  mixer  was  used;  each  batch  was 
turned  26  times,  and  the  time  was  IJ  min.  Portland  City  water  was 
used. 
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The  following  results  were  obtained  with  the  cement: 


Mr. 
Larsen. 


Neat. 


One-day  test 390  lb. 

Seven-day    test 628    " 

Twenty-eight-day    test 735    " 


Sanil. 

318  lb. 
405    " 


The  chemical  analysis  of  the  cement  was  as  follows: 

Si    O.. 23.46 

Fe.,   6, 9.35 

Ca"0  ". 61.24 

Mg  O 3.59 

SO3     1.60 

Loss 0.64 

The  piles  were  fastened  to  the  pile  trestle  adjoining  the  spur-track 
leading  to  the  coal  pockets,  and  were  made  and  immersed  in  the 
water  on  the  following  dates : 


No. 


Moulded. 

1 October    10th,  1912. 


8. 

9. 

10. 


3d, 
10th, 
3d, 
3d, 
10th, 
4th, 
4th, 
4th, 
4th, 


Placed. 

January  23d, 

1913 

October 

23d, 

1912 

24th, 

24th, 

18th, 

24th, 

18th, 

18th, 

18th, 

18th, 

The  following  is  the  formula  for  the  Sylvester  wash  used  in  Pile 
No.  2:  To  2  gal.  of  water  add  1  lb.  of  concentrated  lye  and  5  lb.  of 
alum,  and  mix  until  completely  dissolved.  This  is  a  concentrated 
stock.  When  used,  1  pint  of  stock  solution  and  10  lb.  of  cement  are 
mixed  with  enough  water  to  make  a  mixture  that  will  lather  freely 
mider  the  brush.  Two  coats  are  applied,  the  first  as  soon  as  the 
forms  are  removed  (the  surface  must  be  wet),  and  the  second  as 
soon  as  the  first  is  dry. 

The  formula  for  the  water-glass  or  sodium  silicate  method  of  water- 
proofing (Albert  Meyer)  is  as  follows:  After  the  forms  are  removed, 
grind  with  a  carborundum  stone  any  projections  due  to  the  concrete 
seeping  through  the  joints  between  the  boards.  Keep  the  surface 
damp  for  2  weeks  after  placing  the  concrete.  Wash  the  surface  thor- 
oughly and  allow  it  to  dry.  Mix  a  solution  of  1  part  water-glass 
(sodium  silicate)  40°  Baume,  with  from  4  to  6  parts  of  water,  total 
5  to  7  parts,  according  to  the  density  of  the  concrete  surface  treated. 
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Mr.  The  denser  the  surface  the  weaker  should  be  the  solution.  Apply  the 
^'■^6°-  water-glass  solution  with  a  brush.  After  4  hours  and  within  24  hours, 
wash  off  the  surface  with  clear  water.  Again  allow  the  surface  to  dry. 
When  dry  apply  another  coat  of  water-glass  solution.  After  4  hours 
and  within  24  hours,  again  wash  off  the  surface  with  clear  water  and 
allow  to  dry.  Repeat  this  process  for  three  or  four  coats,  which  should 
be  sufficient  to  close  the  pores. 

The  water-glass  which  penetrates  the  pores  comes  in  contact  with 
the  alkalies  in  the  cement  and  concrete,  and  forms  an  insoluble  hard 
material,  causing  the  surface  to  become  very  hard  to  a  depth  of 
I  to  i  in.  according  to  the  density  of  the  concrete.  The  excess  of 
sodium  silicate  which  remains  on  the  surface,  not  having  come  in 
contact  with  the  alkalies,  is  soluble,  and  is  easily  washed  off  with  water. 
The  reason  for  washing  off  the  surface  between  each  coat  and  allowing 
the  surface  to  dry  is  to  obtain  a  more  thorough  penetration  of  the 
sodium  silicate. 

The  tops  of  the  concrete  piers  were  treated  by  the  water-glass 
method,  and  when  examined  on  March  13th,  1917,  were  found  to  be 
in  as  good  condition  as  when  treated.  The  tops  were  finished  with 
a  1 :  2  mortar  with  granite  chips. 

The  piles  were  examined  by  the  writer  on  March  13th,  1917,  and 
photographs  then  taken  are  reproduced  as  Figs.  2  and  3. 

The  fungous  growth  was  not  removed  from  the  piles. 

The  following  indicates  the  condition  of  the  piles: 
No.  1  pile: 
E"o.  3 
No.  4 


No.  2 
No.  5 
No.  7 
No.  9 
No.  G 


Perfect  condition. 

a  u 

Nearly  perfect  condition. 


Very  marked  deterioration  at  base  of  pile. 

"  "  •'  from   low   to   high   tide. 


Very    decided   deterioration   from   low   to    high   tide; 

very  bad  condition. 
No.  8     "    :  Very    decided    deterioration    from   low   to    high   tide; 

very  bad  condition. 
No.  10  "    :  Very    decided   deterioration    from    low   to    high   tide; 

very  bad  condition. 

The  results  are  very  interesting,  and  confirm  in  a  general  way  the 
conclusion  of  Mr.  Bakenhus  that  a  1:2:4  is  better  than  a  leaner 
mixture;  that  external  water-proofing  does  not  help  when  the  concrete 
has  been  made  as  dense  as  possible;  and  that  integral  wate;'-proofing 
has  a  detrimental  effect  on  concrete. 

From  the  writer's  observations  he  would  say  that,  once  the  concrete 
is  affected  by  the  action  of  tlie  sea  water,  tlie  riii)idity  of  the  disin- 


Fig.   2. — SPECiiiEN  Piles  Tested  in  Sea  Water. 


I 


3. — Specimen  Pilks  Tr.:iZFj>  in  Sea  Water. 


\ 
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tegration  is  increased,   as  the  water  gets  in  between  the  stones  and     Mr. 
the  mortar  faster  and  thus  breaks  up  the  concrete.     The  writer  thinks  ^*'"®^" 
this  may  be  overcome  by  facing  the  concrete  with   a   dense  mortar 
to  a  depth  of  from  1^  to  2  in.     This  may  be  done  during  the  process 
of  building,  or  afterward  by  the  cement  gun.     It  would  be  interesting 
to  experiment  with  concrete  made  by  either  of  these  methods. 

W.  Waiters  Pagon,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  author    Mr. 
has  summarized  the  most  valuable  series  of  tests  that  have  been  made  ^*^°°- 
in  the  United  States;  tests  that  are  on  a  par  with  the  several  series 
made  in  Germany,  Xorway,  and  Eussia  some  years  ago;  and  the  writer 
feels  that  he  should  be  accorded  the  sincere  appreciation  of  the  Pro- 
fession. 

The  destructive  action  of  sea  water  on  concrete  has  become  in 
recent  years  a  very  serious  subject  in  all  those  cities  on  the  Atlantic 
Coast  north  of  New  York  City,  and  in  corresponding  climatic  regions 
on  other  sea  coasts.  South  of  New  York  City,  the  writer  is  aware  of 
only  two  cases  of  disintegration,  one  at  Atlantic  Cityf  and  the  other 
in  Chesapeake  Bay,  but  both  were  special  cases. 

The  writer's  experience  in  a  specific  case  on  the  Connecticut 
shore  of  Long  Island  Sound  may  be  of  interest,  and  is  quoted  briefly 
here  from  a  paper  written  by  him,  and  now  on  file  in  the  Society's 
Library.  The  concrete  which  suffered  from  the  sea-water  action 
consisted  of  the  copings  of  a  series  of  bridge  piers  which  were  faced 
with  granite  masonry  below  the  coping.  The  facing  extended  up  to 
mean  high  tide,  but  the  copings,  which  extended  from  this  point 
(Elevation  0)  to  Elevation  +  1.5,  were  of  1:2:4  concrete  without 
facing. 

Pier  No.  4,  which  suffered  most  severely,  was  constructed  on 
December  19th,  1913,  during  weather  sufficiently  cold  to  require  the 
use  of  steam  to  warm  the  mixing  water.  After  placing,  the  concrete 
was  covered  with  a  tarpaulin,  stretched  from  one  side  of  the  coffer- 
dam to  the  other,  and  cold  steam  was  allowed  to  escape  beneath  this. 
During  the  week  of  January  19th  to  24th,  1914,  there  was  consider- 
able freezing  weather,  accompanied  by  high  tides.  The  result  was 
the  formation  of  a  thick  ice  coating  over  the  concrete  surfaces.  When 
this  had  melted,  on  January  26th,  it  was  found  that  the  surface  of 
Pier  No.  4  had  been  loosened,  and  large  pieces  of  scale  could  be 
removed.  Within  a  week  the  mortar  between  the  stones  of  the  gravel 
had  disintegrated  and  fallen  out,  leaving  the  stones  projecting.  The 
loose  portions  were  removed  with  a  hammer,  and  behind  them  the 
concrete   was   perfectly   sound.      At   the   end    of   two   weeks,   the   ice 

•  Baltimore.  Md. 

t  "Report  on  the  Destructive  Action  of  Sea  Water  on  Concrete",  reprinted  from 
the  Monthly  Journal  of  The  Engineers'  Club  of  Baltimore. 
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Mr.  coating  formed  again,  and  when  this  had  disappeared  the  erosion 
^^°°'  was  found  to  have  increased  greatly. 

The  concrete  used  throughout  the  work  was  of  a  wet  "sloppy" 
consistency.  The  forms  were  tight,  so  that  there  were  no  pockets. 
Immediately  after  removing  the  forms,  the  surfaces  were  rubbed  with 
carborundum  blocks.  Cow  Bay  sand  was  used,  and  a  mechanical 
analysis  showed  it  to  be  too  fine;  there  was  also  some  clay.  Analysis 
of  the  cement  showed  it  to  be  excellent.  Later,  a  coarser  sand  was 
used,  with  the  results  described  hereinafter. 

In  the  paper  quoted,  the  writer  discussed  in  detail  the  various 
possible  causes  of  this  disintegration,  and  he  refers  interested  readers 
thereto.  He  felt  that  undoubtedly  the  fineness  of  the  sand  was  one  of 
the  factors  causing  disintegration,  and,  therefore,  drew  up  a  specifica- 
tion for  the  sand  which  was  used  in  all  later  work,  under  which,  for 
acceptance,  not  more  than  70%  should  pass  the  No.  20  sieve.  Long 
Island  sand  testing  as  low  as  40%  could  be  obtained  from  one  dealer, 
but  it  was  found  that  sand  which  tested  below  60%  was  too  coarse 
for  reinforced  concrete  work,  where  a  smooth,  easy  flowing  concrete 
is  necessary.  To  avoid  delay  in  obtaining  sand,  70%  was  adopted  as 
a  criterion,  and  immediately  a  noticeable  change  in  the  strength  of 
the  concrete  was  shown  in  all  the  field  tests,  in  the  time  of  setting 
of  the  concrete,  and  also  by  observation  of  the  concrete  itself. 

In  the  writer's  opinion,  however,  the  sand  was  by  no  means  the 
governing  factor.  From  the  detailed  description  which  is  given  in 
the  paper  quoted,  it  will  be  seen  that  the  first  failure  of  the  surface 
skin  on  the  concrete  always  took  place  where  a  pebble  of  the  gravel 
aggregate  was  close  to  the  surface,  and  where,  therefore,  the  surface 
skin  had  small  adhesion  to  the  backing.  After  this  area  of  skin 
had  peeled  off,  it  was  a  simple  matter  for  the  water,  working  its  way 
along  the  surface  of  the  pebble,  to  force  off  (by  freezing)  the  surface 
skin  between  pebbles.  When  the  skin  was  gone,  the  porosity  of  the 
concrete,  due  to  the  fineness  of  the  sand,  caused  the  disintegration 
of  this  mortar,  as  previously  described.  Photographs  of  the  concrete 
just  after  the  beginning  of  disintegration  revealed  innumerable  little 
"pock-marks"  where  the  pebbles  showed  through  the  broken  skin. 

In  order  to  test  this  theory,  three  specimens  were  made  for  the 
writer  by  the  contractors,  McIIarg-Barton  Company.  These  were 
4  by  4-in.  by  10  ft.,  reinforced  axially  witli  a  i-in.  roniid  Imr.  hcwked 
at  the  upper  end.     The  mixtures  were  as  follows : 

Specimen   No.  1 1:2:0 

No.  2 1:2:4 

No.  3 l:li:3 

These  were  removed  from  tlie  forms  in  24  hours  (in  order  to  simulate 
as    nearly    as    possil)lc    tlie    temperature    and    greenness    conditions    of 


\ 


» 


Fig.  4. — Pier  No.  3,  March  13th,  1917. 
Early  Stages,  Showing  Pitting. 


Fig.    5. — Pier    No.    4,    February    3d, 

1914.      Scale    Gone  ;    Concrete 

Pitted,   Showing  Stones 

of  Gravel. 


Fig.    f). — Pier    No.    4,    February    5th, 
1914.     Surface   Scale  LiOOsened 
and  Falling  off.  Edges 
Rounded  off  ry  Dis- 
integration. 


Fig.   7. — Pier  No.   4,   April  4th,  1917. 
Damaged  Concrete  Removed  ;  Re- 
inforcement Placed,  Ready 
FOR  Applying  New  Mor- 
tar Facing. 
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the  pier  copiuff).     No.  2  was  cracked  iu  handling  in  one  phxce;  No.     Mr. 
3  in  three  places.     When  3  days  old  the  specimens  were  hung  in  the 
river  so  as  to  extend  above  high  tide  and  below  low  tide. 

After  the  first  tide,  they  were  all  covered  with  a  white  coating, 
except  on  the  troweled  face.  At  the  end  of  5  weeks,  while  they  were 
being  shifted  to  another  place,  they  were  accidentally  lost.  No. 
1,  however,  was  in  perfect  condition;  Nos.  2  and  3  were  rather  badly 
eaten  away,  especially  at  the  cracks,  where,  in  fact,  No.  2  was  eaten 
away  so  completely  as  to  expose  the  rod. 

The  theory  having  proved  satisfactory,  so  far  as  the  test  went, 
it  was  decided  to  cut  away  the  face  of  the  coping  and  replace  it  with 
1 :  2  mortar  made  of  sand  bought  under  the  new  specification.  This 
was  done  on  April  4th,  1914,  the  mortar  being  mixed  to  such  a 
consistency  that  it  could  be  poured  and  stirred  like  thick  cream. 
The  forms  were  left  on  for  a  couple  of  weeks  to  protect  the  concrete 
from  the  sea  water  as  far  as  possible.  When  they  were  removed,  the 
mortar  was  in  good  condition,  although  there  were  numerous  in- 
stances of  bubbles  having  formed  while  it  was  being  handled  and 
placed.  The  surface  was  not  rubbed  for  fear  of  causing  injury  to 
the  protecting  skin. 

When  examined  2  years  later,  this  mortar  facing  was  in  perfect 
condition,  although  it  had  passed  through  two  winters.  This  would 
seem  to  confirm  the  theory,  in  so  far  as  one  test  can  confirm  it. 

If  other  members  of  the  Society  have  had  similar  experiences,  it 
would  certainly  be  valuable  to  hear  from  them,  and  the  writer's  only 
regret  has  been  that  in  the  Aberthaw  tests,  described  by  Mr.  Bakenhus, 
none  of  the  specimens  was  of  mortar  only.  The  writer  feels  strongly 
that  the  relatively  good  condition  of  the  1:1:2  specimens  is  due  not 
only  to  the  greater  percentage  of  cement  to  aggregate,  but  also  to  the 
greater  percentage  of  cement  and  sand  combined  to  stone,  or,  in 
other  words,  that  a  1 :  1 :  2  mixture  approaches  more  nearly  to  a  mortar.; 

R.  J.  Wig*  and  Lewis  R.  FERGUsoN,t  Assoc.  Members,  Am.  Soc.    Messrs. 

Wig 

C.   E.    (by  letter). — The  increasing  necessity   for   marine   structures,       and 
due  largely  to  the  improvement  of  harbor  facilities  and  the  military    ^^^"®'^" 
work  along  our  sea  coasts,  gives  an  added  value  at  the  present  time 
to  the  paper  presented  by  Mr.  Bakenhus. 

The  points  he  brings  out  are  largely  confirmed  by  an  extensive 
investigation  recently  completed  by  the  writers.  During  this  investi- 
gation practically  all  the  concrete  structures  along  the  Pacific,  Atlantic, 
and  Gulf  Coasts,  as  well  as  a  number  in  Canada  and  Cuba,  were  care- 
fully   examined.      Their   present   condition   was    noted,    and   in   most 

•  Washington,  D.  C. 
t  Philadelphia,  Pa. 
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Messrs.     cases   a    detailed   description   of   the  materials   and   methods   used   in 

and  construction  were  obtained. 
Ferguson.  'pj^g  effect  of  the  quantity  of  water  used  in  mixing  the  concrete 
is  rightly  emphasized  by  Mr.  Bakenhus,  for  this  factor  undoubtedly 
has  a  most  important  bearing  on  the  ability  of  the  structure  to  resist 
sea-water  action.  He  states  that  the  specimens  made  of  wet  or  very 
wet  mixtures  are  in  much  better  condition  than  those  made  of  dry 
concrete,  and  this  is  substantiated  by  the  data  he  presents. 

Perhaps  it  would  have  been  better  if  the  terms  "wet"  and  "very 
wet"  had  not  been  chosen  for  describing  the  consistencies  used.  Ordi- 
narily, ill  present  practice,  concrete  which  would  be  designated  as 
"wet"  or  "very  wet",  contains  a  great  deal  more  water  than  was  used 
in  any  of  the  mixtures  from  which  the  specimens  were  made.  Even 
in  the  very  wet  mixtures,  the  notes  in  Table  3-A  indicate  that  the 
concrete  was  tamped.  In  ordinary  practice,  very  wet  or  even  wet 
concrete  would  flow  into  place,  and  it  would  be  so  soft  that  tamping 
would  not  be  necessary,  nor  could  it  be  compacted  in  this  manner. 
The  writers  believe,  as  a  result  of  their  investigation  previously  referred 
to,  that,  with  concrete  subjected  to  sea-water  action,  the  best  results 
are  invariably  obtained  when  a  consistency  is  used  which  will  permit 
of  light  tamping.  This  light  tamping  should  produce  quaking  in  the 
mass.  If  the  concrete  is  mixed  too  dry,  a  porous  condition  will  result; 
and  if  too  much  water  is  used  in  mixing,  a  lack  of  density,  together 
with  a  chalky  condition  of  the  surface,  results.  In  both  cases,  the 
concrete  is  very  susceptible  to  disintegration  by  sea-water  action.  For 
reinforced  work,  as  usually  constructed,  a  slightly  wetter  mixture  is 
required  than  what  the  writers  believe  to  be  the  best  consistency,  owing 
to  the  necessity  of  thoroughly  embedding  the  reinforcement. 

It  is  possible,  however,  that  some  method  may  be  devised  of  placing 
the  concrete  for  reinforced  work  so  that  the  ideal  consistency  can  be 
used  and,  at  the  same  time,  secure  thorough  protection  of  the  embedded 
steel.  The  ideal  consistency  is  that  which  produces  concrete  of 
maximum  density. 

The  author  indicates  that  great  care  was  exercised  in  proportioning 
the  aggregates  and  in  mixing  the  concrete,  the  time  of  mixing,  after 
all  the  ingredients  were  placed  in  the  drum,  being  about  2  min.  This 
undoubtedly  had  a  very  beneficial  effect  on  the  concrete. 

In  many  of  the  structures  examined  by  the  writers  the  deterioration 
in  evidence,  at  least  in  part,  can  be  attributed  to  a  lack  of  care  in 
I)rei)aring  the  concrete.  More  care  must  be  taken  in  the  mixing  of 
the  concrete  than  has  too  often  been  the  case  in  the  past,  if  more 
successful  results  are  to  be  secured  with  concrete  structures  in  sea 
water.  In  fact,  far  more  care  must  be  taken  in  every  operation  con- 
nected with  constructing  concrete  which  will  be  subjected  to  sea-water 
action  than  is  necessary  for  land  structures. 
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Only  by  griving  strict  attention  to  minute  details,  which  in  land    Messrs. 
structures  would  be  trivial,  can  satisfactory  results  be  obtained.    Minor      and 
defects,  which  ordinarily  would  be  unimportant,  are  often  the  starting  Ferguson, 
points  of  deterioration   which   ultimately   spreads   to   sound   parts   of 
the  structures  and  cause  failure  when  sea-water  action  is  to  be  resisted. 

Although  the  information  which  Mr.  Bakenhus  presents  is  of 
great  value  for  the  locality  of  Boston,  care  must  be  taken  in  drawing 
too  general  conclusions  from  it.  There  is  a  great  difference  in  the 
action  of  sea  water  on  concrete  in  different  localities  due  to  climatic 
conditions  as  well  as  varying  physical  actions,  such  as  wave  action  and 
abrasion  from  floating  debris  and  ice. 

The  saline  content  of  the  water  also  has  a  marked  effect.  The 
undiluted  sea  water  along  our  coasts  does  not  vary  greatly  in  the 
quantity  of  salt  contained,  but,  where  structures  are  near  the  mouths 
of  rivers,  the  sea  water  is  frequently  diluted  to  a  considerable  extent. 

The  writers  believe  that  few  very  general  statements  can  be  made 
on  the  subject  of  the  effect  of  sea-water  action  on  concrete,  but  the 
peculiarities  of  each  individual  locality  must  be  studied  before 
attempting  to  state  the  methods  to  be  followed,  which  will  insure 
permanent  concrete  structures. 

R.  E.  Bakexhus,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  has  Mr. 
read  with  interest  the  various  discussions  of  his  paper.  Information 
is  offered  tending  to  confirm  the  results  of  the  Boston  tests.  The 
opinion  advanced  by  Mr.  Yates  that,  in  setting,  a  surface  is  formed 
on  concrete,  which  will  resist  successfully  the  action  of  sea  water  on 
cement,  is  significant.  If  a  surface  coat  protects  the  concrete  from 
the  chemical  action  by  sea  water,  then  it  becomes  very  important  to 
know  the  character  of  this  protective  surface,  to  encourage  or  bring 
about  its  formation,  and  to  protect  it  from  mechanical  injury.  Mr. 
Yates  cites  examples  of  bridge  piers  in  fresh  water  showing  no  deteri- 
oration from  freezing  and  thawing  and  no  chemical  action,  though 
mechanical  injury  to  the  surface  exists.  This  tends  to  bear  out  the 
theory  that  it  is  the  chemical  reaction  between  the  sea  water  and  the 
concrete  that  is  responsible  for  most  of  the  deterioration  of  the  latter. 

A  number  of  causes  are  undoubtedly  contributory  to  the  deteriora- 
tion of  concrete  in  tidal  sea  water.  It  depends  first  on  the  destructive 
agents  existing  in  the  sea  water  and  the  atmosphere,  and  second  on  the 
materials  of  which  the  concrete  is  made  and  the  manner  in  which  they 
are  combined.  The  active  possible  destructive  forces  may  be  listed  as 
follows : 

(a). — !^[echanical  injury  by  floating  objects  or  debris; 
(6). — Mechanical  injury  by  water,  waves,  and  currents; 
(c). — Mechanical  injury  by  wind  action; 

*  Washington,  D.  C. 
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Mr.  (d). — Mechanical  injury  from  freezing  and  thawing; 

(e). — Chemical  reactions  between  the  sea  water  and  cement; 

(/). — Chemical  reactions  between  the  sea  water  and  the  sand  or 
stone  of  the  concrete; 

(g)- — Physico-chemical  reactions  of  the  sea  water  and  the  con- 
crete, such  as  "the  solution  of  elements  of  the  concrete  in 
sea  water,  or  the  formation  and  deposit,  in  the  pores  of 
the  concrete,  of  crystals  occupying  greater  volume  than 
the  original  materials,  accompanied  by  minute  internal 
stresses ; 

(h). — A  combination  of  any  or  all  of  these  destructive  effects. 

The  elements  tending  to  resist  destruction  may  be  listed  as  fol- 
lows : 

(a). — Density  of  the  concrete,  that  is,  reduction  of  pores  to  a 
minimum,  accompanied  by  increased  resistance  to  internal 
stresses ; 

(6). — Thorough  mixture  of  the  ingredients,  so  as  to  give  a  uni- 
form composition  of  the  mass; 

(c). — Freedom  from  accidental  defects,  which  may  act  as  starting 
points  of  deterioration; 

(d). — Chemical  and  physical  characteristics  of  the  cement,  sand, 
and  stone,  making  these  materials  neutral  in  the  tidal 
range  of  sea  water; 

(e). — Strengthening  of  the  concrete  by  a  high  proportion  of 
cement ; 

(/). — Formation  of  a  protective  coat,  which  is  inert  in  the  tidal 
range  of  sea  water  and  which,  unless  mechanically  broken, 
prevents  chemical  action. 

Deterioration  is  the  result  of  the  interaction  of  the  various  destruc- 
tive forces  and  the  resisting  elements.  In  the  tests  which  have  been 
described,  the  effort  was  made,  by  comparing  parallel  series  of  speci- 
mens, to  single  out  and  test  the  variable  elements  in  the  concrete 
itself,  one  at  a  time.  The  destructive  elements  of  the  sea  and  air 
might  have  been  similarly  segregated,  and,  in  addition,  the  tests  might 
have  been  repeated  in  various  climates  and  in  fresh  water,  as  well  as 
in  salt  water,  so  that  the  effect  of  mechanical  injury  from  floating 
debris,  the  effect  of  wave  action,  the  effect  of  freezing,  the  effect  of 
climate  and  of  moisture  and  air,  and,  finally,  the  effect  of  the  chemical 
and  physico-chemical  action  of  the  sea  water  might  have  been  inde- 
I)endently  determined.  In  part,  this  is  accomplished  by  the  specimens 
extending  below  low  tide  and  above  high  tide.  In  the  absence  of  any 
more  elaborate  series  of  tests,  the  experiences  with  actual  structures 
in   many  localities  may  supplement  the  data  already  available,  and 
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euable  engineers  to  reach  definite  conclusions.     The  writer,  therefore,       Mr. 
looks  forward  with  interest  to  the  report  of  the  extensive  investiga- 
tions made  by  Messrs.   R.   J.   AVig  and  Lewis  R.   Ferguson,   for  the 
Bureau  of  Standards,  in  all  parts  of  the  country. 

In  tidal  sea  water  at  Boston,  the  destructive  effects,  as  shown  by 
the  tests,  occur  where  the  concrete  is  alternately  exposed  to  the  sea 
water  and  the  air.  Exposure  to  either  the  sea  water  or  the  air  alone 
did  not  bring  about  deterioration.  This  would  indicate  that  it  is  not 
simple  chemical  reactions  between  sea  water  and  cement  that  bring 
about  destruction  of  the  concrete,  as  these  could  go  on  below  tide  level 
as  well,  but  that  the  reactions  are  dependent  on  air  as  well  as  on 
water,  and  are  most  probably  of  a  physico-chemical  nature. 

The  effect  of  integral  water-proofing  on  the  durability  of  concrete 
in  sea  water  is  discussed  by  Messrs.  Larsen  and  Rhett.  The  very 
interesting  tests  for  the  Grand  Trunk  Railway,  at  Portland,  Me., 
referred  to  by  Mr.  Larsen,  agree  with  the  Boston  tests  in  showing 
that  concrete  can  be  made  without  so-called  integral  water-proofing 
and  remain  in   sea  water  for  several  years  in  perfect  condition. 

Two  of  !Mr.  Larsen's  specimens,  treated  with  external  water- 
proofing, did  not  fare  so  well  as  the  plain  concrete;  and  six,  made 
with  cement,  combined  with  various  water-proofing  compounds,  are 
stated  by  him  to  show  very  marked  deterioration. 

Three  of  the  Boston  specimens  were  mixed  with  materials  of  the 
so-called  integral  water-proofing  type.  No.  22  had  a  mixture  of  1 
part  of  hydrated  lime  and  9  parts  of  cement.  No.  23  was  mixed  with 
Sylvester  wash,  made  as  follows: 

(a). — Bar  soap,  light  colored,  dissolved  in  water,  11  lb.  of  soap 

to  15  gal.  of  water; 
(h). — Powdered  alum,  3  lb.,  mixed  with  each  bag  of  cement; 
(c). — Materials  of  concrete  mixed  dry; 
(d). — Hot  soap  solution  dumped  into  a  barrel  of  cold  water,  and 

used  to  mix  the  material  to  the  proper  consistency. 

Xo.  24  contained  pulverized  clay  in  the  proportions  of  1  part  of 
cement,  -^n  part  of  pulverized  clay,  3  parts  of  sand,  and  6  parts  of  stone. 

The  clay  specimen  fared  very  well,  but  this  is  not  true  of  the 
specimens  containing  hydrated  lime  and  Sylvester  wash. 

The  Boston  tests  are  not  sufficiently  extensive  as  to  the  use  of 
integral  water-proofing  to  warrant  drawing  any  general  conclusions, 
and  it  cannot  be  stated,  as  a  general  principle,  that  they,  in  them- 
selves, showed  that  integral  w^ater-proofing  has  a  detrimental  effect 
on  concrete.  Mr.  Larsen's  tests  were  more  complete  on  this  point, 
and   show   consistent  results.      The   Boston   tests  do   not   include  the 
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Mr.      use  of  external  water-proofing,  such  as  was  used  in  two  of  Mr.  Larsen's 


Bakenhus.  ,      , 

tests. 


Although  most  of  the  data  available  from  these  two  series  of  tests 
are  not  favorable  to  the  use  of  integral  water-proofing,  it  may  be 
possible,  nevertheless,  to  discover  a  compound  which  would  improve 
the  durability  of  concrete  in  sea  water.  Very  complete  tests  under 
service  conditions  will  be  necessary  to  determine  finally  whether  a 
helpful  integral  w^ater-proofing  can  be  found. 

It  is  shown  by  the  tests  that  certain  concretes  are  not  stable  in 
sea  water  at  tide  levels.  Other  concretes  are  stable  in  the  presence  of 
the  forces,  chemical  and  physical,  that  are  active  in  sea  water  at  tide 
levels.  The  dividing  line  between  the  two  classes  is  not  sharply 
marked.  Knowledge  of  the  action  and  effect  of  these  forces  is  just  as 
important  to  the  engineer  in  designing  successful  concrete  structures 
in  sea  water,  as  knowledge  of  earth  pressure,  hydrostatic  pressure,  or 
other  loads.  A  very  considerable  volume  of  empirical  knowledge  is 
now  available  for  the  engineer  from  these  tests  and  from  other  sources. 
Under  existing  conditions,  it  is  apparent  that  concrete  structures  in 
sea  water  should  be  planned  with  care,  and  only  by  those  who  have 
special  knowledge  of  the  subject. 
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"With  Discussiox  by  Messrs.  Eichard  LAiiB,  H.  F.  Scholtz,  and 
F.  C.  Carstarphen. 


Synopsis.' 

This  paper  gives  a  brief  statement  of  the  prominent  features  of 
the  location,  construction,  and  operation  of  an  aerial  tramway  built  to 
carry  salt,  at  the  rate  of  20  tons  per  hour,  a  distance  of  13^  miles, 
from  Saline  Valley,  over  the  Inyo  Mountains,  to  a  point  in  Owens 
Valley,  California. 

It  is  assumed  that  the  reader  is  familiar  with  the  terminology 
of  aerial  tramway  design;  also,  that  the  abilit;^  of  an  aerial  tramway 
system  to  transport  materials  economically  and  efficiently  at  the 
rate  of  250  tons  per  hour  or  less  is  so  well  known  as  to  make  extensive 
discussion  of  these  points  unnecessary. 


California  now  possesses  one  of  the  most  novel  aerial  tramways 
ever  constructed.  This  was  built  over  the  Inyo  Mountains  for  the 
Saline  Valley  Salt  Company,  of  Los  Angeles,  Cal. 

In  1904  Adolf  Bleichert  and  Company  completed  for  the  Argentine 
Republic,  a  tramway,  22  miles  in  length,  with  a  difference  in  terminal 

*  Presented  at  the  meeting  of  May  2d,  1917. 
t  Now  M.  Am.  Soc.  C.  E. 
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elevations  of  11  500  ft.,  thereby  establishing  a  record  for  length  of 
lines  operated  continuously  and  successfully.  In  1915  the  American 
Steel  and  Wire  Company  completed  an  aerial  tramway  for  the  Spring 
Canyon  Coal  Company,  of  Storrs,  Utah,  which  carries  285  tons  of  coal 
per  hour. 

Although  these  two  structures  exceed  the  Saline  Yalley  tramway 
in  length  and  capacity,  respectively,  neither  of  them  crosses  a  moun- 
tain range,  nor  does  either  show  such  boldness  of  engineering  design. 
The  engineers  who  undertook  the  construction  of  this  tramway  were 
fitted  by  experience  to  solve  the  many  problems  which  confronted  them. 
As  early  as  1895  the  Trenton  Iron  Company  designed  a  tramway,  12 
miles  long,  for  the  Compagnie  Haitienne,  of  Port  de  Paix,  Haiti,  and 
it  has  been  maintained  in  successful  operation  ever  since. 

The  purpose  of  the  Saline  Valley  Salt  Company,  in  building  this 
aerial  tramway,  was  to  transport  salt  from  Saline  Valley,  over  the 
Inyo  Mountains,  to  the  railroad  in  Owens  Valley.  The  tramway  is 
in  Inyo  County  which  is  remarkable  as  possessing  the  highest  and 
lowest  spots  in  the  United  States.  Mt.  Whitney,  elevation  14  501  ft., 
is  the  crowning  height  of  the  Sierra  Nevada  Mountains,  forming  the 
west  wall  of  Owens  Valley;  Death  Valley,  to  the  east,  has  an  elevation 
of  minus  280  ft.,  and  is  the  lowest  spot  in  the  desert.  An  observer 
standing  on  the  summit  of  Telescope  Peak  of  the  Panamint  Range 
can  view  the  extremes  in  elevation  of  the  Republic. 

It  may  be  remarked  in  passing  that  Owens  Valley,  elevation  approxi- 
mately 3  600  ft.,  possesses  a  river  of  such  magnitude  that  the  City  of 
Los  Angeles  has  built  an  aqueduct,  274  miles  long,  for  the  purpose 
of  making  this  mountain  stream  available  for  the  domestic  water 
supply  of  the  city.  The  Owens  River  flows  into  Owens  Lake,  which 
is  a  dead  sea,  without  outlet.  The  waters  of  this  lake  are  sufficiently 
rich  in  sodium  carbonate  to  make  its  extraction  profitable.  At  present, 
plants  on  the  east  side  of  the  lake  are  producing  soda  ash  and  sodium 
bicarbonate  in  large  quantities. 

To  the  east,  beyond  the  Inyo  Mountains,  is  Saline  Valley,  with  an 
elevation  of  1  100  ft.  This  valley  has  no  water  system,  but  is  remarkable 
for  several  large  springs,  and  there  is  flowing  water  in  Hunter  Canyon. 
To  the  east  of  Saline  Valley  lies  the  romantic  Death  Valley,  its 
depressed  floor  dotted  with  borax  deposits.  Thus,  it  may  be  noted,  the 
commercial  worth  of  these  valleys  varies  with  jiltitudr.     Tlie  tiMiiixM-a- 
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ture  of  the  summer  air  of  Owens  Valley  is  not  excessive,  but  Saline 
and  Death  Valleys  are  no  doubt  quite  the  hottest  places  that  can  be 
found  on  earth.  Temperatures  of  120°  Fahr.  in  the  shade  prevail 
for  considerable  periods,  and  only  because  of  the  absence  of  humidity 
can  the  summer  heat  be  endured. 

The  topography  of  Inyo  County  owes  its  extreme  boldness  to  the 
simple  nature  of  the  faulting,  which  is  responsible  for  the  Sierra 
Nevada  and  Inyo  Mountains.  When  the  great  blocks  of  the  earth's 
crust  were  thrust  upward  they  assumed  a  tilt  toward  the  west,  so  that 
the  slopes  on  that  side  are  gradual;  the  east  fault  plane  has  been  carved 
into  bold  escarpments  of  exceeding  grandeur.  The  elevations  of  the 
floors  of  the  valleys  between  the  successive  mountain  ranges  indicate 
the  relative  power  of  the  faulting  forces.  At  the  time  of  this  great 
displacement  of  the  earth's  crust,  titanic  agencies  were  at  work,  and 
in  regions  of  ancient  volcanic  activity  deposits  of  precious  ores  are 
often  found.  This  district  is  not  an  exception.  In  the  early  Eighties 
a  gold  stampede  took  place  into  the  Saline  Valley  and  the  Ubehebe 
Mountains  forming  its  eastern  boundary.  It  is  said  that  more  than 
2  000  people  were  camped  in  this  valley  during  the  height  of  the  excite- 
ment. At  that  time  it  became  generally  known  that  there  was  a  great 
salt  deposit  of  remarkable  purity  in  Saline  Valley.  A  view  of  this 
deposit  from  the  flanking  mountains  on  the  west  is  most  impressive. 
The  most  important  portion  of  the  salt  flat  covers  an  area  of  approxi- 
mately 1  500  acres,  and  the  purity  of  the  salt  is  enhanced  by  a  natural 
refining  process  which  is  in  constant  operation,  due  to  the  remarkable 
fact  that  there  is  a  series  of  large  springs  on  the  western  rim  of  the 
salt  flat,  the  water  of  which  inundates  the  salt  beds  during  the  winter, 
and  yields  to  the  excessive  evaporation  induced  by  the  summer  heat. 
The  retreat  of  the  water  deposits  the  pure  salt  crystals,  which  form 
when  the  brine  reaches  the  point  of  saturation. 

The  salt  claims  located  at  that  time  have  always  been  assumed  to 
possess  great  value,  provided  transportation  facilities  could  be  obtained 
to  ship  the  salt  to  the  various  markets. 

Surveys  had  demonstrated  the  impracticability  of  building  a  rail- 
road into  the  valley;  the  mountain  barrier  was  so  great  that  the  cost 
of  constructing  such  a  line  was  excessive.  Two  methods  of  transpor- 
tation were  then  considered.  The  first  was  by  a  pipe  line  over  the 
Inyo  Range,  through  which  the  brine  formed  on  the  salt  flat  could  be 
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pumped  to  evaporating  vats  adjoining  the  railroad  at  Owens  Valley. 
This  project  was  examined  very  carefully,  and  estimates  of  cost  were 
prepared,  but  it  was  found  that  although  it  was  feasible  for  the  trans- 
portation of  brine,  it  did  not  afford  a  means  of  bringing  in  the  supplies 
needed  by  the  operations  incidental  to  pumping.  Accordingly,  the 
merits  of  an  aerial  tramway  were  discussed,  and,  in  order  to  ascertain 
the  cost,  and  determine  a  suitable  location  for  such  a  tramway,  a 
survey  was  begun  in  April,  1911,  under  the  direction  of  W.  H.  Leffing- 
well,  M.  Am.  Soc.  C.  E.  Several  trial  lines  were  run,  and  a  location 
was  selected  in  the  latter  part'  of  May.  Under  the  direction  of  Mr. 
C.  H.  Wickham,  Field  Engineer  for  the  Trenton  Iron  Company,  a 
final  location  was  completed  in  July.  The  profile,  together  with  the 
topographical  surveys,  were  submitted  to  the  Trenton  Iron  Company 
for  consideration.  An  estimate  was  prepared,  and  the  final  contract 
was  signed  on  August  14th,  1911,  between  The  Trenton  Iron  Company, 
a  subsidiary  of  the  American  Steel  and  Wire  Company,  and  the 
Saline  Valley  Salt  Company,  a  corix)ration  of  the  State  of  Arizona. 

This  contract  called  for  the  preparation  of  the  designs  and  finished 
drawings,  as  well  as  the  wire  cables,  carriers,  and  machinery,  for  a 
Trenton-Bleichert  tramway  to  carry  salt  weighing  60  lb.  per  cu.  ft., 
the  slope  length  of  the  line  being  69  645  ft.,  the  capacity  20  tons  per 
hour,  the  elevation  of  the  discharge  terminal  above  the  loading  ter- 
minal, 2  450  ft.,  the  carriers  to  have  a  volume  of  12  cu.  ft.,  and  the 
speed  of  the  traction  rope  to  be  500  ft.  per  min.  This  resulted  in  a 
spacing  of  525  ft.,  or  63  seconds,  between  contiguous  carriers.  More 
than  112  h.  p.  were  required  for  its  operation.  The  following  items 
occur  as  prominent  parts  of  the  specifications: 

Patent  locked  coil  steel  track  cable,  l^-in 13  850  ft. 

"  «         "       '<         «  "        IJ-in 55  450  " 

'<■  "         «       "         "  "  ^-in 69  300  " 

Special  steel  traction  rope,  |-in 141  000 

Special  steel  buckets,  capacity  12  cu.  ft.,  with 
protecting  covers ;  and  hangers,  carriages,  and 

patent  compression   grips 286 

Intermediate   supports 120 

Track  cable  saddles 240 

Steel  traction  rope  rollers,  with  shafts,  bearings, 
bolts,  washers,  foot  castings,  etc 240 
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The  specifications  also  included  the  supervision  of  the  erection  of 
the  timber  work  and  attaching  the  machinery;  the  equipment  for  one 
loading  terminal,  one  discharge  terminal,  five  intermediate  control  sta- 
tions, twenty-one  rail  structures,  twelve  anchorage- tension  structures, 
and  one  double-tension  structure ;  tools  for  coupling  and  splicing  track 
cables  and  traction  rope;  the  necessary  signal  gongs  for  the  control  of 
the  line  when  in  operation;  track  cable  oiling  cars,  traction  rope  oiling 
tanks,  and  water  carriers. 

The  diflieulties  of  construction  on  this  line  may  be  inferred  from 
an  inspection  of  the  profile.  Fig.  1.  Aerial  tramways  have  been  built 
in  the  past  so  that  the  line  traversed  country  possessing  exceedingly 
rough  topography,  but  each  has  been  distinguished  by  the  fact  that  it 
has  been  on  the  flank  of  a  mountain  range,  instead  of  crossing  it.  It 
was  desirable  to  find  the  shortest  route  between  the  salt  fields  and  the 
railroad.  The  west  side  of  the  Inyo  Mountains,  though  broken  into 
a  nTimber  of  precipitous  ridges,  does  not  impose  extreme  difficulties 
to  aerial  tramway  erection.  The  average  elevation  of  the  crest  of 
these  mountains  is  10  000  ft.  above  sea  level,  and  it  runs  in  a  northerly 
and  southerly  direction.  However,  there  is  a  saddle  in  the  crest  line 
with  an  elevation  of  8  500  ft.,  so  that  it  was  desirable  to  have  the  tram- 
way pass  through  this  gap.  By  utilizing  the  difference  in  elevation 
between  the  terminal  stations,  it  was  found  that  the  7  500  ft.  required 
to  pass  the  summit  could  be  obtained  by  dividing  the  difference  in 
altitude  between  the  floor  of  Saline  Valley  and  the  summit  into  three 
2  500-ft.  sections ;  also,  that  the  descent  from  the  summit  to  Owens 
Lake  could  be  made  in  two  2  500-ft.  sections.  The  selection  of  a  con- 
stant difference  in  the  height  of  the  several  control  stations  was  an 
important  factor  in  deciding  on  a  constant  size  of  traction  rope  for  all 
the  sections.  The  use  of  intermediate  control  and  driving  stations 
added  flexibility  to  the  location  of  the  line,  as  any  reasonable  horizontal 
angle  can  be  made  at  such  points. 

The  final  location  of  the  line  is  shown  on  the  map.  Fig.  2.  It 
starts  from  the  edge  of  the  salt  field,  at  an  elevation  of  1  060  ft.  and 
runs  south  along  the  mesa  for  2|  miles  to  the  foot  of  the  eastern  face 
of  the  mountains,  which  has  an  elevation  of  about  1  800  ft.  The  line 
ascends  abruptly  to  Station  177  +  50,  which  has  an  elevation  of  3  720 
ft.,  where  Control  Station  No.  1  is  placed.  The  portion  of  the  line 
from   the  loading   terminal   to    Control   Station   ISTo.    1    is   designated 
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li:   15'       R.39  E. 


117  "45'      R.Sy  E. 


8  10  Miles 


Contour  Interval  500  feet 

Fig.  2. — Location  of  Aerial  Tramway  of  Saline  Valley  Salt  Company 
(U.  S.  G.  S.  Topography). 
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Section  I.  A  horizontal  angle  of  35°  30'  is  turned  to  the  right,  or  west- 
ward, at  this  control  station.  The  line  crosses  Daisy  Canyon  between 
Stations  223  and  244,  and  attains  an  elevation  of  6  100  ft.  at  Station 
270,  where  Control  Station  No.  2  is  established.  This  is  known  as 
Section  II.  The  line  continues  without  angle  to  the  summit  of  the 
mountain.  Control  Station  No.  3  is  at  this  point,  8  300  ft.  from  Control 
Station  No.  2.  This  is  Section  III.  There  is  an  angle  of  2°  28'  to 
the  left  at  this  point.  Control  Station  No.  4  is  at  Station  550  +  66, 
elevation  6  330  ft.,  and  is  the  limit  of  Section  IV.  A  horizontal  angle 
of  10°  48'  is  turned  to  the  left  to  Station  685  +  63,  at  an  elevation 
of  3  625  ft.,  the  site  designated  for  the  discharge  terminal,  which 
adjoins  a  spur  of  the  narrow-gauge  branch  of  the  Southern  Pacific 
Railroad,  terminating  at  Keeler,  Cal. 

The  rugged  nature  of  the  topography  is  shown  by  Figs.  3  to  14, 
as  well  as  by  the  plat  of  the  survey.  At  the  time  the  survey  was  made 
there  was  great  difficulty  in  reaching  the  points  traversed  by  the  line. 
In  numerous  cases,  when  the  survey  parties  were  working  in  deep 
canyons,  days  were  consumed  in  finding  a  feasible  path  of  ascent  to 
the  summits  of  the  cliffs. 

Construction  was  started  on  September  1st,  1911,  when  the  framing 
of  the  timber  for  the  towers  on  Section  IV  was  commenced.  While 
the  framing  was  in  progress,  new  roads  and  trails  were  being  built, 
so  as  to  command  the  location  of  the  line.  At  a  point  on  the  railroad 
about  3^  miles  north  of  Keeler  an  old  charcoal  road  traverses  the  west 
slope  of  Inyo  Mountain  to  within  a  mile  of  the  summit  crossing. 
The  summit  was  connected  to  the  old  road  by  a  new  construction,  and 
the  old  road  was  repaired  and  made  serviceable.  However,  at  an  ele- 
vation of  5  900  ft.,  there  was  a  stretch  of  about  330  ft.  of  road 
having  a  grade  of  25%,  and  the  conditions  were  such  that  this  grade 
could  not  be  eliminated  or  improved  at  a  reasonable  cost.  Thus, 
25%  became  the  ruling  grade  for  hauling  the  material  needed  for  the 
construction  between  Control  Stations  4  and  1.  The  maximum  load 
which  eight  horses  can  haul  on  such  a  grade  is  about  5  000  lb.  Heavier 
loads  required  ten  or  twelve  horses.  As  the  distance  from  Owens 
Valley  to  the  summit  was  nearly  10  miles,  a  camp  was  established  on 
the  road  about  3J  miles  west  of  the  summit.  By  this  arrangement 
teams  could  make  one  trip  per  day  from  the  railroad  to  the  camp, 
leaving  tlicir  loaded  wagons  for  other  teams,  (lunrtered  at  the  camp. 
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Fig.  3. — Salixe  Valley  and  Structure  9.    Anchorage  and  Tension  Structure  11. 


Fig.  4. — Tramway  Crossing  Daisy  Canyon,  Control  Station  3  to  Structuee  16. 
Line  Rider  on  Carrier. 
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Fig.   5. — Bucket  Leaving  Loading  Terminal. 


Fig.  6. — Loaded  and  Empty  Carriers  Passing  on  80%  Grade,  Showing  Vertical, 
Position  Maintained  by  Both. 
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to  haul  to  the  summit  and  unload.  The  camp  teams  could  make  three 
trips  in  2  days.  The  total  weight  of  material  hauled  from  the 
railroad  to  this  camp  was  found  to  be  1.1  tons  of  grain,  5.4  tons  of 
hay,  and  23.2  tons  of  water,  for  each  70.3  tons  of  material  required  for 
the  tramway  construction.  The  maintenance  cost  of  a  team,  consisting 
of  eight  horses  and  driver,  with  headquarters  at  the  railroad,  was  $15 
per  day.  A  team  maintained  at  the  upper  camp  cost  $21  per  day,  the 
increase  being  due  to  the  fact  that  all  feed  and  water  used  at  the  camp 
had  to  be  hauled  from  the  railroad. 

It  was  impossible  to  build  roads  on  the  east  flank  of  the  Inyo 
Moimtains.  After  a  great  deal  of  difficulty,  a  trail  was  constructed 
over  the  summit  to  Saline  Valley.  As  heavy  machinery  could  not  be 
moved  by  pack  animals,  it  was  necessary  to  construct  temporary,  double- 
cable,  reversible  tramways  for  this  purpose.  The  diameter  of  the  track 
cables  used  was  |  in.  and  that  of  the  traction  rope,  |  in.  Suitable  car- 
riers were  improvised  by  using  two  or  more  standard  tramway  timber 
carriers.  The  weight  of  the  material  transported  by  these  jigbacks  was 
approximately  as  follows:  From  Control  Station  No.  3  at  the  summit, 
for  Structures  Xos.  19,  18,  17,  16,  and  the  towers  in  Section  III,  about 
60  tons,  at  a  cost  of  from  $2  to  $4  per  ton,  the  difference  being  accounted 
for  by  the  fact  that  the  material  was  unloaded  from  the  line  as  required : 
From  Structures  Nos.  20  to  15,  a  distance  of  8  300  ft.,  600  tons  were 
moved,  at  a  cost  of  $4.20  per  ton ;  from  Structures  15  to  11,  2  600  ft. 
distance,  375  tons  at  $2  per  ton;  Structures  11  to  9,  4  000  ft.,  260  tons 
at  $3.50  per  ton;  Structures  9  to  7,  2  700  ft.,  210  tons  at  $2.90  per  ton. 

The  cost  per  day  for  the  crew  required  to  operate,  load,  and  unload 
these  temporary  cableways  was  from  $35  to  $42.  The  capacity  of  these 
lines,  in  tons  per  day,  when  operating,  may  be  summarized  as  follows: 
From  Structures  20  to  15,  13.3  tons;  15  to  11,  33.3  tons;  11  to  9,  23.8 
tons ;  9  to  7,  29.7  tons.  If  the  capacity  is  stated  in  tons  per  day,  includ- 
ing the  time  of  putting  up,  taking  down,  and  moving  the  jigbacks,  the 
figures  are  as  follows:  Structures  20  to  15,  6.3  tons;  15  to  11,  19.3 
tons;  11  to  9,  11.3  tons;  9  to  7,  14  tons. 

From  Chuckwalla  Hollow,  between  Structures  4  and  5,  a  line  was 
built  to  Control  Station  No.  1.  It  cost  $35  a  day  for  the  crew,  and 
took  6  days  to  build.    One  trip  per  day  could  be  handled  with  this  line. 
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at  an  average  cost  of  $50.  If  the  material  was  light,  such  as  wood, 
water,  etc.,  two  trips  could  be  made.  This  meant  a  labor  cost  of  more 
than  $25  per  ton  for  handling  motors  and  other  heavy  pieces  of 
machinery  from  Structures  4  to  7.  This  expense  is  accounted  for  when 
it  is  recalled  that  the  vertical  lift  is  1  900  ft.  in  a  horizontal  distance 
of  3  500  ft. 

Saline  Valley  can  be  reached  by  a  wagon  road,  approximately  55 
miles  long,  which  leaves  the  railroad  at  Big  Pine.  About  375  tons 
were  hauled  over  this  road  at  a  cost  of  $35  per  ton.  All  the  cables 
required  between  Stations  1  and  2,  together  with  the  75-h.p.  motor, 
transformers,  and  heavy  station  material,  were  moved  from  the  summit 
to  a  point  in  Daisy  Canyon  about  1  500  ft.  west  of  Control  Station 
No.  2.  This  material  was  transported  on  what  is  called  a  "go  devil." 
This  device  consisted  of  a  timber  frame  supported  on  an  axle  8  ft. 
long  which  passed  through  two  heavy  wheels.  The  rear  end  of  the 
frame  rested  on  the  ground,  and  was  shod  with  iron  in  order  to  pre- 
vent excessive  wear.  On  each  side  of  the  frame,  near  the  rear  end, 
steel  hooks  were  arranged,  so  that  two  men,  one  on  each  side  of  the 
frame,  coidd  lift  it  free  from  the  road  when  the  gradient  was  light. 
On  the  other  hand,  these  hooks  were  used  to  check  the  velocity  of  the 
device  when  traveling  over  ground  that  was  soft  enough  for  them  to 
penetrate.  The  operators  used  both  hooks  in  coming  down  steep 
places,  and  also  assisted  the  team  in  steering  the  device.  Fortunately, 
no  road  was  required  for  the  operation  of  this  machine,  as  the  canyon 
was  fairly  straight  and  the  bottom  free  from  ledge  rock. 

The  material  was  moved  to  Control  Station  No.  2  on  a  tramway 
constructed  with  two  carrying  cables  mounting  four  carriers.  A  dif- 
ferent system  was  adopted  for  stringing  the  cables  from  the  summit  to 
Control  Station  No.  2,  and  also  from  No.  2  to  No.  1.  This  consisted 
of  coupling  cables  together  and  letting  them  down  the  mountain  side 
by  gravity.  It  was  necessary  to  keep  from  three  to  five  men  at  the 
leading  end  so  as  to  put  the  cables  on  the  traction  rope  guide  sheaves 
of  the  towers  and  stations.  The  velocity  of  the  cable  was  controlled 
with  4  by  8-in.  blocks  bolted  together,  so  that  the  cable  could  be  squeezed 
as  it  passed  along.  Each  one  of  these  extemporaneous  brakes  would 
resist  a  pull  of  about  1  000  lb.  until  a  groove  equal  to  the  depth  of  the 
cable  was  worn  in  it.     When  this  occurred  the  clamp  was  changed  so 


Fig.  T. — The  2  400-Ft.  Span.     Control  Station  No.  1  is  at  the  Top,  Under 

THE  Cross. 


Fig.  8. — Tramway  Crossing  Daisy  Canyon,  Structures  10  to  11 ;  2  260-Ft.  Span  ; 
600  Feet  Above  Bottom  ;  85%  Grade  Into  Structure  11. 
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that  the  cable  would  bear  on  a  new  spot.  From  Structure  4  to  Control 
Station  Xo.  1  the  cables  were  pulled  up  with  a  winch  driven  by  a  gaso- 
line engine.  On  Sections  lY  and  V  the  cables  were  strung  and  placed 
under  tension  in  the  usual  manner,  except  that  on  Section  Y  the  grade 
was  sufficient  to  make  it  desirable  to  use  the  gravity  method.  In  plac- 
ing the  traction  rope  for  Sections  III  and  II,  it  was  threaded  around 
the  grip  sheave  at  the  summit  station.  The  grip  sheave  acted  as  a 
driving  sheave,  due  to  the  use  of  a  brake  on  the  reel,  which  imposed 
tension  in  the  traction  rope  before  it  passed  around  the  grii)  sheave. 
The  traction  rope  was  also  passed  through  hauling  clamps  before 
reaching  the  grip  sheave  so  as  to  hold  it  when  splices  were  being  made, 
or  in  cases  of  emergency.  After  getting  the  traction  rope  for  one  side 
to  Control  Station  No.  1,  the  upper  end  at  Station  20  was  snubbed,  and 
the  rope  for  the  opposite  side  was  let  down  in  the  same  manner.  After 
the  upper  ends  had  been  spliced,  the  ropes  were  cut  at  Control  Station 
No.  2  and  passed  around  the  tension  and  grip  sheaves  of  this  station. 

The  towers  and  structures  are  carried  on  concrete  foundations,  and 
the  water  required  for  making  the  concrete  was  hauled  in  tanks  or 
packed  by  mules  for  distances  ranging  from  1  to  7  miles.  This  was 
also  true  for  the  water  required  for  the  camps,  except  those  at  the  rail- 
road, in  Daisy  Canyon,  and  Saline  Valley.  All  permanent  camps  on 
the  east  slope  were  at  elevations  lower  than  6  000  ft.,  and  those  on  the 
west  slope  lower  than  7  500  ft.,  so  as  to  be  below  the  usual  snow 
line.  As  the  mountains  are  extremely  barren,  firewood  had  to  be 
hauled  or  packed  to  the  camps  from  the  most  convenient  points,  and 
these  were  often  at  considerable  distances. 

From  October  1st  to  April  snow  storms  are  of  frequent  occurrence, 
and,  owing  to  the  steepness  of  the  hillsides,  constitute  a  menace  to 
construction  at  all  altitudes  above  6  500  ft.  In  the  spring  occasional 
slides  have  occurred  on  the  eastern  slope,  and  have  proved  disastrous 
to  the  construction  crews.  The  drifting  snow  was  very  objectionable, 
owing  to  the  difficulty  of  keeping  the  trails  open.  Due  to  these  several 
causes,  the  work  was  arranged  so  that  it  could  be  performed  at  eleva- 
tions below  the  snow  line  during  the  winter. 

The  erection  of  the  line  was  pushed  energetically,  and  the  tramway 
was  ready  for  the  preliminary  test  on  Jvme  10th,  but  the  electrical  con- 


728  AERIAL  TRAMWAY  FOR  SALIXE  VALLEY  SALT  CO. 

nections  from  the  power-house  of  the  Los  Angeles  Aqueduct,  which  is 
in  Cottonwood  Canyon  on  the  opposite  side  of  Owens  Lake,  were  not 
completed  until  later.  The  first  bucket  of  salt  arrived  at  the  discharge 
terminal  on  July  2d,  1913,  and  was  the  occasion  for  a  great 
demonstration. 

The  placing  of  salt  at  the  railroad  was  a  great  achievement,  and 
taxed  to  the  utmost  the  financial  capacity  of  the  Saline  Valley  Salt 
Company.  The  reasons  for  this  stringency  may  be  indicated  as  follows : 
After  the  contract  was  signed,  the  question  of  the  location  of  the  dis- 
charge terminal  was  an  open  one  for  the  next  7  months.  This  inde- 
cision as  to  the  terminus  of  the  tramway  affected  the  schedule  which 
was  prepared  to  guide  the  manufacturer  in  fabricating  and  shipping 
essential  parts.  It  also  deranged  the  plans  of  the  construction  crew. 
Nothing  could  be  done  in  the  making  of  surveys  and  the  preparation 
of  profiles,  designs,  or  drawings  until  the  site  of  the  discharge  terminal 
was  known.  Because  of  this  confusion  the  completion  of  the  contract 
was  delayed  beyond  the  intended  date,  so  that  the  Salt  Company  was 
required  to  meet  the  expenses  of  a  construction  organization  for  a 
longer  period  than  was  contemplated  in  the  original  estimates. 

The  contract  specified  that  the  capabilities  of  the  tramway  should 
be  demonstrated  by  an  operating  test  of  not  more  than  60  days,  under 
the  supervision  of  the  engineers  of  the  buyer  and  seller.  To  carry  out 
this  provision,  active  steps  were  taken  by  the  field  engineers  to  place 
the  specified  number  of  carriers  on  the  line  and  to  co-ordinate  the 
various  functions  of  the  machinery,  carriers,  and  signal  systems  so 
that  the  operating  test  could  be  undertaken  as  speedily  as  possible. 

The  line  worked  with  great  satisfaction  when  the  buckets  were 
loaded  about  two-thirds  full.  When  efforts  were  made  to  carry  full 
buckets,  it  was  noted  that  the  number  of  accidents  due  to  runaway 
carriers  and  others  slipping  on  the  traction  rope  was  excessive.  An 
examination  of  the  equipment  was  immediately  started  to  ascertain 
the  cause.  After  carefully  canvassing  all  the  agencies  which  might 
have  influenced  this  unusual  behavior  of  the  carriers,  the  question  of 
the  weight  of  the  salt  as  furnished  to  the  tramway  was  raised,  and  an 
investigation  was  undertaken  to  determine  the  facts.  The  contract 
called  for  the  transportation  of  salt  weighing  00  lb.  ])vv  cu.  ft.     Tlio 


Fig.  13. — Bucket  of  Salt  at  Loading  Terminal. 


Fig.  14. — Flexible  Hoods  Connecting  Track  Cable  and  Double -Headed 
Tramway  Rail. 
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actual  -weights  of  the  salt,  as  determined  by  careful  tests  at  the  salt 
tield,  were  as  follows : 

Air-dried  salt 60  lb.  per  cu.  ft. 

DaDip  salt G5  "  " 

Salt    sufficiently    moist    to    agglomerate    when 

squeezed  in  the  hand 68.5  '*  "  " 

Salt  when  brine  is  dripping  slowly 83.3  "  "  " 

Salt  when  brine  is  dripping  freely 90.2  "  "  " 

"When  brine  is  running  from  salt 94.2  "  "  " 

It  was  also  noted  that  the  average  run  of  salt  from  the  field  was  of 
the  wet  variety,  so  that  its  weight  was  in  excess  of  80  lb.  per  cu.  ft. 
As  the  weight  of  saturated  salt  exceeds  by  more  than  50%  the  figure 
stated  in  the  contract,  it  is  evident  that  the  stresses  imposed  on  the 
tramway  had  a  similar  range  in  value.  Unfortunately,  they  were  incre- 
ments to  the  stresses  contemplated  in  the  original  plan.  The  use  of 
liberal  factors  of  safety  in  design  is  again  justified,  for  otherwise  this 
line  would  have  failed  under  the  increased  burden  imposed.  When 
these  conditions  were  discovered,  careful  observation  of  the  behavior 
of  the  carrier  showed  that,  when  carrying  dry  salt,  they  traversed  the 
line  from  the  loading  to  the  discharge  terminals  without  noticeable 
difficulty,  but  when  loaded  with  wet  salt,  a  few  of  the  buckets  would 
slip  on  the  traction  rope.  The  points  where  this  difficulty  was  par- 
ticularly pronounced  were  between  Structures  5  and  6  of  Section  I; 
and  between  Structures  10  and  11  of  Section  II.  There  the  track 
cables  are  as  steep  as,  or  steeper  than,  can  be  found  on  any  operating 
aerial  tramway  using  friction  grips.  In  order  to  indicate  the  excessive 
gradients  which  confronted  the  designers  of  this  tramway,  Table  1  is 
presented.  All  gradients  of  less  than  30%  have  been  omitted.  This 
table  shows  the  station  numbers  of  the  approved  survey,  the  numbers 
of  the  structures,  the  slope  and  length  of  the  chord  of  the  span,  the 
number  of  loaded  carriers  supported  on  the  span,  and  the  slope,  in 
angular  measure  and  in  percentage.  These  data  will  be  found  of 
great  interest,  especially  to  engineers  concerned  in  aerial  tramway 
design.  Those  who  study  Table  1  will  realize  the  difficult  problems 
these  grades  imjKDsed  on  the  designers  of  the  tramway. 

To  know  that  this  aerial  structure  is  in  successful  operation  is  a 
source  of  deep  gratification  to  its  sponsors.     The  first  great  departure 
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TABLE  1. — Elements  of  the  Aerial  Tramway  of  the 
Salike  Valley  Salt  Company. 


Span. 


To 


Slope  of 
chord. 


Length  of  chord, 
in  feet. 


No 
buckets 


Slope  of 
cable. 


Per- 
centage 
of  slope. 


Saline  to  Summit. 


135  +  50  (4) 

158  4-  90  (4) 
162  4-  48 
164  +  38 
168  4-  89   (C) 
173. 

178  4-57.3(7) 
+  34 


(8) 

(10) 
(11) 
(13) 

(15) 


191 

219  T. 
223  +  28 
244  +  63 
251  +31 
271  +  10 
284  +  50  T. 
289  +  41  (16) 
801  +  30  T, 
310  +  35  T. 
318  4- 50  T. 
820  +  70  T. 
323  4-33  (18) 
325  +  30  T. 
330  +  00  T. 
336  4-  00  T. 
839  +  02 


158  + 
162  + 
161  + 
106  + 
173. 
176  + 
191  4- 
203  + 
223  + 
244  + 
247  + 
265  + 
284  + 
289  + 
295  + 
310  + 
318  + 
320  4- 
322  + 
825  + 
380  + 
836  + 
338  + 
851  + 


50   (5) 

48 

38 

68   (6) 

03  <7i 
07.7  i8) 
48  (9) 
08  (10) 

10  (11) 
22  (12 1 
91  (14) 
50  T. 

11  (16) 
31  (17) 
35  T. 
50  T. 
70  T. 
94  (18) 
30  T. 
00  T. 
00  T. 
29  (19) 
95 


20'>06' 
80''53' 
31''40' 
82016' 
30°27' 
8r51' 
20° 18' 
]8''19' 
15°42' 
22"'32' 
ll'>32' 
6°18' 
15''44' 
23''07' 
170  26' 
I303O' 
20058' 
24025' 
24032' 
20°06' 
21018' 
23°54' 
26=06' 
I6042' 


Entering  No.  6 

709 
Entering  No.  7 
1  335 

1  280 
500 

2  260 


459 

392 

500 

513.5 

931 

873 


508 
656 


1  352 


3902O' 
360  17' 
36028' 
39045' 
37049' 
39°36' 
34^30' 
33o]5' 
20037' 
40=27' 
19=08' 
21=24' 
280]!' 
31O00' 
25=23' 
22=36' 
29=36' 
29=211' 
31035' 
24057' 
27°06' 
30O58' 
33°80' 
31=13' 


81.95 

73.41 

73.9 

88.17 

77.61 

82.73 

68.73 

65.5 

87.62 

85.25 

34.69 

89.19 

58.58 

60.0 

47.45 

41.62 

56.8 

56.19 

61.5 

46.52 

51.17 

60.0 

66.19 

60.6 


Summit  to 

Discharge  Terminal. 

874  +  46    (21) 

377  +  20  T. 

18=31' 

26=10' 

49.1 

377  +  20  T. 

379  f  00  T. 

18=33' 

2:^=20' 

43.1 

379  T. 

390  +  00  T. 

12=31' 

1  127 

23=or 

42.5 

396  +  15    (22) 

399  +  90  T 

19=11' 

26=44' 

50.8 

399  +  90  T. 

400  +  90  T. 

17=14' 

21=45' 

89.9 

400  +  90  T. 

413  +  50  T. 

10=46' 

1  285 

22^37' 

41.6 

421  +  51    (23) 

423  -+  70  T. 

20=49' 

25044' 

48.2 

423  +  70  T. 

426  +  91    (24) 

19=48' 

25=05' 

46.8 

427  +  13    (24) 

448  +  20    (25) 

8=10' 

2  128 

26=41' 

50.8 

497  4-40    (28) 

503  T. 

19=30' 

594 

28>'2:r 

54.0 

503  'r. 

504  +  50  T. 

17045' 

22026' 

41.8 

504  +  50  T. 

506  +  30  T. 

17=54' 

22041' 

41.8 

506  +  30  T. 

517  +  40  T. 

12=06' 

:  135 

22°45' 

41.9 

.551+75    (29) 

553  +  10    (30) 

16=29' 

23=14' 

42.9 

558  +  26    (30) 
656  4-  50  T. 

556  +  50  T. 
.557  -4-  50  T. 

19=27' 

27051' 

52.8 

19=08' 

23=89' 

43.8 

557  +  £0  T. 

558  +  50  T. 

19=57' 

24=28' 

45.5 

558  +  60  T. 
561  4-  57    (31 ) 

561  +34    (31) 

20=12' 

25=21' 

47.4 

.580+68    (32) 
.584  T. 

10=33' 

1  94-> 

29026' 

56  4 

581  +  46    (82) 
584'r. 

1.5=35' 

22*45' 

41.9 

588+  10  T. 

14018' 

19<  53' 

36.2 

588  +  10  T. 

590  T. 

13019' 

18°08' 

82.75 

590  T. 

591  +28T. 

13=21' 

17=58' 

82.4 

591  +  28  T. 

592  4-  50  T. 

592  +  .50  T. 

18=35' 

18=10' 

32.8 

593  +  77  T. 

14=02' 

18=38' 

83.7 

598  +  77  T. 

595  T. 

14037' 

19=12' 

34.8 

595  T. 

597  +  50  T. 

14050' 

19=42' 

.35.8 

597  f  50T. 

(iOO  T. 

14=37' 

18=89' 

.33.8 

600  T. 

605  -t-  80 

11044' 

18=19' 

33.1 

631  +88    (31) 

633--20T. 
637--  30  T. 

220.S2' 

28=17' 

53.8 

688  +  20  T. 

21=34- 

27=09' 

51.3 

687  +  80  T. 
689  4-30    (35) 

688 --95    (35) 

20=53' 

25°87' 

47.95 

659  +  2lj    (36) 

9=27' 

28=23' 

54.0 

663  +  97    (87) 

«(i7  +  21     (.38) 

13°11' 

20=.S5' 

87.55 

6(i7  +  76    (88) 

675  -1-  40  T. 

19=05' 

'2 

27°.58' 

53.1 

(175  +  40  T. 

080  +  90  T. 

18O08' 

' 

19=30' 

85.4 
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from  standard  tramway  practice  was  made  when  the  extreme  difference 
in  elevation  between  the  loading  terminal  station  and  the  summit  was 
divided  into  three  sections,  and  when  two  sections  were  used  for  the 
descent  from  the  summit  to  the  discharge  station.  Experience  has 
shown  that  it  is  not  economical  to  attempt  to  utilize  traction  ropes  of 
large  diameter.  The  total  stress  developed  in  such  ropes  when  lifting 
20  tons  of  material  1*  miles  vertically  at  the  rate  of  500  ft.  per  min. 
is  so  great  as  to  prohibit  the  use  of  a  single  rope  for  this  duty.  Mul- 
tiple traction  ropes,  arranged  in  parallel,  are  not  to  be  considered  when 
a  more  satisfactory  solution  of  the  problem  can  be  developed.  Accord- 
ingly, it  was  decided  that  the  tramway  should  be  arranged  in  sections 
so  as  to  maintain  a  traction  rope  of  moderate  diameter,  and  to  arrange 


CURVED  RAIL  STRUCTURE.  STATION  23 

AERIAL  TRAMWAY 

SALINE  VALLEY  SALT  COMPANY 

Fig.    15. 

the  stations  so  that  there  would  be  a  constant  difference  in  their  suc- 
cessive elevations.  It  is  readily  seen  that  this  constant  difference  in 
elevation  imposes  practically  the  same  stresses  on  the  traction  ropes  of 
each  section.  The  only  feature  that  is  not  constant  is  the  friction 
developed  by  the  moving  carriages  on  those  sections  which  are  not  of 
equal  length  and,  consequently,  do  not  support  the  same  number  of 
carriers. 

Unfortunately,  experience  has  shown  that,  irrespective  of  the  con- 
stancy of  tension  in  two  traction  ropes  in  service,  they  do  not  maintain 
precisely  the  same  diameter.  Accordingly,  friction  griiDS  which  have 
been  designed  so  as  to  maintain  a  uniform  closure  when  adjusted  to 
bold  satisfactorily  on  the  larger  of  the  traction  ropes  will  slip,  all  other 
conditions  being  constant,  when  attached  to  the  second  traction  rope. 
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By  this  criterion  it  was  necessary  to  abandon  consideration  of  the  well- 
known  Webber  grip  for  this  service.  The  use  of  either  the  Bleichert 
overhead  or  underhung  automatic  grips  was  taken  under  advisement. 
The  screw  grip,  such  as  Pohlig  uses,  was  unsatisfactory  because  of  the 
acceleration  required  to  close  the  gripping  lever,  which  moves  in  a 
plane  parallel  with  the  direction  of  motion;  also  because  of  the  great 
difficulty  in  maintaining  a  proper  limit  for  the  throw  of  the  closing 
lever  when  operating  on  ropes  of  different  diameters  so  as  to  engage 
the  detacher  properly  instead  of  under-running  it,  an  accident  which 
happens  frequently  on  multiple-section  lines  where  this  grip  is  used. 
The  overhead  grip  was  eliminated  from  further  consideration  because 
the  extreme  tension  of  the  traction  rope  in  passing  through  structures 
on  the  crests  promoted  the  overturning  tendency  of  the  carriers, 
especially  those  on  the  empty  side.  The  underhung  Bleichert  grip  was 
not  used  on  account  of  the  serious  doubts  entertained  concerning  its 
holding  powers  on  grades  as  steep  as  86  per  cent.  This  grip  is  operated 
by  the  weight  of  the  load  acting  on  the  movable  jaw.  On  steep  gradi- 
ents the  gripping  power  is  materially  reduced.  The  high  price  of  the 
grip  and  carriage  of  this  type,  as  compared  with  others,  was  also  a 
considerable  factor  when  it  is  recalled  that  286  carriers  were  needed 
for  the  equipment  of  the  line.  As  all  the  accredited  grips  then  known 
were  found  to  be  unfit  for  this  service,  it  was  decided  that  a  new  grip 
should  be  designed  so  as  to  hold  carriers  supporting  12-cu.  ft.  buckets 
loaded  with  salt  weighing  60  lb.  per  cu.  ft.  It  was  also  decided  that 
these  grips  should  be  of  the  trunnion  type,  so  that  the  loads  would  hang 
vertically  on  all  slopes;  that  the  grips  would  compensate  successfully 
without  material  loss  of  tractive  effort  for  the  different  diameters  of 
traction  ropes  found  on  the  line ;  that  the  grips  should  be  of  the  under- 
hung, top-opening  type;  and  that  they  should  be  of  moderate  cost. 

When  these  grips  were  furnished  and  the  line  was  operated,  it  was 
found  that  they  fulfilled  most  of  the  aims  of  the  design,  but,  owing  to 
the  great  variation  in  the  weight  of  the  salt  and  the  consequent  increase 
in  drag  on  the  grip,  some  of  them  failed  by  slipping  on  the  extreme 
slopes.  In  other  words,  the  requirement  for  the  constant  adjustment 
of  grips  was  too  great  a  hazard  to  success  to  comply  with  the  severe 
specifications  imposed  by  the  engineers  of  the  American  Steel  and 
Wire  Company,  who  ruled  that,  because  of  their  uncertain  performance 
when  handling  the  heaviest  loads  possible,  they  must  be  replaced.    This 


AERIAL  TRAMWAY  FOR  SALINE  VALLEY  SALT  CO.  737 

conclusion  was  reached  only  after  a  considerable  lapse  of  time  from 
the  date  of  arrival  of  the  first  bucket  of  salt  at  the  discharge  terminal, 
the  reason  being  that  the  Salt  Company  experienced  grave  financial 
difficulties  which,  for  about  2  years,  prevented  running  the  tramway 
in  accordance  with  the  contract. 

Finally,  the  American  Steel  and  Wire  Company  voluntarily  took 
over  the  operation  of  the  line  at  its  own  expense,  so  as  to  determine 
what  defects,  if  any,  existed,  and  what  replacements  should  be  made. 
As  a  result  of  this  investigation,  a  new  grip,  called  the  Universal  Wico, 
was  perfected,  which  has  demonstrated  its  fitness  for  the  duty  required. 
It  is  designed  in  striqt  accordance  with  the  specifications  previously 
outlined,  and  has  sufficient  gripping  power  on  the  traction  rope  to 
handle  safely  on  the  steepest  grades  a  carrier  loaded  to  its  utmost 
capacity  with  the  heaviest  salt  plus  the  weight  of  a  line  rider.  It  has 
the  additional  property  of  requiring  a  very  light  force  on  the  closing 
lever,  and  is  free  from  all  jars  so  common  to  other  forms  of  grips,  due 
to  the  elasticity  imparted  to  its  action  by  the  floating  pivot  of  the 
closing  lever.  The  grip  requires  about  40  lb.  on  this  lever  to  close  it. 
As  the  carrier  has  to  be  attached  and  detached  five  times  during  the 
passage  from  the  loading  to  the  discharge  station,  the  troubles  inci- 
dent to  these  operations  are  five  times  as  great  as  those  on  single-section 
lines,  the  usual  form  of  the  great  majority  of  aerial  tramways.  In 
making  a  round  trip  on  this  line  the  carriers  travel  more  than  26  miles, 
and  a  special  lubricating  system  is  attached  to  them  so  as  to  pro- 
vide an  adequate  supply  of  oil  for  the  wheels  and  pins. 

Section  I  is  exceptional.  From  the  loading  terminal  to  Structure 
4,  a  distance  of  13  550  ft.,  the  line  crosses  a  gradually  rising  mesa 
which  serves  as  a  fillet  between  the  flat  bottom  of  the  valley  and  the 
abrupt  escarpments  of  the  fault  cliffs  of  the  mountain.  From  Struc- 
ture 4  onward,  the  line  rises  800  ft.  with  great  abruptness.  It  is  evi- 
dent that  in  hauling  carriers  up  a  line  of  this  contour  the  track  cables 
and  traction  rope  must  be  arranged  so  that  the  latter  will  never  carry 
sufficient  tension  to  cause  it  to  rise  above  the  track  cables.  Such  a 
condition  wotdd  be  disastrous,  as  the  carriers  would  be  derailed.  After 
careful  computations,  the  tensions  were  determined  so  that  this  sec- 
tion operates  perfectly. 

Control  Station  No.  1  is  unique  in  that  it  is  equipped  with  driving 
mechanism,  tension,  sheaves,  guide  sheaves,   and  a  horizontal   axi^l: 
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and  the  ends  of  the  building  are  developed  into  a  pronounced  rail 
structure. 

Control  Station  No.  2  is  also  equipped  with  driving  mechanism, 
and  presents  a  reverse  vertical  curve  in  profile. 

The  summit  is  unusual  in  that  Sections  III  and  IV  are  controlled 
from  this  point,  both  driving  sheaves  being  mounted  on  the  same  shaft. 
(Fig.  16.)  Therefore,  the  power  developed  by  the  descending  loads  on 
Section  IV  assists  in  raising  those  on  Section  III. 

As  the  carriers  are  being  lifted  on  Sections  I,  II,  and  III,  there  is 
a  possibility  of  the  line  reversing  its  direction  of  motion,  due  to  the 
unbalanced  weight  of  the  carriers  on  the  loaded  and  empty  sides. 
Accordingly,  each  of  these  stations  is  equipped  with  a  reverse  preventer. 
This  device  consists  of  a  large  circular  plate  fitted  with  shoes  contain- 
ing ball  races  under  the  control  of  a  centrifugal  governor.  When  the 
governor  is  up  to  speed,  the  balls  are  restrained  so  that  the  plates  run 
freely.  When  the  line  stops,  the  balls  immediately  nip  the  plate,  and 
a  reversal  of  motion  is  prevented. 

Control  Station  No.  4  is  also  equipped  with  a  reverse  preventer  to 
stope  a  retrograde  motion  of  the  line  in  case  it  is  loaded  with  ''back" 
freight  destined  for  Saline  Valley. 

The  drives  of  these  stations  are  similar,  except  that  at  the  summit 
two  sheaves  are  mounted  on  the  same  shaft,  as  before  mentioned.  They 
consist  of  an  8-ft.  grip  sheave  bolted  to  a  brake  run,  7  ft.  2  in.  in 
diameter,  with  a  12-in.  face,  and  this,  in  turn,  carries  an  8-ft.  spur 
gear.  The  latter  is  driven  by  an  18-in.  pinion  mounted  on  a  shaft 
fitted  with  a  friction  clutch  belted  to  a  75-h.p.,  Allis-Chalmers,  3-phase, 
2  200-volt,  induction  motor.  On  Section  V  this  motor  acts  as  a  dynamic 
brake,  instead  of  a  driver.  A  grip  sheave  is  one  which  carries  a  special 
rim,  in  which  there  are  about  ninety-six  pairs  of  toggle  jaws. 
These  jaws  are  held  open  by  gravity  or  by  a  special  flat  spring. 
When  the  traction  rope  passes  around  the  sheave,  the  pressure  developed 
on  the  bottom  of  the  groove  of  these  jaws  is  sufficient  to  cause  them  to 
close  and  grip  the  rope  tightly.  This  action  increases  the  friction 
between  the  sheave  and  the  traction  rope,  thereby  greatly  promoting 
its  efficiency. 

Tlie  brakes  arc  of  the  compound  differential  type,  and  are  actuated 
by  hand-wheels  and  scnnvs;  this  method  ensures  that  thoy  will  bo 
applied  gradually  during  an  appreciable  interval  of  time,  so  that  the 
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line  will   not  be  wrecked  because   of   sudden   stoppage,   as   would   be 
likely  to  occur  with  solenoid  brakes. 

The  carriers  are  of  special  design,  in  that  the  hangers  are  made 
longer  than  is  standard,  so  as  to  provide  proper  clearance  between  the 
traction  rope  guide  rollers  used  in  the  rail  structures  on  the  ridges 
running  transversely  to  the  location  of  the  tramway. 


72  dia.  I  X  Faoo 
Cresson  Friction 
Clutch  Puller 
'  ELEVATION 

Pig.  16. — Part  of  Control  Station"  Xo.  3,  Showing  Drives  for  Sections  III  and  IV. 
Owing  to  the  extreme  length  of  the  line,  it  was  necessary  to  cover 
the  salt  in  order  to  protect  it  from  contamination  due  to  dust  and 
grease  which  might  drop  from  the  track  cable.  To  obviate  the  neces- 
sity of  removing  this  cover  whenever  the  bucket  is  dumped,  the  latter 
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is  cylindrical,  and  revolves  about  its  trunnions  independently  of  the 
cover.  Owing  to  the  vibration  of  the  carrier  in  passing  through  such 
a  great  number  of  stations  and  structures,  it  was  necessary  to  provide 
a  very  positive  keeper  to  hold  the  bucket  latch  in  place.  In  the 
locality  contiguous  to  the  tramway  site  there  are  winds  of  great 
violence,  promoted,  no  doubt,  by  the  high  temperature  in  the  valley 
and  the  cooled  air  of  the  summit.  If  the  covers  of  the  buckets  were 
not  properly  restrained,  these  hurricanes  would  blow  them  bodily 
through  the  hangers;  therefore,  it  was  imperative  to  design  a  dependable 
latch  to  hold  the  covers  in  place. 

The  control  stations  are  equipped  with  telephones,  thus  permitting 
ready  communication  from  one  end  of  the  tramway  to  the  other.  The 
line  riders,  who  are  responsible  for  the  oiling  of  the  traction  rope  rollers 
and  the  track  cables  of  the  several  sections,  are  provided  with  line 
'phones  which  can  be  attached  to  the  wires  conveniently,  thus  per- 
mitting conversation  with  any  of  the  stations  from  points  along  the 
line.  There  is  also  a  bell  signal  system  for  use  in  those  operations 
whore  conversation  is  not  required. 

The  electrical  transmission  line  is  of  the  usual  pole  construction, 
carrying  copper  wires  for  a  3-phase  circuit.  The  voltage  is  33  000. 
The  transformer  stations  are  of  the  out-door  type,  and  the  voltage  is 
stepped  down  from  33  000  to  2  200  for  use  in  the  motors  of  the  driving 
stations. 

The  crew  consists  of  two  men  each  at  the  loading  and  discharge 
terminals,  as  well  as  at  Control  Stations  Nos.  1,  2,  3,  and  4.  In  addi- 
tion to  this  crew,  four  line  riders  are  required  to  keep  the  track  cables 
and  the  traction  rope  rollers  and  guide  sheaves  in  the  structures  and 
towers  in  perfect  condition.  There  is  also  a  foreman  who  exercies  a 
general  supervision  of  the  line.  The  cost  of  labor  and  power  for  salt 
transported  is  4.6  cents  per  ton-mile. 

Several  methods  of  gathering  the  salt  have  been  tried  with  indif- 
ferent success.  At  present  the  plan  is  to  flood  the  salt  field  by  manipu- 
lating the  water  which  is  piped  from  the  springs.  This  fresh  water 
dissolves  the  salt  rapidly.  If  the  supply  of  fresh  water  is  then  stopped, 
the  evaporation  caused  by  the  summer  sun  is  excessive,  and  pure  salt 
crystals  gather  in  the  brine.  These  crystals  resemble  flat  plates,  and 
arc  easily  shoveled  into  conical  piles  about  2  ft.  high  and  3*  ft.  in 
diameter  at  the  base.     Each  pile  is  assumed  to  contain  from  400  to 
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nOO  lb.  The  piles  are  arranged  in  rows  approximately  12  ft.  apart, 
the  spacing  between  the  piles  being:  6  ft.  Mexican  labor  is  found  to 
be  most  satisfactory  in  gathering  the  salt,  and  each  man  is  supposed 
to  pile  from  S  to  10  tons  per  day.  Theoretically,  the  salt  remains  in 
piles  until  the  brine  has  drained.  As  the  mother  liquor  contains  the 
majority  of  the  impurities  which  might  possibly  contaminate  the 
salt,  this  step  is  additional  insurance  of  its  purity.  However,  the  salt 
does  not  drain  freely,  but  remains  damp  for  a  considerable  time.  When 
the  salt  is  gathered,  a  buggy  of  a  special  type  is  used.  These  vehicles 
are  of  galvanized  iron  and  have  a  channel-like  cross-section  of  body. 
Owing  to  the  field  being  soft,  the  rear  wheels  are  20  in.  in  diameter 
and  have  a  12-in.  face.  The  front  wheels  are  16  in.  in  diameter  and 
have  a  4J-in.  face.  The  bed  is  3  ft.  wide,  8  ft.  long,  and  6  in.  deep. 
The  axles  are  attached  rigidly  to  the  body,  so  that  curves  are  turned 
by  slipping  the  front  wheels.  These  buggies  carry  from  500  to  1  000 
lb.  of  salt,  and  are  hauled  across  the  field  by  a  |-in.  cable  operated  by 
a  gasoline  engine.  At  the  dumping  point  the  wagons  are  pulled  up 
an  inclined  plane  until  they  assume  an  angle  of  approximately  44°, 
at  which  slope  the  wet  salt  slides  freely  into  a  hopper  above  a  car 
which  has  a  body  30  in.  wide,  4  ft.  6  in.  long,  and  approximately  30  in. 
high.  The  bottom  of  this  car  is  hoppered  both  ways  at  an  angle  of 
45°,  so  that  the  sides,  instead  of  the  ends,  are  used  for  doors.  These 
cars  are  operated  on  a  double-track  railway,  about  J  mile  long,  by  an 
endless  rope  haulage  system  operating  at  a  speed  of  200  ft.  per  min. 
A  10-h.  p.  gasoline  engine  will  move  seven  loads  and  seven  empties 
on  these  tracks.  The  cars  dump  into  a  boot  serving  a  drag  conveyor 
which  elevates  the  salt  to  a  point  sufficiently  high  to  command  the 
50-ton  bins  at  the  loading  terminal.  Here  the  tramway  buckets  are 
filled  by  a  lever  chute  of  the  ordinary  type.  The  buckets  are  dispatched 
from  the  loading  terminal  at  the  tap  of  an  automatic  spacing  gong. 
The  rate  established  is  fifty-six  buckets  per  hour. 

The  tramway  has  carried  material  continuously  at  the  rate  of  23 
or  24  tons  per  hour,  and  is  an  unqualified  success.  The  stations,  with 
the  exception  of  the  summit,  are  not  housed  so  as  to  permit  readily 
of  winter  operation,  but  the  line  is  designed  so  as  to  prevent  snow 
and  other  weather  conditions  from  interfering  with  its  operation. 

The  line  is  not  designed  for  passenger  service,  but  the  line  oper- 
ators  use   it   in   preference   to   going  on  horseback   over   the   rugged 
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mountain  trails.  A  ride  over  this  line  is  a  never-to-be-forgotten  expe- 
rience. Starting  from  either  terminal,  the  passenger  rises  rapidly 
to  the  summit,  with  a  change  from  the  torrid  heat  of  the  valley  to 
the  chill  of  the  mountain  heights.  The  descent  is  a  reversal  of  this 
condition,  so  that  it  is  difficult  to  dress  properly  to  be  comfortable 
throughout  the  trip. 

Acknowledgment  is  tendered  to  the  following  gentlemen,  to  whose 
individual  foresight,  skill,  and  untiring  energy  are  due  the  design, 
erection,  and  initial  operation  of  the  tramway:  Mr.  White  Smith, 
President,  Mr.  Will  Smith,  Secretary,  W.  H.  Leffingwell,  M.  Am. 
Soc.  C.  E.,  Chief  Engineer,  Mr.  Daniel  Kuhnle,  Superintendent,  Mr. 
M.  O.  Bolser,  Electrical  Engineer,  and  Mr.  Harry  Hilderman,  Fore- 
man of  Construction,  respectively,  of  the  Saline  Valley  Salt  Company; 
Mr.  J.  W.  Smith,  Local  Manager,  Mr.  S.  S.  Webber,  Chief  Engineer 
(retired  1914),  Mr.  William  Hewitt,  Mechanical  Engineer,  Mr.  S.  W. 
Benson,  Chief  Draftsman,  and  Messrs.  C.  H.  Wickham,  L.  T.  Hays, 
and  T.  J.  Murphy,  Field  Engineers,  respectively,  of  the  Trenton  Iron 
Company,  and,  later,  Mr.  R.  H.  Hall,  Field  Engineer,  and  Mr.  George 
Hall,  Foreman,  for  the  American  Steel  and  Wire  Company. 
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DISCUSSION 


Richard  Lamb.*  M.  Am.  Soc.  C.  E. — On  studying-  this  paper,  with    Mr. 
reference  to   other  plants  which  have  been  built,   it  is   seen   that  it 
describes    novel   features    and   conditions    which    were    overcome    with 
difficulty. 

At  first  one  might  wonder  that  such  an  expensive  plant  should 
be  constructed  for  handling  so  common  and  cheap  a  commodity  as 
salt,  for  a  7i-lb.  bag  of  the  best  grade  retails  at  present  for  10  cents, 
and  lasts  a  family  for  quite  a  time.  During  normal  times  much  salt 
is  brought  to  the  United  States  as  ballast  for  vessels,  and  is  sold  at 
a  low  price. 

Recently,  the  speaker  was  examining  a  cement  stone  deposit  in 
Alabama,  and  found,  at  a  iK)int  3  miles  from  tide-water,  a  salt  deposit 
from  which  most  of  the  salt  used  by  the  Confederate  States  was 
mined  during  the  Civil  War.  A  comparison  of  the  plant  described 
by  Mr.  Carstarphen  with  a  project  to  mine  salt  and  deliver  it  by 
cableway  to  tide-water  from  the  Alabama  deposit  indicates  that  the 
latter  would  have  a  great  advantage.  Later,  the  speaker  visited  the 
Gulf  Coast  of  Louisiana,  and  there  found  that  vast  deposits  of  salt 
are  now  being  mined  and  shipped  by  boat  or  train  with  little  or  no 
intermediate  transportation,  and  the  owners  cannot  sell  all  they  can 
mine.  However,  it  is  presumed  that  the  market  was  examined  before 
the  Saline  Valley  cable  tramway  was  built. 

One  of  the  novel  features  of  this  tramway  is  its  excessive  gra- 
dients; the  speaker  knows  of  no  other  long  cable  tramway  where  they 
are  so  steep.  The  only  other  plant  in  the  United  States  which  can 
compare  with  it  in  length  is  that  of  the  American  Copper  Company, 
in  Wyoming,  16^  miles  long.  In  the  latter,  however,  the  maximum 
vertical  angle  is  about  20°,  as  compared  with  40°  in  the  Saline 
Valley  plant. 

The  undertaking  was  bold,  in  that  such  gradients  had  not  hereto- 
fore been  overcome,  and  the  success  of  the  plant  would  depend  on 
the  efficient  service  of  the  grip  used.  The  speaker  would  have  thought 
that  the  Pohlig  grip  would  have  been  successful;  however,  the  author 
states  that  the  plant  was  not  equipped  with  either  the  Pohlig  or  the 
Bleichert  grip. 

In  the  Bleichert  system  the  difficulty,  on  steep  gradients,  is  that 
in  going  up  the  steepest  incline  of  the  cable,  just  before  surmounting 
the  saddle  at  the  tower,  the  hauling  cable  is  pulling  somewhat  down- 
ward, and  the  resultant  force  has  a  tendency  to  retard  the  carriage. 
In  the  system  designed  by  the  speaker,  the  hauling  cable  is  kept 
parallel  with  the  bearing  cable,  and  the  downward  pull  is  practically 

*  New  York  City. 
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Mr.    obviated.     This  feature  is  used  on  the  line  of  the  American  Copper 

Lamb.  /-^ 

Company. 

The  speaker's  discovery  of  this  principle  was  due  to  the  following 
incident.  A  patented  logging  cable  tramway  had  been  erect-^d  by 
parties  who  stated  that  it  was  practical.  The  bearing  cable  was 
carried  on  A-frame  supports.  A  trolley  carriage  ran  on  the  cable, 
and  from  it  the  log  to  be  transported  was  suspended.  Attached  to 
the  log  was  a  cable  which  was  made  fast  to  a  whippletree  drawn  by  a 
horse.  As  the  trolley  approached  the  cable  support,  it  had  to  ascend 
the  incline  caused  by  the  inherent  sag  in  the  cable.  This  direction 
was  one  line  of  force  in  the  parallelogram  of  forces.  The  direction 
of  the  pull  by  the  horse  was  horizontal.  The  resultant  force,  conse- 
quently, was  downward,  and  the  trolley  would  not  pass  over  the 
support.  The  project  was  a  failure,  and  the  difficulty  could  not  be 
overcome  under  the  conditions  of  the  system. 

If  a  trolley  trackway  is  on  a  grade  and  a  rope  is  attached  to  the 
trolley  to  pull  it  in  a  horizontal  direction  up  grade,  the  trolley  will 
not  move.  It  is  necessary  to  have  the  hauling  and  bearing  cables 
as  nearly  parallel  as  possible.  The  steeper  the  gradient,  the  more 
difficult  this  problem  becomes.  Practical  plants  embodying  this 
principle  were  described  by  the  speaker  some  years  ago  in  a  paper* 
before  this  Society.  An  inherent  feature  of  cable  tramways  is  that 
they  must  be  built  in  an  absolutely  straight  line.  In  the  logging 
cable  tramway  described  by  the  speaker,  in  the  paper  referred  to,  the 
sheaves  carrying  the  hauling  cable  were  hung  so  as  to  permit  the 
alignment  to  deviate  from  a  straight  line,  but  it  had  to  be  very  nearly 
straight. 

In  the  Saline  Valley  line  there  are  three  changes  of  direction, 
or  four  separate  cable  tramways  joined  by  curved  rail  at  the  points 
of  deflection,  with  electric  motors  to  operate  the  hauling  cable  at  each 
angle.  At  each  control  station  the  traction  cable  is  made  a  unit 
for  that  station  only,  and  is  driven  by  its  own  motor.  The  summit 
station  is  arranged  so  that  both  the  grip  sheaves  are  on  the  same 
shaft,  and  are  controlled  by  a  motor  which  supplies  the  difference 
between  the  power  required  to  hoist  the  ascending  bucket  and  that 
developed  by  the  descending  bucket.  The  power  is  not  transmitted 
around  curves,  as  in  surface  cable-power  street  railroads. 

The  tension  ordinarily  used  on  cable  tramways  is  about  30  000  lb. 
per  sq.  in.  of  cable.  The  cable  can  never  be  stretched  to  approach 
closely  the  horizontal;  if  so,  it  would  be  strained  beyond  its  clastic 
limit.  The  towers  are  usually  about  250  ft.  apart.  Tension  stations 
are  about  5  000  ft.  apart.  In  some  cases  spans  as  long  as  1  000  ft. 
between  towers  have  been  operated  successfully. 

•  Transactions,  Am.  Soc.  C.  E.,  VoL  XXXII,  p.  44. 
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The  Chilcoot  Pass  cableway  was  built  mainly  for  the  transporta-  Mr. 
tion  of  passengers.  For  years  this  Pass  had  been  traversed  by  miners 
and  others  seeking  gold,  and  it  was  so  difficult  that  many  lives  were 
lost  there.  The  Trenton  Iron  Company  built  a  cableway  that  carried 
freight  and  passengers  suceessfuly  over  the  Pass.  It  was  intended 
to  build  the  power  plant  on  a  plateau,  named  White  Horse,  near  the 
center  of  the  Pass,  but  an  avalanche  buried  the  site,  and  it  was  with 
difficulty  that  another  could  be  found. 

The  power  was  furnished  by  a  porcupine  boiler  in  which  the  tubes 
were  of  such  weights  as  could  be  carried  to  the  site  by  Indians.  The 
bearing  cable  could  not  be  more  than  §  in.  in  diameter,  as  it  also 
had  to  be  transported  by  Indians.  The  transportation  from  Trenton 
to  the  final  location  was  more  expensive  than  the  material  of  the 
plant.  Great  care  had  to  be  exercised  in  making  the  cable,  as  there 
was  one  span  about  1  500  ft.  long.  The  first  person  to  traverse  the 
line  was  a  girl  who  used  her  canoe  as  a  car. 

H.  F.  ScHOLTZ,*  Assoc.  M.  Am.  Soc.  C.  E. — There  are  several  Mr. 
places  in  the  Pacific  Northwest  where  tramways  for  transporting  logs 
are  in  successful  operation.  The  logs  are  taken  out  from  places  prac- 
tically inaccessible  by  any  other  method.  One  instance  is  in  the 
Cascade  Mountains,  near  Index,  Wash.,  where  logs  as  large  as  6  ft. 
in  diameter  are  carried  across  a  deep  ravine  and  down  a  precipitous 
clifi  to  the  mill. 

F.  C.  CARSTARPHEN,t  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
appreciates  the  favorable  tenor  of  the  discussion  which  has  been  phen. 
presented.  Several  points  mentioned  by  Mr.  Lamb  are  worthy  of 
note.  The  first  deals  with  the  question  of  the  price  of  salt,  which 
no  doubt  was  of  great  importance  to  the  promoters  of  the  Saline 
Valley  Salt  Company,  but  was  only  of  passing  interest  to  the  builders 
of  the  tramway.  Information  as  to  the  prices  which  can  be  obtained 
for  salt  on  the  Pacific  Coast  shows  that  they  range  from  $3.50  ta 
$40.00  per  ton,  depending  on  the  grade  and  character.  Ocean  salt 
sells  for  about  $3.50  per  ton,  which  is  somewhat  less  than  the  computed 
retail  price  of  $26.70  per  ton  for  salt,  at  the  rate  of  7J  lb.  for 
10  cents.  It  is  the  writer's  understanding  that  milled  salt  suitable 
for  table  use  sells  wholesale  at  from  $10  to  $20  per  ton,  so  that  with 
the  ample  demand  of  the  fisheries  and  other  users  of  salt  on  the 
Pacific  Coast  and  in  the  iSTorthwest  territories,  the  development  of 
the  Saline  Valley  salt  field  was  considered  by  its  promoters  to  be 
a  worthy  business  enterprise. 

Mention  has  been  made  of  the  length  of  the  tramway  built  for 
the  American  Copper  Company,  of  Grand  Encampment,  Wyo.  The 
writer  quotes  from  a  report  on  file  relative  to  this  line: 

•  Carrollville,  Wis. 
t  Trenton,  X.  J. 
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Mr.  ''The  tram  was  built  in  four  sections  of  about  four  miles  to  each 

^phen'^  section.  The  first  section  from  the  smelter  to  Station  1  was  approxi- 
mately four  miles  in  length,  with  a  raise  of  perhaps  4%  across  an 
almost  level  prairie.  The  buckets  were  transferred  there  from  Section 
1  to  Section  2,  etc.  Section  2  was  almost  four  miles,  and  the  first 
three  miles  above  Station  1  was  a  gradual  raise  of  probably  4  per  cent. 
For  the  last  mile  of  Section  2  the  raise  was  probably  12%,  and  crossed 
one  or  two  deep  gulches.  Station  2  to  Station  3  was  over  a  rough 
broken  country.  It  consisted  of  long  spans  and  some  very  high  towers. 
From  Station  3  to  the  loading  station  the  tramway  crossed  the  Con- 
tinental Divide.  Station  3  was  in  a  canyon,  and  the  mine  was  also 
in  a  canyon.  The  tramway  line  raises  probably  3  000  ft.  between 
the  two  terminals  along  Section  3. 

"This  tramway  is  of  the  old  Leschen  lug  type;  one  of  the  first 
four  cable  tramways  built  by  that  company.  The  lugs  consist  of  a 
piece  of  sheet  steel  bent  around  the  cable  and  a  cast-iron  button 
or  lug  riveted  into  this  steel,  and  this  button  in  turn  entered  into 
channel  irons  on  the  buckets  by  means  of  triggers  and  slide  bars. 
There  is  one  of  the  same  type  of  tramways  at  the  Sunnyside  Mine, 
Silverton,  Colo. 

"The  cables  on  the  tramway  at  Encampment  were  of  the  6  by  7 
lang  lay  type,  and  probably  1^  or  1^  in.  in  diameter.  The  traction  ropes 
were  |  in.  in  diameter. 

"Tram  was  driven  by  power  generated  from  boilers  located  at  the 
various  stations  along  the  line. 

"Mr.  Riblet  was  on  the  ground,  and  designed  the  structures  and 
figured  all  the  towers,  angles,  and  deflections  of  the  cables.  Equipment 
was  all  furnished  for  this  line  by  the  A.  Leschen  and  Sons  Rope 
Company,  of  St.  Louis,  Mo. 

"The  traction  rope  on  these  towers  was  supported  by  small  sheaves 
which  hung  on  a  cross-beam  21  in.  from  the  top  of  the  stationary  cable. 
These  sheaves  were  grooved,  and  when  the  buckets  passed  over  the 
sheave  the  lug  would  raise  the  rope  high  enough  to  pass  between  the 
rope  and  the  sheave.  One  main  difficulty  was  this :  These  channel 
irons  on  the  buckets  were  bolted  to  the  frames  with  ^-in.  carriage 
bolts,  two  on  each  side,  or  four  bolts  altogether.  The  track  roi)cs  were 
so  slack  that  the  buckets  in  passing  over  the  long  spans  would  hang 
down  so  low  that  the  traction  rope  would  pull  the  lugs  through  these 
irons,  breaking  off  the  bolts  and  letting  the  buckets  run  away.  The 
lug,  being  riveted  to  the  cable,  would  immediately  whirl  over  a  few 
times  and,  as  it  passed,  the  next  tower  would  hang  on  a  rod  that 
sui)portod  tlio  timber  for  the  tower  sheave.  Towers  were  all  set  on 
the  ground  without  any  anchorages,  and  consequently  it  dragged  this 
tower  to  the  next  one  and  then  hooked  onto  that  one  and  ]nilled  it 
to  another  one.  Sometimes  the  writer  would  go  up  along  the  line 
and  find  as  many  as  four  towers  all  piled  up  in  one  bunch.  The 
engines  were  powerful,  and  the  man  in  charge  had  no  idea  when 
anything  was  hung  up.  They  just  kept  pulling  as  long  as  they  could 
move  the  thing. 

"The  downward  pressure  on  the  traction  rope  in  coming  over  the 
Continental  Divide,  caused  by  the  driving  station  and  the  loading 
station  being  in  the  canyon  below,  and  long  spans  leading  to  each 
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one  of  tliein.  was  so  groat  that  it  would  simply  cut  tlirougli  a  new     Mr. 
tower  sheave  in  a  very  few  hours.     We  experienced  most  of  our  diffi-  ^pbe^n*^* 
culties  in  the  operation  of  this  tramwaj'  on  the  three  miles  of  country 
adjacent  to  the  Continental  Divide." 

The  topography,  due  to  the  erosion  of  the  Bridger  sandstones,  is 
not  comparable  with  the  faulting  and  mountain-forming  tendencies 
which  have  developed  the  extreme  slopes  and  elevations  character- 
izing the  mountainous  areas  of  California;  and,  therefore,  the  diffi- 
culties of  design  of  the  two  tramways  are  not  of  the  same  order. 

Xo  difficulties  were  experienced  on  the  Saline  Valley  tramway 
due  to  the  faltering  of  the  carriers  in  passing  the  saddles  supporting 
the  track  cables,  on  account  of  the  traction  rope  not  being  parallel 
with  the  bearing  cable;  nor  is  this  tendency  of  any  importance  on 
tramways  of  the  Trenton-Bleichert  construction,  for  it  is  eliminated 
by  the  fundamental  principles  of  tramway  design.  Reference  to 
Fig.  6,  which  represents  loaded  and  empty  carriers  passing  an  80% 
grade,  will  show  that  the  track  cables  and  traction  rope  are  practically 
parallel. 

In  modern  tramway  design,  it  is  customary  to  place  the  cable 
supports  so  that  the  angle  formed  by  the  intersecting  tangents 
developed  by  the  chord  slope  and  the  deflection  of  the  empty  and 
loaded  cable,  is  kept  within  a  reasonable  amount,  depending  on  the 
radius  of  the  saddle  and  its  capacity  in  angular  magnitude. 

The  tensions  used  in  tramway  track  cables  have  changed  from 
time  to  time.  Twenty  years  ago  track  cables  were  erected  with  a 
tension  as  low  as  14  500  lb.  per  sq.  in.  Tensions  were  then  increased 
to  22  500,  25  000,  and  30  000  lb.  per  sq.  in.  Beyond  this  stage  increased 
knowledge  was  obtained  of  the  stresses  developed  in  locked  coil  cables 
due  to  bending.  The  influence  of  frictional  hysteresis  on  the  modulus 
of  elasticity  of  the  cable  in  bending  was  ascertained,  so  that  the  ques- 
tion of  the  proper  tension  of  a  tramway  track  cable  depends  largely  on 
the  condition  of  the  particular  tramway  which  is  being  designed. 

If  it  is  admitted  that  stress,  due  to  bending,  is  developed  in  the 
outermost  wire  of  a  track  cable,  it  is  consistent  to  assume  that  a  cable 
can  be  made  to  fail  due  to  excessive  bending  only.  It  is  well  known 
that,  if  sufficient  direct  stress  is  developed  in  the  cable,  it  can  be 
pulled  in  two.  Therefore,  there  is  an  economic  tension  to  be  applied^ 
to  the  track  cable  which  will  develop  a  minimum  combined  stress' 
in  the  outermost  wire  due  to  direct  load  and  bending. 

Bending  stress  is  developed  in  the  track  cable  due  to  its  support 
of  the  loaded  carrier.  The  measure  of  this  bending  is  a  cable  curve. 
The  tangent  of  the  intersection  angle  is  equal  to  the  weight  of  the  load 
divided  by  the  horizontal  component  of  the  tension  in  the  track  cable. 
If  the  loaded  carriers  are  low  in  weight  and  the  tension  in  the  track 
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Mr.  cable  is  high,  the  intersection  angle  of  the  curve  under  the  carrier 
phen.  will  be  small;  that  is,  the  curve  will  have  a  long  radius,  and  the  stress 
developed  in  the  outermost  wire,  due  to  bending,  will  be  less  than 
that  due  to  direct  tension. 

This  is  the  fundamental  criterion  which  should  be  considered  in 
designing  aerial  tramways,  where  it  is  desirable  that  a  proper  life  of 
track  cable  should  be  obtained,  together  with  a  minimum  of  inter- 
ference due  to  improper  elevation  of  tower  saddles. 

The  spacing  of  the  towers  depends  on  the  tension  in  the  track 
cables  and  the  weight  of  the  load  supported.  "With  a  proper  radius 
for  the  saddle  supporting  the  track  cables,  the  spacing  of  the  towers 
depends  on  the  economic  construction  height  of  these  supports.  The 
farther  apart  the  towers  are,  the  greater  must  be  their  height  in  order 
to  balance  the  deflection  and  clearance  required  between  the  bottom 
of  the  carrier  and  the  ground  surface.  The  longest  span  which  the 
American  Steel  and  Wire  Company  has  put  in  is  3  600  ft. 

Tension  stations  may  or  may  not  be  used,  at  the  designer's  option. 
In  fact,  it  is  customary  to  control  the  change  of  position  assumed  by 
the  track  cable  when  loaded  and  empty  by  erecting  it  as  an  anchored 
span.  It  is  well  known  that  the  product  of  deflection  and  tension  at 
any  point  on  a  suspended  cable  is  constant.  Accordingly,  in  anchored 
spans,  if  the  loading  changes,  the  deflection  tends  to  remain  a  con- 
stant, due  to  the  change  in  tension.  If  the  cable  were  non-elastic 
and  symmetrically  loaded,  there  would  be  no  change  in  deflection 
between  the  empty  and  loaded  positions.  In  practice,  there  is  a  slight 
change  in  these  positions,  due  to  the  elastic  properties  of  the  cable. 

The  pronounced  limitation  of  tramway  location  to  a  straight  line 
is  no  longer  apropos,  as  present-day  designers  do  not  hesitate  to  handle 
moderate  angles  on  the  tramway  supports.  In  this  manner  angles  of 
considerable  magnitude  may  be  introduced  into  the  alignment  of  the 
tramway  without  interfering  seriously  with  its  operation;  nor  is  it 
necessary  in  cases  of  this  sort  to  build  a  special  structure  called  an 
"angle  station." 

Although  the  discussion  has  not  been  extensive,  it  has  served  a 
useful  purpose  in  demonstrating  that  tlie  proi)er  design  of  aerial 
tramways  is  based  on  sound  principles  of  engineering,  and  that  such 
systems  of  transportation  are  not  to  be  considered  as  expedients  to 
be  adopted  when  no  other  method  can  be  used.  Aerial  tramways  are 
safe,   sane,   and  satisfactory. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS 

1  \ S  T I T  U  T  E  n     18  5  2 


TRANSACTIONS 


This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed 
in  its  publications. 


Paper  No.    1395 

THE  WATER  SUPPLY  OF  PARKERSBURG,  W.  VA. 

By  William  M.  Hall,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  John  W.  Hill,  Alexander  Potter, 
George  W.  Fuller,  Nicholas  S.  Hill,  Jr.,  Walter  E.  Spear, 
T.  Kennard  Thomson,  H.  F.  Dunham,  Theodore  S.  Johnson, 
Philip  Burgess,  James  H.  Fuertes,  Morris  Knowles  and  J.  D. 
Ste^-enson,  Edward  Mayo  Tolman^  and  William  M.  Hall. 


Synopsis. 
This  paper  describes  the  process  of  selecting  a  new  water  supply 
for  the  City  of  Parkersburg,  W.  Va.,  the  investigation  of  the  possible 
sources  of  supply,  especially  the  natural  underground  supply  in  the 
neighboring  Ohio  River  bottoms  and  plateau,  the  physical  and  geo- 
logical phenomena  relating  thereto,  the  methods  considered  for  collect- 
ing the  water  for  pumping,  and  the  novel  method  finally  adopted,  which 
consists  of  an  infiltration  system  composed  of  strainer  pipes  laid  in 
the  bed  of  the  river  and  overlaid  with  a  bed  of  washed  gravel  and  sand. 


Introduction. 

The  City  of  Parkersburg,  W.  Va.  (population  17  842  in  1910), 
constructed  works  for  a  public  water  supply  in  1884.  The  pumping 
fetation  was  established  on  the  banks  of  the  Ohio  River,  and  for  more 
than  25  years  the  supply  was  drawn  from  the  muddy  and  polluted 
waters  of  that  stream,  and  used  for  all  purposes  without  any  treatment 
whatever.  With  increasing  quantities  of  sewage  entering  the  river 
from  Pittsburgh,  Wheeling,  and  other  communities  in  the  Ohio  Valley 


*  Preeented    at    the    meeting   of    February    21st,    1917. 
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above  Parkersburg,  this  supply  became  increasingly  unsatisfactory. 
Typhoid  fever  was  quite  prevalent,  and  investigations  in  1906  and 
1907  indicated  for  that  disease  annual  death  rates  of  75  and  60, 
respectively,  per  100  000  population. 

In  1907  a  law  was  enacted  creating  for  Parkersburg  a  Water-Works 
Commission,  composed  of  three  city  officials,  including  the  Mayor, 
and  four  citizens,  of  whom  the  writer  was  one.*  This  Commission 
instituted  investigations  for  the  purpose  of  determining  the  best  method 
of  treatment  of  the  Ohio  River  water,  if  that  should  continue  to  be 
the  supply,  and  whether  or  not  water  could  be  obtained  from  wells, 
cribs,  or  from  a  gravity  source.  As  a  part  of  the  project,  consider- 
ation was  also  given  to  a  new  pumping  station  to  supersede  the  original 
plant,  which  had  suffered  much  from  wear  and  tear  in  pumping  muddy 
water  for  such  a  long  time.  It  is  not  within  the  scope  of  this  paper 
to  describe  the  details  of  the  pumping  station,  distributing  reservoirs, 
pipe  lines,  etc. 

Preliminary  Investigations. 

Morris  Knowles,  M.  Am.  Soc.  C.  E.,  was  engaged  to  make  recom- 
mendations relative  to  a  new  water  supply.  In  addition  to  gravity  and 
impounding  sources  of  supply  and  filtration  of  the  Ohio  River  water, 
he  investigated  the  feasibility  of  obtaining  a  well-water  supply  from 
the  Camden  Farm,  which  lies  immediately  north  of  the  upper  city 
limits  of  Parkersburg.    This  is  shown  by  Fig.  1. 

Mr.  Knowles  reported  in  August,  1908,  for  a  recommended  4  000  000- 
gal.  daily  supply,  that,  although  the  well  proposition  was  attractive, 
further  investigation  should  be  made,  perhaps  in  other  localities,  or 
somewhat  removed  from  the  Camden  Farm.  His  test  of  a  12-in. 
well  did  not  indicate  a  serious  lowering  of  the  ground-water  level,  but, 
for  safety,  a  more  elaborate  test  was  recommended,  as  it  was  realized 
that  a  large  factor  of  safety  should  be  required  in  establishing  a 
well  plant.  Rased  on  his  recommendations,  the  citizens  voted  on 
April  22d,  1909,  to  authorize  a  bond  issue  of  $270  000  to  build  the 
proposed  new  water-works;  and  he  was  authorized  to  prepare  plans 
and  specifications  for  the  construction  thereof.  ^^  ,.,«,•,,/ 


•  Tlic  CommlsKlon  conslKted  of  Messrs.  \V.  D.  PediRo,  Mayor,  C.  D.  Porrer,  of  the 
Board  of  Affairs,  Walter  Gerwig,  Councilman,  and  the  followinR  citizen  members: 
Messrs.  S.  T).  Camden,  IL  H.  Moss,  B.  S.  Pope,  and  the  writer.  Mr.  Camden  was  elected 
President  of  the  Commission,  and  Mr.  Forrer,  Secretary.  After  the  expiration  of  Mr. 
Forrer's  term  of  ofBce,  Mr.  George  P.  Chase,  Attorney,  though  not  a  member  of  the  Com- 
mission, served  as  Secretary. 


WATER   SUPPLY   OF    PARKERSBURG.   "W.    VA. 


751 


Pig.  1. 


752  WATER    SUPPLY    OF   PARKERSBURG,    W.    VA. 

Some  doubt  as  to  the  permanency  of  the  well-water  supply  arose 
in  the  minds  of  some  of  the  city  officials,  and,  on  request,  further 
consideration  was  given  to  the  matter  in  July,  1909,  by  Mr.  Knowles, 
who  called  in  Mr.  F.  G.  Clapp,  a  geologist,  as  advisor  on  this  subject. 
Mr.  Clapp  favored  the  well-water  supply,  but  was  also  aware  of  the 
possibility  of  having  to  build  new  wells  in  future  years,  thus  making 
it  wise  to  secure  at  the  outset  plenty  of  land  in  the  vicinity  of  the 
projected  plant;  such  additional  land  would  also  protect  the  purity 
of  the  supply  by  avoiding  surface  pollution  near  the  wells. 

There  was  still  one  member  of  the  Water- Works  Commission  who 
was  unable  to  agree  with  the  otherwise  unanimous  opinion  as  to  the 
adequacy  of  the  proposed  well  supply  and  its  suitability  as  to  quality. 
To  obtain  further  data,  James  H.  Fuertes  and  George  W.  Fuller, 
Members,  Am.  Soc.  C.  E.,  were  engaged  in  November,  1909,  to  inves- 
tigate and  report  on  the  proposed  well  supply,  with  a  view  to  settling 
the  differences  of  opinion  between  the  city  officials  and  the  citizen 
members  of  the  Water-Works  Commission.  They  investigated  the 
well-water  project  with  considerable  thoroughness,  and  found  that, 
though  it  would  be  possible  to  obtain  a  4  000  000-gal.  supply  from  the 
gravel  and  sand  layers  underlying  the  bottom-lands  in  the  neighborhood 
of  the  Camden  Farm,  it  would  be  necessary  that  such  a  well  system 
should  extend  along  the  river  for  at  least  4  000  ft.,  thus  making  its 
cost  greater  than  that  of  a  filtered-water  supply  from  the  river.  They 
recommended  the  adoption  of  the  latter. 

The  city  officials  passed  an  ordinance  authorizing  the  Board  of 
Affairs  to  build  the  filtration  works  and  appurtenances,-  but  this  authori- 
zation was  nullified  by  an  injunction  suit  which  stopped  the  further 
expenditure  of  fimds,  made  available  by  the  bond  issue  for  the  purpose, 
without  the  approval  of  the  Water- Works  Commission.  In  the  mean- 
time Mr.  L.  E.  Smith  interested  some  of  tlie  leading  citizens  in  a 
system  of  water  supply  consisting  of  a  manifold  of  pipes  laid  in  a 
sand  bar  in  the  Ohio  Eiver.  Samuel  M.  Gray,  M.  Am.  Soc.  C.  E.,  was 
then  engaged  to  report  on  the  advisability  of  adopting  the  so-called 
Smith  system.  His  report,  delivered  on  May  26th,  1910,  being  favorable, 
the  works  were  built  under  his  direction,  and  for  5  years  or  more  the 
water  has  been  clear,  clean,  and  of  satisfactory  sanitary  quality.  Not 
only  has  the  new  water  supply  been  satisfactory  to  the  citizens,  but 
it  is  gratifying  to  note  that  the  new  pumping  equipment  has  effected 
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an  economy  sufficient  to  pay  the  capital  charges  on  the  bond  issue 
required  by  the  new  plant. 

It  is  believed  that  the  development  of  the  new  supply  has  placed 
on  record  many  data  of  general  interest  to  the  Profession  with  regard 
to  ground-water;  and  that  this  is  so  with  respect  to  the  investigation 
of  the  well-water  supply  by  Messrs.  Knowles,  Fuertes,  and  Fuller,  and 
in  particular  in  the  case  of  the  somewhat  novel  system  built  by  Mr. 
Smith  under  the  direction  of  Mr.  Gray.  In  placing  before  the  Society 
the  principal  features  of  the  Parkersburg  water  project,  the  writer 
feels  of  necessity  bound  to  make  liberal  use  of  the  reports  of  the 
above-mentioned  gentlemen,  and  wishes  to  state  that  much  of  the 
following  is  an  abstract  compiled  from  their  several  reports  in  the 
preparation  of  which  he  is  indebted  to  them. 

Geological  Conditions. 

The  geological  conditions  of  the  Ohio  Valley  in  the  vicinity  of 
Parkersburg  were  investigated  at  length  by  Mr.  Knowles  with  the  aid 
of  Mr.  F.  G.  Clapp. 

Attention  is  first  directed  to  the  cross-sectional  profile  of  the  Ohio 
Kiver  at  Lock  and  Dam  'No.  18  (Fig.  2),  furnished  by  the  writer 
from  investigations  made  under  his  direction. 

The  bottom-lands  on  the  West  Virginia  bank  of  the  Ohio  River, 
for  a  distance  of  5  or  6  miles  north  of  and  above  Parkersburg,  contain 
more  or  less  water-bearing  strata.  This  is  shown  by  numerous  wells 
in  successful  use  for  domestic  and  manufacturing  purposes  within 
that  tract,  and  is  also  confirmed  by  an  examination  of  the  materials 
removed  in  drilling  these  wells. 

From  a  study  of  the  history  of  the  Ohio  River  in  this  immediate 
locality,  it  appears  that  the  river  bed  has  shifted  its  position  materially 
along  the  part  south  of  the  promontory  at  Briscoe,  where  the  rock  of 
the  West  Virginia  shore  extends  down  to  and  beneath  the  river  bed. 
At  present  the  Ohio  lies  well  to  the  west  in  the  river  bottoms,  in  some 
places  nearly  reaching  the  foot  of  the  hills  forming  the  rugged  upland 
of  the  Ohio  shore.  In  earlier  days  the  river  unquestionably  skirted 
the  West  Virginia  foot-hills.  The  result  of  this  shifting  has  been 
the  deposition  of  a  substantial  quantity  of  gravel  and  sand  in  the 
present  bottom-lands,  with  a  stratum  of  sandy  gravel  extending  north 
from  above  the  upper  limits  of  the  City  of  Parkersburg  for  about 
5  miles,  and  having  a  varying  width  averaging  perhaps  |  mile. 
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This  stratum  varies  in  depth  from  perhaps  15  to  25  ft.,  and  averages 
approximately  20  ft.,  according  to  avaihiblc  information.  It  is  over- 
laid -n-ith  a  stratum  of  loam  ranging  in  depth  from  25  to  40  ft.  The 
bottom  of  the  sand  and  gravel  stratum  varies  in  elevation  roughly 
from  about  540  to  550  ft.  above  sea  level,  and  its  top  surface  from 
about  560  to  570  ft. 

A  more  detailed  statement  of  the  local  geology,  with  comments 
on  its  significance  with  reference  to  the  ground-water  supply  of  Parkers- 
burg,  is  set  forth  with  various  comments  by  Mr.  Claijp  in  the  following 
paragraphs. 

Local  Geological  Details. — In  order  to  make  sure  of  the  adequacy 
of  the  present  and  future  supply,  the  formation  of  the  valley  and 
its  sediments  was  carefully  considered.  The  real  bottom  of  the  Ohio 
V'alley  is  not  the  present  surface  of  the  river  or  of  the  first  and  second 
bottoms,  but  is  the  bed-rock  surface,  or  surface  of  the  solid  rock  (sand- 
stone and  shale)  underlying  these.  Along  the  part  of  the  valley  con- 
sidered, this  bed-rock  surface  lies  from  50  to  125  ft.  or  more  below 
the  first  bottoms,  as  determined  by  the  depth  of  numerous  wells  and 
test  borings. 

The  origin  of  the  buried  bed-rock  surface  is  due  to  erosion  at  a 
time — thousands  of  years  ago — before  the  overlying  gravel  filling 
existed,  when  the  whole  country  stood  higher  above  the  ocean  level, 
and  hence  the  present  bed-rock  was  at  the  surface  of  the  ground. 
The  deeper  parts  of  the  bed-rock  valley  (t.  e.,  those  now  buried  more 
than  100  ft.  below  the  present  bottoms)  were  eroded  by  the  ancient 
Ohio  River  as  it  cut  its  way  deeper  into  the  surface  of  the  country 
while  it  was  comparatively  high,  forming  a  sort  of  gorge  below  the 
general  level  of  the  bed-rock  surface  in  the  valley.  Thus  there  were 
(and  still  are)  three  rock  levels:  (1)  that  of  the  gorge,  now  from  100 
to  125  ft.  below  the  present  first  bottoms;  (2)  that  of  the  ordinary 
bed-rock  in  the  valley,  now  from  50  to  90  ft.  below  the  first  bottoms; 
and  (3)  that  of  the  surrounding  hills,  the  tops  of  which  stand  from 
200  to  300  ft.  above  the  bottoms.  The  sand,  gravel,  and  clay  filling 
which  forms  the  bottoms  and  higher  unconsolidated  terraces  along  the 
valley  was  formed  at  a  more  recent  date  than  the  rock  valleys,  due 
to  various  incidents  in  connection  with  the  Ice  Age,  during  which 
the  northern  part  of  the  territory  now  occupied  by  the  State  of  Ohio 
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was  covered  with  a  great  glacier,  damming  the  river  valleys  at  various 
places. 

For  the  most  part,  the  buried  bed-rock  surface  of  the  Ohio  Valley 
is  rather  flat,  and,  under  the  Camden  Farm  and  elsewhere,  it  lies  from 
50  to  90  ft.  below  the  lower  bottoms.  On  this  rock  bench  rest  the  water- 
bearing gravels,  from  20  to  30  ft.  thick,  from  which  it  is  proposed  to 
draw  the  water  supply  by  pumping  from  wells.  The  gravels  are  covered 
by  clay,  fine  sand,  and  loam,  reaching  to  the  surface  of  the  bottom-land. 
Many  household  wells  driven  into  the  gravels,  and  also  geological 
inferences,  have  shown  that  the  formation  is  similar  and  continues  for 
miles  up  and  down  the  main  valley. 

No  part  of  the  rock  gorge  underlies  the  Camden  Farm,  but  at  this 
place  it  is  below  the  present  river.  Presumably  it  meanders  from  side 
to  side  of  the  valley,  and  farther  up  and  down  stream  it  may  underlie 
the  gravels,  as  it  does  at  the  test  wells  on  the  land  of  the  Parkersburg 
Iron  and  Steel  Company.  In  order  to  show  that  this  deeper  gorge  will 
not  interfere  with  the  supply  of  the  wells  by  draining  off  the  water 
at  a  lower  level,  it  may  be  stated  that  the  deeper  gorge  is  filled  for 
the  most  part  with  finer  material,  such  as  fine  sand  and  clay,  and  these 
do  not  hold  large  volumes  of  water.  Moreover,  the  portion  of  the 
underflow  of  the  river  which  follows  the  gorge  is  separated  from  the 
water  in  the  upper  gravels  by  layers  of  finer,  more  impervious  material, 
which  tend  to  keep  the  two  bodies  of  water  separate. 

Another  geological  feature  which  needs  consideration  is  the  terrace 
known  as  the  "sand  plains  region",  lying  back  of  Boreman  Hill,  and 
standing  at  an  average  elevation  of  80  ft.  above  the  first  bottoms,  or 
130  ft.  above  the  underlying  bed-rock.  The  sand  plains  are  about 
1/2  mile  wide,  and  extend  from  the  bottom-lands  of  the  Ohio  Valley 
at  Beechwood  for  ^2  mile  to  Worthington  Creek.  It  is  a  geological  fact, 
based  on  good  evidence,  derived  from  what  is  known  of  similar  sand 
plain  regions  at  various  places  along  the  Ohio,  that  this  strip  was 
the  ancient  valley  of  Worthington  Creek,  or  the  Little  Kanawha  River. 
The  depth  of  the  sand  and  gravel  filling  there  is  unknown,  but  it  is 
considerable;  and  through  shallow  wells  which  have  been  drilled  there, 
it  is  known  that  it  contains  a  large  volume  of  water.  This  water  is 
supplied  by  the  rain  which  falls  on  the  sand  plains  and  flows  west- 
ward,  through   the  underlying  sand  and  gravel,   to   the  Ohio   Valley, 
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where  a  large  part  of  it  passes  through  the  gravels  underlying  the 
Camden  Farm. 

Thus  there  will  be  two  sources  of  supply  for  the  wells:  the  ground- 
water from  the  sand  plain  district,  and  that  from  the  bottom-lands 
in  the  main  valley  of  the  Ohio,  both  bodies  of  water  moving  toward 
the  wells.  At  no  other  locality  in  the  vicinity  could  this  double  supply 
be  obtained  in  such  great  quantity. 

Gravel-Wafer  versus  Eock-Water. — The  question  arises:  Can  a 
better  or  more  adequate  supply  of  ground-water  be  obtained  by  drilling 
to  some  lower  level  than  is  planned,  that  is,  into  the  bed-rock?  To 
this  question  the  reply  is  decisively  "no".  The  rocks  underlying  the 
river  valleys  and  the  entire  vicinity  of  Parkersburg  are  similar  in 
character  to  those  in  the  surrounding  hills,  and  consist  of  shales  and 
sandstones  of  the  Dmikard  formation  (upper  barren  coal  measures), 
which  contain  very  little  water,  and  nowhere  in  these  rocks  coiild  a 
sufficient  supply  be  obtained.  In  fact,  a  supply  as  large  as  is  neces- 
sary does  not  seem  to  exist  anywhere  in  the  shales  and  sandstones 
of  the  coal  measures,  or  in  the  thin  limestones  scattered  through  them. 
Many  hundred  feet  below  the  surface  of  the  valley,  a  large  enough 
supply  could  be  found  in  limestones,  but,  even  if  it  was  practicable 
to  sink  wells  to  that  depth,  the  water  would  be  found  to  be  salty  and 
unfit  for  use. 

Estimated  Yield  of  the  Wells. — Calculations  by  Mr.  Clapp  agreed 
with  those  by  Mr.  Knowles,  that  fourteen  wells  will  yield  from  3  000  000 
to  4  000  000  gal.  of  water  per  day,  which  is  more  than  is  at  present 
needed,  and  will  suffice  for  some  years  to  come.  However,  after  from 
8  to  12  years,  it  may  be  necessary  to  add  a  new  well  every  year  or  two 
for  several  years,  in  order  to  keep  pace  with  the  increase  in  population 
and  to  replace  possible  deteriorating  wells.  Hence,  plenty  of  land 
should  be  secured  in  the  vicinity  of  the  wells.  Owing  to  the  character 
of  the  water,  and  the  known  type  of  river  gravels,  the  wells  may  last 
15  years  or  more  without  the  necessity  of  being  replaced.  In  order 
that  the  supply  may  be  maintained  at  approximately  its  initial  quan- 
tity, the  wells  should  be  cleaned  occasionally,  and,  if  pumped  with  an 
air-lift,  the  air  pressure  should  be  reversed  frequently,  in  order  to 
blow  out  any  fine  material  which  may  collect  in  the  pores  of  the 
gravel  close  to  the  wells  or  in  the  strainers. 
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Arrangement  of  the  Wells. — The  water  in  the  gravels  is  moving 
in  two  directions.  A  part  of  it,  derived  from  the  rainfall  on  the 
bottom-lands  farther  up  the  valley,  is  moving  slowly  down  stream, 
approximately  parallel  to  the  Ohio  River.  A  second  part  of  the 
gravel-water,  derived  from  the  rainfall  on  the  sand  plains,  is  moving 
from  them  toward  the  river,  in  general  at  right  angles  to  it.  There- 
fore, the  proposed  arrangement  of  the  wells  in  two  lines,  one  parallel 
to  the  river  and  the  other  at  right  angles  thereto,  is  the  best  for 
securing  all  available  water.    The  wells  should  be  at  least  300  ft.  apart. 

Hydraulics  of  the  Local  Well- Water  Field. 

So  much  discussion  having  arisen  in  Parkersburg  as  to  the  relative 
merits  of  a  well-water  supply  and  a  filtered-water  supply  from  the  Ohio 
River  when  Messrs.  Fuertes  and  Fuller  made  their  examination  in 
the  fall  of  1909,  it  was  determined  to  conduct  pumping  tests  for  a 
period  of  at  least  3  weeks.  Accordingly,  a  deep-well  pump  was  set 
up  in  one  of  the  12-in.  wells  sunk  by  Mr.  Knowles.  This  pump  was 
operated  under  the  observation  of  James  R.  McClintock,  M.  Am. 
Soc.  C.  E.,  from  January  18th  to  February  8th,  1910,  and  during  this 
period  quantities  ranging  from  480  000  to  575  000  gal.  daily  were 
pumped.  Eight  special  observation  wells  were  driven,  and  frequent 
studies  were  made  of  the  water  level  therein,  and  also  in  thirty-one 
existing  driven  wells  within  3  or  4  miles  up  the  river  on  the  Camden 
Farm  site,  including  two  wells  in  the  sand  plains  east  of  the  bottom- 
lands. 

Water  levels  in  the  river  were  taken  several  times  a  day,  and 
samples  of  the  well  water  were  collected  frequently  for  analysis.  The 
temperature  of  the  well  water  was  uniformly  between  51  and  52° 
Fahr.,  and  that  of  the  river  water  during  the  period  under  observation 
ranged  from  34  to  38°  Fahr. 

Summary  of  Results  of  Studies  of  Ground-Water  Supply,  as  to 
Source,  Quality,  and  Quantity. 

The  results  of  the  pumping  tests  are  given  in  a  report  by  Messrs. 
Fuertes  and  Fuller,  dated  February  21st,  1910,  with  perhaps  unusual 
clearness,  and  a  summary  of  this  information  is  given  at  some  length, 
as  follows. 
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Water-bearing  Strata. — The  first  essential  in  securing  a  ground- 
water supply  was  to  ascertain  the  conditions  with  respect  to  the  water- 
bearing strata,  as  it  is  obvious  that  withovit  such  strata  a  ground-water 
supply  for  the  city  was  out  of  the  question.  Reference  has  already 
been  made  to  the  local  geological  conditions,  and  these  may  be  further 
spoken  of  from  the  standpoint  of  water  supply  as  to  the  character 
of  the  water-bearing  strata. 

The  elevation  of  the  Ohio  River  opposite  the  Camden  Farm  ranges 
from  about  562  at  low  water  to  about  621  for  extreme  high  water,  which 
floods  the  bottom-lands  to  a  depth  of  from  10  to  20  ft.  At  low  water 
the  depth  of  the  river  varies  somewhat,  but  approximates  5  ft.,  accord- 
ing to  the  surveys  made  by  the  United  States  Government. 

The  present  river  bed  opposite  the  low  lands  in  question  is  made 
up  largely  of  sand  and  gravel.  The  proportion  of  gravel  and  the  range 
in  gravel  size  vary  considerably.  The  proportion  of  sand  apparently 
increases  with  the  distance  from  the  natural  dam  at  Briscoe. 

Excellent  building  sand  for  local  construction  work  is  secured 
from  the  river  bed  by  dredging  at  a  point  opposite  the  Camden  Farm. 
Samples  of  this  sand,  after  removing  the  gravel  by  screening,  show 
what  would  be  called  a  medium  river  sand,  having  an  "effective  size" 
of  about  0.28  mm.  Test  wells  sunk  by  Mr.  Knowles,  and  from  which 
samples  of  material  were  placed  on  exhibition  in  the  rooms  of  the 
Water  Commission,  show  a  substantial  proportion  of  relatively  fine 
or  medium-sized  gravel  from  which  the  sand  was  largely  eliminated 
in  the  process  of  removal  from  the  ground.  So  far  as  it  has  been 
possible  to  ascertain,  these  bottom-lands,  at  a  depth  of  about  40  ft. 
below  the  surface,  contain  a  sand  and  gravel  layer  with  the  sand 
predominating.  The  sand  is  of  medium  size,  filling  the  voids  of  the 
gravel  and  thus  controlling  the  resistance  of  the  stratum  to  the  flow 
of  water.  The  average  depth  of  the  layer  is  about  20  ft.,  and  not  more 
than  one-fourth  of  it  is  above  extreme  low  water.  In  a  rough  way, 
it  appears  that  during  dry  years  the  water  in  the  river  is  below  the 
level  of  the  surface  of  the  sand  and  gravel  stratum  for  about  4  months, 
and  sometimes  it  is  3  or  4  ft.  below  for  weeks  at  a  time. 

Deep  wells  show  that,  beneath  this  water-bearing  stratum  of  sand 
and  gravel,  there  are  layers  of  shale  and  clay,  rather  irregularly  spaced, 
and  interspersed  with  more  or  less  sand  and  gravel.  So  far  as  it  has 
been  possible  to  ascertain,  however,  the  sand  and  gravel  layers  below 
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the  main  deposit  are  too  thin  and  too  variable  as  to  continuity  to 
make  them  worth  serious  consideration  in  connection  with  a  municipal 
water  supply. 

The  general  conditions  as  to  the  present  river  bed  at  Lock  and  Dam 
18,  about  2  miles  below  Briscoe,  are  shown  on  the  sectional  profile, 
Fig.  2. 

Source  of  Ground-Water. — The  second  step  in  studying  a  ground- 
water project  was  to  ascertain  the  source  of  the  water  found  in  the 
water-bearing  strata,  and  particularly  the  source  and  direction  of  the 
flow  of  water  in  such  strata  in  the  event  that  a  municipal  supply 
were  to  be  taken  regularly  therefrom. 

Inspection  of  local  conditions  shows  at  once  that  the  promontory 
at  Briscoe,  with  the  rock  extending  across  the  river  a  short  distance 
beneath  the  river  bed,  clearly  precludes  the  possibility  of  any  sub- 
stantial quantity  of  ground-water  coming  from  points  above  Briscoe 
and  passing  longitudinally  down  the  bottom-lands.  Accordingly,  a 
water  entering  the  sand  and  gravel  strata  must  come  either  from 
the  river,  by  infiltration  through  the  bottom  and  sides  of  the  river-bed, 
or  from  the  rainfall  on  the  bottom-lands  themselves  or  the  upland 
district  immediately  tributary  thereto. 

Inspection  shows  that  these  bottom-lands  are  traversed  longitudi- 
nally by  Pond  Run  for  the  greater  portion  of  the  distance,  and  at 
the  upper  or  northern  end  there  is  another  run  which  passes  diagon- 
ally across  the  bottom-lands  and  enters  the  Ohio  at  Vienna.  These 
surface  streams  have  a  drainage  area  of  some  5  sq.  miles  back  in  the 
hills.  The  hilly  sections  contain  much  clay  and  loam,  and  are  generally 
of  an  impervious  character,  as  distinguished  from  the  so-called  sand 
plains.  Pond  Run  apparently  has  an  almost  impervious  bed.  Its  slope 
is  exceedingly  light,  and  the  fine  materials  deposited  show  that,  except 
at  times  perhaps  of  heavy  rainfall,  no  appreciable  quantity  of  water 
passes  from  this  run  into  the  water-bearing  strata  below. 

Along  the  edge  of  the  upland  area  there  are  a  number  of  flowing 
wells  and  wet  places,  showing  clearly  that  the  water  entering  the  ground 
in  the  hilly  upland  district  moots  impervious  strata  as  it  reaches  the 
edge  of  the  bottom-lands,  and  that  it  is  easier  for  it  to  force  its 
way  to  the  surface  than  to  enter  the  sand  and  gravel  strata. 

Of  course,  some  rainfall  on  the  bottom-lands  thomsolves  would  roach 
the  underlying  strata  of  sand  and  gravt'l,  but  tlic  fine  and  impervious 
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nature  of  the  40-ft.  layer  of  loara  precludes  this  from  reaching  any 
substantial  volume.  It  must  also  be  borne  in  mind  that  the  loam 
stratum  is  flooded  with  muddy  Ohio  River  water  from  time  to  time, 
and  the  surface  at  such  periods  is  covered  with  a  deposit  of  fine  silt 
and  clay. 

During  wet  weather,  perhaps  when  the  water  in  the  Ohio  is  high, 
it  would  appear  that  the  water  contained  in  the  pores  of  the  extensive 
sand  and  gravel  layers  is  largely  from  the  river,  but  to  some  extent 
it  is  from  upland  sources,  the  high  river  stage  damming  up  some  of 
the  upland  water. 

Messrs.  Fuertes  and  Fuller  were  firmly  of  the  opinion  that,  during 
low-water  stages  in  the  Ohio,  the  water  which  can  be  drawn  from 
the  strata  is  that  which  has  been  stored  within  the  pores  of  the 
material  at  times  of  previous  high  water.  They  were  also  certain 
that,  during  low  stages  in  the  river,  as  this  stored  water  is  removed  or 
naturally  flows  away,  whatever  water  enters  these  sub-surface  strata 
of  sand  and  gravel  is  largely  of  river  origin.  They  concluded,  there- 
fore, that,  as  a  source  of  supply  for  a  municipality,  the  water  from 
such  strata,  at  the  end  of  protracted  droughts,  must  come  from  the 
Ohio  through  the  bottom  or  sides  of  the  present  river  bed  along 
the  bottom-lands  below  Briscoe. 

Disposition  of  Ground-Water. — The  next  point  on  which  it  was 
necessary  to  make  inquiry,  in  studying  the  feasibility  of  a  ground- 
water supply,  was  the  answer  to  ihe  question:  Where  does  the  water 
entering  the  porous  sand  and  gravel  layers  in  question  now  go?  The 
answer  is  shown  clearly  by  the  studies  which  have  been  made  and 
the  profiles  of  the  water  levels  secured  from  different  wells  prior  to 
the  occurrence  of  high  water  during  the  winter  of  1909-10,  as  well 
as  in  the  study  of  various  water  levels  or  contours  during  and  sub- 
sequent to  the  January  rise  in  the  Ohio.  Unquestionably,  the  water 
in  the  porous  sand  and  gravel  layers,  found  at  some  distance  below  the 
bottom-land,  ultimately  makes  its  way  more  or  less  irregularly  and 
slowly  into  the  Ohio. 

Several  features  of  interest  and  imjKJrtance  were  disclosed  in 
studying  the  question  of  the  relation  between  the  passage  of  the 
water  from  the  Ohio  into  what  is  practically  a  large  underground 
storage  reservoir,  as  above  described,  the  water  storage  therein,  and 


7G2  WATER   SUPPLY   OF   PARKERSBUEG,    W.    VA. 

also  the  passage  of  water  therefrom  back  into  the  river.  This  is 
indicated  by  the  diagrams,  Figs.  3  to  10. 

In  the  first  place,  it  was  found  that  the  water  in  the  porous  sand 
and  gravel  layers  did  not  rise  to  such  high  levels  as  those  found  in  the 
river  itself.  This  is  indicated  by  the  readings  in  test  wells  almost  at 
the  bank  of  the  river;  and  shows  that,  even  during  fairly  high  velocities 
in  the  river,  there  is  still  so  much  mud  and  silt  deposited  on  its  sides 
and  bottom  that  a  considerable  head  is  required  to  overcome  the 
friction  sufficiently  to  allow  substantial  quantities  of  the  water  to 
pass  through  this  thin  and  more  or  less  impervious  deposit. 

In  the  second  place,  in  discussing  the  question  of  the  disposition 
of  the  water  stored  in  these  sand  and  gravel  layers,  it  is  necessary 
to  consider  the  character  of  the  material,  and  especially  the  finer 
particles  of  sand  making  up  the  water-bearing  stratum  or  \inder- 
ground  storage  reservoir.  In  this  regard  the  observations  showed  that 
considerable  head  was  required  in  order  to  cause  the  water  to  flow 
in  substantial  quantities  through  the  sand  interspersed  with  gravel. 
For  instance,  it  was  found  that  the  river  water  scarcely  affected  the 
level  of  the  water  in  wells  2  000  ft.  from  the  river,  notwithstanding 
that  in  the  river  itself  there  was  a  20-ft.  rise  during  the  period  in 
which  the  observations  were  made. 

This  shows  two  important  features:  one  is  that  this  underground 
reservoir  fills  from  the  river  only  to  a  slight  extent  during  floods  of 
short  duration;  the  other  is  that  considerable  water  cannot  be  removed 
at  a  single  point  without  creating  quite  a  steep  slope  on  which  the 
water  will  flow  to  the  point  of  removal.  This  means  that  the  water 
stored  in  this  underground  reservoir  can  by  no  means  be  removed 
entirely;  in  fact,  in  order  to  remove  a  substantial  portion,  it  would 
be  necessary  to  establish  points  of  withdrawal  at  quite  frequent 
intervals  throughout  the  area  in  (juestion. 

Pertaining,  however,  to  the  answer  to  the  main  proposition  set 
forth  under  this  heading,  it  may  be  said  that  the  water  stored  in  this 
sand  and  gravel  layer  during  floods  makes  its  exit  into  a  falling  river 
with  quite  steep  slopes  when  the  quantity  stored  is  great.  Considering 
these  underground  sand  and  gravel  layers  as  a  storage  reservoir,  there- 
fore, it  is  seen  that,  after  having  once  been  filled  during  a  protracted 
flood,  the  reservoir,  in  the  absence  of  any  pumping,  slowly  becomes 
emptied  as  the  river  falls.     Here  it  may  be  pointed  out  that,  although 
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the  mud  deposits  on  the  hottom  and  sides  of  the  river  bed  are  of 
much  signiticance  in  controlling  the  rate  at  which  this  underground 
reservoir  will  fill,  they  seem  to  be  of  less  significance  as  regards  its 
emptying,  on  account  of  the  lifting  of  the  deposits  from  the  sides 
of  the  stream  bed  by  the  pressure  of  the  ground-water  in  its  flow 
to  the  river. 

Collection  of  Ground-Water. — The  next  step  in  considering  a 
ground-water  proposition,  particularly  one  like  that  at  Parkersburg, 
where  a  flowing  underground  stream  does  not  exist,  is  to  ascertain 
the  best  means  of  drawing  or  collecting  the  water  from  the  porous 
sand  and  gravel  layers  containing  it. 

It  is  true  that  during  the  pumping  tests  the  bottom-lands  were  so 
saturated  with  water  that  the  withdrawal  of  500  000  gal.  or  more 
per  day  from  a  single  12-in.  well  made  very  little  impression  on  the 
surroimding  water  levels.  A  cone  of  depression  was  noticeable,  particu- 
larly during  the  latter  portion  of  the  pumping  period,  but  the  infor- 
mation obtained  therefrom  was  slight  when  compared  with  that 
available  from  other  sources.  This  is  indicated  by  the  diagrams, 
•Figs.  3  to  10. 

The  studies  by  Messrs.  Fuertes  and  Fuller  showed  clearly  that  dur- 
ing the  pumping  period,  from  January  17th  to  February  5th,  1910,  the 
groxind-water  contours  were  nearly  parallel  to  the  river.  In  other 
words,  there  was  substantially  no  difference  in  the  elevation  of  the 
ground-water  at  approximately  equal  distances  back  from  the  river 
throughout  the  entire  length  of  the  bottom-lands.  This  fact  tends'to 
show  that  the  quality  and  porosity  of  the  imderlying  porous  strata 
of  these  lands  are  not  materially  different  throughout  their  length. 
It  also  shows  that  there  is  no  substantial  flow  of  water  longitudinally 
through  the  porous  strata  forming  the  underground  reservoir  in 
question.  Therefore,  they  concluded  that  it  would  not  be  judicious 
to  provide  for  the  removal  of  ground-water  by  a  line  of  wells  at  right 
angles  to  the  river  bank.     This  is  shown  by  Figs.  3  to  10. 

The  records  obtained  by  Mr.  Knowles  in  December,  1908,  show  that, 
even  when  less  than  350  000  gal.  per  24  hours  were  pumped  from  a 
12-in.  well,  the  water  level  was  lowered  in  the  well  about  13  ft.  with- 
out lowering  the  surface  materially  at  points  less  than  200  ft.  from 
the  well.  Furthermore,  this  cone  of  depression  had  its  apex  below 
the  surface  of  the  rock   on  which   the  sand  and  gravel   strata   rest. 
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Figs,  i  to  16  show  surface  of  ground-water  each  day  at  the  stated  times,  from 
January  18th  to  February  10th,  1910,  inclusive,  during  the  pumping  of  the  12-in.        _ 

test  well  designated  as  Well  No. 3.  and  drilled  by  Morris  Knowles  in  1908.    Pumping 

from  this  well  was  started  January  17th  and  continued  at  a  rate  of  about  460  000  ga!. 

daily  until  February  2d  at  5  p.m., when  the  rate  was  increased  to  about  690  000  gal. 

daily.    Pumping  was  stopped  February  8th  at  2  p.m.    HiTer  began  to  rise  about 
•  noon  January  Zltb.    Elevation  at  that  time  was  577.00  — 
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Ground-water  reached  its  greatest  height  on  this  day  although  river 
reached  its  highest  stage  about  noon.  January  21st,  three  days  before. 
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The  voliune  of  water  whicli  could  be  pumped  from  this  well  at  the 
end  of  this  protracted  period  of  low  water,  therefore,  was  limited  by 
the  flow  which  could  reach  the  bottom  of  the  sand  and  gravel  strata 
at  any  given  location  for  the  removal  of  water ;  at  the  point  in  question 
the  limit  seemed  to  be  less  than  500  000  gal.  daily. 

These  data  led  to  the  conclusion  that  it  would  be  less  advantageous 
to  attempt  to  place  an  underground  collecting  gallery  at  or  near  the 
bottom  of  the  porous  strata  in  question  than  to  collect  water  by  a  series 
of  wells,  assuming  that  the  investment  cost  would  be  kept  at  about 
the  same  figure. 


FROM  TEST  WELL  N0.8  ON  CAMDEN  FARM, 

BY  MORRIS  KNOWLES. 

Pumping  started  9  a.m.  Dec.  21,  1908, 

and  stopped  at  10  a.  m.  Dec.  31.  1908 
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Distance  from  River,  in  Feet 
Fig.    11. 

Taking  everything  into  account,  and  considering  only  the  geological 
conditions,  it  is  perfectly  clear  that  the  best  method  of  collecting  an 
underground  water  supply  from  the  district  in  question  would  be  by 
a  series  of  wells,  each  not  less  than  10  in.  in  diameter,  parallel  with 
the  fiver,  and  approximately  400  ft.  apart. 

Mr.  Knowles'  recommendation  for  a  line  also  perpendicular  to  the 
river  was  influenced  by  the  lay  of  the  land  which  was  being  given  to 
the  city  by  the  Senator  Camden  estate  provided  the  land  was  used 
for  water-works  purposes. 
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Furthermore,  as  a  safeguard  during  protracted  periods  of  drouglit, 
it  was  the  opinion  of  Messrs.  Fuertes  and  Fuller  that  it  would  be 
wise  to  sink  these  wells  in  a  line  parallel  to  and  about  200  ft.  from 
the  bank  of  the  river,  rather  than  at  a  greater  distance,  and  not  at 
right  angles  thereto. 

Available  Quantity  of  Ground-Water. — The  investigations  of 
Messrs.  Fuertes  and  Fuller  showed  clearly  that,  during  high  and 
moderate  stages  of  the  Ohio,  a  supply  of  ground-water  ample  for  all 
needs  of  the  city  exists  in  the  porous  sand  and  gravel  layers  in  the 
bottom-lands  above  the  Camden  Farm. 

It  was  also  their  opinion  that  it  was  reasonably  certain  that,  at 
the  end  of  low-water  periods,  a  well-designed  system  of  wells  would 
provide  for  the  needs  of  the  city  for  some  time  to  come. 

To  obtain  a  supply  of  4  000  000  gal.  daily  from  wells,  it  would  be 
necessary  to  provide  at  least  ten  wells  of  the  size  and  positions  above 
mentioned;  and  further,  in  order  to  insure  this  volume  of  water  at 
the  end  of  protracted  periods  of  drought,  it  would  be  essential  to 
provide  a  plant  for  increasing  artificially  the  quantity  of  water  filtering 
in  from  the  river,  through  its  bottom  and  sides,  to  the  wells  in 
question.  Messrs.  Fuertes  and  Fuller  considered  it  possible  to  secure 
an  increase  of  infiltration  by  means  which  are  noted  subsequently  in 
describing  the  feasible  methods  of  securing  a  ground-water  supply 
under  local  conditions. 

Quality  of  Ground-Water. — During  the  Fuertes  and  Fuller  inves- 
tigations particular  attention  was  paid  to  the  quality  of  the  water, 
both  as  shown  by  the  results  of  analyses  of  samples  made  during  Mr. 
Knowles'  investigations,  and  also  of  analyses  of  samples  taken  during 
the  pumping  tests  and  analyzed  jointly  by  Professor  Merriam,  of 
Marietta,  and  by  Mr.  J.  R.  McClintock,  who  served  as  Resident 
Engineer  during  these  tests.  In  brief,  these  analyses  showed  a  water 
which  was  of  excellent  appearance,  and  satisfactory  in  every  way 
for  domestic  and  manufacturing  uses.  There  was  a  slight  tinge 
of  turbidity  in  the  well  water  when  examined  in  1-gal.  bottles,  but 
it  was  so  slight  that  it  would  not  be  noticed  in  a  tumbler.  At 
times  of  increasing  suddenly  the  rate  of  pumping,  or  on  starting 
up  the  pump  after  it  had  been  shut  down  for  a  few  minutes,  slight 
increases  in  the  turbidity  were  observed,  but  these  quickly  disappeared. 
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All  samples  analyzed  were  tested,  without  any  effort  to  eliminate  the 
slight  turbidity  mentioned. 

Briefly  stated,  the  bacteria  in  the  well  water  ranged  from  14  to  170, 
and  averaged  63  per  cu.  cm.  The  total  hardness  of  the  well  water 
ranged  from  76  to  98,  and  averaged  90  parts  per  million.  The  river 
water  samples  collected  on  the  same  days  showed  a  total  hardness 
ranging  from  52  to  71,  and  averaged  63  parts  per  million.  Corre- 
sponding figures  for  wells  in  the  Beechwood  district  were  88,  102,  and 
94,  respectively. 

Samples  of  well  water  taken  from  the  test  well  were  analyzed  care- 
fully for  iron,  and  found  to  contain  about  0.5  part  per  million.  There 
was  no  sign  of  this  iron  precipitating  out,  and  experience  elsewhere 
shows  that,  with  the  quantity  of  iron  above  stated,  difficulties  are  not 
encountered. 

Samples  of  water  taken  from  test  wells  contained  rather  objection- 
able quantities  of  iron  in  some  instances,  evidently  due  to  the  water 
dissolving  iron  during  long  intervals  of  standing  in  contact  with 
the  metal. 

Slightly  increased  quantities  of  iron  were  found  in  the  water  of 
the  well  at  the  steel  works,  but  not  to  an  objectionable  degree.  This 
greater  quantity  of  iron  is  explained  partly  by  the  flow  of  water 
through  a  long  line  of  pipe  and  partly  by  the  connection  which  the 
well  has  with  vmderground  porous  strata  where  the  water  remains  in 
contact  with  pervious  layers  for  many  months  and  perhaps  years. 

Messrs.  Fuertes  and  Fuller,  taking  everything  into  consideration, 
had  no  hesitancy  in  stating  that  the  quality  of  the  water  from  the 
porous  sand  and  gravel  layers  of  the  bottom-lands  at  and  above  the 
Camden  Farm  is  thoroughly  satisfactory  for  domestic  and  manu- 
facturing purposes.  They  placed  the  water  from  such  wells  in  the 
same  general  class  as  filtered  water  obtained  from  a  properly  built 
and  well  operated  filter  plant  treating  water  from  the  Ohio  River  in 
the  vicinity  of  Parkersburg. 

There  are  some  slight  differences  in  the  quality  of  the  water  from 
wells  and  from  filters,  the  principal  feature  of  which  would  be  the 
hardness  on  account  of  the  wells  yielding  water  coming  largely  from 
the  Ohio  River  at  times  when  it  is  in  flood  and  fairly  soft.  Messrs. 
Fuertes  and  Fuller  did  not  attach  much  importance  to  this  difference, 
because  ultimately,  during  low-water  periods,  the  well  water  would 
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also  have  its  source  in  the  Ohio.  So  far  as  quality  is  concerned,  they 
put  waters  from  filters  and  from  wells  in  the  vicinity  of  the  Camden 
Farm  on  a  parity.  However,  the  writer  is  somewhat  partial  to  the 
natural  water  when  equally  free  from  bacteria  and  other  objectionable 
qualities. 

Most  Practicable  Method  of  Securing  a  Ground-Water  Supply. 

Messrs.  Fuertes  and  Fuller  discussed  and  considered  from  various 
viewpoints  the  most  practicable  method  of  securing  a  ground-water 
supply,  and  their  conclusions  may  be  briefly  summed  up  as  follows. 

It  is  not  feasible  to  secure  a  municipal  water  supply  for  the  City 
of  Parkersburg  by  galleries  or  wells  running  at  right  angles  to  the 
Ohio  River. 

Wells  of  very  large  diameter,  or  tunnels,  would  not  be  a  fruitful 
investment,  on  account  of  the  steep  slopes  of  the  cones  of  depression 
which  would  be  formed  around  the  points  of  withdrawal  of  water. 
Small  wells,  not  less  than  12  in.  in  diameter,  afford  by  far  the  best 
way  of  collecting  the  ground-water  supply  from  the  porous  sand  and 
gravel  layers  in  the  bottom-lands  at  and  above  the  Camden  Farm. 

These  wells  shoiild  be  in  a  line  parallel  to  the  river,  about  400  ft. 
apart,  and  about  200  ft.  from  the  bank. 

A  deep  tunnel  for  receiving  the  flow  of  the  wells  is  far  less  expedient 
than  a  force  main  receiving  the  waters  from  individual  wells,  due  to 
the  expense  of  tunneling  at  the  depths  required,  and  other  local 
conditions. 

Description  of  Well-Water  System  as  Considered  by  Messrs. 
Fuertes  and  Fuller. 

The  studies  of  the  plant  necessary  to  carry  out  most  economically 
and  advantageously  the  methods  just  described  of  securing  a  ground- 
water supply  from  the  locality  in  question,  are  briefly  described  as 
follows. 

Extent. — Ten  wells  should  be  established,  in  a  line  extending  along 
the  river  front,  approximately  200  ft.  from  the  bank,  and  400  ft.  apart. 

Location. — As  the  well  layout  would  cover  about  4  000  ft.,  it  is 
not  feasible  to  place  all  the  wells  on  the  Camden  Farm,  or,  in  fact, 
all  below  the  Steel  Works,  as  the  porous  underground  strata  do  not 
extend  a  suflScient  distance  down  stream.  It  is  assumed,  therefore, 
that  the  well  plant  will  extend  to  above  the  Parkersburg  Iron  and 
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Steel  Works.  Prudence,  however,  would  suggest  that  they  should 
not  reach  above  the  lower  end  of  Neal's  Island,  on  account  of  the 
shallowness  of  the  channel  east  of  that  island,  the  absence  of  scouring 
velocities  therein,  and  the  imperviousness  of  the  stream  bed. 

Wells. — It  is  contemplated  to  sink  shafts,  7i  ft.  in  diameter,  brick 
lined,  and  40  ft.  deep,  or  down  to  the  top  of  the  porous  sand  and 
gravel  layer.  In  each  there  should  be  a  cased  well,  12  in.  in  diameter, 
with  a  brass  strainer  for  a  length  of  at  least  20  ft.  at  the  lower  end. 
This  12-in.  pipe  would  be  connected  with  a  centrifugal  pump  placed 
at  the  bottom  of  the  T^-ft.  shaft,  the  masonry  wall  of  which  would 
be  extended  up  to  above  extreme  high  water,  some  12  ft.  above  the 
groxmd  level  in  this  locality . 

Comparison  of  Well-Water  Supply  with  Filtered  Supply  from  the 

Ohio  Eiver. 

In  the  report  of  Messrs.  Fuertes  and  Fuller  comparative  estimates 
of  cost  were  given,  both  for  the  well-water  supply  and  filtered  river- 
water  supply  to  provide  an  average  daily  yield  of  4  000  000  gal.  and 
be  capable  of  supplying  water  for  short  periods  at  a  maximum  rate 
of  6  000  000  gal.  per  24  hours: 

In  substance,  this  report  stated,  on  the  basis  of  figures  detailed 
therein,  that  the  cost  of  construction  and  of  operation  of  a  first-class 
well  system  and  a  first-class  filter  system  at  the  Camden  Farm  site 
were  substantially  on  a  parity  as  to  the  quality  of  water  and  as  to 
the  cost,  both  of  construction  and  of  operation,  and  that  either  plant 
could  be  depended  on  to  supply  such  quantity  of  water  as  would  be 
needed  by  the  City  of  Parkersburg  for  some  years  to  come.  Mention 
is  to  be  made  of  the  fact,  with  reference  to  the  well-water  supply, 
that  the  estimates  of  cost  include  a  suitable  charge  for  land  required 
to  insvire  the  adequacy  of  the  system. 

Further,  the  report  stated  that,  by  placing  the  filter  plant  nearer 
the  site  of  the  present  i)umping  station,  the  investment  cost  could 
be  made  less  for  the  filter  plant,  but  with  no  substantial  difference 
in  operating  and  maintenance  expenses  between  either  plant  at 
either  site.  The  report  finally  recommended  that  all  interests  of  the 
city  would  be  best  served  by  the  establishment  of  a  filter  plant,  near 
the  site  of  the  then  existing  water-works  pumping  station,  to  supply 
the  city  with  properly  filtered  Ohio  River  water. 
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Smith  Infiltration  System. 

An  injunction  suit,  as  already  stated,  prevented  the  city  officials 
from  actiiij^  independently  of  the  full  Water- Works  Commission  in 
building  the  proposed  filtration  system,  as  above  recommended.  Then, 
at  the  request  of  various  prominent  citizens  of  Parkersburg,  the  Smith 
system  came  up  for  consideration. 

In  May,  1910,  Mr.  Samuel  M.  Gray,  reported  on  water-works  im- 
provements with  special  reference  to  the  so-called  Smith  strainer- 
pipe  system  of  filtration,  his  conclusions  in  brief  being  as  follows: 

1. — This  system,  under  local  conditions,  is  both  feasible  and  prac- 
ticable for  furnishing  an  ample  supply  of  water  of  suitable  quality 
for  the  present  needs  of  the  city. 

2. — If  properly  built  and  operated,  this  system  will  furnish  water 
of  a  better  quality  than  a  mechanical  filter  plant,  as  regards  steam- 
raising  purposes,  on  account  of  the  slight  increase  in  permanent  hard- 
ness which  is  caused  by  the  use  of  a  coagulant. 

3. — Though  higher  in  first  cost  than  a  mechanical  filter  plant,  the 
operating  cost  of  the  Smith  system  would  be  materially  less,  amply 
so,  in  fact,  to  warrant  the  higher  first  cost. 

4. — That  water  from  the  proposed  driven  wells  would  be  inferior 
in  quality  to  that  from  the  Smith  system,  and,  further,  that  such  wells 
would  be  very  likely  to  lessen  in  yield  in  course  of  time,  and  the 
water  grow  harder  and  contain  more  iron,  with  also  the  possibility  of 
local  contamination  from  surface  sources. 

On  considering  this  matter  further,  Mr.  Gray  modified  the  detailed 
plans  by  recommending  that  the  infiltration  system  should  be  divided 
into  five  units,  with  a  separate  suction  pipe  for  each  unit.  The 
advantage  of  this  was  to  facilitate  back-flushing  of  the  sand  overlying 
the  respective  units  of  pipe  manifold  systems,  and  for  making  repairs 
and  renewals  without  affecting  seriously  the  service  to  the  city.  This 
recommendation  was  authorized,  and,  for  the  sake  of  economy,  it  was 
decided  to  abandon  the  so-called  Camden  Farm  site  and  build  a  new 
pumping  station  on  the  river  bank  nearest  the  site  selected  for  the 
infiltration  system  in  order  to  economize  in  the  cost  of  suction  pipe. 
The  relative  locations  are  shown  on  Fig.  1. 

Mr.  Gray  suggested  using  a  greater  length  of  slightly  smaller 
strainer  tubes,  in  order  to  increase  the  strainer  surface.     He  also  pre- 
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pared  the  plans  and  specifications  for  the  construction  of  the  infiltra- 
tion system,  as  well  as  for  other  improvements  to  the  water-works  plant. 
Contracts  were  then  let  for  the  infiltration  system,  and  the  work 
progressed  to  completion  under  the  direction  of  Mr.  Gray  and  accord- 
ing to  the  plans  and  specifications  prepared  by  him.  Mr.  W.  G. 
Wheelock  was  Resident  Engineer. 

Unusual  Features   of  the   Contract  for  the   Smith   Infiltration 

System. 

As  there  had  been  considerable  skepticism  regarding  the  successful 
working  of  the  Smith  system,  no  similar  works  of  comparable  size 
having  been  in  operation,  the  contract  was  made  unusually  exacting. 
Only  45%  of  the  value  of  work  done  was  paid  on  monthly  estimates, 
the  remainder  being  retained  until  30  days  after  the  test  period  of 
364  days  after  the  beginning  of  successful  operation,  as  guaranteed. 
The  contractor  made  the  following  guaranties  for  the  system: 

1. — The  capacity  to  be  170  000  gal.  per  hour; 

2. — The  supply  to  be  satisfactory,  to  the  Water-Works  Commission 
and  the  Board  of  Affairs,  for  domestic  and  industrial  uses; 

3. — The  water  to  be  of  pleasing  appearance,  practically  clear  and 
colorless,  and  to  contain  not  more  than  5  parts  per  million 
of  turbidity; 

4. — With  3  000  bacteria  per  cu.  cm.  in  the  raw  water  (or  higher), 
the  filtered  water  to  contain  not  more  than  3%  of  that  num- 
ber ;  with  less  than  3  000  per  cu.  cm.  in  the  raw  water,  the 
filtered  water  to  contain  not  more  than  100  per  cu.  cm.; 
counts  to  be  on  agar  plates  incubated  at  20°  cent.,  for  48 
hours ; 

5. — Filtered  water  to  contain  on  an  average  not  more  than  30 
parts  per  million  of  total  hardness  in  excess  of  Ohio  River 
water ; 

6. — Iron  in  solution  not  to  exceed  0.7  part  per  million; 

7. — The  foregoing  requirements  to  be  shown  by  daily  tests  cover- 
ing period  of  364  days  from  the  date  of  beginning  operation. 

In  case  of  failure  to  comply  with  the  guaranty,  the  city  was  under 
no  obligation  to  pay  the  retained  55%,  and  the  completed  plant  was  to 
become  the  property  of  the  city. 
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The  contractor  was  required  to  maintain  the  plant  in  good  con- 
dition and  thorough  repair  until  acceptance. 

Construction  Details  of  the  Smith  Infiltration  System. 

Under  the  contract,  three  units  were  completed  and  put  in  service 
on  November  12th,  1911.  The  other  two  units  were  completed  and 
put  in  service  on  December  15th,  1912.  The  plant  has  been  in  con- 
tinuous operation  ever  since,  except  for  4  days  during  a  flood  which 
broke  the  former  highest  record  by  5  ft.,  and  thereby  partly  submerged 
the  boilers  and  engines. 

Fig.  13  shows  the  arrangement  of  the  pipes  in  the  infiltration 
system,  and  illustrates  the  appearance  of  the  units  while  being  laid. 

The  site  of  the  plant  is  on  the  lower  end  of  the  bar  at  the  foot 
of  Vienna  Island,  at  a  point  where  the  natural  top  of  the  bar  forming 
the  bed  of  the  river  is  about  1  ft.  below  the  low-water  level.  By 
inquiry,  and  the  examination  of  Government  hydrographic  maps  made 
about  10  years  previous  to  the  preparation  of  the  plans,  it  was  con- 
cluded that  this  bar  had  been  practically  stable  for  many  years. 

The  system  of  five  units  of  filters  was  placed  by  using  two  coffer- 
dams of  the  ordinary  box  type  common  on  the  Ohio  River  lock  and 
dam  construction;  and  the  suction  pipes  to  the  power-house  were 
laid  in  an  open  trench,  with  the  excavated  material  banked  on  each 
side.  The  work  was  done  during  the  low-water  seasons  of  1911  and 
1912,  with  the  top  of  the  coffer  from  7  to  8  ft.  above  low  water. 

At  this  point  the  fluctuation  of  the  water  is  about  58  ft.,  and  stages 
up  to  40  ft.  are  of  annual  occurrence.  Coffer  No.  1,  enclosing  Units 
1  to  3,  was  built  and  removed  in  1911,  and  Coffer  No.  2  in  1912. 

In  the  unwatered  coffer  the  excavation  for  the  pipes  was  made 
to  5i  ft.  below  low  water.  On  the  floor  thus  formed  a  6-in.  layer 
of  gravel  was  placed,  on  which  the  pipes  were  laid  and  covered  with 
12  in.  of  gravel;  on  the  gravel  a  S^-it.  layer  of  clean  washed  sand 
was  laid,  bringing  the  top  of  the  sand  to  within  about  6  in.  of  the 
low-water  line,  or  a  few  inches  higher  than  the  natural  surface  of 
the  bar. 

The  infiltration  system  of  five  units  thus  formed  is  110  ft.  wide 
and  650  ft.  long  (1.05  acres),  and  is  5  ft.  deep.  The  gravel  was  the 
washed  and  screened  Ohio  River  product  which  passed  a  IJ-in.  mesh, 
and  with  the  sand  removed.  The  sand  was  taken  from  the  Ohio 
River    niid    washed,    and    is    fairly    sharp    and    coarse.      The    filter 
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thus  constructed  lies  in  a  natural  sand  bed  of  great  dimensions, 
as  described  previously.  It  is  the  writer's  opinion  that  a  very  large 
percentage  of  the  water  drawn  is  taken  from  the  sand  bed,  possibly 
a  larger  part  than  that  from  the  open  river. 

Each  unit  of  the  filter  system  contains  32  brass  strainer  pipes, 
16  ft.  long  and  5  in.  in  diameter,  or  160  pipes  in  the  five  units.  Each 
pipe  is  perforated  with  9  400  V-shaped  slots,  1|  in.  long  and  about 
^^  in.  wide. 

From  each  unit  to  the  gate-chamber  there  is  an  18-in.  cast-iron 
suction  pipe,  each  of  these  pipes  forming  a  small  reservoir.  They  are 
connected  with  the  pumps  by  one  24-in.  cast-iron  suction  pipe.  This 
arrangement  prevents  serious  trouble  by  the  production  of  a  vacuum 
in  the  suction  pipes,  with  the  resulting  flow  through  the  filtering 
material  at  an  undesirably  rapid  rate. 

Cost  of  the  Smith  Infiltration  System. 
The   cost   of   the   complete   water-works   improvements,    including 
the  infiltration  system,  is  indicated  in  the  following  statement: 

Water-Works  Construction  Fund. 

Contracts  Nos.  1  and  2:  "■ 

New  mains  including  laying $45  626.15 

Connecting  service  pipes  to  new  lines.  .. .       2  883.91 

$48  510.06 

Valves  and  hydrants 5  936.53 

Pumps    32  442.30 

Boilers 8  055.30 

Pump  well 21  556.67 

Pumping    station 11  441.32 

Brick   chimney 1  374.43 

Laying  pipe    (force  main) 5  021.27 

Pipe  and  castings  (force  main) 15  987.01 

Valves,  etc.  (not  covered  by  No.  3) 2  394.63 

Infiltration  system 80  700.03 

Venturi    meter 772.10 

Electric  light  plant 1  953.81 

Plumbing  and  heating 555.72 

Stand-pipe    2  029.65 

Carried  forward $238  730.83 
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Brought  forward $238  730.83 

Pumping  station  lot $1  700.00  ^ 

Expense,   sale  of  bonds 9  131.30  : 

Tests  for  water  supply 2  435.20 

Eefund  to  water-works  fund,   on  account  of  I 

preliminary   engineer's   report,   test   wells, 

etc 5  000.00 

18  266.50 

Amount  paid  to  engineersi: 

Preliminary  reports  and  well  tests 10  419.39 

Design  and  supervision  of  construction 11  801.92 

Miscellaneous  expenses,  Waier-WorJcs  Commission, 
Xot  chargeable  to  above  items: 

Office  rent  and  expenses,  clerk.  Dr.  L.  O.  Rose  testing 
water,  electric  wiring  to  pumping  station,  and 
miscellaneous  expenses 4  952.58 

$284  171.22 
Cash  balance,   January  31st,   1914 .  2  658.76 


$286  829.98 


The  cost  of  operation  is  indicated  by  the  following: 
For  the  fiscal  year,  July  1st,  1912,  to  June  30th,  1913 : 

Salaries  and  wages  at  pumping  station $5  541.00 

Fuel  at  pumping  station 3  319.61 

Oil,  packing,  etc.,  at  pumping  station 889.76 

Repairs  and  improvements  at  pumping  station 2  142.09 


$11  892.46 

Average  pumpage  per  day 2  955  000  gal. 

Total  pumpage  for  year 1  078  675  000  gal. 

Cost $11.03  per  million  gallons. 

The  records  for  1914  and  1915  show  a  slight  reduction  in  this  cost. 

The  expense  of  operating  the  filters  in  1915,  including  flushing 
the  five  units  73  times,  is  estimated  by  the  Superintendent's  office  as 
$673.      The   average  quantity   of  water   used   for   each   unit   at   each 
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flushing  is  40  000  gal.  Although  the  tank  capacity  is  60  000  gal.,  it 
is  the  custom,  in  operation,  to  use  40  000  gal.  at  each  flushing.  The 
cleaning  and  flushing  is  practically  all  the  expense  which  has  been 
incurred  in  excess  of  pumping  out  of  the  open  river.  The  time 
required  to  pass  the  40  000  gal.  through  a  filter  is  from  15  to  20  min. 
When  pumping  out  of  the  open  river  with  the  old  plant,  some 
trouble  was  caused  by  ice,  leaves,  etc.,  but  it  is  believed  that  the  cost 
of  piunping  from  the  filters  and  keeping  them  cleaned  is  no  greater 
than  that  of  pumping  from  the  open  river. 

The  maximum  pumped  in  one  week  in  1915  averaged  3  760  000 
gal.  per  day  and  154  166  gal.  per  hour.  For  2  weeks  after  the  great 
flood  of  1913,  the  average  pumpage  and  consumption  exceeded  5  500  000 
gal.  per  day. 

The  water  has  shown  a  little  turbidity  about  three  times,  at  river 
stages  of  about  45  ft.  The  writer  has  observed  turbidity  in  that  drawn 
from  his  service  pipes  only  once. 

From  May  1st,  1913,  to  January  31st,  1914,  daily  tests  of  the  water 
were  made  under  the  direction  of  the  Commission  by  Dr.  L.  O.  Rose 
in  his  laboratory  at  Parkersburg,  and  report  thereof  is  shown  in  part 
in  Appendix  I.  This  report  shows  that  the  quality  of  the  water 
produced  by  the  filters  conformed  in  every  respect  with  the  terms 
of  the  contract. 

From  time  to  time  since  making  this  series  of  daily  tests.  Dr.  Kose 
has  made  tests  of  the  water,  and  the  data  obtained  by  him  for  the 
calender  year,  1915,  are  included  in  the  Appendix.  The  water  has 
been  tested  by  numerous  others,  but  the  writer  did  not,  until  the 
summer  of  1916,  hear  of  a  report  indicating  that  it  is  not  as  good  as 
required  under  the  contract. 

A  recent  report  of  it,  prepared  for  the  City  of  Wheeling,  W.  Va., 
has  questioned  its  being  of  the  highest  standard.  Since  March,  1916, 
samples  of  water  have  been  shipped  monthly  to  the  West  Virginia 
State  Bacteriologist,  at  Morgantown,  W.  Va.,  for  test.  Of  about 
14  shipments,  several,  when  tested  after  standing  a  day  or  more,  have 
been  reported  "unsafe".  From  February  15th  to  October  27th,  1916, 
Dr.  Rose  tested  38  samples  and  found  Bacillus  coli  present  in  11,  and 
absent  in  all  the  others.  For  each  of  these  11,  2  tests  were  made  of  1  cu. 
cm.  and  10  cu.  cm.  each.  In  3  of  the  samples  coli  were  present  in  both 
tests,  and  in  the  other  7,  it  was  absent  in  the  1  cu.  cm.    Of  the  other  27 
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samples,  the  two  tests  were  made  for  19  of  them  and  only  the  smaller 
quantity  for  the  other  8. 

On  accomit  of  these  reports,  early  in  September,  1916,  Mr.  Gray 
was  engaged  to  have  all  the  filter  beds  examined  and  cleaned.  He 
assigned  G.  H.  Leland,  M.  Am.  Soc.  C.  E.,  to  carry  out  this  work 
personally,  and  Mr.  Leland  was  engaged  in  doing  this  for  nearly  a 
week.  The  writer  spent  several  hours  with  him  on  his  second  day 
of  inspection.  At  several  places  there  were  holes  in  the  sand  and 
gravel  covering.  The  holes  were  from  5  to  10  ft.  in  diameter,  and 
were  formed  like  craters.  They  extended  down  to  within  1  or  2  ft. 
of  the  level  of  the  brass  strainer  pipes.  The  work  done  under  Mr. 
Leland's  supervision  consisted  of  stirring  the  deposit  on  top  of  the 
filter  beds  with  a  powerful  force  pump,  at  the  same  time  giving 
each  section  numerous  back-flushings,  and  thereafter  filling  the  holes 
with  fresh  gravel  and  sand.  In  the  10  samples  tested  by  Dr.  Rose 
since  that  work  was  done,  no  coli  were  found.  Of  these  4  were  tested 
in  both  1  cu.  cm.  and  10  cu.  cm.,  as  previously  explained,  and  the  other 
6  in  only  the  smaller  quantity. 

The  writer  is  of  the  opinion  that  tests  should  be  made  at  regular 
intervals,  weekly  or  more  frequently;  but,  on  account  of  the  confidence 
in  its  quality,  it  appears  that  such  an  important  work  to  safeguard 
the  health  of  the  community  has  not  been  done  regularly. 

Under  date  of  Jime  10th,  1913,  Mr.  I.  L.  Birner,  Bacteriologist, 
certified  to  Contractor  Smith,  after  a  series  of  tests  in  a  laboratory 
at  the  pumping  station,  that: 

"An  examination  of  the  results  of  400  separate  analyses  of  the 
filtered  water  at  the  Parkersbiirg  filtration  plant,  made  between  Janu- 
ary 23d  and  June  4th,  1913,  covering  a  widely  varying  set  of  conditions, 
from  a  river  stage  at  5.8  to  58.9  ft.,  and  with  a  river  turbidity  varying 
between  the  extreme  limits  of  15  and  1  950  parts  per  million,  shows 
a  clear  water,  with  an  average  total  hardness  of  10.5  parts  per  million 
in  excess  of  the  river  water;  the  total  iron  in  solution,  of  the  filtered 
water,  was  0.19  of  one  part  per  million,  against  an  average  of  5  to  16 
parts  in  the  river,  and  a  bacterial  removal,  or  bacterial  efficiency, 
of  98.28  per  cent." 

Until  recent  years  an  accurate  count  of  tjrphoid  cases  in  the  city 
has  not  been  available.  However,  the  public  impression  is  that, 
previous  to  1912,  the  yearly  number  was  comparatively  very  large. 
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For  1915  there  were  twenty-two  cases  which  started  in  the  city  and 
ten  cases  which  were  brought  in  after  illness  commenced,  making 
thirty-two  cases  in  all.  Of  the  twenty-two,  three  were  traced  to  a 
well,  three  were  railroad  employees,  and  one  was  a  United  States 
clerk,  and  these  men  were  out  of  the  city  much  of  their  time. 

Dr.  Stone,  the  City  Health  Officer  in  1914,  informed  the  writer 
that  all  the  typhoid  cases  in  the  city  that  year  except  four  were 
traced  definitely  to  other  causes  than  the  city  water. 

Dr.  Rose  has  stated  that  not  one  recent  case  of  typhoid  has 
been  proved  to  have  come  from  the  city  water  supply,  and  this  report 
is  confirmed  by  Mr.  Nearn,  City  Health  Officer,  whose  present  duty 
includes  an  investigation  of  the  cause  and  history  of  all  such  cases. 
However,  the  monthly  reports  of  typhoid  cases  in  1916  show  a  little 
higher  numbers  than  for  1915. 

Thus  far,  the  system  has  been  entirely  satisfactory  to  the  citizens. 
Its  success  has  been  fiilly  equal  to  the  most  sanguine  hopes  of  the 
writer  when,  as  a  commissioner,  he  voted  for  its  adoption.  However, 
he  realizes  that  the  experimental  stage  is  not  past. 

Three  units  are  now  ending  their  fifth  year  of  service,  and  the 
other  two  their  fourth,  with  comparatively  little  indication  of  failure 
in  quantity,  or  in  the  quality  of  the  water. 

However,  the  writer  knows  that  it  is  only  a  question  of  years 
when  the  sand  and  gravel  over  the  strainer  pipes  will  have  to  be 
replaced  by  fresh  clean  gravel  and  sand;  the  principal  question  being 
the  number  of  years  before  this  will  become  necessary  in  order  to 
maintain  the  good  quality  of  the  water.  He  is  also  impressed  with 
the  great  imi)ortance  of  vigilance  and  care  in  its  operation,  and  of 
systematic  daily  or  weekly  tests  of  the  water. 
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A  P  r»  K  N  D  I  X    I 

Keport  of  Tests  of  the  Watek  from  the  Filtration  Plant  and  the 

Ohio  Eiver,  for  January,  1914. 

By  Lonzo  O.  Eose,  M.  D.,  P.\rkersburg,  W.  Va. 

The  results  are  given  in  parts  per  million. 
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APPENDIX    II 

Reports  of  Bacteriological   Tests  of  Water  of  the  Parkersburg 

Water-Works  for  the  Year  1915. 

By  Lonzo  O.  Rose,  M.  D. 
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Mr^  John  W.  Hill*  M.  Am.  Soc.  C.  E.   (by  letter). — The  writer  has 

read  with  interest  this  paper  on  the  recent  improvement  of  the  Parkers- 
burg  Water- Works.  Having  had  the  honor  of  making  the  original  plans 
for  the  Parkersburg  Water-Works  Company  in  1881,  and  later  of 
revising  these  plans  and  constructing  the  original  water-works  in  1884, 
he  is  naturally  more  or  less  familiar  with  the  location  and  history  of 
this  improvement. 

The  original  works,  planned  by  a  company  of  which  the  late  Sen- 
ator J.  N.  Camden  was  a  member  and  the  leading  spirit  in  the  enter- 
prise, looked  almost  exclusively  to  fire  protection  for  the  city  and  the 
furnishing  of  water  to  railroads  and  manufacturing  enterprises ;  in  fact, 
at  that  time,  36  years  ago,  little  attention  was  paid  to  the  hygienic 
qualities  of  water  supplies  in  America. 

The  Ohio  River  water  in  its  then  polluted  condition  was  accepted 
for  drinking  purposes  by  all  the  cities  taking  water  therefrom.  The 
dangers  lurking  in  sewage  were  not  then  well  known,  and  in  some 
respects  not  suspected.  Time,  research,  and  experience  have  since 
demonstrated  that  the  Ohio  River  water  in  its  natural  state  has  not 
been  suitable  for  drinking  purposes  for  many  years,  if  it  ever  was. 

The  Smith  system  of  filtration  has  been  proposed  for  several  cities 
along  the  Ohio  River  and  came  prominently  to  the  writer's  notice  while 
he  was  the  Engineer  Member  of  the  Ohio  State  Board  of  Health,  when 
it  was  proposed  as  a  mode  of  supply  for  the  City  of  Portsmouth,  a 
few  years  ago.  At  that  time,  as  well  as  before,  the  proposition  was 
studied  and  classed  as  an  artificial  sand  and  gravel  filter,  and  it  was 
thought  that  such  a  filter,  placed  beneath  the  bed  of  the  river — or 
rather  below  low-water  stage  in  the  river — beyond  reach  and  examina- 
tion, during  ordinary  and  high  stages,  would  not  satisfy  the  modern 
requirements  of  a  filtered  water  supply. 

Plain  sand  filters,  such  as  are  used  at  Philadelphia,  Pittsburgh, 
Washington,  and  other  places  in  the  United  States,  and  used  exten- 
sively abroad,  are  constructed  so  that  they  may  be  under  constant  obser- 
vation as  to  the  performance  of  each  particular  unit,  and  when  the  loss 
of  head  has  reached  a  maximum — or  other  conditions  suggest — they 
can  be  taken  out  of  service,  the  sand  beds  can  be  scraped  and  rehabil- 
itated, and  the  filters  restored  to  their  original  condition  and  efficiency. 
The  Smith  filters,  however,  can  be  examined  and  repaired  only  at  long 
intervals,  and,  if  it  should  occur  that  the  quality  of  the  water  obtained 
from  tliem  was  unsatisfactory  during  a  period  when  the  stage  in  the 
river  was  considerably  higher  than  the  sand  bars  in  which  the  filters 
are  placed,  there  would  be  no  relief  from  the  unsatisfactory  quality 
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the  collecting  pipes,  and  that,  in  the  writer's  opinion,  is  always  a 
doubtful  method  of  restoring  filters  to  normal  condition. 

It  was  also  thought,  in  connection  with  the  Portsmouth  proposition, 
that,  in  view  of  experience  with  water  purification  systems  somewhat 
similar  to  the  Smith  filter  along  the  Ohio  River,  there  was  no  assur- 
ance, at  any  time,  that  the  quality  of  the  water  would  satisfy  strict 
sanitary  requirements,  and,  for  this  reason,  objection  was  then  made 
by  the  Ohio  State  Board  of  Health  to  the  adoption  of  this  system  by 
Ohio  cities. 

At  several  places  in  the  paper  Mr.  Hall  mentions  a  possible  source 
of  water  supply  to  wells  from  the  Ohio  River,  on  the  assumption  that 
the  water  will  pass  through  the  silted  bed  of  the  river  and  reach  the 
wells  through  the  sand  and  gravel  in  which  the  latter  are  driven. 

From  long  experience,  with  wells  along  the  Ohio  River  and  else- 
where, it  is  the  writer's  conviction  that  wells  or  galleries  sunk  below 
the  bed  of  the  adjacent  river  seldom,  if  ever,  receive  water  from  it. 
Many  tests  for  hardness,  chlorine,  and  iron,  in  water  from  the  wells 
and  from  the  river  or  stream,  have  always  shown  a  distinct  difference, 
and,  in  the  writer's  experience,  this  has  been  sufficient  to  indicate  that 
the  water  from  the  wells  is  not  naturally  filtered  river  water.  This 
experience  has  been  so  uniform  over  a  wide  range  of  territory,  and 
throughout  a  long  period  of  time,  that  it  has  led  him  to  conclude  that 
water  obtained  from  wells  or  infiltration  galleries  along  a  stream  is 
always  land-water  or  ground-water  percolating  through,  or  pocketed 
in,  the  pervious  strata,  some  of  which  in  due  time  reaches  the  stream 
in  the  form  of  springs.  In  a  case  where  a  surface  connection  is  made 
from  the  river  to  the  porous  material  in  which  wells  are  driven,  the 
water  may  percolate  through  the  porous  material  and  reach  the  wells 
in  this  manner,  but  the  writer  can  recall  no  considerable  success,  either 
from  experience  in  America  or  abroad,  in  obtaining  large  volumes  of 
satisfactory  water  in  this  way. 

Considering  the  Parkersburg  wells  proposed  by  Messrs.  Knowles, 
Fuller,  and  Fuertes,  the  writer  would  assume  that  all  the  supply  fur- 
nished by  these  would  be  obtained  from  the  water  moving  toward  the 
river  from  the  land  side,  or  pocketed  in  the  porous  material  along  and 
under  the  river  bed;  and  though  the  stages  of  the  river  will  have  an 
influence  on  the  elevation  of  this  ground-water,  it  would  not  imply 
any  flow  from  the  river  to  the  wells. 

Several  years  ago  the  writer  had  occasion  to  test  the  influence  of 
continuous  pumping  for  2  months  from  a  gallery  or  well  sunk  in  a 
gravel  bed  along  the  Iowa  River,  and,  for  the  purpose  of  defining  the 
extent  of  the  water  field,  several  observation  wells  were  driven  at 
distances  ranging   from   100  to  8  325  ft.   from  the  gallery.     A  level 
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base  and  bench-marks  were  established,  and  the  levels  of  the  water 
in  the  gallery  and  in  the  observation  wells  before  and  during  ptimping 
were  noted  from  time  to  time  and  carefully  referenced  to  the  base. 
The  pumping  was  continuous,  day  and  night,  for  62  days,  and  the  ele- 
vations of  the  water  in  the  gallery  and  in  the  observation  wells,  at 
the  beginning,  during,  and  at  the  end  of  this  period  are  shown  on 
Fig.  15. 
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Although  the  test  wells  shown  on  Fig.  15  range  from  100  to  more 
than  8  300  ft.  in  a  direct  line  from  the  pumping  well  or  gallery,  they 
were  distributed  east,  west,  and  northwest  from  it,  so  as  to  include  the 
water  field  which  it  was  thought  would  be  affected  by  the  test.  Fig.  15 
shows  some  curious  results,  with  reference  especially  to  observation 
wells  Nos.  10,  11,  and  12,  all  of  which  were  open  and  penetrated  the 
sand  and  gravel  water-bearing  strata,  and  in  which  the  water  levels 
fell  from  time  to  time  during  the  test. 


DISCUSSION":   WATER   SUPPLY   OF   PARKERSBURG,   W.    VA.        791 

Though  the  water  in  Xo.   12  dropped  1.20  ft.  during  the  62  days        Mr. 
of  pumping,  at  the  end  of  the  period  the  surface  of  the  water  therein 
was  considerably  above  the  general  elevation  of  other  wells  nearest  to 
it  in  point  of  distance  and  in  the  same  general  direction  from  the 
pump  well  (northwest). 

On  the  other  hand,  the  water  level  in  Xos.  10  and  11,  which  were 
east  of  the  pimip  well,  was  at  no  time  as  high  as  in  the  nearest  wells 
in  point  of  distance,  although  not  lying  in  the  same  direction  from  the 
piunp  well.  The  only  explanation  for  this  discrepancy  that  could  be 
given  at  the  time  of  the  test  was  that  the  wells  were  on  lower  ground 
and  nearer  the  river,  and  might  have  been  supplying  the  river  rather 
than  the  test  pump  well.  In  attempting  to  draw  smooth  curves  on 
the  diagram  for  the  elevations  at  the  beginning  and  end  of  the  test, 
Nos.  10,  11.  and  12  were  omitted,  all  the  others  lying  sufficiently  near 
to  a  smooth  curve  to  indicate  the  probable  water  level  at  the  beginning 
and  end  of  the  test. 

"Reference  to  the  diagram,  upon  which  have  been  plotted  the 
elevations  of  water  in  the  pump  well  and  observation  wells,  will  show 
the  mean  curve  of  water  level  which  existed  in  the  known  area  affected 
by  piunping  on  September  18th.  All  water  in  the  field  above  this 
curve  has  been  pumped  away  or  lost  by  natural  causes,  and  for  the 
rate  of  pumpage  from  the  test  pump  well  at  that  time  [693  000  gal. 
per  day]  this  curve  represents  the  average  condition  throughout  the 
field. 

''The  facts  obtained  from  the  experimental  work  [in  Iowa]  con- 
ducted during  the  summer  [1899]  are  as  follows:  ■uf. 

'"The   total    amount    of   water   pumped   from    the    test    well    from-. 
July  24th  to  September  21st,  inclusive,  was  38  796  662  gal.,  an  average 
^■f  ftJRgoO  gal.  per  da-^      Dnrino-  this  interval  of  time,  fr/^^  -^i--   -5"+" 

submitted,  the  water  level  in  the  test  pump  well  was  lowered  irom 
Elevation  87.78  to  Elevation  73.93,  or  13.85  ft.  ;o3 

"The  total  rainfall  reported  after  July  24th  aggregates  6.03  in., 
and,   applying  this  to  the  area  embraced  in  the  investigations,  viz., 

1  367.4  acres,  and  allowing  an  absorption  of  40%  by  the  sand  and 
gravel  overlying  the  rock  and  under  the  top  soil  and  clay,  the  absorbed 
rainfall  within  the  field  of  observation  amounts  to  89  555  837_  gal., 
or  more  than  twice  the  pumpage  from  the  test  pump  well  for  the  inter- 
val of  time  during  which  the  rainfall  was  reported. 

"The  loss  of  head  or  lowering  of  water  level  from  all  causes  within 
the  field  of  observation  during  57  days  of  pumping  was  approximately 

2  ft.,  equivalent  to  a  loss  in  the  field  of  235  251 147  gal.,  to  which 
add  the  estimated  absorbed  rainfall,  making  the  total  estimated  loss 
from  all  causes  324  806  984  gal.,  of  which  the  pumpage  from  the  test 
well  was  about  12  per  cent," 

An  interesting  part  of  Mr.  Hall's  paper  relates  to  the  cost  of  the 
Smith  system  of  filtration.  This  is  stated  as  $80  700  for  a  capacity 
of  170  000  gal.  per  hour,  or  4  000  000  gal.  per  24  hours,  or  more  than 
$20  000  per  million  gallons  of  daily  capacity.    This  is  a  very  high  cost 
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Mr.  for  a  system  of  filtration  of  this  kind.  Elaborate  slow  sand  filters  of 
J.  w.  Hill,  ^jjg  ^ypg  adopted  by  Philadelphia,  Pittsburgh,  Washington,  etc.,  cost  no 
more,  and  are  of  such  a  character  that  the  operation  may  be  observed 
from  day  to  day,  and  controlled  in  capacity  and  efficiency;  and  rapid 
mechanical  sand  filters  would  have  cost  at  Parkersburg  (in  1911) 
about  one-half  as  much  per  million  gallons  of  capacity  as  the  Smith 
system. 

The  performance  of  slow  and  rapid  sand  filters  can  b*e  fully  con- 
trolled, and  maintained  at  high  efficiency,  regardless  of  river  stages 
and  other  unavoidable  conditions  which  are  calculated  to  operate 
against  sand  filters  of  the  Smith  type. 

The  guaranty  of  4  000  000  gal.  per  day  for  a  total  area  of  1.65 
acres  is  equivalent  to  2  426  000  gal.  per  acre  per  day,  or  about  the 
capacity  of  plain  sand  filters  operating  without  any  preliminary 
filtration. 

The  manner  of  making  payments  for  the  Parkersburg  filter  was 
unusual.  A  retention  of  55%  of  the  contract  price  for  one  year 
after  completing  the  construction  indicates  that  there  must  have  been 
a  sublime  faith,  on  the  part  of  the  contractor,  in  the  final  performance 
of  the  filter  system. 

Mr.  Alexander   Potter,*   Assoc.   M.   Am.    Soc.    C.    E. — The   City   of 

^^'  Parkersburg  is  to  be  commended  for  its  courage  in  putting  in  opera- 
tion the  so-called  natural  slow  sand  filtration  method  of  procuring  a 
supply  of  pure  water.  This  method  has  been  advocated  so  vigorously 
by  its  proponents  and  has  been  opposed  so  bitterly  by  its  antagonists 
that  a  plant  of  this  kind  actually  constructed  should  prove  of  a  distinct 
advantage  in  demonstrating  what  is  of  scientific  value  in  the  plan 
and  what  of  a  distinctively  personal  bias  on  both  sides  of  the  much 
controverted  subject. 

The  speaker  has  watched  with  much  interest  the  attempts  which 
have  been  made  from  time  to  time  to  solve  successfully  the  problem 
of  so-called  natural  filtration.  There  can  be  no  doubt  that  the  suc- 
cessful establishment  of  such  a  plant  will  meet  with  popular  favor, 
and  therefore  such  a  project  should  be  given  a  fair  and  impartial  trial. 

The  speaker  recalls  that  on  an  invitation  for  competitive  plans 
for  a  new  water  supply  from  the  City  of  Evansville,  Ind.,  in  1893, 
fourteen  or  fifteen  engineers  submitted  plans.  In  this  competition 
George  S.  Davison  and  W.  G.  Wilkins,  Members,  Am.  Soc.  C.  E., 
were  awarded  the  first  prize,  the  speaker  received  the  second  prize,  and 
Arthur  S.  Tuttle,  M.  Am.  Soc.  C.  E.,  the  third  prize.  The  plan 
recommended  by  the  speaker  was  submerged  filter  galleries  on  a  sand- 
bar in  the  bed  of  the  Ohio  River,  and,  as  he  recalls  it,  most  of  the 
fourteen  competitive  plans  contemplated  similar  treatment. 

•  New  York  City. 
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Though  the  speaker's  project  was  not  developed  by  the  city,  the    Mr. 
stud^v  made  at  that  time  convinced  him  that,  given  j^roper  river  con- 
ditions, intiltration  galleries  can  be  designed  to  give  a  uniform  and 
pure  effluent. 

The  uniformly  good  results  secured  in  temperate  climates,  how- 
ever, by  rapid  or  slow  sand  filtration,  clearly  limit  the  field  of  opera- 
tion of  the  s6-called  natural  slow  sand  filtration  process,  or  infiltration 
galleries,  to  places  where  the  cost  of  the  latter — the  first  cost  plus 
operating  charges — is  less  than  mechanical  or  slow  sand  filtration. 
In  the  tropical  zone,  however,  a  strong  prejudice  exists — and  rightly 
so — against  the  use  of  stored  water,  even  when  filtered;  consequently, 
the  development  of  a  supply  from  infiltration  galleries  warrants  a 
higher  cost  than  is  involved  in  the  construction  of  mechanical  filtra- 
tion with  adequate  storage. 

Though  the  analyses  of  the  water  included  in  the  paper  show  a 
satisfactory  effluent,  they  represent,  unfortvmately,  only  a  limited 
period.  From  the  statement  made  by  the  author,  it  appears  that 
radical  changes  must  be  introduced  in  the  details  of  the  system  in 
order  to  prevent  a  recurrence  of  the  condition  found  when  the  beds 
were  examined  after  having  been  in  service  about  3  years.  The  author 
states  that  conical  holes  were  discovered  in  the  sand,  having  diameters 
of  from  5  to  10  ft.  and  from  3  to  3J  ft.  deep. 

It  is  evident  that  at  all  stages  of  the  river,  except  extreme  low 
water,  difficulties  will  be  experienced  in  maintaining  a  uniform  depth 
of  sand  over  the  filters,  and  that,  under  certain  conditions  beyond 
the  control  of  the  operator,  raw  water  in  large  quantities  may  pass 
directly  into  the  city  supply,  thus  breaking  down  the  barrier  against 
typhoid  fever.  If  no  adequate  remedy  can  be  provided,  either  to  pre- 
vent blow-outs  due  to  back-flushing,  or  to  restore  positively  and 
promptly  the  sand  over  the  strainers  when  such  blow-outs  occur,  the 
system  particularly  described  by  the  author  must  be  considered  a 
failure,  no  matter  how  successful  it  may  be  most  of  the  time. 

With  Messrs.  Gray,  Hall,  and  others,  standing  sponsor  for  the 
success  of  the  Parkersburg  system,  it  is  to  be  hoped  that  the  best  and 
most  intelligent  care  will  be  given  to  its  proper  maintenance,  and 
that  every  effort  will  be  made  to  correct  the  defects  already  apparent, 
which  prevent  it  from  producing  a  uniformly  dependable  effluent  at 
all  times. 

A  water  supply  is  not  built  for  a  few  years,  or  for  a  decade,  but  for 
a  lifetime,  and  because  there  are  those  who  prefer  some  other  system, 
no  matter  what  the  local  conditions  may  be,  engineers  should  not 
blind  their  eyes  to  the  importance  of  giving  a  fair  trial  to  this  method 
of  water  purification. 

Passing  to  the  question  of  infiltration  galleries  proper,  there  is  no 
good  reason  why  they  cannot  be  designed  to  maintain  a  constant  flow 
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Mr.  and  not  gradually  decrease  and  ultimately  become  obsolete,  as  is  gen- 
'^  ^^'  erally  the  case.  They  should  be  as  dependable  as  the  identical  natural 
process  of  ground-water  seepage  into  surface  streams.  An  infiltra- 
tion gallery,  to  be  permanently  successful,  must  never  be  forced  to 
such  an  extent  as  to  allow  it  to  be  partly  emptied.  "When  it  is  partly 
empty,  high  velocities  are  set  up  in  its  vicinity,  which,  in  time,  cause 
the  silting  up  of  the  filter  media  immediately  surrounding  the  gallery, 
which  condition  slowly  but  inevitably  results  in  the  breaking  down  of 
the  system. 

It  is  not  a  difficult  matter  to  regulate  the  output  from  a  given 
infiltration  gallery  so  that  it  cannot  exceed  a  predetermined  maximum 
discharge,  and,  by  so  doing,  the  lowering  of  the  ground-water  plane 
below  the  top  of  the  gallery  can  be  prevented,  which  condition  will 
keep  entrance  velocities  within  safe  limits  and  thus  maintain  in- 
definitely the  integrity  of  the  system. 

Throughout  the  country  there  exist  large  deposits  of  sand  and 
gravel  which,  if  intelligently  treated,  can  be  counted  on  to  yield  large 
supplies,  and  there  are  also  sand  and  gravel  deposits  in  which  the 
depleted  water  supply  can  be  augmented  by  the  construction  of  large 
storage  reservoirs  over  such  a  system  of  infiltration  galleries.  These 
reservoirs  function  as  feeders  to  the  infiltration  galleries  constructed 
within  the  confines  of  the  subterranean  basin. 

The  maximum  rate  of  downward  filtration  which  can  be  main- 
tained permanently  is  still  a  mooted  question.  In  the  Morris  Canal, 
the  leakage,  after  100  years  of  service,  averages  at  the  present  time 
1  250  000  gal.  per  mile,  or  from  about  200  000  to  250  000  gal.  per  acre 
per  day.  A  filter  gallery  constructed  parallel  and  adjacent  to  the 
Morris  Canal  could  be  counted  on  to  derive  indefinitely  1  250  000  gal. 
per  mile  per  day  from  the  canal  proper.  Although  feasible  to  draw 
off  water  for  short  periods  at  higher  rates  than  this,  such  an  attempt 
might  prove  disastrous,  as  rates  of  leakage  in  excess  of  the  natural 
flow  might  cause  the  bottom  of  the  canal  to  silt  up,  resulting  in  a 
possible  break-down  in  the  gallery. 

The  attention  of  engineers  must  be  devoted  more  and  more  to  the 
'  determination  of  safe  yields  from  such  underground  supplies  and  gal- 
leries, and  to  the  method  of  controlling  the  draft  therefrom  to  pre- 
determined and  safe  quantities. 

The  speaker  is  in  hearty  accord  with  Messrs.  Fuller  and  Fuertes  as  to 
the  wisdom  of  changing  the  present  method  of  determining  and  report- 
ing B.  coli.  When  the  warning  signal  rings  just  as  loudly  at  the 
approach  of-  a  cow,  or  a  tramp,  walking  on  the  railroad  track,  as  it  does 
for  the  fast  moving  express  train,  one  is  likely  to  have  contempt  for 
the  signal  or  demand  its  change.  When  the  presence  of  B.  coli  may 
mean  evidence  of  contact  with  anything,  from  the  human  intestine  to 
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the  covering  of  a  kernel  of  wheat,  one  of  two  things  must  necessarily    Mr. 
happen:  contempt  for  the  warning,  or  unnecessary  and  unwarranted 
alarm.    It  is  difficult  to  say  which  is  the  more  damaging. 

This  unnecessary  alarm  is  exhibiting  itself  in  the  laws  proposed 
for  enaction  in  certain  of  the  State  legislatures.  Certain  legislation 
existing  or  proposed  in  many  of  the  States  indicates  clearly  that  the 
authors  or  the  sponsors  for  such  legislation  lack  the  fundamental  prin- 
ciples of  sanitary  science.  These  laws  seek  to  prevent  the  entry  of 
sewage,  either  crude  or  purified,  into  the  waters  of  the  State.  Such 
a  bill  is  now  before  the  New  Jersey  Legislature,  submitted  under  the 
very  attractive  title,  "An  Act  to  Prevent  the  Pollution  of  Sources  of 
Potable  Water  Supply  in  This  State."  The  principal  provision  is  con- 
tained in  Paragraph  2,  which  reads  as  follows: 

"2.  It  shall  be  unlawful  for  any  person  or  persons,  private  or  munici- 
pal corporation,  to  discharge  into  any  water  which  may  constitute  or 
form  part  of  a  source  of  potable  water  supply  any  raw  or  treated  sewage, 
or  the  effluent  from  any  sewage  disposal  works,  after  the  date  fixed 
by  the  State  Board  of  Health  when  such  acts  shall  cease.  Notice  to 
discontinue  the  depositing  of  such  sewage  or  effluent  shall  be  given 
by  the  State  Board  of  Health  to  such  person,  or  private  or  municipal 
corporation,  at  least  three  months  before  the  date  fixed  by  said  State 
Board  of  Health  as  aforesaid." 

Other  provisions  of  the  Act  leave  the  State  Board  of  Health  no 
alternative  but  to  enforce  the  law  prohibiting  the  discharge  of  the 
effluent  of  any  sewage  disposal  plant,  no  matter  what  its  degree  of 
purity  may  be. 

Another  bill,  almost  as  drastic,  has  been  made  a  law  by  the  State 
Legislature  of  Texas,  and,  in  Oklahoma,  the  Health  Officer,  6  years 
ago,  laid  down  the  principle  that  neither  crude  sewage  nor  purified 
sewage  would  be  permitted  to  enter  the  streams  of  the  State.  Even 
Xew  York  State  is  now  seriously  contemplating  the  abandonment 
of  hundreds  of  thousands  of  dollars  spent  on  new  public  institutions, 
because  the  authorities  feel  that  they  cannot  even  trust  the  engineer 
to  design  a  plant  which  will  insure  the  conveying  of  the  effluent  by 
pumping  from  an  efficiently  designed  sewage  disposal  plant  outside 
of  the  water-shed  of  a  portion  of  New  York  City's  water  supply. 

This  idea,  which  is  gaining  momentum,  carried  to  its  absurd  but 
logical  conclusion,  means  that  no  city  in  the  United  States  can  dis- 
charge its  sewage  into  any  body  of  water  which  is  not  tide-water.  It 
is  the  speaker's  opinion  that  the  matter  is  sufficiently  important  to 
demand  the  serious  thought  of  this  Society,  and  he  would  suggest 
that  the  attention  of  the  Board  of  Direction  be  especially  directed 
to  this  matter,  to  the  end  that  some  intelligent  measures  may  be  taken 
by  the  Society  to  counteract  this  dangerous  proposition. 
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Mr.  George  W.  Fuller,*  M.  Am.  Soc.  C.  E. — This  is  quite  an  unusual 
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paper.  It  deals  with  local  politics  and  personalities,  exploits  some  of 
the  general  features  of  the  laws  of  hydraulics  pertaining  to  under- 
ground water  supplies,  and  closes  with  a  description  of  a  filtration 
project  which  is  unique. 

In  association  with  James  W.  Fuertes,  M.  Am.  Soc.  C.  E.,  the 
speaker  reported  on  the  situation,  after  Morris  Knowles,  M.  Am.  Soc. 
C.  E.,  had  been  called  to  Parkersburg  to  advise  as  to  whether  a  well- 
water  project  was  feasible,  and  preferable  to  filtration  of  the  polluted 
and  impure  water  of  the  Ohio  River. 

Mr.  Knowles'  general  viewpoint  was  that  a  well-water  project  was 
a  fairly  feasible  one.  That  report  produced  some  differences  of  opinion 
in  the  Community,  with  the  result  that  a  Board  of  Engineers  was 
appointed  to  make  further  investigations. 

The  speaker  agreed  with  Mr.  Fuertes  that  a  mechanical  filtration 
system  was  to  be  preferred  to  a  well-water  system.  Whatever  merit 
there  may  be  in  the  Fuertes  and  Fuller  report  is  not  in  the  detailed 
results  set  forth  in  the  paper,  but  rather  in  the  careful  application  of 
the  fundamental  principles  involved. 

Effort  was  made  to  explain,  as  engineers,  to  a  community  that  had 
its  well-defined  factions,  the  \inderlying  principles  involved.  In  out- 
line, the  fundamental  propositions  involved  are:  first,  that,  for  an 
adequate  imderground  water  supply,  it  is  necessary  to  determine 
whether  or  not  there  are  sufficient  porous  water-bearing  strata ;  second, 
where  does  the  water  come  from,  which  supplies  the  strata;  third, 
where,  under  present  conditions,  does  that  water  go;  and,  fourth, 
what  is  the  best  way  to  collect  that  water  for  municipal  water  supply 
purposes. 

Some  rather  unusual  conditions  are  found  above  Parkersburg,  in 
that  there  'is  a  rocky  promontory,  a  few  miles  above  the  city,  which 
makes  a  rock  dam  across  the  Ohio  River.  Consequently,  there  is  no 
large  flow  of  water  in  this  vicinity  beneath  the  bed  of  the  river.  The 
old  river-bed  undoubtedly  swung  to  the  south,  against  the  West 
Virginia  foot-hills.  The  surface  water  from  those  impervious  hills 
came  out  above  an  impervious  stratum  at  the  surface  of  the  bottom- 
lands, and  found  its  way  into  the  river,  not  through  the  underground 
porous  strata,  but  as  a  surface  stream  flowing  over  the  impervious 
clay  and  silt  directly  to  the  river. 

Then,  it  was  fo\md  necessary  to  reckon  with  a  partial  flow  from 
a  very  limited  drainage  area  of  the  river  plain,  or  bottom-lands,  plus 
the  underground  flow  of  water  to  the  wells  from  the  adjacent  Ohio 
River.  The  various  hydrographs  in  the  paper  show  some  rather 
unusual  conditions.    They  show  in  this  river  plain  a  very  marked  rela- 
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tion  between  the  widely  fluctuating  water  level  of  the  river  and  the    Mr 
water  level  in  the  deep  gravel  strata  into  which  the  wells  were  driven. 

The  obvious  deduction  was  that  during  high  river  stages  there 
was  plenty  of  water  which  would  flow  to  wells  that  might  be  sunk  in 
the  bottom-lands  near  the  river.  When  the  river  level  was  very  low, 
there  was  not  only  a  gradually  receding  water-table  in  the  bottom-lands, 
with  the  water  from  the  land  side  making  its  exit  into  the  river,  but 
there  was  also  the  very  striking  difficulty  of  having  only  small  volumes 
of  river  water  flowing  back  in  a  reverse  direction  from  the  river  to 
the  system  of  wells. 

That  small  increment  of  naturally  filtered  river  water  in  the  gravel 
strata  was  due,  of  course,  to  the  blanket  of  silt  and  clay  which  formed 
on  the  bottom  and  sides  of  the  Ohio,  at  times  when  the  flow  down  the 
river  was  insufficient  to  produce  a  scouring  velocity  to  push  it  away. 

The  ground-water  proposition  was  abandoned  for  the  reason  that 
there  was  not  water  in  ample  quantities  coming  from  the  land  side, 
and,  as  to  that  coming  from  the  river  side,  it  was  very  uncertain  whether 
at  times  of  low  water  the  blanket  or  carpet  of  clogging  materials  on 
the  river-bed  could  be  disturbed  so  as  surely  to  allow  water  to  reach 
those  wells.     Mechanical  filters  were  recommended. 

S.  M.  Gray,  M.  Am.  Soc.  C.  E.,  was  called  in  to  review  this  projM)- 
sition,  after  an  injunction  suit  precluded  carrying  out  the  recommenda- 
tions of  the  Fuertes  and  Fuller  report.  Mr.  Gray  recommended  a 
project  which,  although  it  may  have  been  adopted  in  certain  respects 
in  other  communities,  was  new  in  its  entirety,  as  far  as  the  speaker 
knows,  in  a  city  of  this  size.  The  Smith  system  appears  to  be  essen- 
tially an  old-fashioned  slow  sand  filter  layout,  without  any  impervious 
concrete  bottom,  without  any  concrete  walls,  and  with  reliance  placed 
on  two  things  to  maintain  the  supply  during  the  very  varying  stages 
of  the  Ohio  River,  ranging  from  about  5  to  60  ft.,  from  minimum  to 
maximum,  in  a  cycle  of  a  few  months. 

During  the  high  stages,  the  velocity  of  the  flow  is  so  great  as  to 
scour  away  the  silt  deposits  on  the  surface  of  the  sand  bed.  To  main- 
tain quality  and  quantity  of  output  at  times  of  low  river  stages,  when 
there  is  not  a  scouring  velocity  for  the  removal  of  surface  deposits, 
Mr.  Gray  has  endorsed,  and  there  has  actually  been  built  at  Parkers- 
burg, a  project  with  some  of  the  earmarks  of  a  mechanical  filter.  It 
has  a  pipe  system  scattered  over  the  bottom  of  If  acres  of  sand  resting 
on  gravel  of  one  grade,  and,  at  intervals,  it  is  proposed  to  back-flush 
one-fifth  of  that  area,  or  J  acre;  and  on  that  J  acre,  it  is  proposed  to 
use  about  40  000  gal.  during  an  interval  of  15  or  20  min.  to  remove 
these  clogging  materials. 

From  the  standix)int  of  hydraulics,  the  speaker  is  a  little  disap- 
pointed that  we  have  not  obtained  from  Mr.  Gray  or  his  assistant,  Mr. 
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Mr.  Leland,  some  of  the  details  with  respect  to  that  proposition.  It  brings 
^  ^^'  up  several  queries:  In  the  first  place,  as  regards  cleaning  mechanical 
filters,  the  fundamentals  are,  in  a  rough  way,  that  the  summation 
of  exit  area  of  the  orifices  through  which  filtered  water  has  to  pass 
should  be  less  than  the  area  of  the  distributing  pipe.  Otherwise,  the 
proper  pressure  is  not  obtained  to  force  water  through  every  orifice 
throughout  that  area,  so  as  to  lift  and  wash  the  sand  thoroughly,  say, 
with  a  vertical  rise  of  wash-water  of  from  8  to  12  in.  per  min.  At 
Parkersburg,  the  sand  is  not  cleaned  so  uniformly,  but  the  facts  as  to 
distribution  of  wash-water  are  not  made  plain. 

Of  course,  it  must  be  recognized  that  this  is  not  a  proposition 
directly  comparable  with  a  mechanical  filter,  where  wash-water  is  sent 
at  high  velocity  through  a  strainer  system  under  every  square  foot  of 
filter  bed  in  order  to  give  a  thorough  cleaning.  This  Smith  system 
seems  to  be  one  of  those  arrangements  where  back-flushing  is  used 
simply  to  lift  the  clogging  material  sufficiently  so  that  whatever  flow 
there  may  be  in  the  river  may  be  sufficient  to  move  that  material 
beyond  this  area. 

Slow  sand  filters  are  back-filled,  of  course,  very  slowly,  in  order  to 
remove  air,  and  Kirkwood's  book  on  filtration  states  that,  more  than 
50  years  ago,  such  a  filter  at  Tours,  France,  was  cleaned  by  back- 
flushing.  However,  it  is  stated  by  Kirkwood*  that  the  head  of  water 
was  insufficient  and  the  process  was  not  successful. 

To  build  this  filtration  system  of  1§  acres  at  Parkersburg  has  cost 
$80  000.  That  is  a  somewhat  larger  sum  than  was  spent  at  Lawrence, 
Mass.,  for  building  in  1893  an  open  filtration  plant  extending  over  2i 
acres.  The  speaker  does  not  recall  what  Mr.  Fuertes  and  he  reported 
with  respect  to  the  cost  of  mechanical  filters  at  Parkersburg,  but  is 
inclined  to  think  that  it  was  markedly  less  than  that  of  the  Smith 
system. 

Speaking  about  costs,  mention  should  be  made  of  one  point  that 
is  set  forth  on  page  752  of  the  paper,  where  it  is  stated: 

"It  is  gratifying  to  note  that  the  new  pumping  equipment  has 
effected  an  economy  sufficient  to  pay  the  capital  charges  on  the  bond 
issue  required  by  the  new  plant." 

As  a  citizen  of  Parkersburg  and  a  member  of  the  Water  Board, 
Mr.  Hall  is  entitled  to  a  great  deal  of  commendation  if  he  is  able  to 
establish  a  new  and  reliable  plant  without  any  added  cost  to  the  tax- 
payers; and  the  low  operating  expense  of  the  Smith  system  is  certainly 
one  of  its  strongest  points. 

This  Smith  system,  which  is  understood  to  be  patented,  has  not 
been  exploited  at  many  other  places.  At  Henderson,  Ivy.,  it  was 
reported  on  by  Philip  Burgess,  M.  Am.  Soc.  C.  E.,  and  found  to  have 

•  Pp.  125-126. 
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some  local  merit.     George  A.  Johnson,  M.  Am.   Soc.  C.  E.,  and  his    Mr. 

•       Fuller 
associates  at  Wheeling,  W.  Ya.,  reported  on  it  at  great  length,  with 

unfavorable  conclusions. 

It  is  interesting  that,  within  the  past  6  months,  Mr.  Leland  has 
overhauled  the  sand  and  gravel,  in  connection  with  back-flushing,  rather 
early  in  the  period  of  drought  in  1916. 

With  regard  to  quality,  the  water  furnished  by  the  Smith  system 
is  generally  of  good  appearance.  In  point  of  hardness,  it  does  not  vary 
markedly  from  that  of  the  Ohio  River.  In  that  respect,  it  compares 
with  what  would  be  produced  by  a  filter  plant  of  any  kind. 

With  regard  to  the  bacteriological  aspect  of  the  water,  it  is  doubtful 
whether  it  is  of  as  good  a  quality  as  would  be  afforded  by  any  of  the 
so-called  standard  modern  filter  systems  or  as  good  a  water  as  the 
people  of  Parkersburg  ought  to  obtain.  It  is  rather  doubtful  whether 
this  water  supply  is  able  to  comply  with  the  standards  of  the  United 
States  Government,  as  set  forth  by  the  United  States  Public  Health 
Service,  a  branch  of  the  Treasury  Department,  viz.,  not  more  than 
2  B.  colt  per  100  cu.  cm. 

That  Department  has  provided  certain  tests  for  intestinal  bacteria 
in  waters  supplied  to  Interstate  carriers.  Looking  over  the  analyses 
on  page  7S6.  it  is  doubtful  whether  the  City  of  Parkersburg  could  sell 
water  to  the  railroads  which  pass  through  it  and  not  get  into  trouble, 
if  there  should  be  a  thorough  analytical  study  of  the  water. 

In  making  that  comment,  it  is  only  fair  to  state  that  this  is  a 
wonderfully  transitional  age,  in  point  of  water  quality.  Many  cities 
are  supplying  water  of  the  highest  type  in  point  of  quality,  either  by 
filtration  or  by  the  elimination  of  sources  of  pollution.  By  this  means 
the  typhoid  death  rates  of  American  cities  have  been  reduced  to  a 
point  which  seemed  almost  inconceivable  10  or  even  5  years  ago.  We 
have  death  rates  to-day,  in  cities  supplied  with  filtered  surface  water, 
which  are  as  low  as  those  found  in  European  cities,  in  Holland,  and  in 
certain  Rhenish  districts,  where  they  have  pure  water  from  under- 
ground sources. 

There  is,  however,  a  very  anomalous  situation  prevailing  in  America 
to-day,  in  that  in  some  of  the  surface  water  supplies  there  seem  to 
be  bacteria  of  many  different  kinds,  which  are  classed  by  laboratory 
men  as  members  of  the  B.  coli  group.  Some  of  them  are  said  to  be 
the  sour  milk  bacteria — whatever  that  may  be.  Others  are  said  to  be 
bacteria  which  grow  on  grain  and  are  found  in  soils. 

In  certain  districts,  where  there  is  a  purely  rural  population,  with 
here  and  there  a  scattered  village,  it  is  said  that  there  are  water  sup- 
plies which  are  so  polluted,  according  to  laboratory  evidence,  that  they 
could  not  reasonably  meet  the  Government  standards,  even  after 
filtration. 
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Mr.  In  relation  to  this  matter,  it  may  be  stated  that  there  will  be  pub- 

"  ^^'  lished  within  the  next  few  weeks  a  new  edition  of  the  so-called 
''Standard  Methods  of  Water  Analysis"  (American  Public  Health 
Association),  the  purpose  of  which  is  to  separate  some  of  these  forms 
of  bacteria  from  the  so-called  Bacillus  coli.  Just  where  it  will  lead 
is  not  known,  but  the  situation  to-day,  in  point  of  quality  of  water 
supply  for  American  cities,  is  a  very  anomalous  one.  It  is  not  readily 
known  whether  any  given  city  is  living  up  to  the  legal  requirements 
of  the  Federal  Government;  and,  if  it  is  not,  it  is  not  known  whether 
the  apparent  fault  is  genuinely  attributable  to  sewage  pollution, 
whether  it  is  due  to  laboratory  caprices  in  reference  to  the  sour  milk 
bacteria,  whether  it  is  due  to  harmless  bacteria  that  grow  on  grain, 
or  whether  it  is  the  fault  of  the  handling  of  water  by  filtration,  or 
otherwise. 

It  is  hoped  that  the  next  year  or  so  will  see  a  sharp  turn  in  the 
road,  a  change  from  the  uncertainty  of  the  past  to  a  definiteness  of 
assignment  between  cause  and  effect,  so  that  there  surely  will  continue 
the  improvement  in  quality  which  is  one  of  the  striking  features  of 
the  past  generation  in  the  point  of  municipal  water  supply. 

The  speaker  is  glad  that  the  author  has  presented  this  paper.  It 
sets  forth  some  simple  truths  which  could  be  considered  to  advantage 
by  all  who  are  interested  in  the  subject.  He  has  not  been  very  prolific 
in  setting  out  the  specific  details  of  the  Smith  system,  and  it  is  to  be 
hoped  that  more  data  may  be  obtained  later. 

Mr.  Potter's  remarks  bring  up  a  question  that  is  very  active  in  the 
interpretation  of  the  treaty  passed  in  1912  between  the  United  States 
and  Great  Britain,  with  respect  to  controlling  the  pollution  of 
boundary  waters.  There  has  been  under  discussion  now  for  about  3 
or  4  years  the  wording  of  a  procedure  to  stipulate  plainly  what  shall  be 
the  quality  of  the  boundary  waters,  so  that  life  or  property  on  one  side 
of  the  boundary  shall  not  be  affected  prejudicially  by  those  who  dis- 
charge sewage  into  these  waters  on  the  other  side.  After  the  many 
efforts  made  by  the  Canadian  and  United  States  Governments  to  solve 
that  question,  it  would  be  better  to  wait  until  we  get  further  evidence 
from  those  who  are  at  present  studying  it. 

"With  regard  to  Mr.  Potter's  remarks  on  the  so-called  intestinal 
bacteria,  some  men  want  to  exploit  water  analyses  very  quickly  in 
laboratories,  where  the  results  are  to  be  used  by  the  men  responsible 
for  the  management  of  a  filter  plant,  or  by  those  who  direct  the 
endeavors  of  a  large  number  of  inspectors  on  a  water-shed.  Presump- 
tive tests  are  not  well  thought  of  by  those  who  desire  to  form  an 
opinion  on  the  intrinsic  merit  of  the  sanitary  quality  of  water,  and 
especially  in  the  comparison  of  different  waters.  For  the  past  10  or 
20   years   thoro   have   boon    growing   up   two   factious   with   respect   to 
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applying  laboratory  methods  to  the  control  of  water  supplies.  The  Mr. 
men  iu  one  set  want  to  get  results  in  24  hours.  They  have  had  their 
way  for  the  last  5  or  10  years.  They  have  brought  into  municipal 
water  reports,  during  the  last  few  years,  a  set  of  results  which  have 
helped  the  filter  operator,  but,  to  the  men  who  have  given  years  in 
attempting  to  control  water  pollution,  these  results  are  open  to 
grave  suspicion  and  are  exceedingly  difficult,  if  not  impossible,  of 
interpretation. 

On  considering  these  figures  in  type  in  a  municipal  report,  without 
any  personal  knowledge  of  the  environment  to  which  these  data  apply, 
trouble  ensues.  Some  of  these  bacteria,  classed  as  B.  coli,  innocent  as 
they  may  be,  may  multiply  and  breed  in  water  under  certain  tem- 
peratures. This  certainly  adds  to  the  complications.  There  ought  to 
be  a  marked  change  with  respect  to  laboratory  data  for  the  sanitary 
control  of  the  quality  of  water  supplies  in  America.  Engineers  must 
recognize  two  distinct  phases,  one,  the  quick  result  to  help  the  filter 
operators  and  the  men  who  direct  inspectors.  When  it  is  desired  to 
get  a  measure  of  sanitary  quality,  however,  it  is  necessary  to  go  deeper 
and  further,  and  to  take  8  or  9  days  for  analysis,  something  which  the 
filter  operator  will  not  tolerate.  On  the  proposition  of  telling  whether 
or  not  a  water  will  measure  up  to  prescribed  sanitary  requirements,  it 
seems  highly  important  to  make  every  effort  to  separate  fecal  from  non- 
fecal  bacteria  in  the  laboratory. 

Nicholas  S.  Hill,  Jr.,*  M.  Am.  Soc.  C.  E.— Mr.  John  W.  Hill  and      Mr. 
Mr.  Fuller  have  covered  this  paper  so  thoroughly  that  it  leaves  very     *  jr. 
little  to  be  said  in  the  way  of  discussion.    The  speaker  certainly  agrees 
with  both  of  them  in  their  criticism  of  the  Parkersburg  system. 

The  situation  in  Parkersburg  recalls  a  condition  that  so  often  exists, 
and  the  futility  of  expert  reports  under  certain  conditions,  that  is,  the 
natural  tendency  of  people  to  adopt  a  so-called  pure  underground  water 
supply,  with  all  its  uncertainties  as  to  quantity,  rather  than  the  accept- 
ance of  a  surface  water  supply  of  known  abundance,  treated  with 
modem  processes  which  have  a  known  efficiency. 

The  use  of  underground  waters  is  not  without  dangers;  and,  with- 
out discussing  this  paper  in  detail,  it  might  be  well  to  call  attention  to 
a  situation  which  sometimes  arises  where  underground  water  supplies 
are  developed.  The  speaker  alludes  more  particularly  to  the  East 
Orange  water  supply  in  New  Jersey,  and  will  refer  to  the  case  of 
Harper  versus  the  Mountain  Water  Company.  This  case  was  tried 
at  Somerville,  'N.  J.,  before  the  Hon.  William  J.  Magie,  then  Chi^ 
Justice.f    The  following  is  a  passage  from  the  Judge's  charge : 

•  New  York  City. 

t  A  convenient  summary  of  this  case,  by  Vice-Chancellor  Emery,  may  be  found 
In   20  Dickinson,  p.   479. 
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Mr.  "I  think  I  should  first  give  you  what  the  law  defines  as  the  rights 

^'  j'r^'"'  °^  parties  respecting  water  running  in  streams.  Any  one  owning  on 
the  banks  of  a  stream  of  running  water  is  entitled  by  law  to  have  the 
waters  of  the  stream  come  down  to  him  in  their  natural  flow,  uncon- 
taminated,  unreduced,  and  unobstructed,  except  so  far  as  Nature 
affects  them.  Persons  owning  above  the  line  of  the  person  who  has 
these  rights  have  also  rights  in  the  water  passing  them,  and  their 
right  is  to  have  the  water  pass  them  and  go  down  to  those  below  unaf- 
fected by  obstruction  from  below  or  unaffected  by  obstruction  or 
abstraction  from  above;  each  of  these  parties  has  a  right  to  the  use 
of  the  water,  which  is  a  reasonable  use  of  the  water  as  it  passes.  Water 
may  be  thus  used  for  irrigation,  for  the  watering  of  cattle,  for  the 
use  of  water  around  buildings  and  houses,  for  the  use  of  water  to 
produce  power  and  thereby  r\m  mills  or  whatever  else  power  may  be 
applied  to.  I  say  the  riparian  owner,  that  is,  the  owner  on  the  bank 
of  the  stream,  has  the  right,  the  right  to  water  coming  down  from 
above  unobstructed,  unpolluted,  and  in  its  natural  flow." 

The  same  rule  has  been  applied  to  a  clear  case  of  a  subterranean 
stream,  and  apparently  no  distinction  is  drawn,  whether  the  under- 
ground water  is  regarded  as  percolating  water  or  water  of  a  well- 
defined  subterranean  stream. 

Vice-Chancellor  Magie  proceeded  to  say  that  though  a  person  or 
company  might  strike  underground  streams  and  abstract  underground 
water  which  "might"  come  to  the  surface,  and  might  carry  this  per- 
colating water  off  and  sell  it,  yet,  if  by  their  works  they  abstracted 
the  water  or  reduced  the  level  of  springs  or  streams  which  "had"  come 
to  the  surface,  it  was  an  actionable  wrong.  The  words  "might"  and 
"had"  in  this  case  are  emphatic.  The  jury  was  directed  that,  if  it  was 
shown  by  a  preponderance  of  evidence  that  the  defendant  had  ab- 
stracted an  appreciable  quantity  of  water  which  "had"  come  to  the 
surface  in  a  pond,  spring,  or  stream,  so  as  to  diminish  the  flow,  and 
had  done  this  either  by  pumping  from  the  stream  or  from  a  well,  or 
by  both,  then  the  plaintiffs  were  entitled  to  damages. 

Later,  there  has  been  the  decision  in  the  case  of  Frank  Meeker 
versus  the  Mayor  and  City  Council  of  East  Orange.  The  City  of 
East  Orange  recently  established  an  underground  water  supply,  deriv- 
ing its  water  through  wells  about  150  ft.  deep.  The  plaintiff  stated 
that,  before  and  at  the  time  of  the  establishment  of  wells,  he  owned 
certain  property  and  lands  in  Millburn  and  Livingston,  having  an 
area  of  about  100  acres,  that  by  reason  thereof  he  was  entitled  to  the 
benefit  and  advantage  of  a  certain  spring  and  stream  running  and 
flowing  into  and  through  those  lands,  and  that  the  defendants,  by 
Artesian  wells,  ijunips,  and  reservoirs,  did,  between  January  19th, 
1905,  and  September  25th,  1906,  divert  large  quantities  of  water  from 
said  springs  and  streams,  to  the  prejudice  of  the  plaintiff. 
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Judge  Adams,  before  whom  the  case  was  tried,  charged  the  jury  as      Mr 
follows:  Jr. 

"If  you  are  satisfied  that  if,  by  the  operation  of  the  defendants' 
works  in  intercepting  undercrround  waters,  any  existincc  natural  sur- 
face stream  was  diminished  in  its  flow  on  the  land  of  Mr.  Meeker  to 
an  appreciable  extent,  he  has  suffered  an  actionable  wrong,  and  is 
entitled  to  compensation." 

Furthermore,  he  stated  that  the  alleged  diminution  of  the  surface 
streams  and  the  alleged  destruction  of  the  run-off  from  the  springs 
are  claims  independent  of  one  another,  but  covered  by  the  same  legal 
principle.     He  referred  to  the  Harper  decision,  and  stated: 

"It  is  not  easy  to  determine  just  what  inferences  are  legitimate 
from  the  language  used  by  His  Honor,  Chief  Justice  Magie,  in  dealing 
with  a  case  similar  to  this  and  yet  not  altogether  analogous.  On  the 
whole.  I  conclude  that  the  Harper  case  warrants  this  Court  in  saying 
that  when  an  existing  spring,  actual,  not  merely  potential ;  visible,  not 
occult;  a  spring,  not  a  well;  brought  to  the  surface  by  natural  force, 
not  conducted  there  by  the  labor  of  man — when  such  a  spring  is 
depleted  by  subterranean  suction  occasioned  by  the  operation  of  a 
pumping  plant  like  that  at  East  Orange,  an  actionable  injury  is 
inflicted  upon  the  owTier  of  the  land  on  which  the  spring  is  situated, 
for  which  the  law  will  award  sufficient  compensation." 

In  another  case.  Smith  versus  the  City  of  Brooklyn  (160  New  York, 
page  357),  the  following  principle  was  laid  down.  If  a  city,  by  the 
operation  of  a  water  system,  consisting  of  wells  and  pumps  on  its  own 
land,  drains  the  contiguous  territory,  and  thus  diverts  and  diminishes 
the  flow  of  water  in  a  natural  surface  stream  on  the  land  of  another, 
it  is  answerable  in  damages,  under  the  law  that  no  one  may  divert  or 
obstruct  the  natural  flow  of  a  stream  for  his  own  benefit  to  the  injury 
of  another. 

Under  these  decisions,  no  provision  whatever  has  been  made  for 
the  assessment  of  permanent  damages.  A  man  brings  an  action  for 
the  damages  resulting  from  the  diversion  of  underground  waters  for 
a  definite  period,  and  asks  to  be  reimbursed  for  the  damage  which  he 
has  suffered  during  that  period.  With  surface  streams  the  damages 
awarded  are  permanent,  and  the  Courts  have  defined  their  measure  as 
the  difference  in  the  value  of  the  property  before  and  after  diversion. 
The  result  of  these  decisions  has  been  that  East  Orange  has  been  in 
constant  litigation  since  1905,  when  its  underground  system  of  water 
supply  was  started,  and  the  City  has  been  compelled  to  acquire  by 
condemnation  more  than  1  750  acres  of  land  for  which  it  has  no  specific 
use,  in  order  to  prevent  continuing  damages  from  accruing  from  year 
to  year.  This  property  has  cost  the  city  $400  000  more  than  the 
original  estimate  for  the  water  supply  system,  or  approximately  25% 
of  its  value. 
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Mr.  There  are  many  situations  in  which  such  a  condition  may  develop, 

N.  s.^Hiii,  ^^^^  every  engineer  should  use  great  caution  in  advising  a  municipality 
to  embark  in  an  underground  water  supply  before  satisfying  himself 
that  such  a  condition  is  not  likely  to  arise. 

The  speaker  simply  calls  attention  to  this  added  element  of  uncer- 
tainty, in  conjunction  with  consideration  of  this  paper.  It  is  not 
always  possible  to  develop  underground  water  supplies  and  be  entirely 
free  from  claims  for  damages  to  surroimding  property,  as  many  suppose. 

Mr.  Walter  E.  Spear,*  M.  Am.  Soc.  C.  E. — It  would  be  pertinent  to 

Spear.  ^^^  discussion  of  this  paper  to  speak  of  two  of  the  larger  German 
ground-water  works  which  derive  at  times  a  large  portion  of  their 
supply  from  adjacent  streams  in  somewhat  the  same  manner  as  the 
Parkersburg  works.  The  collecting  works  of  the  first  of  the  two 
large  ground-water  plants  supplying  Dresden — the  Saloppe  Works— 
with  which  many  members  of  the  Society  are  doubtless  familiar, 
consist  of  a  slotted  cast-iron  pipe,  about  4  700  ft.  long,  and  from  18 
to  26  in.  in  diameter,  which  is  laid  along  a  low  bank  of  the  river 
about  50  ft.  from  the  edge  of  the  water  at  ordinary  low  stages  in 
the  Elbe,  and  about  8  ft.  below  the  river  surface.  The  cover  of  sand 
and  gravel  over  the  gallery  is  about  15  ft.  The  maximum  yield  of 
this  water  in  1904  was  given  as  12  000  000  gal.  per  day.  Originally, 
it  was  believed  that  all  the  water  obtained  at  this  plant  represented 
the  ground-water  flow  from  the  upland  water-shed  that  came  slowly 
through  the  gravel  strata  in  the  broad  river  valley.  This  idea,  how- 
ever, was  soon  abandoned.  At  high  river  stages,  when  the  ground 
over  the  gallery  was  flooded,  it  was  found  that  very  considerable  quan- 
tities of  water  came  directly  from  the  river  through  the  15  ft.  of  cover. 
Ordinarily,  the  water  from  this  gallery  was  of  very  good  quality, 
but,  when  the  river  was  in  flood,  and  a  large  proportion  of  the  supply 
was  filtered  river  water,  it  showed  some  deterioration.  During  a 
flood  in  1896,  when  the  river  was  10  ft.  above  the  surface  of  the 
ground  over  the  gallery,  there  were  several  thousand  bacteria  per 
cubic  centimeter  in  the  water  delivered  at  the  station.  There  was 
no  typhoid  fever  in  Dresden  as  a  result  of  the  flood,  but  many  cases 
of  intestinal  disorders  were  reported  in  the  city. 

The  Schierstein  Works,  supplying  Wiesbaden,  at  the  time  of  the 
speaker's  visit  in  1904,  drew  a  supply  of  water  from  32  wells  driven 
along  the  Khine  at  a  distance  of  from  200  to  400  ft.  from  the  water 
at  low  river  stages.  These  wells  were  about  35  ft.  deep,  and  penetrated 
a  thick  stratum  of  sand  and  gravel,  which  was  covered  for  tlio  most 
part  with  a  layer  of  sandy  clay  10  ft.  or  more  in  thickness.  Ordinarily, 
the  supply  from  these  wells  was  of  good  quality.  It  was  practically 
all  ground-water,  but  the  cover  of  sandy  clay  was  kno\^^l  to  be  absent 
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in  the  river  channels,  and  the  director  of  the  works,  Mr.  Halbertsma,    Mr. 
considered  it  wise  to  put  in  an  ozone  plant  at  the  works  to  sterilize  '  ^'^^^' 
the  water  when  the  Rhine  was  in  flood. 

In  looking  over  the  description  of  the  Parkersburg  collecting  works 
and  noting  the  meager  thickness  of  cover  over  the  screen  sections, 
it  would  seem  to  be  the  part  of  prudence  for  those  responsible  for 
their  operation  to  put  in  a  sterilization  plant.  Although  such  a  plant 
might  well  be  operated  all  the  time,  it  should  certainly  be  used  when 
the  river  is  in  flood,  when  the  surface  of  the  filter,  therefore,  is  inac- 
cessible, and  when  the  analysis  of  the  water  shows  signs  of  pollution. 

The  Parkersburg  plant  has  some  slight  resemblance  to  artificial 
groimd-water  works  constructed  extensively  in  Sweden,  where  there 
are  natural  beds  of  sand  and  gravel,  as  at  Parkersburg,  without  any 
adequate  supply  of  ground-water.  At  these  works  in  Sweden  surface 
water  is  applied  through  open  channels  to  the  ;  surface  of  these 
beds  of  pervious  material,  and  the  water  filtering  through  is  abstracted 
below,  generally  from  wells  driven  at  a  safe  distance  from  the  open 
channels.  The  svirfaces  of  these  beds  may  be  cleaned  like  a  filter, 
by  cutting  off  the  supply  and  allowing  the  water  to  drain  away.  In 
respect  to  the  depth  of  material  through  which  the  water  flows  to 
the  wells,  and  the  readiness  with  which  the  filter  surface  may  be 
cleaned,  these  Swedish  works  differ  from  the  Parkersburg  plant,  and 
these  points  of  difference  seem  to  constitute  the  chief  elements  of 
weakness  in  that  plant. 

T.  Kexnard  Thomson,*  M.  Am.  Soc.  C.  E. — This  paper  is  of  Mr. 
special  interest  to  the  speaker  because  he  has  long  had  a  high  opinion  Thomson, 
of  the  author,  a  graduate  of  West  Point,  and  has  himself  had  con- 
siderable experience  in,  on,  and  with  the  Ohio  River,  first  at  Kenova, 
about  125  miles  south  of  Parkersburg,  where  the  depth  was  6  ft.  at 
low  water  and  66  ft.  at  high  water,  with  very  sudden  fluctuations 
or  floods;  then  at  Mingo  Junction,  about  75  miles  above  Parkersburg. 

The  speaker  also  designed  caissons  for  the  Wabash  Bridge  over 
the  Monongahela  River  at  Pittsburgh,  just  above  the  junction  of  the 
Monongahela  and  Alleghany,  about  200  miles  above  Parkersburg. 

Mr.  Fuller  has  mentioned  the  impurities  of  the  Ohio  River  water, 
and  his  reference  can  readily  be  understood  by  any  one  who  knows 
the  river.  In  the  first  place,  to  give  some  faint  idea  of  the  sediment 
carried  by  this  river,  it  might  be  stated  that,  during  the  winter  of 
1890-91,  one  of  the  coffer-dams  for  the  Kenova  Bridge,  which  was 
approximately  30  by  100  ft.  and  25  ft.  in  depth,  was  left  in  the  river. 
When  the  waters  subsided  in  the  spring  this  coffer-dam  was  found 
to  be  filled  to  the  brim  with  sediment.  The  speaker  has  no  means  of 
knowing  whether  or  not  the  river  could  have  filled  it  more  than  once 
during  the  winter. 
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Mr.  A  river  which  carries  such  an  immense  quantity  of  sediment  and 

Thomson,  j^  subject  to  such  severe  floods  and  dry  spells  is  not  very  dependable, 
to  say  the  least.  To  make  matters  worse,  the  river  is  not  only 
polluted  by  the  discharge  from  many  sewers,  but,  also,  during  these 
periodical  floods,  by  the  water  washing  and  receding  from  the  streets, 
cellars,  houses,  stables,  barnyards,  chicken  coops,  etc.,  of  many  towns 
and  cities,  Pittsburgh  included.  In  fact,  one  would  imagine  that  the 
water  would  be  much  better  for  fertilizing  crops  than  as  a  domestic 
supply. 

The  speaker  thinks  the  Parkersburg  authorities  were  wise  not  to 
try  to  pump  3  000  000  or  4  000  000  gal.  of  water  a  day  from  fourteen 
wells  placed  some  distance  from  the  shore;  for  he  does  not  think  it 
possible  to  pump  such  a  volume  of  water  continuously  without  remov- 
ing more  or  less  sand,  perhaps  in  almost  imperceptible  quantities,  but 
still  sufficient  to  form  cavities. 

These  cavities  would  probably  cause  no  damage  in  the  open  fields, 
but,  sooner  or  later,  these  fields  will  be  built  on  by  the  city;  and 
though  the  subterranean  cavities  might  even  then  give  no  trouble  for 
many  years,  they  might  sometime,  suddenly,  cause  very  serious  col- 
lapses, similar  to  those  which  have  happened  to  cities  built  over  coal 
mines.  The  experience  gained  by  Parkersburg  through  its  adopted 
plan  would  seem  to  prove  the  correctness  of  this  assertion. 

Some  day  all  the  towns  along  the  Ohio  (and  this  applies  also  to 
other  rivers)  will  combine  to  dam  the  water  up  in  the  mountains,  where 
it  is  comparatively  pure  and  free  from  sediment,  and  pipe  it  to  the 
different  tovvms  as  needed.  This  will  not  only  give  an  adequate  and 
dependable  supply  of  good  water,  but  will  also  regulate  the  flow  in  the 
rivers,  doing  away  with  the  disastrous  floods  of  periodical  occurrence. 
As  an  example  of  many  tovpns  along  the  Ohio :  when  the  speaker  first 
saw  Catletsburg,  Ky.,  the  town  stood  on  a  bluff  some  20  ft.  above  the 
river.  The  next  spring  he  saw  rowboats  landing  at  the  second-story 
windows  of  the  houses.  These  floods  occur  so  quickly  that,  even  with 
the  excellent  modern  Weather  Bureau  service,  the  inhabitants  do  not 
always  have  time  to  protect  their  property;  yet  they  come  back,  clean 
their  houses,  make  the  best  of  their  losses,  and  start  over  again;  they 
very  seldom  move  away  or  build  on  high  ground. 

The  Court  decisions  quoted  by  Mr.  Hill  would  seem  to  indicate 
that  the  small  towns  may  some  day  be  able  to  force  the  towTis  above 
them  to  provide  pure  water  or  to  stop  polluting  the  rivers. 

Mr.  H.  F.  Dunham,*  M.  Am.  Soc.  C.  E.  (by  letter). — A  paragraph  on 

page  780  giving  the  dimensions  of  the  intake  pipe  could  be  ilhnninatod 
by  mention  of  the  connections  to,  and  the  character  of,  the  pumping 
machinery.  It  would  appear  from  the  text  that  the  large  diameters 
of  the  intake  or  "suction  pipe"  were  expected  to  lessen  the  otherwise 
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''undesirably  rapid  rate"'  of  flow  through  the  filtering  material.  This  Mr. 
implies  the  use  of  intake  pipes  as  reservoirs  from  which  a  certain 
quantity  of  water  could  be  taken  without  marked  or  legitimate  effect 
at  the  strainers.  Is  this  view  correct?  Ordinary  experience  would 
tend  to  show  quite  the  reverse;  that  the  friction  losses  would  be  less 
and  the  draft  at  the  wells  greater  with  large  pipes  under  a  vacuum 
produced  by  pumps  of  any  description. 

Strainers  with  V-shaped  openings  have  been  used  by  the  writer, 
not  always  in  vertical  positions,  but  always  at  some  angle  and  with 
connections  that  would  allow  of  access  to  each  well  or  to  each  one  in 
a  small  group  when  shut  off  from  the  others  in  a  system.  Any  other 
method  seems  to  be  open  to  distrust,  although  it  is  true  that  conditions 
vary  greatly,  and  each  case  is  a  problem  by  itself. 

Many  years  ago,  the  writer  examined  sand  bars  in  the  Ohio  River 
in  the  vicinity  of  Wheeling,  W.  Va.,  for  the  Wheeling  Water  Board, 
but  found  little  encouragement  in  quality  or  volume,  although  the 
beds  were  continuous  to  a  depth  of  40  ft.  below  low-water  levels. 
Besides  hardness,  the  figures  for  iron  were  too  high,  and  filters  were 
recommended. 

Theodore  S.  Johxsox,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — In  Mr. 
reviewing  the  problem  of  water  supply,  the  same  questions  that  arise  °  °^°°' 
at  the  beginning  of  the  study  are  still  to  be  considered  after  some 
one  solution  is  adopted;  namely,  is  the  water  obtained  of  satisfactory 
quality  from  chemical,  physical,  and  bacteriological  standpoints,  and, 
is  the  requisite  quality  obtainable  at  a  fair  cost  of  production? 
Usually,  these  questions  can  be  answered  after  some  investigation. 
It  is  to  be  regi-etted  that  rarely  are  two  solutions  of  a  water  supply 
problem  provided  so  that  they  may  be  compared  in  actual  performance 
under  the  same  conditions  of  demand  and  production  and  at  the  same 
time.  In  this  discussion  the  operation  of  one  type  of  supply  is 
presented,  and  an  attempt  is  made  to  compare  it  in  results  with  one 
not  in  operation.  This  is  a  handicap  in  solving  the  problem  as  to 
the  scheme  which  has  not  been  adopted. 

This  paper  recites  the  preliminary  investigation  for  a  well  supply 
for  Parkersburg,  and  then  describes  the  construction  and  operation 
of  a  system  not  capable  of  such  preliminary  investigation,  concerning 
which  little  or  no  previous  research  or  study  had  been  made.  It  would 
have  been  desirable  to  have  answered  in  the  paper  the  following 
questions : 

1. — How  does  the  present  supply  compare,  in  turbidity,  total 
hardness,  iron  and  bacterial  content,  in  color,  and  in  other  factors 
affecting  the  desirability  of  a  water  supply,  with  the  same  factors 
and  qualities  of  the  water  taken  from  the  well  supply  as  investigated 
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Mr.  by  Mr.  Knowles  and  by  Messrs.  Fuertes  and  Fuller,  which  supply  was 
•'°'^°'°°rejected? 

2. — How  does  the  cost  of  pumping  from  the  present  beds  compare 
with  the  estimated  cost  of  pumping  from  the  line  of  wells?  Speaking 
more  generally,  how  does  the  cost  of  operation,  including  capital 
charges,  compare  with  the  same  cost  as  estimated  for  the  rejected 
supply  ? 

3. — What  may  be  the  probable  life  of  the  present  plant,  as  com- 
pared with  that  of  the  plant  for  well  pumping?  The  object  of  this 
question  would  be  to  show  the  effect  of  depreciation  and  maintenance 
charges  on  the  cost  of  pumping. 

The  data  in  the  paper  are  not  sufficient  to  enable  the  reader  to 
determine  the  answer  to  the  first  of  these  questions.  The  reports 
published  in  the  paper,  showing  turbidity,  alkalinity,  and  total  hard- 
ness, are  given  only  for  one  month,  and  therefore  cannot  be 
regarded  as  showing  very  fully  the  characteristics  of  the  new  supply. 
The  figures  in  the  table  on  page  785  are  interesting.  For  example, 
the  iron  content  of  the  raw  river  water  varies  from  1.06  parts  per 
million,  on  January  20th,  to  7.04  parts  per  million  on  January 
24th,  1914.  This  is  a  very  wide  range  for  iron  content  in  the  raw 
river  water  in  such  a  short  period.  Again,  the  average  iron  content 
for  the  month  is  3.33  parts  per  million.  Having  been  familiar  with 
the  untreated  Ohio  River  water  from  his  earliest  remembrance,  and 
being  at  present  a  user  of  water  in  which  the  iron  content  is  slightly 
more  than  1  part  per  million,  the  writer  is  surprised  to  find  the  Ohio 
River  water  so  contaminated  with  iron.  He  is  still  more  surprised 
to  find,  on  page  783,  a  report  of  an  investigation  of  the  supply  by 
Mr.  I.  L.  Birner,  which  states:  "The  total  iron  in  solution,  of  the 
filtered  water,  was  0.19  of  one  part  per  million,  against  an  average 
of  5  to  16  parts  in  the  river."  From  the  wording  of  Mr.  Birner's 
report,  one  is  led  to  believe  that  he  refers  to  parts  per  million,  and 
this  would  seem  to  indicate  a  river  water  extremely  polluted  with 
iron.  The  only  data  which  the  writer  has  immediately  at  hand 
are  those  given  in  the  Report  of  the  Ohio  State  Board  of  Health  for 
1908,  on  page  206,  where  results  are  given  for  tests  made  at  Marietta, 
Ohio,  a  few  miles  up  stream  from  the  site  of  the  present  filtration 
works.  These  tests  show  an  average  iron  content  for  1906  of  0.62 
part  per  million,  and  the  maxima  for  the  year  are  found  to  be  1.00 
and  1.23  parts  per  million  for  August  and  November,  respectively. 
It  is  difficult  to  reconcile  these  two  statements. 

In  the  same  report  the  bacterial  results  show  the  untreated  water 
at  Parkersburg  to  have  from  100  to  3  100  bacteria  per  cu.  cm.,  and 
the  filtered  water  from  24  to  1,  with  averages  for  the  month  of  900 
and   9.3    for   the   untreated   and   filtered   waters,   respectively.     Tests 
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by  the  State  Board  of  Health  at  Marietta  show  that  the  average  of  Mr. 
a  large  number  of  determinations  indicates  a  bacterial  count  of  8  200 
per  cu.  cm.  in  the  raw  water  during  1906,  and  7  350  during  1907. 
The  same  investigators,  in  tests  made  on  July  24th,  1906,  at  Pomeroy, 
Ohio,  show  19  100  bacteria  per  cu.  cm.  in  the  raw  river  water  and 
S  200  on  November  19th,  1906.  Although  these  are  only  scattered 
results  of  tests,  they  serve  to  cast  some  comparative  light  on  the 
published  figures.  That  the  safe  condition  of  the  water,  as  indicated 
by  the  tests  of  Dr.  Eose  and  Mr.  Birner.  is  not  generally  recognized, 
is  shown  by  the  suggestion  that  a  report  prepared  by  the  City  of 
Wheeling  and  tests  by  the  State  Bacteriologist  of  West  Virginia  both 
agree  that  at  times  the  water  is  quite  unsafe. 

Engineers  may  then  reasonably  inquire  whether  experience  with 
other  well  supplies,  or  tests  on  the  wells  as  driven  at  Parkersburg, 
would  not  indicate  that  the  quality  of  the  water  from  the  well  supply 
is  better  than  that  furnished  by  the  present  infiltration  system.  If 
there  are  published  or  available  reports  on  the  well  supply,  or  addi- 
tional tests  on  the  present  supply,  which  will  throw  more  light  on 
this  question,  it  would  seem  highly  desirable  to  have  them  published. 

To  answer  the  second  question — how  does  the  cost  of  pumping 
from  the  present  beds  compare  with  the  estimated  cost  of  pumping 
from  the  line  of  wells? — the  necessary  information  is  not  available 
in  the  paper  and,  by  all  means,  should  be  presented  by  the  author  or  by 
the  engineers  concerned.  The  figures  on  page  781,  showing  the  cost 
to  be  $11.03  per  million  gallons,  are  very  evidently  only  for  the 
cost  of  operation,  and  include  no  capital  or  depreciation  charges. 
The  data  on  pages  780  and  781  do  not  separate  items  in  construction 
cost  in  such  a  way  that  direct  comparisons  can  be  made. 

The  service  life  of  the  present  plant  is  necessarily  one  of  doubt. 
It  is  not  the  time  in  which  the  present  construction  will  furnish  the 
proper  capacity,  with  which  we  are  concerned,  but  rather  the  life  of 
any  one  filter  iinit.  Relative  to  this  it  is  noted  that  an  examination 
of  the  beds  in  1916  showed  that,  at  several  places,  there  were  holes 
in  the  sand  and  gravel  covering.  These  holes  were  from  5  to  10  ft. 
in  diameter,  and  were  formed  like  craters,  extending  to  within  1  or  2 
ft.  of  the  brass  strainer  pipes.  The  writer  has  been  long  familiar 
with  the  locality  in  which  the  filter  beds  have  been  placed,  and  was 
engaged  on  some  surveying  work,  in  connection  with  the  quantities 
of  excavation  under  the  contract,  at  a  time  very  near  that  at  which 
the  photograph  shown  in  Fig.  13  was  taken.  At  that  time,  he  was 
able  to  walk  to  the  coffer  across  the  slightly  raised  level  of  the  bar, 
and,  on  every  side,  were  to  be  seen  similar  crater-like  holes  in  the 
natural  surface  of  the  sand-bar.  In  some  of  these  there  were  pools 
of  water  in  which  children  were  bathing.     It  has  been  the  writer's 
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Mr.  opinion  that  if  these  craters  would  form  in  the  natural  bed,  they  would 
o  nson.  ^^  ^g  likely  to  occur  over  the  filter  bed,  and,  if  so,  would  of  course 
greatly  impair  its  efficiency.  Though  these  holes  may  be  refilled,  it 
would  seem  hardly  possible  to  conduct  the  refilling  so  as  to  secure 
imiform  stratification  in  the  bed,  and  the  reasonable  life  of  the 
infiltration  plant  would  be  considerably  shortened  by  this  cause  alone. 
The  efficient  life  of  a  rapid  sand  filter  or  a  slow  sand  filter  is  a 
question  which  can  be  answered  with  fair  accuracy.  It  would  not 
seem  that  the  conditions  providing  stability  in  the  plant  were  to  be 
found  in  the  shifting  variable  sand  bottom  of  the  Ohio  River. 

In  a  general  way,  tlie  comparison  of  this  plant  with  either  a 
filtered  water  supply  from  the  Ohio  River  or  a  supply  drawn  from 
wells  in  the  gravel  beds  of  the  adjacent  bottom-lands  can  be  put  on 
a  satisfactory  basis  only  when  the  Smith  infiltration  system  is 
regarded  as  being  of  the  caisson  type  or  as  a  type  of  sand  filter.  If 
of  the  latter  type,  it  would  seem  that  the  same  conditions  which  have 
been  regarded  as  necessary  to  secure  a  satisfactory  supply  from  a 
rapid  sand  or  slow  sand  filter  would  have  to  be  applied  to  the  Smith 
system.  Among  the  first  requisites  for  either  of  the  usual  filter  types 
is  a  careful  control  of  the  operating  head,  as  affecting  the  rate  of 
filtration,  and  both  types  are  considered  as  sensitive  to  small  changes 
in  the  effective  heads.  With  a  range  of  53.1  ft.  in  the  stage  of  the 
river,  it  would  hardly  seem  probable  that  the  filtering  conditions 
remain  the  same. 

Another  requisite  of  proper  sand  filtration  is  a  careful  control 
of  the  cleaning  processes.  The  filters  are  constantly  inspected  and 
watched,  and  the  conditions  carefully  maintained  for  securing  equal 
fitnesses  and  thorough  washing  of  all  their  parts.  If  the  beds  of  the 
Smith  system  are  pitted  with  crater-like  holes  extending  to  within  a 
short  distance  of  the  strainer  pipes,  the  efficiency  of  the  back-flushing 
would  certainly  be  reduced.  If,  as  a  matter  of  experience,  such  back- 
flushing  does  cleanse  all  parts  of  the  filter  bed  very  thoroughly  and 
uniformly,  the  data  which  prove  this  fact  would  be  interesting. 

With  a  supply  of  extremely  varying  nature,  such  as  that  found 
in  the  Ohio  River,  sand  filtration  plants  are  accustomed  to  have  con- 
stant and  rigorous  tests  at  least  daily,  and  often  more  frequently,  on 
the  basis  of  which  the  rate  and  character  of  their  operation  is  altered. 
Although  the  author  recommends  systematic  tests,  these  tests  will  be 
lessened  in  value  by  the  fact  that  little  or  no  change  could  be  made 
in  the  operating  conditions  of  the  filter  system.  It  may  then  be 
concluded,  in  the  writer's  opinion,  that  the  Smith  infiltration  system 
may  not  be  regarded  as  a  purification  plant,  capable  of  providing  at 
all  times  a  safe  and  wholesome  supply  of  water  such  as  is  obtainable 
from  rapid  sand  filtration  plants,  and,  therefore,  must  be  considered 
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as  an  undersrround  caisson  or  ground-water  collection  system,  of  rather  jQ^^gg^ 
high   construction   cost,   drawing   water   either   from   the   river   above 
or  the  ground-water  below,   and   confining   its  purification  processes 
to  mere  straining. 

Philip  Birgess,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  Mr. 
has  read  this  paper  with  much  interest.  As  stated  in  the  paper,  it  has 
been  the  author's  purpose  principally  to  discuss  the  investigations  made 
by  the  engineers  who  were  retained  by  the  City  to  determine  the  best 
method  of  obtaining  a  satisfactory  water  supply.  The  writer  was 
retained  by  Mr.  Smith,  the  contractor  for  the  system  which  was  finally 
built,  principally  to  conduct  the  preliiiiiiiary  investigations  which  Mr. 
Smith  had  made  before  the  construction  of  the  plant,  and,  finally, 
to  prepare  the  plans  from  which  the  system  was  actually  constructed. 
The  following  discussion  is  offered  principally  for  the  purpose  of 
describing  the  preliminary  tests  and  reports  made  prior  to  actual 
construction. 

From  his  position  as  an  outsider,  the  writer  was  particularly  in- 
terested in  the  opinions  of  the  comparatively  large  number  of  engineers 
obtained  before  the  City  aiithorities  finally  agreed  as  to  the  system 
which  was  considered  best  adapted  to  serve  the  needs  of  the  city.  The 
writer  was  led  to  believe  that  perhaps  this  condition  was  attributable 
largely  to  the  fact  that  the  reports  of  the  engineers  as  submitted  were 
not  sufficiently  conclusive  and  convincing,  and  that  they  contained 
serious  differences  of  opinion. 

The  first  report  submitted  by  Messrs.  Chapin  and  Knowles  recom- 
mended "that  the  ultimate  object  to  be  looked  forward  to  is  the 
establishing  of  new  water-works  at  the  Camden  Farm,  with  the  build- 
ing of  either  wells  or  a  mechanical  filter  plant;  the  former,  if  in- 
vestigations show  the  feasibility,  and  the  latter,  if  not  so  found." 

Again,  on  page  16,  of  that  report,  it  is  stated:  "It  cannot  be  too 
strongly  urged  that,  while  the  well  proposition  is  attractive,  further 
investigations  should  be  made,  perhaps  in  other  localities  nearer  the 
proposed  reservoir  site." 

It  is  apparent  that,  although  this  report  seemed  to  favor  the  con- 
struction of  a  well  system,  it  showed  that  the  engineers  were  not  in 
a  position  to  make  a  definite  recommendation  for  building  such  a 
system  without  further  investigations. 

Under  date  of  February  21st,  1910,  Messrs.  James  H.  Fuertes  and 
George  W.  Fuller  submitted  to  the  city  officials  a  joint  report,  in  which 
appears  the  following  statement: 

""We  find,  as  will  be  seen  from  the  estimates  of  cost  of  construction 
and  operation,  that  a  first-class  well  .system  and  a  first-class  filter  system 
at  the  Camden  Farm  are  substantially  on  a  parity  as  to  the  quality 

•  Columbus,  Ohio. 
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Mr.      of  the  water,  and  as  to  cost,  both  of  construction  and  of  operation 

Burgess.  (^}T^en  a  suitable  charge  for  the  required  land  is  made  against  the 

well  system),  and  that  either  plant  could  be  depended  upon  to  supply 

such   quantity   of  water   as   would   be   needed  by   the   city   for   some 

years.    *    *    *." 

The  conclusions  and  recommendations  of  Messrs.  Fuertes  and 
Fuller  were  very  definite,  but  an  examination  of  their  report  indicates 
that  these  conclusions  and  recommendations  were  based  on  certain 
assumptions,  as  shown  on  page  13  of  that  report,  as  follows: 

"During  wet  weather,  perhaps  when  the  water  in  the  Ohio  River  is 
high,  it  appears  to  us  that  the  source  of  water  contained  in  the  pores 
of  the  extensive  sand  and  gravel  layers  is  largely  river  water,  but  to 
some  extent  water  from  upland  sources,  the  high  river  stage  damming 
up  some  of  the  upland  water. 

"We  are  firmly  of  the  opinion  that,  during  low-water  stages  in  the 
Ohio  River,  the  water  which  can  be  drawn  from  the  strata  is  that 
which  has  been  stored  within  the  pores  of  the  material  at  times  of 
previous  high  water  in  the  river.  As  this  stored  water  is  removed,  or 
naturally  flows  away,  we  are  certain  that,  during  low  stages  in  the 
river,  whatever  water  enters  these  sub-surface  strata  of  sand  and 
gravel  is  largely  of  river  origin. 

"Our  conclusion,  therefore,  is  that,  as  a  source  of  supply^  for  a 
municipality,  the  water  from  the  underground  sources  in  question,  at 
the  end  of  protracted  droughts,  must  come  from  the  Ohio  River  through 
the  bottom  or  sides  of  the  present  river  bed  along  the  stretch  of  the 
bottom  lands  below  Briscoe." 

The  conclusions  of  the  engineers  as  to  the  source  of  the  gravel- 
water  modified  their  report,  as  will  be  shown  in  the  following  discus- 
sion. On  pages  14  and  15  of  the  report  appear  the  following  state- 
ments : 

"In  the  first  place,  it  was  found  that  the  water  in  the  porous  sand 
and  gravel  layers  in  question  did  not  rise  to  such  high  levels  as  found 
in  the  river  itself.  This  is  true  as  indicated  by  readings  in  test  wells 
almost  at  the  bank  of  the  river;  and  shows  that,  even  during  fairly 
high  velocities  in  the  river,  there  is  still  so  much  mud  and  silt  de- 
posited on  the  sides  and  bottom  of  the  river  that  a  considerable  head 
is  required  to  overcome  the  friction  sufficiently  to  allow  the  water, 
in  substantial  quantities,  to  pass  through  this  thin  and  more  or  less 
impervious  deposit  of  mud." 

This  statement  is  of  interest,  in  view  of  the  fact  that  the  bottom 
of  the  Ohio  at  Parkersburg  is  always  clean  and  free  from  deposits  of 
silt. 

In  their  concluding  discussion  of  the  quality  of  the  supplies,  the 
engineers  stated  as  follows: 

"There  are  some  slight  differences  in  quality  of  the  water  from 
wells  and  from  filters,  the  principal  feature  of  which  would  be  hardness 
on  account  of  the  wells  yielding  water  coming  largely  from  the  Ohio 
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Kiver  at  times  when  it  is  in  flood  and  fairly  soft.     We  do  not  attach      Mr. 
much   importance   to   this   difference   because  ultimately   during   low-  burgess. 
water  periods  the  well  water  would  also  have  its  source  in  the  Ohio 
Kiver.     So  far  as  quality  is  concerned,  we  put  waters  from  filters  and 
from  wells  in  the  vicinity  of  the  Camden  Farm  on  a  parity.     *     *     *." 

In  describing  the  well  system  and  its  operation,  the  engineers  recom- 
mended the  following  method  of  increasing  the  supply  during  low- 
water  stages: 

'^Eiver  Plant.  To  insure  the  removal  of  mud  and  silt  from  the  bot- 
tom of  the  river  adjacent  to  the  well  plant  at  the  latter  end  of  low-water 
periods,  we  have  considered  it  prudent  to  provide  for  a  hydraulic 
dredge  located  upon  a  barge  equipped  with  25-horse  power  engines, 
steam-driven,  and  which  would  operate  not  only  the  centrifugal  pumps 
for  dredging  purposes,  but  also  some  arrangement  for  propelling  the 
boat  at  intervals  up  and  down  this  distance  of  4  000  ft.  adjacent  to 
the  wells.  The  suction  of  these  dredges  would  be  specially  designed, 
resting  upon  a  shoe  and  wdth  the  end  attached  to  a  special  casting, 
with  a  view  to  removing  say  for  a  depth  of  1  or  2  in.  the  material 
over  as  wide  a  strip  as  possible.  It  is  probable  that  such  a  general 
device  could  be  arranged  so  as  to  clean  the  bed  of  the  river  for  a 
width  of  20  or  25  ft.  and  for  a  length  of  4  000  ft.  in  a  working  day. 
This  would  give  an  available  filtering  area  of  roughly  two  acres.  *  *  *. 

"TVe  estimate  that  the  annual  cost  of  operation  and  maintenance 
of  a  4  000  000-gal.  well  water  project,  exclusive  of  fixed  charges,  would 
be  as  follows: 

Fuel,  based  on  gas $11  680 

Pay-roll    4  000 

Supplies,  repairs,  and  renewals  (average) ...  4  000 

River  dredging 3  680 

Total    $23  360 

"We  estimate  that  the  annual  cost  of  operating  and  maintaining 
a  4  000  000-gal.  filter  plant  in  a  first-class  manner,  and  of  pumping  the 
water  to  the  distributing  reservoir,  exclusive  of  fixed  charges,  would 
be  as  follows : 

Fuel,  based  on  gas $11  000 

Pay-roll    6  500 

Coagulants    2  500 

Supplies,  repairs,  and  renewals  (average) ...  4  000 

Total $24  000" 

From  these  citations,  it  is  apparent  that  the  conclusions  of  the 
engineers  as  to  the  cost  of  operation  and  as  to  the  comparative  merits 
of  supplies  derived  from  a  filter  plant  or  from  a  well  system  were 
largely  influenced  by  their  assumption  as  to  the  source  of  the  well 
water.  It  was  this  assumption  in  regard  to  the  source  of  the  well 
water  and  in  regard  to  the  method  of  maintaining  and  increasing  the 
available  well  water  supply  during  dry-weather  conditions,  which  was 
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Mr.  not  convincing  or  conclusive  to,  at  least,  some  of  the  city  officials  and 
BurgesB.  ^^embers  of  the  Water  Commission.  If  one  omits  the  annual  cost 
of  river  dredging,  estimated  at  $3  680,  from  that  of  operating  the 
well  system,  it  is  materially  less  than  that  of  operating  mechanical 
filters,  as  determined  by  the  engineers.  In  other  words,  omitting  such 
cost  of  river  dredging,  and  assuming  the  filtered  river  supply  and 
well  water  to  be  equally  satisfactory  as  to  quality,  the  engineers'  con- 
clusions and  recommendations  for  establishing  a  mechanical  filter 
plaiat  were  not  warranted. 

Messrs.  Fuertes  and  Fuller  did  not  agree  with  the  conclusions  of 
Mr.  Clapp,  who  thought  that  the  ground-water  at  the  wells  had  its 
source  partly  from  the  sand  plain  districts  and  partly  from  the  bottom- 
lands in  the  main  valley  of  the  Ohio. 

As  stated  by  the  author,  the  City  finally  employed  Mr.  Samuel  M. 
Gray,  who  submitted  a  final  report,  under  date  of  May  26th,  1910, 
which  was  so  convincing  and  conclusive,  especially  as  to  the  merits 
of  the  system  advocated  by  Mr.  Smith,  that  the  City  soon  entered 
into  an  agreement  with  Mr.  Smith  to  build  his  system. 

The  author  has  given  a  very  interesting  discussion  of  the  pre- 
liminary investigations  made  at  Parkersburg  to  determine  the  com- 
parative merits  of  supplies,  obtained  either  by  filtering  the  Ohio 
River  water  or  by  puting  in  wells  adjacent  to  the  river.  However,  he 
does  not  mention  any  of  the  preliminary  studies  made  to  determine 
the  feasibility  of  the  Smith  system.  This  feature  of  the  work  embraced 
perhaps  a  more  thorough  investigation  than  was  made  to  determine 
the  merits  of  the  well  system.  Moreover,  it  is  the  writer's  belief 
that  the  final  success  of  the  Smith  system  at  Parkersburg  is  attribu- 
table largely  to  the  thoroughness  with  which  the  preliminary  tests 
were  conducted  to  determine,  first,  the  feasibility  of  putting  in  such 
a  system,  and,  finally,  to  determine  the  best  location  for  the  plant. 

Briefly  stated,  the  method  of  conducting  the  preliminary  tests  in- 
cluded the  sampling  of  the  underflow  of  the  river,  as  obtained  by 
driving  small  well  points  to  depths  ranging  from  3^  to  5  ft.  beneath 
the  surface  of  the  bar.  Water  was  pumped  from  these  well  points  for 
such  a  time  as  was  required  to  obtain  a  clear  sample  which  was 
finally  analyzed  for  the  purpose  of  determining  its  chemical  constit- 
uents. It  was  recognized  that  two  important  features  nuist  be  con- 
sidered in  selecting  the  location  for  the  system,  namely,  that  the 
underground  water  must  not  contain  an  excessive  quantity  of  iron,  and 
that  it  must  not  be  excessively  hard,  as  compared  with  the  river  water. 

The  first  preliminary  tests  were  made  at  Parkersburg  on  August 
6th  and  7th,  1909.  At  this  time  only  four  tests  were  made,  at  stations 
extending  from  about  5  000  ft.  to  1 000  ft.  above  the  city  puini)ing 
station.  The  results  of  the  analyses  of  the  samples  collected  at  this 
time  are  shown  in  Table  1. 
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TABLE   1. — Results  of  Tests  of  Water   Obtained  from  Beneath     Mr. 
THE  Bottom  of  the  Ohio  River,  by  Driving  Well  Points,  at  ^"■■^^^^• 
Parkersburg,  W.  Va. 

(Results  in  parts  per  million.) 


Stat  ion  No 

Depth  of  sample  below  surface  j 

of  bar j 

Sample  No 

Date  of  collection 

Time 

Temperature,  in  degrees,  centi- 

gi-ade 

Turbidity 

Free  CO2 

Dissolved  oxygen 

Chlorine 

Iron  I  Fe) 

Alkalinity 

Incrustants 

ToUil  hardness 

Statiou  No 

Deprn  of  sample  below  surface 
of  bar 

Sample  No 

Date  of  collection 

Time 

Tempei-ature,  in  degrees,  centi- 
grade   

Turbidity 

Free  CQo 

Dissolved  oxygen 

Chlorine 

Iron  (Fe) 

Alkalinity 

Incrustants 

Total  hardness 


1 

Surface  of 

river 

1 

8/6 

3  p.  M. 

28.0 
11 

0 

9.0 


[  2.5  ft.  ] 

2 

8/6 
4.30  p.  M. 

23.0 

5 
23 

2.0 

'5!6 

174 


Surface  of 

river 

3 

8/7 
8.30  a.  m. 

26.0 
17 
0 

7.7 
31 
0.5 
17 
100 
117 


2 

3.0  ft. 

4 

8/7 
3.45  A.  M. 

23.0 
0 
11 


2 

4.0  ft. 

5 

8/7 
9.30  a.  m. 

23.0 

0 
18 

1.8 
14 

6.0 
58 
20 
78 


2.0  ft. 
6 

8/7 
11.45  a.  m. 

23.0 

0 
SO 

1.0 

8 

0.5 
44 
15 
59 


3.0  ft. 
7 

8/7 
12.30  A.  M. 

23.0 

0 
30 

1.0 

7 

0.9 
42 

5 
47 


2.0  ft. 

8 

8/7 

1.55  P.  M. 

25.0 

0 
26 

2.4 
10 

1.8 
75 

0 
75 


2.0  ft. 


8/7 
3.30  P.  M. 


5 
9 

17' 

1. 

136 

25 
161 


The  analyses  indicated  considerable  differences  in  the  quality  of 
the  water  beneath  the  bar  at  the  different  stations.  At  Station  1, 
which  -was  near  the  foot  of  Neals  Island  and  between  the  two  channels 
of  the  river,  the  ground-water  was  found  to  be  comparatively  hard 
and  of  high  iron  content.  This  was  true  also  at  Station  4,  which  was 
1  000  ft.  above  the  city  pumping  station.  At  Station  3,  the  ground- 
water obtained  from  beneath  the  river  was  softer  than  the  river  water 
and  of  low  iron  content.  Near  this  station,  on  August  8th,  a  hole, 
about  15  ft.  in  diameter,  was  dredged  in  the  river  bar  to  a  depth  of 
5  ft.  and,  in  this  hole,  was  placed  an  8-in.  brass  strainer,  8  ft.  long, 
in  a  horizontal  position.  The  strainer  pipe  was  covered  with  18  in. 
of  gravel  and  about  42  in.  of  sand.  Water  was  pumped  from  the 
strainer  by  a  2-in.  centrifugal  pump  for  the  purpose  of  determining 
the  quality  of  the  water  collected  in  the  strainer  pipe.  Representative 
analyses  of  the  river  water  and  that  obtained  from  the  strainer  are 
shown  in  Table  2. 
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Mr.      TABLE  2. — Preliminary  Tests  of  Smith  System  at  Parkersburg, 
^'"'^^^*"  W.  Va.,  August  10th-15th,  1909. 

(Results  in  parts  per  million.) 


Source  of  samples 

Sample  No 

Date  of  collection 

Time 

Temperature,  In  degrees, 
centigrade 

Turbidity 

FreeC02 

Dissolved  oxygen 

Chlorine 

Iron  (Fe) 

Alkalinity 

Incrnstants  

Total  hardness 

Total  solids 

Loss  on  ignition 

Nitrogen,  as  nitrites 

"  as  nitrates 

Oxygen  consumed 

Bacteria,  per  cubic  centi- 
meter  

Coli  present  in 


River 

10 

8/10 

10.30  A.  M. 

26.0 
15 


56 
1.2 

20 
110 
130 


Strainer 
11 

8/10 
10.30  A.  M. 

25.0 

0 


24 
0.5 
24 
85 
109 


River 

12 

8/15 
9.30  A.  M. 

24.0 
1  750 

2.5 

7.0 
21 

15.0 
42 
50 
92 
749 
58 

0.010 

0 

9.3 

8  700 

0.05  c.c. 


Strainer 
13 

8/15 

9.30  A.  M. 

23.0 

0 
23 

3.2 
17 

1.2 
34 
15 
49 
167 
28 

0.008 

0 

1.8 

82 
0.3C.C. 


In  general,  the  water  obtained  from  the  strainer  pipe  was  entirely 
clear,  even  when  the  river  water  had  a  turbidity  of  nearly  2  000  parts 
per  million;  moreover,  the  total  hardness  of  the  strainer  water  was 
less  than  that  of  the  river  water.  It  was  undoubtedly  true  that  the 
success  of  this  preliminary  test  interested  a  large  number  of  citizens 
and  officials  at  Parkersburg,  and  showed  them  the  possibility  of  ob- 
taining a  satisfactory  water  supply  in  this  manner. 

At  the  request  of  Mr.  Gray,  still  further  tests  were  made  on  May 
7th,  1910,  to  determine  the  quality  of  the  water  in  the  bar  beneath 
the  river  and  the  feasibility  of  obtaining  a  satisfactory  supply  from 
horizontal  strainers  placed  beneath  the  bed  of  the  river.  At  this  time, 
also,  by  means  of  a  dredgeboat,  the  material  composing  the  bar  was 
excavated  and  examined  thoroughly  to  determine  its  characteristics 
at  numerous  points  in  the  river. 

As  was  true  during  the  first  preliminary  tests,  considerable  dif- 
ferences were  noted  in  the  character  of  the  water  obtained  from  beneath 
the  river  at  diiferent  depths  beneath  the  surface  of  the  bar  and  at 
different  locations  in  the  bar.  The  results  of  the  analyses  of  the 
samples  collected  at  this  time  are  shown  in  Table  3. 

After  the  City  had  entered  into  a  contract  with  Mr.  Smith  to  build 
his  system,  still  further  tests  were  made  by  the  writer  in  June  and 
July,  1910,  for  the  purpose  of  determining  the  best  location.  More 
than  seventy-five  well  tests  were  made  at  intervals  of  about  100  ft. 
over  the  river  bottom,  and  a  small  pile-driver  was  rigged  up  on  a 
small  flatboat  to  assist  in  driving  the  well  points.  The  sampling 
stations   were  located  by   stadia   measurements   from   a   base   line   on 
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TABLE  3. — Results  op  Tests  of  Water  Obtained  from  Beneath     Mr. 
THE    Ohio   River,    by    Driving    Well   Points,    at    Parkersburg,  ^"'■^^^^• 
W.  Ya..  May  Tth,  1910. 

(Results  in  parts  per  million.) 


Station 

Depth  of  sample  below  (^ 

surface  vf  bar ( 

Sample  No 

Tinieof  collection 

Temperature,     in     de-  I 

grees.  centigrade t 

Turbiditv 

Free  CO2 

Dissolved  oxygen 

Chlorine ". 

Iron  (total  Fe) 

Alkalinity 

Incrustants 

Total  hardness 

Total  solids 

Loss  on  ignition 


1 

1 

1 

1 

2 

Surface 
of  river 

[   2.0  ft. 

3.5  ft. 

5.0  ft, 

1  Surface 
)     of  river 

1 

2 

3 

4 

o 

11a.m. 

11  A.  M. 

12.20  P.  M. 

1  P.  M. 

4  P.  M. 

15.5 
35 

14.0 

50  ± 

13.3 

10  ± 

13.3 

5  ± 

40 

1 

9.1 
15 

4 

4 

2.G 

9 

5 

0.7 
10 

9 

13 

4.0 

2.0 

0.2 

0.1 

1.5 

24 

128 

142 

223 

20 

23 

20 

15 

10 

27 

47 

148 

157 

233 

47 

176 

68 

226 

42 

203 
43 

289 
17 

136 

29 

2 

[   4  ft. 

6 

4:30  P. M 
13.3 

0  a: 

3 

2.2 
13 

0.3 
40 
12 
52 
169 
46 


the  bank  of  the  river.  By  this  method  of  testing,  it  vpas  learned  that 
the  best  location  for  the  system  proposed  vs^as  not  opposite  the  Camden 
Farm,  but  several  thousand  feet  below  this  farm  at  a  point  where 
the  material  composing  the  river  bar  was  very  satisfactory  and  the 
underlying  water  was  of  low  iron  content  and  softer  than  the  river 
water.  Consequently,  this  location  was  selected  as  best  adapted  for 
the  system. 

Further  studies  of  the  design  of  the  proposed  strainer  system 
indicated  the  desirability  of  dividing  it  into  a  number  of  units  with 
independent  suction  lines,  rather  than  to  make  only  two  units,  as 
was  contemplated  in  the  original  plan.  Moreover,  on  account  of  the 
large  losses  of  head  which  would  develop  during  back-flushing,  it  was 
realized  that  the  pumping  station  should  be  at  the  nearest  possible 
point  to  the  strainer  system.  As  shown  by  the  author,  the  strainer 
system,  as  constructed,  was  composed  of  five  individual  units,  each 
connected  by  separate  18-in.  suction  lines  to  the  main  suction  of  the 
pumps,  and  the  latter  were  near  the  river  bank  opposite  the  center 
of  the  strainer  system. 

It  is  the  writer's  belief  that  two  important  features  of  construction 
have  contributed  especially  to  the  success  of  the  strainer  system, 
namely,  the  provision  of  a  deep  bed  of  clean,  coarse  gravel  over  the 
entire  area  covered  by  the  strainer  system,  and  the  reduction  in  the 
area  of  the  strainer  pipes  at  their  connections  to  the  main  distributing 
pipes  to  a  diameter  of  2^  in.  The  deep  gravel  layers  have  increased 
the  capacity  of  the  strainer  system  materially,  and  also  the  reduction 
in  the  area  of  the  connections  of  the  strainer  pipes  has  also  increased 
the  eflSciency  of  back-flushing  the   system,   by  introducing   a   loss  of 
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Mr. 
BurgesB. 


head  at  this  point,  thus  causing  a  better  distribution  of  the  wash- 
water. 

In  view  of  the  possible  differences  of  opinion  as  to  the  source, 
or  sources,  of  the  water  in  the  adjacent  gravel  bed  along  the  Ohio 
River,  and  also  in  the  gravel  beneath  the  river,  it  may  be  noted,  first, 
that  the  entire  river  bottom  at  Parkersburg  is  covered  to  a  depth  of 
approximately  18  in.  with  very  hard  impervious  gravel  layers  firmlj- 
cemented  together.  In  fact,  in  some  places,  during  the  preliminary 
testing,  the  gravel  layers  were  so  tight  that  it  was  found  impossible 
to  pump  water  from  the  well  points  after  they  were  driven.  This 
feature  is  of  interest  in  considering  the  recommendations  contained 
in  one  of  the  preliminary  reports  to  use  a  hydraulic  dredge  of  such 
design  that  it  would  remove  material  from  the  river  bar  to  a  depth 
of  1  or  2  in.  Experience  in  dredging  material  from  the  bottom  of 
the  Ohio  shows  that  it  is  impossible  to  use  hydraulic  dredges  in  this 
river  above  Portsmouth,  Ohio,  on  account  of  the  compactness  of  the 
surface  material. 

Moreover,  some  light  as  to  the  probable  source,  or  sovirces,  of 
water  obtained  at  shallow  depths  from  beneath  the  river  may  appear 
from  Table  4,  showing  results  of  analyses  of  samples  of  water  collected 
by  the  writer  at  Sistersville,  W.  Va.,  on  August  1st,  1910. 

TABLE  4. — Result  of  Analyses  of  Samples  of  Water  from  the 

Ohio  River  at  Sistersville,  W.  Va.,  August  1st,  1910. 

(Results  in  parts  per  million.) 


stations 

Depth  of  water,  in  feet 

Temperature,  in  degrees,  centigrade 

Dissolved  oxj-f^en 

Total  solids 

Iron  ( as  Fe) 

Incrustants 

Alkalinity* 

Total  hardness 

Chlorine 


1 

2 

3 

4.7 

3.9 

3.3 

23.5 

23.0 

23.0 

0 

0 

0 

7  300 

6  400 

6  100 

1  100 

1  300 

900 

475 

482 

475 

147 

150 

156 

622 

632 

631 

4  500 

4  250 

4  500 

Ohio  River 

"26!o 

262" 
0.7 
62 
86 
98 
37 


*  Alkalinity,  August  3d,  1910,  Sample  No.  1  =  28  ;  No.  2  =  5;  No.  3  =  44. 

•Samples  of  ground-water  were  obtained  4.0  ft.  beneath  the  surface  of  the  bar. 

The  samples  in  Table  4  were'  obtained  from  the  bar  at  different 
stations  near  the  center  of  the  river  by  exactly  the  same  method  as 
that  used  at  Parkersburg,  and  it  is  of  interest  to  note  that,  even  at 
shallow  depths  beneath  the  surface  of  the  bar,  the  ground-water  was 
of  remarkably  high  mineral  content.  The  samples  were  clear  when 
collected,  but  in  15  min.  they  looked  like  tomato  ketchup. 

The  writer  has  made  a  large  number  of  other  investigations,  along 
similar  lines,  to  determine  the  character  of  the  water  obtained  at 
shallow  depths  beneath  river  bars,  principally  at  Owonsboro,  Ky., 
Gallipolis,   Ironton,   Zanesville,   Portsmouth,   and   Newark,   Ohio,   and 
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Wheeling:,  W.  Va.,  and,  in  all  cases,  the  results  obtained  have  been  Mr. 
generally  similar  to  those  at  Parkersburg.  The  tests  have  indicated  "'^^^^' 
great  variations  in  the  quality  of  the  water  at  different  locations 
and  at  different  depths  of  sampling.  The  writer's  conclusion  is  that 
the  underground  water,  even  at  shallow  depths,  is  always  of  very 
different  quality  from  the  river  water,  especially  during  low  stages  of 
the  streams;  also,  that  during  low  stages  it  cannot  have  its  source 
in  the  river,  but  must  come  from  adjacent  higher  territory  and  flow 
toward  the  river. 

An  interesting  feature  was  developed  at  Parkersburg  where,  in 
some  cases,  the  water  obtained  from  the  well  points  was  of  very  high 
iron  content  and  contained  only  5  parts  of  incrustants  when  analyzed 
by  the  usual  methods.  Its  alkalinity  was  55  parts.  Two  or  three 
such  points  were  included  within  the  area  covered  by  the  strainer 
system,  and  excavations  disclosed  the  fact  that  a  log  or  trunk  of 
an  old  tree  had  been  deposited  and  covered  within  the  river  bar. 
Immediately  around  these  logs,  for  distances  of  about  10  ft.,  the 
surrounding  gravel  and  sand  was  filled  with  iron.  When  the  log  and 
iron  deposits  were  removed,  the  quality  of  the  water  obtained  from 
the  ground  changed,  and  resembled  that  flowing  from  adjacent  areas. 
Its  iron  content  was  reduced  to  about  0.3  part  per  million,  the  incrust- 
ants increased  to  about  70  parts,  and  the  alkalinity  was  reduced  to 
about  40  parts.     The  writer  has  no  explanation  for  this  phenomenon. 

In  that  part  of  the  report  of  Messrs.  Fuertes  and  Fuller  which 
discusses  the  quality  of  the  ground-water  obtained  from  the  test 
wells  it  is  stated  that,  in  some  instances,  the  ground- water  contained 
objectionable  quantities  of  iron  "due  to  the  water  dissolving  iron 
during  the  long  intervals  of  standing  in  contact  with  the  metal;" 
and,  again,  that  the  large  quantity  of  iron  in  the  well  water  at  the 
steel  plant  is  explained  "partly  by  the  flow  of  water  through  a  long 
line  of  pipe."  The  writer  believes  that  these  statements  should  not 
go  unquestioned,  because  undoubtedly  the  high  iron  content  of  the 
ground-water  was  not  attributable  to  its  contact  with  iron  pipes,  but 
the  iron  was  present  in  the  water  in  the  gravel  strata.  It  is  significant 
that  the  test  wells  producing  water  of  high  iron  content  were  opposite 
those  points  in  the  river  where  the  well  point  tests  indicated  that 
the  underground  water  beneath  the  river,  also,  was  of  high  iron 
content.  It  is  a  common  popular  fallacy  to  attribute  the  iron  found 
in  some  well  waters  to  their  contact  with  the  pipes. 

Moreover,  the  writer  would  question  the  judgment  which  dictated 
placing  the  wells  along  the  river  bank  400  ft.  apart.  Such  a  spacing 
would  seem  to  be  too  great,  and  would  not  make  available  all  the  water 
contained  in  the  gravel  strata.  Although  the  water  levels  in  the  test 
wells  indicated  that  the  contours  were  parallel  to  the  river  bank,  it 
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Mr.  should  be  noted  that  these  levels  were  taken  during  comparatively 
Burgess,  jjjgj^  stages  of  the  river.  It  is  the  writer's  opinion  that  if  levels  had 
been  taken  during  low  stages,  it  would  have  been  found  that  the 
groiind-water  table  had  a  different  slope,  and  that  the  flow  of  water 
would  have  been  slightly  down  stream  toward  the  river  bank.  This 
would  conform  more  nearly  to  the  conclusions  of  Mr.  Clapp,  as  stated 
in  his  report. 

It  is  believed  that  experience  at  Parkersburg  warrants  the  conclu- 
sion that  each  of  the  following  features  is  of  importance  and  should 
be  considered  in  the  construction  of  strainer  systems  or  infiltration 
plants  of  this  type: 

1. — The  presence  of  a  permanent  bar  of  sand  and  gravel  of  suit- 
able size  within  a  reasonable  distance  of  the  pumping  station 
to  which  the  water  is  to  be  carried; 

2. — The  constant  submergence  of  the  bar  from  which  the  supply 
is  to  be  obtained; 

3. — The  velocity  of  flow  in  the  stream,  which  velocity  must  be 
sufficient  to  maintain  the  bar  clean  and  free  from  silt  and 
other  drift; 

4. — The  depth  at  which  the  collecting  units  are  placed  with  rela- 
tion to  the  bottom  of  the  stream;  and 

5. — The  character  of  the  water  which  is  found  beneath  the  bottom 
of  the  stream. 

Experience  at  Parkersburg  has  shown,  also,  that  it  is  very  important 
that  there  should  be  a  suitable  meter  or  measuring  device  on  each 
suction  line  from  each  section  of  the  system.  Without  such  meters, 
it  is  impossible  to  operate  the  different  sections  of  the  system  at  the 
same  rate.  Immediately  after  back-flushing  a  section,  the  loss  of  head 
is  very  much  decreased,  and  it  is  difficult  to  avoid  excessive  rates  of 
filtration  from  the  newly  washed  unit  without  a  suitable  meter. 

Although  this  paper  was  presented  primarily  with  a  view  of  dis- 
cussing the  preliminary  investigations  by  engineers  to  determine  the 
merits  of  the  various  water  supplies  available  at  Parkersburg,  it  may 
be  well  to  mention  briefly  the  merits  of  the  system  actually  built.  Its 
obvious  advantages  are  its  low  cost  of  operation  and  its  simplicity 
and  ease  of  operation.  The  annual  cost  of  operation  is  only  one-half 
of  the  estimated  cost  of  a  suitable  well  system  or  rapid  sand  filter 
plant,  as  discussed  in  the  preliminary  reports  of  the  consulting  engi- 
neers. Moreover,  the  operation  of  the  plant  is  accomplished  success- 
fully without  expert  control. 

Though  it  may  be  true  that  the  results  accomplished  by  the  plant 
are  not  within  certain  arbitrary  standards  adopted  by  Fedei'al  author- 
ities, it  is  to  be  noted  that  the  plant  was  constructed  under  more  severe 
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guaranties  of  efficiency  than  have  ever  been  enforced  at  any  other  Mr. 
water  purification  phint  in  the  United  States.  Moreover,  the  plant  "''^^®^- 
was  accepted  on  the  basis  of  these  guaranties  and  on  the  basis  of 
thorough  tests  of  operation  by  a  competent  representative  of  the  City. 
It  is  the  writer's  belief  that  the  City  should  erect  a  suitable  chlori- 
nating plant  as  an  additional  precaution  in  securing  always  an  entirely 
satisfactory  supply.  In  doing  so,  however,  it  should  be  recognized 
that  the  City  is  taking  no  additional  precautions  other  than  those  now 
adopted  by  very  nearly  all  cities  which  obtain  their  water  supplies 
from  either  rapid  or  slow  sand  filters.  There  is  no  doubt  that  the  results 
obtained  by  the  present  plant  are  comparable  with  those  from  rapid 
sand  filters,  and  that  the  cost  of  operation  is  so  low  that  it  makes  the 
type  now  in  use  at  Parkersburg  of  very  great  advantage  to  any  city 
where  conditions  are  such  as  to  permit  of  its  satisfactory  installation. 

James  H.  Fuertes,*  M.  Am.  See.  C.  E. — Messrs.  Fuller,  Hill  and     Mr. 
Potter,  having  discussed  quite  fully  the  principal  and  more  important 
matters  dealt  with  by  Mr.  Hall,  a  few  remarks  concerning  experiences 
with   somewhat   similar   methods   of   securing   water   from   river   beds 
may  be  of  interest. 

A  number  of  water  companies  and  cities  on  the  Allegheny  and 
Ohio  Rivers  in  the  vicinity  of  Pittsburgh  take  water  from  these  rivers 
by  a  plan  having  general  features  in  common  with  those  of  the  plan 
adopted  at  Parkersburg. 

About  10  years  ago  three  citizens  of  Wilkinsburg,  Pa.,  a  suburb  of 
Pittsburgh,  brought  suit  against  the  Pennsylvania  Water  Company 
to  compel  that  company  to  furnish  pure  water,  as  required  by  the 
terms  of  its  charter.  The  suit  was  rather  unique,  and  was  one  of 
the  few  recorded  in  which  a  decree  has  been  entered  directing  a  com- 
pany to  secure  and  provide  a  sufficient  supply  of  pure  and  wholesome 
water.  The  supply  against  which  complaint  was  made  was  drawn 
from  gravel-covered  cribs  in  the  Allegheny  River  bottom.  The  first 
supply  crib,  built  in  1897,  was  32  ft.  wide,  308  ft.  long,  and  5  ft.  high, 
made  of  2  by  6-in.  and  2  by  8-in.  planks,  placed  edgewise  and  flatwise, 
and  separated  by  intervals  of  2  in.  A  24-in.  pipe  extended  from  the 
interior  of  the  crib  to  the  pump-well  on  the  shore.  The  crib  was  sunk 
in  a  dredged  excavation,  about  300  ft.  from  the  north  shore  of  the 
river,  and  at  a  depth  placing  the  top  of  the  crib  about  5  ft.  below 
the  natural  bed  of  the  river.  The  excavation  was  refilled  and  the  crib 
covered  to  a  depth  of  1  ft.,  with  2-in.  gravel,  and  then  with  from  4 
to  4i  ft.  of  sand  and  fine  gravel,  such  as  had  passed  through  a  IJ-in. 
mesh  screen.  The  depth  of  the  water  over  the  crib  was  ordinarily 
from  8  to  10  ft. 

*  New  York  City. 
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Mr.  It  was  shown  by  analysis  of  the  water  that  the  supply  was  drawn 

Fuertes. 

'  partly  from  the  river  by  filtration  through  the  gravel  over  the  cribs, 

and  partly  from  the  sub-stratum  of  ground-water  in  the  30-ft.  bed  of 

gravel  and  sand  in  the  river  bottom. 

In  1902,  two  additional  cribs,  each  48  ft.  wide,  408  ft.  long,  and 
6  ft.  deep,  were  put  in  service.  They  were  constructed  in  the  same 
general  manner  as  the  first,  biit  excluded  from  the  gravel  covering 
stones  larger  than  1  in.  in  diameter.  Three  cribs  were  sunk  side  by 
side  and  10  ft.  apart,  and  a  line  of  42-in.  pipe,  decreasing  to  24-in. 
in  diameter,  was  laid  in  the  10-ft.  space  between  the  cribs,  with  four 
short  pipe  connections  therefrom  to  each  crib  about  equally  spaced 
throughout  their  length.  The  main  42-in.  pipe  was  extended  under 
the  river  bottom  to  the  pump-well  on  shore. 

The  water  from  the  cribs  discharged  under  its  own  head  into  the 
pump-well,  and  was  pumped  thence  to  a  reservoir,  from  which  the 
street  mains  distributed  it  to  the  consumers. 

After  periods  of  operation  of  varying  lengths,  the  surfaces  of  the 
gravel  over  the  sunken  cribs  would  become  more  or  less  choked  with 
silt,  dirt,  and  other  matters  suspended  in  the  river  water,  and  gradu- 
ally fail  to  yield  a  sufficient  supply.  To  relieve  this  shortage,  the 
company  had  recourse  to  cleaning  or  washing  the  filter  areas  with 
water.  The  filtering  area  immediately  over  the  cribs — with  all  three 
cribs  in  use — was  about  1.13  acres;  undoubtedly,  however,  water 
entered  the  cribs  from  the  bottom  and  from  areas  outside  of  the  boun- 
dary lines  of  the  cribs.  It  is  not  possible,  therefore,  to  state  the  rate 
of  filtration  per  unit  of  area  per  day,  except  that  it  was  less  than 
about  7  000  000  gal.  per  acre  per  day  by  the  quantity  derived  from 
sources  other  than  the  filtering  area  over  the  cribs. 

The  plan  followed  in  cleaning  these  filter  areas  was  to  drag  back 
and  forth  across  the  area  a  rake  having  a  2-in.  pipe  header,  3  ft. 
long  with  seven  teeth,  15  in.  long,  each  perforated  with  two  ^(.-in. 
holes  on  the  front  and  one  in  the  end,  water  being  forced  down  through 
this  rake  at  a  pressure  of  125  lb.  per  sq.  in.  by  a  pump  on  a  barge.  The 
rake  was  dragged  across  this  area,  the  wash-water  rising  up  through 
the  sand  and  bringing  the  mud  with  it,  the  principle  resembling 
that  by  which  the  Blaisdell  filter  washer  is  operated.  The  river  cur- 
rent was  depended  on  to  carry  the  washings  down  stream  and  away 
from  the  washed  areas.  The  rake  was  dragged  back  and  forth  across 
each  area  three  times,  by  hand  windlasses  on  barges  anchored  on  each 
side  of  the  areas  being  washed,  before  a  new  area  was  attacked. 

Raking,  or  scouring,  was  practically  continuous  from  May  to 
November,  1905,  and  from  ^fay  to  December,  1900,  e.xccpt  as  inter- 
fered with  by  imcontrollable  conditions,  such  as  river  floods.  In  1906, 
the    surface    was   examined    several    times   by    a    diver,    who    reported 
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considerable  disturbances  of  tbe  sand  surface,  and,  under  his  guidance,  Mr. 
depressions  were  filled  up  with  gravel  and  sand  deposited  from  a  barge 
through  a  tube.  Frequently,  the  diver  rode  on  the  rake,  as  it  was 
dragged  back  and  forth,  to  press  the  teeth  down  into  the  sand.  It 
was  stated  that  the  teeth  usually  penetrated  the  top  of  the  gravel 
bed  to  a  depth  of  from  8  to  12  in.  "While  the  process  of  raking  or 
scouring  was  going  on,  the  cribs  were  kept  in  constant  use.  The  dis- 
turbance of  the  surface  and  the  destruction  of  the  silt  formation 
thereon  permitted  a  largely  increased  volume  of  water  to  pass  freely 
through  to  the  cribs,  through  the  washed  areas,  and  during  and  imme- 
diately after  these  periods  of  washing,  the  water  was  easily  shown 
to  be  very  little  different,  in  character,  from  the  raw  river  water. 

!Much  evidence  was  introduced  at  the  trial  as  to  the  quality  of 
the  water,  both  as  to  its  chemical  and  biological  features,  and  it  was 
shown  that  there  were  times  when,  for  a  number  of  consecutive  days, 
the  quality  of  the  water  would  be  excellent;  all  of  a  sudden,  however, 
some  change  in  conditions  of  river  flow  would  cause  the  silt  to  be 
washed  from  the  river-bed  over  the  cribs,  or  parts  of  their  areas,  leaving 
places  where  the  river  water  could  penetrate  to  the  interior  of  the 
cribs  in  a  practically  unchanged  and  polluted  condition. 

In  1905  and  1906,  typhoid  fever  in  Wilkinsburg  became  epidemic, 
and  just  prior  to  the  bringing  of  the  suit  it  had  the  highest  typhoid 
fever  case  and  death  rate  of  any  town  in  the  United  States.  Very 
heavy  rates  also  prevailed  in  the  37th  Ward  of  Pittsburgh,  and  in 
Swissvale  Borough,  also  supplied  with  water  by  the  same  company. 
As  a  result  of  this  alarming  condition,  protests  were  lodged,  and, 
finally,  recourse  was  had  to  the  Courts  to  compel  the  Water  Company 
to  safeguard  adequately  the  quality  of  the  water.  The  case,  recorded 
as  E.  Z.  Peffer  et  al.  vs.  Pennsylvania  Water  Company,  was  No.  396, 
tried  in  the  August  term,  1906,  of  the  Court  of  Common  Pleas,  No. 
3,  of  Allegheny  County,  Pennsylvania,  Miller,  J.,  specially  presiding. 
The  conclusions  of  law,  in  this  case,  as  dravTn  by  Judge  Miller,  were: 

First. — The  fact  having  been  found  that  the  water  complained 
of,  as  furnished  by  the  defendant,  is  not  reasonably  pure  and 
wholesome,  it  follows  that  the  plaintiff's  bill  must  be  sustained. 

Second. — An  interlocutory  decree  will  be  entered,  directing  it  to 
secure  and  provide  a  sufficient  supply  of  pure  and  wholesome 
water;  further  directing  that  it  shall,  within  three  months 
from  the  date  of  decree,  file  a  statement  of  the  steps  it  has 
taken,  and  purposes  to  take,  in  compliance  with  the  require- 
ments to  furnish  reasonably  pure  and  wholesome  water,  upon 
the  submission  of  which  the  plaintiff  may  file  a  reply  or 
answer,  as  he  may  deem  advisable.  It  will  be  further 
decreed  that  this  case  be  retained  for  such  further  proceedings 
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Mr.  as  may  be  necessary  to  insure  its  performance,  and  to  enable 

the  Court  to  exercise  the  jurisdiction  conferred  by  this  Act 
of  Assembly  under  which  this  action  is  brought,  with  liberty 
on  the  part  of  either  of  the  parties  to  apply  to   Court  for 
further  orders  and  decrees  as  may  be  necessary  and  just. 
Third. — The  defendant  to  pay  the  costs. 

The  meagerness  of  the  data  regarding  the  details  of  design,  con- 
struction, and  operation  of  the  Parkersburg  plant,  in  Mr.  Hall's  paper, 
makes  extended  discussion  of  it  impossible.  Those  elements  of  design 
which  would  give  control  over  the  process  of  filtration  are  scarcely 
mentioned.  Enough  is  stated,  however,  as  to  the  diameters  of  the 
main  pipes  leading  from  the  strainer  system,  and  as  to  the  sizes  of 
the  laterals  and  their  perforations  to  indicate: 

1. — That  hydraulic  conditions  must  exist  which  would  be  avoided 
in  a  properly  designed  filter  plant. 

2. — That  there  can  be  almost  no  control  over  the  effectiveness  of 
back-fiushing,  or  washing  of  the  filter  areas. 

3. — That  the  loss  of  head  must  vary  between  quite  wide  limits 
at  various  parts  of  these  areas  during  filtration,  and  after 
partial  clogging  shall  have  taken  place,  and  that,  therefore, 
parts  of  the  areas  must  be  passing  the  water  at  much  higher 
rates  than  others,  and,  consequently,  must  be  doing  less 
effective  work  than  planned. 

4. — It  is  also  evident  that  the  back-flushing  is  likely  to  blow  up 
and  overwash  parts  of  the  areas,  and  leave  other  parts  badly 
clogged. 

5. — That  floods  in  the  river  may  scour,  and  probably  have  fre- 
quently scoured,  holes  in  the  filters — possibly  almost  down  to 
the  strainers. 

6. — That  the  whole  filter  area  is  inaccessible,  and  utterly  beyond 
inspection  and  repair  during  floods,  the  times  when  the  water 
is  worst  and  the  need  of  protection  greatest. 

The  Parkersburg  plant  may  be  expected  to  give  fair  water  when 
the  river  is  in  its  best  condition,  and,  at  such  times,  it  is  almost 
good  enough  to  use  without  filtration.  When  the  river  water  is  turbid 
and  dangerously  polluted,  the  water  delivered  by  the  plant  may  or 
may  not  be  safe.  Wliether  or  not  it  is  safe  will  be  beyond  the  knowl- 
edge of  the  men  operating  the  works;  and,  if  it  is  unsafe,  it  is  entirely 
beyond  their  power  to  make  it  so  by  any  agency  or  device  inherent 
to  or  part  of  the  plant  itself  or  of  its  design. 

Judging  by  the  discoveries  of  Mr,  Leland,  when  making  the  in- 
spections in  September,  1916,  referred  to  by  ^Ir.  Hall,  the  Parkers- 
burg  plant    is   experiencing   difficulties    similar    to    those    which    led 
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ultimately   to   the   virtual    condemnation    of   the   Wilkinsburg    works      Mr. 
and  to  the  erection  of  a  properly  built  mechanical  filter  plant  in  its 
stead. 

The  cost  of  construction  and  operation  of  the  works,  as  built  at 
Parkersburg,  are  given  by  Mt.  Hall  as  $284171.22  and  $11892.46, 
respectively.  The  annual  cost  was  based  on  the  pumpage  of  an  average 
of  3  000  000  gal.  daily.  In  the  Fuertes-Fuller  report,  the  costs  were 
given  as  $165  945  and  $24  000,  respectively,  the  latter  figure  being  the 
estimated  annual  cost  of  operation  for  a  daily  yield  of  4  000  000  gal. 
Reduced  to  the  basis  of  3  000  000  gal.  daily,  for  comparison  with  the 
figures  given  by  Mr.  Hall  for  the  Parkersburg  plant,  and  adding  to 
the  cost  of  construction  certain  items  included  by  Mr.  Hall,  and  with 
interest  at  7%  in  each  case,  the  annual  operating  and  maintenance 
costs  of  the  two  plants  would  be  practically  equal.  The  Smith  system, 
therefore,  has  required  at  Parkersburg  a  greater  investment,  saves 
nothing  in  annual  expense,  and  gives  to  the  city  far  less  security 
against  water-carried  diseases  than  would  have  resulted  from  the 
establishment  of  a  properly  built  and  operated  mechanical  filter  plant, 
such  as  recommended  and  described  in  the  Fuertes-Puller  report. 

Mr.  Hall  gives,  among  the  reasons  advanced  by  Mr.  Gray  for 
tne  adoption  of  the  Smith  system  for  Parkersburg,  that, 

'"If  properly  built  and  operated,  this  system  will  furnish  water  of  a 
better  quality  than  a  mechanical  filter  plant,  as  regards  steam-raising 
purposes,  on  account  of  the  slight  increase  in  permanent  hardness 
which  is  caused  by  the  use  of  a  coagulant." 

Although  it  is  true  that  the  use  of  aluminvun  sulphate  as  a  coagu- 
lant will  result  in  the  conversion  of  a  portion  of  the  alkalinity  into  the 
sulphate  or  incrustant  form  of  hardness,  an  examination  of  the 
analyses  in  Appendix  I  shows  that  throughout  January,  1914,  the 
total  hardness  of  the  water  from  the  Smith  system  was  about  87 
parts  per  million,  as  against  about  74  parts  per  million  for  the  river 
water,  this  increase  being  due  to  the  increased  alkalinity  of  the  sub- 
river  ground-water.  The  increased  quantity  of  soft  scale  due  to  the 
extra  13  parts  per  million  of  hardness  of  this  ground-water  is  probably 
fully  as  disadvantageous  from  a  steam-raising  point  of  view  as  would 
be  the  conversion  of  about  5  or  6  parts  per  million  of  the  low 
alkalinity  of  the  river  water  into  a  proportional  quantity  of  incrustants 
by  the  application  of  aluminum  sulphate  used  in  connection  with 
mechanical  filters.  For  summer  conditions,  when  both  the  river  water 
and  the  water  secured  by  the  Smith  system  would  be  much  harder  than 
reported  in  the  January  analyses,  the  advantages  would  probably 
lie  strongly  with  the  mechanically  filtered  water. 

And,  further,  with  the  mechanical  filters,  the  operatives  would 
have  access  to  and  control  over  the  filters  and  their  efficiency  at  all 
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Mr.  times.  With  the  Smitli  system,  the  whole  delicate  process  of  filtration 
Fuertes.  jg  beyond  reacli,  often  buried  imder  floods  and  subject  to  disturbance 
by  wash  and  scour,  or  to  irregular  deposition  of  mud  on  the  filter 
area,  with  consequent  imperfect  purification,  due  to  varying  and 
excessive  rates  of  filtration  on  parts  of  the  area  smaller  than  the  total 
required. 

Taking  everything  into  account,  the  speaker  is  not  convinced,  by 
the  data  brought  forward,  that  the  proper  decision  was  made  at 
Parkersburg  when  the  Smith  system  was  adopted  in  preference  to 
a  properly  designed  and  constructed  mechanical  filter  plant. 

It  is  much  to  be  regretted  that  so  little  information  has  been 
furnished  as  to  the  operation  of  and  results  obtained  by  the  Parkers- 
burg water-works  plant.  Fancied  security  has  led  to  neglect  of 
vigilance,  as  represented  by  systematic,  continuous,  analytical  studies 
of  the  river  and  secured  waters,  and  more  frequent  examinations  of 
this  nature,  as  recommended  by  Mr.  Hall,  should  certainly  be  made  by 
the  authorities. 

The  ground-water  studies,  made  at  Parkersburg,  and  referred  to 
by  Mr.  Hall,  show  a  niimber  of  interesting  facts.  Figs.  3  to  12  were 
selected  from  among  32  such  diagrams  in  the  Fuertes-Fuller  report, 
and  seem  to  have  been  well  chosen  to  exhibit  the  interesting 
phenomena  of  filling  and  emptying  the  subterranean  storage  spaces 
in  the  voids  in  the  gravel  underlying  the  flat  lands  along  the  river 
north  of  Parkersburg. 

It  will  be  noticed  that  the  water  finds  its  way  into  the  ground, 
from  the  river,  with  comparative  diSiculty,  as  judged  by  the  steep 
slope  of  the  ground-water  in  the  neighborhood  of  the  river  banks, 
but  that  it  makes  its  escape  back  into  the  river,  when  the  latter 
falls,  with  comparative  freedom.  This  is  as  would  be  expected,  the 
surface  of  the  river  bottom  and  banks  having  become  clogged  with 
mud  (strained  out  of  the  river  water  as  it  filtered  out  through  the 
banks  and  bottom)  on  a  rising  river,  but  being  cleansed,  or  washed 
free  of  mud  to  a  greater  or  lesser  extent,  on  a  falling  river,  by  the 
passage  of  the  ground-water  back  again  into  the  river. 

The  contours  on  Figs.  16,  17,  and  18  show  the  gradual  change  in 
direction  of  the  flow  of  the  ground-water  away  from  and  toward 
the  river  above  Parkersburg.  Fig.  12,  which  was  reproduced  from 
among  the  diagrams  in  the  Fuertes-Fuller  report,  occupies  a  position 
between  Figs.  17  and  18.  An  examination  of  these  diagrams  shows  the 
following  interesting  conditions. 

On  January  13th  (Fig.  16)  the  river,  after  having  reached  its 
lowest  i)oint  from  a  previous  rise,  was  just  beginning  another  rise 
which,  by  the  15th,  had  reached  9  ft.  Observing  the  ground-water 
contours  on  this  diagram,  it  will  be  seen  that  the  general  trend  of 
the   ground-water    was    down    stream    and    toward    the    Ohio    Kiver, 


DISCUSSTOV:   WATER   SUPPLY   OF   PATIKERSBURG,   W.    VA.         827 


I 


828      DISCUSSION :  water  supply  of  parkersburg,  w.  va. 


Mr. 

Fuertes. 


DISCFSSIOX  :    WATIM;    STIMMA'    of    r.VRKHHSlUIRG,    W.    VA. 


839 


I 


Mr. 

Fuertes. 


Fuertes 


830      DISCUSSION :  water  supply  of  parkersbueg,  w.  va. 

Mr.  the  571-ft.  contour  being  the  farthest  down  stream  and  the  574-ft. 
one  the  farthest  up  stream,  all  these  contours  lying  in  approximately 
parallel  lines,  and  indicating  a  motion  diagonally  down  stream  toward 
the  river. 

On  January  17th,  the  river  began  another  rise,  and,  within  the 
next  few  days,  reached  an  elevation  of  597.5  ft.  On  January  19th 
(Fig.  17)  it  stood  at  Elevation  592.  It  will  be  observed  that  the 
contours  of  the  surface  of  the  ground-water  had  changed  entirely, 
swinging  around  parallel  to  the  shore  with  the  highest  contours 
(Elevation  579)  along  the  river  bank,  and  the  lowest  still  at  Elevation 
572,  on  a  line  parallel  with  and  about  2  000  ft.  distant  from  the  river 
bank.  By  the  24th,  the  river  surface  had  fallen  to  692.5  and  the 
ground-water  near  the  river  bank  had  risen  to  584,  or  14  ft.  higher  than 
on  January  13th,  whereas,  along  a  line  practically  parallel  with,  and 
some  2  500  ft.  east  of,  the  river  bank,  the  ground-water  level  had  risen 
only  about  1  ft. 

On  February  5th  (Fig.  18)  the  river  still  continued  to  fall,  the 
ground-water  which  had  been  piled  up  to  Elevation  584  on  January 
24th  had  fallen  at  the  river  bank  to  an  elevation  of  only  573,  gradually 
rising  to  an  elevation  of  575,  about  2  000  ft.  back  from  the  river  and 
dropping  to  574  a  few  hundred  feet  farther  east.  In  this  case  the 
water  was  slowly  flowing  in  both  directions  from  a  line  parallel  to 
and  about  2  000  ft.  back  from  the  river  bank. 

It  is  very  fortunate  that  this  flood  occurred  during  the  time  that 
the  tests  were  being  carried  on  at  Parkersburg,  as  the  occasions  on 
which  such  phenomena  can  be  observed  are  relatively  rare. 

Mr.  Fuller  has  made  the  suggestion  that  in  a  short  time  the 
results  of  studies  for  the  more  complete  identification  of  certain  foi-ms 
of  bacteria  will  be  made  public.  The  present  laboratory  methods 
for  the  quick  determination  of  the  probable  presence  of  B.  coli  in 
water,  are,  as  Mr.  Fuller  has  said,  not  only  far  from  satisfactory,  but 
actually  misleading  under  some  conditions.  An  accurate  and  extensive 
knowledge  of  the  history  of  the  water  is  always  essential  in  deter- 
mining the  likelihood  of  the  presence  of  these  organisms,  if  shown 
to  be  probably  present  by  laboratory  tests.  The  speaker  calls  to  mind 
an  interesting  experience  of  this  sort  in  connection  with  the  examina- 
tion of  the  water  supply  of  the  Insane  Asylum  at  Willard,  N.  Y.,  in 
December,  1901,  and  January,  1902. 

Diphtheria  had  been  epidemic  at  the  Willard  Asylum  since  1897, 
and  all  efforts  to  eradicate  it  from  the  institution  had  proven  unavail- 
ing. The  cases  were  confined  mostly  to  the  nurses,  physicians,  and 
attendants,  very  few  cases  being  noted  among  the  inmates.  The 
superintendent  of  the  asylum  and  his  wife  were  both  in  quarantine  with 
diphtl)eria  while  this  investigation  was  going  on.  In  connection  with 
the  various  studies  made  to  determine  the  cause  of  the  prevalence  of 
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the  disease,  a  thorough  examination  was  made  of  the  water  supply  and     Mr. 
sewerage  of  the  institution.    In  order  to  eliminate  possible  sources  of 
error,  a  great  many  samples  of  water,  from  widely  separated  locations, 
were  collected  and  examined. 

The  water  supply  for  the  institution  was  taken  from  Seneca  Lake 
at  a  point  some  400  or  500  ft.  from  shore,  where  the  water  was  about 
30  ft.  deep,  and  at  a  point  about  1  800  ft.  from  where  the  main  sewer 
of  the  institution  discharged  into  the  lake. 

An  apparatus  was  devised  for  securing  samples  of  lake  water  at 
various  depths,  and  these,  after  collection,  were  put  in  sterilized,  glass 
stoppered  bottles,  and  examined  promptly. 

Samples  were  taken  at  the  surface  of  the  lake  and  at  various 
depths  at  numerous  points,  some  of  these  being  in  the  immediate 
vicinity  of  the  sewer,  some  at  the  water-works  intake,  others  on  the 
opposite  side  of  the  lake,  about  1^  miles  from  the  intake,  others  at 
the  ends  of  the  lake,  more  than  20  miles  distant.  The  samples  were 
collected  at  various  depths,  from  the  surface  to  300  ft.  below  the 
surface. 

These  analyses  disclosed  the  interesting  fact  that  the  chlorine 
content  of  the  lake  water  varied  from  36  to  37  parts  per  million,  which 
was  about  one-third  of  the  quantity  that  might  be  expected  in  ordinary 
town  sewage.  Organisms  giving  the  reactions  expected  of  B.  coli 
were  found  in  the  samples  collected  in  the  neighborhood  of  the  sewer, 
also,  in  samples  collected  50  ft.  below  the  surface  on  the  other  side 
of  the  lake  and  about  600  ft.  from  shore,  also,  in  some  collected  50  ft. 
below  the  surface,  some  600  ft.  off  shore  about  2  miles  away,  and  in 
a  number  of  other  places.  Previous  analyses  made  in  1899  had  dis- 
closed the  suspected  presence  of  B.  coli  communis  in  samples  1  300 
ft.  out  from  shore,  on  the  line  of  the  hospital's  sewer,  at  a  depth 
of  20  ft. ;  i  mile  from  shore  at  a  depth  of  150  ft. ;  i  mile  from  shore 
on  a  line  with  the  water- works  intake  at  a  depth  of  400  ft.;  500  ft. 
deep  off  shore  about  5  miles  south  of  the  Asylum,  and  in  the  center 
of  the  lake  at  a  depth  of  400  ft. 

In  the  analyses  made  in  1901-02,  it  was  pretty  well  established 
that  the  organisms  giving  the  reactions  for  the  differentiation  of  the 
B.  coli  communis  were  probably  washed  into  the  lake  from  the  culti- 
vated fields  along  the  sides,  and  bore  a  close  relation  to  the  rust  on 
grain. 

The  high  chlorine  in  the  lake  water  was  caused  by  the  presence 
of  underground  salt  beds  in  that  vicinity;  the  normal  chlorine  for 
that  region  would  not  be  more  than  7  parts  per  million. 

Without  knowing  all  the  conditions,  the  analyses  of  Seneca  Lake 
water  might  easily  have  been  mistaken  for  a  highly  sewage-polluted 
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Mr.      water;   a   conclusion   which   the  most   ordinary   common   sense  would 
Fuertes.       e         ■  . 

reluse  to  accept. 

More  positive  methods  for  identification  of  sewage  bacteria  in  waters 
have  long  been  needed,  and  water-works  engineers  will  welcome  the 
greater  certainty  promised  by  Mr.  Fuller's  predictions. 

K^imv^es  MoRRis  Knowles,*  M.  Am.  Soc.  C.  E.,  and  J.  D.  Stevenson  *  Assoc, 
and  M.  Air.  Soc.  C.  E.  (by  letter). — This  paper  is  of  especial  interest 
■  to  the  writers,  because  of  the  part  they  took,  in  1908-09,  as  Consulting 
and  Kesident  Engineers,  respectively,  of  the  Water-Works  Commission, 
in  the  early  studies  of  the  water  supply  at  Parkersburg  and  the 
proposed  new  systems.  They  believe  that  a  statement  of  some  of  the 
considerations  which  led  to  the  recommendation  to  develop  a  well 
supply,  instead  of  the  system  described  by  the  author,  will  be  of 
interest.  The  author  is  to  be  commended  for  collating  and  bringing 
before  the  Profession  the  various  studies  and  reports  which  have 
been  made  in  reference  to  this  interesting  situation. 

No  discussion  of  this  subject  would  be  complete  without  mention 
of  the  lively  interest  taken  in  these  early  investigations  by  the  late 
United  States  Senator  J.  N.  Camden,  and  continued,  at  his  death, 
by  his  estate.  The  generous  attitude  of  this  public-spirited  citizen 
can  be  best  stated  by  quoting  from  an  open  letter  from  him  to  the 
city  ofiicials,  as  follows: 

"I,  therefore,  respectfully  propose,  in  order  to  test  the  question 
of  natural  filtration,  that  I  will,  at  my  own  cost  and  expense,  sink 
and  test  wells,  both  on  the  river  front  and  on  the  foot  of  Neal's 
Island,  for  which  I  already  have  the  permission  of  the  owmer,  to 
ascertain  the  quality  and  quantity  of  water  that  can  be  obtained  by 
natural  filtration,  and  to  commence  as  soon  as  the  engineers  selected 
by  the  city  authorities  and  water-works  commission  are  ready  to  direct 
and  superintend  the  tests  to  be  made.  This  will  cost  the  city  nothing 
and  will  no  doubt  be  of  value  in  arriving  at  conclusions.  I  will  also 
add  that,  should  the  city  desire  to  locate  its  plant  or  pumping  station 
or  wells  upon  any  ground  owned  by  me,  I  will  donate  to  the  City  all 
the  ground  it  may  need  for  water-works  purposes." 

In  pursuance  of  the  engagement  of  the  writers  as  engineers,  a 
report  was  made  on  August  24th,  1908,  covering  an  investigation  of 
ten  possible  developments  and  including  a  recommendation  that  either 
a  mechanical  filter  plant  or  a  system  of  wells  be  adopted  as  a  source 
of  supply.  A  definite  choice  between  these  two  projects  was  not 
recommended  at  that  time  for  two  reasons:  First,  because  the  original 
sum  of  money  appropriated  to  the  Commission  did  not  permit  of 
drilling  and  testing  wells;  and,  second,  because  after  the  money 
donated  by  Senator  Camden  for  this  purpose  was  made  available,  it 
was  concluded  "that  the  time  was  not  propitious  for  either  drilling 
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or  testing  wells,  as  both  the  river  and  the  ground-water  level  were     Messrs. 
too  high  to  justify  any  conclusion  from  a  test  as  to  safe  yield."  and 

The  investigation  of  the  wells  was  only  postponed,  however,  being  •'^teveiisoD. 
carried  out  in  the  succeeding  warm,  dry  season,  at  a  time  when  both 
surface  and  ground-water  levels  were  low.  The  conditions  at  the  time 
of  the  tests  were  most  favorable  to  a  safe  conclusion,  as  the  river 
was  lower  than  it  had  been  for  many  seasons.  The  results  of  these 
tests  warranted  the  recommendation  of  a  water  supply  to  be  drawn 
from  wells  on  the  Camden  Farm,  which  was  reported  on  January 
25th,  1909. 

The  topography,  geology,  and  history  of  the  Ohio  Valley  give 
evidence  that,  at  one  time,  either  the  Little  Kanawha  River  or  Worth- 
ington  Creek,  or  both,  flowed  through  a  gap  in  the  hills  and  into  the 
Ohio  Kiver  at  a  point  near  the  present  settlement  of  Beechwood. 
In  later  years,  either  the  Little  Kanawha  River  straightened  its  course 
and  shifted  to  its  present  location,  while  Worthington  Creek  occupied 
in  reverse  flow  what  had  been  the  Little  Kanawha  River  bed;  or  else, 
Worthington  Creek  cut  a  new  course  into  the  Little  Kanawha  River 
and  thence  into  the  Ohio.  In  any  case,  the  gap  in  the  hills  became 
filled  with  sand  and  gravel,  forming  what  are  now  known  locally  as 
the  ''Sand  Plains",  separated  from  Parkersburg  by  the  rocky  promon- 
tory known  as  Boremans  Hill. 

Evidence  is  conclusive  that  in  times  past  the  Ohio  skirted  the 
West  Virginia  shore  and,  at  one  time,  occupied  the  area  now  forming 
the  east  shore  terraces,  on  which  are  the  Camden  Farm  and  the  settle- 
ment? of  Beechwood.  Vienna,  and  Brisco.  It  is  also  evident  by  the 
slope  of  the  rock  that,  in  its  former  location,  the  Ohio  River  was  at 
a  lower  elevation  than  at  present,  the  intervening  space  between  the 
present  and  the  former  beds  having  been  filled  with  a  water-bearing 
sand  and  gravel  formation.  The  trough  made  by  the  intersection 
of  the  rock  beds  sloping  from  the  two  shores  is  under  the  east  shore 
terraces,  and,  at  the  Camden  Farm  and  for  many  miles  up  stream, 
probably  has  the  same  general  course  as  Pond  Run. 

The  flow  of  imderground  water  normally  follows  the  general  in- 
clination of  the  rock,  and  is  outward  from  the  surrounding  hills. 
When  the  flows  from  two  hills  meet,  the  resultant  flow  is  upward,  and 
if  it  is  abundant  and  the  head  is  sufficient,  an  Artesian  flow  will 
result.  Such  is  the  origin  of  much  of  the  flow  in  Pond  Run.  An 
inspection  of  the  bottom  and  sides  of  the  Run  and  feeders  will  disclose 
many  springs,  and  these  have  been  found  from  above  Neal's  Island  to 
a  point  below  the  Camden  Farm. 

It  would  not  be  expected  that  there  would  be  a  large  flow  parallel 
to  the  river  in  the  sand  and  gravels  directly  over  the  rock,  but  rather 
that  something  like  an  underground  reservoir  would  be  formed,  over- 
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Messrs.  flowing  into  the  river  and  to  the  surface  of  the  terrace.  However,  in 
"and^^  this  particular  case,  the  gravel  beds  are  topped  by  inopervious  clay  and 
Stevenson.  Joam.  As  a  result,  the  head  due  to  the  higher  level  of  the  ground- 
water on  the  "Sand  Plains"  causes  flow  in  the  direction  of  the  inclin- 
ing floor  of  the  gravel  beds,  which  is  not  only  toward  the  river,  but 
also  down  the  valley.  This  was  the  basis  for  the  proposed  development 
by  two  lines  of  wells,  one  parallel  to,  and  another  at  right  angles  to, 
the  river,  thus  intercepting  whatever  water  flowed  toward  or  parallel 
with  the  river. 

It  will  be  noted  that  the  top  of  the  gravel  beds  at  the  river's  edge 
is  very  little  higher  than  the  low-water  level  in  the  river.  The 
observations  made  by  the  writers  indicate  that  the  underground 
reservoir  is  not  fed  to  any  great  extent  by  infiltration  from  the  river, 
but  probably  receives  most  of  its  water  from  rainfall  on  the  terraces, 
on  the  "Sand  Plains",  and  from  the  26  sq.  miles  of  drainage  area 
tributary  to  Worthington  Creek,  and  probably  some  from  entrance  at 
the  rock  riffles  in  the  Ohio  some  distance  up  stream. 

In  Figs.  3  to  10,  inclusive,  it  will  be  noted  that  the  surface  of  the 
ground-water  as  shown  is  always  above  the  line  of  demarcation  between 
the  water-bearing  sand  and  gravel  and  the  impervious  loam  and  clay; 
and  that  in  no  instance  did  the  pumping  lower  the  surface  of  the 
ground-water  into  the  sand  and  gravel.  It  may  be  concluded,  there- 
fore, that,  even  at  high  stages  of  the  river,  no  large  quantity  of  river 
water  would  be  forced  into  the  sand  and  gravel;  for  these  strata 
would  always  be  filled,  and,  as  the  impervious  clay  and  loam  above 
would  not  absorb  water  in  quantities  rapidly,  the  rise  in  the  river 
would  only  increase  the  head  on  the  water  in  the  sand  and  gravel, 
raising  the  level  of  the  water  in  the  observation  wells  correspondingly. 

Eeferring  to  Fig.  11,  the  following  explanation  appears  in  the 
writers'  report: 

"When  pumping  was  checked  in  amount  or  stopped  entirely,  the 
water  quickly  rose  in  the  well  being  pumped,  indicating  a  lack  of 
strainer  openings  for  the  free  access  of  the  water." 

In  the  absence  of  long-continued  tests,  the  quantity  of  water  which 
may  be  procured  from  any  formation  is  largely  a  matter  of  speculation. 
The  planning  of  a  water  supply  from  wells  in  any  undeveloped  ter- 
ritory, therefore,  should  provide,  where  possible,  for  permitting  easy 
future  adaptation  to  other  sources  of  supply,  in  case  this  should 
become  necessary.  The  conditions  on  the  Camden  Farm  were  par- 
ticularly advantageous  for  such  a  water-works  development;  and. 
although,  as  a  result  of  the  tests  and  the  comparison  of  conditions 
with  those  in  somewhat  similar  deposits  elsewhere,  the  conclusion 
reached  by  the  writers,  that  wells,  properly  located,  drilled,  and  de- 
vcloix'd,  would  yield  continuously,  for  a  sufticient  lU'riod,  all  llu>  water 
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to  be  reasonably  demanded  by  the  City  of  Parkersburgr ;  at  the  same     Messrs. 
time,  the  various  units  could  be  designed  so  as  to  be  readily  adapted,       and 
with  a  minimum  monetary  loss,  to  use  in  connection  with  a  filter  plant,  Stevenson, 
to  provide  against  the  remote  possibility  of  failure  of  the  wells. 

The  estimated  cost  of  the  construction  recommended  by  the  writers 
was  $220  S65.  Of  this  sum,  54%  was  for  distributing  reservoir,  rein- 
forcing mains,  etc.,  and  would  be  equally  useful  in  connection  with 
the  water-works  then  existing,  or  with  any  other  that  might  be 
designed;  33%  was  for  pumping  stations  and  equipment — structures 
equally  useful,  either  with  a  filtration  plant,  or  with  a  well  supply; 
and  only  13%  was  allotted  to  equipment  useful  for  a  well  supply  alone. 
Thus,  it  is  evident  that,  even  if  the  wells  were  to  be  abandoned  at 
some  future  time,  the  loss  on  the  investment  would  be  trivial,  and 
fully  met  in  such  times  by  the  lesser  cost  of  operating  the  well  system. 

Among  the  various  developments  studied  in  connection  with  the 
writers'  investigation  at  Parkersburg  was  that  known  as  the  Smith 
infiltration  system.  The  four  principal  reasons  advanced  at  that  time 
by  the  promoters  for  its  adoption  were :  Economy  in  installation  and 
operation;  purified  river  water  and  not  hard  ground-water;  ease  of 
repairs  and  replacements;  and  reliability  of  supply.  Instead  of  con- 
firming any  one  of  these  points,  the  investigation  of  the  writers  de- 
cidedly discredited  all  of  them  and,  further,  led  to  the  conclusions; 
that  the  infiltration  system,  being  submerged  in  the  bed  of  the  river,, 
is  subjected  to  the  shifting  of  the  river  bottom,  and  to  uncontrolled 
variation  in  the  thickness  of  the  covering  over  the  strainers;  that  such 
variation,  whether  increase  or  decrease,  would  be  detrimental  to  the- 
process,  and  that  the  infiltration  system,  being  below  the  low-water- 
level,  cannot  be  subjected  to  the  same  accurate  control  and  careful 
observations  and  studies  of  operation  as  are  possible  with  a  moderrb 
filter;  furthermore,  that  the  only  method  of  cleaning  the  beds  is  by- 
back-flushing,  and  that  such  a  procedure,  without  controlling  devices 
for  guaranteeing  an  even  distribution  of  the  wash-water,  may  do 
decidedly  more  harm  than  good;  and,  finally,  that  the  danger  of  the 
introduction  of  polluted  river  water  into  the  system  was  ever  present. 
A  special  report,  dated  January  15th,  1909,  therefore,  recommended 
that  it  was  unwise  to  introduce  such  a  system.  It  is  now  evident  that 
several  of  the  difficulties  foreseen  have  already  occurred;  the  author's 
account  of  the  replacements  during  the  summer  of  1916  point  to 
this  fact. 

The  investigations  of  the  Pittsburgh  Filtration  Commission  in 
1907-09,  with  which  one  of  the  writers  was  connected,  showed  that  no 
system  of  filtration,  without  a  sufficient  period  of  subsidence,  will 
effectively  treat  the  Allegheny  River  water;  and  that,  if  the  rate  of 
filtration  is  increased  to  more  than  the  normal  moderate  rate  of  slow 
sand  filtration,  a  coagulant  must  be  used.     The  investigations  at  Cin- 
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ikssrs.     cinnati  fixed  an  average  of  125  parts  per  million  as  a  conservative 

f  ^'anii'^'"    estimate  of  the  suspended  matter  in  the  unsubsided  Ohio  River  water, 

Stevenson,  -^yjiich  could  be  treated  regularly  and  fairly  satisfactorily  by  slow  sand 

filters.    On  this  basis,  a  slow  sand  filter  without  a  period  of  subsidence 

would  be  a  failure  65%  of  the  time,  if  treating  this  river  water. 

For  all  these  reasons  and  because  of  the  many  points  of  inferiority 
of  the  Smith  infiltration  system,  when  compared  with  the  modern  slow 
sand  filter,  designed,  constructed,  and  operated  in  accordance  with 
accepted  engineering  practice,  a  negative  recommendation  on  the 
Smith  system  was  made. 

There  is,  however,  nothing  new  or  novel  in  the  Smith  infiltration 
system.  Although  it  was  claimed  to  be  an  improvement  on  and  sub- 
stitute for  the  established  method  of  slow  sand  filtration,  in  reality  it 
resembles  more  nearly,  both  in  principle  and  in  practice,  the  "filter 
cribs"  which  have  been  used  for  the  supply  of  water  to  communities 
along  the  Allegheny  and  Upper  Ohio  Rivers,  and,  no  doubt,  on  many 
other  streams,  for  more  than  20  years.  In  most  cases,  the  construction 
of  the  latter  consists  of  a  large  wooden  crib,  open  at  the  sides  and 
bottom,  placed  in  an  excavation  in  the  river  bed,  and  covered  on  top 
with  from  5  to  7  ft.  of  selected  sand  and  gravel. 

..,;  At  the  time  of  the  investigations,  by  the  Pittsburgh  Filtration 
Commission,  of  possible  sources  of  water  supply  for  that  city,  con- 
siderable study  was  given  to  the  results  obtained  through  filter  cribs. 
Analyses  of  the  river  water  and  of  efiluents  from  the  cribs  indicated 
that,  in  general,  the  effluents  from  the  cribs  were  clear  and  free  from 
suspended  matter,  except  at  extreme  high  stages  of  the  river,  and  that 
the  number  of  bacteria  in  the  effluents  were  usually  less,  but  the  hard- 
ness materially  greater,  than  that  of  the  water  from  the  river  itself. 
The  Pittsburgh  investigations  showed  clearly  that,  early  in  the  life  of 
the  cribs,  much  or  all  of  the  water  is  drawn  from  the  sand  and  gravel 
beds  lying  under  and  aroimd  them;  but  that,  with  age,  the  sand  and 
gravel  beds  become  clogged,  and  larger  and  larger  quantities  of  water 
are  drawn  down  from  the  river  through  the  top  covering.  In  many  cases 
this  downward  flow  is  increased  by  raking  the  sand  covering,  and 
although  the  top  covering  may  be  broken  up  in  this  way  or  even  re- 
placed, it  is  impossible  to  clean  efficiently  the  material  under  and 
around  the  crib.  With  the  increased  infiltration  direct  from  the  river 
through  the  top,  there  is  a  corresponding  deterioration  in  quality. 
These  statements  are  fully  confirmed  by  the  experience  of  the  numerous 
water  plants  with  crib  supplies  which  have  been  obliged  to  supplement 
these  with  filter  plants  within  the  past  few  years. 

The  author  has  expressed  the  opinion  that  a  large  percentage  of 
the  water  drawn  is  taken  from  the  sand  beds,  possibly  a  larger  part 
than  that  from  the  oi)en  river.  This  opinion  is  quite  in  accord  with 
the  experience  of  the  writers,  and  it  would  appear  not  unlikely  that 
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during  the  early  life,  while  the  strainers  are  new,  and  before  the  strata     Messrs. 
at  the  bottom  and  sides  become  clogged,  70%  or  more  of  the  total     ^  and 
water  may  be  drawn  from  this  lower  bed.    The  so-called  filtered  water,  Stevenson. 
therefore,  is  in  large  part  a  groimd-water,  similar  in  chemical  char- 
acteristics to  that  which  would  be  had  from  wells;  and  in  so  far  as 
satisfactory  results  with  respect  to  quality  are  secured,  they  are  with- 
out doubt  due  more  to  the  quality  of  the  ground-water  than  to  the  effi- 
cient filtration  of  the  river  water.     Nor  would  it  be  safe  either  to 
predict  how  long  the  situation  might  continue,  or  to  expect  other  than 
unsatisfactory   results   with   the   increase   of   the  proportion   of   river 
water.     Back-flushing,  if  forceful  enough  to  be  successful,  invariably 
results  in  disturbing  the  sand  layers  to  a  dangerous  degree  and  fre- 
quently forms  craters  or  troughs  of  washed  material,  leaving  the  rest 
of  the  bed  undisturbed  and  uncleansed. 

It  is  worthy  of  note  also  that,  at  Parkersburg,  the  decision  between 
a  well  supply  and  a  supply  by  mechanical  filtration  was  a  very  close 
one.  Either  system  was  considered  certain  to  provide  a  safe,  abundant 
water  supply  for  the  community,  and  both  systems  had  the  endorse- 
ment of  the  best  engineering  practice  and  were  sanctioned  by  the  most 
exacting  Boards  of  Health  in  adjoining  States.  The  system  adopted 
had  none  of  these  assurances,  and  was  closely  akin  to  a  practice  which 
has  been  condemned,  and  is  rapidly  being  abandoned  in  neighboring 
States,  for  water  supply  for  domestic  purposes.  It  would  seem  that 
the  time  is  fast  approaching  when  most  of  the  expenditure  of  $80  700 
will  be  required  to  be  renewed  or  replaced  by  some  other  system. 

If  the  story  of  the  development  of  the  Parkersburg  Water-Works 
might  be  permitted  to  point  a  moral,  it  would  seem  to  be  that  of  the 
advantage  to  be  gained  by  every  community  in  having  a  sovereign 
State  organization,  the  duties  of  which  should  include  investigations 
and  experimental  studies  on  all  problems  concerning  water  supply  and 
sewage  disposal.  In  this  manner  a  large  fund  of  valuable  information 
might  be  collected,  placing  the  supervising  body  in  a  position  to 
advise  local  authorities  in  these  matters  in  an  impartial  way  and  with 
fieedom  from  the  pressure  of  local  controversial  opinion.  Fortunately, 
this  has  since  been  recognized  in  West  Virginia,  by  the  re-organization 
of  the  State  Board  of  Health,  and  the  addition  to  its  staff  of  a  com- 
petent sanitary  engineer.  Had  the  State  had  such  an  organization  at 
the  time  of  the  adoption  of  the  present  water  supply  system,  and  had 
the  City  been  obliged  to  have  that  Health  Department  approve  the 
installation,  the  community  might  have  been  spared  the  expense  of 
having  many  different  engineers  make  separate  investigations,  only  to 
disregard  at  the  end  the  recommendations  of  most  of  them,  and  to  put 
in  a  system  which  was  largely  experimental  and  in  the  adoption  of 
which  the  theory  and  practice  of  water-works  engineering  was  probably 
not  the  sole  consideration. 
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Mr.  Edward  Mavo  Tolmax,*  Jun.  Am.  Soc.  C.  E.f  (by  letter). — This 

™*°'  comprehensive  and  valuable  paper,  together  with  the  discussion  on 
the  so-called  Smith  system  of  filtration  which  it  has  evoked,  has  been 
of  special  interest  to  the  writer,  as  that  system  has  been  made  the  sub- 
ject of  several  bitter  political  controversies,  into  which  one  side  or  the 
other  has  endeavored  to  drag  him,  ever  since  his  appointment  as  Engi- 
neer for  the  State  Health  Department,  with  demands  that  he  either 
praise  the  system  to  the  skies,  or  condemn  it  as  utterly  worthless.  It 
was  so  evident  that  both  sides,  for  the  most  part,  had  so  far  lost  all 
sight  of  the  engineering  principles  involved,  that  a  careful  report  on 
the  system  would  in  no  way  change  the  opinion  of  those  interested, 
but  might  serve  as  political  capital,  that  the  writer,  heretofore,  has 
refrained  from  an  expression  of  opinion.  Nevertheless,  the  Division 
of  Sanitary  Engineering  of  the  State  Department  of  Health  of  West 
Virginia  has  gathered  considerable  data  on  the  system,  some  of  which 
may  prove  of  interest. 

Beginning  in  January,  1917,  the  Department,  once  a  week,  has  made 
complete  chemical  examinations  of  samples  of  the  Ohio  River  from 
directly  over  the  surface  of  the  filters  and  from  a  tap  in  the  City  Hall. 
The  results  of  five  pairs  of  samples  are  given  in  Table  5. 

These  results  would  be  of  greater  value  if  analyses  of  water  from 
wells  along  the  river  bank  were  available  for  comparispn.  The  series 
of  samples  were  collected  primarily  for  the  purpose  of  showing  the  per- 
centage of  ground-water  in  the  city  supply,  but  the  well  samples  showed 
such  high  contamination  that  the  results  are  of  no  value  in  the  present 
discussion.  The  State  Chemist,  Mr.  Alton  A.  Cook,  in  commenting  on 
these  results,  states : 

"That  practically  no  ground-water  enters  the  supply  is  shown  by 
the  figures  for  ammonia,  nitrates,  hardness,  and  alkalinity,  since  typical 
pure  ground-water  would  make  a  greater  decrease  in  the  figures  for  free 
ammonia  than  is  shown  here,  and  the  analytical  figures  for  nitrates, 
hardness,  and  alkalinity  would  tend  to  be  considerably  increased  under 
these  conditions." 

This  opinion  is  interesting,  as  it  is  generally  thought  that  from  20 
to  40%  of  the  water  collected  in  the  Smith  system  at  Parkersburg  is 
ground-water.  In  the  writer's  opinion,  the  samples  represent  very 
special  conditions  which  can  occur  only  when  there  has  been  a  rapid 
rise  in  the  river  following  a  considerable  period  of  low  stage,  during 
which  the  ground- water  has  had  a  chance  to  run  out.  At  Gallipolis, 
Ohio,  and  Owensboro,  Ky.,  where  somewhat  similar  systems  have  been 
adopted,  it  is  claimed  that  they  are  filtering  river  water,  not  ground- 
water, and  it  may  be  that  such  is  the  case  at  Parkersburg.  However, 
at  Newell,  W.  Va.,  where  the  water  sui)ply  is  obtained  from  submerged 

•  Charleston,  W.  Va. 

t  Now  A.ssoc.  M.  Am.  Soc.  C.  B. 
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cribs,  4  ft.  below  the  bed  of  the  river,  the  contrary  is  certainly  true, 
as  shown  by  the  three  analyses  in  Table  6. 

It  is  evident  that,  at  this  town,  from  60  to  80%  of  the  water  is 
derived  from  the  underground-water  stratum,  and  is  not  filtered  river 
water.  Similar  conditions  obtain  at  Chester,  Wellsburg,  and  other 
West  Virginia  towns  along  the  Ohio  River,  which  derive  their  water 
supplies  from  cribs  or  wells  in  the  river  bed.  The  underground  waters 
along  the  Ohio  in  this  State  are  very  hard,  and  it  is  probable  that 
sufficient  underground  water  is  entering  the  Parkersburg  system  to 
raise  the  hardness  of  that  supply,  during  a  large  portion  of  the  year, 
above  that  of  a  filtered  river  water,  such  as  would  be  obtained  by  rapid 
sand  filtration. 

TABLE  6. — Results  of  Chemical  Analyses  of  Water,  Xewell 

W^ATER-WORKS. 

(Results,  in  parts  per  million.) 


Date. 


Source. 


Color 

Turbidity 

Total  ash 

Loss  on  ignition . . . . 

Free  ammonia 

Alb.  ammonia  .   . . . 

Nitrites 

Nitrates 

Chlorides 

Oxygen  consumed. 

Total  hardness 

Alkalinity 

Iron 

Sulphates 


River. 


19. 
220. 

180. 
135. 
0.036 
O.U 
0.015 
0.18 

11.8 
6.0 

59. 
9.5 
6,6 

72. 


March  19th,  1917. 


Drilled  well. 


0. 
0. 
195. 
90. 
0.006 
0.014 
0. 

0.70 
10.6 
0.50 
175. 
ISO. 
0.5 
98. 


Tap. 


0. 

0. 
185. 
90. 

0. 

0.012 

0.002 

1.04 

6.9 

0.8 
153. 
95. 

0.05 

u. 


i!Text,  considering  the  character  of  the  water  from  the  standpoint  of 
turbidity  and  color:  No  analyses  of  the  tap  water  made  at  the  State 
Laboratory  have  ever  shown  either  color  or  turbidity.  The  highest 
turbidity  recorded  by  Dr.  L.  O.  Rose,  of  Parkersburg,  who  made  daily 
tests  throughout  1913  and  frequent  analyses  since  then,  was  15.  This 
followed  a  flood  in  the  Miskindum  River  which  empties  into  the  Ohio 
a  few  miles  above  Parkersburg.  At  the  time  of  the  flood,  Dr.  Rose 
informs  the  writer,  the  results  of  ten  very  careful  determinations  of 
the  turbidity  of  the  Ohio  at  the  filtration  plant  showed  25  000  parts  per 
million,  almost,  if  not  quite,  "straight  mud."  In  the  fall  of  191G,  the 
writer  had  one  of  his  assistant  engineers,  Mr.  Ellis  S.  Tisdalo,  visit 
some  200  residences  and  places  of  business  in  Parkersburg  and  inquire 
whether  any  turbidity  had  ever  been  noticed  in  the  city  water  and 
whether  the  water  had  always  been  satisfactory  from  all  other  stand- 
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points.     Xot  a  single  person  interviewed  luid  anything  but  praise  for      Mr. 

,  ,  Tolman. 

the  supply. 

That  the  filtered  water  has  not  been  highly  turbid  at  times  is 
remarkable,  when  some  of  the  details  of  construction  of  the  plant  and 
of  operation  are  considered.  With  the  present  design  there  is  no 
method  of  telling  what  proportion  of  the  water  is  passing  through  each 
filter  unit.  This  is  particularly  dangerous,  when  it  is  considered  that 
the  pumps  suck  the  water  from  the  collecting  manifolds.  Thus,  if  the 
cover  over  any  one  filter  should  happen  to  be  very  thin,  this  unit  would 
be  operated  at  too  great  a  rate.  The  water  should  flow  by  gravity  from 
the  collecting  system  to  the  pump-well,  and  each  filter  unit  should  be 
provided  with  a  rate  controller  or  a  recording  Venturi.  Such  devices 
would  furnish  data  for  the  intelligent  control  of  the  filters.  As  it  is, 
back-flushing  is  now  conducted  with  no  rhyme  or  rhythm,  as  can  be  seen 
clearly  from  an  examination  of  Table  7,  which  shows  a  range  of  from 
only  1  300  000  gal.  pumped  per  flushing  to  more  than  92  000  000  gal. 

TABLE  7. 


1914. 

1915. 

1916. 

Mouth. 

No.  of 
flushin}?s. 

Gallons 
pumped. 

No.  of 
flushint^s. 

Gallons 
pumped. 

No.  of 
flushings. 

Gallons 
pumped. 

January 

February 

Ma-ch 

10         i    103  280  000 
25              118  180  000 
80               95  690  000 

0               92  460  000 
10               9.5  350  000 
35              115  170  000 
20              119  600  000 
10              105  690  000 
2U              140  830  000 

5                91  940  000 
10          1      93  770  000 
]5          '     104  560  0(K) 

10 
30 
30 
45 
60 
10 
15 
40 
75 
10 
15 
15 

113  030  000 
100  600  000 

86  910  000* 
88  630  000 

115  880  000 
99  760  000* 
98  760  000 
126  800  000 
101500  000 
108  690  000 

87  610  000 
91  500  000 

35 
75 
25 
40 
20 
5 
95 
60 
47t 
25 
JO 
70 

122  830  000 

97  560  000 
87  350  000 

113  710  000 

May 

97  970  000 

92  520  000 

July 

August 

September 

October 

November 

December 

125  570  000 
104  300  000 

114  960  000* 
97  880  000 
92  540  000 

115  220  0(10 

*  Meter  stopped.    ■ ' '' 
+  Filters  cleaned. 

The  frequency  with  which  the  filters  are  flushed  at  present  depends 
in  no  way  on  the  quantity  of  water  pumped  or  the  character  of  the 
water.  It  is  the  writer's  opinion  that,  in  the  absence  of  any  control- 
ling devices  on  the  units,  daily  tests  of  the  turbidity  of  the  river  should 
be  made,  which,  combined  with  the  stage  of  the  river,  whether  rising 
or  falling,  and  the  quantity  of  water  pumped,  would  probably  serve  as 
a  basis  for  more  intelligent  filter  operation.  As  it  costs  approximately 
$5.80  per  million  gallons  to  pump  the  water,  and  as  between  40  000  and 
50  000  gal.  are  used  in  a  single  flush,  it  will  be  seen  that  back-flushing 
has  cost  as  much  as  $100  per  month,  a  figure  which  could  be  reduced 
materially  if  more  thought  were  given  to  the  problem. 
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Mr.  As  to  the  purity  of  the  water  obtained  by  the  so-called  Smith  sys- 

tem, at  Parkersburg :  The  analyses  mado  by  Dr.  Rose,  up  to  the 
spring  of  1916,  showed  a  bacterial  efficiency  ranging  from  95  to  100%, 
with  an  average  of  about  98.8  per  cent.  In  the  spring  of  1916,  the 
analyses  made  each  month  by  the  State  Hygienic  Laboratory  began 
to  show  high  bacterial  counts  and  the  presence  of  the  colon  organism 
in  the  filtered  water.  Dr.  Rose  then  started  making  check  analyses, 
and  obtained  similar,  though  less  pronounced,  results.  To  correct  this 
condition,  the  city,  in  June,  1916,  erected,  in  the  pump-house,  a  Wallace 
and  Tiernan  chlorinating  plant.  The  public  has  never  been  advised 
of  this  fact  for  fear  that  all  manner  of  tastes  and  odors  would  be 
detected  immediately.  The  results  of  the  bacteriological  analyses  have 
been  more  satisfactory  since  chlorination  was  begun,  but  the  count  is 
still  higher  than  it  should  be,  and  the  colon  organism  is  frequently 
encountered  in  10-cu.  cm.  samples.  It  is  possible  that  the  coli  found 
are  entering  at  the  reservoir.  The  water  in  the  reservoir,  owing  to  the 
location  of  the  inlet  and  outlet  pipes,  has  very  little  circulation,  and 
probably  some  of  it  has  stood  there  for  many  months.  Dr.  Rose  informs 
the  writer  that  samples  taken  at  a  depth  have  always  shown  a  marked 
colon  content. 

In  commenting  on  the  results  of  the  chemical  analyses  (Table  5), 
Mr.  Cook  states: 

"In  general,  the  purification  is  not  all  that  can  be  desired,  as  shown 
by  the  figures  for  ammonia  (free),  nitrates,  and  oxygen  consumed  in 
one  or  more  of  the  last  three  samples.  The  city  drinking  water,  on 
the  whole,  is  of  fair  quality,  but  there  is  room  for  improvement,  before 
it  can  be  considered  a  first-class  drinking  water." 

It  may  be  said,  however,  that  Parkersburg  has  a  satisfactory  and 
safe  water  supply  which  is  being  delivered  to  the  consumer  at  very 
low  cost. 

The  writer  has  frequently  heard  the  so-called  Smith  system  of  filtra- 
tion condemned,  on  the  ground  that  it  cannot  produce  a  safe  or  satis- 
factory water.  This,  he  feels,  is  a  mistake.  At  Owensboro,  Ky.,  Galli- 
polis,  Ohio,  Chester  and  Newell,  W.  Va.,  and  at  other  places  using 
systems  in  many  ways  similar  to  that  at  Parkersburg,  the  water  is 
satisfactory,  both  from  chemical  and  bacteriological  standpoints.  At 
Chester  and  Newell,  the  colon  organism  has  never  been  encountered, 
to  the  writer's  knowledge,  and  yet  no  disinfectant  is  used. 

It  is  the  writer's  opinion  that  the  Smith  system  of  filtration  can 
furnish  a  satisfactory  water  at  a  low  operating  cost,  provided  nothing 
happens  to  injure  the  under-drains  in  the  river,  the  problems  of  proper 
back-flushing  being  largely  those  of  design  and  operation.  It  would 
app(!ur  th(!u  that,  other  tilings  being  equal,  the  choice  of  the  Smith 
system  over  a  rapid  sand  filter  hinges  on  a  gambling  chaiu-e,  the  engi- 
neer betting  that  nothing  will  happen  to  the  collecting  drains  against 
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the  high  cost  of  chemicals.     If  he  wins,  the  profit  to  the  city  is  large,      Mr. 
but,  if  he  loses,  the  city  may  pay  in  life,  as  well  as  in  money.  Toiman. 

An  interesting  example  of  what  may  happen  is  afforded  by  experi- 
ence at  "Wellsburg,  W.  Va.,  in  1916.  The  water  supply  of  this  town  is 
derived  from  wells  in  the  Ohio  River,  about  100  ft.  from  the  shore. 
These  wells  are  constructed  of  GO-in.  cast-iron  pipe  set  vertically  in 
the  river  bed,  with  their  upper  ends  3  ft.  below  the  surface  of  the 
sand.  The  bottoms  of  the  pipes  were  left  open,  but  the  tops  were 
sealed  with  iron  caps  leaded  into  the  bells  of  the  pipe. 

The  main  suction  line  from  the  wells  to  the  pump  was  provided 
with  four  branches,  each  branch  extending  through  the  cap  of  one  of 
the  wells.  This  system  had  been  in  use  for  a  number  of  years,  and  had 
furnished  a  satisfactory  drinking  water.  In  the  spring  of  1916,  how- 
ever, one  of  the  wells  began  to  settle,  which  caused  a  crack  in  the 
suction  main,  and  raw  water  entered  the  system.  A  typhoid  outbreak 
of  several  cases  and  one  death  followed  shortly. 

When  the  supply  was  first  used,  it  was  possible  to  go  back  and 
forth  in  rubber  boots  over  the  surface  of  the  sand-bar  in  which  the 
wells  were  placed,  consequently,  the  cost  of  the  original  construction 
was  comparatively  small.  Since  then,  however,  the  Federal  Govern- 
ment has  built  a  dam  across  the  Ohio  just  below  Wellsburg,  increasing 
the  depth  of  the  water  over  the  bar  by  several  feet.  Investigation  has 
shown  that  the  cost  of  repairs  to  the  well  system  would  be  almost  pro- 
hibitive, and  the  town  contemplates  abandoning  the  present  supply 
entirely  and  looking  for  a  new  source. 

That  a  similar  accident  might  happen  to  the  Parkersburg  system 
is  shown  clearly  by  the  finding  last  fall  (1916)  of  the  broken  strainer 
pipe  which  nearly  caused  a  blow-out  in  the  sand  bed. 

However,  it  must  be  stated  that  considering  the  lack  of  skilled 
attention  given  to  this  plant  since  it  was  put  in  commission,  it  has 
shown  remarkable  results.  The  plant  is  virtually  in  charge  of  the  man 
at  the  pump,  who,  although  very  able,  does  not  have  the  intimate  engi- 
neering knowledge  necessary  for  the  proper  operation  of  a  practically 
untried  form  of  filtration.  The  Water  Commissioners  are  not  trained 
engineers,  and  their  supervision  extends  primarily  to  the  financial  side 
of  the  water-works  problem.  Parkersburg  has  adopted  a  very  short- 
sighted policy  in  not  placing  a  trained  man  in  charge  of  the  operation 
of  the  plant,  and  the  fruits  of  this  policy  are  now  being  noticed.  It 
is  probable  that,  if  the  plant  had  been  operated  scientifically,  instead 
of  in  the  hit-or-miss  fashion  of  the  past,  the  results  would  have  been 
more  to  the  credit  of  the  system. 

William  M.  Hall,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  is  Mr. 
gratified  with  the  extent  of  the  discussion,  and  wishes  to  express  his     *  " 
appreciation  to  each  of  those  who  have  contributed  to  it.  :' 

*  Parkersburg,  W.  Va. 
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Mr.  The  preliminary  investigations  for  a  new  water  supply  for  Parkers- 

burg were  coniinenced  by  Senator  Camden— at  his  own  expense — 
as  early  as  about  1903,  and  were  continued  from  time  to  time 
until  Mr.  Knowles  was  engaged  in  1908.  During  this  period  he  con- 
ferred with  the  writer  many  times.  As  stated  by  Mr.  Fuller,  two 
factions  of  the  citizens  were  developed,  one  led  by  Senator  Camden 
favoring  a  well  supply,  and  the  other  led  by  the  mayor  of  the  city 
at  that  time,  favoring  a  mechanical  filtration  system.  Senator 
Camden  spent  several  thousand  dollars  of  his  personal  funds  in  extend- 
ing the  information  as  to  the  available  natural  supply  obtainable  from 
wells,  and,  besides,  devoted  much  of  his  time  to  gathering  information, 
locally  and  in  the  Ohio  Valley,  relative  to  the  subject.  He  also  pre- 
sented the  city  with  a  tract  of  43  acres  for  water- works  purposes,  but 
this  was  lost  by  the  failure  to  adopt  the  well  system. 

The  mayor  in  office  at  that  period  was  skillful  enough  to  \ise 
the  subject  so  as  to  obtain  two  elections  therefrom,  but,  on  the  third, 
it  resulted  not  only  in  his  complete  downfall,  but  also  in  changing 
the  three-headed  form  of  city  government — consisting  of  a  council, 
board  of  affairs,  and  mayor — to  one  of  simply  a  mayor  and  four  com- 
missioners working  as  a  single  body. 

Mr.  Johnson  and  others  who  wish  for  more  data  on  the  investiga- 
tions by  Mr.  Knowles  and  Messrs.  Fuertes  and  Fuller,  in  reference 
to  the  natural  available  well  supply  on  the  Camden  Farm,  the  capacity 
of  the  wells,  the  comparison  of  the  several  waters  chemically,  the  bac- 
teria, B.  coli,  and  bacteria  count,  should  obtain  printed  copies  of  these 
reports  from  the  city  clerk;  they  contain  many  valuable  data,  too 
extensive  for  this  paper. 

A  copy  of  the  test  made  under  the  direction  of  Edward  Mayo  Tol- 
man,  Jun.  Am.  Soc.  C.  E.,  Chief  Engineer  of  the  State  Board  of  Health, 
for  the  fiscal  year  past,  as  prepared  by  him  and  given  out  for  publication 
under  date  of  August  13th,  1917,  is  given  in  Table  8. 

In  a  further  report,  in  reference  to  this  supply,  Mr.  Tolman  says: 

"The  Parkersburg  water  supply  is  undoubtedly  safe  for  consumption. 
*  *  *  A  few  samples  have  been  pronounced  unsafe,  and  a  few 
more  suspicious.  Some  of  the  unsafe  samples  are  undoubtedly  due 
to  the  length  of  time  elapsing  between  their  collection  and  analysis. 
To  be  truly  representative  of  the  water,  an  analysis  should  be  made 
within  a  very  few  hours  after  the  sample  has  been  collected,  and  yet 
at  least  one  set  of  samples  was  5  days  in  reaching  tlie  laboratory — 
ample  time  for  the  bacteria  present  to  develop  in  untold  numbers. 

'■As  for  the  poor  samples  that  cannot  be  accounted  for  in  this 
manner,  you  must  realize  that  Parkersburg  has  practically,  if  not 
actually,  the  only  filter  ])lant  in  tlio  State  that  is  not  using  largo 
amounts  of  chemicals  to  obtain  a  satisfactory  water.  The  addition  of 
these;  chemicals  is  a  large  factor  in  reducing  the  number  of  bacteria. 
If  Parkersburg  will  slightly  increase  the  amount  of  chlorine  now  used, 
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Mr.    the  bacteria  contents  of  her  drinking  water  can  be  made  as  low  as 
^*"-  that  in  any  supply  in  the  State.    I  have  instructed  one  of  my  assistants 
to   tabulate   the  results   of   analyses,  and   I   am   enclosing  these   data 
herewith. 

"You  will  note  that  pump  house  sam])les  have  but  seldom  shown 
coli,  one  of  these  times,  8/10/16,  evidently  being  a  fluke,  as  the  colon 
was  found,  yet  no  bacteria  were  present;  a  second  was  found  in  a  set 
of  samples  that  was  five  days  in  transit,  and  the  third  and  only  other 
time  in  a  set  of  samples  in  which  both  the  tap  and  reservoir  showed 
up  remarkablj'  well." 

In  consideration  of  such  a  showing  as  to  quality  and  cost,  and 
the  further  fact  that  Mr.  Gray,  who  passed  on  the  final  design  of  the 
infiltration  system  in  use,  has  a  professional  experience  of  such  wide 
extent  as  to  be  equalled  by  very  few  of  his  professional  brethren,  it 
appears  that  Mr.  Fuertes's  strictures  on  page  824  might  have  been 
best  withheld  until  the  Parkersburg  system  is  more  thoroughly  tried 
out. 

The  writer  omitted  descriptions  of  the  filters  and  their  operations 
for  the  reason  that  they  could  be  given  better  by  Mr.  Gray  or  his  assist- 
ant, Mr.  Leland.  As  they  have  not  done  this,  the  writer  will  answer 
briefly  some  of  the  queries  suggested  in  reference  to  the  general 
design. 

Referring  to  the  plan  of  the  filter  system  (Fig.  14) :  Each  of 
the  five  units  in  the  system  is  connected  independently  w4th  the 
pumps  and  flushing  tank  by  an  18-in.  pipe,  with  valves  for  shutting 
off  one  or  more  units  from  the  remainder  of  the  system,  for  back- 
flushing  or  cleaning  the  filters.  At  first,  12-in.  pipes  were  proposed, 
but  18-in.  pipes  were  adopted,  in  order  to  reduce  friction  and  vacuum, 
and  to  regulate  the  supply  better  when  flushing. 

The  design  first  considered  for  the  pump,  well,  and  pipes  provided 
that  the  strainer  pipes  should  flow  into  the  well  by  gravity,  which 
required  a  well  some  20  ft.  deeper  than  built.  The  writer  still  ques- 
tions the  advisability  of  the  change  in  the  i^lan.  The  principal 
objection  to  the  arrangement  as  constructed  is  the  vacuum  produced 
in  the  suction  pipes  and  the  resulting  injury  to  the  filter  beds  by  the 
great  increase   in  the  draft   on   them. 

In  flushing  through  the  18-in.  pipes,  the  flushing  water  can  be 
delivered  to  the  strainer  pipes  with  any  desired  rapidity  or  pressure. 
It  is  true  that  the  water  issuing  from  the  strainers  will  take  the 
line  of  least  resistance  in  rising  to  the  surface,  and  it  is  almost 
surprising  that  so  few  blow-holes  have  been  found.  However,  the 
writer  realizes  that  they  might  become  a  serious  source  of  contam- 
ination. 

The  best  method  of  removing  the  sand  and  gravel  covering  the 
strainer  pipes,  the  extent  of  such   needed  renewals,  the  necessity  of 
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repairing  the  pipes,  aud  other  requirements  of  operation  which  will  Mr. 
occur  as  the  system  grows  older,  are  yet  to  be  developed.  However, 
it  is  now  apparent  that  extensive  work  in  sand  renewal  or  cleaning 
will  only  be  required  at  intervals  of  several  years.  When  such  exam- 
ination is  made,  should  it  be  found  that  the  polluted  sand  and  gravel 
extends  all  the  way  down  to  the  strainer  pipes  and  that  a  coffer-dam 
is  required  for  such  renewal,  even  in  that  case,  the  cost  should  hardly 
equal  half  the  cost  of  first  construction.  Should  it  be  found  that  it 
is  necessary  to  renew  only  the  top  sand,  and  that  the  work  can  be 
done  in  the  wet,  without  a  coffer  for  unwatering,  it  will  cost  only 
a  small  fraction  of  the  first  cost.  Since  the  filters  were  constructed, 
the  Government  has  built  a  dam  in  the  Ohio  Eiver  below  them,  which 
at  pool  stage  puts  about  11  ft.  of  water  on  them. 

The  writer  is  of  the  opinion  that  the  City  should  be  advised  at 
all  times  of  the  extent  and  depth  of  the  pollution,  both  in  order  to 
maintain  the  water  at  a  higher  standard  of  quality  and  also  to  be 
able  to  renew  the  affected  sand  and  gravel  before  the  pollution  ap- 
proaches so  close  to  the  strainer  pipes  as  to  affect  seriously  the  quality 
of  the  water  or  make  a  coffer  for  cleaning  imperative.  However, 
thus  far,  the  system  has  been  operated  without  any  such  knowledge  or 
any  attempt  to  obtain  it.  In  fact,  except  for  the  back-flushing  and 
the  3  or  4  days'  work  done  by  Mr.  Leland  in  the  fall  of  1916,  no  work 
has  been  done  on  the  filters  since  their  construction,  not  even  to  the 
extent  of  taking  soundings  in  order  to  discover  blow-holes. 

From  Mr.  Tolman's  commendation  of  this  system,  as  previously 
cited,  it  is  not  clear  that  the  State  Board  of  Health  would  take  such 
action  as  suggested  by  Mr.  Knowles.  In  fact,  it  appears  that  any 
city  having  similar  favorable  conditions  for  such  a  water  supply 
would  have  no  serious  trouble  in  obtaining  the  State  Board's  approval 
for  a  similar  plant. 

It  may  also  be  well  to  remember  that  the  State  Board  is  a  creature 
of  the  State  and  the  people,  and  this  is  a  day  when  the  autocrat  of 
state,  religion,  and  science  seems  to  be  passing. 

AVhen  this  system  was  adopted,  the  writer  thought  the  conditions 
for  a  well  system  were  so  favorable  that  it  was  unwise  for  the  City 
to  take  the  hazard  involved  in  the  experimental  system  adopted;  but 
his  associates  were  so  much  in  favor  of  doing  so,  on  Mr.  Gray's 
recommendation,  that  the  writer  finally  concurred  with  them.  The 
fact  that  the  system  in  use  has  its  source  in  the  same  underground 
supply  as  the  proposed  wells  would  appear  to  be  more  of  a  commenda- 
tion than  otherwise.  After  further  study,  he  thinks  that  Mr.  Knowles 
will  conclude  that  there  is  a  great  difference  between  it  and  the 
old  failing  crib  system  tried  by  so  many  Ohio  Valley  towns. 

On  page  825  Mr.  Fuertes  makes  a  comparison  of  the  cost  of  the 
mechanical  filter  system  proposed  by  himself   and  Mr.   Fuller,   with 
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Mr.    a  statement  of  cost  of  the  new  construction  as  actually  made.     The 
^     details  of  their  estimate,  as  taken  from  their  report,  is  as  follows: 

Intake  and  intake  well $4  000 

Filtration   plant  complete 50  800 

Low-lift  pumping  equipment 3  000 

Main  pumping  station,  including  all  machinery  except 

low-lift    pumps 51  000 

Dike  and  grading 10  000 

Force  main  to  reservoir 25  500 


$144  300 
Add  15%  for  contingencies  and  supervision 21  645 


$165  945 


A  comparison  of  this  estimate  with  the  statem.ent  of  the  completed 
work  on  pages  780  and  781,  including  many  things  not  in  their  estimate, 
is  hardly  relevant. 

The  following  are  the  only  items  in  their  estimate  which  are  of 
importance  in  making  a  comparison  of  the  filters: 

Intake    $4  000 

Filtration    plant 50  800 

Low-lift  pumps 3  000 

Dike  and  grading 10  000 

$G7  800 
15  per  cent 10  170 


$77  970 


These  are  the  figures  the  Commission  used  in  comparing  the  cost 
of  the  mechanical  filter  with  the  one  included  in  the  Smith  contract. 
The  contract  price  was  less  than  the  foregoing  estimate.  With  some 
additions,  made  after  the  first  letting,  the  final  cost  was  $80  700. 
This  included  all  the  work  in  the  river,  and  the  suction  pipes  up  to 
the  pump  well. 

As  stated  in  detail  hy  Mr.  Burgess  (page  813),  Mr.  Fuertes 
estimated  tlie  cost  of  operating  the  mechanical  system  proposed  by 
himself  and  Mr.  Fuller,  with  the  pumping  station,  at  $24  000  per  year. 

After  looking  over  the  accounts  of  the  actual  oijcratiou  of  the 
Hystem  in  use  for  the  past  two  years,  in  connection  with  the  entire 
department  accounts,  the  writer  feels  satisfied  that  the  cost  of  oper- 
ating the  pumping  station,  including  all  the  costs  of  putting  the  water 
in  the  City  lleservoir  and  service  pipes,  has  been  less  than  $12  000 
per   year.      Therefore,    in   the    period   during    which    it   has   been    in 
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operation,    as    compared    with    a    mechanical    filter,    as    estimated   by  Mr. 
Messrs.    Fuller    and    Fuertes,    it    has    effected    a    saving    of    not   less 
than  $65  000. 

There  are  only  five  men  in  the  service  of  the  City  operating  the 
entire  pump  station,  day  and  night.  As  given  in  detail  on  page  781, 
the  cost  of  managing  and  operating  the  filters  has  been  insignificant, 
as  compared  with  the  requirements  of  a  mechanical  system,  and  the 
effluent  is  unquestionably  much  more  pleasing  to  the  consumers  than 
some  of  the  water  from  mechanical  systems. 

Relative  to  this  matter,  the  following  figures  and  data  obtained 
from  the  City  Auditor's  report  of  accounts  for  the  fiscal  year  ending 
June  30th.  1917,  are  interesting  and  pertinent: 

''Xo  payment  has  ever  been  made  for  either  the  old  water-works 
system  or  the  new,  for  either  construction,  niaintenauce,  or  operation, 
except  that  obtained  from  bonds  and  for  water  rentals.  The  average 
rate  collected  for  metered  water  during  the  fiscal  year  ending  June 
30th.  1917,  was  7.33  cents  per  100  cu.  ft.,  or  per  748  gal.  During  the 
year  the  quantity  of  water  which  passed  through  the  pump  station, 
as  measured  b.-v-  a  Venturi  meter,  was  170  000  000  cu.  ft.,  or  an  average 
of  3  4S4  000  gal.  per  day. 

"54  4S3  061  cu.  ft.  passed  through  the  consumers'  meters,  for  which 
the  city  received  about  $40  000. 

"From  consumers  paying  monthly  rental  it  received  about  $20  000." 

Therefore,  it  appears  that  a  little  less  than  half  the  water  pumped 
produces  all  the  revenue,  and  the  remainder  was  used  for  sprinkling, 
fires,  sewer  flushings,  leakage,  or  by  some  unknown  loss  or  waste. 

Xotwithstunding  this  low  rate  and  the  apparently  excessive  waste 
and  leakage,  the  water-works  fund  is  in  a  healthy  condition.  The 
bonds  for  the  old  water-works  were  long  since  paid.  There  is  in  the 
sinking  fund,  for  paying  new  bonds,  more  than  $92  000,  and  there  is  a 
surplus  in  hand  of  more  than  $20  000. 

The  writer  prepared  this  paper  solely  for  the  benefit  of  the  Profes- 
sion and  the  City  of  Parkersburg,  and  wishes  again  to  express  his 
appreciation  to  those  who  have  discussed  it,  and  especially  to  Mr. 
Burgess  for  the  data  furnished,  and  to  Mr.  Potter  for  his  discussion 
of  the  Bacillus  coli  and  other  remarks. 

It  now  appears  that  the  Parkersburg  filters  will  probably  be  a  suc- 
cess; but  should  the  future  develop  any  surprises,  there  may  be  a 
question  as  to  whether  such  results  are  due  to  an  incurable  defect  in 
design,  or  other%vise. 
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Paper  No.   1396 

MULTIPLE-ARCH  DAMS 
ON  RUSH  CREEK,  CALIFORNIA* 

By  L.  E.  Jorgensen,  M.  Am.  Soc.  C.  E. 


With  Discussion  by  Messrs.  F.  O.  Blackwell,  A.  D.  Flikn,  F.  W. 

SCHEIDENHELM,     EdWARD    WeGMANN,    WaLTER    J.     DoUGLAS,    EdWIN 
DURYEA,     L.     H.     NlSHKIAN,     GrARDNER     S.     WiLLIAMS,     GeORGE     W. 

HowsoN,  AND  L.  R.  Jorgensen. 


Synopsis. 
This  paper  describes  the  design  and  construction  of  two  multiple- 
arch  dams  built  during  the  summers  of  1915  and  1916.  The  deter- 
mination of  span  length  is  first  discussed,  followed  by  general  rules 
for  the  selection  of  the  angle  subtended  by  the  individual  arches.  It 
is  pointed  out  how  the  arch  slope  affects  the  load  distribution  on  the 
arches,  and  the  stability  of  the  buttresses.  Stress  diagrams  for  the 
arches  and  buttresses  are  given,  most  of  the  calculations  being 
graphical.  The  increase  in  deformation  of  concrete  under  sustained 
load,  and  its  effect  on  stresses  due  to  temperature  changes  is  brought 
out,  and  an  attempt  is  made  to  show  that  the  time  factor  (time  interval 
between  the  occurrence  of  maximum  and  minimum  temperature)  can 
to  some  extent  be  depended  on  to  prevent  or  minimize  temperature 
cracks.  To  stiffen  the  buttresses,  counterforts  are  used  in  connection 
with  struts.  Test  results  of  the  concrete  as  used  are  given.  Com- 
pression specimens  were  made  in  the  field,  and  aged  there,  not  under 
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laboratory  conditions,  but  out  in  the  open  dry  atmosphere.  The 
up-stream  faces  of  the  arches  were  covered  with  a  1:2  coat  of 
cement  and  sand,  applied  witli  a  cement  p:un.  In  conclusion,  some  cost 
data  are  presented. 

Introduction. 

During  the  last  few  years  several  multiple-arch  dams  have  been 
built  in  the  United  States,  and,  thus  far,  have  been  very  successful  in 
operation.  Undoubtedly,  many  more  would  have  been  constructed  had 
a  thorough  knowledge  of  their  design  and  construction  been  more  gen- 
eral among  dam-building  'engineers.  There  are  places  where  rock  or 
earth  fill  dams,  or  a  combination  of  the  two,  are  now  built,  where 
multiple-arch  dams  could  have  been  constructed  more  economically, 
and  they  would  have  been  more  substantial. 

Although,  under  ordinary  conditions,  a  rock  or  earth  fill  dam  can 
be  constructed  with  a  sufficient,  although  unknown,  factor  of  safety, 
such  dams  are  absolutely  unsafe  under  abnormal  conditions,  such  as 
when  water  accidentally  passes  over  the  crest.  It  is  a  well-known  fact 
that  nearlj-  all  failures  have  been  due  to  this  cause.  Water  passing 
over  the  crest  of  a  multiple-arch  dam  would  not  destroy  it,  and,  for  a 
more  or  less  limited  time,  would  not  hurt  the  foundation,  if  this  was 
otherwise  at  all  safe  for  such  a  structure.  A  multiple-arch  dam  requires 
a  good  fovmdation,  as  the  load  is  concentrated  on  the  buttresses,  and 
settlement  of  these  would  be  likely  to  cause  the  collapse  of  adjoining 
arches.  Whenever  the  foundation  is  solid  rock,  however,  a  multiple- 
arch  dam  can  be  constructed  and  will  be  as  substantial  as  any,  and 
more  substantial  than  most  types.  The  stresses  and  dimensions  can 
be  calculated  with  great  accuracy.  The  factor  of  safety  of  such  a 
structure,  therefore,  is  known  within  narrow  limits,  assuming  first-class 
construction,  and  on  that  account,  precedents  should  not  be  given  so 
much  consideration  as  with  rock  and  earth  fill  dams.  These  latter 
cannot  be  subjected  to  calculation  of  stresses,  and  therefore  have  to 
be  built  mostly  along  lines  dictated  by  precedents.  In  general,  it  can 
be  said  that  a  multiple-arch  dam  of  small  and  medium  height  (less 
than  100  ft.  high)  will  cost  less  to  construct  than  a  rock  fill  dam, 
especially  if  the  latter  is  provided  with  something  better  than  a  wooden 
up-stream  face  for  the  water-tight  cut-off.  Perhaps  only  in  rare  cases 
would  there  be  occasion  for  comparing  the  relative  costs  of  a  multiple- 
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arch  and  a  strictly  earth  fill  dam,  because,  if  there  is  enough  suitable 
earth  to  construct  an  earth  dam,  a  sufficiently  good  foundation  for  a 
multiple-arch  dam  and  sufficient  good  building  material  for  such  a 
dam  are  not  likely  to  be  found  at  the  same  place,  and  vice  versa. 

For  a  multiple-arch  dam  higher  than,  say,  130  ft.,  the  quantity  of 
building  material  required,  and  therefore  the  cost  of  such  a  structure, 
increases  quite  rapidly,  due  mainly  to  the  fact  that  the  buttresses 
become  very  large  and  require  more  bracing.  Ev^entually,  therefore, 
a  limit  of  height  is  reached,  where  it  will  be  more  economical  to  build 
a  single  arch  across  the  canyon,  unless  the  latter  is  very  wide.  This 
limit  of  height  for  any  dam  can  only  be  found  by  trying  all  the  types 
possible  of  application,  as  the  shape  of  the  dam  site  has  also  quite  an 
infiuence  on  the  design. 

The  Design  of  the  Multiple- Arch  Dam. 

The  first  thing  to  be  determined  is  the  length  of  each  individual 
span.  Unless  there  should  be  strong  reasons  for  using  different  span 
lengths  for  the  several  arches  making  up  the  complete  structure,  all 
spans  should  be  the  same,  in  order  to  facilitate  the  form  work.  Theo- 
retically, the  shorter  the  spans,  the  less  the  material  required  for  the 
arches.  The  material  required  for  the  buttresses  remains  theoretically 
the  same,  no  matter  what  length  of  span  is  chosen.  Although  a  dam 
consisting  of  small  spans  takes  less  material  than  one  where  the  spans 
are  larger,  the  cost  of  construction  may  not  necessarily  be  less.  The 
form  work  becomes  more  extensive,  and  it  is  more  difficult  to  place 
the  concrete  and  reinforcing  steel  in  the  resulting  narrow  space 
between  the  form  boards  than  in  a  wider  space.  Thin  arch  walls  are 
more  likely  to  collapse  than  thicker  ones,  and  thin  buttresses  would 
require  elaborate  bracing  in  order  to  prevent  their  collapse  long  before 
their  crushing  strength  had  been  reached.  It  is  the  arch  that  holds 
the  water  back,  and  therefore  the  water-tightness  of  the  dam  is  to  some 
extent  a  function  of  the  thickness  of  this  wall,  although,  to  a  much 
larger  extent,  it  depends  on  the  quality  of  the  building  material  (con- 
crete) used. 

Taking  all  these  facts  into  consideration,  it  may  be  stated  that  the 
practical  and  most  economical  span  lies  between  the  limits  of  30  and 
50  ft.  For  high  dams,  the  economical  span  is  near  the  upper  limit; 
for  low  dams,  it  is  near  the  lower  limit.     A  40-ft.  span  would  be  a 
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good  average  value  for  ordinary  cases,  and  is  chosen  in  the  present 
instance. 

The  next  feature  to  be  determined  is  the  length  of  the  up-stream 
radius.  It  is  known  that  the  most  economical  arch*  is  the  one  that 
subtends  an  angle  of  133^,  and  that,  for  variations  of  about  10%  on 
each  side  of  this  angle,  the  difference  in  economy  is  very  small.  For 
tlie  dams  to  be  described  later  the  subtended  central  angle  at  the 
up-stream  face  is  120°,  or,  to  be  exact,  119°  57'.  The  volume  of  the 
arch  has  thereby  been  increased  approximately  1%  above  the  theoretical 
minimum,  but.  at  the  same  time,  the  thickness  has  been  increased  6%, 
thereby  decreasing  the  ratio  of  thickness  of  arch  to  length  of  arch! 
which,  for  structural  reasons,  is  a  desirable  feature,  at  least  toward 
the  crest  where  the  thickness  is  small  compared  with  the  length.  This 
also  decreases  the  probability  of  percolation  by  decreasing  the  area  of 
the  wetted  surface,  and  by  increasing  the  thickness  of  the  wall. 

With  the  subtended  angle  (120°)  and  the  span  (40  ft.)  decided,  the 
length  of  the  up-stream  radius  is  calculated  to  be  23.1  ft.  To  facilitate 
form  work,  the  length  of  this  radius  is  kept  constant  from  crest  to 
foundation,  except  as  noted  later.  Incidentally,  this  gives  also  the 
most  economical  arch,  as  the  subtended  angle  is  thereby  kept  practically 
constant.  The  arch  is  given  a  slope  with  the  horizontal  of  50°,  in 
order  that  the  water  pressure,  acting  on  the  vertical  projection  of  this 
slope,  may  tend  to  cut  down  the  shearing  stress  on  the  buttresses  to 
zero,  or  to  some  insignificant  value. 

The  arch  carries  the  total  water  load  and  a  large  part  of  the  load 
due  to  its  own  weight.  A  preliminary  arch  thickness  may  be  found  by 
the  simple  formula, 

P  X  Ru  =  qX  t (1) 

in  which  P  equals  the  water  pressure,  in  pounds  per  square  foot; 
Ru  equals  the  length  of  the  up-stream  radius,  in  feet;  q  equals  the 
average  stress,  in  pounds  per  square  foot,  of  the  area  of  the  dam  section 
under  consideration;  and  t  equals  the  thickness  of  the  dam,  in  feet,  at 
any  given  horizontal  elevation.f 

♦The  thickness  of  any  horizontal  aroh  slice  (elliptical  with  major  axis  =  -  ^"       and 
t'JfciSar  tr!l  T    ^"V'  T^''"  '^u"'*^"*   ^^""^   abutment  to  abutment.   anTtherefore 
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After  the  thickness,  t,  has  been  determined,  at  as  many  points  as 
thought  necessary,  say  every  10  ft.  apart  in  elevation,  the  weight  of  the 
arch  can  be  calculated  and  the  additional  arch  stress  due  to  this  load 
determined.  If  the  total  stress  is  found  to  be  excessive,  a  new  thick- 
ness will  have  to  be  chosen. 

Due  to  the  inclination  of  the  arch,  the  water  pressure  is  not  dis- 
tributed uniformly  between  the  crown  and  the  abutments  on  any 
imaginary  arch  slice  perpendicular  to  the  slope.  As  the  crown  is  at 
a  higher  elevation,  it  sustains  less  water  pressure  than  corresponding 
points  at  the  abutments. 

For  the  case  under  consideration— where  the  length  of  the  up- 
stream radius  is  23.1  ft.;  the  subtended  angle  is  120°;  and  the  inclina- 
tion of  the  arch  is  50°  with  the  horizontal  and  40°  with  the  vertical— 
a  point  at  the  crown  will  always  be 

^  X  sin.  40°  =  11.55  X  0.64379  =  7.424  ft. 

above  a  corresponding  point  at  the  springing  line.     Toward  the  crest 
this  difference  in  elevation  makes  a  large  difference  in  the  distribution 
of  the  load  on  the  face  of  the  arch,  and  therefore,  also,  in  the  location 
of   the   line   of   pressure   in   the   arch   ring.      Take,    for   instance,   an 
arch  slice  1  ft.  wide,  with  the  middle  of  the  crown  at  Elevation  5, 
and  with  the  middle  of  this  slice  at  the  springing  line  at  Elevation 
5  4-  7.424  =  Elevation  12.424.     With  reservoir  full  to  the  crest,  the 
water  load   at   the   middle  point   of  the   crown   would  correspond   to 
5  X  62.5  =  312.5  lb.  per  sq.  ft.,  whereas  the  water  pressure  at  the 
corresponding    point    at    the    springing    line    would    correspond    to 
12.424  X  62.5  =  776.5  lb.,  or  nearly  2.5  times  more  than  at  the  crown. 
At  lower  elevations  this  large  difference  (2.5  times)  rapidly  grows 
Jess,  and  becomes  unimportant  with  crown  elevations  below  Elevation 
15.     In  the  upper  portion  of  the  dam  the  radial  component  of  the 
arch  weight  borne  directly  by  the  arch  itself  tends  to  neutralize  the 
large  difference  in  water  pressure  between  the  crown  and  the  corre- 
sponding abutment  points,  as  this  weight  component  has  its  largest 
value  at  the  crown,  and  its  smallest  value  at  the  abutments.     This 
can  be  shown  most  clearly  by  a  graphical  method,  and  in  Figs.  1  and  2, 
two  arch  slices  are  drawn,  each  assumed  to  be  1  ft.  wide.     In  Fig.  1 
the  middle  of  the  crown  is  at  Elevation  5,  and  then  a  width  of  6  in. 
is  taken  on  each  side;  and  in  Fig.  2  the  cro\™  is  at  Elevation  10.    The 
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arch  is  divided  into  twenty  voussoirs,  and  the  forces  acting  on  these 
voussoirs  are  calculated.  These  forces,  though  not  distributed  uni- 
formly, are.  of  course,  symmetrical  on  both  halves  of  the  arch,  with 
respect  to  the  center  line  between  two  buttresses. 

On  the  right  half  of  each  diagram  are  shown  the  weights  of  the 
different  voussoirs  resolved  into  their  components.  The  weight  of  a 
voussoir  is  partly  transmitted  to  the  base  through  the  lower  portion 
of  the  arch,  and  partly  supported  by  the  arch.  The  last  component  is 
equal  to  the  total  weight  of  the  voussoir  multiplied  by  cos.  50°,  and  is 
set  off  vertically,  acting  through  the  center  of  gravity  of  each  voussoir. 
This  vertical  load  is  resolved  into  one  radial  component  and  one 
perpendicular  thereto.  The  radial  component  can  now  be  added 
directly*  to  the  water  load  on  the  same  voussoir,  which,  of  course,  is 
also  radial.  The  geometrical  sum  of  the  last  named  (perpendicular) 
components  represents  the  increased  axial  stress  toward  the  abutments. 

On  the  left  half  of  each  diagram  the  total  radial  forces  acting  on 
the  different  voussoirs  are  indicated.  A  polygon  of  forces  is  drawn, 
and,  by  using  this,  the  line  of  pressure  of  the  arch  can  be  determined 
by  drawing  lines  parallel  to  the  proper  rays  in  the  polygon  of  forces. 
It  is  plainly  seen  that  the  line  of  pressure  lies  decidedly  outside  the 
center  line  of  the  arch;  especially  is  this  true  of  the  arch  with  its 
crown  at  Elevation  5  (Fig.  1). 

Using  these  diagrams,  the  correct  shape  of  the  wooden  arch  trusses 
supporting  the  form  work  for  these  upper  elevations  can  be  ascertained. 
The  outside  members  of  these  trusses  are  made  elliptical  above  Eleva- 
tion 15,  as  shown  in  detail  on  Fig.  3,  in  such  a  way  as  to  bring  about 
coincidence  between  the  line  of  pressure  and  the  center  line  of  the 
arch.  At  Elevation  15  the  center  line  of  the  arch  and  the  line  of 
pressure  do  not  exactly  coincide,  but  they  are  close  enough  together 
to  allow  the  circular  shape  of  the  arch  to  be  used  with  entire  safety. 
Below  Elevation  15  the  arch  is  made  circular  in  a  plane  perpendicular 
to  its  sloping  axis,  and  above  Elevation  15  it  is  made  elliptical  in 
accordance  with  the  diagrams,  Figs.  1  and  2,  or  a  slight  modification 
thereof,  depending  on  how  far  below  the  crest  the  maximum  water 
level  is  to  be.     It  might  not  be  out  of  place  to  state  here  that  J.  S. 

•  For     greater     accuracy,     this     force     should     be     multiplied     by     the     ratio, 

length  of  mean   radius  ,.  t.       w  ,     »  ^  .     »v. 

, —  -, — . : T^ — .     It  has  been  neglected  in  the  present  case,  as  this  ratio 

length  of  up-stream   radius 
Is  very  close  to  unity. 
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Eastwood,  M.  Am.  Soc.  C.  E.,  who  has  been  very  prominent  in  bring- 
ing into  actual  use  the  multiple-arch  type  of  dam,  builds  the  top  por- 
tion of  the  arches  vertical,  whereby  the  circular  shape  can  be  used  for 
the  entire  arch. 

Stresses  Due  to  Temperature  Changes. 
As  dams  are  generally  built  during  the  summer  season,  it  is  only 
logical  to  assume  that  after  their  completion  the  individual  arches  are 
imder  tensile  stress  most  of  the  time  when  the  reservoir  is  empty,  and 
decidedly  so  if  it  is  empty  during  the  cold  season.  The  reinforcement 
in  the  arch,  therefore,  has  been  placed  with  the  sole  purpose  of  taking 
up  these  tensile  stresses,  which  reach  their  maximum  value  near  the 
down-stream  face  at  the  crown,  and  near  the  up-stream  face  at  the 
abutments,  under  the  conditions  just  stated.  From  the  drawing  at  the 
left  of  Fig.  4  it  will  be  seen  that  the  reinforcing  steel  is  placed  at  a 
distance  equal  to  one-fourth  of  the  total  arch  depth  from  the  respective 
faces  subject  to  tensile  stresses,  at  the  crown  and  at  the  abutments. 
The  quantity  of  steel  in  the  arch  is  perhaps  not  entirely  siifficient  to 
take  care  of  the  maximum  condition  of  temperature  drop,  but  it  is 
believed  that  if  tension  cracks  develop,  the  presence  of  the  reinforce- 
ment will  cause  them  to  be  minute  and  well  distributed,  and  that, 
when  the  structiire  becomes  loaded,  the  cracks  will  close  tight.  It  was 
not  deemed  advisable  to  put  in  the  arches  more  steel  than  that  shown 
by  Fig.  4,  for  the  reason  that  it  is  of  comparatively  little  use  when  the 
reservoir  is  full.  It  was  also  kept  in  mind  that  a  large  change  in  tem- 
perature is  not  likely  to  occur  suddenly,  as  a  time  element  of  perhaps 
weeks  or  months  is  generally  interposed  between  the  occurrence  of 
maximum  and  minimum  temperature  in  a  dam  body.  This  time  factor 
can  be  depended  on,  to  some  extent,  to  prevent  or  minimize  temperature 
cracks.  It  gives  the  modulus  of  elasticity  time  to  adjust  itself  to  the 
new  condition  (colder  or  warmer  concrete).* 

The  Stability. 
After  the  buttresses  have  been  given  some  preliminary  dimensions, 
the  stability  of  the  whole  structure  can  be  investigated,   most  con- 

•  That  the  deformation  of  concrete  increases,  under  sustained  load,  has  been 
shown  by  tests  and  in  practice.  Two  papers  on  the  subject  were  read  at  the  Twelfth 
Annual  Convention  of  the  American  Concrete  Institute,  In  Chicago,  one  by  A.  H.  Fuller, 
M.  Am.  Soc.  C.  E.,  and  C.  C.  More,  Assoc.  M.  Am.  Soc.  C.  E.,  entitled  "Tests  Showing 
Continued  Deformation  under  Constant  Load",  and  one  by  Mr.  Carl  B.  Smith  entitled, 
"The  Flow  of  Concrete  Under  Restrained  Load".  This  was  abstracted  in  the  Engi- 
neering Record,  March  4th,  1916,  p.  329.  See  also  "The  University  of  Minnesota 
Studies  in  Engineering,  No.  3",  by  F.  R.  McMillan. 
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veniently  by  a  graphical  method,  as  shown  by  Fig.  6,  representing  a 
section  through  the  crown  of  the  arch.  To  facilitate  the  investiga- 
tion, the  dam  is  divided  into  horizontal  sections,  10  ft.  apart  in  eleva- 
tion, and  the  forces  acting  on  and  above  each  section  are  shown  to 
scale  in  the  location  and  direction  in  which  they  act. 


DIAGRAM  OF  FORCES 

ACTING  ON  BUTTRESS 

OF  MULTIPLE-ARCH  DAM 

SO^Eace  Slope 
Buttresses  4o'  from  Center  to  Center 

Ml  Weights  given  are  In  Tons 


Tlorizontnl  CompoQeut  of  Water  Pressure 

Fig.  G. 

The  most  important  force  acting  on  the  structure  is  the  water  pres- 
sure, and  this,  as  usual,  is  assumed  to  be  concentrated  in  a  horizontal 
plane  which  is  two-thirds  of  the  total  deptli  below  the  water  surface. 

The  horizontal  plane  in  which  the  water  pressure  is  assumed  to  be 
concentrated  intersects  the  up-stream  face  along  an  elliptical  curve. 
The  point  of  application  of  a  single  force,  representing  the  water  pres- 
sure on  one  total  span  of  40  ft.,  coincides  with  the  center  of  gravity  of 
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this  ellipse,  at  least,  as  long  as  the  water  pressure  does  not  penetrate 
the  up-stream  face  skin,  such  as  plastering,  etc. 

Due  to  the  fact  that  the  arches  have  been  given  a  slope  of  50"^ 
with   the   horizontal,   the   water   pressure   will   have   a   vertical    corn- 
horizontal  component      „,  .        ,      .    ,,        .,.,., 

ponent  = —        .     lo  a  very  great  extent,  the  stability 

tan.  50° 

of  the  dam  depends  on  the  presence  and  action  of  this  component,  as 
it  tends  to  hold  the  structure  firmly  down  on  its  foundation. 

The  point  of  application  of  the  water  pressure,  as  already  stated,  is 
taken  at  the  center  of  gravity  of  the  ellipse.     From  the  crown  this  is 

a  little  more  than  one-third  of  the  total  distance  (-^-|-  5%  for  present 

conditions)  between  the  crown  and  the  springing  line. 

Considering  first  the  upper  10  ft.  of  the  dam,  the  horizontal  plane 

in  which  the  water  pressure  can  be  assumed  to  be  concentrated  is  at  a 

2 
distance  of  -^  X  10  from  Elevation  0  downward,  with  the  water  surface 

at  Elevation  0,  and  the  point  of  application,  a,  of  the  single  force  is 
/I  5  \      11 . 55  „„  , 

from  the  crown,  measured  horizontally. 

The  horizontal  water  pressure  due  to  the  10  ft.  of  water  on  the 
40-ft.  span  is 

^^^^   X  10  X  40  =  125  000  lb.,  or  62.5  tons. 

62.5 

The  vertical  water  pressure  is  equal  to  — =  52.5  tons.    This  latter 

^  ^  tan.   50° 

force  is  now  combined  with  the  portion  of  the  weight  of  the  arch  acting 

vertically.     The  weight  of  the  arch  above  Elevation  10  is  equal  to  its 

volume  in  cubic  feet  multiplied  by  the  weight  of  1  cu.  ft.     The  center 

of  gravity  of  the  section — a  trapezoid — is  found,  and  the  center  of 

gravity,  h,  of  the  whole  arch  is  then  taken  to  coincide  with  the  center 

of  gravity  of  an  ellipse  through  the  center  of  gravity  of  the  section, 

in   the  same  manner  as  explained  previously  for  the  water  pressure. 

The  weight  of  the  arch  is  now  combined  with  the  vertical  component 

of  the  water  pressure,  and  the  location  of  their  resultant  is  found  by 

taking  moments  around  either  point,  a  or  h.     The  numerical  value  of 

the  resultant  is  equal  to  the  sum  of  the  two  forces,  52  -|-  52.5  =  104.5 

tons.     Taking  moments  around  the  point,  a,  and  scaling  the  distances, 
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preferably  on  the  sloping  line  between  a  and  h  for  greater  accuracy,  we 

52  X  2.75 
have   the    equation    -^VrT— —    =    x   =   1.367   ft.,  irivin^  the   location 
104.0 

of  the  resultant  at  a  point  1.367  ft.  from  a  along  the  line  between  a 
and  h.  The  weight  of  the  buttresses  (above  Elevation  10)  assumed 
to  be  concentrated  in  the  center  of  gravity,  d,  is  calculated  to  be  14.5 
tons;  it  is  combined  with  the  vertical  load  of  104.5  tons  on  the  arch, 
in  the  same  manner  as  shown  previously,  by  taking  moments  around 
any  point,  say  c.  The  location  of  the  resultant  is  found  to  be  at  e, 
and  its  value  is  104.5  -|-  14.5  =  119  tons.  This  represents  the  total 
vertical  force,  both  as  to  size  and  location. 

This  force  is  now  combined  with  the  horizontal  water  pressure  of 
02.5  tons,  and  the  resultant  is  drawn.  It  is  the  purpose  of  this  dia- 
gram, Fig.  6,  to  give  the  value  of  the  resultant  of  all  forces,  and  to 
establish  the  point  of  intersection,  g,  between  this  resultant  and  the 
base,  in  this  case  at  Elevation  10.  For  convenience,  the  distance 
from  e  to  f,  representing  the  total  vertical  force  of  119  tons,  may  be 
measured,  and  the  distance,  f-g,  representing  the  62.5  tons  hori- 
zontal water  pressure,  may  be  set  off  on  the  base  to  the  same  scale. 

Consider  next  the  portion  of  the  dam  above  Elevation  20  as  a 
whole.     The  place  of  application  of  the  concentrated  water  pressure  is 

9 

at  a  distance  of  -;-  X  20  ft.  below  Elevation  0.  and  tlie  ])oint  of  applica- 
tion of  a  single  force  representing  the  water  pressure  on  the  40-ft. 
span  is  located  the  same  as  before,  5.78  ft.  from  the  crowu  toward  the 
springing  line,  measured  horizontally.     The  vertical  comp>onent  of  the 

horizontal  component  ,  ,    ,    . 

water    pressure    = .  actmir  on  tlie  arch  between 

'  tan.  50° 

Elevations  0  and  20,  is  now  combined  with  the  weight  of  the  arch 

lying  between  Elevations  0  and  20,  and  their  resultant  is  drawn  in 

the  correct  location,  found  by  taking  moments  as  shown  previously. 

This  resultant  is  again  combined  with  the  weight  of  the  portion  of 

the  buttress  lying  between   Elevations  0  and  20.     The  shape  of  the 

buttress  is  taken  as  that  of  an  obelisk,  and  its  volume  and  the  location 

of  the  center  of  gravity  are  found  from  ordinary  rules  applying  to 

such   bodies.      The   weight   of   the   struts    and   counterforts    is   to   be 

added  to  the  weight  of  the  buttress,  whereby  the  location  of  the  center 

of  gravity  might  be  slightly  changed. 
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The  resultant  of  all  vertical  forces  acting  on  the  dam  above  Eleva- 
tion 20  can  now  be  found,  both  as  to  size  and  location,  and  combined 
with  the  horizontal  water  pressure,  whereby  the  point  of  intersection 
of  the  resultant  with  the  base  at  Elevation  20  is  determined. 

The  same  method  of  procedvire  is  followed  for  the  remaining  por- 
tion of  the  dam.  each  time  taking  the  base  10  ft.  lower  than  in  the 
preceding  calculations,  and  the  whole  diagram.  Fig.  6,  is  completed. 
If,  now,  the  center  line  of  the  buttress,  and  also  the  two  lines  repre- 
senting the  middle  thirds,  are  drawn,  this  diagram  will  point  out  very 
clearly  whether  or  not  the  load  is  distributed  economically  on  the 
buttress.  For  maximum  economy,  the  resultant  of  all  forces  should 
intersect  the  base  in  the  center  line  of  the  buttress;  then  the  load  will 
be  distributed  uniformly  over  the  whole  base.  Toward  the  top  this 
is  not  quite  possible,  and  is  not  important,  as  the  material  there  can- 
not be  stressed  very  highly  at  any  rate;  but,  toward  lower  elevations, 
the  down-stream  slope  of  the  buttress  should  be  shaped  so  as  to  con- 
form with  this  condition,  viz.,  the  resultant  intersecting  the  base  in 
the  center  line,  or  approximately  in  the  center  line,  of  the  buttress. 
The  total  vertical  load  on  the  section  sho^vn  in  Fig.  6  is  seen  to  be 
6  332  tons,  and  the  horizontal  water  pressure,  5  062  tons,  both  on  a 
40-ft.  span.  If  the  coefficient  of  friction  is  taken  at  0.75,  it  is 
seen  that  the  actual  shear  along  the  base  amounts  to  only 
5  062  —  6  332  X  0.75  =  313  tons.  There  is  considerable  steel  in  the 
section  to  help  take  up  this  shear,  and  therefore  it  was  not  deemed 
necessary  to  eliminate  the  shear  entirely.  There  is  no  hydrostatic 
uplift  to  amount  to  anything  acting  on  a  dam  of  this  type,  and  water 
could  hardly  find  its  way  to  lubricate  the  surfaces  of  possible  cracks 
in  the  buttresses.  Wherever  it  would  be  desirable  to  eliminate  the 
shear  entirely,  the  face  slope  shoidd  be  made  flatter,  say  45,  instead  of 
50  degrees.  This,  of  course,  adds  to  the  material  required  for  construc- 
tion, but  is  the  cheapest  and  best  way  of  accomplishing  the  result. 

Some  difference  of  opinion  may  well  exist  as  to  the  actual  stress 

per  square  unit  of  area  of  the  buttress  at  any  horizontal  elevation. 

The  loads  per  buttress  are  given  on  Fig.  6.    For  instance,  at  Elevation 

80,  the  vertical  load  is  seen  to  be  4  977  tons,  and  the  horizontal  load, 

4  000  tons.    As  the  horizontal  area  is  360  sq.  ft.,  the  unit  vertical  stress 

4  077 
should  be  =  13.82  tons  per  sq.  ft.,  or  192  lb.  per  sq.  in.     The 
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shear  would  be  a  little  more  than  friction  alone  would  take  care  of, 
but  steel  is  provided  for  the  remainder.  The  resultant  of  the  two 
forces  (horizontal  and  vertical)  intersects  the  base  2  ft.  down  stream 
relative  to  the  center  line,  but  on  account  of  having  the  counterfort 
(20  sq.  ft.)  on  this  side  of  the  center  line  also,  the  stress  is  actually 
distributed  uniformly.  Now,  if,  instead  of  the  two  principal  forces, 
their  resultant  is  used,  assuming  it  as  acting  on  a  number  of  steps 
perpendicular  to  the  direction  of  this  force  (the  resultant),  the  appar- 
ent unit  stress  will  be  much  higher.  Thus,  the  resultant  (6  385  tons) 
acting  on  an  area  equal  to  the  sum  of  all  the  steps  (360  X  sin.  51° 

6  8St 
13'  =  280  sq.  ft.)  will  produce  a  compression  equal  to  —tttt-   ^=-  22.8 

tons  per  sq.  ft.,  or  317  lb.  per  sq.  in. 

There  is  a  great  difference  between  192  and  317  lb.  per  sq.  in. 
The  actual  unit  compression  will  be  somewhere  between,  undoubtedly 
depending  on  the  relative  value  of  the  modulus  of  elasticity  of  the 
concrete  for  compression  and  for  shear.  It  is  seen  that  the  first 
method,  using  the  principal  forces,  gives  the  maximum  possible  shear 
that  could  occur,  and  that  the  other  method  gives  the  maximum  pos- 
sible unit  compression  that  could  occur.  None  of  these  methods  is 
very  satisfactory,  as  none  fijies  the  absolute  value  of  stress  within 
narrow  enough  limits,  but  the  writer  knows  of  no  better  at  present. 

The  reinforcing  steel  embedded  in  the  buttress  is  put  there  for  dif- 
ferent purposes.  Along  the  up-stream  slope,  the  triangular  steel  con- 
struction shown  in  Figs.  4  and  5  ties  the  adjacent  arches  into  the 
buttress.  This  is  desirable  on  account  of  the  fact  that,  in  order  to 
facilitate  construction,  the  buttresses  are  built  first,  and  the  arches 
later.  The  hooping  that  interconnects  the  different  bars  is  simply 
left  protruding  through  the  concrete  of  the  buttress  at  the  time  this 
is  built.  Should  one  arch  fail,  this  triangular  girder  would  immedi- 
ately take  up  the  unbalanced  thrust  and  prevent  adjacent  arches  from 
collapsing,  and  this  is  its  principal  duty.  Besides  this,  however,  the 
steel  is  active  in  preventing  cracks  in  the  buttress  and  in  taking  up 
some  shear.  Toward  the  down-stream  edge  of  the  buttress,  four  ver- 
tical rods  are  embedded  in  the  concrete  for  the  purpose  of  stiffening 
it,  preventing  cracks,  and  taking  care  of  wind  pressure.  Toward  the 
middle  portion,  reinforced  counterforts  are  constructed  for  the  same 
purpose.     These  are  still  more  effective  in  accomplishing  this,  duo  to 
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the  greater  distance  between  the  pairs  of  steel  rods.  All  material  in 
the  counterforts  supports  load  the  same  as  the  buttress  itself,  but  the 
counterforts,  at  the  same  time,  are  most  effective  in  stiffening  the 
large  flat  slab  (buttress)  so  that  fewer  struts  are  required. 

Toward  the  top  of  the  buttress  (at  Elevation  15)  two  horizontal 
struts  are  tied  to  the  vertical  reinforcement  (Figs.  4  and  5).  These 
two  struts  are  designed  so  that,  besides  their  main  purpose  of  holding 
the  upper  portion  of  the  buttress  in  place,  they  are  capable  of  support- 
ing a  light  roadway.  At  Elevation  45  another  strut  is  placed  near  the 
up-stream  face,  mainly  in  order  to  support  the  triangular  girder, 
should  the  latter  ever  be  required  to  support  any  unbalanced  arch  pres- 
sure. All  struts  are  able  to  withstand  tension  as  well  as  compression, 
as  can  be  judged  from  an  inspection  of  the  details  on  Figs.  4  and  5. 

Elev.  of  bottom  of  Spillway  9050 
El«v.  of  bottom  of  Spillway  9048 


Gem  and  Agnew  Lake  Dams. 
The  design  shown  in  the  foregoing  illustrations  was  made  by  the 
writer  for  the  Pacific  Power  Corporation,  of  Bodie,  Cal.,  to  be  used 
for  the  construction  of  their  Gem  and  Agnew  Lake  Dams,  on  Push 
Creek,  Mono  County,  California.  Fig.  7  is  a  plan  of  the  Gem  Lake 
Dam  and  dam  site,  and  Fig.  8  shows  the  Agnew  Lake  dam  site.  On 
Fig.   7   is   also   indicated  the   outlet   works,   consisting   of  a   concrete 
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chamber  provided  with  a  row  of  iron  bars  in  front,  and  a  48-in. 
steel  pipe  laid  through  a  tunnel  for  about  300  ft.  This  pipe  line 
terminates  in  a  power-house  1 808  ft.  below  (in  elevation)  the  top 
contour  of  the  lake.  The  maximum  height  of  any  individual  arch 
of  this  dam  is  84  ft.,  and  the  vertical  distance  from  the  deepest 
point  in  the  foundation  to  the  crest  is  112  ft.  The  length  across  the 
dam  site  at  the  crest  (Elevation  9  053)  is  700  ft.  The  reservoir  created 
has  a  capacity  of  17  000  acre-ft.,  and  is  capable  of  regulating  Rush 
Creek  to  yield  an  estimated  average  flow  of  45  sec-ft.  The  drainage 
area  above  the  dam  is  22^  sq.  miles,  and  is  on  the  eastern  slope  of 
the   Sierra   Nevada   Momitains.     Its  elevation  ranges   from   9  000   ft. 


ULIPLE-ARCH 
DAM 
AGNEW  LAKE 


above  sea  level  at  the  dam  to  12  000  ft.  along  the  crest  of  the  moun- 
tains. The  precipitation  at  these  elevations  is  still  high,  but  decreases 
very  rapidly  from  the  foot  of  the  steep  mountains  out  over  the  desert 
immediately  east,  at  elevations  ranging  from  6  000  to  7  000  ft.  above 
sea  level. 

The  rock  at  the  dam  site,  for  the  most  part,  was  exposed  bed-rock 
worn  clean  by  glacial  action.  Some  excavation,  however,  was  neces- 
Bary  in  the  stream  bed  and  through  a  rock  slide  at  the  north  abutment. 
The  building  material  for  the  dam  was  found  near-by.  The  sand 
was  taken  from  the  shore  of  the  natural  lake.  Tlie  rock  had  to  be 
liauled  a  short  distance  on  a  tramway,  first  from  the  outlet  tunnel 
dump  (limestone),  and  Inter  from  a  largo  rock  slide  (granite)   about 
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S     ,^  Sii.  4  long  ends  bent  dow-n-stream 


3    " 


Fig.  11. 


-Up-stream  F.ace  of  Agnew  I,ake  Dam,  SHow^NG  Spillway 
Openings  and  Inlet. 


i 


F:g.    12. 


-Down-stream  Face  of  Agnew  Lake  Dam,  Showtng  Single  Strvt  and 
Buttresses,  and  Also  Coping  Along  Crest  of  Arch. 


Fig.   13. — Gem  Lake  Dam. 


Fig.   14. — Gi..M  Lake  Dam,  Showing  Section  of  Up-stkeam  Form  bki.ng  Hoisted 
INTO  Pi-ACE,  Also  Main  Upper  Runway  with  Branches  Along  Buttresses. 


sr    1 


riG.   17. — Gem  Lake  Dam.      Water  Level  35  Ft.  Above  Tunistel  Fioor. 


Fig.   18. — Gem   Lakb   Dam.   Showing   Ru.nwav.-j   am>   CoNCP.^rrK    Ei.kvator. 


MULTIPLE-ARCH  DAMS  879 

2  500  ft.  away.  All  available  materials  in  tlie  neighborhood,  especially 
the  different  sand  deposits,  were  tested  before  any  particular  material 
was  selected  for  construction.  As  the  sand  deposit  along  the  shore 
of  Gem  Lake  was  good,  it  was  used.  This  sand  was  first  pumped, 
and  later  shoveled,  from  the  lake,  and  transported  to  a  storage  pile 
near  the  mixing  plant.  This  lake  sand,  which  contained  3^%  of 
clay  and  1%  of  dirt,  was  mixed  with  the  sand  from  the  rock  crusher 
(all  particles  being  less  than  i  in.  in  diameter)  in  the  proportion  of 
about  three-fourths  of  lake  sand  to  one-fourth  of  crushed  rock  sand. 
This  gave  a  very  good  combination,  both  as  to  strength  and  water- 
tightness. 

Compression  tests  on  G-in.  cylinders  were  made  as  the  work  pro- 
gressed, using  Bear  brand  Portland  cement,  Gem  Lake  sand,  and 
crushed  rock,  in  the  proportions  1:2:4,  and  averaged  about  900  lb. 
per  sq.  in.  for  crushing  at  the  age  of  14  days. 

A  1:2:4  mix  was  adopted  for  the  arches  and  struts,  and  a  1:2^:5 
mix  for  the  buttresses.  The  actual  proportions,  however,  were  some- 
times changed,  but  1^  bbl.  of  cement  for  the  arches,  and  li  bbl. 
for  the  buttresses  were  used  always.  The  rock  was  crushed  in  a 
gyratory  crusher,  and  separated  into  three  sizes  through  a  revolving 
screen  having  IJ,  |,  and  i-in.  meshes.  The  rejects  from  the  screen 
went  into  a  jaw  crusher,  the  jaws  of  which  were  set  to  give  a  maximum 
size  of  2  in. 

The  distribution  of  the  concrete  to  the  different  arches  and 
buttresses  was   done   with  two-wheeled  push   carts   and   short   chutes. 

During  the  construction  period,  in  the  summers  of  1915  and  1916, 
tension  tests  were  made  of  cement  briquettes  in  a  small  field  labora- 
tory. Much  attention  was  also  paid  to  the  sand  used,  and  1 :  2  and 
1:  3  mortar  briquettes  were  tested  frequently;  silt  analyses  were  made 
as  the  work  progressed. 

The  reinforcement  placed  in  the  dam  consisted  of  high-carbon 
steel  bars,  either  corrugated  or  twisted.  As  the  position  and  details 
of  these  bars  are  fully  shown  in  the  figures,  no  further  explanation 
need  be  given. 

The  trees  standing  on  the  reservoir  site  were  cut  down,  sawed 
into  lumber  in  a  mill  erected  on  the  ground  by  the  contractors,  and 
used  for  the  forms.  Large  cone-bearing  trees  can  be  found  in  this 
neighborhood   up  to   Elevation   11  000   in  fairly  large  quantities,  but 
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not  of  the  best  quality.  The  lumber  proved  to  be  good  enough  for 
form  work,  was  used  green,  and  on  that  account  f  by  4-in.  battens 
were  placed  on  the  under  side  of  the  sloping  arch  to  prevent  the 
leakage  of  grout  between  the  boards  when  shrinkage  took  place.  These 
battens  also  helped  to  give  an  even,  circular  shape  to  the  outer  |  by 
12-in.  boards,  constituting  the  form  for  the  down-stream  face.  This 
sheeting  was  supported  on  2  by  6-in.  studs,  2  ft.  6  in.  apart,  toe-nailed 
to  the  wooden  arch  trusses  shown  in  Figs.  3  and  9.  These  trusses 
were  5  ft.  apart  in  elevation,  and  a  little  more  than  6i  ft.  apart, 
measured  along  the  arch  slope.  The  form  work  for  the  up-stream 
face  consisted  also  of  |  by  12-in.  boards  nailed  to  2  by  6-in.  studs, 
which  in  turn  were  nailed  to  circular  boards  at  regular  intervals.  This 
outside  form  was  held  away  from  the  inside  form  (down-stream  side) 
by  wooden  distance  pieces  of  the  proper  length,  which  pieces  were 
removed  just  before  the  concrete  reached  them. 

A  1 :  2  plaster  coat  of  cement  mortar  i  in.  thick  at  the  crest,  and 
increasing  to  f  in.  thick  80  ft.  below,  was  put  on  the  up-stream  face 
with  a  cement  gun. 

At  the  south  abutment  the  two  last  arches  are  provided  with  spill- 
way openings.  These  spillway  openings  can  be  closed  with  loose 
flash-boards.  This  it  is  proposed  to  do  toward  the  end  of  the  wet 
season,  so  as  to  fill  the  reservoir  to  within,  say  1  ft.  of  the  crest  of 
the  dam,  thereby  gaining  2  ft.  of  water  over  an  area  of  nearly  300 
acres.     The  spillway  is  shown  in  detail  on  Fig.  10. 

Cost. 
The  Gem  Lake  Dam  contains  8  537  cu.  yd.  of  concrete  and  82  tons 
of  reinforcing  steel.  The  contract  price  was  $22  per  cu.  yd.,  including 
cement,  forms,  plastering  the  up-stream  face,  and  all  tools  and  mate- 
rials except  the  reinforcing  steel,  which  was  paid  for  as  an  extra 
at  the  rate  of  $110  per  ton  in  place.  The  excavation,  of  which  there 
was  only  a  limited  quantity,  was  also  paid  for  as  an  extra.  The  high 
cost  is  explained  by  the  fact  that  freight  rates  were  high,  and,  further, 
that  the  distance  from  the  railroad  to  the  power-house  site  at  Silver 
Lake,  at  the  foot  of  the  steep  mountains,  was  nearly  GO  miles  over 
desert  roads  with  heavy  grades.  From  the  power-house  site,  a  tram- 
way, approximately  4  500  ft.  long,  took  all  supplies  up  the  mountain 
side  to  Agnew  Lake,  1  250  ft.  above.     At  the  outlet  of  this  lake,  the 
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Agmew  Dam.  a  smaller  structure,  30  ft.  high  and  280  ft.  long,  similar 
in  design  to  the  Gem  Lake  Dam,  but  having  only  one  strut,  was 
built  at  the  same  time  and  at  the  same  unit  prices,  in  order  to  increase 
the  capacity  of  the  natural  lake.  All  material  for  use  in  the  construc- 
tion of  the  Gem  Lake  Dam  was  brought  across  this  lake  on  a  barge, 
for  a  distance  of  about  2  000  ft.,  to  the  foot  of  another  tramway 
terminating  at  the  site  of  the  Gem  Lake  Dam,  550  ft.  higher  in 
elevation.  The  cost  of  these  tramways  was  not  included  in  the  price 
per  cubic  yard  for  concrete,  but  was  paid  for  as  an  extra.  These  tram- 
ways were  also  necessary  for  the  construction  of  the  pressure  pipes 
to  the  power-house,  one  from  Gem  Lake,  and  one  from  Agnew  Lake, 
and  would  have  had  to  be  built  independent  of  the  dams. 

Lor  the  long  haul  across  the  desert  from  the  Southern  Pacific 
Railroad  station  at  Benton,  Cal.,  to  the  power-house  at  Silver  Lake, 
six  T5-h.p.  C.  L.  Best  tracklayers,  burning  distillate,  were  used,  each 
hauling  three  trailers.  The  net  load  was  as  close  to  20  tons  as  prac- 
ticable, and  the  time  necessary  to  make  one  round  trip  was  about  6 
days'  of  12  hours,  including  loading,  unloading,  and  ordinary  delays. 
The  speed  per  hour  of  these  tracklayers  was  2J  miles  on  high  gear, 
and  li  miles  on  low  gear.  The  contractors  found  that  the  cost  to 
them  for  hauling  this  distance  was  at  the  rate  of  $13.50  per  ton.  The 
hauling  of  the  cement  and  materials  for  the  dams  was  not  paid  for 
extra,  but  included  in  the  price  for  concrete  in  place. 

A  rock  fill  dam  on  the  same  site  would  have  had  to  be  built  for 
$2.15  per  cu.  yd.  (construction  cost),  including  the  water-tight  face 
and  hand-laid  rock,  in  order  to  be  on  equal  terms,  as  to  cost,  with 
the  multiple-arch  dam  built.  In  the  writer's  opinion,  this  would  not 
have  been  possible  in  this  place.  In  any  locality  where  cement  can 
be  laid  down  at  less  cost  than  in  this  case,  the  relative  cost  of  a 
multiple-arch  dam  and  a  reck  fill  dam  will  be  still  more  in  favor  of 
the  multiple-arch  dam. 

The  writer  furnished  the  designs  and  also  supervised  the  con- 
struction of  the  dams. 

Mr.  C.  0.  Poole  was  Chief  Engineer  for  the  whole  development, 
E.  J.  Waugh,  Assoc.  M.  Am.  See.  C.  E.,  was  Resident  Engineer, 
L.  B.  Curtis,  M.  Am.  Soc.  C.  E.,  Field  Engineer,  and  Mr.  F.  O. 
Dolson,  Superintendent  of  Construction. 

Messrs.  Duncanson  Harrelson  Company,  of  San  Francisco,  were 
the  contractors  for  both  dams. 
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DISCUSSION 


F.  O.  Blackwell,*  M.  Am.  Soc.  C.  E. — This  paper  is  a  valuable 
contribution  to  the  theory  of  multiple-arch  dam  design,  particularly 
as  to  the  economical  spacing  of  the  piers  and  the  thickness  of  the 
arch.  The  dam  sites  are  on  small  drainage  areas,  high  in  the  moun- 
tains, where  labor  and  materials  are  very  expensive.  It  has  been  statedf 
that  the  cement  for  these  dams  cost  $7.50  per  bbl. 

A  very  conservative  design  might  have  been  prohibitive  in  cost, 
and  probably  the  region  is  uninhabited  and  no  damage  to  life  or 
property  would  result  in  case  of  failure. 

The  sections  appear  to  be  very  thin  for  a  40-ft.  span,  and  the  rein- 
forcement is  extremely  light.  The  use  of  more  concrete  would  have 
added  much  to  the  ability  of  the  structure  to  resist  unexpected  floods, 
ice  thrust,  changes  of  temperature,  etc. 

It  is  always  desirable,  too,  to  have  a  good  margin  over  theoretical 
quantities  in  order  to  allow  for  poor  material  and  workmanship, 
which  will  occasionally  be  found,  no  matter  how  careful  the  engineeer 
may  be. 

A  fair  comparison  between  this  dam  and  other  types  is  difficult 
to  make,  as  the  standards  are  quite  different,  but  the  multiple-arch 
appears  to  be  cheaper  than  any  other  kind  under  the  conditions  which 
existed  at  the  location,  except  possibly  a  rock  fill  with  a  thin  vertical 
core-wall.  The  author  states  that  there  was  loose  rock  but  no  earth 
at  the  sites. 

The  usual  type  of  solid,  retaining-section,  gravity  dam  would  have 
required  about  four  times  as  much  concrete  as  was  used  in  the  dam 
as  built,  but  from  25  to  40%  of  cheap  rock  might  have  been  laid 
in  thick  concrete  sections,  and  concrete  containing  less  cement  might 
have  been  used.  The  form  work  and  cost  of  forms  and  placing  would 
also  be  less  in  a  large  mass. 

Including  engineering  and  overhead  expenses,  the  multiple-arch 
dam  probably  cost  about  $30  per  cu.  yd.,  so  that  a  gravity  dam  would 
have  to  be  built  for  $7.50  per  cu.  yd.  in  order  to  equal  it  in  cost. 

In  an  accessible  location,  and  with  concrete  rubble  masonry  at  from 
$3  to  $4  per  cu.  yd.,  the  solid  dam,  in  the  speaker's  experience,  has 
always  figured  out  to  be  cheaper  than  any  multiple-arch  or  reinforced 
design. 

Compared  with  a  reinforced  concrete  slab  dam,  the  multiple-arch 
seems  to  have  the  advantage  in  cost.  The  piers  would  have  to  be  twice 
as  many,  the  deck  thicker,  and  the  reinforcing  metal  in  the  deck 
about  ten  times  as  great. 

•  New  York  City. 

t  In  an  iirliclo  in  VUuiinccrinc/  Ncus. 


DISOUoSlOX    ON     M.LLTIl'Li;-AUClI    DAMS  883 

One  of  the  principal  objections  to  a  multiple-arch  is  the  fact  that  Mr. 
the  sections  are  all  dependent  on  each  other  for  stability.  If  one 
pier  should  settle,  the  arches  on  each  side  of  it  would  break,  and,  as 
there  is  nothing  to  take  the  thrust  of  the  remaining  arches,  they  would 
push  over  tlieir  piers,  and  the  whole  dam  would  collapse.  The  struts 
between  the  piers  could  not  be  relied  on  to  save  the  dam  from  com- 
plete failure,  as  the  movement  of  any  pier  would  throw  them  out  of 
line  and  cause  a  resultant  thrust,  tending  to  push  the  pier  in  the  direc- 
tion in  which  it  had  already  started  to  move.  Rigid  foundations,  such 
as  the  author  states  exist  in  this  case,  are  essential. 

The  Great  Western  Power  Company  started  to  build  a  multiple-arch 
dam  at  Great  Meadows,  on  the  Feather  Eiver,  California,  but  aban- 
doned it  in  favor  of  a  rock  fill  with  an  earth  face  sluiced  into  place 
on  the  \ip-stream  side  to  make  it  water-tight  and  cover  the  bottom 
for  a  considerable  distance  up  stream.  The  lava  foundations,  on  being 
opened  up,  were  found  to  contain  mud  seams,  which  might  have  moved 
under  the  piers.  As  a  general  principle,  a  dam  should  be  no  better 
than  its  foundations.  On  a  yielding  bottom  a  dam  of  a  flexible  type 
is  required. 

There  is  one  important  matter  that  Mr.  Jorgensen  does  not  mention : 
At  an  altitude  of  9  000  ft.  in  the  Sierras  it  must  be  very  cold  at  times, 
and  thick  ice  must  form  in  the  reservoir.  The  thin  arch  is  not  much 
protection  against  cold,  ice  must  form  to  a  considerable  thickness 
on  the  face  of  the  dam,  and  such  cracks  as  develop  will  be  filled  with 
ice.  There  may  also  be  ice  thrust  against  the  dam,  which  could  have 
serious  results.  With  a  mass  of  ice  frozen  fast  to  the  arches,  the  inclina- 
tion of  the  face  would  not  relieve  this  pressure.  Floating  masses  of 
ice  may  also  drift  against  the  arches,  thus  causing  concentrated  pres- 
sures on  parts  of  the  dam,  and  the  arches  are  not  designed  to  stand 
unbalanced  pressTires.  One  advantage  of  the  ordinary  form  of  masonry 
dam  is  the  weight  of  its  large  mass,  which  will  stand  considerable 
impact  without  damage. 

The  spillway  does  not  look  very  large,  and  would  be  likely  to  be 
choked  with  floating  ice,  in  which  case  the  water  would  go  over  the 
top  of  the  arches.  If  this  occurred,  and  the  water  carried  ice  with  it, 
the  ice  would  fall  on  the  struts  between  the  piers  and  might  damage 
them.  A  deck  on  top  of  the  dam  would  carry  the  water  so  that  it 
would  fall  below  the  dam  and  not  injure  the  struts  and  the  foundations. 
It  would  also  strengthen  the  top  of  the  arch  against  ice  thrust  and 
would  tie  the  piers  together  better. 

A  pressure  of  nearly  23  tons  per  sq.  ft.  seems  to  be  extreme  for  a 
practically  unreinforced  and  slender  pier  90  ft.  high. 

The  coeflScient  of  friction  against  sliding  on  the  foundations  is 
0.80  as  compared  with  0.65  in  most  solid  dam  designs.  If  the  rock 
were  smooth  or  horizontally  stratified  this  might  be  imsafe. 
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Mr.  It  would  be  very  interesting  to  hear  from  the  author  as  to  whether 

^^'^""^  ■  there  has  been  any  leakage  through  the  arches,  or  whether  any  trouble 
has  been  experienced  from  ice. 
Mr.  A.   D.   Flinn,*  M.   Am.   Soc.   C.   E. — Minimizing  the  quantity   of 

'""■  masonry  to  be  used  in  a  dam  naturally  occurs  to  any  one  who  has 
given  much  thought  to  the  design  of  large  masonry  dams.  The  idea 
of  accomplishing  this  by  arches  and  buttresses  seems  to  have  occurred 
to  engineers  in  different  parts  of  the  world  many  years  ago,  for  such 
dams  have  been  built  in  India  and  Australia,  as  well  as  in  America. 
They  have  sometimes  been  called  buttressed  dams.  There  appear 
to  be  three  important  varieties:  One,  of  which  the  Meer  Alum  Dam 
in  India  is  an  example,  has  the  arches  vertical,  with  the  buttresses 
sloping  on  their  down-stream  sides  or  faces;  a  second  variety  is  sim- 
ilar, but  has  the  spandrel  spaces  filled  with  masonry;  and  the  third 
variety,  to  which  the  dams  described  in  the  paper  belong,  has  the 
arches  inclined,  with  the  down-stream  faces  of  the  buttresses  vertical, 
or  nearly  so. 

Mr.  Blackwell  has  referred  to  the  disadvantages  of  thin  sections 
in  such  structures.  The  speaker  would  like  to  emphasize  that  point, 
on  the  basis  of  some  experiences  with  concrete  within  the  last  few 
years.  Possibly,  some  other  engineers  have  also  had  experiences  show- 
ing that  Portland  cement  concrete  under  certain  conditions  disin- 
tegrates when  exposed  to  weather,  and  particularly  when  exposed  to 
weather  and  water  together.  The  cause  for  such  disintegration  is 
not  yet  fully  known,  but  it  seems  to  be  due  in  part  to  abuse  of  the 
concrete  (or  rather  of  the  cement  in  it)  by  the  use  of  excessive  quan- 
tities of  water  in  mixing,  and  leaving  it  in  the  concrete  when  it 
is  finally  placed  in  the  forms.  The  speaker  knows  of  one  or  two 
cases  in  which  disintegration,  apparently  due  to  this  cause,  has 
gone  on  rapidly.  Therefore,  it  is  quite  evident  that  a  structure 
like  a  dam,  with  walls  as  thin  as  12  to  2-i  in.,  would  not  long  resist 
sucli  an  attack,  if  it  should  set  in. 

Another  question — one  of  economy — has  occurred  to  the  speaker. 
In  the  East,  dam  sites  are  usually  overlaid  with  glacial  drift  or  other 
earthy  deposit  to  considerable  depths.  Earely  does  one  find  the  nearly 
exposed  rock  foundations  with  which  the  West  is  favored  in  many 
places.  It  would  seem  that  digging  through  a  considerable  depth  of 
earth  for  the  arches  and  the  buttresses  would  be  a  handicap  to  the 
multiple-arch  dam,  in  comparison  with  the  "solid"  masonry  dam. 

Another  thought  which  occurs  to  one  in  looking  at  dams  of  this 
design,  is  along  a  line  on  which  American  engineers  have  not  directed 
very  much  attention  until  within  the  past  2  or  3  years,  and  that  is, 
the  vulnerability  of  structures  to  attack  either  by  malicious  persons 
or  by  an  enemy.    It  seems  to  the  speaker  that  a  *^hollow"  dam  might 
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be  easily  wrecked,  if  not  guarded,  in  time  of  war,  strike,  or  riot,  and  Mr. 
that  a  person  of  malicious  intent,  in  the  case  of  any  such  trouble, 
could  readily  do  a  structure  of  this  kind  great  injury  in  a  few 
hours,  or  even  in  a  briefer  time.  One  of  the  important  considerations 
in  providing:  for  the  guarding  of  a  structure  is  to  have  it  so  arranged 
or  so  strong  that  it  can  be  easily  protected,  and  by  the  minimum 
number  of  troops. 

In  comparing  the  three  forms  of  multiple-arch  dams  which  have 
been  mentioned,  the  question  naturally  arises:  What  are  the  relative 
advantages  between  the  arch  set  vertically  with  the  buttresses  sloping 
on  the  down-stream  side,  and  the  type  of  dam  described  in  the  paper, 
with  the  arches  sloping  and  the  buttresses  having  vertical  faces  on 
the  down-stream  side?  Is  there  a  distinct  advantage  in  either  case, 
or  is  the  difference  solely  due  to  an  endeavor  to  secure  patent  rights, 
or  some  other  commercial  advantage?  If  any  variety  of  multiple-arch 
dam  has  advantages  over  the  others,  will  not  the  author  or  some  other 
engineer  who  has  devoted  special  study  to  this  type,  state  these 
advantages?  The  speaker  is  interested  as  to  the  readiness  or  difficulty 
of  making  a  dam  of  this  kind,  together  with  its  foundations,  sufficiently 
water-tight,  and  what  standard  of  water-tightness  is  accepted.  Would 
the  leakage  permitted  be  greater  than  that  from  a  well-built  "solid" 
masoniy  dam?  As  time  goes  by,  do  the  agencies  which  make  for 
greater  water-tightness  prevail  over  those  which  tend  to  produce  leaks? 

F.  W.   ScHEiDENHELM,*  M.  Am.  Soc.  C.  E. — The  author  has  pre-  Mr. 

sented  an  interesting  and  detailed  analysis  of  certain  features  of  ^•^^^'^'^^  ^  '"■ 
multiple-arch  dam  design  in  such  a  manner  as  to  deserve  the  apprecia- 
tion of  the  members  of  the  Profession  interested  in  dam  design  and 
construction.  In  addition'  to  the  general  analysis,  he  has  given  an 
outline  of  the  special  features  pertaining  to  the  design  and  construc- 
tion of  the  two  particular  multiple-arch  dams  at  Gem  Lake  and  Agnew 
Lake.  Essentially,  however,  the  paper  is  general  in  its  character  and, 
L-'  'rrespondingly,  this  discussion  will  also  be  mainly  of  a  general  nature. 

The  multiple-arch  dam,  like  the  flat-deck  dam,  belongs  to  what  one 
might  call  the  family  of  hollow  dams.  The  multiple-arch  type  differs 
from  the  flat-deck  type  (of  which  the  Ambursen  dam  is  the  most 
familiar)  primarily  in  the  method  of  transferring  the  water  load  to 
the  supporting  buttresses.  Both  types  involve  relatively  high  unit 
costs  for  the  concrete  work  required.  Accordingly,  they  find  greatest 
favor  in  situations  where  it  is  proposed  to  build  dams  of  concrete,  but 
where  the  cost  of  cement  is  high.  The  dams  at  Gem  and  Agnew  Lakes 
are  cases  in  point,  for  there  the  average  cost  of  cement  delivered  at 
the  site  of  the  work  is  reported  to  have  been  $7.50  per  bbl.  Apparently, 
only  rock-fill  dams,  but  not  solid  masonry  dams,  were  considered  as 
alternatives  for  multiple-arch  dams  for  the  sites  mentioned.     It  seems 
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evident,  however,  that,  had  solid  masonry  dams  been  built,  the  high 
cost  of  cement  would  have  more  than  oflFset  the  relatively  high  cost  of 
the  form  work  required  for  the  multiple-arch  dams. 

As  to  hollow  dams,  there  appear  to  be  two  principal  points  which 
require  careful  attention,  namely,  the  protection  of  reinforcing-  steel 
and  the  tendency  to  skimp  the  sizes  of  the  structural  members.  In  the 
first  respect,  the  multiple-arch  type  has  a  decided  advantage  over  the 
flat-deck  type,  in  that  it  requires  a  much  smaller  quantity  of  steel. 
Consequently,  there  is  so  much  less  steel  which  might  be  placed  in 
danger  of  corrosion,  and  it  is  so  much  the  easier  to  protect  the  steel. 
Again,  the  multiple-arch  dam  permits  the  use  of  longer  spans,  say, 
from  20  to  50  ft.  between  centers  of  buttresses,  as  compared  with  cor- 
responding spacings  for  the  flat-deck  type  of  from  15  to  30  ft. 

On  the  other  hand,  the  cost  of  form  work  for  the  multiple-arch  dam 
is  somewhat  greater  than  that  for  the  flat-deck  type,  and,  what  is  more 
important,  the  multiple-arch  dam  is  more  susceptible  to  difficulties  and 
damage  in  case  of  settlement  of  the  footings.  The  arches  cannot  with- 
stand as  much  racking  as  flat-deck  slabs.  The  author  points  out  that 
he  provides  struts  to  take  care  of  the  unbalanced  arch  thrust  which 
would  result  if  one  or  more  arches  or  bays  were  to  fail.  Of  course,  a 
dam  is  intended  not  to  fail,  and,  hence,  one  is  concerned  more  with 
precautions  against  failure  than  with  measures  to  be  taken  in  case  of 
failure.  Even  from  the  latter  point  of  view,  however,  the  value  of  the 
struts  would  be  problematical  were  they,  in  case  of  failure  of  the  corre- 
sponding arches,  to  be  subject  to  the  impact  of  floating  ice,  tree  trunks, 
or  other  debris.  Moreover,  it  would  seem  that  the  struts  might  become 
overloaded  due  to  blocking  the  passage  of  sneli  debris,  and  thus  induce 
failure  in  lateral  flexure. 

After  all,  it  appears  to  the  speaker  that,  in  the  case  of  the  multiple- 
arch  dam,  one  must  insist  on  unyielding  foundations.  Fortunately, 
there  seems  to  be  no  deficiency  in  bearing  value  on  the  part  of  the 
foundations  of  the  dams  on  Rush  Creek. 

It  is  not  surprising  to  find  that  the  use  of  the  multiple-arch  dam 
dates  far  back  of  that  of  the  flat-deck  type,  at  least  in  so  far  as  the 
construction  of  the  latter  in  reinforced  concrete  is  concerned.  The 
most  conspicuous  example  is  that  of  the  ^Feer  Alum  multiple-nrch  dam. 
built  in  India  a  century  or  more  ago.  This  dam,  referred  to  by  'Sir. 
Flinn,  has  a  height  of  about  45  ft.,  and  involves  astounding  span 
lengths,  varying  from  70  to  147  ft.  The  arches  are  plain,  and  are  built 
of  brick  in  lime  mortar.  New  South  Wales  boasts  of  a  dam,  the 
Eelubula,  in  which  the  spandrels  of  the  arches  are  filled  in  with 
masonry,  thus  making  impossible  radial  action  of  the  water  pressure. 

In  the  ITnited  States  there  are,  perhaps,  a  dozen  nuiltiplc-arch  dams, 
the  most  familiar  of  which  heretofore  have  presumably  been  those 
built  under  the  design  and  direction  of  John  R.  Eastwood,  ^f.  Am. 
Soc.  C.  E.    The  Eastwood  multiple-arch  dams  si>eni  to  di(T(M*  from  those 


FiG.  19. — Los  Verjels  Dam,  Near  Oroville,  Cal. 


Fig.  20. — DowN-STEEAM  View  of  Los  Verjels  Dam. 


Fig.   21. — Dowx-stbeam  View  of  New  Big  Bear  Valley  Dam. 
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designed  by  the  author  essentially  as  regards  the  treatment  of  the  Mr. 

arches  near  the  crest.  jVIr.  Jorgensen  uses  an  elliptical,  rather  than  a  '  *^  '^'  ^ 
circular,  form  for,  say,  the  upper  15  ft.  of  each  arch  or  panel,  whereas 
ilr.  Eastwood  apparently  prefers  to  retain  circular  arches,  even  near 
the  crest,  and,  to  this  end,  has  made  the  arch  axes  vertical  for  the 
upper  portions  of  the  panels  of  certain  of  his  dams.  Of  this  design  are 
the  dams  at  Hume  Lake  and  Bear  Valley,  California. 

The  speaker  has  not  had  the  privilege  of  visiting  either  of  the  dams 
described  by  the  author,  but  has  had  the  opportunity  of  inspecting  the 
60-ft.  high  multiple-arch  dam  of  the  Los  Verjels  Land  and  Water 
Company,  near  Oroville,  Cal.  This  dam  is  illustrated  in  Figs.  19  and 
20.  The  former  is  a  view  along  the  spillway  crest.  Incidentally,  it 
emphasizes  the  lack  of  adequate  spillway  capacity.  This  is  shown  by 
the  erosion  which  is  apparent  at  the  opposite  bank. 

Fig.  20,  a  view  from  do^vn  stream,  shows  the  buttresses  and  bracing 
to  be  relatively  slim,  to  such  an  extent,  in  fact,  as  to  afford  to  the  eye 
no  impression  of  stability. 

The  Bear  Valley  Dam,  Fig.  21,  makes  quite  a  contrary  im.pression, 
and,  though  the  product  of  the  same  designer,  governed  as  he  apparently 
was  by  the  financial  ability  of  the  respective  clients,  is  of  pleasing 
appearance  and  proportions.  Even  in  this  case,  the  speaker  would 
prefer  a  system  of  bracing  between  buttresses  consisting  of  relatively 
deep  (vertically)  beams  or  walls.  Such  deeper  beams  would  certainly 
afford  greater  stiffness,  and,  moreover,  would  tend  toward  a  better  dis- 
tribution of  the  load  on  the  footings.  In  other  words,  with  the  buttresses 
well  braced,  any  deflection  or  settlement  of  the  different  footings  would, 
of  necessity,  be  practically  equal,  and  hence  the  firmer,  less  yielding, 
foundation  material  would,  as  is  desirable,  take  more  load  per  unit  of 
area  than  the  less  firm  portions.  The  last-mentioned  advantage  of  the 
deeper  bracing  beams  is,  to  be  sure,  of  little  value  in  foundations  where 
the  deflection  under  load  is  inappreciable. 

Turning  now  to  the  details  of  the  paper,  the  speaker  is  inclined  to 
think  that  the  multiple-arch  dam  may  properly  be  applied  even  more 
widely  than  the  author  claims,  for  he,  by  implication,  limits  its  utility 
to  locations  where  "the  foundation  is  solid  rock."  JSTevertheless,  the 
multiple-arch  dam  is  not  entirely  free  from  the  ills  of  other  dams. 
!More  particularly  the  speaker  cannot  agree  with  the  general  statement 
of  the  author  that  "there  is  no  hydrostatic  uplift  to  amount  to  anj'- 
thing  acting  on  a  dam  of  this  type."  Although  not  obsessed  with  such 
a  fear  of  uplift  pressure  as  is  sho^vn  by  some  engineers,  the  speaker 
insists  that  the  possibility,  and  often  the  certainty,  of  uplift  pressure 
must  be  recognized. 

In  the  absence  of  more  definite  information,  the  allowance  made 
for  uplift  pressure  must  be,  of  necessity,  a  matter  of  judgment.  Cer- 
tainly, however,  in  the  case  of  a  foundation  material  which,   where 
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unbroken,  is  impervious,  but  contains  approximately  horizontal  lamina- 
tions, it  must  be  admitted  that  uplift  pressure  may  exist  in  such  lamina- 
tions or  seams.  Under  such  circumstances,  the  eflFect  of  the  uplift 
pressure  would  be  practically  the  same  as  if  the  footings  of  the  but- 
tressed hollow  dam  were  continuous,  with  uplift  pressure  existing  in 
the  plane  of  contact  of  the  footings  with  the  surface  of  the  foundation 
material.  Manifestly,  with  rock  of  the  characteristics  previously  sug- 
gested, a  buttressed  hollow  dam,  such  as  the  multiple-arch  dam,  has  no 
advantage  over  the  solid  masonry  dam,  except  to  the  extent  that,  by 
reason  of  the  details  of  construction,  it  may  be  a  simpler  matter  ade- 
quately to  drain  the  underlying  foundation  material  and  thus  relieve 
any  uplift  pressure. 

As  regards  sliding,  also,  the  speaker  feels  that  it  is  imwise,  and,  in 
some  instances,  has  been  fatal,  to  consider  a  dam  apart  from  its  under- 
lying foundation  material.  The  foundation  material,  or  substructure, 
must  act  as  a  unit  with  the  dam  body,  or  superstructure,  if  the  desired 
object  of  constructing  a  safe  dam  is  to  be  attained.  The  speaker  does 
not  intimate  that  either  of  the  multiple-arch  dams  described  by  the 
author  is  in  the  least  unsafe  as  regards  either  uplift  pressure  or  slid- 
ing. However,  he  does  feel,  for  instance,  that  it  is  not  sufficient  to  aim 
for  a  safe  shearing  resistance  at,  or  near,  the  base  of  a  buttress,  but 
believes  that  it  is  fully  as  important,  and  in  many  cases  even  more  diffi- 
cult, to  design  so  as  to  obtain  safe  resistance  to  shear  or  to  sliding 
within  the  foundation  material  itself  at  planes  or  laminations  just 
below  the  base  of  the  footings. 

That  these  considerations  are  not  far-fetched  is  shown  by  the  fail- 
ures of  such  dams  as  those  at  Austin,  Tex. ;  Lock  26,  Ohio  River,  and 
Austin,  Pa.  In  the  first  two,  at  least,  sliding  took  place  within,  and  not 
on,  the  foundation  rock. 

The  speaker  has  not  found  in  the  paper  any  specific  description  of 
the  foundation  material,  but  the  author  characterizes  it  as  "bed-rock 
worn  clean  by  glacial  action",  and  this  statement  in  itself  leads  one  to 
believe  that  the  foundation  conditions  are  fortunate,  and  that  probably 
no  harmful  laminations  exist. 

Finally,  the  speaker  believes  it  would  be  interesting  to  others,  as 
well  as  to  himself,  if  the  author  were  to  share  with  his  fellow  engineers, 
somewhat  more  specifically  and  in  more  detail,  his  views  as  to  the  effect 
of  the  time  interval  (elapsing  between  the  occurrence  of  maximum  and 
minimum  temperatures)  as  regards  lessening  the  formation  of  tem- 
perature cracks. 

Mr.  Edward  We(j.mann,*  M.  Am.  Soc.  C.  E. — Although  the  multiple-arch 

dam  has  only  lately  come  into  prominence,  this  type  was  adopted  for 
the  Meer  Alum  Dam,  in  India,  more  than  a  century  ago.     This  dam, 
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which  is  about  i  mile  louir.  is  built  in  plan  on  a  curve,  convex  up  stream,        Mr. 
and  consists  of  twenty-one  smaller  arches,  having  spans  of  from  70     ^^'^""" 
to  147  ft.    The  dam  is  39  ft.  high  and  has  vertical  faces  on  both  sides, 
e.xcept  near  its  crest,  where  the  down-stream  face  is  stepped  up  stream, 
in  order  to  reduce  the  top  width. 

The  Belubula  Dam,  in  New  South  Wales,  was  built  about  1898. 
It  is  431  ft.  long,  and  has  a  maximum  height  of  about  60  ft.  The 
lower  part  consists  of  a  mass  of  concrete  from  1  to  23  ft.  deep.  The 
upper  part  is  of  brickwork,  and  has  a  height  of  36  ft.  9  in.  In  the 
central  part  of  this  brickwork  there  are  six  buttresses,  28  ft.  from 
center  to  center.  Between  these  buttresses  there  are  five  vertical, 
elliptical  arches,  inclined  down  stream  at  an  angle  of  60  degrees.  The 
spandrels  between  the  arches  are  filled  with  concrete  which  covers 
the  crown  of  the  arches  to  a  depth  of  12  in.,  and  joins  the  side-walls 
of  the  dam,  which  are  of  concrete.  As  far  as  the  speaker  knows,  these 
two  multiple-arch  dams  are  the  only  ones  of  this  type  which  were 
built  until  recent  years. 

In  1897,  Henry  Goldmark,  M.  Am.  Soc.  C.  E.,  proposed  to  build 
a  multiple-arch  dam  of  concrete  at  Ogden,  Utah.*  This  dam  was  to 
be  369  ft.  king  and  105  ft.  high  above  the  foundation  at  the  center  of 
the  valley.  According  to  Mr.  Goldmark's  plan,  the  dam  was  to  consist 
of  a  number  of  piers,  16  ft.  wide  and  32  ft.  apart  in  the  clear.  Alter- 
nate bids  obtained  for  building  the  dam  in  the  manner  described,  or, 
as  an  ordinary  "gravity  dam",  showed  a  saving  of  from  12  to  15% 
in  favor  of  the  former  plan.  Mr.  Goldmark  proposed  to  make  the 
thin  vertical  arches  of  the  multiple-arch  dam  water-tight  by  placing 
a  lining  of  sheet  steel  on  their  up-stream  side. 

About  1900,  the  speaker  was  retained  to  design  a  multiple-arch 
dam,  160  ft.  high,  which  was  to  be  built  in  Virginia,  near  Washington, 
D.  C.  According  to  the  preliminary  estimates,  this  type  was  found 
to  be  about  15%  cheaper  than  a  gravity  section.  Water-tightness  was 
t''  be  insured  by  coating  the  up-stream  side  of  the  dam  with  asphalt. 
Owing  to  the  practical  difficulties  which  might  have  been  involved 
in  building  a  multiple-arch  dam  160  ft.  high — a  type  which,  at  that 
time,  had  only  been  used  for  two  low  dams — the  speaker  advised  his 
clients  to  construct  a  gravity  dam.  As  the  promoters  of  the  project 
could  not  secure  the  required  financial  means,  the  dam  was  not  built 
at  that  time. 

George  L.  Dillman,  M.  Am.  Soc.  C.  E.,  has  demonstrated,  mathe- 
lanatically,  the  sa-ving  that  can  be  effected  by  building  a  dam  of  the 
multiple-arch    type.f      He    proposed   to    give   the    arches    between    the 
I  piers  a  parabolic  section,  so  as  to  avoid  all  re-entrant  angles. 

*  Transactions,  Am.  Soc.  C.  E.,  Vol.  XXXVIII,  pp.  291,  302    (December,    1897). 
T  TransactU/ns,  Am.  Soc.  C.  E.,  Vol.  XLIX.  p.  94  (December,  1902). 
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Mr.  It  is  only  of  late  years  that  a  number  of  multiple-arch  dams  have 

Wegmann.   ^^^^  ^^.j^ 

In  VMS  John  S.  Eastwood,  M.  Am.  Soc.  C.  E.,  of  Fresno,  Cal., 
built  the  Hume  Lake  Dam,  in  the  Sierra  Nevada  Mountains,  as  a 
multiple-arch  dam  of  concrete.  The  dam  is  677  ft.  long-  and  about 
60  ft.  high,  and  consists  of  twelve  vertical  circular  arches  which  are 
supported  by  thirteen  buttresses.  At  each  end  of  the  ciam,  a  wall, 
like  a  core-wall,  is  built  into  the  side  of  the  valley.  In  1910  and 
1911,  Mr.  Eastwood  built  a  similar  dam  about  200  ft.  down  stream 
from  the  Bear  Valley  Dam,  in  California.  It  has  a  length  of  350  ft. 
and  a  maximum  height  of  91.5  ft.  above  the  foundation.  In  this  case, 
bids  were  obtained  for  building  a  rock-fill  dam  having  a  reinforced- 
concrete  curtain,  and,  also,  for  an  arched  gravity  dam  of  concrete.  The 
multiple-arch  dam  proposed  by  Mr.  Eastwood  was  found  to  be  the 
cheapest  and  was  adopted. 

A  few  more  multiple-arch  dams  have  been  built.  Two  of  these — 
the  Gem  Lake  Dam,  700  ft.  long  with  a  maximum  height  of  112  ft. 
above  the  foundation,  and  the  Agnew  Lake  Dam,  30  ft.  high  and 
280  ft.  long,  were  designed  by  the  author.  Mr.  Jorgensen,  however, 
has  not  only  given  an  interesting  account  of  how  these  dams  were 
constructed,  but,  also,  a  very  complete  analysis  of  the  stresses  in 
multiple-arch  dams.  The  speaker  compliments  him  on  his  excellent 
paper  which  will  be  of  value  to  all  engineers  who  have  to  design 
such  dams. 

Mr.  Walter  J.  Douglas,*  M.  Am.  Soc.  C.  E. — About  7  years  ago  the 

Douglas,  speaker's  firm  designed  and  built,  in  the  Adirondacks,  the  Garoga  Dam, 
a  multiple-arch  structure  having  a  200-ft.  spillway  of  the  gravity 
type.  The  concrete  arches  are  60  ft.  high,  and  their  thickness  at  the 
top  is  2  ft.,  increasing  to  4  ft.  at  the  bottom.  There  was  no  difficulty  in 
taking  care  of  the  thrust,  the  foundation  being  of  good  slate,  strong 
enough  to  take  the  concentrated  load  transmitted  by  the  buttresses. 
The  economy  of  the  multiple  arch  was  found  to  be  small  when  its  cost 
was  compared  with  that  of  the  gravity  section  used  for  the  spillway. 
The  speaker  thinks  that  in  most  cases  where  the  cost  of  skilled  labor 
is  high  and  material  is  cheap,  the  ordinary  gravity  type  is  about  as 
cheap  as  the  multiple  arch.  The  difficulties  of  constructing  thin  arches, 
such  as  those  shown  in  the  paper,  often  more  than  offset  the  saving  in 
material. 

The  speaker's  firm  has  made  a  great  many  designs  of  dams  since 
the  Garoga  Dam  was  built,  but  has  only  constructed  one  other  of  the 
multiple-arch  type.  This  was  the  Peck's  Lake  Dam,  built  near  the 
same  locality  as  the  Garoga  Dam.  The  height  of  the  arches,  above 
the  surface  of  the  ground,  varies  from  25  to  45  ft.     As  far  as  the 
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speaker  knows,  this  is  the  only  multiple-arch  dam  which  has  not  been  Mr. 
built  on  a  rook  foundation.  The  fomidations  were  of  slightly  indurated  '^'°"^'^^- 
sand  and  gravel,  but  not  hardpan.  The  pressure  is  distributed  by  rein- 
forced concrete  slabs  at  the  toe  of  the  buttresses.  As  a  securitj'^  against 
horizontal  movements,  the  arches  penetrate  about  10  ft.  into  the 
ground,  where  they  are  loaded  uniformly  by  the  reaction  of  the  soil, 
and,  therefore,  they  are  catenary  in  tension.  This  part  of  the  arches 
is  heavily  reinforced  with  steel  rods,  which  are  well  bonded  into  the 
buttresses.     This  arrangement  worked  out  very  satisfactorily. 

The  dams  described  by  the  author  are  very  inteiesting,  but,  the 
speaker  believes,  they  are  not  conservatively  designed.  All  engineers 
who  are  interested  in  the  development  of  reinforced  concrete,  as  applied 
to  structures  other  than  buildings  and  bridges,  know  that  every  once 
in  a  while  something  ''gets  by."  Tanks  have  been  built  in  recent 
years,  which  are  4  in.  thick  at  the  top,  8  in.  at  the  bottom,  and  more 
than  100  ft.  high,  but  the  speaker  thinks  that  is  no  justification  for 
building  similar  ones.  He  believes  that  both  the  arches  and  the  but- 
tresses of  the  dams  shown  in  the  paper  are  unnecessarily  thin. 

The  speaker  cannot  see  how  the  triangiilar  girder,  mentioned  on 
page  S66,  will  take  up  the  unbalanced  thrust  of  the  arches  if  one  of 
them  should  fail,  and  would  ask  for  more  detailed  information  on 
this  point. 

The  most  serious  objection  which  can  be  raised  against  multiple- 
arch  dams  is  the  fact  that  failure  of  one  unit  will  destroy  the  stability 
of  the  whole  structure.  The  speaker  believes  that  an  occasional  abut- 
ment buttress,  similar  in  purpose  to  the  abutment  piers  of  arch  bridges, 
consisting  of  a  series  of  spans  should  be  introduced  in  the  design  of 
multiple-arch  dams  having  a  large  number  of  arches. 

On  page  865,  the  author  says : 

"The  total  vertical  load  on  the  section  shown  in  Fig.  6  is  seen  to 
be  6  332  tons,  and  the  horizontal  water  pressure,  5  062  tons,  both 
111  a  iO-it.  span.  If  the  coefficient  of  friction  is  taken  at  0.75,  it 
is  seen  that  the  actual  shear  along  the  base  amounts  to  only 
5  062  —  6  332  X  0.75  =  313  tons.  There  is  considerable  steel  in 
the  section  to  help  take  up  this  shear,  and,  therefore,  it  was  not  deemed  ' 
necessary  to  eliminate  the  shear  entirely." 

This  statement,  the  speaker  believes,  is  incorrect.  The  shearing 
resistance  of  an  elastic  solid  is  an  elastic  attribute  of  the  material. 
The  deformation  caused  by  shearing  forces,  if  within  proper  limits, 
will  disappear  after  the  actuating  forces  have  been  discontinued.  The 
frictional  resistance  is  of  an  entirely  different  nature,  and  can  act 
only  after  the  section  has  failed  under  shear.  The  resisting  friction 
can  be  developed  only  by  minute,  but  measurable,  movements  of  ad- 
jacent planes.  This  movement  is  progressive,  that  is,  the  dislocation 
caused  by  the  forces  resisted  by  friction  will  not  disappear  when  the 
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Mr.  ^  structure  is  relieved  of  load,  and  a  second  application  will  necessitate 
"'  a  further  movement.    In  designing  one  should  rely  on  shear  or  on  fric- 
tion, and  not  on  both. 

As  regards  the  determination  of  the  direct  stresses,  the  speaker 
would  state  that  the  stress  computed  by  the  author  on  page  866, 
acting  on  planes  at  right  angles  to  the  resultant,  is  not  necessarily  the 
maximum  compressive  stress,  and  that  methods  are  now  available  for 
computing  the  principal  stresses  in  a  buttress  quite  accurately.* 

The  speaker  has  made  the  foregoing  criticism  because,  as  the 
author  correctly  states  on  page  851,  "the  stresses  and  dimensions  can 
be  calculated  with  great  accuracy",  in  multiple-arch  dams,  although 
such  calculations  are  almost  impossible  in  earth  or  rock-fill  dams.  The 
determination  of  the  stresses  is  subject  to  many  uncertainties,  even 
in  gravity  dams.  The  design  of  this  latter  type,  however,  is  being 
developed  along  scientific  lines  with  very  satisfactory  progress,  and  the 
gravity  dam  has  the  advantage  of  a  great  number  of  precedents  over 
the  multiple-arch  dam. 

In  the  case  of  solid  impervious  rock  foundation,  the  speaker  de- 
cidedly prefers  the  gravity  dam,  and  doubts  whether  material  saving, 
if  any,  can  be  obtained  by  the  use  of  the  multiple  arch,  even  if  this 
latter  would  have  a  considerably  smaller  volume.  The  unit  price  of 
masonry  for  the  multiple-aroh  dam  is  out  of  all  proportion  to  that  of 
the  gravity  dam,  as  illustrated  by  the  price  of  $22  per  cu.  yd.,  given 
by  the  author. 

If   the    foundation    is    fissured   rock    or   other   good   but    pervious 
material,  the  multiple-arch   dam,  generally,  should  be  the  more  eco- 
nomical type,  because  the  volume  of  the  gravity  dam  must  be  increased, 
in  order  to  meet  the  uplifting  action  of  the  water. 
Mr,  Edwin  Duryea,!  M.  Am.  Soc.  C.  E. — The  speaker's  home  and  most 

uryea.  ^£  j^j^  professional  practice  are  in  California,  and  he  is  familiar  with 
the  general  climatic  and  hydrographic  conditions  throughout  the  State 
and  in  the  Sierra  Nevada  Mountains,  though  not  with  those  of  Mono 
County,  in  which  are  built  the  two  dams  forming  the  subject  of  this 
paper.  However,  hydrographic  conditions  are  kno\vn  to  be  quite  uni- 
form throughout  the  high  Sierras  of  California,  and  presumably  in 
Mono  County  they  do  not  differ  materially  from  those  of  the  parts  with 
which  the  speaker  is  familiar. 

A  previous  speaker  has  expressed  doubts  as  to  the  adequacy  of  the 
spillway  arrangements  of  these  two  dams  to  pass  safely  such  intense 
floods  as  might  be  expected  to  occur  at  long  intervals  from  such  a  small 
drainage  area  as  22^  sq.  miles.  In  most  parts  of  the  Fnited  States, 
such  apprehensions  would  bo  justified,  but  not  in  the  liiL;li  Sierras  of 
California. 

*  See  the  papers  of  Levy,  Unwln,  Hill,  Ottley,  and  Brightmore. 
t  San  Francisco,  Cal. 
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Througfhout  that  State  practically  all  the  year's  precipitation  occurs  Mr. 
during  the  winter,  from  about  October  to  about  March,  inclusive,  with  "''y^*- 
hardly  any  (and  none  such  as  will  cause  floods)  during  the  warmer 
months  of  April  to  September.  Hence,  in  the  high  Sierras,  the  year's 
:>reoipitation  is  practically  all  in  the  form  of  snow,  which  accumulates 
:iiroughout  the  winter  to  depths  of  even  20  ft.,  or  more,  settles  and 
packs  until  melted  gradually  by  the  increasing  temperatures  of  the 
spring  and  summer,  and  passes  off  as  stream  flow  in  the  form  of  slowly 
rising  floods,  which  usually  begin  in  April,  culminate  in  June,  and 
terminate  about  the  middle  of  July.  It  is  this  condition  of  winter 
rains  in  the  valleys,  which  soak  the  ground  and  start  the  growth  of  the 
crops,  in  conjunction  with  the  snow  stored  in  the  high  Sierras,  which 
by  its  gradual  melting  furnishes  water  for  irrigation  throughout  the 
growing  season  of  April  to  September,  that  causes  the  very  great  suc- 
cess of  irrigated  agriculture  in  the  Great  Valley  of  California. 

On  the  drainage  area  above  these  two  dams  (at  elevations  of  from 
9  000  to  12  000  ft.  above  sea  level),  and  even  at  much  lower  elevations, 
this  condition  of  stream  flow  from  the  slow  melting  of  the  snow  must 
be  marked  and  invariable;  and  on  that  area  there  can  be  no  direct 
connection  between  excessive  storm  intensities  and  excessive  flood 
intensities. 

The  speaker  has  examined  many  dams  in  the  high  Sierras  of  Cali- 
fornia and,  at  first,  was  strongly  impressed  by  the  apparently  very 
inadequate  provisions  for  spillway  capacity  and  "free-board"  of  those 
dams,  as  judged  by  necessities  elsewhere.  Soon,  however,  he  realized 
that  provisions  which  would  have  been  very  inadequate  and  unsafe  in 
most  other  regions  are  quite  safe  in  the  high  Sierras. 

A  previous  speaker  has  mentioned  the  small  number  of  arch  dams 
as  yet  built  in  the  world,  placing  the  number  at  only  about  15.  The 
speaker  has  built  an  arch  dam  which  may  not  be  included  in  that  num- 
ber. It  is  the  Goodwin  Dam,  on  the  Stanislaus  River,  not  far  from 
Stockton,  Cal.,  and  serves  to  raise  and  divert  the  waters  of  that  river 
for  the  irrigation  of  the  South  San  Joaquin  and  Oakdale  Irrigation 
Districts,  which  together  comprise  about  144  000  acres.  The  dam  con- 
sists of  two  arches  with  a  buttress  between  them;  there  is  also  a  small 
buttress  at  the  south  end  of  the  dam  to  replace  a  rock  abutment  which 
was  badly  shattered  by  the  blasting  of  a  canal.  The  south  arch  is 
299.4  ft.  in  crest  length,  with  a  maximum  height  of  78  ft.;  the  north 
arch  is  159.8  ft.  in  crest  length,  with  a  maximum  height  of  42  ft.  The 
buttress  between  them  is  on  a  ridge  of  rock  (slate)  near  the  middle  of 
the  river,  and  has  a  maximum  height  of  masonry  of  only  22  ft. 

The  two  arches  have  radii  (of  their  vertical  up-stream  sides)  of 
135  ft.,  and  are  proportioned  for  ''pure  arch  action"  by  the  ordinary 
arch  formula  and  for  maximum  arch  stresses  of  300  lb.  per  sq.  in. 
(43  200  lb.,  or  21.6  tons  per  sq.  ft.).     Except  that  the  minimum  arch 
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Mr.  thickness  (in  the  upper  parts  of  the  arches)  was  fixed  arbitrarily  at 
■  8  ft.,  the  arches  were  thickened  4  ft.  arbitrarily  at  the  rock  surface 
(this  thickening  decreasing  to  zero  8  ft.  above),  as  a  safeguard  against 
possible  erosion  by  the  very  turbulent  waters  of  the  pool  just  below  the 
dam.  The  crest  was  made  of  a  somewhat  unusual  shape  to  permit 
larger  flows  over  it  without  reducing  its  strength,  and  the  arches  were 
reinforced  against  temperature  stresses  by  steel  bars,  near  their  crests 
and  for  6  ft.  below,  near  their  up-stream  and  down-stream  sides.  The 
thickness  of  the  south  arch,  59.8  ft.  below  its  crest  (just  above  the 
thickened  base),  is  12.2  ft.;  that  of  the  north  arch,  at  the  corresponding 
point,  24.5  ft.  below  its  crest,  is  8.0  ft. 

The  arches  are  proportioned  (aside  from  the  exceptions  noted)  for 
300  lb.  per  sq.  in.  and  for  the  maximum  arch  thrusts  caused  by  floods 
up  to  25  ft.  in  depth  over  the  crest,  making  allowance,  however,  for 
the  relief  of  the  arch  pressure  by  the  variable  "back-water"  against 
the  down-stream  sides  of  the  arches.  Two  measured  floods  are  known 
(in  1907  and  1911)  which  would  have  caused  depths  on  the  crest  of 
the  dam  (had  it  then  been  built)  of  about  15  ft.  The  dam  was  com- 
pleted in  1912,  and  since  then  several  floods  of  about  6  ft.  in  depth 
have  passed  over  it.  The  drainage  area  above  the  Goodwin  Dam  com- 
prises about  928  sq.  miles  of  mixed  low  and  high  Sierras,  from  an  ele- 
vation of  350  ft.  above  sea  level  (the  crest  of  the  dam)  to  an  extreme 
height  of  more  than  10  000  ft. 

The  first  requirement  in  any  dam  should  be  certain  safety,  but  the 
next  should  be  economy;  and  the  usual  reason  for  designing  an  "arch" 
dam  is  that  thus  considerable  saving  below  the  cost  of  a  "gravity"  dam 
often  may  be  effected,  without  (at  least  in  the  judgment  of  the  designer) 
any  sacrifice  in  safety.  The  Goodwin  Dam  is  a  good  example  of  such 
a  saving  in  cost.  Six  other  dam  sites  were  surveyed,  three  up  stream 
and  three  down  stream  from  the  Goodwin  site.  Estimates  of  cost  were 
made  for  "gravity"  dams  on  all  seven  sites,  and  for  three  other  plans 
of  arch  dams  on  the  Goodwin  site.  By  the  choice  of  the  Goodwin  site 
and  the  two-span  arch  dam  adopted  and  built,  the  saving  effected  was 
more  than  half  that  of  the  most  obvious  procedure — the  raising  of  an 
existing  gravity  dam  If  miles  up  stream,  already  the  property  of  the 
two  Irrigation  Districts,  the  enlarging  of  the  intervening  1^  miles  of 
their  existing  canal  on  the  north  side  of  the  river,  and  the  building  of 
the  same  length  of  new  canal  on  the  south  side. 

In  1903,  the  speaker  designed  two  other  arch  dams  for  California 
streams,  neither  of  which,  however,  has  been  built.*  The  larger  one 
was  to  have  been  138  ft.  in  maximum  height,  and  made  up  of  eight 
semicircular  arches,  supported  on  intervening  buttresses  50  ft.  from 
center  to  center.     The  backs  or  up-stream  sides  of  the  arches  were  to 

*  Transactions,  Am.  Soc.  C.  B.,  Vol.   LIII    (December,  1904),  pp.  172-175. 
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have  been  vertical,  with  radii  of  26.5  ft.  The  smaller  dam  was  to  have  Mr. 
been  30  ft.  in  maximum  height,  with  eight  spans  of  19^  ft.  from  center 
to  center  of  buttresses.  The  "deck"  or  up-stream  side  of  the  dam  was 
to  have  been  a  plane  with  an  inclination  of  0.64  vertical  to  1.00  hori- 
zontal, in  order  to  distribute  the  foundation  pressures  more  evenly  over 
a  rather  weak  rock  foundation.  The  crown  thickness  of  the  deck  was 
to  have  been  2  ft.,  and  the  radii  of  the  inclined  semicircular  arches 
forming  the  under  side  of  the  deck  were  to  have  been  8^  ft. 

Mention  is  made  in  the  paper,  and  by  a  previous  speaker,  of  the 
freedom  of  multiple-arch  dams  (or  other  thin  dams)  from  "uplift" 
forces.  Such  forces  are  quite  certain  to  exist  in  greater  or  less  degree 
under  all  thick  masonry  dams.  The  speaker  recently  had  an  opportunity 
to  measure  the  uplift  forces  existing  under  parts  of  the  base  of  a  high 
masonry  dam  (the  La  Boquilla  Dam,  in  the  State  of  Chihuahua, 
Mexico,  of  244  ft.  maximum  height) .  The  measurements  extended  over 
a  period  of  22  months,  and  for  depths  of  water  behind  the  dam  (above 
the  foundation  level)  of  from  140.3  to  213.6  ft. ;  and  comprised  measure- 
ments in  thirty-nine  holes,  aggregating  sixty-three  or  more  hole 
measurements  of  the  uplift.  He  hopes  soon  to  present  these  measure- 
ments in  full  to  the  Society;  and  will  only  say  now  that,  although 
the  foundation  of  that  dam,  in  its  natural  condition,  was  a  very  good 
limestone,  with  but  few  and  minor  defects  (which  were  all  repaired 
with  great  care  and  cost  by  cement  pressure  grouting),  still  the  measure- 
ments of  the  pressures  show  the  existence  of  "uplifts''  which,  in  gen- 
eral, lie  on  straight  lines  decreasing  from  (at  the  "heel"  of  the, dam) 
one-third  of  the  depth  of  water  in  the  reservoir  above  the  foundation 
plane,  to  zero  at  the  "toe"  of  the  dam.  Incidentally,  the  dam  had  been 
designed  to  withstand  uplifts  varying  from  two-thirds  of  the  depth 
of  the  water  at  the  heel  to  zero  at  the  toe. 

Regarding  the  use  and  safety  of  arch  dams,  one  general  thought  is 
worthy  of  serious  consideration :  Several  (only  a  small  proportion, 
however)  "gravity"  masonry  dams  have  failed.  It  is  true  that  these 
failures  were  probably  always  from  faults  perceived  afterward  to  be 
due  to  recognized  poor  design  or  construction,  and  that  they  would  not 
have  occurred  had  the  design  and  the  construction  of  the  profiles  and 
the  foundations  been  in  accordance  with  recognized  good  practice. 

On  the  other  hand  (even  though  most  arch  dams  are  much  thinner 
than  gravity  dams,  and  though  there  should  be  no  reason  to  suppose 
their  profiles  and  foundations  to  have  been  in  general  designed  and 
constructed  more  carefully),  the  speaker  does  not  recall,  among  the  few 
arch  dams  as  yet  constructed,  even  a  single  failure. 

It  is  realized  that  such  reasoning  is  not  conclusive,  but,  neverthe- 
less, it  appears  to  the  speaker  at  least  probable  that  the  "arch"  dam 
possesses  greater  reserves  of  strength  and  safety  than  the  "gravity"  dam. 
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Mr  L    H    NisHKiAN*  Assoc.  M.  Am.   Soc.   C.  E.    (by  letter).-The 

NiBhkian.  ^^^^^^  j^^g  rendered  to  the  Engineering  Profession  a  much  needed 
service  by  opening  up  for  discussion  the  subject  of  multiple-arch  dams. 
There  is  no  question  that,  in  the  future,  dams  of  this  type  will  pre- 
vail over  other  types  in  many  locations,  and.  therefore,  a  detailed  dis- 
cussion of  methods  of  design  and  construction  is  timely  and  profitable. 
At  first  glance  the  structural  design  of  a  multiple-arch  dam  seems 
to  be  quite  simple,  requiring  the  design  of  a  concrete  arch  under 
definite  forces,  of  a  buttress  to  uphold  the  arch,  and  of  a  foundation  to 
hold  the  buttress  in  place. 

On  closer  study,  many  problems  arise.  The  upper  and  lower  end. 
of  the  arch  barrel  are  difficult  of  even  roughly  approximate  analysis 
and  the  designer  has  to  depend  largely  on  his  judgment  The  weight 
of  the  arch  between  the  buttresses  is  carried  partly  on  the  latter  and 
partly  on  the  lower  end  of  the  arch.  In  designing  the  arch,  the  author 
has  considered  its  weight  component  normal  to  the  buttresses  as  being 
carried  by  arch  action  to  the  buttresses,  and,  presumably,  the  component 
parallel  to  the  buttresses  as  being  carried  by  direct  column  action  down 
\:  the  footings  at  the  lower  end  of  the  arch  barrel.  In  the  <l-ign 
the  buttress  and  foundation,  however,  it  has  been  assumed  tha  the 
entire  weight  of  the  arch  is  acting,  through  its  center  of  gravity,  on 

the  buttress.  ,     ,     e 

The  writer  agrees  with  Mr.  Jorgensen  m  regard  to  the  method  oi 
designing  the  arch  ring,  but  cannot  agree  with  him  in  throwing  the 
entire  weight  of  the  arch  on  the  buttresses.  It  appears  to  the  writer 
that  only  the  weight  component  normal  to  the  buttress  should  be  con- 
sidered as  acting  on  it.  These  two  assumptions  are  widely  at  variance, 
and  result  in  a  large  difference,  both  in  the  point  of  application  and  m 
the  line  of  action  of  the  resultant  force  on  the  buttress. 

The  author  finds  an  upper  and  a  lower  limit  for  the  direct  com- 
pression stresses  in  the  buttress.  It  will  be  found,  however,  that  the 
stress  produced  by  the  normal  component  of  the  arch  thrust  on  the 
buttress  is  equal  to,  or  greater  than,  the  maximum  stress  given 
in  the  paper.  In  this  case,  the  arch  thrust,  due  to  water  pressure 
It  a  depth  of  80  ft.,  is  approximately  80  X  62.5  X  '23.08  =  115  000  lb., 
and  the  thrust,  due  to  dead  weight  of  arch  ring,  is  approximately 
150  X  •"•''  X  cos.  50°  X  23.1  =  8  000  lb.,  or  a  total  arch  thrust  oi 
123  000  ib.  This  will  result  in  a  force  of  123  000  X  2  X  sm. 
]}^L   ^    21:-.  0(10    11..   pcM-    lin.   ft.    on    tlu-    buttress.      The    buttress 

213  000 


2 


is  here  4.25  ft.  thick;  tlierelore,  we  have  a  stress  of  ^-^.^  ^  ^.^  ^  ^._, 


,-.  =  348 
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lb.  per  so.  in.     Although  in  no  sense  dangerous,  this  is  in  excess  of      Mr. 

^  ^  ..,11  1  •  Nishkiaii. 

the  Stress  of  317  lb.  per  sq.  in.,  given  by  the  author  as  the  maximum 

existing  in  the  buttress.     One  must  be  careful  in  using  average  values 

of  stresses  where  the  average  is  for  a  large  area. 

The  author  has  made  the  section  of  the  arch  normal  to  the  up-stream 
edge  of  the  buttress,  circular.  As  is  pointed  out  in  the  paper,  the 
pressures  are  not  uniform  on  the  arch  ring,  with  the  result  that,  near 
the  top,  it  is  necessary  to  move  the  arch  out  5  in.  at  certain  points,  in 
order  to  make  its  center  line  coincide  with  the  line  of  pressure.  To 
avoid  this  difficulty  and  maintain  a  constant  shape  from  top  to  bottom, 
it  is  only  necessary  to  make  a  horizontal  section  of  the  arch  circular  in 
shape.  A  normal  section  will  now  be  an  ellipse,  and  it  will  be  found 
that  the  center  line  of  the  arch  ring  and  the  line  of  pressure  will  coin- 
cide very  closely  for  all  depths. 

It  will  be  necessary  to  use  a  three  or  five-centered  curve  for  the  form 
ribs,  and  this  will  entail  an  extra  expense,  as  the  circular  form  ribs  will 
have  to  be  made  in  sections  also.  Furthermore,  with  a  horizontal  sec- 
tion circular,  the  up-stream  and  down-stream  edges  will  be  concentric, 
with  a  uniform  radial  thickness  of  arch  ring.  This  will  result  in  the 
normal  section  of  the  arch  ring  being  much  thicker  at  the  buttresses 
than  at  the  center,  giving  it  greater  stability. 

The  author  has  provided  a  light  but  very  effective  method  of  stiffen- 
ing the  buttress  walls,  and  it  is  worthy  of  more  general  use. 

Gardner  S.  Williams,*  M.  At^i.  Soc.  C.  E.   (by  letter). — No  dis-      Mr. 

1-1  ,1  111  1  -1  •         Williams. 

cussion  of  the  multiple-arch  dam  would  be  complete  vi^ithout  mention 

of  the  famous  ILeer  Alum  Dam,t  near  Hyderabad,  India,  built  about 

ISOO.  which  is  made  up  of  a  series  of  full-centered  vertical  brick  arches 

with  radii  varying  from  70  to  147  ft.    These  arches  are  arranged  in  the 

arc  of  a  circle,  having  a  crest  length  of  about  i  mile  and  a  height  of 

about  40  ft.     This  structure  appears  to  be  the  dean  of  multiple-arch 

darns. 

On  September  1st,  1902,  the  writer  tabulated  the  bids  received  by 
the  Ithaca  Water  Works  Comijany,  and  a  few  days  later  awarded  the 
contract  for  the  construction  of  the  so-called  Six-Mile  Creek  Dam,  near 
Ithaca,  X.  Y.  This  dam  embodied  in  its  design  a  section  of  the  inclined 
multiple-arch  type,  and  is  believed  to  be  the  first  structure  of  the  kind 
:or  which  a  contract  was  ever  let.:}: 

Prior  to  the  design  of  this  dam,  which  was  made  by  the  writer  in 
the  early  part  of  1902,  plans  and  specifications  for  an  inclined  multiple- 

•  Ann  Arbor,  Mich. 

t  Transactions,  International  Engineering  Congre.ss,  191.0,  Waterways  and  Irriga- 
tion, p.  719. 

t  The  Six-Mile  Creek  Dam  was  discussed  in  Transactions,  Am.  Soc.  C.  E.,  Vol. 
LIII,  and  the  multiple-arch  section  is  particularly  described  on  page  195  thereof. 
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Mr.  arch  dam  were  prepared  by  Henry  Goldmark,  M.  Am.  Soc.  C.  E.,  for 
■  the  Pioneer  Power  Company,  of  Ogden,  Utah,*  the  suggestion  of  this 
design  being  due,  the  writer  is  informed,  to  George  H.  Pegram,  Presi- 
dent, Am.  Soc.  C.  E.  The  inclination  of  the  arches  was  about  25"  from 
the  vertical  Subsequently  to  the  work  of  Mr.  Goldmark  and  prior  to 
1902,  the  multiple-arch  dam  was  investigated  by  James  H.  Fuertes, 
M.  Am.  Soc.  C.  E.,  and  by  the  late  Emil  Kuichling,  M.  Am.  Soc.  C.  E., 
independently,  but  neither  of  their  designs  came  to  the  constructive 
stage. 

Since  the  construction  of  the  Six-Mile  Creek  Dam,  dams  of  the 
multiple-arch  type  have  been  designed  and  built  under  the  supervision 
of  the  writer  in  Michigan,  Minnesota,  and  Iowa. 

The  principles  of  design  laid  down  by  the  author  differ  somewhat 
from  those  followed  by  the  writer,  and  appear  to  transgress  the  rules 
of  economical  design,  since  the  structure,  as  described  by  the  author, 
does  not  follow  the  equilibrium  curve.  As  is  well  known,  the  curve  of 
equilibrium  for  an  arch  under  uniform  normal  pressure  is  a  circle, 
and,  therefore,  since  the  inclined  arch  may  be  conceived  as  made  up 
of  an  infinite  number  of  infi.nitesimally  thick  horizontal  arches, 
the  horizontal  section  of  the  arch  should  be  a  circle  and  not  an  ellipse, 
as  seems  to  have  been  contemplated  by  the  author.  A  section  of  the 
arch  normal  to  the  axis  will  then  be  elliptical,  and  the  inclination 
should  be  chosen  so  that  this  ellipse  approaches  most  closely  to  the 
hydrostatic  arch  for  the  condition  of  most  constant  load.  When  de- 
signed in  accordance  with  these  principles,  the  arch  is  subjected  to  the 
minimum  of  bending  stress,  and  requires  the  least  material.  An 
increasing  thickness  of  the  arch  section  to  the  bottom  of  the  dam  is 
hardly  necessary,  as  over  the  lower  one-third,  in  ordinary  cases,  tlie 
beam  action  is  such  as  to  relieve  to  a  considerable  degree  the  arch 
action,  so  that  the  shell  may  very  properly  be  made  of  uniform  or  even 
diminishing  thickness  from  the  point  of  one-third  the  height  down. 

J^one  of  the  dams  built  by  the  writer  has  been  on  a  rock  foundation, 
and  although  it  is  necessary  to  be  assured  of  the  carrying  capacity  of 
the  material  under  the  buttresses,  this  does  not  preclude  the  use  of 
such  structures  on  sand,  gravel,  or  clay. 

Mr.  Geokok  W.   Ho\vs(>N,t  Assoc.  M.   Am.   Soc.   C.  E.    (by  letter). — 

Mr.  Jorgensen  has  presented  a  very  excellent  paper  on  the  design  and 
construction  of  multiple-arch  dams.  The  method  of  working  out  the 
design  shows  much  careful  study,  and  appears  to  be  the  last  word  in 
the  design  of  dams  of  this  type. 

There  are  several  phases  of  the  i)aper,  however,  which  hardly  seem 
to  be  in  accord  with  the  writer's  experience,  and  there  is  a  general 

•  Transactions,  Am.  Soc.  C.  B.,  Vol.  XXXVIII.  pp.  290  to  297. 
t  San  Francisco,  Cal. 
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tendency  to  compare  the  multiple-arch  with  the  rock-fill  dam.     These      Mr. 
are  two  entirely  different  types,  each  having  its  own  advantages.  Howson 

In  general,  it  may  be  stated  that  a  rock-fill  dam  may  be  built  on 
any  foundation  suitable  for  a  multiple-arch  structure;  but  the  reverse 
is  not  true.  As  an  example,  a  rock-fill  dam  is  best  adapted  to  a  site 
where  the  underlying  bed-rock  across  the  floor  of  the  canyon  is  covered 
by,  say,  from  20  to  30  ft.  of  over-burden.  Here  it  may  be  necessary  to 
carry  only  the  thin  cut-off  wall  down  through  the  overlying  material 
into  solid  rock ;  and  the  great  bulk  of  the  dam,  the  loose  drop  fill, 
may  be  built  on  the  over-burden.  It  must  be  known,  of  course,  that 
the  foundation  under  the  rock  fill  is  suitable,  though  it  may  not  be  a 
foundation  on  which  the  buttresses  of  a  multiple-arch  dam  should  be 
built.  Mr.  Flinn  has  brought  out  this  point  in  comparison  with  a 
solid  masonry  dam,  but  his  comparison  of  economy  relative  to  the 
foundation  is  even  more  applicable  in  the  case  of  a  rock-fill  structure. 

It  is  then  seen  that  the  problem  of  choice  between  rock-fill  and 
mvdtiple-arch  types  presents  itself  only  at  a  site  where  a  good  founda- 
tion for  the  buttresses  is  exposed,  or  is  found  within  a  limited  depth 
of  excavation.  Here  the  final  economic  balance  may  be  in  favor  of 
either  type,  depending  on  the  particular  cross-section  of  the  canyon, 
the  transportation  problem,  and  the  general  topography  of  the  site. 
The  writer,  however,  believes  that,  in  a  majority  of  cases  where  it  is 
possible  to  consider  a  choice  of  types,  the  relative  cost  of  a  multiple- 
arch  dam  and  a  rock-fill  dam  will  be  in  favor  of  the  former. 

Mr.  Jorgensen  is  correct  when  he  states  that  the  water-tightness  of 
a  dam  depends  to  a  much  larger  extent  on  the  quality  of  the  concrete 
in  the  arches  than  on  the  thickness  of  the  latter.  The  Strawberry 
Eock  Fill  Dam,  built  recently  by  the  Sierra  and  San  Francisco  Power 
Company,  may  be  said  to  be  bottle-tight,  although  it  depends  on  a 
reinforced  concrete  apron  only  18  in.  thick,  under  a  130-ft.  head,  which 
thickness  tapers  to  9  in.  at  the  crest.  A  multiple-arch  dam  should  be 
built  only  under  the  most  competent  engineering  supervision.  A  few 
failtires  of  dams  of  this  class  due  to  poor  construction  would  condemn 
all  such  structures,  in  the  public  opinion. 

L.  R.  Jorgensen,*  M.  Am.  Soc.  C.  E.  (by  letter). — Throughout  Mr. 
the  discussion  there  has  been  a  tendency  to  compare  the  cost  of  °''^®°^^"- 
multiple-arch  dams  with  that  of  gravity  dams.  As  a  general  rule,  it 
can  be  said  that  the  multiple-arch  dam  is  the  cheaper,  the  more  ex- 
pensive the  building  material.  For  dams  of  moderate  height,  it  is 
probably  always  cheaper,  but  not  for  heights  of  more  than  130  ft. 
The  only  sure  way  of  finding  out  is  to  estimate  the  cost  of  each  type 
for  any  given  location. 

The  system  of  struts  has  not  been  designed  to  help  to  prevent  set- 
tlement or  sliding  of  the  buttresses;  it  cannot  do  that,  and  it  is  not 

•San  Francisco,  CaL 
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Mr.  necessary,  for,  in  these  particular  cases,  the  rock  foundation  is  pos- 
lorRensen  g^^jy  twlce  as  strong  in  shear  and  crushing  as  the  concrete  in  the 
buttresses.  The  struts  are  to  stiffen  the  buttresses,  and  to  transmit 
any  unequal  arch  thrust  which  normally  might  exist  at  any  place, 
due,  for  instance,  to  the  adjacent  arches  being  built,  during  periods 
of  different  temperatures,  into  the  side-hill  where  the  struts  are  an- 
chored. The  two  struts  close  to  the  arch  (Fig.  4)  will  also  transmit 
to  the  side-hill  the  abnormal  unbalanced  thrust  which  might  occur 
should  one  arch  accidentally  fail,  thereby  preventing  a  complete  col- 
lapse of  the  dam.  Should  the  struts  fail  at  the  same  time  as  the 
corresponding  arch — which  is  probable — the  unbalanced  thrust  would 
have  to  be  taken  up  in  tension  by  the  steel  in  the  line  of  struts  on 
each  side  of  the  break.  The  eight  1-in.  square  rods  should  be  able 
to  hold  400  000  lb.,  as  there  are  no  laps  between  the  knee-braces  belong- 
ing to  the  different  buttresses.  The  triangular  girder  mentioned  on 
page  807,  simply  stiffens  the  up-stream  ends  of  the  buttresses  so  that 
they  will  stand  up  between  points  of  application  of  the  struts.  The 
struts  then  transmit  the  unbalanced  thrust  to  the  side-hill,  either  by 
tension  or  compression,  or  by  both. 

Mr.  Blackwell's  criticism  as  to  spillway  capacity  has  been  answered 
by  Mr.  Duryea.  There  occurs  no  precipitation  of  such  quantity  as 
to  cause  flood  when  the  reservoir  is  full.  During  the  season  of  maxi- 
mum ice  pressure — that  is,  in  late  winter  or  early  spring — Gem  Lake 
Reservoir  will  be  nearly  empty.  Agnew  Lake  Reservoir  is  to  be  used 
as  a  forebay,  and  the  daily  fluctuations  will  break  up  the  ice;  there- 
fore, it  has  not  been  deemed  necessary  to  design  these  dams  for  ice 
pressure. 

In  comparing  the  three  forms  of  multiple-arch  dams  mentioned  by 
Mr.  Flinn,  the  writer  regards  the  one  with  the  sloping  up-stream  face 
as  the  best  and  only  one  to  consider.  In  this  construction,  the  water 
pressure  acting  on  the  sloping  face  is  the  largest  single  factor  con- 
tributing to  stability,  and  this  factor  would  be  absent  in  a  dam  having 
a  vertical  face. 

As  to  the  leakage  of  different  types  of  dams,  this  will  depend  much 
more  on  the  care  with  which  they  are  constructed  than  on  their  type 
and  design. 

The  writer  agrees  with  Mr.  Scheid<Mihelm,  that,  after  all,  in  the 
case  of  multiple-arch  dams,  one  must,  for  perfect  safety,  insist  on  an 
unyielding   foundation. 

As  an  example  of  the  influence  of  the  time  factor,  lot  it  be  as- 
sumed that  an  arch  is  subjected  suddenly,  or  during  an  interval  of 
a  few  hours,  to  a  temperature  drop,  penetrating  through  the  arch 
material,  of,  say,  80°,  sufficient  to  cause  a  maximum  tension  in  the 
concrete  of,  say,  .'500  lb.  i)er  s(i.  in.  If  this  same  temperature  drop 
of  80°  was  brought  about  during  an  interval  of  20  or  more  days,  the 
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tension  in  the  concrete  would  only  amount  to  aboiit  100  lb.  per  sq.  in.,  Mr. 
and.  naturally,  the  tendency  to  form  cracks  would  be  much  less  than  •'orgensen. 
in  the  first  case.  Daily  temperature  changes  will  hardly  penetrate 
the  arch  siifliciently  to  have  any  practical  effect,  but  seasonal  tem- 
perature changes  will,  and  here  is  where  the  action  of  the  time  factor 
tends  to  lessen  the  tendency  to  form  cracks  by  making  the  concrete 
stretch  more  for  the  same  stress,  because  the  change  has  been  slow. 
The  publication  by  Mr.  F.  E.  IMcMillan,  referred  to  on  page  859, 
gives  detailed  results  of  numeroiis  tests  of  this  nature,  and  is  very 
interesting. 

The  multiple-arch  dam  at  Ogdcn,  Utah,  referred  to  by  Mr.  Weg- 
mann  and  Mr.  Williams,  is  of  unusually  conservative  design,  and  it  is 
no  wonder  that  the  bid  price  was  only  from  12  to  15%  lower  than 
the  bid  price  on  an  ordinary  gravity  dam  for  the  same  site,  as  Mr. 
Goldmark's  design  surely  has  a  very  much  larger  factor  of  safety  than 
the  ordinary  gravity  dam. 

'S[t.  Douglas  says,  "The  unit  price  of  masonry  for  the  multiple- 
arch  dam  is  out  of  all  proportion  to  that  of  the  gravity  dam,  as 
illustrated  by  the  price  of  $22  per  cu.  yd.  given  by  the  author."  This 
high  price,  however,  is  due  to  the  high  cost  of  the  material  at  this 
particular  place  (Gem  and  Agnew  Lakes),  and  not  to  the  type.  A 
multiple-arch  dam  in  an  accessible  location,  and  where  conditions  are 
ordinarily  favorable,  can  be  constructed  for  $13  per  cu.  yd.,  and  this 
price  may  possibly  include  the  steel  reinforcement. 

Mr.  Douglas  is  correct  in  stating  that  frictional  resistance  can 
only  act  after  the  section  has  failed  under  shear.  One  should  rely 
on  shear  or  friction.  The  maximum  unit  shear  of  approximately 
106  lb.  per  sq.  in.  existing  at  Elevation  80  below  the  crest  can  hardly 
be  considered  excessive.  In  this  case  the  area  of  the  arch  ring  has 
been  added  to  the  area  of  the  buttress  proper,  as  both  must  act  to 
resist  shear  at  the  same  time.  The  fact  that  there  is  a  very  large 
vertical  load  should  be  of  some  comfort,  as  it  improves  the  ability  of 
the  buttresses  to  withstand  actual  shear. 

The  stress  on  the  buttresses  is  given  between  two  limits  on  pages 

865  and  866.     The  following  formula   (which  can  be  found  in  some 

handbooks)  gives  the  maximum  stress  on  any  horizontal  plane  more 

definitely : 

Til  •  '"^  —  1 

Ideal  maximum  stress  = X  unit  vertical  compression 

2  m 

-\ V  (unit  vertical  compression)^  +  4  (unit  horizontal  shear)^ 

(m  =  Poisson's  ratio  =  5  for  concrete).     Then,  at  Elevation  80, 

Ideal  maximum  stress  =  0.4  X  192  +  0.6    \/l92^  +  4  X  lOB'^ 
=  76.8  +  171.6  =  248.4  lb.  per  sq.  in. 
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It  is  true,  as  pointed  out  by  Mr.  Xishkian,  that  the  stress  produced 
by  the  normal  component  of  the  arch  thrust  on  the  buttress  is  greater 
than  the  stress  (317  lb.)  produced  by  the  resultant.  This,  however,  is 
the  ease  only  toward  lower  elevations,  where  the  "column"  is  very  short ; 
the  normal  component  of  the  arch  thrust  diminishes  rapidly  toward 
higher  elevations.  The  ideal  maximum  stress  of  248.4  lb.  per  sq.  in. 
diminishes  less  toward  the  upper  system  of  struts;  and,  although  the 
column  ratio  is  about  20,  there  might  be,  and  very  likely  is,  some 
colunm  action  due  to  the  ideal  maximum  stress. 

Both  Mr.  Nishkian  and  Mr.  Williams  point  to  the  elliptical  arch  as 
being  the  most  correct  form.  Thus  far,  the  writer  has  contended  that 
the  additional  work  of  making  a  three-eentered  arch  would  outweigh 
any  possible  gains;  however,  he  will  sooti  see  how  the  elli])tical  arch 
works  out  on  a  multiple-arch  dam  structure  with  the  construction  of 
which  he  is  connected. 

The  writer  cannot  agree  with  Mr.  Williams  that  the  arcli  can  be 
of  uniform,  or  diminishing,  thickness  downward  from  the  point  of 
one-third  the  height  of  dam.  Even  though  the  stresses  may  not  be 
excessive,  the  penetrating  power  of  water  increases  with  the  depth, 
and,  therefore,  the  thickness  of  the  wall  should  increase  logically.  It 
must  be  kept  in  mind  that  even  a  sweat  on  the  down-stream  face  will 
produce  icicles  in  cold  weather,  and  it  is  not  yet  known  to  what  extent, 
if  any,  this  will  damage  good  concrete.  It  is  known  that  it  damages 
poor  concrete.  Good  concrete  is  fairly  water-tight,  and  gunnite  is 
remarkably  so,  but,  nevertheless,  it  requires  great  care  to  construct  a 
water-tight  structure.  Some  of  the  arches  on  the  Gem  Lake  Dam  are 
absolutely  tight,  some  of  them  sweat  in  places,  and  a  few  drip  in 
places.  A  few  small  springs  have  formed  behind  the  dam.  and  a 
trickle  of  water  comes  under  one  arch ;  but,  all  told,  the  total  leakage 
is  very  small. 

Some  tests  were  carried  out  in  the  Laboratory  of  the  University 
of  California  on  the  water-tightness  of  plaster  "shot"  on  the  dam  face 
with  a  cement  gun.  Several  plaster  slabs,  from  .3  to  li  in.  thick,  made 
at  Gem  Lake,  were  tested  with  water  pressures  ranging  from  700  to 
1 600  ft.,  for  several  hours,  with  no  moisture  coming  through  the 
slab.  One  1-in.  slab  held  a  head  of  1  (UO  ft.  for  2^  hours  without 
showing  moisture,  then  the  water  pressure  was  raised  gradually  to 
3  400  ft.,  and  the  specimen  broke  in  bending,  having  leaked  a  little 
just  before  breaking. 

Mr.  Ilowson  states  the  case  correctly  when  he  says  that  a  ruck-till 
dam  is  best  adapted  to  a  site  where  the  underlying  bed-rock  across  the 
floor  of  the  canyon  is  covered  by,  say,  from  20  to  30  ft.  of  over-burden, 
as  it  is  only  necessary  to  carry  a  thin  cut-off  wall  down  through  the 
overlying  material. 

Th(!  author  thanks  those  ])articlpaling  in  tiie  discussion  for  tlie 
interest  shown. 
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Synopsis. 

This  paper  describes  the  reconstruction  and  strengthening  of  the 
Stony  River  Dam,  which  failed  on  January  15th,  1914.  After  the 
failure,  on  investigation  of  the  foundation  conditions  and  the  parts 
of  the  structure  which  remained  intact,  it  was  found  that  those  por- 
tions required  strengthening  and  revision  in  a  number  of  important 
features.  The  lessons  indicated  by  the  results  of  the  investigation  are 
significant.  The  dam,  even  as  reconstructed  and  strengthened,  is 
founded  largely  on  clayey  soil,  thus  presenting  most  difficult  founda- 
tion conditions.  It  is  about  50  ft.  high  above  stream  level  and  85  ft. 
Letween  the  lowest  part  of  the  cut-off  wall  and  the  top  of  the  parapet. 

A  brief  resume  of  the  previous  history  of  the  dam,  including  the 
causes  of  its  failure,  is  first  given,  together  with  a  statement  of  the  con- 
trolling geological  and  foundation  conditions.  Then  follows  an  exposi- 
tion of  the  treatment  of  the  more  important  problems  involved  in  the 
reconstruction. 


*  Presented  at  the  meeting  of  March  21st,  1917. 
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The  spillway  capacity  was  increased  approximately  to  1  840  cu.  ft. 
per  sec.  per  sq.  mile.  The  reasons  for  providing  such  unusually  large 
capacity  are  given,  and  also  a  method  of  determining  the  absorption 
effect  of  a  reservoir  in  smoothing  off  the  peak  of  a  flood. 

The  most  important  problem  to  be  solved  was  that  of  giving  the 
original  structure  a  sufficient  margin  of  safety  against  sliding.  The 
results  of  tests  of  frictional  resistance  and  shearing  value  of  various 
soils,  principally  clays,  are  stated,  and  also  the  various  schemes  con- 
sidered for  increasing  the  resistance  to  sliding.  The  method  adopted 
is  believed  to  be  new,  and  consists  in  the  use  of  anchoring  walls  extend- 
ing to  a  considerable  depth  into  the  underlying  foundation  soil,  and, 
in  effect,  utilizing  the  weight  of  that  underlying  soil  as  well  as  the 
resistance  (to  horizontal  movement)  of  the  soil  immediately  down 
stream  from  the  structure.  The  details  of  construction  are  unique. 
The  same  principles  were  applied,  with  important  differences  in  detail, 
at  the  new  spillway  which  replaced  that  portion  of  the  structure  which 
had  failed  or  was  wrecked. 

Brief  reference  is  made  to  the  resistance  of  the  structure — both  in 
its  original  state  and  as  strengthened — to  failure  by  overturning. 

The  bearing  value  of  clayey  soil  is  discussed,  and  the  results  of  tests 
made  at  the  site  are  given.  The  anchoring  wall  added  at  the  toe  of 
the  original  structure  was  utilized  to  decrease  the  pressures  of  the 
foundation  soil.  The  method  of  strengthening  the  original  footings  is 
described.  Pressure  grouting  was  used  to  remedy  other  faulty  footing 
conditions. 

The  means  of  cutting  off  percolation  and  leakage  through  the 
foundation  soil  are  described,  also  the  provision  made  for  drainage, 
both  of  clayey  soil  and  of  shale  rock,  together  with  the  controlling  con- 
siderations in  these  and  similar  cases. 

The  higher  bulkhead  portions  of  the  original  structure  were  housed 
in  by  curtain-walls  and  roofs  in  order  to  prevent  serious  freezing  in  the 
drainage  system  and  to  fulfill  certain  other  functions  as  described. 

Miscellaneous  problems  in  the  reconstruction  and  strengthening 
involved  the  type  of  structure  for  the  new  spillway,  the  strength  of  the 
original  docks  and  buttresses,  the  undcrpiiming  of  the  portions  of  the 
original  structure  immediately  adjoining  the  new  spillway,  the  con- 
struction of  a  protecting  and  anchoring  toe-wall  at  the  old  spillway,  the 
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special  method  of  constructing  an  anchoring  wall  at  the  heel  at  the 
outlet-gate  sections,  and  the  provision  of  an  outlet  channel. 

The  reliable  storage  capacity  of  the  reservoir  was  increased  by  25 
per  cent.  This  increase  was  made  permissible  by  the  use  of  special 
steel  bars  or  pins  acting  as  flash-board  supports.  These  pins  were 
developed  for  the  purpose,  and  automatically  and  reliably  allow  the 
flash-boards  to  be  swept  off  the  spillway  crests  when  the  head- water 
reaches  a  pre-determined  level. 

The  materials,  methods,  and  cost  of  reconstruction  are  discussed 
briefly.  Approximately,  as  much  concrete  was  required  for  the  recon- 
struction as  had  been  placed  in  the  original  structure. 

The  Stony  River  Dam  and  Reservoir  have  again  been  in  service 
since  May,  1915,  and  the  observed  resiilts  of  the  reconstruction  and 
strengthening  are  stated  in  connection  with  the  corresponding  features 
of  design. 


Reconstruction  of  Stony  River  Dam. 

The  failure  and  reconstruction  of  the  Stony  River  Dam  are  of 
interest,  not  because  of  the  height  or  dimensions  of  the  structure,  but 
because  it  is  largely  through  failures  and  mistakes  that  engineers  must 
learn  the  limitations  of  previous  methods  of  design  and  construction 
and  gather  hints  as  to  new  methods  to  be  used.  Furthermore,  in  the 
case  of  this  structure,  the  extremely  difficult  foimdation  conditions 
made  the  problem  of  providing  a  safe  dam  at  that  site  one  requiring 
more  than  usual  thought  and  care.  Finally,  much  interest  attaches  to 
the  methods  used  to  make  safe  the  existing  structure,  that  is,  that 
portion  which  remained  intact  after  the  failure — it  being  noted  that  a 
comparatively  small  section  of  the  dam  actually  failed. 

It  seems  proper  at  this  point  to  emphasize  the  fact  that,  until  a 
structure  has  actually  failed,  its  "safety"  is  relative.  Seldom  do  any 
two  engineers  have  exactly  the  same  conception  or  measure  as  to  the 
factor  or  margin  of  safety  possessed  by  a  given  structure.  Especially 
is  this  true  in  the  case  of  dams. 

As  a  preface  to  the  description  of  the  reconstruction  and  the  prob- 
lems involved  therein,  the  following  brief  review  of  the  previous  history 
of  the  dam  is  pertinent.  The  details  have  been  gathered  from  various 
sources,  and  are  based  on  the  best  information  available  to  the  writer. 
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Pkev'ious  History. 

In  1911  the  West  Virginia  Pulp  and  Paper  Company,  owner  of  the 
dam,  determined  to  investigate  the  feasibility  of  constructing  on  the 
head-waters  of  the  North  Branch  of  the  Potomac  River  a  storage 
reservoir  by  which  to  increase  the  flow  of  the  river  at  its  Piedmont 
pulp  and  paper  mill  at  Luke,  Md.,  near  Piedmont,  W.  Va.  Its  require- 
ments of  water  for  manufacturing  purposes  were  such  that  during  low- 
water  seasons  the  normal  flow  of  the  stream  was  at  times  inadequate. 

After  an  investigation  of  the  available  sites  on  the  drainage  area 
above  the  Piedmont  mill,  the  owner  chose  the  water-shed  of  Stony 
River  as  offering  the  best  conditions  for  the  construction  of  a  storage 
reservoir.  Stony  River — which  at  the  site  of  the  dam  drains  only  11.4 
sq.  miles,  and  is  therefore  only  a  creek — lies  entirely  within  Grant 
County,  West  Virginia,  flowing  into  the  North  Branch  of  the  Potomac 
River  from  the  south  a  short  distance  above  Schell,  W.  Va.  The  mouth 
of  Stony  River  is  approximately  26  miles  up  stream  from  the  Piedmont 
mill.  It  is  only  near  its  upper  end  that  the  profile  is  flat  enough  to 
allow  the  construction  of  a  reservoir  at  a  practicable  cost  per  unit  of 
Avater  stored. 

Two  sites  examined  in  the  upper  reaches  of  Stony  River  were 
abandoned,  because  of  interference  with  a  seam  of  commercial  coal  in 
one  case  and  the  presence  of  quicksand  in  the  over-burden  in  the  other. 
The  third  and  final  site  was  chosen  with  the  approval  of  Edward 
Wegmann,  M.  Am.  Soc.  C.  E.,  who  had  been  engaged  by  the  owner  as 
Consulting  Engineer  for  the  purpose.*  This  site  is  approximately 
3  350  ft.  above  sea  level. 

An  examination  of  the  foundation  conditions,  deemed  at  the  time 
to  be  adequate,  was  made  by  test  pits  and  auger  borings.  After  this 
examination  it  was  concluded  that  the  deptli  to  bed-rock  was  so  great 
as  to  prohibit  the  construction  of  a  solid  masonry  dam,  and  that  the 
surface  soil  in  the  neighborhood  of  the  dam  was  not  of  such  a  nature 
as  to  warrant  the  construction  of  an  earth  fill  dam.  It  had  been  the 
intention  of  the  Company  to  build  a  dam  of  one  of  these  types,  but. 
under  the  circumstances,  it  was  decided  to  construct  a  hollow  rein- 
forced concrete  structure  with  a  height  of  about  50  ft.  above  tlic  original 
water  surface  and  a  length  of  about  1  075  ft.     The  resulting  capacity 


•  Transactions,  Am.  Soc.  C.  B.,  Vol.  LXXVII.  p.  1069. 
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was  approximately  1  ooo  000  000  gal.  below  the  elevation  of  the  spill- 
way crest. 

Certain  companies  were  invited  to  submit  plans  and  bids  for  the 
construction  of  such  a  dam.  On  the  basis  of  the  bids  received,*  a  con- 
tract was  entered  into  with  Mr.  Frederick  G.  Webber,  President  of  the 
Webber  Construction  Company,  for  the  construction  of  a  dam  accord- 
ing to  plans  submitted  by  the  Amburscn  Hydraulic  Construction  Com- 
pany, licensor. 

Work  was  begun  by  the  contractor  about  Jime  1st,  1912,  and  carried 
on  imtil  February,  1913.  At  that  time  the  Company  took  the  work 
from  the  original  contractor  and  engaged  the  Ambursen  Hydraulic 
Construction  Company  to  complete  it.  The  latter  company  took 
over  the  work  in  March,  1913,  and  completed  it  in  July,  1913. 

The  details  of  the  original  construction  have  been  fully  described 
by  G.  H.  Bayles,  M.  Am.  Soc.  C.  E.,  Resident  Engineer  for  the  owner 
during  the  construction.!  Variations  of  actual  conditions  from  those 
assumed  in  the  original  design  and  construction  will  be  discussed  later 
in  this  paper.    Fig.  1  shows  the  dam  as  originally  built. 

The  storage  of  water  in  the  reservoir  was  begun  in  May,  1913,  that 
is,  prior  to  the  completion  of  the  dam.  The  reservoir,  however,  was  not 
completely  tilled  until  the  late  autumn,  and  the  water  level  had  been 
at  the  spillway  crest  for  about  65  days  prior  to  the  failure  of  the  dam. 
There  had  been  but  little  flow  over  the  spillway. 

The  failure  occurred  on  January  1.5th,  1914,  the  cause,  in  the 
opinion  of  the  writer,  being  the  washing  out  of  the  foundation  soil  by 
leakage  from  the  reservoir  under  an  up-stream  cut-oif  wall  of  inade- 
quate depth.  It  is  probable  that  there  were  conclusive  signs  of  impend- 
ing trouble  for  several  days  earlier  (perhaps  as  early  as  January  10th), 
in  the  way  of  water  flowing  through  weep-holes  in  the  floor  or  footing 
of  the  dam  at  or  near  the  section  where  failure  finally  occurred.  With 
proper  attention  on  the  part  of  the  operating  attendant  at  the  dam, 
the  reservoir  could  probably  have  been  drained  in  time  to  avoid  the 
failure  which  occurred. 

It  is  not  the  purpose  in  this  paper  to  discuss  the  failure  in  detail, 
inasmuch  as  it  has  been  described  adoquately  in  articles  in  engineering 
periodicals.:}:     For  the  sake,  however,  of  making  clear  the  description 

*  Erirnneering  News,  September  5th,   1912. 
^  Engineerino  News,  .January  22d,  1914. 

lEnr/ineering  Neics,  January  22d,  1914;  Enqhicer'mn  Record,  January  24th. 
1914. 
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of  the  design,  and  the  work  involved  in  the  reconstruction,  Figs.  2,  3, 
and  4  are  submitted,  showing  the  portion  of  the  dam  which  failed. 

As  a  matter  of  personal  interest,  the  writer  visited  the  site  as  soon 
as  practicable  after  the  failure,  and  spent  portions  of  January  18th 
and  19th,  1914,  there.  At  the  time  of  his  inspection  the  main  outlet- 
gate  in  the  dam  had  been  opened,  and  the  reservoir  had  already 
been  completely  drained,  so  that  Stony  River  was  flowing  in  its  normal 
channel  at  the  center  of  the  valley,  and  not  through  the  break,  which 
occurred  at  a  higher  level,  and  on  the  west  bank  of  the  valley.  Based 
on  the  inspection  made  at  that  time,  the  writer  prepared  and  furnished 
to  the  Public  Service  Commission  of  West  Virginia,  at  its  request,  his 
conclusions  as  to  the  failure  of  the  dam.  These  conclusions,  dated 
January  22d,  1914,  were  as  follows: 

1. — Complete  failure  occurred  between  Buttresses  11  and  16,  in- 
volving a  length  of  approximately  75  ft.  out  of  a  total  crest 
length  of  approximately  1  075  ft.  At  least  three  additional 
bays,  viz.^  as  far  eastward  as  Buttress  19,  were  damaged  so  as 
to  require  practically  complete  rebuilding.  Similarly,  the 
faulty  cut-off  wall  construction  and  certain  damage  done  west- 
wardly  from  Buttress  11  must  be  remedied. 

2. — Failure  was  caused  by  the  undermining  of  the  over-burden  or 
soil  under  the  up-stream  cut-off  wall.  The  over-burden  is  in 
general  clayey,  but  non-homogeneous.  Undermining  was 
initiated  by  leakage  of  water  from  the  reservoir  under  approxi- 
mately 25  ft.  head  through  permeable  over-burden  not  pen- 
etrated by  the  cut-off  wall. 

3. — The  pressure  of  ice  on  the  reservoir  against  the  deck  of  the 
dam  did  not  contribute  to  the  failure. 

4. — The  dam  was  of  the  Ambursen,  hollow,  reinforced  concrete 
type.    The  type  of  dam  was  not  in  any  way  a  cause  of  failure. 

5. — The  quality  of  concrete  and  character  of  construction  were 
good. 

6. — Failure  occurred  where  the  up-stream  cut-off  wall  extended 
only  a  short  depth  (5  to  7  ft.)  into  the  over-burden.  Where 
the  up-stream  cut-off  wall  extended  to  a  comparatively  greater 
dei)th  (said  to  be  to  rock),  failure  was  checked,  and  the  cut-off 
wall  is  still  intact. 
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Fig.   1. — Stony  River  Dam,  as  Originally  Constructed. 
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Fig.   2. — Break  and  Wash-Out  of  Stony  River  Dam,  January  18th,  1914. 


Pre.   3. — Eastfrn  Edge  of  Break  ix  Stoxv  River  Dam.  January  18th,  1914. 


P^G.  4. — Bt-ttress  11  OF  Stony  River  Dam.  .January  18th,  1914. 
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7. — The  preliminary  exploration  anq' investigation  of  the  dam  site 
were  not  sufficiently  comprehensive,  and  did  not  develop  essen- 
tial and  all-important  facts. 
8. — The  technical  advisers  consulted  in  connection  with  the  founda- 
tion of  the  dam  were  not  familiar  with  local  conditions.  The 
geological  factors  at  the  dam  site  were  not  sufficiently  con- 
sidered. 

9. — The  conditions  obtaining  at  the  Stony  River  dam  site  are  such 
that  a  safe  dam  could  be  built  there.  Whether  the  portion  of 
the  dam  still  intact,  and  with  its  core-wall  reported  to  extend 
down  to  rock,  has  sufficient  factors  of  safety,  depends  on 
facts  of  which  we  do  not  have  accurate  knowledge.  Further 
investigation  should  be  made  as  to  this  question.  ; 

10. — The  mechanism  for  operating  the  outlet-gates  and  valves  is 
not  sufficiently  protected  against  ice  formed  by  otherwise  harm- 
less leakage  through  the  deck  of  the  dam;  nor  is  such  mecha- 
nism readily  accessible  imder  all  conditions. 

11. — Although  the  dam  should,  and  could,  have  been  designed  and 
constructed  so  as  to  be  absolutely  safe,  regardless  of  the  gate 
mechanism  and  the  character  of  the  attendance,  yet,  even  in 
this  instance,  had  the  attendant  been  observant  and  resource- 
ful, it  would  have  been  possible  to  open  the  sluice-gates  in 
ample  time  to  drain  the  reservoir  sufficiently  to  have  obviated 
failure  of  the  dam. 

12. — Published  newspaper  reports  have  grossly  exaggerated  the 
details  of  the  failure  and  the  extent  of  the  damage  to  property. 

In  general,  the  foregoing  summarized  conclusions  on  the  part  of 
the  writer  still  hold  good.  It  may  be  well  to  point  out,  however,  that 
the  writer  distinguishes  between  the  "character  of  construction  work" 
and  the  design  of  the  structure. 

The  location  of  the  break  in  the  dam,  with  reference  to  the  entire 
profile,  is  shown  on  Plate  IX.  Complete  failure,  as  previously  stated, 
involved  a  length  of  about  75  ft.,  viz.,  between  Buttresses  11  and  16, 
but  certain  additional  damaged  work  was  removed,  so  that  the  gap  in 
the  dam  to  be  closed  during  the  reconstruction  work  comprised  a  total 
length  of  135  ft.,  viz.,  between  Buttresses  10  and  19. 

In  February,  1914,  the  writer  was  engaged  as  Consulting  Engineer 
by  the  West  Virginia  Pulp  and  Paper  Company  to  take  charge  of  the 
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proposed  reconstruction.  He  desires  to  emphasize  the  point  that  he 
was  not  requested  to  place  the  responsibility  for  the  failure,  nor  did  he 
attempt  to  do  so.  It  is  fair  to  note,  however,  that  in  this  case,  unlike 
most  other  failures,  no  criticism  has  been  heard  directed  against  the 
owner,  that  is,  against  the  executive  officers  of  the  West  Virginia  Pulp 
and  Paper  Company,  on  the  score  that  economy  was  preferred  to  safety. 
Moreover,  in  connection  with  the  proposed  reconstruction,  the  execu- 
tive officers  of  the  Company  proceeded  on  the  principle  that  either  the 
dam  should  be  reconstriicted  so  as  to  be  reliably  safe,  or  no  attempt 
should  be  made  to  utilize  the  damaged  structure.  The  same  attitude 
was  manifested  throughout  the  entire  period  of  reconstruction. 

Prior  to  the  final  decision  to  proceed  with  the  actual  work  of  recon- 
struction, the  entire  structure  and  foundation  conditions  were  inves- 
tigated carefully,  in  order  to  discover  any  features  of  design  or  con- 
struction involving  insufficient  margins  of  safety.  Not  until  about 
August  1st,  1914,  did  the  owner  finally  decide  to  reconstruct.  The  work 
was  finished  in  May,  1915,  though  the  storage  of  water  in  the  reservoir 
had  been  resumed  several  months  earlier. 

Geological  axd  Foundation  Conditions. 

The  available  information  regarding  foundation  conditions  was 
found  to  be  so  inadequate  that  the  investigation  which  followed  had 
to  be  made  practically  as  complete  as  though  there  had  been  no  dam  on 
the  site.  In  fact,  the  existence  of  a  dam  at  the  site  necessitated  addi- 
tional exploration  to  determine  the  adequacy  of  the  cut-off. 

An  F-1  Davis  Calyx  core-drill  was  placed  on  the  work,  and  by  it  ten 
holes  were  sunk.  The  deepest  hole  was  sunk  to  approximately 
100  ft.  below  ground  surface;  several  other  holes  wore  carried 
to  depths  of  approximately  80  ft.  Usually,  the  strata  penetrated  were 
sufficiently  tight  to  retain  in  the  hole  the  water  necessary  for  the  shot- 
drilling  process.  In  other  cases,  however,  especially  on  the  east  bank 
of  the  valley,  scams  were  encountered  in  the  rock,  and  these  wore  of 
such  ca|)ncity  that  it  was  difficult  to  keo])  sufficient  water  in  the  holes 
to  allow  the  drilling  to  proceed. 

Numerous  test  pits  were  su)ik,  the  majority  h(>ing  iininodiately 
adjacent  to,  and  up  stream  fn^m,  the  original  cut-off  wall.  Such  test 
pits  not  only  exposed  the  character  of  the  over-burden,  but  also  per- 
mitted an  examination  of  the  original  cut-off  and  the  efficacy  of  its 
seal  into  the  bed-rock.    Several  of  the  test  pits  extended  to  a  depth  of 
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approximately  45  ft.,  aud  were  sunK  at  considerable  expense,  because 
of  the  inflow  of  water  and  the  necessity  for  sheeting  the  pits  for  prac- 
tically their  entire  depth. 

On  Plate  IX  are  sho\\^l  the  locations  of  the  core-drill  holes,  the  logs 
thereof,  and  the  "lay"  of  the  rock  strata  as  deduced  from  the  logs  and 
other  records.  This  plate  shows,  also,  the  profile  of  the  original  ground 
surface  of  the  valley.  It  is  apparent  that  the  axes  of  the  original 
valley  and  of  the  present  valley  do  not  coincide.  By  "original"  valley 
is  meant  that  valley  which  existed  at  the  time  the  stream  was  still 
eroding  the  bed-rock  and  was  in  immediate  contact  with  that  rock. 
At  that  time  the  axis  of  the  valley  was  approximately  at  the  west  end 
of  the  old  spillway,  or  at  about  Station  5  -|-  50.  As  time  went  on,  the 
stream  ceased  its  cutting  or  eroding  action  and  began  to  build  up  the 
floor  of  the  valley  by  depositing  sediment  and  gravel.  At  the  sides  of 
the  valley  this  process  was  apparently  aided  materially  by  "slips"  and 
talus  from  the  hillsides. 

During  this  process  Stony  River  meandered  back  and  forth  across 
the  valley  until  at  present  the  axis  of  the  valley  is  approximately  at 
Station  4  -)-  40.  If,  in  the  profile  shown  on  Plate  IX,  the  original  and 
the  present  locations  of  the  stream-bed  were  to  be  connected  by  a  line 
passing  through  all  the  intermediate  locations  of  the  stream-bed,  such 
connecting  line  would  have  an  extremely  irregular  or  zigzag  course. 
Water-worn  boulders  and  gravel  were  found  strewn  through  various 
portions  of  the  over-burden  as  exposed  by  the  exploratory  work,  tes- 
tifying to  the  fact  that  they  had  been  deposited  by  the  stream  in 
ages  past. 

The  Stony  River  Valley  lies  in  the  geological  formations  of  the 
Carboniferous  period.  The  lower  portion  of  the  valley,  at  the  dam  site, 
lies  in  what  is  known  locally  as  the  Savage  formation,  one  of  the  prin- 
cipal features  of  which  is  the  Davis  or  Kittanning  coal,  which  is  of 
commercial  importance  throughout  this  region. 

The  general  characteristics  and  slope  of  the  formations  are  indi- 
cated roughly  in  the  Piedmont  folio  (West  Virginia)  of  the  United 
States  Geological  Survey.  The  detailed  geological  correlations  at  the 
dam  site,  however,  were  far  from  simple.  Variability,  rather  than  uni- 
formity or  persistency,  characterizes  the  Savage  formation,  and  no- 
where is  this  exemplified  better  than  at  the  site  in  question.  From  the 
core-drilling  data  it  is  apparent  that  lentils  abound,  that  relatively  soft 
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strata  are  interbedded  with  hard'  strata,  and,  what  is  of  even  greater 
importance,  that  the  geological  horizons,  which  at  one  location  offer 
impervious  strata,  show  decidedly  pervious  strata  at  other  locations. 

The  characteristic  rocks  are  shales  of  a  laminated  or  seamy  char- 
acter, as  shown  in  the  typical  section.  Fig.  6.  Here  and  there  lentils 
of  coal  and  black  slate  are  interbedded  in  them.  At  approximately  the 
location  of  the  break,  viz.,  in  the  neighborhood  of  Station  2  +  00,  the 
shales  were  found  to  be  so  crumpled  and  crushed  by  folding  near  the 
surface  as  to  require  their  excavation  in  the  process  of  reconstruction. 

It  is  not  believed  that  this  condition  had  any  relation  to  the  failure 
of  the  dam,  but  it  is  probably  true  that,  once  the  dam  had  failed  and 
the  reservoir  was  being  emptied  through  the  break,  the  erosion  of  the 
bed-rock  immediately  down  stream  from  the  place  of  failure  was 
facilitated  considerably  by  this  local  surface  crumpling  of  the  shales. 

At  the  east  side  of  the  valley  (the  left  side  of  the  profile  in  Plate 
IX)  heavy  sandstones  were  encountered.  Evidently,  at  the  time  the 
valley  was  formed  by  the  process  of  stream  erosion,  the  sandstones 
caused  the  formation  of  overhanging  cliffs,  under  which  the  softer 
strata  were  eroded.  Frost  and  other  natural  forces,  however,  had  their 
effect,  even  on  these  sandstone  cliffs,  with  the  result  that  they  became 
fissured,  though  the  boulders  which  were  thus  cracked  off  probably  did 
not  move  far  from  their  original  location.  In  fact,  excavations  made 
under  the  original  cut-off  showed  that  in  the  original  construction 
certain  of  these  boulders  or  false  cliffs  had  been  mistaken  for  bed-rock, 
and  that  under  them  there  was  actually  pervious  material,  such  as  the 
disintegrated  coal  shown  in  the  profile  immediately  to  the  west  of 
Station  9  -f  00. 

The  over-burden  or  foundation  soil  at  this  site  is  mainly  of  a  clayey 
nature.  It  is  far  from  being  homogeneous,  as  is  evident  from  Fig.  7, 
which  shows  typical  soil  conditions  at  Buttress  10.  In  general,  the  soil 
near  the  surface  is  loamy  and  more  pervious  than  that  immediately 
overlying  the  bed-rock.  Near  the  middle  of  the  valley,  however,  the 
conditions  are  reversed,  and  there  deposits  of  pervious  materials,  such 
as  gravels,  were  found  at  considerable  depths. 

A  catalogue  of  the  con.stituent  materials  of  the  over-burden  shows: 

Yellow  clay impervious,  of  fair  bearing  value. 

Blue  clay imixM'vious,  of  fair  bearing  value. 
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PiQ.  5. — Buttresses  16  to  19,  Stony  River  Dam, 
March  16th,  1914. 


Fig.  6. — Typical  Section  of  Shale  at  Site  of  Stony  Rtvbb  Dam, 
Near  Point  of  Failure. 
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Fig.   7. — Typical  ForxDATioN  Son,  Conditions  at  Buttress  10,  Stony  River  Dam. 


P^G.  8. — Test  of  Frictional  Resistance. 
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Black  clay  or  gumbo,  .impervious,  of  fair  bearing  value  when  dry 
or  only  moist,  but  of  poor  bearing  value 
when  saturated  with  water. 

Sand  and  gravel pervious,  but  of  good  bearing  value. 

Loamy  sand in  minor  quantities,  pervious,  of  poor  bear- 
ing value. 

Sandy  clay fairly  water-tight,  of  fair  bearing  value. 

Shale  fragments not  in  place,  and  in  various  stages  of  dis- 
integration, mostly  permeable,  of  fair  bear- 
ing value. 

Boiilders in  considerable  numbers,  and,  of  course,  of 

excellent  bearing  value. 

The  bearing  values,  as  referred  to  in  the  foregoing,  are  relative; 
comparison  is  made  with  the  bearing  values  of  other  materials  present 
in  the  over-burden,  and  not  with  those  of  granite  or  even  of  the  shale 
rock  on  which  the  new  buttresses,  11  to  18,  inclusive,  are  founded. 
The  materials  occurred  in  no  regular  order. 

Such  foundation  conditions  required  the  most  serious  consideration 
and  care  in  construction.  In  general,  the  designs  involved  in  the  work 
of  reconstruction  were  based  on  the  assumption  that  the  worst  condi- 
tions might  exist  at  any  bay.  In  view  of  the  findings  of  the  exploration 
work,  it  appeared  logical,  however,  to  attribute  higher  bearing  values 
and  greater  resistance  to  percolation  to  the  foundation  soil  of  the  east 
hillside,  that  is,  roughly,  east  of  Station  5  +  00,  for  in  that  portion  of 
the  valley  there  is  more  clay,  and  it  is  of  a  better  character. 

Simultaneously  with  the  work  of  core-drilling  and  sinking  test 
pits,  the  wrecked  portions  of  the  dam  were  removed,  and  the  under- 
lying foundation  soil  was  stripped  from  the  bed-rock,  thus  permit- 
ting a  first-hand  study  of  the  strata  on  which  were  to  be  founded 
the  buttresses  which  were  to  replace  those  taken  out.  Such  excava- 
tion was  ac'f^ually  a  part  of  the  reconstruction,  inasmuch  as  it  would 
have  been  necessary  later,  if  it  had  not  been  made  as  part  of  the 
exploratory  work.  The  investigation  was  completed  in  June,  1914, 
and  designs  and  recommendations  for  reconstruction  based  on  the 
findings  were  prepared  immediately. 

An  explanation  of  the  treatment  of  the  more  important  problems 
of  the  reconstruction  foUowa. 
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Spillway  Provision. 
Original  Spillway  Capacity. — A  problem  affecting  most  of  the 
other  features  of  design — because  it  determined  the  probable  maxi- 
mum head-water  level,  and  hence  affected  the  probable  maximum 
stresses— was  that  of  the  spillway  capacity  to  be  provided.  The  orig- 
inal spillway  provision  was  apparently  inadequate,  being  only  about 
2  800  sec-ft.  with  water  level  at  the  elevation  of  the  original  crest 
of  the  bulkhead  sections  of  the  dam,  viz..  Elevation  139  (Plate  IX). 
In  fact,  it  is  likely  that  the  actual  safe  flood  discharging  capacity 
would  have  been  somewhat  less,  for  the  original  spillway  crest  had 
not  been  given  the  most  advantageous  shape. 

Assuming  the  drainage  area  to  be  11.4  sq.  miles,  as  shown  by  the 
"Piedmont"  topographical  quadrangle  issued  by  the  U.  S.  Geological 
Survey,  the  original  spillway  capacity  was  less  than  250  sec-ft.  per 
sq.  mile  of  drainage  area. 

Pertinent  Records  of  Flood  Flow. — In  general,  in  a  given  region, 
the  smaller  the  drainage  area  the  larger  the  maximum  unit  run-off 
and  flood  flow.  So-called  cloudbursts  are  limited  as  to  area  affected, 
but  certainly  the  Stony  River  drainage  area  is  sufficiently  small  to 
fall  within  the  territorial  limits  of  a  cloudburst.  It  happens  that 
there  are  two  important  and  applicable  records*  of  flood  discharge, 
namely,  those  of  the  floods  on : 

Cane  Creek,  at  Bakersville,  K  C,  May  19th-20th,  1901;  drain- 
age area,  22  sq.  miles ;  estimated  maximum  discharge,  1  386 
sec-ft.  per  sq.  mile;  elevation  above  sea  level  at  point  of 
measurement,  approximately  2  450  ft.  (U.  S.  G.  S.  datum) ; 
elevation  of  highest  point  in  water-shed,  approximately 
5  330  ft.;  and 
Elkhorn  Creek,  at  Keystone,  W.  Va.,  June  22d,  1901;  drainage 
area,  44  sq.  miles ;  estimated  maximum  discharge,  1  363  sec-ft. 
per  sq.  mile;  elevation  at  point  of  measurement,  approxi- 
mately 1600  ft.;  elevation  of  highest  point  in  water-shed, 
approxiitiately  8  365  ft. 

The  fact  that  both  of  these  extreme  floods  occurred  in  the  South- 
ern Appalachian  mountain  system,  in  which  the  Stony  Kiver  dam  is 
situated,  and  the  further  fact  that  the  several  drainage  areas  in  ques- 

•  Engineering  Ncics,  August  7th,  1902. 
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tion,  including  that  of  Stony  River  (with  the  dam  at  approximately 
Elevation  3  350  and  the  highest  point  in  the  water-shed  at  approxi- 
mately Elevation  4  200),  are  at  not  widely  differing  altitudes,  cause 
these  two  records  to  be  exceptionally  valuable  for  purposes  of  com- 
parison. These  drainage  areas  are  apparently  quite  similar  in  their 
physical    characteristics. 

The  records  referred  to  were  reported  by  Mr.  E.  W.  Myers,  then 
Engineer  of  the  North  Carolina  Geological  Survey,  and  Assistant 
Hydrographer  of  the  U.  S.  Geological  Survey.  It  is  to  be  admitted 
that  the  method  of  measurement  was  probably  not  such  as  to  warrant 
expressing  the  discharges  to  the  nearest  second- foot;  on  the  other 
hand,  an  examination  of  the  data  does  not  warrant  one  in  disregard- 
ing the  records  or  assuming  that  the  maximum  flood  discharges  were 
materially  less  than  those  stated. 

Although  the  Cane  Creek  flood  was  estimated  to  have  been  actu- 
ally of  slightly  greater  intensity  than  that  of  Elkhorn  Creek,  yet 
relatively,  and  for  the  purpose  of  predicting  the  maximum  probable 
flood  discharge  from  the  drainage  area  above  the  Stony  River  dam, 
the  Elkhorn  Creek  flood  is  of  considerably  greater  importance,  because 
of  the  fact  that  the  drainage  area  at  the  point  of  measurement  is 
twice  as  great  as  in  the  case  of  Cane  Creek.  For  detailed  data,  hov/- 
ever,  one  must  work  from  the  records  of  the  Cane  Creek  flood,  as  in 
that  case,  fortunately,  Mr.  Myers  made  an  estimate  of  the  average 
discharge  during  each  hour  of  the  flood,  as  well  as  an  estimate  of 
the  maximum  discharge  during  the  flood.  In  the  graph  of  this  flood, 
Fig.  12,  the  run-off  of  Cane  Creek  has  been  reduced  in  proportion 
to  the  drainage  area,  so  as  to  be  applicable  to  the  drainage  area  above 
the  Stony  River  Dam.  Granting  that  the  Cane  Creek  data  are  only 
approximate,  they  nevertheless  appear  to  be  well  worth  while  adopt- 
ing as  a  basis  of  study. 

It  is  noteworthy  that  all  available  records  indicate  that,  in  the 
region  under  consideration,  maximum  rains,  of  sufficient  duration  to 
tax  the  equalizing  capacity  of  the  reservoir,  do  not  occur  in  the  early 
spring,  and  hence  do  not  coincide  with  the  melting  of  the  snow.  For 
this  reason  it  was  assumed  that  the  greatest  flood  to  be  anticipated 
at  the  Stony  River  Dam  would  be  due  solely  to  rainfall. 

Comparison  with  Records  of  Maximum  Rainfall. — For  practical 
purposes,  it  may  be  assumed  that  the  Elkhorn  and  Cane  Creek  floods 
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were  of  equal  intensity  when  reduced  to  a  unit  basis.  The  following 
remarks,  based  on  the  Cane  Creek  record,  are  consequently  applicable 
also  to  the  even  more  important  Elkhorn  Creek  record. 

Both  these  floods  were  undoubtedly  caused  by  local  cloudbursts 
which  occurred  after  previous  rains  had  saturated  the  respective  drain- 
age areas.  For  the  purpose  of  comparison  with  rainfall  records, 
therefore,  it  may  be  assumed  that  the  maximum  run-off  per  hour 
was  approximately  equal  to  the  maximum  rainfall  per  hour.  In  the 
case  of  the  Cane  Creek  flood  it  is  reported  that,  during  the  hour  of 
maximum  run-off,  the  discharge  was  at  an  average  rate  of  1  202  sec-ft. 
per  sq.  mile,  corresponding  to  a  rainfall  at  the  rate  of  approximately 
1.86  in.  per  hour. 

Referring  to  Fig.  9,  showing  the  duration  of  maximum  intensi- 
ties of  rainfall  in  the  United  States,  it  will  be  noted  that  the  maxi- 
mum rate  of  rainfall  previously  derived  for  the  Cane  Creek  flood 
falls  well  within  the  limits  of  the  highest  records  shown. 

Bulletin  D  of  the  U.  S.  Weather  Bureau,  the  basis  of  the  princi- 
pal data  of  Fig.  9,  includes  only  records  obtained  after  the  establish- 
ment of  self-registering  gauges  in  1893,  but  prior  to  1897.  Because 
of  the  limited  period  which  it  covers,  and,  further,  because  of  the 
limited  number  of  precipitation  stations  involved,  it  is  certain  that  the 
data  of  Bulletin  D  are  only  indicative,  and  not  comprehensive  or 
conclusive. 

This  fact  is  illustrated  further  by  the  record  of  an  excessive  rain- 
fall at  Raleigh,  N.  C,  on  Tuesday,  July  14th,  1914,  which  has  been 
plotted  on  Fig.  9.  It  should  be  remembered,  of  course,  that  records 
of  excessive  rainfall  such  as  that  at  Raleigh  are  not  of  controlling 
importance  in  the  present  case,  because  they  are  not  of  sufficient 
duration  to  tax  the  equalizing  capacity  of  the  reservoir. 

On  Fig.  9  there  has  also  been  plotted  a  curve  (&),  derived  from 
the  graph  shown  on  Fig.  12,  on  the  assumptions  that  during  the  90 
min.  of  greatest  run-off,  in  the  case  of  the  Cane  Creek  flood,  the  rain- 
fall likewise  was  at  its  maximum,  and  that  during  such  period  the 
run-off  was  equal  to  the  rainfall,  variations  being  simultaneous. 
These  assumptions,  of  course,  are  not  strictly  true,  as  the  maximum 
rate  of  run-off  could  not  have  been  equal  to  the  maximum  rate  of 
rainfall.  Necessarily,  there  must  be  some  equalization,  and  it  is  evi- 
dent from  an    inspection  of  the  Cane  Crook  flood  curve   (&)   of  Fig. 
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9  that  in  this  instance  there  must  have  been  a  considerable  difference 
between  the  maximum  rates  of  run-off  and  rainfall. 

Yet,  even  allowing  for  a  reasonable  equalization  or  smoothing  off 
•;"  rhe  peak  of  the  rainfall,  as  compared  with  the  peak  of  the  run-off, 


30      35       40      45       50      55       60 
Duration  of  rainfall,  in  minutes. 

Fig.  G. 


it  is  apparent  that  the  rainfall  which  caused  the  Cane  Creek  flood 
was  by  no  means  as  great  as  may  be  expected  in  either  the  Cane  Creek 
or  Stony  I'iver  localities.  This  conclusion  is  confirmed  by  a  study  of 
the  total  rainfall  in  24  hours. 
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The  total  run-oif,  as  shown  in  Fig.  12,  for  the  24-hour  period  begin- 
ning at  7  P.  M.,  May  19th,  1901,  is  equivalent  to  a  depth  of  7.48  in. 
over  the  whole  Cane  Creek  drainage  area  of  22  sq.  miles.  For  the 
same  period  it  is  reported  that  records  at  precipitation  stations  rea- 
sonably near  the  Cane  Creek  water-shed  show  a  total  of  8  in.  of  rainfall. 
(The  fact  that  these  two  figures  check  so  closely  indicates  that  the 
estimate  of  the  Cane  Creek  flood  discharge  is  reasonably  accurate.) 

As  compared  with  this  24-hour  rainfall,  there  were  available  24-hour 
rainfall  records  at  other  points  in  the  United  States  east  of  the  Missis- 
sippi River  which  were  instructive  with  reference  to  the  problem,  as 
follows : 

Carlisle,  Pa 9.35  in.      August  26th-27th,  1899. 

Newton,  Ala 10.29    "        March  22d,  1897. 

Wheeler,  Ohio 10.47    "        May  16th-17th,  1893. 

Horse  Cove,  N.  C.  11.00    "        October  3d-4th,  1898. 

Morgan,   Ga 11.52    "        March  21st-22d,  1897. 

Manning,  S.  C 13.22    "        August  27th-28th,  1893. 

Falkland,  IsT.  C 13.55    "        August  3d-4th,  1894. 

Jewell,  Md 14.75*  "        July  26th-27th,  1897. 

Sebastian,  Fla 19.08    "        October  2d-3d,  1899. 

The  foregoing  records  are  by  no  means  complete,  inasmuch  as 
they  refer  only  to  the  period,  1891-1899,  inclusive.  On  the  basis 
of  these  records,  and  taking  the  geographical  position  and  topography 
into  account,  it  appeared  proper  to  assume  that  the  greatest  flood 
reasonably  to  be  provided  for  at  Stony  River  would  be  the  result 
of  a  total  rainfall  of  about  12  in.  in  24  hours  on  the  drainage  area 
above  the  dam  site.f 

Spillway  Capacity  Provided  in  the  Reconstruction. — The  foregoing 
considerations  having  made  it  evident  that  additional  spillway  capacity 
must  be  provided,  the  volume  of  such  additional  capacity,  and  the 

•  Reported  actually  to  have  occurred  within  18  hours. 

t  Since  the  reconstruction,  the  following  pertinent  data  have  come  to  the  atten- 
tion of  the  writer  : 

(1)  A  run-off  having  a  rate  between  2  000  and  2  333  sec-ft.  per  sq.  mile  is 
reported  to  have  occurred  over  a  drainage  area  of  about  I'o  sq.  miles  near 
Lo  Roy,  N.  Y.,   in   May,   1916.     Enninccring  News,  Juno  24th,   1910,   p.   842. 

(2)  For  .July  8th,  1916,  ProfcKsor  Alfred  J.  Henry,  U.  S.  Weather  Bureau, 
reports  that  the  area  (Alabama  and  Georgia)  covered  by  a  24-hour  rain- 
fall of  8  in.  and  more  was  about  4  945  sq.  miles.  iMontlily  Weather  Review, 
August.   191G,   p.    4(!7. 

(3)  A  24-hour  rainfall  of  22.22  in.  is  reported  to  have  occurred  on  .luly  15th- 
IGth.  1916,  at  Altapass,  Mitchell  County,  N.  C.  (Elevation  2  625).  Ibid. 
p.  461 

(4)  It  is  reported  that  rain  fell  at  the  rate  of  5.21  in.  per  hour  for  25  min.  at 
Mobile,  Ala.,  on  July  8th,  1916.     Ibid,  p.  468. 
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means  of  providing  it,  remained  to  be  determined.  No  attempt 
will  be  made  in  this  paper  to  discuss  the  alternatives  considered  for 
increasing  the  original  spillway  capacity  of  the  dam,  for  such  alter- 
natives differed  essentially  only  as  to  the  extent  to  which  the  several 
available  factors  were  utilized.  Instead,  the  conditions  caused  by  the 
maximum  tlood  within  the  limits  of  reason  will  be  applied  to  the 
means  finally  adopted  for  increasing  the  spillway  capacity,  in  order 
to  test  the  adequacy  of  these  means.  The  adopted  spillway  pro- 
vision, which  will  be  understood  by  reference  to  Plate  IX,  was  obtained 
by  the  following  means : 

1. — Reconstructing  that  portion  of  the  original  bulkhead  section 
of  the  dam  between  Buttresses  10  and  19  to  form  a  second 
spillway.  The  transverse  cross-section  of  this  new  spillway 
is  sho^^^l  in  Plate  X.  It  was  provided  with  a  suitable 
reinforced  concrete  channel  mat  extending  about  85  ft.  down 
stream  from  the  bucket  of  the  spillway  apron. 

2.— Adding  3  ft.  6  in.  to  the  height  of  the  original  bulkhead  por- 
tions of  the  dam  outside  of  the  spillways,  viz.,  east  of  the 
old  spillway  and  west  of  the  new  spillway.  This  was  accom- 
plished by  adding  a  parapet,  of  the  form  shown  in  outline  in 
Plate  XII,  with  its  top  at  Elevation  142.5. 

3. — Increasing  the  height  of  that  portion  of  the  original  bulk- 
head section  of  the  dam  between  Buttresses  19  and  A  (viz., 
between  the  old  and  new  spillways)  by  the  addition  of  a 
parapet  1  ft.  high.  This  forms  an  intermediate  spillway  with 
its  crest  at  Elevation  140,  as  shown  in  the  typical  sections 
of  Plate  XII. 

4. — Utilizing  the  horizontal  upper  member  of  the  new  anchoring 
wall  at  the  toe  of  the  dam,  between  the  old  and  new  spill- 
ways, to  form  a  reinforced  concrete  mat  or  "tumbling  hearth" 
to  receive  the  impact  of  the  sheet  of  water  falling  well-nigh 
vertically  from  the  intermediate  spillway.  This  horizontal 
mat,  together  with  an  inclined,  reinforced  concrete,  protec- 
tion mat  (section  B-B  of  Plate  XII),  forms  a  channel  sloping 
downward  from  the  ends  of  the  intermediate  spillway  section 
toward,  and  discharging  through,  a  new  outlet  channel  which 
extends  down  stream  from  Gate-bays  30  and  31. 
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5. — Improving  the  shape  of  the  crest  of  the  original  or  "old" 
spillway.  This  warranted  the  assumption  of  a  somewhat 
higher  coefficient  of  discharge,  as  applied  in  the  Francis 
formula. 

Under  the  original  conditions,  disregarding  wave  action,  over- 
topping of  the  dam  would  have  occurred  when  the  water  level  in 
the  reservoir  had  reached  Elevation  139;  whereas,  under  the  condi- 
tions obtaining  after  reconstruction,  overtopping  cannot  occur  until 
the  water  level  reaches  Elevation  142.5.  It  is  probable  that  over- 
topping due  solely  to  wave  action  would  be  of  minor  consequence. 
However,  as  will  presently  be  shown,  the  water  level  due  to  the  great- 
est flood  reasonably  to  be  provided  for  would  probably  leave  a  margin 
of  about  6  in.  below  Elevation  142.5. 

Maximum  Flood  Within  Limits  of  Reason. — For  the  purpose  of 
studying  the  eflFect  of  such  a  flood,  in  the  case  of  the  Stony  River 
Dam  and  Reservoir,  let  it  be  assumed  that  it  would  have  a  graph 
similar  to  that  shown  in  Fig.  13.  This  graph  was  derived  by  increas- 
ing the  rates  of  run-off  shown  in  Fig.  12  by  50%,  thus  corresponding 
to  the  ratio  of  the  estimated  maximum  24-hour  precipitation  to  the 
8-in.  precipitation  reported  to  have  occurred  within  a  like  period  in 
the  case  of  the  Cane  Creek  flood.  It  is  true,  of  course,  that  no  two 
rain  storms  or  floods  are  exactly  alike;  yet,  for  the  purpose  in  mind, 
the  foregoing  assvimption  appeared  to  afford  a  reasonable  basis  for 
design. 

For  purposes  of  comparison,  there  has  been  plotted  on  Fig.  9  a 
curve  (c)  showing  the  rainfall  for  the  critical  90-min.  period  of  such 
assumed  greatest  possible  flood  dischai'ge,  the  curve  being  based,  as 
before,  on  the  assumption  (not  strictly  true)  that  the  rate  of  rain- 
fall would  be  equal  to  the  rate  of  run-off.  Even  allowing  for  the 
evident  equalization,  or  smoothing-off  of  the  peak  of  the  rainfall,  it 
is  apparent  that  a  rainfall  causing  a  flood  such  as  that  represented 
by  the  curve  (c)   would  not  equal  certain  actual  records  of  rainfall. 

Equalization  Effect  of  Reservoir. — In  studying  the  results  of  such 
floods  as  those  plotted  on  Figs.  12  and  13,  when  applied  to  the  Stony 
River  .drainage  area  and  spillway  provision,  it  may  reasonably  be 
assumod  that  in  each  instance  there  would  l)o,  initially,  one  point  of 
time  when,  for  all  practical  purposes,  a  state  of  equilibrium  would  exist. 
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At  such  a  time  the  total  run-oii'  from  the  drainage  area  and  the  dis- 
charge over  the  spillway  would  be  equal.  Thereafter,  as  the  run-olf 
increased,  a  certain  quantity  of  water  would  be  stored  over  the  whole 
reservoir  area  for  each  foot  of  rise  in.  water  level.  The  extent  of  such 
equalization  or  absorption  would  depend  on  the  spillway  capacity  and 
the  reservoir  area. 

The  capacity  of  the  reservoir  above  the  elevation  of  the  lower 
spillway  crests  is  shown  on  Fig.  10.  On  Fig.  11  is  plotted  the  spill- 
way capacity  (after  reconstruction),  derived  from  the  data  and 
assumptions  there  shown. 

On  the  basis  of  these  diagrams,  the  equalization  effect  of  the  reser- 
voir has  been  studied  with  reference  to  a  number  of  flood  conditions, 
as  follows: 

I. — Before  considering  the  greatest  flood  reasonably  to  be  antici- 
pated, it  appears  proper  to  study  the  equalization  effect  of  the  reser- 
voir on  a  flood  exactly  similar,  and  equal  in  intensity,  to  that  reported 
for  Cane  Creek  on  May  19th-20th,  1901.  The  result  of  such  study 
is  shown  in  Fig.  12.  The  spillway  crests  are  assumed  to  be  without 
flash-boards. 

The  method  of  deriving  the  curve  showing  the  discharge  over  the 
spillways  is  as  follows:  Referring  to  Fig.  12,  it  is  assumed  that  at 
7  A.  M.  the  total  run-off  from  the  drainage  area  and  the  discharge 
over  the  spillways  are  equal.  The  graph  of  the  flood  then  shows  that 
at  this  time  the  run-off  would  be  approximately  100  cu.  ft.  per  sec, 
which  (from  Fig.  11)  would  require  the  reservoir  water  level  to  be 
at  Elevation  136.2.  The  effect  of  the  storage  capacity  of  the  reser- 
voir at  increasing  elevations  of  head-water  is  then  determined  at  arbi- 
trary intervals,  depending  on  the  refinement  desired.  Selecting  a 
0.3-ft.  rise  in  water  level  as  the  first  interval,  it  is  found  from  the 
reservoir  capacity  curve  of  Fig.  10  that  for  this  interval  the  reservoir 
will  absorb  approximately  39  000  000  gal.  This  quantity,  when  con- 
verted into  the  proper  units  and  scale,  is  represented  in  Fig.  12  by 
the  area,  a-h-c,  viz. :  The  point,  h,  of  course,  must  have  an  ordinate 
representing  the  spillway  discharge  at  Elevation  136.5,  approximately 
365  cu.  ft.  per  sec.  (from  Fig.  11).  The  position  of  the  line,  h-c,  is 
then  determined  by  trial,  the  required  area,  a-h-c,  having  been  deter- 
mined as  above  stated. 
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Similarly,  a  0.5-ft.  rise  in  water  level  may  be  selected  for  the 
next  interval.  When  the  head-water  has  reached  Elevation  137.0,  the 
spillways  will  be  discharging  approximately  1  030  cu.  ft.  per  sec.  (Fig. 
11),  thus  determining  the  ordinate  of  the  point,  e,  of  Fig.  12.  Mean- 
while, approximately  66  000  000  gal.  (Fig.  10)  will  have  been  stored 
in  the  upper  0.5-ft.  depth  of  the  reservoir,  thus  determining  the  area, 
h-c-d-e,  and  hence  the  position  of  the  line,  e-d.  By  repeating  this 
process,  the  curve  of  Fig.  12  representing  "Discharge  over  spillways" 
is  defined.  The  last  interval — that  between  the  points,  /  and  g — must 
be  determined  by  trial  so  as  to  utilize  exactly  the  absorption  capacity 
of  the  reservoir  corresponding  to  that  interval. 

It  is  evident  that  the  ordinate  of  the  point,  g,  represents  the  spill- 
way capacity  necessary  to  pass  safely  the  particular  flood  under 
investigation.  In  point  of  time,  g  represents  the  crest  of  the  discharge 
over  the  spillways,  though,  in  this  instance,  the  crest  of  the  spillway 
discharge  does  not  occur  until  approximately  35  min.  after  the  flood 
itself  has  reached  its  peak.  From  Fig.  12  it  is  seen  that  the  maxi- 
mum head-water  level  attained  under  the  assumed  conditions  would 
be  at  Elevation  140.36.  The  corresponding  discharge  over  the  spill- 
ways would  be  approximately  9  600  cu.  ft.  per  sec,  whereas  the  avail- 
able spillway  capacity,  with  head-water  just  at  the  top  of  the  bulk- 
head section  parapets,  is  approximately  21  000  cu.  ft.  per  see.  This 
appears  to  be  more  than  ample  margin,  but  it  must  be  remembered 
that  the  graph  of  Fig.  12  represents  a  flood  which  actually  occurred 
on  the  Cane  Creek  drainage  area — approximately  twice  as  great  as 
that  of  Stony  River  at  the  dam  site. 

The  crest  of  the  discharge  over  the  spillways  having  passed,  the 
reservoir  begins  to  yield  the  water  which  has  been  temporarily  stored 
in  that  portion  of  the  reservoir  above  the  spillways.  Therefore  the 
discharge  over  the  spillways  continues  to  be  in  excess  of  the  run-off, 
until  finally  the  condition  of  equilibrium  between  spillway  discharge 
and  run-off  is  again  reached.  The  descending  portion  of  the  curve, 
showing  "Discharge  over  spillways,"  was  derived  by  the  same  method 
as  the  ascending  portion. 

II. — Turning  nuw  to  the  consideration  of  the  maximum  flood 
within  limits  of  reason.  Fig.  13  shows  the  equalization  capacity  of 
the  reservoir  as  affecting  a  flood  exactly  similar  to,  but  with  a  unit 
discharge  50%  greater  than,  the  1001  Cane  Creek  flood.     The  required 
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spillway  capacity,  derived  by  the  method  just  described,  is  approxi- 
mately 15  600  cu.  ft.  per  sec,  with  the  corresponding  head-water  at 
Elevation  141.6.  Even  though  we  accept  the  flood  represented  in 
Fig.  13  as  being  the  maximum  within  limits  of  reason,  the  margin, 
or  surplus  spillway  capacity,  does  not  appear  to  be  unreasonably  large 
when  it  is  remembered  that  this  flood  is  essentially  an  arbitrary  con- 
ception, and  that,  furthermore,  it  is  subject  to  variations  such  as  will 
now  be  considered. 

III. — As  will  appear  later  in  more  detail,  flash-boards  about  3  ft. 
high  (Plate  IX)  have  been  mounted  on  both  old  and  new  spillway 
crests,  the  tops  of  the  flash-boards,  therefore,  being  nearly  at  Eleva- 
tion 139.  The  flash-board  supports  have  been  designed  so  as  to  fail 
and  absolutely  clear  the  spillway  crest  when  the  head-water  level 
reaches  an  elevation  between  140  and  140.5.  It  is  proper,  however, 
to  consider  the  contingency  that  the  supports  might  not  fail  with  so 
low  a  head-water  level  as  is  intended.  The  diagram,  Fig.  14,  there- 
fore has  been  prepared  under  the  assumption  that,  with  the  same  flood 
as  that  treated  in  Fig.  13,  the  flash-boards  do  not  fail  until  the  water 
in  the  reservoir  reaches  Elevation  141,  namely,  5  ft.  higher  than  the 
main  spillway  crests  and  1  ft.  higher  than  the  crest  of  the  intermediate 
spillway. 

In  this  case  the  initial  state  of  equilibrium  would  exist  with  head- 
water at  about  Elevation  139.3,  that  is,  0.3  ft.  above  the  assumed  top 
of  the  flash-boards.  The  effect  of  the  initial  rise  of  head-water  (to 
Elevation  141.0)  is  determined  in  the  same  manner  as  described 
previously.  With  the  breaking  of  the  flash-board  supports,  however, 
and  the  consequent  sweeping  away  of  the  flash-boards  when  Eleva- 
tion 141  is  reached,  the  discharging  capacity  of  the  spillways  is  sud- 
denly increased — as  is  evident  from  the  diagram — to  such  an  extent 
that,  temporarily,  the  discharge  over  the  spillways  is  greater  than  the 
run-off  from  the  drainage  area.  This,  of  course,  would  not  neces- 
sarily be  the  case  with  a  flood  having  a  graph  of  different  shape.  The 
position  of  the  point,  c,  was  determined  by  trial,  the  area,  a-h-c,  rep- 
resenting the  quantity  of  water  stored  in  the  reservoir  in  the  depth 
interval  between  points,  c  and  a,  because  this  quantity  must  be  yielded 
by  the  reservoir  before  the  head-water  can  recede  to  approximately 
Elevation  140.52  at  the  point,  c.  Actually,  a-r  would  undoubtedly 
not  be  a  straight  line;  a  more  accurate  location  would  be  obtained  by 
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the  determination  of  intermediate  points,  though  the  difierence  in 
final  result  would  be  slight. 

The  highest  water  level  reached  tmder  the  assumed  conditions  is 
at  Elevation  141.92,  with  a  corresponding  discharge  over  the  spill- 
ways of  17  500  cu.  ft.  per  sec,  which  is  still  well  within  the  available 
spillway  capacity. 

IV. — Again,  it  is  true  that  the  equalization  of  the  peak  of  the  rain- 
fall, as  compared  with  that  of  the  run-off,  would  not  necessarily  be 
as  great  as  in  the  case  of  the  floods  shown  graphically  on  Figs.  12  to 
14;  and,  though  the  writer  does  not  consider  it  reasonable  to  assume 
that  the  Stony  River  Dam  will  be  subject  to  conditions  resulting  from 
more  than  approximately  a  12-in.  rainfall  occurring  within  24  hours, 
yet,  thus  far,  only  one  of  an  infinite  number  of  graphs  has  been  con- 
sidered, any  one  of  which  would  yield  the  same  total  run-off  during 
the  24-hour  period  in  question.  The  use  of  graphs  having  other 
shapes  (but  enclosing  the  same  area)  might  increase  or  decrease  the 
proportion  of  the  available  spillway  capacity  which  is  necessary  to 
pass  the  corresponding  flood. 

Only  one  variation  will  be  considered,  for  which  see  Fig.  15.  It 
appears  to  be  not  reasonably  conceivable  that  a  flood  resulting  from 
a  12-in.  precipitation  in  24  hours  (and  yielding  almost  as  much  total 
run-off  within  the  same  period)  could  reach  its  peak  and  recede  there- 
from more  quickly  than  that  there  represented.  In  order  to  make  the 
severity  of  the  assumed  conditions  more  clear,  the  ordinates  have 
been  shown  in  terms  both  of  run-off,  in  cubic  feet  per  second,  and  of 
rainfall,  in  inches  per  hour.  On  the  latter  basis,  these  conditions 
may  be  compared  with  the  records  shown  on  Fig.  9.  For  instance,  if, 
taking  into  account  the  time  necessary  for  water  to  reach  the  dam 
site  from  the  most  remote  portions  of  the  drainage  area,  it  is  assumed 
that  the  peak  of  the  run-off  at  the  dam  is  equal  to  the  greatest  aver- 
age rate  of  rainfall  during  any  45-min.  period,  then  it  is  evident  that, 
in  order  to  cause  the  flood  in  question,  it  would  have  had  to  rain  for 
45  min.  at  an  average  rate  of  about  4  in.  per  hour.  Such  a  rate  cor- 
responds approximately  to  the  highest  record  plotted  on  Fig.   9. 

Even  under  the  severe,  if  indeed  not  improbable,  conditions  rep- 
resented in  Fig.  15,  the  head-water  would  reach  a  maximum  eleva- 
tion of  only  142.05,  with  a  corresponding  discharge  over  the  spillwaya 
of  iii)proximatoly  IS  ."(OO  cu.  ft.  per  soc. 
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Conclusions  as  to  Spillway  Provision. — After  such  studies  as  the 
foregoing,  the  writer  came  to  the  conclusions  that: 

1. — The  spillway  capacity  provided  in  the  reconstruction  of  Stony 
River  Dam  is  adequate. 

2. — Such  spillway  capacity  is  not  excessive,  bearing  in  mind  that: 

(a)  There  is  no  warrant  for  assuming  that  during  the  life  of  the 
dam  the  Stony  River  drainage  area  will  escape  rainfall  and 
resulting  run-off  such  as  have  occurred  in  other  regions 
which  are  comparable; 

(b)  The  number  of  precipitation  stations  and  records,  especially 
in  the  Appalachian  Mountain  region,  is  not  sufficient  to  war- 
rant the  assumption  that  the  worst  possibilities  have  been 
observed  and  recorded;   and 

(c)  The  provision  of  adequate  spillway  capacity  in  the  recon- 
struction of  the  Stony  River  Dam  did  not  involve  unreason- 
able cost,  though,  of  course,  such  spillway  capacity  could  have 
been  provided  more  cheaply  in  the  original  construction  than 
in  the  reconstruction. 

3. — It  is  reasonable  to  assume  that  the  water  level  in  the  reser- 
voir will  not  be  higher  than  Elevation  142.25,  under  the  most  severe 
conditions  within  the  limits  of  reason.  This  elevation  of  head-water, 
therefore,  was  adopted  for  design  purposes. 

4. — Granting  the  necessity  for  making  provision  to  pass  safely  the 
greatest  flood  reasonably  to  be  anticipated,  it  is  also  true  that  such 
a  flood  would  be  far  from  normal.  Hence,  in  considering  the  "nor- 
mal maximum  load"  to  which  the  dam  will  be  subjected,  it  appeared 
proper  to  assume  the  head-water  at  Elevation  140.5.  At  this  eleva- 
tion the  flash-board  supports  (on  the  old  and  new  spillways)  are  rea- 
sonably certain  to  have  failed.  The  flash-boards  and  supports  having 
thus  been  swept  from  the  main  spillway  crests,  the  spillway  capacity 
would  be  approximately  10  000  cu.  ft.  per  sec,  without  taking  into 
consideration  any  equalizing  effect  of  the  reservoir.  In  the  case  of 
the  original  structure,  the  spillway  capacity  likewise  was  approxi- 
mately 10  000  cu.  ft.  per  sec.  at  Elevation  140.5,  it  being  noted,  how- 
ever, that  such  head-water  elevation  could  not  have  existed  without 
causing  the  original  bulkhead  sections  (with  crest  at  Elevation  139) 
to  be  overtopped.  The  corresponding  unit  spillway  capacity  is  about 
ST.')  en.  ft.  per  sec.  per  sq.  mile  of  drainage  area. 
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Type  of  Structure  for  New  Spillway.— It  appeared  logical  to 
reconstruct  the  new  spillway  section  of  the  dam  according  to  the 
Ambursen,  hollow,  reinforced  concrete  type,  provided  there  was  no 
serious  and  valid  cotmter  consideration.  Probably  the  most  serious 
questions  in  regard  to  the  Ambursen  type  of  dam  are  those  dealing 
with  the  protection  of  the  embedded  reinforcing  steel  from  corrosion, 
and  the  extent  to  which  the  dimensions  of  the  reinforced  concrete 
members  may  properly  be  pared  down  to  theoretical  limits.  Both 
these  questions  may  be  answered  satisfactorily,  so  the  writer  thinks, 
by  a  sufficiently  conservative  design  of  the  members  of  the  structure. 

On  the  other  hand,  the  advantage  of  economy  lay  with  the  hollow, 
rather  than  with  the  solid,  type,  a  by  no  means  unimportant  factor 
being  the  relatively  high  cost  of  the  materials  composing  the  concrete. 
For  equal  margins  of  safety,  a  solid  dam  would  have  involved  some- 
what greater  quantities  of  concrete,  although  probably  not  of  excava- 
tion. Furthermore,  the  construction  of  a  solid  section  at  the  new  spill- 
way would  have  caused  difficulties,  costly  to  meet,  at  Buttresses  10 
and  19  by  reason  of  subjecting  those  buttresses  to  lateral  hydrostatic 
pressure  for  which  they  were  not  designed. 

In  view  of  its  secluded  location,  the  appearance  of  the  structure 
is  of  relatively  minor  importance.  Yet  even  this  consideration  argued 
in  favor  of  the  hollow  type,  because,  at  least  on  the  up-stream  side, 
the  solid  section  would  have  caused  an  incongruous  break  in  outline. 

Connecting  with  the  foot  of  the  new  spillway  apron,  a  channel 
mat  was  constructed  which  gradually  narrowed  to  a  width  of  60  ft. 
at  a  distance  averaging  about  85  ft.  down  stream,  as  shown  in 
Plate  XI.  The  minimum  depth  of  the  channel  mat  varies  from  30  in. 
on  clay  (24  in.  on  rock)  at  the  foot  of  the  spillway  apron  to  18  in. 
at  the  down-stream  end  of  the  mat,  where  a  shallow  cut-off  wall  seals 
the  mat  into  bed-rock.  Reinforced  concrete  retaining  walls  (Figs. 
16  and  17)  were  built  along  the  sides  of  the  channel  mat,  to  support 
the  hillside  on  the  west  and  the  new  fill  between  the  spillways  on  the 
east.  Excavation  of  the  new  sjjillway  channel  was  not  completed  down 
stream  from  the  channel  mat.  Only  a  small  ditch  was  dug  to  drain 
water  from  the  channel  mat  into  the  river,  and  the  first  flood  practi- 
cally completed  the  remainder  of  the  excavation  necessary  to  furnisli 
sufficient  connection  between  the  new  spillway  and  the  river. 
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Eesistance  to  Sliding. 

To  the  writer  it  appears  that,  in  the  case  of  many  masonry  dams, 
solid  and  hollow,  the  importance  of  safeguarding  the  structure  against 
failure  by  sliding  has  been  under-rated.  It  is  not  unlikely  that  there 
have  been  more  failures  of  masonry  dams  by  sliding  than  in  any  other 
manner.  The  character  of  the  underlying  foundation  material  is 
necessarily  the  primary  factor  controlling  the  stability  of  a  given  dam 
in  regard  to  sliding.  The  construction  of  a  dam  to  be  founded  on 
granite,  for  instance,  offers  no  difficulties  in  this  respect.  But,  in  view 
of  the  foundation  material  underlying  the  Stony  River  site,  the 
necessity  of  making  the  dam  safe  against  sliding  presented  the  most 
important  problem  of  the  reconstruction. 

Uplift  pressure,  too,  is  of  great  importance  as  affecting  the 
stability  of  a  dam  against  sliding.  It  acts  essentially  to  diminish  the 
weight  of  the  structure.  The  effect  of  a  given  uplift  pressure,  how- 
ever, depends  largely  on  the  coefficient  of  frictional  resistance  of  the 
foundation  material  at  the  plane  along  which  sliding  may  be  impend- 
ing; that  is,  the  smaller  the  coefficient  of  frictional  resistance,  the  less 
the  net  effect  of  the  uplift  pressure. 

Frictional  Resistance. — The  term  "frictional  resistance",  as  used 
in  this  paper,  is  intended  to  express  both  the  effect  of  roughness  and 
the  effect  of  adhesion  between  any  two  bodies  (e.  g.,  of  foundation 
material)  at  the  surfaces  along  which  sliding  is  taking  place.  It  is 
not  intended  to  express  the  effect  of  cohesion  within  a  body;  such 
cohesion  is  an  additional  factor  resisting  sliding,  and,  in  so  far  as 
resistance  to  sliding  is  concerned,  must  be  overcome  by  shearing  the 
body  in  question.*  The  distinction  here  made  between  adhesion  and 
cohesion  does  not  exist  when  the  material  under  consideration  is 
viscous,  but,  in  the  writer's  opinion,  it  exists  definitely  when  the 
material  in  question  is  solidified. 

As  to  the  actual  coefficients  of  frictional  resistance,  there  is  a 
woeful  dearth  of  data.  Attention  is  called  first  to  Table  1  which  shows 
the  assumptions  on  which  the  reconstruction  design  was  based.     The 

•  Since  the  reconstruction  was  completed,  the  writer  has  considered  carefully 
the  paper  by  William  Cain,  M.  Am.  Soc.  C.  E.,  entitled  "Cohesion  in  Earth  :  The 
Need  for  Comprehensive  Experimentation  to  Determine  the  Coefficients  of  Cohesion", 
Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX,  p.  1315,  and  the  discussions  thereon,  but 
has  been  unable  to  agree  that  data,  sufficient  in  number  and  reliability,  are  available 
to  warrant  the  use,  especially  in  the  present  case,  of  the  analysis  set  forth  in  that 
paper. 
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TABLE    1. — Coefficients    of    Friotional    Eesistance    Forminq   the 
Basis  of  Design  in  the  Eeconstruction  of  Stony  Kiver  Dam. 


Character  of  foundation 
material. 

Value 

assumed 

for  design. 

Probable 

minimum            Ratio, 
value. 

Clayey  overburden  -  wet 

Applyiag  to  footinKS  of  the  original  sections 
of  dam  and  to  probable  •'  planes  of  least  resist- 
ance" in  clayey  foundation  soil. 

0.38 

0.4" 

0.50 

0.25 

0.2.O 

O.V.T 

0  fi2.5 

Applying  to  shale  near  surface  of  bed-rock; 
hence  incluiiing  shale  immediately  underlying 
new  footings  at  Buttresses  10  to  19,  inclusive 
(new  spillway  section.) 

Hard  shale,  not  disintegrated 

1 

1 

0.40       1       0  m 

Applying  to  shale  at  probable  "planes of  leas^t 
resistance"    at    Buttresses    10  to  19,  inclusive 
(new  spillway  section.) 

"planes  of  least  resistance"  referred  to  in  that  table  are  explained 
later. 

The  pertinent  data  considered  in  adopting  these  assumptions  follow. 

Frictional  Resistance  of  Clayey  Soil. — In  the  writer's  opinion,  the 
safe  coefficient  of  frictional  resistance  for  the  clayey  foundation  soil 
at  the  dam  site  when  wet  is  between  0.3  and  0.4.  When  such  soil  is 
dry  or  merely  moist,  the  frictional  resistance,  of  course,  is  greater  than 
when  it  is  thoroughly  wet;  but  it  is  not  safe  to  assume  that  the  founda- 
tion soil  will  always  be  fairly  dry.  It  is  true  that  the  leakage  from 
the  reservoir  into  the  foundation  soil  has,  at  this  writing,  become,  and 
in  all  probability  will  continue  to  be,  a  relatively  minor  factor. 
However,  ground-water  in  the  soil  cannot  be  disposed  of,  especially 
inasmuch  as  the  dam  site  receives  the  ground-water  drainage  of  the 
adjoining  hillsides.  The  new  drainage  system  of  the  dam  cannot  cause 
the  foundation  soil  to  become  dry.  It  can  merely  prevent  the  accumu- 
lation of  serious  uplift  pressure. 

The  results  of  various  tests  of  frictional  resistance  are  of  record. 
Unfortunately,  they  are  not  numerous;  nor  are  the  test  conditions 
sufficiently  standardized,  nor  the  character  of  the  material  under  tests 
sufficiently  well  defined,  to  allow  satisfactory  detailed  comi)arison  with 
each  other  or  with  the  conditions  to  which  it  is  attempted  to  apply 
their  results.  Moreover,  it  is  the  rule,  rather  than  the  exception,  that, 
as  in  the  case  in  point,  the  foundation  material  is  heterogeneous,  thus 
increasing  the   difficulty  of  drawing  comparisons   with    |)rovious   test 
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results  and  making  more  necessary  the  use  of  judgment  in  selecting 
coefficients  for  design  or  other  purposes. 

Among  the  recorded  data  are  the  experiments  of  General  Morin, 
as  referred  to  by  Rankine,*  which  indicate  a  coefficient  of  frictional 
resistance  of  0.31  for  wet  clay  on  wet  clay,  as  tested  by  him.  Tests 
of  the  foundation  soil  in  question,  however,  are  more  pertinent,  and 
such  tests  were  made  on  several  kinds  of  soil  by  Mr.  D.  K.  Showalter, 
Resident  Engineer,  under  the  direction  of  the  writer.  The  results  of 
these  tests  are  given  in  Table  2. 

In  the  ordinary  case,  these  tests  were  made  by  tamping  a  given 
kind  of  soil  into  a  box  having  an  open  top,  the  box  being  a  cube  of 
about  12  in.,  then  capping  the  boxful  of  soil  with  a  solid  piece  of  the 
same  material,  so  that  it  protruded  above  the  edge  of  the  box,  and 
turning  the  box  upside  down.  The  protruding  material,  after  having 
been  given  an  approximately  horizontal  surface  and  made  smooth, 
was  utilized  as  the  moving  element  in  determining  the  frictional 
resistance  on  a  prepared,  smooth,  horizontal  bed  of  the  same  kind  of 
material  in  place.  The  moving  element  was  drawn  along  by  hand  over 
the  bed,  the  required  pull  being  measured  by  a  spring  balance.  Ordi- 
narily, more  than  J  sq.  ft.  of  the  material  under  test  was  actually  in 
contact.  The  method  of  making  the  tests  is  illustrated  by  Figs.  8 
and  18. 

In  the  case  of  the  tests  made  in  cold  weather,  the  clay  bed  had 
been  scraped  previously  so  as  to  remove  all  frozen  material  and  any 
"mud"  formed  by  melting  snow.  When  not  under  test,  the  surface  or 
bed  was  protected  by  a  covering  of  tar-paper.  In  the  last  series  of 
tests,  in  May,  1915,  a  galvanized-iron  pail  was  used  instead  of  a 
wooden  box.  The  result  was  to  make  these  experiments  appear  even 
more  crude  than  was  really  the  case;  but,  inasmuch  as  the  weight 
of  the  moving  element  and  the  required  pull  were  not  less  readily 
determinable,  such  experiments  are  not  believed  to  be  the  less  worthy 
of  consideration. 

Despite  the  absence  of  laboratory  refinements,  the  results  obtained 
are  in  all  probability  reasonably  indicative  of  the  actual  frictional 
resistance,  as  previously  defined.  Among  the  results  of  any  single 
group  of  experiments,  the  maximum  variation  from  the  mean  was 
30%  of  the  mean,  and  the  average  of  such  maximum  variation  for  all 
•  "A  Manual  of  Applied  Mechanics",  p.  211. 


950 


RECOXSTEUCTION   OF   THE   STONY    RIVER   DAM 


TABLE  2. — Results  of  Tests  of  Frictional  Resistance  of  Founda- 
tion Soil  at  Stony  River  Dam  Site. 


Character  of  soil  under  test. 


0.2 


White  clay,  fine-grained, 
do. 
do. 
do. 
do. 


White  clay,  fine-grained, 
do. 
do. 
do. 
do. 


Yellow  clay,containingsomegrit 
do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 


Black  gumbo, 
do. 


Black  gumbo, 
do. 
do. 


Black  loam, 
do. 
do. 


Black  loam 
do. 


Yellow  clay, 
do. 
do. 


Yellow  clay, 
do. 


Wet. 
do. 
do. 
do. 
do. 


Moist, 
do. 
do. 
do. 
do. 


Fairly  wet. 

do. 

do. 

do. 

do. 
\       do. 

do. 
(       do. 

do. 
i       do. 


Moist, 
do. 


Wet. 

do. 

do. 


Moist, 
do. 
do. 


Wet. 
do. 


Moist. 
do. 
do. 


Very  wet. 
do. 


!.9  01 '5 


5-9  I 

an  fft; 


35  to  41 
do. 
do. 
do. 
do. 


35  to  41 
do. 
do. 
do. 
do. 


20  to  25 

~  S  rt  03 

ccj3     a 


do. 
do. 
do. 


50  to  66 
do. 


50  to  66 
do. 
do 


42  to  56 
do. 
do. 


42  to  56 
do. 


42  to  56 
do. 
do. 


42  to  56 
do. 


o  '-' 


160 
160 

284 
284 
160 


160 
160 
284 
220 
220 


149 
149 
149 
149 
189 
189 
249 
289 
387 
387 


57 
89 
113 


46.5 
79.5 
111.5 


79.5 
111.5 


64 
67 
80 
72 
55 
.Averaji 

75 
72 
118 

78 
85 


0.40 
0.42 
0.28 
0.25 
^.34_ 
0.34 


0.47 
0.45 
0.42 
0.35 
0.39 


Average         0-42 


120 
120 
1C6 
114 
110 
99 
120 
224 
273 
275 


0.80 
0.80 
0.71 
0.76 
0.58 
0.52 
0.48 
0.77 
0.71 
0.71 


Average 

(1.68 

41 

70 

0.77 
0.86 

Average 

0.82 

25 
70 
58 

0.60 
0.89 
0.78 

Average 

0.71 

44 
60 
89 

0.77 
0.67 
0.79 

Average 

0.74 

88 

69 

Average 

0.«7 
0.78 
0.72 

89        i 
67        i 
90 
Average! 

42        I 

52        ' 

Average 


0.84 
0.84 
0.81 
0  88 


O.M 
0.47 
0.50 
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groups  was  about  15  per  cent.  The  series  of  tests  was  not  sufficiently 
extensive  to  warrant  any  conclusions  as  to  variations  in  the  coefficient 
of  frictional  resistance  with  variations  in  the  load  or  in  the  velocity  of 
the  moving  element. 

The  pull  or  force  required  to  start  the  load  in  motion  has  not 
been  shown  in  Table  2,  for  it  is  believed  that,  in  order  to  make  a 
reasonably  close  determination  of  the  starting  force,  greater  refine- 
ments are  necessary  than  could  be  applied  in  the  field  experiments  in 
question.  It  should  be  noted,  however,  that,  in  view  of  the  method  of 
testing  used,  the  shearing  resistance  (due  to  cohesion)  of  the  material 
under  test  was  not  brought  into  play. 

The  average  of  the  results  of  all  the  experiments  shows  a  coefficient 
of  frictional  resistance,  including  adhesion,  equal  to  about  0.61.  This 
figure,  however,  affords  no  reliable  index,  as  is  apparent  from  the  wide 
variation  in  values  corresponding  to  the  different  kinds  of  soil  tested. 
The  interpretation  of  the  results  as  applying  to  design,  therefore,  is 
essentially  a  matter  of  judgment.  The  variations  referred  to  are  so 
great  that  the  only  safe  course  was  to  assume  that  the  worst  soil 
conditions  (as  regards  frictional  resistance)  might  exist  under  any 
bay.  East  of  Buttress  36  (Plate  IX)  the  clayey  content  of  the  over- 
burden was  somewhat  greater  than  west  thereof,  and  hence  it  seemed 
reasonable  to  assume  that  there  the  soil  is  less  subject  to  percolation 
and  has  a  somewhat  greater  bearing  value.  Nevertheless,  no  modifica- 
tion was  made  in  the  matter  of  frictional  resistance  on  this  account. 

'i"he  coefficient  of  frictional  resistance  for  the  clayey  foundation 
soil  (wet)  was,  for  design  purposes,  finally  assumed  to  be  0.33.  The 
\*Titer  believes  that  for  none  of  the  soils  at  the  dam  site  is  the  corre- 
sponding coefficient  less  than  0.25. 

Frictional  Resistance  of  Shale. — Here,  again,  there  are  but  few 
data  available;  perhaps  the  most  pertinent  are  those  given  by  Mr.  E.  L. 
Lanier  in  his  article  on  "Tests  of  Erictional  Resistance  of  Concrete  on 
Shale."*  These  tests  were  made  under  the  direction  of  the  writer  at 
the  site  of  the  State  Line  Dam  of  the  Hydro-Electric  Company  of 
West  Virginia,  on  Cheat  River,  in  West  Virginia,  and  cover,  not 
merely  the  frictional  resistance  of  concrete  on  shale,  but  also  that  of 
shale  on  shale. 


*  Engineering  News,  July  22d.  1915. 
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At  the  Stony  River  dam  site  the  shales  have  pronounced  horizontal 
laminations.*  Hence  the  results  in  Mr.  Lasier's  Table  1  apply,  the 
tests  summarized  in  that  table  having  been  made  on  quarried  blocks 
of  shale.  There  the  coefficient  of  frictional  resistance  for  the  shale 
specimens  moving  on  the  stationary  shale  blocks  averaged  0.61  when 
the  surfaces  in  contact  were  dry,  and  0.55  when  they  were  wet.  In 
view  of  the  apparent  differences  in  physical  characteristics,  it  seemed 
proper  to  adopt  assumptions  even  more  conservative  than  those  shown 
in  Mr.  Lasier's  tests.  This  is  especially  true  as  regards  those  Stony 
River  shales  near  the  surface  of  bed-rock.  Inasmuch  as  these  had 
been  exposed  to  disintegration  ages  ago,  clay  seams  or  laminations  had 
been  formed.     The  coefficients   adopted  are  given  in  Table  1. 

Stability  of  Original  Structure  Against  Sliding. — The  stability  of 
a  dam  against  failure  of  a  given  kind  is  ordinarily  measured  by  its 
so-called  factor  of  safety — which  perhaps  may  be  more  correctly  termed 
its  "ratio  of  safety".  This  is  the  ratio  of  the  forces  resisting  failure 
in  a  certain  manner  to  the  forces  tending  to  cause  such  failure;  but, 
whether  or  not  a  ratio  of  safety  really  means  anything  depends  on  the 
assumptions  made  in  deducing  that  ratio;  and,  as  previously  sug- 
gested, it  is  seldom  that  two  engineers  working  entirely  independently 
arrive  at  exactly  the  same  results  as  regards  the  ratio  of  safety.  The 
writer  makes  it  a  practice  to  study  the  stability  of  a  structure  under 
several  different  sets  of  assumed  conditions.  Sometimes,  too,  after 
having  ascertained  the  ratio  of  safety  under  the  conditions  to  which 
it  appears  a  dam  will  be  subjected,  it  is  instructive  to  see  how  severe, 
perhaps  even  how  unreasonably  severe,  the  conditions  can  be  made 
without  reducing  the  ratio  of  safety  below  unity. 

In  the  present  instance  the  stability  of  the  dam  was  examined 
under  the  assumption  of  a  "normal  maximum  load"  and  also  under 
the  "most  severe  conditions  within  the  limits  of  reason",  all,  of  course, 
as  they  appear  to  the  writer.  These  several  load  assumptions  are 
set  out  in  Table  3,  for  a  typical  section  of  the  dam,  viz.,  at  Bay  35 
(Plate  XII),  and  for  the  sections  of  mnximum  liciglit,  both  on  the  basis 
of  the  original  structure  and  also  on  the  basis  of  the  structure  as 
strengthened  during  the  reconstruction. 


•  Unlike  the  foundation  shale  at  the  Stony  River  site,  the  shales  of  the  State 
Lino  site  are  not  continuously  laminated  within  fhenisrlv(>s  in  any  one  plane.  Heme 
the  condition  applying  to  tho  State  Mne  site  is  more  nearly  that  summarized  In 
Table  2  of  Mr.  Lasier's  article,  which  shows  ratios  of  horizontal  moving  force  to 
resistance  to  sliding  (int^luding  resistance  to  shear  in  shale  and  concrete),  the  lowest 
of  which  is  approximately  3.0. 
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TABLE  ;'). — Load  Assumptioxs  for  Ax.\lvses  of  Stability  of  Stony 

Rn-ER  Dam. 


Originai,  Structure. 

Strengthened  Structure. 

Normal 

maximum 

load. 

Most  severe 
conditions 

within  limits 
of  reason. 

Normal 

maximum 

load. 

Most  severe 
conditions 

within  limits 
of  reason. 

Factors. 

Sectious  of 

maximum 

height. 

K  St; 

§.Sy 

Typical 

section  at 

Bay  35. 

oS 

IP 

■z  S« 

o)  a 

T.\pical 

section  at 

Bay  35. 

(1^ 

(2^ 

(3) 

'4) 

(S) 

i6) 

(7) 

,8) 

(9) 

(a)  Elevation  of  bead-water 

(6)  Ice  pressure,  in  pounds  per 

140.5 

0 

89.5 
Yes. 
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ture, and  at  deep  drains 
in  case  of  strengthened 

95.0 
No 

44.0 

(3)  Length   of  base,  in    feet, 
over  which  uplift  pres- 

in  re 
sliding. 
42.0 
in  re 
over- 
turning. 

30.0 

(e)  Coefificient    of    frictional    re- 

0.33* 
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0.33 
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*  Resistance  (to  horizontal  movement)  on  part  of  the  original  unreinforced  cut-off  wall 
and  the  original  toe  probably  inconsiderable  and  treated  as  forming  part  of  the  frictional 
resistance  of  the  foundation  soil  at  the  base  of  the  footings. 

Note.— No  tail-water  pressure  in  any  case.  ^' 

Referring  to  Table  3,  it  should  be  noted  that,  in  connection  with 
the  question  of  frictional  resistance,  no  attempt  has  been  made  in  the 
case  of  the  original  structure  to  determine  the  additional  resistance  of 
the  original  cut-off  wall  and  toe.  Inasmuch  as  the  cut-off  wall  was 
unreinforced  throughout,  and  was  not  tied  into  the  body  of  the  dam 
except  at  a  few  places,  it  is  believed  that  the  resistance  of  the  cut-off 
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wall  to  horizontal  movement  was  not  a  reliable  factor,  and  that,  even 
when  present,  it  was  inconsiderable  in  amount.  Likewise,  the  resist- 
ance of  the  original  toe  was  probably  negligible,  because  the  toe  was 
relatively  shallow. 

The  assumed  conditions  of  Table  3,  in  so  far  as  pressure  is  con- 
cerned, are  entirely  arbitrary.  In  view  of  the  fact  that,  both  at  the 
sections  of  maximum  height  and  at  the  typical  section  of  Plate  XII, 
the  strengthened  structure  has  an  adequate  cut-ofF,  it  is  certain,  of 
course,  that  the  uplift  pressure  actually  does  not  decrease  uniformly 
from  heel  to  toe,  as  has  been  assumed.  However,  everything  con- 
sidered, and  especially  in  the  absence  of  definite  knowledge  regarding 
the  presence  and  character  of  the  uplift  pressure,  it  appears  reasonable 
to  base  stability  analyses  on  assumed  "equivalent"  conditions  of  uplift 
pressure  (see  Table  3,  factor  (cZ)-2).  Manifestly,  uplift  pressure  could 
not  be  exerted  over  the  entire  area  of  the  base  without  causing  flota- 
tion, which  is  impossible. 

I.— Under  "Normal  Maximum  Load". — Applying  now  the  assumed 
"normal  maximum  load"  conditions  of  Column  (2),  Table  3,  to  the 
maximum  height  sections  of  the  original  structure,  and  stating  all 
quantities  for  one  bay  15  ft.  wide,  the  results  are  as  follows : 

Weight  of  concrete 1  044  900  lb. 

Weight  of  water  on  deck 1 194  500  lb. 

Sum  of  loads 2  239  400  lb. 

Total  resistance  to  sliding,  2  239  400  lb.  X  0.33  =  746  500  lb.,  ap- 
proximately. 

Forces  resisting  sliding  74(5  500  lb. 

Forces  tending  to  cause  sUding       1  218  200  lb. 
Or,    vice   versa,   in   order   that   this   ratio   may   become   equal    to 
unity,  the  coefficient  of  frictional  resistance  must  equal 

0.;{;{ 

^  0..-)4. 

O.Hl 

II. — Under  "Most  Severe  Conditions  Within  Limits  of  Reason". — 
Referring  to  the  assumed  conditions  of  Column  (4),  Table  3,  the 
spillway  crest  (Elevation  13G)  has  been  adopted  as  the  highest  eleva- 
tion at  which  ice  pressure  could  be  present,  because  flash-boards  could 
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hardly  have  been  used  with  safety  on  the  original  spillway.  Uplift 
pressure  has  been  assximed  as  acting  along  the  entire  width  of  the 
base  of  the  original  structure  (though  over  only  50%  of  the  area), 
because  in  severely  cold  weather  the  weep-holes  through  the  footings 
were  frozen  up  solidly  and  hence  were  ineffective.  With  all  quantities 
stated,  as  before,  in  terms  of  a  15-ft.  bay,  the  results  are  as  follows : 

Weight  of  concrete 1  044  900  lb. 

Water  load  on  deck 985  500  lb. 

Total  downward  pressure 2  030  400  lb. 

Deduct  uplift  pressure 675  000  lb. 

Net  load 1  355  400  lb. 

Total  resistance  to  sliding  =  1  355  400  lb.  X  0.25  =  338  850  lb. 

Horizontal   water   pressure 1  219  200  lb. 

Ice    pressure 300000  lb. 

Total  forces  tending  to  cause  sliding.  . .    1  519  200  lb. 
Hence  the  ratio  of  safety  is 

^3^  850  lb.  ^ 
1519  200  lb.  ■^"" 

Or,  in  order  that  the  ratio  of  safety  against  sliding  may  become 
equal  to  unity,  the  coefficient  of  frictional  resistance  must  equal  0.25 
divided  by  0.223,  viz.,  1.12.  Evidently,  therefore,  the  Stony  River  Dam 
as  originally  constructed  could  not  be  considered  as  having  a  reasonable 
margin  of  safety  against  sliding. 

It  would  be  interesting,  of  course,  to  know  what  coefficient  of 
gross  resistance  to  sliding  obtained  prior  to  failure.  In  order  to  derive 
the  minimum  value  of  such  coefficient,  the  following  assumptions  are 
made,  conforming  to  the  conditions  which  actually  existed,  viz. : 

(«)  Head-water    level    at    elevation    of    spillway    crest,    viz.,    at 

Elevation  136; 
(h)  Ko  ice  pressure; 

(c)  Horizontal  water  pressure  equivalent  to  full  hydrostatic  pres- 
sure of  46.5  ft.,  viz.,  down  to  Elevation  89.5 ; 

(d)  Uplift  pressure  negligible; 

(e)  'No  tail-water  pressure; 
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(/)  Any  resistance  to  horizontal  movement  furnished  by  the  unre- 
inforced  cut-off  wall  or  the  toe-wall  is  treated  as  forming 
part  of  the  gross  resistance  to  sliding  on  the  part  of  the 
foundation  soil. 

Under  these  conditions,  the  ratio   of  the  force  tending  to   cause 
sliding  to  the  load  above  the  base  of  the  footings,  for  a  15-ft.  bay,  was 

1  013  600  lb. 


2  030  400  lb. 


0.50. 


In  other  words,  the  coefficient  of  gross  resistance  to  sliding,  under 
the  foregoing  conditions,  was  at  least  0.50;  for,  necessarily,  the  ratio 
of  safety  was  at  least  unity. 

Probably  the  resistance  to  horizontal  movement,  as  expressed  by 
such  ratio  or  coefficient,  was  due  in  part  to  cohesion  or  resistance  to 
direct  shear  within  the  foundation  soil  itself.  That  is,  it  is  likely 
that  failure  would  occur,  not  at  the  relatively  rough  surface  of  con- 
tact between  the  footing  concrete  and  the  foundation  soil,  but  along 
an  approximately  horizontal  plane  in  the  body  of  the  soil  just  below 
the  base  of  the  footings.  Such  resistance  to  shear  will  be  discussed 
further  in  connection  with  the  expedient  adopted  to  increase  the 
resistance  to  sliding  in  that  portion  of  the  dam  which  was  not  dis- 
turbed by  the  failure. 

It  should  be  noted  that  in  the  65  days  prior  to  the  failure,  during 
which  period  the  dam  withstood  the  pressure  of  the  full  reservoir, 
relatively  cold  weather  obtained,  and  the  ground-water  was  practi- 
cally at  its  lowest  level.  In  other  words,  it  is  likely  that  the  frictional 
resistance  would  have  decreased  as  the  foundation  soil  became  more 
saturated  by  leakage  and  ground-water  during  the  following  spring. 
Whether  the  dam  would  have  stood,  or  how  near  it  was  to  failure  by 
sliding,  no  man  can  tell. 

Means  to  Increase  Resistance  to  Sliding. — Various  expedients 
were  considered  for  increasing  the  margin  of  safety  of  the  original 
structure  against  faihire  by  sliding.  The  method  finally  selected 
involved  the  construction  of  anchoring  walls  at  the  heel  and  toe  of 
the  original  structure,  essentially  as  shown  on  Plate  XI I,  Avhich  sliows 
typical  sections  of  the  dam,  though  not  those  of  maximum  height. 
In  order  to  explain  more  clearly  the  reasons  for  adopting  this  method 
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of  iucroasins;  resistance  to  sliding,  the  alternatives  considered  will 
be  brietly  described  and  their  advantages  and  disadvantages  stated. 
1. — Eeferring  first  to  the  principal  feature  of  the  adopted  means, 
the  essential  advantages  of  the  anchoring  wall  at  the  heel  (the  action 
and  construction  of  which  are  discussed  in  more  detail  later  herein) 
are  as  follows  (Plate  XII) : 

(a)  It  utilizes  the  foundation  soil  under  the  dam,  and  in  effect 
also  a  considerable  quantity  of  the  foundation  soil  immedi- 
ately down  stream  from  the  dam,  to  increase  the  total  weight 
which  must  be  moved  down  stream  in  case  the  dam  is  to 
fail  by  sliding. 
(6)  The  construction  of  such  an  anchoring  wall  at  the  heel  seals 
the  construction  joint  at  the  top  of  the  original  cut-off  wall, 
this  joint  having  in  some  places  opened  up  sufficiently  to 
allow  appreciable,  if  not  indeed  serious,  leakage. 

(c)  With  such  an  anchoring  wall,  any  down-stream  movement 
on  the  part  of  the  dam  will  tend  to  compact  the  vmderlying 
foumdation  soil,  and,  therefore,  to  make  it  less  pervious. 

(d)  This  was  found  to  be  the  most  economical  method  of  obtain- 
ing the  desired  margin  of  safety  against  failure  by  sliding. 

The  only  disadvantage  of  constructing  an  anchoring  wall  at  the 
heel  alone  lay  in  the  resulting  high  unit  pressure  against  the  clay 
immediately  down  stream  from  such  "heel" — as  the  new  anchoring 
wall  at  the  heel  of  the  dam  has  for  convenience  been  styled. 

2. — "With  especial  reference  to  that  portion  of  the  original  struc- 
ture which  remained  intact,  there  was,  of  course,  no  opportunity  to 
flatten  the  slope  of  the  deck,  and  thus  obtain  a  greater  water  load. 

3. — The  loading  of  the  footings  of  the  hollow  structure,  by  using 
concrete,  rock,  or  earth,  was  considered,  and  was  rejected  because: 
(a)   Such   additional   material    would   increase    the    load    on    the 

already  too  heavily  loaded  foundation  soil; 
(fe)   The    original     footings     would    have    required     even     more 
strengthening  than  was  considered  necessary  with  the  means 
finally   adopted ; 

(c)  Such  loading  would  have  required  special  provision  for  in- 
spection of  the  drainage  system;  and 

(d)  The  expedient  was  limited  in  extent,  and,  taken  by  itself, 
was  not  considered  to  be  sufficient. 
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4. — Various  structural  additions  at  the  toe  of  the  dam  were  con- 
sidered; among  them  an  L-shaped  anchoring  wall  such  as  that  shown 
on  Plate  XII.  This  method  of  obtaining  additional  resistance  to  slid- 
ing was  not  open  to  the  objections  to  the  proposed  loading  of  the 
original  footings.  However,  if  adopted  to  furnish  the  entire  required 
increase  in  resistance  to  sliding,  it  would  have  been  subject  to  certain 
different  objections,  viz. : 

(a)  For  the  same  depth  below  original  ground  surface,  gener- 
ally speaking,  less  increase  in  resistance  to  sliding  results 
than  in  the  case  of  an  anchoring  wall  at  the  heel  alone;  for 
the  toe- wall  does  not  utilize  the  foundation  material  under 
the  body  of  the  dam. 

(h)  In  the  case  of  this  particular  clayey  soil,  the  toe-wall,  like 
the  "heel",  is  limited  in  efficacy  by  the  safe  bearing  value 
of  the  soil  in  compression. 

(c)  In  case  of  any  yielding  at  the  toe  of  the  dam,  either  down- 
ward or  down  stream,  the  effect  might  be  to  cause  either  crack- 
ing in  the  original  cut-off  wall  or,  at  the  very  least,  the 
opening  of  the  construction  joint  at  the  top  of  the  old  cut- 
off (Plate  XII).  Thus,  water  imder  reservoir  pressure  might 
immediately  be  admitted  under  the  base  of  the  dam. 

On  the  other  hand,  the  anchoring  wall  at  the  toe  has  certain  advan- 
tages not  possessed  by  the  "heel",  viz. : 

(d)  By  means  of  its  vertical  member,  the  toe-wall  confines  the 
foundation  soil  under  the  original  footings  of  the  dam,  thus 
increasing  the  safe  load  to  which  that  soil  may  be  subjected. 

(c)  The  horizontal  member  of  the  toe-wall  in  effect  increases 
the  width  of  the  base  of  the  dam,  thus  decreasing  the  unit 
vertical  load  on  the  foundation  soil,  as  will  be  shown  later 
in  more  detail  under  the  heading  "Footings". 

It  is  clear,  however,  that  in  cases  where  it  is  necessary  similarly  to 
increase  the  margin  of  safety  of  a  dam  against  failure  by  sliding, 
but  where  there  is  no  opportunity  to  construct  an  anchoring  wall  at 
the  heel,  an  anchoring  wall  at  the  toe  can  be  made  to  answer  the  i)ur- 
pose.  Generally  speaking,  it  is  merely  a  matter  of  proportioning 
such  a  toe-wall  properly. 
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5. — Investigation  was  made  of  the  desirability  of  constructing 
reinforced  concrete  columns  at  the  toe  of  the  dam,  inclining  down- 
ward and  approximately  parallel  to  the  line  of  action  of  the  resultant 
load  on  the  dam.  This  proposal  was  rejected,  partly  because  the 
result  would  be  equivalent  to  placing  the  dam  on  relatively  unyield- 
ing supports — stilts,  as  it  were — thus  changing  the  character  of  the 
stresses  in  the  original  footings. 

6. — The  construction  of  a  heavy  block  of  concrete,  approximately 
square  in  cross-section  and  extending  along  the  entire  length  of  the 
toe  of  the  dam,  was  considered  and  rejected  because  the  L-shaped  toe- wall 
transmits  vertical  and  horizontal  loads  into  the  foundation  material  to 
the  same  extent,  but  with  much  less  concrete  and  excavation. 

In  view  of  the  foregoing  considerations,  it  was  concluded  to  use 
anchoring  walls  at  both  heel  and  toe;  for,  by  means  of  the  toe-wall,  it 
was  possible  to  reduce  to  a  safe  value  the  otherwise  excessive  horizontal 
load  on  the  foundation  soil  at  the  heel.  The  reconstructed  dam  acts 
essentially  as  a  monolith ;  hence  down-stream  deflection  or  yielding  must 
be  equal  at  heel  and  toe.  Inasmuch,  then,  as  the  load  on  the  foundation 
soil  is  proportional  to  the  deflection,  the  unit  horizontal  loads  at  heel 
and  toe  are  approximately  equal. 

Likewise,  at  the  new  spillway  of  the  dam,  an  anchoring  wall  at  the 
heel  was  used.  Here  advantage  was  taken  of  the  opportunity  of  com- 
bining the  cut-off  and  the  anchoring  device  in  a  single  wall,  as  shown 
on  Plate  X.  As  the  foundation  of  the  new  spillway  consists  of  shale, 
the  problem  of  keeping  within  the  safe  load  against  the  material  at  the 
heel  was  not  difficult,  and  hence  no  anchoring  wall  was  required  at  the  toe. 

Analysis  of  Anchoring  Walls. — The  principle  on  which  the  design 
of  the  anchoring  walls  is  based  applies  both  in  the  case  of  the  strength- 
ening of  the  original  structure  and  in  that  of  the  construction  of 
the  new  spillway.  The  detailed  explanation,  however,  will  be  made  with 
reference  to  the  typical  bulkhead  section  at  Bay  35,  as  shown  on 
Plate  XII. 

The  use  of  such  anchoring  walls,  to  furnish  specific  and  reliable 
resistance  to  sliding,  by  utilizing  the  weight  of  the  foundation  material 
underlying,  and  immediately  down  stream  from,  a  dam,  is  believed  to 
be  new.  The  writer  first  applied  it  in  the  case  of  the  State  Line  Dam 
of  the  Hydro-Electric  Company  of  West  Virginia,  on  Cheat  River  in 
West  Virginia. 
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Eeferring  now  to  Plate  XII,  the  anchoring  wall  at  the  heel  is  tied 
into  the  dam  by  twisted,  square,  steel  bars  extending  through  openings 
broken  through  the  base  of  the  original  deck  of  the  dam.    The  heel  itself 
consists  essentially  of  two  cantilever  members  of  reinforced  concrete, 
extending,  respectively,  above  and  below  the  steel  which  ties  the  heel 
to  the  original  structure.    A  relatively  long  cantilever  member  extends 
downward  immediately  adjacent  to  the  up-stream  face  of  the  original 
cut-off,  and  a  relatively  short  cantilever  member  extends  upward  im- 
mediately adjacent  to  the  base  of  the  original  deck.     Both  cantilevers 
are  suitably  reinforced  against  stresses  due  to  bending  moment  and  shear. 
Although  some  of  the  horizontal  water  pressure  is  exerted  directly 
against   the   anchoring   wall   or   heel,   the   greater   portion   is   exerted 
against  the  deck,  and  by  the  deck  is  transmitted  into  the  buttresses. 
The  tie-steel  previously  referred  to  is  embedded  in  the  reinforced  con- 
crete footing  strengthening,  which  in  turn  is  thoroughly  tied  into  the 
base  of  each  adjacent  buttress,  as  shown  on  Plate  XII.  Thus  the  tie-steel 
receives  from  the  buttresses  and  the  footings  that  portion  of  the  hori- 
zontal water  pressure  which  is  not  exerted  directly  against  the  heel,  or 
has  not  been  taken  up  by  the  frictional  resistance  of  the  foundation  soil 
immediately  in  contact  with  the  footings. 

The  lower  cantilever  member  of  the  anchoring  wall  in  turn  trans- 
mits such  surplus  load  into  the  foundation  soil  down  stream  from  the 
heel.  The  fact  that  the  stress  is  transmitted  through  the  medium  of 
the  original  cut-off  wall  is  immaterial,  except  to  the  extent  that  the 
cut-off  wall  serves  to  transmit  some  of  the  load  into  the  foundation  soil 
below,  and  down  stream  from,  the  bottom  of  the  heel.  The  reaction 
at  the  top  of  the  lower  cantilever,  of  course,  is  taken  up  by  the  upper 
and  shorter  cantilever  and  transmitted  through  the  deck,  in  part  directly 
into  the  buttresses  and  in  part  into  the  approximately  triangular  fillet 
of  new  concrete  placed  in  the  angle  between  the  deck  and  the  footings 
(Plate  XII).  Ordinarily,  this  fillet  acts  as  an  arch  to  transmit  the 
reaction  back  into  the  buttresses  and  footings.  In  certain  cases,  how- 
ever, where  steps  occur  in  the  footings  at  the  centers  of  bays,  it  was 
necessary  to  reinforce  the  triangular  fillets  to  act  as  cantilever  beams 
supported  at  the  buttresses  and  extending  outward  to  the  centers  of  the 

adjacent  bays. 

The  effect  of  the  anchoring  wall  at  the  heel  is  essentially  to  lower 
the  main  "plane  of  least  resistance"  to  sliding  from  its  original  posi- 
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tion,  at  or  immediately  under  the  base  of  the  footings  of  the  dam,  to  a 
position  approximately  at  the  elevation  of  the  bottom  of  the  new  anchor- 
ing wall  at  the  heel.  By  "plane  of  least  resistance"  to  sliding  is  meant 
the  surface  or  surfaces,  approximating  a  plane  or  planes  extending 
through  the  foundation  material,  along  which  the  total  resistance  to 
horizontal  movement  (sliding)  is  less  than  along  any  other  surfaces  or 
approximate  planes. 

In  so  far  as  resistance  to  sliding  is  concerned,  the  result  of  such 
lowering  of  the  main  "plane  of  least  resistance"  is  to  cause  the  weight 
of  the  foundation  material  in  advance  of  the  anchoring  wall  to  be 
utilized  at  least  as  effectively  as  the  weight  of  the  body  of  the  dam 
itself.  This  utilization  of  the  weight  of  the  foundation  material  occurs 
in  two  ways,  as  will  be  apparent  by  reference  to  Plate  XII.  Let  it  be 
assumed  that,  for  the  conditions  existing  in  the  typical  section  there 
illustrated,  the  "planes  of  least  resistance"  are  represented  by  the  lines, 
A-B  and  B-E,  respectively.     Then 

1. — The  foimdation  material  lying  above  A-B  and  to  the  left  of 
B-C  must,  in  case  of  failure,  slide  along  the  plane,  A-B. 
This  is  also  true  of  the  concrete  structure  (including  the 
anchoring  wall)  and  the  superimposed  water  load.  The  resist- 
ance to  sliding  of  these  several  elements  is  represented  by  the 
product  of  their  weight  multiplied  by  the  coefficient  of  fric- 
tional  resistance. 

2. — The  foundation  material  lying  between  B-C  and  B-E  must,  in 
case  of  the  failure  of  the  dam  by  sliding,  move  simultaneously 
down  stream  and  upward  along  the  plane,  B-E.  Such  move- 
ment of  this  material,  therefore,  is  opposed,  not  merely  by 
frictional  resistance,  but  also  by  the  force  of  gravity.  The 
resistance  of  this  particular  portion  of  the  foundation  material 
is  analyzed  subsequently  in  more  detail. 

The  location  of  the  "planes  of  least  resistance"  is  dependent  on  the 
conditions  existing  in  any  particular  case.  For  the  conditions  shown 
on  Plate  XII,  a  general  statement  may  be  made,  as  follows: 

It  is  evident  that,  assuming  proper  design  and  construction  of  the 
anchoring  wall  at  the  heel  of  the  dam,  the  main  "plane  of  least  resist- 
ance" cannot  begin  above  A.  N'eglecting  for  the  moment  the  existence 
of  the  original  cut-off,  it  is  further  evident  that  the  main  "plane  of 
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least  resistance"  could  not  extend  downward  in  a  direction  such  as 
A-G.  In  other  words,  the  resistance  along  any  plane  dipping  below 
the  horizontal  is  necessarily  greater  than  the  resistance  along  the  plane, 
A-B.  Whether  the  "plane  of  least  resistance"  extends  horizontally  or 
in  an  upward  direction  from  4  is  a  matter  for  determination  by  trial 
computation.  In  this  particular  case,  of  course,  the  old  cut-off  wall  is 
a  factor,  even  though  its  effect  may  be  indefinite.  For  instance,  were 
the  bi-eak  in  it  to  be  in  an  upward  direction,  such  as  A-F^  its  effect  on 
the  location  of  the  main  "plane  of  least  resistance"  would  be  nil,  or  at 
least  negligible.  On  the  other  hand,  a  break  in  a  downward  direction, 
such  as  A-H,  might,  owing  to  the  strength  of  the  concrete  cantilevering 
below  the  elevation  of  A^  cause  the  initial  point  of  the  main  "plane  of 
least  resistance"  to  be  at  a  lower  elevation,  for  example,  at  H  instead 
oi  A. 

To  the  left  of  the  vertical  plane  represented  by  the  line,  B-C,  pass- 
ing through  the  down-stream  edge  of  the  new  toe-wall  of  the  dam,  the 
foundation  material  is  confined  by  the  weight  of  the  structure  shifted, 
as  it  were,  toward  the  down-stream  side  of  the  footings  by  the  horizontal 
thrust  of  the  water  load.  In  eifect,  this  weight  is  greatest  per  square 
foot  at  the  very  down-stream  edge  of  the  toe-wall,  which  is  practically 
monolithic  with  the  original  structure.  The  line  or  plane  of  failure 
could  not  turn  upward  (from  the  main  "plane  of  least  resistance")  on 
the  left  side  of  B-C  unless  the  foundation  material  underlying  the  dam, 
and  above  such  new  and  increased  slope,  were  to  fail  in  compression, 
or  were  to  "flow". 

Moreover,  at  the  toe  there  is  a  concentration  or  transfer  of  horizontal 
thrust  into  the  foundation  material.  In  the  present  instance  this 
transfer  of  thrust  is  accomplished  partly  through  frictional  resistance 
between  the  soil  and  the  toe-wall  (especially  the  horizontal  leg  thereof), 
and  partly  through  direct  bearing  of  the  toe-wall  (especially  the 
vertical  leg  thereof)  against  the  soil. 

It  is  probable,  therefore,  that  the  main  "plane  of  resistance"  would 
end  approximately  bolow  the  down-stream  edge  of  the  toe-wall,  as  at  B. 

If,  then,  the  main  "plane  of  least  resistance"  is  represented  by 
A-B,  it  follows  that  unless  (1)  the  foundation  material  fails  in  com- 
pression, as  along  B-C,  or  (2)  the  coefficient  of  frictional  resistance  is 
too  great,  the  "plane  of  least  resistance"  will  turn  upward  at  B.  Gen- 
erally speaking,  the  slope  of  this  plane  must  be  determined  by  trial, 
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althouarb.  vinder  certain  conditions,  the  slope  may  be  determined  by 
direct  computation. 

Theoru  of  Resistance  at  Toe. — The  resistance  of  the  foundation 
material  at  the  toe  of  the  dam,  by  which,  on  Plate  XII,  for  instance,  is 
meant  the  material  to  the  right  of  B-C ,  is  a  factor  sufficiently  important 
to  warrant  more  detailed  explanation.  Practically,  on  account  of  the 
character  of  the  material  in  question,  the  results  of  theoretical  analysis 
represent  the  actual  conditions  only  approximately.  The  refinement 
of  such  analysis,  however,  is  worth  while,  because  it  aids  in  obtaining 
a  thorough  understanding  of  the  case. 

The  problem  is  essentially  one  of  "passive  thrust".  The  analysis 
adopted  as  applying  to  the  general  case  is  based  on  the  assumptions 
that : 

(a)  The  foundation  material,  viz.,  earth,  is  homogeneous  and 
granular ; 

(6)   The  material  is  without  cohesion; 

(c)  The  coefficient  of  frictional  resistance  (being  the  same  as  the 
coefficient  of  internal  friction)  =  f; 

(d)  Id.  case  of  sliding,  failure  of  the  foundation  material  at  the 
toe  will  occur  along  a  plane,  such  as  B-E; 

(e)  The  resistance  of  the  foundation  material  to  compression  (as 
in  the  vertical  plane,  B-C)  is  so  great  as  not  to  be  the  limiting 
factor  in  toe  resistance; 

(/)  The  load  on  the  foundation  material  in  a  vertical  plane  (such 
as  B-C)  increases  in  intensity  regularly  from  zero  at  C  to  a 
maximum  at  B ; 

(g)  It  is  necessary  to  the  stability  of  a  granular  mass  that  the 
direction  of  the  pressure  of  the  portions  into  which  it  is  divided 
by  any  plane  should  not  at  any  jwint  make  with  the  normal  to 
that  plane  an  angle  exceeding  the  angle  of  repose,  viz.,  /.* 

Under  the  foregoing  assumptions,  it  would  appear  that,  in  case 
of  failure  of  the  dam  by  sliding,  a  wedge-like  section  of  the  foundation 
material  would  be  forced  upward  approximately  between  and  along 
B-C  and  B-E.  The  toe  resistance — in  other  words  the  resistance  to 
movement  on  the  part  of  such  wedge-like  section — depends  on  whether 
there  is  frictional  resistance  along  the  vertical  plane,  B-C,  such  as 

•  Rankine's  "A  Manual  of  Applied  Mechanics".  17th  Ed.,  p.  213.  Theorem  I. 
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there  is  along  the  inclined  plane,  B-E.  There  appears  to  be  no  valid 
objection  to  the  assumption  that  the  resistance  along  the  vertical  plane 
is  equal  to  that  along  the  inclined  plane.  However,  the  results  will 
be  stated  on  each  basis,  the  more  conservative  assumption  being  that 
there  is  no  f rictional  resistance  in  the  vertical  plane,  B-C : 

Condition  I. — Without  friction  in  the  vertical  plane,  B-C.     (See 
Fig.  20.) 


Resultant 
Normal  to  BE^<. 


Resultant ' 

Normal  to  BE 
Pig.  21. 


'90-(d-oc) 


Fig.   20. 

If  i7  =  horizontal  pressure  in  the  plane,  B-C,  against  the 
wedge  of  earth,  C-B-E,  sufficient  to  cause  movement 
of  the  wedge; 

G  =  weight  of  material  (per  unit  length  of  dam)  included  be- 
tween B-C  and  B-E; 

a  =^  angle  of  friction  {viz.,  the  angle  the  tangent  of  which  is  /)  ; 

^=^'  atigle  between  "plane  of  least  resistance",  B-E,  and  the 
vertical  (plane  B-C). 

Then  //  =  Cr  cot.  {6  —  a),  since  the  friction  along  the  plane,  B-E, 
resists  both  the  thrust,  //,  and  movement  of  the  weight,  G. 

For  the  purpose  in  question,  it  is  necessary  to  determine  the  mini- 
mum value  of  II.  In  the  general  case,  with  an  irregular  surface 
boundary  between  C  and  E,  it  is  necessary  to  determine  such  a  mini- 
mum value  by  trial.  Ordinarily,  this  can  most  easily  be  accomplished 
by  plotting  a  curve  with  values  of  0  as  abscissas,  and  corresponding 
computed  values  of  II  as  ordinates.  The  lowest  value  of  //  shown  by 
such  a  curve  is,  of  course,  the  desired  value. 
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However,  in  the  special  ease  in  which  the  upper  bounding  surface 
is  horizontal — as  represented  on  Plate  XII  and  Fig.  20  by  C-D — the 
minimum  value  of  H  may  be  stated  mathematically  by  expressing  G 
in  t^rms  of  $  and  then  placing  the  first  differential  of  the  resulting 
equation  equal  to  zero.  Accordingly,  it  is  found  that  I?  is  a  minimum 
when 

a 

fj  =  45°+  ^^. 

Evidently,  in  this  special  case  the  critical  value  of  6  (giving  the 
minimum  value  of  H)  cannot  be  less  than  45  degrees. 

Condition  II. — The  frictional  resistance  in  the  vertical  plane,  B-C , 
equals  /.     (See  Fig.  21.) 

In  the  general  case,  under  this  condition, 

cos.  (9  —  a) 

H  —  G  cos.  a ^ 

sni.  (6  —  2a) 

It  follows  that,  since  H  becomes  infinitely  great  when  sin.  (0  —  2a) 
=  0,  ^  must  be  greater  than  2a.  Again,  under  ordinary  physical  con- 
ditions, G  and,  hence  also,  H,  become  infinitely  great  for  ^  ;=  90  degrees. 
Therefore,  excepting  for  failure  in  compression,  failure  cannot  occur 
vmless  a  is  less  than  45° — in  other  words,  unless  f,  the  tangent  of  a,  is 
less  than  1.0. 

In  the  special  case  where  the  upper  surface  of  the  toe  material  lies 
in  the  plane,  C-D,  the  minimum  value  of  H  may  be  determined  mathe- 
matically, as  under  Condition  I,  it  being  found  that  11  is  a  minimum 
when 


tan. 


(2  tan.  a  +  sec.  a  s/  2\ 
1  —  tan. 2   a  J 


Actual  Toe  Besistance. — Under  many,  if  indeed  not  under  most, 
foundation  conditions,  the  toe  resistance  is  limited  practically,  not 
by  the  theoretical  minimum  values  of  H  as  expressed  in  the  foregoing 
paragraphs,  but  by  a  third  condition,  namely,  the  bearing  value  of  the 
foundation  material.  This  is  the  case  at  the  Stony  River  site.  For 
design  purposes,  the  maximum  load  in  the  plane,  B-C,  under  the  con- 
ditions illustrated  on  Plate  XII,  was  limited  to  the  safe  bearing  value, 
in  lateral  compression,  of  the  soil  at  the  site.  This  value  was  assumed 
as  4  000  lb.  per  sq.  ft.  In  other  words,  the  average  resistance  to  slid- 
ing in  the  vertical  plane,  B-C,  was  limited  to  2  000  lb.  per  sq.  ft. 
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To  illustrate  the  possibilities  of  toe  resistance,  as  well  as  the  prob- 
able actual  values,  reference  is  again  made  to  the  typical  section  of 
the  strengthened  structure  at  Bay  35,  as  shown  on  Plate  XII,  all  cal- 
culations being  based  on  normal  maximum  load  conditions,  with  / 
assumed  =  0.33 : 

Assuming  first  that  the  main  "plane  of  least  resistance"  to  sliding 
is  horizontal  (see  A-B,  Plate  XII),  and  assuming  that  there  is  no  fric- 
tional  resistance  in  the  vertical  plane,  B-C,  the  inclined  "plane  of 
least  resistance"  at  the  toe  is  found  to  make  an  angle,  6,  of  44°  with 
the  vertical  for  the  minimum  value  of  H  (toe  resistance  to  sliding). 
The  corresponding  total  resistance  to  sliding  is  approximately  140  080 
lb.  per  lin.  ft.  If,  instead,  the  frictional  resistance  in  the  vertical 
plane,  B-C,  is  assumed  to  be  equal  to  that  in  the  inclined  "plane  of 
least  resistance",  the  latter  is  found  to  make  an  angle  of  67°  with  the 
vertical,  with  a  corresponding  total  resistance  of  about  183  530  lb. 
per  lin.  ft.  However,  if  limited  by  the  assumed  safe  bearing  value 
of  the  soil  in  lateral  compression,  that  is  4  000  lb.  per  sq.  ft.,  the  total 
resistance  to  sliding  is  only  115  080  lb.  per  lin.  ft. 

Assuming  now  at  random  a  different  location  of  the  main  "plane 
of  least  resistance",  viz.,  A-I  (Plate  XII),  making  an  angle,  fi,  of  6° 
with  the  horizontal,  it  is  found  that,  without  frictional  resistance  in 
the  vertical  plane,  I-C,  the  angle,  6,  is  39°,  and  the  total  resistance 
to  sliding  is  about  131  200  lb.  per  lin.  ft. ;  that  with  full  frictional 
resistance  (/=^0.33)  in  the  plane,  I-C,  the  angle,  6,  is  G5°,  and  the 
corresponding  total  resistance  is  159  300  lb.  per  lin.  ft. ;  but  that,  if 
limited  by  the  safe  bearing  value  of  the  soil,  the  total  resistance  is 
only  121  G50  lb.  per  lin.  ft.  In  order  to  determine  the  minimum 
values  of  the  total  resistance  to  sliding  for  each  of  the  three  condi- 
tions just  mentioned,  enough  different  locations  of  the  main  "plane 
of  least  resistance"  were  assumed,  and  corresponding  calculations 
were  made,  to  warrant  the  plotting  of  a  diagram  in  which  the  values 
of  y8  (the  angle  which  the  main  "plane  of  least  resistance"  makes  with 
the  horizontal)  and  of  total  resistance  to  sliding,  respectively,  were 
plotted  as  rectangular  co-ordinates. 

It  was  evident  from  inspection  of  the  results  that,  with  ihe  resist- 
ance at  the  toe  limited  by  the  safe  bearing  value  of  the  soil,  the  mini- 
mum total  resistance  to  sliding  is  afforded  when  the  main  "plane  of 
least  resistance"  is  in  the  horizontal  position,  A-B.     However,  from 
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the  diagram  wliicii  was  based  on  the  assumption  that  tliere  is  no 
frictional  resistance  in  the  vertical  plane,  13  was  found  to  be  approx- 
imately S''  for  the  minimum  value  of  total  resistance  to  sliding,  equal- 
ing about  12S  500  lb.  per  lin.  ft.  Correspondingly,  a  value  of  8°  15' 
was  found  for  ft  under  the  assumption  that  the  coefficient  of  frictional 
i-esistanee  in  the  vertical  plane  too  is  0.33,  the  minimum  total  resist- 
ance to  sliding  being  approximately  152  TOO  lb.  per  lin.  ft.  Both 
these  values  of  total  resistance  to  sliding  are  greater  than  that  ob- 
tained when  the  resistance  at  the  toe  is  limited  by  the  safe  bearing 
value  of  the  soil,  viz.,  115  OSO  lb.  per  lin.  ft.  Consequently,  for 
design  purposes,  the  "planes  of  least  resistance"  under  "normal  max- 
imum load''  for  the  section  shown  on  Plate  XII  were  assumed  to  be 
represented  by  A-B   and  B-C. 

It  is  interesting  to  note  to  what  extent  the  total  resistance  to  slid- 
ing at  Bay  35  was  increased  in  the  reconstruction.  Retaining  still  the 
"'normal  maximum  load"  conditions,  and  with  resistance  at  the  toe 
limited  by  the  safe  bearing  value  of  the  soil,  the  total  resistance  to 
sliding  was  increased  from  approximately  41  310  lb.  per  lin.  ft.,  in  the 
case  of  the  original  structure,  to  approximately  115  030  lb.  per  lin. 
ft.,  in  the  case  of  the  strengthened  structure.  In  other  words,  the 
total  resistance  to  sliding  was  increased  by  about  178  per  cent.  Cor- 
respondingly, on  the  basis  of  the  assumption  that  the  resistance  at 
the  toe  is  not  limited  by  the  safe  bearing  value  of  the  soil,  but  that  no 
frictional  resistance  exists  in  the  vertical  plane  at  the  toe,  the  total 
resistance  to  sliding  would  be  increased  by  about  211% ;  and  if,  in 
addition,  the  coefficient  of  frictional  resistance  in  the  vertical  plane 
is  assumed  to  be  0.33,  the  increase  would  have  been  about  270  per 
cent. 

Of  course,  there  is  undoubtedly  a  considerable  difference  between 
theoretical  and  actual  conditions.  Thus,  referring  to  the  foregoing 
assumptions  on  which  the  theoretical  analysis  has  been  based,  earth 
is  rarely,  if  ever,  strictly  homogeneous.  The  coefficient  of  frictional 
resistance  varies,  and  the  "planes  of  least  resistance"  are  probably 
never  true  planes.  Crude  experiments  made  by  the  writer  indicate 
that,  even  in  the  case  of  such  granular  material  as  sand,  the  surface 
along  which  failure  occurs  is  by  no  means  a  true  plane.  Under  the 
Stony  River  conditions,  the  "planes  of  least  resistance"  are  affected 
also  by  boulders.     Again,   any  cohesion  existing  within  the  founda- 
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tion  soil  causes  the  resistance  to  sliding  to  be  greater  than  according 
to  the  preceding  analysis.  It  is  evident,  however,  that  procedure 
along  the  lines  indicated  is  amply  conservative  and  safe. 

It  may  not  be  amiss  to  point  out  that  anchoring  walls  such  as  those 
described  may  be  applied  properly  and  economically  in  the  case  of 
rock  foundations,  particularly  when  the  foundations  consist  of  lami- 
nated rock  with  relatively  low  frictional  resistance.  By  this  means  a 
considerable  quantity  of  the  foundation  rock  can  be  made  to  afford 
resistance  to  sliding  just  as  reliably  as  though  the  corresponding 
weight  consisted  of  concrete  in  the  body  of  the  dam.  Generally 
speaking,  anchoring  walls,  even  if  not  used  for  the  purpose  of  reducing 
the  quantity  of  material  in  the  body  or  superstructure  of  a  dam,  will, 
at  least,  increase  the  margin  of  safety. 

Stability  of  Strengthened  Structure  Against  Sliding. — The  design 
of  the  features  entering  into  the  strengthening  of  those  portions  of 
the  dam  which  remained  intact  conformed  as  closely  as  practicable  to 
the  general  criterion  that  the  ratio  of  the  probable  forces  resisting 
sliding  should  be  twice  the  probable  forces  tending  to  cause  sliding. 

It  will  be  noted  from  Plate  XII  that  an  earth  fill  has  been  placed 
down  stream  from  the  typical  section  there  shown.  Fig.  22  shows 
more  clearly  the  limits  and  height  of  this  fill,  which  extends  along 
the  entire  length  of  the  higher  sections  of  the  dam,  viz.,  between  the 
old  and  the  new  spillways.  Referring  again  to  Plate  XII,  it  is  evident 
that  the  presence  of  this  earth  fill  increases  the  quantity  of  material 
lying  within  the  angle,  0.  Moreover,  the  greater  the  coefficient  of  fric- 
tional resistance  of  the  foundation  soil,  the  greater  the  angle,  6,  and 
hence  the  greater  the  effective  resisting  weight  due  to  the  earth  fill. 
The  material  for  the  fill  was  obtained  largely  from  the  excavation  for 
the  new  spillway  channel. 

As  in  the  case  of  the  original  structure,  the  margin  of  safety 
resulting  from  the  work  of  strengthening  will  be  illustrated  by  several 
examples  under  different  sets  of  conditions.  Thus,  for  the  strength- 
ened sections  of  maximum  height,  the  results  are  as  follows: 

I. — Under  the  assumed  "normal  maximum  load"  conditions,  as 
set  out  in  Column  (G),  Table  3, 

Forces  resisting  sliding 


Forces  tending  to  cause  sliding 


Fig.   22. — Stont  Rivek  Dam  as  Reconstructed.     View  from  West  Bank. 


Fig.  23. — Erosion  Under  Footing  at  Heel  of  Dam. 
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For  the  original — that  is,  the  uiistrengthened — structure,  the  corre- 
sponding ratio,  as  previously  explained,  was  0.61.  By  comparison  of 
tlie  conditions  set  out  in  Columns  (2)  and  (6),  Table  3,  it  will  be 
noted  that  the  only  dilference  in  the  assumed  conditions  is  that  in  the 
case  of  the  strengthened  structure,  Column  (6),  factor  (c),  the  as- 
sumed elevation  of  the  lower  limit  of  equivalent  full  hydrostatic 
pressure  against  the  dam  was  raised  somewhat.  This  was  warranted 
by  the  fact  that  considerable  pervious  material  was  taken  out  of  the 
river-bed,  immediately  up  stream  from  the  dam,  and  replaced  by  a 
back-fill  of  impervious  clay,  the  back-fill  in  turn  being  covered  in 
part  with  a  reinforced  concrete  protecting  mat,  especially  near  the 
sluice-gates  (see  Plate  XI). 

n. — Under  the  "most  severe  conditions  within  the  limits  of 
reason",  as  applied  to  the  strengthened  structure  (see  Column  (8), 
Table  3), 

Forces  resistine:  slidina: 


Forces  tending  to  cause  sliding^ 


1.07. 


This  ratio  is  to  be  compared  with  the  ratio  of  0.22  for  the  sections 
of  maximum  height,  of  the  structure  as  it  stood  originally.  The 
comparison  is  the  more  striking  when  it  is  noted  that,  inasmuch  as 
3-ft.  flash-boards  can  be  used  safely  on  both  spillways  of  the  recon- 
structed dam,  the  assumed  elevation  of  head-water  is  3  ft.  greater  in 
the  case  of  Column  (8)  than  in  the  case  of  Column  (4),  which 
correspondingly  sets  out  the  "most  severe  conditions  within  the  limits 
of  reason"  for  the  sections  of  maximum  height  of  the  original 
structure. 

As  to  the  typical  strengthened  section  at  Bay  35,  shown  on  Plate 
XII,  the  margin  of  safety  against  sliding  is  represented  as  follows : 

III. — Under  the  "normal  maximum  load"  conditions  set  out  in 
Column  (7),  Table  3,  the  ratio  of  safety  is  2.14. 

TV. — Under  the  "most  severe  conditions  within  the  limits  of 
reason",  as  set  out  in  Column  (9),  Table  3,  the  ratio  of  safety  is  1.12. 

These  ratios,  of  course,  would  be  bettered  by  any  increase  in  the 
respective  coefiicients  of  frictional  resistance  assumed.  There  are, 
however,  certain  additional  factors,  tending  toward  greater  safety 
against  sliding,  which  apply  in  the  case  of  the  strengthened  portions 
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of  the  dam  founded  on  the  clayey  over-burden,  but  in  none  of  which 
was  any  specific  reliance  placed,  namely : 

(a)  In  the  structure  as  strengthened  there  is  no  tendency  to  break 
at  the  top  of  the  cut-off  wall.  The  resistance  of  the  old  cut-off 
wall  to  shear  or  rupture  at  the  bottom  of  the  new  "heel"  is, 
therefore,  a  considerable  factor  in  resisting  sliding. 

(h)  Again,  if  such  shear  or  rupture  in  the  cut-oif  wall  should 
occur  below  the  bottom  of  the  "heel",  or  should  extend 
below  the  bottom  of  the  "heel"  in  a  direction  such  as  A-H, 
Plate  XII,  the  effect  would  be  to  lower  still  further  the  "planes 
of  least  resistance"  and,  consequently,  to  increase  the  re- 
sistance to  sliding. 

(c)  The  existence  of  coliesion  or  resistance  to  shear  in  the  clayey 
foundation  soil  is  by  no  means  speculative  even  though  the 
amount  of  such  resistance  may  not  be  readily  and  reliably 
determinable. 

Tests  of  Shearing  Value  of  Clay. — The  writer  has  found  no  pre- 
viously published  data  on  this  subject,  and  therefore  believes  that 
certain  tests  made  during  the  Stony  River  reconstruction  by  Mr. 
D.  N.  Showalter,  Resident  Engineer,  will  be  of  general  interest.  The 
apparatus  contrived  by  Mr.  Showalter  for  making  the  test  was  simple 
and  yet  quite  effective. 

li  -  Specimens  of  clay  were  dug  out  of  the  foundation  over-burden 
and  cut  to  such  shape  as  to  fit  the  apparatus.  The  shearing  was 
then  accomplished  by  slicing  off  the  clay,  as  it  were,  with  a  2  by  G-in. 
piece  of  wood  which  was  forced  across  the  specimen  by  a  small  set  of 
blocks  and  tackle.  The  tension  in  the  rope  was  measured  by  a  spring 
balance.  The  specimens  tested  were  fairly  moist.  The  results  of  these 
tests  of  the  shearing  values  of  several  different  clayey  soils  are  given 
in  Table  4. 

From  inspection  of  the  data  in  Table  4,  it  will  be  noted  that,  as 
was  to  be  expected,  tlie  presence  of  sand  in  the  clay  very  materially 
lessens  the  shearing  value.  However,  even  among  Specimens  1  to  8, 
inclusive,  there  is  considerable  variation  among  the  results.  The 
effect  of  the  length  of  time  of  application  of  a  given  shearing  load 
was  not  investigated,  though   time  is   undoubtedly  a   very   important 
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factor.     The  results  clearly  indicate  that  here  is  a  fruitful  field  for 
further  experimeutation. 

TABLE  4. — Eesilts  of   Tests  of   Shearing  Value  of  Foundation 
Soils  at  Stony  River  Dam  Site. 


Initial  area 

Load*  at 

failure,  in 

pounds. 

Shearing  value. 

Experiment 

Character  of  soil 

under  shearing 

in  pounds  per 

^0. 

under  test. 

stress,  in 

square  inch  of 

square  inches. 

initial  areas. 

1 

White  clay. 

9.0 

109 

12.1 

o 

i%       ii 

4.8 

128 

26.6 

3 

I.                   >L 

6.1 

126 

20.7 

4 

»                   11 

8.7 

226 

26.0 

.T 

11                   11 

7.7 

176 

22.8 

6 

Black  gumbo. 

19.3 

184 

9.6 

7 

'•         " 

lis.  2 

309 

16.1 

s 

Black  loam. 

18.7 

219 

16.0 

9 

Sandy  yellow  clay. 

19.2 

89 

4.6 

10 

14.6 

39 

2.7 

Average. 


.15.7 


•  Including  proper  allowance  for  weight  of  apparatus. 
Note. — All  soil  was  in  natural  state  of  moistness. 

To  the  writer,  it  appears  that  it  is  hardly  proper,  in  the  light  of 
present  information,  that  the  shearing  value  of  clay  should  be  taken 
into  account  over  and  above  the  resistance  to  sliding  developed  under 
such  conditions  as  obtained  in  the  tests  of  frictional  resistance  re- 
ported in  Table  2.  The  resistance  of  the  clay  to  shear,  however, 
affords  an  added  margin  of  safety,  indefinite  though  the  extent  of 
the  added  margin  may  be.  Accordingly,  it  is  interesting  to  consider 
what  might  be  the  effect  of  such  resistance  to  shear  in  a  typical  case, 
for  example,  the  section  at  Bay  35  under  "normal  maximum  load" 
conditions. 

Referring  to  Plate  XII,  it  will  be  remembered  that,  in  case  of  failure 
of  the  dam  by  sliding,  it  was  assumed  that  failure  along  A-B  would 
occur  by  sliding  of  clay  on  clay,  and  that  failure  along  B-C  would 
occur  by  the  crushing  of  the  clay  or  other  foundation  material.  Hence 
it  is  only  along  A-B  that  the  resistance  of  the  clay  to  shear  could 
increase  the  total  resistance  to  sliding.  Such  resistance  to  shear, 
however,  would  act  instead  of,  and  not  in  addition  to,  the  frictional 
resistance  along  A-B,  which,  under  the  assumed  conditions,  is  about 
75  000  lb.  per  lin.  ft.  of  dam.  The  average  shearing  value  shown  by 
the  tests  reported  in  Table  4  is  15.7  lb.  per  sq.  in.  If,  then,  a 
resi.stance  to  shear  of  15  lb.  per  sq.  in.,  for  instance,  existed  in  the 
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53.5  lin.  ft.  of  clay  along  A-B,  the  total  resistance  along  A-B  (exclu- 
sive of  resistance  to  rupture  on  the  part  of  the  old  cut-off  wall)  would 
be  about  115  000  lb.  per  lin.  ft.  of  dam.  Thus  the  total  resistance  to 
sliding  would  be  increased  by  about  40  000  lb.  per  lin.  ft. 

However,  for  the  reasons  stated  previously,  and  because  of  the 
varying  characteristics  of  the  foundation  soil,  resistance  of  the  clayey 
soil  to  shear  was  not  relied  on  to  furnish  resistance  to  sliding. 

Resistance  to  Sliding  at  New  Spillway. — Turning  now  to  the  new 
spillway  section,  as  shown  on  Plate  X,  it  will  be  noted  that,  by  rea- 
son of  the  use  of  the  combined  anchoring  wall  and  cut-off  at  the  heel 
of  the  structure,  the  principal  "plane  of  least  resistance"  (at  the 
elevation  of  the  bottom  of  the  anchoring  wall)  lies  in  relatively  hard 
shale.  Free  from  the  hampering  conditions  imposed  by  a  structure 
already  existing  on  the  site,  it  was  possible  at  this  particular  place  to 
secure  more  readily  and  economically  given  ratios  of  safety  than 
obtain  in  those  portions  of  the  dam  which  were  left  intact  after  the 
failure.  Thus  the  new  spillway  section  has  generally  a  greater  margin 
of  safety. 

I. — Referring  to  the  15-ft.  wide  section  centering  on  Buttress  IT 
(Plate  IX),  the  ratio  of  safety  against  sliding  under  the  "normal 
maximum  load  conditions"  is  3.69.  The  conditions  assumed  in  arriv- 
ing at  this  ratio  were  essentially  like  those  of  Column  (6).  Table  3, 
except  that,  in  accordance  with  Table  1,  the  coefficient  of  frictional 
resistance  was  assumed  to  be  0.5. 

II. — For  the  same  location  in  the  new  spillway,  but  luider  the 
"most  severe  conditions  within  the  limits  of  reason,"  the  ratio  of 
safety  against  sliding  is  2.03.  In  this  case  the  assumed  conditions 
were  essentially  like  those  of  Column  (8),  Table  3,  except  that 

(o)  Head-water  was  assumed  at  Elevation  142.25,  with  no  ice 
pressure;  and 

(6)  The  minimum  coefficient  of  frictional  resistance,  in  accord- 
ance with  Table  1,  was  assumed  as  0.40. 

It  is  pertinent  at  this  point  to  note,  by  reference  to  Plate  XII,  that 
apparently  no  harm  would  result  from  uplift  pressure  exerted  along 
the  planes  of  contact  between  the  footings  of  the  strengthened  struc- 
ture and  the  foundation  soil.  That  is,  there  would  be  practically  no 
change  in  the  vertical  load  above  the  probable  "plane  of  least  resist- 
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ance",  such  as  A-B.  Likewise,  referring  now  to  Plate  X,  it  would 
appear  that  uplift  pressure  could  exist  in  the  laminations  of  the 
foundation  shale  rock  immediately  xmder  the  buttress  footings  (but 
above  the  elevation  of  the  bottom  of  the  anchoring  wall)  without 
affecting  materially  the  stability  of  the  new  spillway  section  as  regards 
sliding.  Such  uplift,  however,  would  have  a  material  effect  on 
stability  as  regards  overturning. 

Resistance  to  Overturning. 

In  the  case  of  a  hollow  dam  with  a  deck  slope  of  approximately 
45°  from  the  vertical,  it  is  hardly  necessary  to  inquire  deeply  into  the 
question  of  stability  as  regards  overturning.  This  will  be  apparent 
from  the  following  illustrations: 

I. — In  the  case  of  the  typical  section  at  Bay  35,  in  its  original, 
unstrengthened  condition  (see  unshaded  portion  of  Section 
B-B,  Plate  XII),  the  ratio  of  safety  against  overturning  under 
the  assumed  "normal  maximum  load"  conditions  of  Column 
(3),  Table  3,  was  3.65. 

II. — For  the  same  section  under  the  "most  severe  conditions 
within  the  limits  of  reason",  as  set  out  in  Column  (5), 
Table  3,  the  corresponding  ratio  of  safety  was  1.14. 

In  deriving  these  ratios,  moments  were  taken  about  the  point,  0, 
at  the  toe  of  the  original  structure,  as  indicated  in  Section  B-B  of 
Plate  XII,  and  it  was  assumed  that,  should  the  dam  begin  to  overturn, 
the  original  cut-off  wall  would  fail  at  the  construction  joint  at  the 
top  of  the  wall.  Furthermore,  the  horizontal  thrust  was  considered  to 
be  taken  up  entirely  by  frictional  resistance  along  the  base  of  the  foot- 
ings; that  is,  no  resistance  to  horizontal  thrust  was  attributed  to  the 
body  of  the  cut-off  wall.  In  the  second  of  the  foregoing  sets  of 
assumptions  cognizance  was  taken  of  the  fact  that,  in  severely  cold 
weather,  the  weep-holes  in  the  footings  of  the  original  structure  would 
have  frozen  up  solidly  and  become  ineffective.  Consequently,  uplift 
pressure  was  considered  as  affecting  a  portion,  assumed  to  be  50%, 
of  the  total  area  of  the  base. 

Referring  now  to  the  typical  strengthened  structure  at  Bay  35,  as 
shown  on  Plate  XII: 
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in. — The  ratio  of  safety  against  overturning  under  the  assumed 
"normal  maximum  load"  conditions  of  Column  (7),  Table  3, 
is  4.5T. 

TV. — Under  the  "most  severe  conditions  within  the  limits  of  rea- 
son", Column  (9),  Table  3,  the  corresponding  ratio  becomes 
1.68. 

In  developing  the  last  two  ratios  it  was  assumed,  as  before,  that 
in  case  of  actual  overturning,  the  original  cut-ofi  wall  would  fail  at 
the  construction  joint  at  the  top  of  the  wall.  However,  as  regards  the 
effect  of  frictional  resistance  along  the  base  of  the  main  footings  of 
the  dam,  in  taking  up  horizontal  thrust,  such  resistance  was  assumed 
to  be  equal  to  only  0.2  of  the  total  concrete  and  water  load,  the 
remainder  of  the  horizontal  thrust  causing  a  uniformly  distributed 
load  on  the  anchoring  wall  at  the  heel.  The  anchoring  wall  at  the 
toe  was  assumed  to  carry  no  load.  Such  assumed  distribution  of  the 
resistance  to  the  horizontal  thrust  is  obviously  arbitrary,  but  affords 
the  most  unfavorable  conditions  as  regards  stability  against  overturn- 
ing. The  resultant  of  the  assumed  load  on  the  "heel"  would  neces- 
sarily act  at  haK  the  depth  of  the  "heel". 

Needless  to  say,  the  increased  ratios  of  safety  against  overturning 

in  the  case  of  the  strengthened  structure  were  not  sought  after  per  se. 

They  resulted   from   the  provision   made   to   increase   the  margin   of 

safety  against  sliding. 

Footings. 

Bearing  Value  of  Foundation  Soil. — In  the  case  of  clayey  soil, 
compressive  loading  causes  appreciable  yielding;  hence  the  safe  load- 
ing or  bearing  A'alue  is  measured  by  the  maximum  allowable  yielding. 
As  the  result  of  observations  made  at  the  dam  site,  under  various  con- 
ditions during  the  investigation  period,  and  also  of  various  tests  of 
the  soil  at  the  site,  it  was  concluded  that  the  yielding  due  to  a  com- 
pressive loading  of  about  5  000  lb.  per  sq.  ft.  would  not  exceed  0.1  in. 
provided  the  soil  is  confined  against  "flow". 

It  was  considered  preferable  not  to  exceed  a  maximiim  loading  of 
4  000  lb.  per  sq.  ft.,  but  somewhat  greater  loads  were  allowed  for  the 
horizontal  bearing  of  the  anchoring  walls  at  heel  and  toe,  where  the 
soil  is  well  confined,  and  also  for  the  footings  at  the  ea.stern  portion 
of  the  dam.  where  the  foundation  material  is  of  manifestly  better 
character. 
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The  results  of  the  foregoing  tests  of  the  safe  bearing  value  of 
the  soils  at  the  site  are  given  in  Table  5.  The  following  comments 
apply  to  the  table: 

1. — The  variations  among  the  results  are  characteristic  of  the 
foundation  soils  in  question. 

2. — In  view  of  the  fact  that  the  areas  under  load  in  the  several 
tests  were  very  small,  it  is  reasonable  to  assume  that  under 
the  actual  conditions  of  loading  the  foundation  soil  would 
show  less  yielding  for  a  given  load.  Generally  speaking,  the 
more  confined  the  soil  iinder  compression,  the  less  its  yielding 
under  load,  and  hence  the  higher  its  safe  bearing  value; 
fiu-thermore.  the  greater  the  area  under  compression,  the 
greater  the  proportion  of  the  stressed  soil  which  is  confined 
against  "flow". 

3. — In  general,  the  foimdation  soil  of  the  east  bank  at  the  dam 
site  has  a  higher  bearing  value  than  that  of  the  middle  of 
the  valley,  or  of  the  west  bank. 

Loading  of  the  Foundation  Soil. — Calculations  as  to  the  loading 
of  the  foundation  soil  were  based  on  the  assumption  that  where  the 
cut-off.  whether  in  its  original  state  or  underpinned,  is  of  relatively 
great  depth,  and  especially  where  it  extends  down  to  bed-rock,  the 
cut-off  wall  forms  a  relatively  rigid,  unyielding  support  for  the  dam; 
whereas  the  foundation  soil  down  stream  from  the  cut-off  forms  a 
yielding  support.  For  practical  purposes,  therefore,  it  has  been 
assumed  that,  when  under  load,  the  dam  pivots  about  the  top  of 
the  original  concrete  cut-off  wall,  the  cut-off  and  the  foundation  soil 
down  stream  therefrom  each  carrying  its  due  proportion  of  the  total 
vertical  load.  The  axis  about  which  the  dam  is  assumed  to  pivot  is 
approximately  in  the  plane  of  the  base  of  the  original  footings. 
Following  this  assumption  further,  it  is  evident  that  the  deflection  in 
the  foundation  soil  would  vary  approximately  uniformly  from  zero 
at  about  the  center  of  the  cut-off  wall  to  a  maximum  at  the  down- 
stream edge  of  the  toe  of  the  dam. 

There  is,  of  course,  a  certain  amount  of  flexibility  in  the  concrete 
footings;  that  is.  the  true  deflection  (and  hence  stress)  diagram  of 
the  soil  underlying  the  structure  would  not  be  a  straight  line.  How- 
over,  the  effect  of  such  flexibility  in  the  footings  is  indeterminate, 
and  the  straight-line  assumption  was  adopted  in  computations. 
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The  results  stated  below  were  derived  on  the  basis  of  the  further 
assumption  that  the  original,  as  well  as  the  strengthened,  footings 
were  "continuous;"  in  other  words,  that  the  footing  for  each  buttress 
was  15  ft.  wide.  As  a  matter  of  fact,  this  assumption  is  hardly 
warranted,  in  so  far  as  the  original  structure  is  concerned,  as  will 
be  discussed  in  more  detail  later  herein.  Considering  the  loads  to 
be  carried  by  the  buttress  footings  alone,  the  maximum  soil  pressures 
for  the  original  structure  would  be  approximately  double  those  stated. 

Referring  to  the  typical  sections  of  Plate  XII,  the  computed  pres- 
sures on  the  foundation  soil,  in  the  case  of  the  original  structure  at 
Bay  35,  are  as  follows : 

I. — Under  the  "most  severe  conditions  within  the  limits  of 
reason",  as  set  forth  in  Column  (5),  Table  3,  with  the 
exception  that  uplift  pressure  is  considered  to  be  negligible, 
the  maximum  vertical  pressure  on  the  foundation  soil  is 
3  560  lb.  per  sq.  ft. ;  the  corresponding  slant  pressure  is 
6  000  lb.  per  sq.  ft. 

The  foregoing  assutmptions,  as  also  those  in  the  three  cases  follow- 
ing, treat  the  horizontal  thrust  as  taken  up  entirely  by  the  frictional 
resistance  of  the  foundation  soil  at  the  base  of  the  footings.  If 
the  uplift  pressure  of  Column  (5),  Table  3,  were  to  be  taken  into 
account,  the  result  would  be  to  diminish  the  previously  stated  maxi- 
mum soil  pressures  somewhat,  but  not  to  a  considerable  extent. 

II. — If,  for  the  sake  of  comparison,  one  similarly  applies  to  Bay 

35  of  the  original  structure  the  more  severe  conditions  which, 

according  to  Column  (9),  Table  3,  are  assumed  to  apply  to 

the  same  section  of  the  strengthened  structure,  the  maximum 

vertical  pressure  on  the  foundation   soil   becomes  3  930   lb. 

per   sq.   ft.;   and  the   corresponding   slant  pressure  becomes 

6  740  lb.  per  sq.  ft. 

1  oUjtia  no 
The  maximmn  soil  pressures  at  the  maximxun  height  sections  of 

the  original  structure  are  approximately  the  same  as  those  indicated 
j    above  for  the  typical  section. 

Due  largely  to  the  use  of  the  new  toe- wall   (Plate  XII),  the  tmit 

compressive  loads  on  the  foundation  soil  were  reduced  considerably 
'    by  the  reconstruction,  despite  the  fact  that  under  the  "most  severe 
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conditions"   the   strengthened   structure   is   considered   to    be   subject 
to  higher  loading  than  the  original  structure.     Thus : 

III. — Under  the  "most  severe  conditions  within  reason",   as  set 
forth  in  Column   (9),  Table  3   (but  disregarding  any  uplift 
pressure),     the    maximum    vertical     soil     pressure    for    the 
strengthened  structure  at  Bay  35  is  3  560  lb.  per  sq.  ft. ;  the 
corresponding  slant  pressure  is  4  795  lb.  per  sq.  ft. 
The  latter  pressure  should  be  compared  with  that  of  6  740  lb.  per 
sq.  ft.  derived  for  the  original  structure  under  the  same  assumptions 
of   loading    (Case   II).     If,    in   Case   III,    uplift   pressure   had  been 
assumed  to  be  present,  the  results  would  not  have  been  altered  ma- 
terially, because,  in  view  of  the  assumed  pivoting  about  the  cut-off 
wall,   uplift   pressure   under  the   "heel"   would   tend   to   increase   the 
maximum   compressive   load   on   the   foundation   soil,   whereas   uplift 
pressure  under  the  original   footings  down   stream   from  the  cut-off 
would  tend  to  decrease  such  maximum   load.     Had  the  new   "heel" 
been  assumed  to  take  up  a  portion  of  the  horizontal  thrust,  the  result 
would  have  been  to  increase  the  maximum  vertical,  but  to  decrease 
the  maximum  slant  soil  pressures. 

IV. — Under  the  "normal  maximum  load"  conditions  of  Column 
(7),  Table  3,  the  maximum  vertical  soil  pressure  for  the 
strengthened  structure  at  Bay  35  is  only  3  105  lb.  per  sq. 
ft. ;  and  the  corresponding  slant  pressure  is  only  3  550  lb. 
per  sq.  ft. 

It  is  probable,  therefore,  that,  in  view  of  the  strengthening  of  the 
original  structure,  the  foundation  soil  under  the  higher  portions  of 
the  structure  will  not  be  subjected  to  loads  in  excess  of  4  000  lb. 
per  sq.  ft. 

In  the  design  of  the  footings  of  the  new  spillway  section,  be- 
tween Buttresses  10  and  19,  the  fact  that  the  footings  rest  directly 
on  shale  bed-rock  made  the  problem  comparatively  simple,  and  detailed 
discussion  appears  to  be  unwarranted.  In  that  section  the  maximum 
unit  compressive  load  is  approximately  5  tons  per  sq.  ft.,  whereas,  in 
the  writer's  opinion,  the  foundation  shale  can  take  at  least  20  tons 
per  sq.  ft.  in  compression. 

Strength  of  Footings. — Apparently,  it  was  intended  by  the  de- 
signers of  the  original  structure  that  the  load  should  be  transmitted 
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into  the  foundation  soil  through  the  buttress  footings  only.  Through- 
out the  larger  part  of  the  structure  the  buttress  footings  are  7  ft.  6  in. 
wide.  The  intervening  space,  also  7  ft.  6  in.  wide,  between  buttress 
footings,  was  apparently  intended  to  be  simply  floored  over  with  re- 
inforced concrete,  varying  from  8  to  12  in.  in  thickness.  Such 
flooring,  however,  was  connected  rigidly  by  reinforcing  steel  to  the 
buttress  footings,  the  heavier  lower  fiber  reinforcement  being  cut 
at  the  center  of  each  bay.  In  the  study  of  the  strength  of  these 
footings,  in  connection  with  the  safe  bearing  value  of  the  foundation 
soil,  alternatives  submitted  th^m.selves,  neither  of  which  afforded 
satisfactory  results. 

In  the  first  place,  if  the  buttress  footings  were  considered  to  carry 
the  entire  vertical  load,  then  manifestly  the  unit  loads  would  be 
twice  as  great  as  those  derived  on  the  assumption  that  the  footings 
are  continuous  across  the  entire  15-ft.  width  of  the  bays.  For  instance, 
referring  again  to  the  typical  sections  of  Plate  XII,  such  doubled 
maximum  vertical  soil  pressure  would  become  approximately  7  120  lb. 
per  sq.  ft.,  and  the  maximum  slant  pressure  would  become  approxi- 
mately 12  000  lb.  per  sq.  ft.  at  the  down-stream  edge  of  the  footings 
of  the  original  structure  under  the  "most  severe  conditions  within 
the  limits  of  reason".  In  the  case  of  the  strengthened  typical  section, 
such  doubled  maximum  vertical  and  slant  soil  pressures  would  become 
approximately  6  090  and  8  190  lb.  per  sq.  ft.,  respectively,  under  the 
"most  severe  conditions".  The  latter  pressures,  however,  unlike  those 
previously  stated,  are  found  at  the  up-stream  edge  of  the  original 
toe;  for  it  is  hardly  conceivable  that  the  new  toe-wall,  which  is  con- 
tinuous for  the  sections  of  maximum  height  between  old  and  new 
spillways,  could  act  otherwise  than  as  a  continuous  footing,  in  so 
far  as  the  transmission  of  vertical  load  into  the  foundation  soil 
is  concerned. 

The  original  footings,  if  assumed  to  extend  only  3  ft.  beyond  each 
buttress,  were  approximately  strong  enough  to  carry  the  doubled  unit 
loads  just  mentioned,  but  the  adopted  safe  bearing  value  of  the  soil, 
viz.,  approximately  5  000  lb.  per  sq.  ft.,  would  evidently  be  exceeded. 
Hence,  it  was  imperative  that  the  vertical  load  on  the  foundation  soil 
should  be  distributed  over  a  width  of  15  ft.,  and  not  merely  7  ft.  6  in., 
lor  each  buttress. 
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Tvirning  then  to  the  second  or  alternative  assumption,  it  is  readily 
seen  that  only  by  the  use  of  continuous  footings  Avas  it  possible  to  keep 
the  loads  on  the  foundation  soil  within  safe  limits.  As  a  matter  of 
fact,  even  in  the  original  structure,  some  load  must  necessarily  have 
been  carried  by  the  intermediate  flooring,  inasmuch  as  it  was  strictly 
a  part  of  the  adjacent  buttress  footings.  The  main  buttress  footings 
could  not  take  load  (and  hence  deflect,  by  reason  of  compression  of 
the  underlying  soil)  without  transmitting  part  of  such  load  by  shear 
into  the  adjacent  flooring.  It  is  probable,  however,  that  in  the  down- 
stream portions  of  the  original  footings  such  action  caused  stresses 
considerably  in  excess  of  the  safe  working  stresses  for  concrete  and 
steel. 

Moreover,  in  the  original  portion  of  the  structure,  continuity  of 
footings  was  necessary  in  order  that  the  footings  might  act  in  harmony 
with  the  continuous  horizontal,  or  upper,  member  of  the  new  anchor- 
ing wall  at  the  toe.  The  original  footings,  however,  were  not  strong 
enough  for  this  purpose.  The  weakness  lay,  not  merely  in  the  inter- 
mediate reinforced  concrete  flooring,  but  also  in  the  main  buttress 
footings  themselves,  for,  under  these  conditions,  the  length  of  the 
cantilever  (measured  from  the  face  of  the  buttress  toward  the  center 
of  the  bay)  becomes  6  ft.  9  in.,  instead  of  3  ft.,  as  under  the  former 
alternative  assumption.  Thus,  in  the  case  of  the  typical  section 
(Plate  XII)  the  allowable  vertical  soil  pressure  on  the  footings,  with 
assumed  working  stresses  of  700  lb.  per  sq.  in.  for  the  concrete  and 
18  000  lb.  per  sq.  in.  for  the  reinforcing  steel,  would  be  only  about 
1  700  lb.  per  sq.  ft. 

The  adopted  method  of  strengthening  the  footings  is  shovoi  in 
the  typical  sections  of  Plate  XII.  It  was  accomplished  by  adding  both 
concrete  and  reinforcing  steel.  The  object  was  to  enable  the  original 
intermediate  flooring  to  act  as  a  part  of  the  main  footings,  which 
would  thereby  become  continuous,  and  also  to  strengthen  the  original 
buttress  footings.  In  view  of  the  relatively  short  clear  span  of  such 
continuous  footings  (about  13  ft.  6  in.),  it  appears  reasonably  certain 
that  in  transmitting  the  load  into  the  foundation  soil  the  footings 
act  in  part  as  inverted  arches.  It  seemed  proper  to  utilize  such  arch 
action  in  the  design,  and  therefore  the  arbitrary,  but  not  unreason- 
able, assumption  was  made  that  one-third  of  the  load  would  be  carried 
by  the  footings  acting  as  arches  and  the  remainder  by  the  footings 
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acting  as  continuous  slabs  or  beams.  Such  continuous  beams  have 
tension  in  the  lower  fibers  at  the  buttresses,  but  have  compression  in 
the  lower  fibers  at  the  centers  of  the  bays. 

Concrete  was  added  on  top  of  the  original  footings  adjoining  the 
bases  of  the  buttresses,  so  as  to  make  more  effective  the  existing  steel 
in  the  bottom  of  the  footings;  whereas,  near  the  middle  of  the  bays, 
the  new  concrete  serves  as  a  matrix  for  the  new  transverse  reinforcing 
steel  (bent  as  sho\vn  in  section  A-A  of  Plate  XII).  The  new  concrete 
was  well  tied  and  bound  into  the  old  concrete,  both  by  steel  dowels 
extending  through  the  base  of  each  buttress  and  into  the  original  but- 
tress footings,  and  also  by  the  roughening  of  all  surfaces  of  contact. 
This  roughening  was  done  partly  with  picks,  by  hand,  but  mainly  by 
the  use  of  air-hammers.  After  roughening,  the  surfaces  were  thor- 
oughly cleaned  and  made  wet  before  applying  the  cement  grout  coat- 
ing which  immediately  preceded  the  placing  of  the  new  concrete. 

The  new  footing  concrete,  however,  has  two  other  functions:  First, 
it  serves  to  embed  the  tie-steel  leading  down  stream  from  the  anchor- 
ing wall  at  the  heel,  and  hence  it  was  extended  to  the  rear  of  the  bays, 
even  though  there  the  original  footings  did  not  require  reinforcement. 
Secondly,  it  serves  to  transmit  the  horizontal  thrust  from  the  but- 
tresses and  buttress  footings  into  the  tie-steel. 

The  approximately  triangular  section  of  concrete,  shown  in  Section 
B-B  of  Plate  XII,  at  the  junction  between  deck  and  footings,  has  been 
referred  to  in  connection  with  the  description  of  the  new  anchoring 
wall  at  the  heel,  serving  as  it  does  to  take  up  the  reaction  of  the  upper 
cantilever  member  of  the  "heel".  The  concrete  of  this  triangular 
section  was  usually  poured  in  connection  with  the  new  "heel",  and 
prior  to  the  placing  of  the  new  footing  concrete. 

At  Bays  27  to  33,  inclusive,  extra  depths  of  new  concrete  were 
added  over  the  original  footings.  This  was  done  partly  in  order  to 
add  strength  by  adding  weight  to  these  sections  of  maximum  height. 
The  quantities  of  concrete  involved,  however,  were  so  great  that,  for 
the  sake  of  economy,  it  was  deemed  advisable  to  leave  a  number  of 
large  pockets  in  the  concrete.  These  pockets  were  made  practically 
water-tight,  and  act  as  tanks.  Prom  the  time  that  these  pockets  were 
first  filled  with  water,  they  have  remained  full.  Thus  the  only  sacrifice 
in  weight  is  that  due  to  the  difference  between  the  specific  gravity  of 
water  and  concrete. 
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Another  reason  for  adding  such  extra  concrete  was  to  raise  the 
top  of  the  strengthened  footings  at  least  5  ft.  above  the  bottom  of 
the  new  outlet  channel  (shown  by  Fig.  17).  The  outlets  from  the 
sluice-gates  in  Bays  30  and  31  were  covered  with  a  substantial  rein- 
forced concrete  slab  which  completely  separates  the  gate  openings  and 
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outlets  from  the  operating  mechanism.  Consequently,  no  spray  due 
to  the  opening  of  the  gates  can  interfere  with  their  operation,  by  freez- 
ing in  winter,  for  instance.  Moreover,  it  was  thus  possible  to  house 
in  the  operating  mechanism  of  the  gates  entirely  by  carrying  the  slab 
(acting  as  a  roof  over  the  outlets)  forward  to  meet  the  curtain-wall, 
as  sliovvu  in  the  longitudinal  sections  of  I'^ig.  24  and  Plate  XIII. 
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At  the  east  end  of  the  dam,  beginning  at  Buttress  49,  it  was  con- 
sidered allowable,  as  already  explained,  to  increase  considerably  the 
itnit  loads  on  the  foundation  soil.  Hence,  in  that  section,  the  original 
scheme  was  followed  of  utilizing  the  main  buttress  footings  to  carry  the 
entire  vertical  load.  For  this  purpose  the  original  footing  required 
only  minor  strengthening.  Here  the  possible  cracking  of  the  inter- 
mediate flooring  was  considered  to  be  of  minor  consequence;  however, 
the  tie-steel  from  the  new  "heel",  extending  as  it  does  a  comparatively 
short  distance  down  stream  from  the  "heel",  was  well  covered  with 
concrete,  doweled  both  into  the  floor  and  the  buttress  footings. 

Pressure  Grouting  Under  Footings.— The  contact  between  the 
original  footings  and  the  foundation  soil  was  in  some  places  found  to 
be  faulty.  Generally  speaking,  the  original  footings  had  not  been 
carried  into  the  foundation  soil  as  deeply  as  might  have  been  desired, 
in  consequence  of  which  certain  soft  spots  required  compacting. 
Also,  hollow  spaces  were  found  under  the  footings  around  the  4  by 
12-in.  weep-holes  which  had  been  left  at  intervals  in  the  footings  as 
constructed  originally.  Such  voids  were  probably  due  either  to  leak- 
age from  the  reservoir  or  to  flowing  ground-water. 

Moreover,  it  was  discovered  that,  at  least  in  some  bays,  the  founda- 
tion soil  had  been  washed  away  at  the  junction  between  the  footings 
and  the  cut-off  wall.  This  is  shown  clearly  in  Fig.  23  where  the  chalk 
line  on  the  down-stream  face  of  the  original  cut-off  wall  shows  the 
extent  of  the  erosion  which  had  taken  place.  The  photograph  from 
which  Fig.  23  has  been  reproduced  was  taken  in  Bay  19,  but  it  was 
evident,  from  the  conditions  exposed  during  the  wrecking  of  adjacent 
portions  of  the  original  structure,  that  the  void  in  question  had  no 
connection  with  the  break  in  the  dam;  instead,  it  probably  com- 
municated with  a  near-by  weep-hole  through  the  footings.  It  is 
believed,  therefore,  that  this  condition  did  not  arise  at  the  time  of  the 
failure,  but  had  been  brought  about  gradually  by  leakage  through  the 
unbonded  construction  joint  at  the  top  of  the  original  cut-off  wall. 
The  construction  joint  would  naturally  open  somewhat,  due  to  the 
deflection  of  the  foundation  soil  when  loaded. 

These  faulty  conditions,  it  was  concluded,  could  best  be  remedied 
by  pressure  grouting.  For  this  purpose,  a  Eansome-Caniff  grout  mixer, 
of  about  4^  cu.  ft.  capacity,  was  used;  air  under  pressure  was  obtained 
from  a  small  compressing  outfit,  and  utilized  at  pressures  varying  from 
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25  to  100  lb.  per  sq.  in.  at  the  grout  mixer.  The  mixer,  in  turn,  was 
connected  to  pipes  sealed  into  the  weep-holes  with  concrete  or  cement 
grout.  Mixtures  of  cement  and  sand,  in  the  proportions  of  1:1  or 
2  :  1,  were  used  as  far  as  possible,  but,  for  the  greater  part  of  the 
work,  neat  cement  grout  was  found  to  be  more  practical;  the  presence 
of  sand  in  the  grout  was  frequently  the  cause  of  clogging  the  pipe 
connections  and  consequent  delay. 

It  was  necessary  to  plug  temporarily  all  weep-holes  in  the  neigh- 
borhood of  that  to  which  grout  was  being  applied  under  pressure. 
Observations  showed  that  grout  under  pressure  traveled  under  the 
footings  for  a  distance  of  at  least  100  ft.  Inasmuch  as  the  water 
contained  in  the  cement  grout  helped  to  fill  the  voids,  it  was  found 
necessary  to  adopt  the  process  of  forcing  grout  into  the  voids  con- 
necting with  a  given  weep-hole  imtil  they  refused  to  accept  more, 
and  then  suspending  grouting  for  a  day  or  more.  In  the  mean- 
time the  grout  would  set,  leaving  the  uncombined  water  free  to  be 
blown  from  under  the  footings,  on  subsequent  resumption  of  grouting, 
by  simply  implugging  temporarily  a  few  communicating  weep-holes. 
Such  holes  were  then  re-plugged  and  more  grout  was  forced  into  the 
voids.  This  process  was  continued  for  each  weep-hole  until  finally  it 
was  found  that  the  hole  would  accept  no  more  grout.  After  grouting 
had  been  completed  and  the  grout  had  set,  the  weep-holes  were  again 
opened,  so  as  to  communicate  with  the  underlying  soil,  by  simply 
punching  or  drilling  holes  through  the  grout. 

By  these  means,  it  is  believed,  the  foundation  soil  under  the  original 
footings  was  thoroughly  compacted  so  as  to  warrant  the  assumption 
that  the  footings  are  everywhere  in  contact  with  the  foundation  soil, 
either  directly  or  through  intermediate  grout. 

Leakage  and  Drainage. 

Leakage  Through  Foundation  Soil. — Reference  has  been  made  to 
the  leakage  which  took  place  through  the  construction  joint  at  the 
top  of  the  original  cut-off  wall,  and  also  to  the  fact  that  this  trouble 
was  remedied  as  an  incidental  result  of  the  construction  of  the  new 
anchoring  wall  at  the  heel.  Further  leakage,  however,  was  discovered 
under  and  through  the  original  cut-off  wall,  especially  where  the  struc- 
ture is  of  maximum  height.  During  the  work  of  investigation,  prior 
to  beginning  actual  reconstruction,  test-pits  were  sunk  up  stream  from, 
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and  adjacent  to,  the  original  cut-off  wall  at  Buttresses  B  and  37  (Plate 
JX).  The  pit  at  Buttress  B  was  approximately  45  ft.  deep,  and  by 
means  of  it  the  cut-off  was  investigated  at  its  deepest  section.  In 
neither  of  these  test  pits  was  the  cut-off  wall  found  to  be  porous  or 
the  seal  into  bed-rock  defective. 

Except  for  a  test  pit  sunk  with  great  difficulty  through  the  footings 
and  foundation  soil  adjacent  to  the  down-stream  side  of  the  cut-off 
wall  at  Bay  28,  the  investigation  of  the  cut-off  at  the  sections  of  maxi- 
mum height  was  postponed  until  the  actual  work  of  reconstruction 
was  being  carried  on.  The  cut-off  in  this  region,  viz.,  between  But- 
tresses '2Q  and  32,  was  relatively  shallow,  at  least  as  compared  with  the 
hydrostatic  head  due  to  the  reservoir;  and  therefore  it  was  the  more 
important  that  this  portion  of  the  cut-off  should  be  impervious.  The 
postponement  of  the  investigation  in  this  region  was  due  only  to  the 
srreat  expense  of  putting  down  test  pits  so  near  the  river  bed  without 
adequate  coffer-damming. 

In  connection  with  the  excavation  for  the  new  "heel",  therefore,  test 
pits  were  sunk  at  intervals,  and  extending  from  the  elevation 
of  the  bottom  of  the  "Tieel"  down  to  the  bottom  of  the  original  cut-off. 
The  findings  in  the  test  pit  sunk  through  the  footings  in  Bay  28  had 
already  indicated,  much  to  the  writer's  surprise,  that  the  cut-off 
in  that  region  was  not  all  that  it  should  be,  and  the  test  pits  sunk 
from  the  trench  excavation  for  the  "heel"  on  the  up-stream  side  of 
the  cut-off  confirmed  these  findings.  It  was  definitely  established  that 
there  was  easy  communication  for  water  between  the  up-stream  and 
down-stream  sides  of  the  cut-off  wall  at  Bay  28.  Probably  some  of 
the  water  which  flowed  back  and  forth,  depending  on  the  hydrostatic 
pressure  conditions,  passed  through  the  cut-off  wall  itself;  but,  at  this 
point,  undoubtedly  the  greater  part  of  the  communication  was  under- 
neath, through  openings  between  the  cut-off  wall  and  the  bed-rock. 

At  Bay  30,  also,  it  was  evident  that  the  seal  of  the  cut-off  into 
bed-rock  was  imperfect.  In  fact,  at  one  point  a  layer  of  sandy  mud, 
averaging  i  in.  thick,  was  plainly  visible  between  the  concrete  and  the 
shale,  indicating  that,  in  the  original  construction,  the  trench  had  not 
been  properly  cleaned  preparatory  to  the  placing  of  concrete.  Moreover, 
the  cut-off  wall  itself  was  porous  to  the  extent  of  allowing  a  constant 
trickle  of  water  to  pass  through  from  the  down-stream  side.  That 
there  was  any  such  leakage  at  all  was  the  more  noteworthy  because 
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of  the  fact  that  the  hydrostatic  pressure  on  the  down-stream  side  was 
due  solely  to  the  ground-water  in  the  clayey  foundation  soil — though 
it  should  be  remembered,  of  course,  that  the  foundation  soil  under 
this  maximum  height  portion  of  the  dam  is  of  poorer  quality  than 
that  at  any  other  part  of  the  structure. 

In  view  of  the  foregoing  findings,  it  was  determined  to  underpin 
the  original  cut-off  wall  for  approximately  200  ft.,  viz.,  from  about 
Buttress  32  westward  to  the  new  spillway.  A  notch,  about  24  in.  deep 
and  18  in.  wide,  was  cut  into  the  bed-rock,  with  its  center  approximately 
at  the  up-stream  edge  of  the  original  cut-off  wall.  The  notch  was 
carefully  cleaned  and  kept  free  from  water  while  it  was  being  filled 
with  a  rich  concrete  which  was  carried  to  a  height  of  at  least  12  in. 
above  the  bottom  of  the  old  cut-off. 

This  work  proved  to  be  the  most  expensive  part  of  the  entire  recon- 
struction, partly  because  of  the  constant  fight  with  the  water  which 
flowed  into  the  trenches  through  the  pervious  soil  under  the  river-bed, 
and  partly  because  of  the  fact  that  the  character  of  the  soil  required 
practically  continuous  sheeting  and  bracing.  So  difficult,  in  fact, 
was  it  to  carry  on  the  work  and  to  hold  the  up-stream  side  of  the 
excavation  for  the  "heel"  that  at  Bays  30  and  31  it  was  found  advisable 
first  to  pour  the  "heel"  concrete  and  then,  after  that  concrete  had 
set,  to  tunnel  under  it  in  order  to  investigate  the  efficacy  of  the  cut-off 
seal  into  the  rock.  Such  tunneling  was  done  from  the  adjacent  bays, 
and,  to  insure  solid  work  under  the  "heel"  at  Bays  30  and  31,  grout 
pipes  were  inserted  while  the  concrete  for  the  cut-off  underpinning 
was  being  placed,  the  ends  of  the  pipes  being  exposed  under  these 
portions  of  the  "heel".  Later,  the  voids  at  the  ends  of  these  pipes 
were  filled  with  grout,  by  using  the  Kansome-Caniff  grout  mixer,  under 
a  pressure  of  about  75  lb.  per  sq.  in. 

At  certain  places,  as  shown  on  Plate  IX,  the  cut-off  underpinning 
concrete  was  extended  on  the  up-stream  side  of  the  cut-off  up  to  the 
elevation  of  the  bottom  of  the  "heel".  In  such  cases  a  slip  joint  was 
made  between  the  "heel"  and  the  underpinning  concrete.  This  joint 
consisted  essentially  of  a  longitudinal  groove,  about  12  in.  wide  and 
G  in.  deep,  lined  with  tar-paper.  The  groove  was  centered  on  the 
bottom  of  the  "heel".  When  the  "heel"  concrete  was  poured,  therefore, 
a  tongue  of  concrete,  likewise  12  in.  wide  and  G  in.  deep,  was  formed 
in   the  groove   integral  with   the  "lieel"  concrete.     On   all  horizontal 


RECONSTRUCTIOX   OF   TllH   8TOXY    RIVER   DAM  991 

surfaces,  and  on  the  up-stream  vertical  face  of  the  groove,  single  sheets 
of  two-ply  tar-paper  wore  used  to  separate  the  two  bodies  of  concrete. 
On  the  down-stream  vertical  face  of  the  groove,  however,  three  sheets 
of  two-ply  tar-paper  were  used. 

The  purpose  of  the  slip  joint  is  to  allow  the  "heel"  to  move  down 
stream  a  fraction  of  an  inch  under  the  horizontal  thrust  acting 
against  the  dam  and  hence  transmitted  by  the  tie-steel  into  the  "heel". 
Without  such  "play"  an  unfavorable  loading  might  be  caused  at  the 
lower  end  of  the  long  cantilever  member  of  the  "heel",  because  of 
the  resistance  of  the  relatively  inelastic  underpinning  concrete.  The 
latter,  of  course,  is  practically  immovable  because  of  its  bond  into 
the  bed-rock.  The  utility  of  the  slip  joint  is  probably  to  be  justified 
on  theoretical  rather  than  practical  grounds,  but,  in  view  of  the  small 
expense  involved,  there  seemed  to  be  no  warrant  for  omitting  this 
precaution. 

At  about  the  middle  of  Bay  26  it  was  found  that  there  was  a 
pervious  spot  in  the  bed-rock  strata  just  below  the  practicable  limit 
of  underpinning.  Therefore  a  churn-drill  hole  was  sunk  into  the 
strata  in  question,  and  grout  pipe  connections  were  made,  which,  after 
the  completion  of  the  underpinning  and  the  new  "heel",  were  utilized 
in  an  attempt  to  force  grout  into  the  stratum.  However,  a  pressure 
of  75  lb.  per  sq.  in.  did  not  siiffice  to  force  down  an  appreciable  quantity 
of  grout. 

It  is  not  improbable  that  the  failure  to  force  more  grout  into  this 
stratum  was  due  to  the  fact  that  there  was  no  vent  for  such  rock- 
water  as  might  have  been  displaced  by  grout  had  a  means  of  escape 
for  such  water  been  provided.  It  happened  that,  for  the  grouting  of 
the  underpinning  of  Bays  30  and  31,  as  previously  mentioned,  two 
grout  pipe  connections  had  been  left,  and  thereafter  on  the  work, 
profiting  by  the  experience  at  Bay  26,  at  least  two  grout  pipes  were 
placed  in  each  void  to  be  filled.  Usually,  the  second  pipe  was  con- 
nected to  the  pressure  grouting  apparatus  only  after  the  first  pipe 
refused  to  accept  any  more  grout.  In  such  cases  it  was  commonly 
impossible  to  force  grout  into  the  second  pipe,  and  apparently  the 
main  function  of  that  pipe  was  to  serve  as  a  vent.  In  the  writer's 
opinion,  it  is  not  unlikely  that  some  of  the  reported  failures  of  pres- 
sure grouting  operations  at  other  dam  sites  have  been  due  to  the 
fact  that  no  such  vent  existed,  or  had  been  provided,  for  the  escape 
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of  air  or  ground-water  contained  in  the  voids  sought  to  be  filled  by 
grouting. 

Referring  again  to  the  faults  in  the  original  cut-oif  construction, 
which  required  remedying  by  the  means  just  described,  the  reconstruc- 
tion afforded  a  rare  opportunity  for  observing  the  results  of  this 
construction  work,  which  had  probably  been  done  with  average  care. 
These  observations  show  that  great  care  is  necessary  even  in  foundation 
work,  where  it  is  too  often  assumed  that  any  kind  of  work  will 
suffice. 

Extension  of  Cut-Off. — Inasmuch  as  the  insufficient  depth  of 
cut-off  wall  in  the  neighborhood  of  the  break  in  the  dam  was  un- 
doubtedly the  direct  cause  of  the  failure,  it  was  advisable  to  pay 
especially  careful  attention  to  any  further  deficiency  in  depth  of 
cut-off.  At  the  sections  of  maximum  height,  precautions  were  taken 
in  the  way  of  underpinning  the  original  cut-off  wall,  as  discussed 
previously.  Such  underpinning  extended  westward  to  the  new  spill- 
way which  in  turn  covered  completely  the  area  affected  by  the  failure. 
(Plate  XI.)  Here  the  combination  cut-off  and  anchoring  wall  at  the 
heel  extends  into  the  shale  rock  to  an  average  depth  of  about  10  ft., 
in  the  manner  illustrated  on  Plate  X.  The  depth  is  greatest  in 
the  neighborhood  of  Buttresses  14  and  15,  because  there,  as  mentioned 
previously,  the  rock  was  found  to  be  somewhat  shattered. 

In  the  same  region  the  rock  yielded  a  considerable  quantity  of  water, 
especially  after  the  drain  holes  had  been  drilled.  Consequently,  after 
the  combination  cut-off  and  anchoring  wall  had  been  completed,  a 
hole  was  drilled,  with  the  Calyx  machine,  through  a  pipe  which  had 
been  embedded  in  the  center  of  the  wall  at  about  the  middle  of  Bay  13. 
The  hole  penetrated  the  underlying  shale  to  about  Elevation  70.  It 
was  intended  to  grout  this  hole  for  the  purpose  of  cutting  off  any 
communication  with  the  reservoir  which  might  exist  in  this  neighbor- 
hood through  passages  in  the  rock  under  the  cut-off.  It  was  assumed 
that  the  existence  of  any  such  connection  would  be  shown,  when  pres- 
sure grouting  was  applied,  through  the  manifestation  of  bubbling  or 
other  symptoms  at  a  drain  hole  extending  to  about  the  same  elevation 
and  approximately  7  ft.  down  stream  in  Bay  l;5.  However,  a  surprise 
was  afforded,  in  that  the  hole  would  accept  no  grout,  and  it  was  apparent 
that  the  rock-water  ])assages,  wliich  had  boon  tapped  a  short  distance 
down  stream  in    Bay   lo,  either  came  from  a   greater  depth,  or  mure 
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probably   communicated  to   the  westward — the   slope   of   the   bed-rock 
(Plate  IX)  being  upward  and  westward. 

West  of  the  new  spillway,  beginning  at  Buttress  10,  the  depth  of 
the  original  cut-off  was  as  inadequate  as  at  the  point  of  failure.  At 
some  places,  especially  near  steps  in  the  bottom,  the  depth  of  the 
cut-off  was  less  than  5  ft.  below  the  bottom  of  the  footings  (Plate  IX). 
It  is  probable  that  everywhere  in  this  region,  except  possibly  at  one 
or  two  of  such  steps,  the  original  cut-off  extended  to  a  depth  of  at 
least  6  ft.  below  the  original  ground  surface.  That  the  wall  was  not 
deep  enough  to  cut  off  a  pervious  stratum  of  dark  color  in  the  over- 
b\irden  wiU  be  seen  by  referring  to  Fig.  7,  in  the  upper  right  comer 
of  which  the  bottom  of  the  original  cut-off  wall  is  shown  supported 
by  a  prop. 

The  entire  west  end  of  the  dam,  viz.,  between  Buttresses  1  and  10, 
was  provided  with  a  new  ''heel",  the  required  depth  of  which  varied 
from  1  to  5  ft.  below  the  bottom  of  the  original  cut-off.  The  new  "heel" 
was  made  not  less  than  2  ft.  6  in.  wide  at  the  bottom,  this  being  a 
width  convenient  for  trench  excavation.  A  cut-off  wall  of  this  mini- 
mum width  was  then  extended  downward  from  the  bottom  of  the 
'lieel'''  to  seal  into  the  bed-rock.  In  this  region  the  bed-rock  consists 
of  shale  of  a  very  good  quality;  in  fact,  in  some  places  the  rock  is  so 
hard  that  a  notch  only  6  in.  deep  was  considered  to  afford  a  sufficiently 
good  seal.  At  other  places,  however,  the  notching  was  carried  to 
a  depth  of  more  than  3  ft.  on  account  of  penetrating  a  stratum  of 
soft  shale  which  in  part  overlies  the  very  hard  stratum. 

At  the  bottom  of  the  required  depth  of  "heel"  a  standard  slip 
joint  was  provided,  in  the  manner  previously  described;  and  just  under 
the  old  cut-off  (but  above  the  slip  joint)  a  shoulder  of  concrete,  with 
a  minimum  width  of  12  in.,  was  formed.  The  purpose  of  such  a 
shoulder  of  concrete  was  to  make  certain  that  any  vertical  load  trans- 
mitted into  the  old  cut-off  wall  would  in  turn  be  taken  up  by  the  new 
'"heel"  and  cut-off,  thus  guarding  against  any  possible  separation  of 
the  old  concrete  from  the  new  and  against  the  placing  of  any  excessive 
shearing  stress  on  the  tie-steel  connecting  the  new  anchoring  wall  to 
the  original  structure. 

As  will  be  seen  from  Plate  IX,  a  core-wall  had  been  provided  in 
the  original  construction  extending  30  ft.  west  of  Buttress  1.  As 
a  part  of  the  reconstruction,  this  core-wall  was  extended  upward  to 
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the  elevation  of  the  new  parapet  (Elevation  142.5)  and  downward 
to  seal  into  the  shale.  Also,  because  of  the  increase  in  assumed  high 
water  elevation,  it  was  extended  about  15  ft.  farther  westward.  The 
precautions  taken  in  providing  a  cut-off  against  percolation  at  the  west 
end  of  the  dam  were  of  a  more  conservative  nature,  for  the  reason 
that  it  was  near  this  end  of  the  dam  that  the  failure  had  occurred. 

Between  Buttresses  32  and  46  the  depth  of  the  original  cut-off, 
with  a  maximum  of  45  ft.,  was  concluded  to  be  sufficient  in  proportion 
to  the  maximum  hydrostatic  pressure.  This  conclusion  was  based  on 
the  fairly  well  substantiated  assumption  that  in  this  region  the  original 
cut-off  is  impervious  throughout  its  entire  depth,  but  it  did  not  depend 
on  the  character  of  the  seal  of  the  cut-off  into  the  bed-rock.  As  a 
matter  of  fact,  however,  a  personal  inspection  of  the  bond  between 
concrete  and  rock  as  exposed  by  the  test  pits  at  Buttresses  B 
and  37  convinced  the  writer  that  the  seal  is  as  effective  as  could  be 
desired.  East  of  Buttress  46,  on  the  other  hand,  certain  difficulties  were 
encountered. 

It  had  been  assumed  by  the  builders  of  the  original  structure  that 
the  cut-off  extended  to  bed-rock  at  least  as  far  east  as  the  approxi- 
mately vertical  step  in  the  cut-off  at  the  middle  of  Bay  54  (Plate  IX). 
In  fact,  all  records  of  the  original  work  show  the  cut-off  as  being  in 
contact  with  bed-rock.  It  is  not  surprising,  therefore,  that  the  results 
of  core-drill  holes  Nos.  3  and  8,  sunk  during  the  investigation  prior 
to  reconstruction,  were  discredited  when  they  indicated  that  bed-rock 
was  reached  only  at  a  considerable  distance  below  the  bottom  of  the 
original  cut-off.  Nevertheless,  some  mental  reservations  were  made, 
and  subsequently  a  test  pit  was  sunk  at  the  middle  of  Bay  48.  The 
findings  were  by  no  means  comforting,  for,  after  penetrating  flat-top 
boulders,  the  upper  surfaces  of  which  offered  some  reason  for  their 
previously  erroneous  identification  as  bed-rock,  the  pit  extended  through 
clay  deposits  into  strata  of  disintegrated  coal.  Bock  was  not  reached 
until  at  about  Elevation  92.    It  is  a  shale,  and  quite  satisfactory. 

In  view  of  the  discovery  of  the  disintegrated  coal,  which  was 
decidedly  pervious,  the  existing  cut-off  was  manifestly  inadequate.  This 
was  especially  true  of  the  portion  east  of  the  middle  of  Bay  48.  It  was 
concluded,  therefore,  to  underpin  the  original  cut-off  down  to  a  line 
sloping  with  approximate  uniformity  from  Elevation  92  at  Buttress  46 
to  Elevation  108  at  Buttress  53,  and  meeting  the  bottom  of  the  original 
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eut-off  at  the  latter  point.  The  proviso  was  made,  however,  that  the 
disintegrated  coal  should  be  cut  oii'  wherever  its  top  came  within 
1  ft.  below  the  bottom  of  such  sloping  line.  The  probable  genesis  of 
the  disintegrated  coal  and  the  measures  taken  to  cut  it  off  are  shown 
on  Plate  IX.  Drill  holes  Nos.  9  and  10  were  sunk  after  the  discovery 
of  the  disturbing  conditions  just  described. 

It  was  also  concluded  to  underpin  the  original  cut-off  east  of  the 
middle  of  Bay  54,  as  well  as  the  core-wall  which  originally  extended 
50  ft.  east  of  Buttress  56.  Excavation  for  the  underpinning  in  these 
two  localities  proved  to  be  very  difficult  because  of  the  existence  of 
a  sandstone  talus  in  the  form  of  huge  boulders.  The  most  economical 
method  was  found  to  be  the  sinking  of  shafts  from  the  surface  of 
the  ground  and  the  construction  of  tunnel  drifts  leading  from  such 
shafts  under  the  original  cut-off.  Some  of  the  crevices  discovered 
between  the  boulders  were  found  to  be  filled  with  clay,  and  others 
were  open.  In  one  instance  a  crevice  at  least  2  in.  wide  was  traced 
for  6  ft.,  and  it  extended  even  beyond  that  distance.  The  shattered 
rock  was  very  difficult  to  excavate,  and  required  frequent  blasting. 

Before  the  excavation  was  filled  with  concrete,  grout  holes  were 
chum-drilled  into  the  rock,  and  grout  pipes  were  placed  in  crevices 
80  that  later,  when  these  were  pressure-grouted,  it  is  probable  that 
an  impervious  rock,  concrete,  and  grout  curtain  was  formed,  extending 
between  Buttresses  54  and  56  down  to  at  least  Elevation  110.  Simi- 
larly, grout  pipes  were  left  in  the  higher  portions  of  the  tunnel  drifts 
so  as  to  insure,  later,  the  filling,  by  pressure  grouting,  of  any  air 
pockets  left  in  the  higher  sections.  The  same  grout  pipes  served  to 
allow  the  escape  of  confined  air  while  the  main  concrete  was  being 
placed.  The  concrete  was  carried  to  a  considerable  height  in  the  shafts 
previously  mentioned  and,  because  of  its  slushy  consistency,  undoubt- 
edly created  considerable  pressure  throughout  the  drifts.  Pressure- 
grouting  was  not  applied  until  the  concrete  had  set  for  a  day.  The 
east  core-wall  was  extended  approximately  24  ft.  farther  east.  Both 
the  old  and  new  portions  of  the  core-wall  were  built  up  to  Elevation 
142.5,  to  correspond  with  the  top  of  the  new  parapet. 

Drainage. — In  the  original  structure  the  intermediate  flooring  of 
each  bay  had  4  by  12-in.  weep-holes.  A  number  of  these  holes  existed 
at  each  edge  of  the  main  buttress  footings,  the  shorter  dimension  of 
the  holes   being  parallel   to   the  footings.     The   weep-holes   were   in 
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pairs,  one  hole  at  each  edge  of  the  intermediate  flooring;  the  pairs 
were  about  8  ft.  from  center  to  center,  though  the  spacing  was  closer 
at  the  up-stream  ends  of  the  bays.  As  a  matter  of  fact,  a  considerable 
number  of  these  weep-holes  were  foimd  to  be  clogged  with  concrete 
which  had  evidently  flowed  under  the  weep-hole  forms  at  the  time 
the  original  footing  or  flooring  concrete  was  being  placed.  Apparently, 
it  had  not  been  thought  necessary  to  provide  deeper  drainage  for  the 
foundation  soil. 

In  planning  the  reconstruction  of  the  dam,  however,  it  was  con- 
cluded to  provide  more  positive  means  of  drainage.  The  system 
adopted  for  that  portion  of  the  original  structure  which  remained 
intact  differed  from  that  adopted  for  the  new  spillway  section : 

1. — Drainage  of  Foundation  Soil. — In  the  preliminary  plans  for 
reconstruction,  the  writer  proceeded  on  the  theory  that  the  more  drains 
the  better,  and  especially  the  more  positive,  the  relief  of  uplift  pressure. 
Consequently,  it  was  proposed  in  general  to  extend  three  drains  per 
bay  into  the  foundation  soil.  These  drains  were  to  consist  of  per- 
forated pipes  such  as  used  in  the  system  of  drainage  finally  adopted. 
The  up-stream  drains  were  to  be  inclined,  and  thus  were  to  extend  to 
within  about  5  ft.  of  the  down-stream  face  of  the  cut-off  wall  and 
to  a  depth  of  about  5  ft.  below  the  bottom  of  the  new  "heel".  The 
middle  and  down-stream  drains  of  each  bay  were  to  be  vertical,  at 
distances  of  about  20  and  30  ft.,  respectively,  from  the  cut-off  wall. 
At  the  seven  bays  of  maximum  height  it  was  proposed  to  place  the 
up-stream  drains  7i  ft.  from  center  to  center  transversely,  thus  pro- 
viding two  up-stream  drains  per  bay.  It  was  also  proposed  to  keep 
all  the  original  weep-holes  open  through  the  original  concrete  and  the 
<;oncrete  of  the  footing  strengthening. 

On  the  other  hand,  the  system  of  drainage  finally  adopted,  though 
utilizing  the  same  methods  as  proposed  in  the  preliminary  plans, 
differed  as  to  the  number  and  location  of  drains.  It  was  based  on 
two  main  considerations,  namely: 

(a)   The  necessity  of  relieving  serious  uplift  pressure;  but,  also, 
(h)  The    inadvisability    of    facilitating    percolation    through    the 
foundation  soil. 

It  was  concluded  that  deep  drains  might  bo  harmful  in  earth 
foundations   under  circumstances  where  they  would  not  be   harmful 
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in  rock  foundations,  because,  in  the  former,  they  might  actually 
facilitate  the  flow  of  water  by  providing  artificial  channels  where  pre- 
viously there  was  no  channel  at  all.  Especially  might  such  results 
follow  if  the  deep  drains  were  to  extend  close  to  the  bottom  of  the 
cut-off  wall. 

A  consideration  of  secondary  importance  was  the  effect  of  the  low 
values  of  the  coefficient  of  frictional  resistance  assumed  in  the  recon- 
struction design.  Manifestly,  a  given  uplift  pressure  reduces  the 
margin  of  safety  against  sliding  by  a  less  amount  where  there  is  a 
low  coefficient  of  frictional  resistance  than  it  does  where  the  coefficient 
is  relatively  high.  It  was  believed  to  be  preferable,  therefore,  to  take 
such  risk  as  might  result  from  the  existence  of  pockets,  as  it  were,  of 
unrelieved  uplift  pressure  near  the  down-stream  side  of  the  cut-off 
wall  rather  than  to  invite  further  leakage  by  tapping  such  relatively 
harmless,  deep-lying  pockets  of  water  under  pressure. 

In  consequence  of  these  considerations,  a  system  of  drainage  was 
adopted  which  involved  but  a  single  deep  drain  per  bay  for  the  higher 
sections  of  the  intact  portions  of  the  original  structure,  resting  as  they' 
do  on  clayey  foundation  soil.  The  positions  of  the  drains  are  indicated 
in  the  typical  sections  of  Plates  IX  and  XII.  From  the  former  it  is 
seen  that  the  deep  drains  for  the  foundation  soil  extend  from  Bays  20 
to  47,  inclusive.  The  drains  consist  of  3-in.  wrought-iron  pipes,  perfor- 
ated with  four  |-in.  holes  per  linear  foot,  one  hole  in  each  quadrant. 
Pipe  drains,  rather  than  unlined  holes,  were  adopted  for  the  foundation 
soil,  in  order  to  make  the  drains  relatively  permanent,  and  also  because 
unlined  openings  would  not  resist  erosion  of  the  foundation  soil  by 
leakage  water. 

The  deep  drains  are  about  20  ft.  down  stream  from  the  cut-off  wall, 
except  at  the  bays  of  lesser  height,  where  they  are  at  a  minimum 
distance  of  12  ft.  from  it.  The  drains  ordinarily  extend  to  a 
depth  of  5  ft.  below  the  bottom  of  the  new  "heel",  though  they  were 
limited  to  a  depth  equalling  two-thirds  of  that  of  the  cut-off, 
measured  from  the  bottom  of  the  original  footing  to  the  bottom  of 
the  underpinning,  if  any,  of  the  original  cut-off.  They  were  sunk 
in  lengths  of  12  ft.  or  less.  Flush-joint  piping  was  used,  so  as  to  avoid 
couplings  or  other  projections;  the  latter  might  leave  an  annular  space 
around  the  drains  to  serve  as  an  outside  channel  for  flowing  water 
without  the  protection  of  a  metal  lining. 
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Great  difficulty  was  experienced  in  sinking  the  drain  pipes,  primarily 
because  of  the  boiilders  encountered  in  the  foundation  soil.  Various 
methods  were  tried,  among  them  the  process  of  jetting,  that  is,  of 
sinking  a  drain  pipe,  open  at  the  lower  end,  by  using  a  jet  of  water 
under  pressure  playing  on  the  soil  inside  the  pipe  near  its  lower  end, 
so  as  to  allow  the  pipe  to  be  forced  down  by  hammer  blows  at  the  top. 

The  most  satisfactory  method,  however,  and  that  generally  adopted, 
involved  the  use  of  a  pile-hammer.  For  this  purpose  a  McKieruan- 
Terry,  No.  2,  pile-hammer  was  placed  on  the  job  and  operated  either 
by  air  or  by  steam  at  a  pressure  of  about  80  lb.  per  sq.  in.  In  order  to 
facilitate  driving,  the  blacksmith  on  the  work  fitted  the  drain  pipes  with 
flolid  points  made  from  pieces  of  old  steel  shafting,  approximately  3  in. 
in  diameter.  The  points  were  welded  inside  the  ends  of  the  pipes,  with 
results  as  shown  in  Fig.  19.  This  figure  shows  also  the  perforations 
in  the  pipes.  It  is  to  be  admitted  that  the  perforations  were  probably 
clogged  with  clay  to  a  certain  extent  as  the  pipes  were  sunk.  On  the 
other  hand,  any  considerable  hydrostatic  pressure  near  the  drain  pipes 
'would  soon  open  the  perforations. 

A  simple  wooden  cap  prevented  injury  to  the  pipe,  and  the  flush- 
joint  pipe  did  not  prove  so  weak  at  the  joints  as  to  buckle  or  otherwise 
cause  trouble.  In  a  number  of  instances,  however,  boulders  proved 
to  be  impassable  obstacles,  and  in  such  cases  pipes  were  driven  at 
near-by  locations.  In  each  instance  the  drain  pipes  were  sunk  through 
the  weep-holes  of  the  original  structure.  The  process  was  necessarily 
slow.  Sometimes  it  required  12  hours,  and  even  24  hours,  to  drive  a 
pipe  to  a  depth  of  20  ft. 

In  general,  the  deep  drain  pipes  were  encased  in  grout  or  concrete 
through  the  footings  and  for  a  depth  of  about  18  in.  below  the  footings, 
with  the  object  of  keeping  the  water  percolating  through  the  deeper 
foundation  soil  separate  from  leakage  water  manifesting  itself  inime- 
diately  under  the  footings,  and  finding  its  origin  perhaps  through  the 
cut-off  wall.  Thus  the  deep  drains  are  enabled  the  better  to  perform 
their  function  as  detectives,  so  to  speak.  The  upper  ends  of  the  drain 
pipes  were  threaded  and  left  exposed  for  at  least  3  in.,  so  as  to  allow 
the  pipes  to  bo  capped  or  to  be  connected  to  pressure  gauges.  The 
pipes,  of  course,  were  thoroughly  cleaned  out  after  they  were  driven. 
Very  few  of  the  deep  drains  showed  leakage  after  the  work  of  recon- 
struction was  completed,  and  none  showed  any  considerable  leakage. 
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Further,  under  the  adopted  system  of  drainage,  the  two  up-stream 
pairs  of  weep-holes  in  each  bay  were  plugged  with  concrete  iu  con- 
nection with  the  pouring  of  the  triangular  section  of  concrete  at  the 
junction  between  deck  and  footings.  About  one-half  of  the  remaining 
weep-holes — distributed  as  uniformly  as  practicable — were  left  open. 

As  the  reservoir  refilled  during  the  latter  part  of  the  work  of  recon- 
struction, leakage  appeared  at  weep-holes  in  Bays  51  and  3G.  At  first 
it  was  thought  that  possibly  the  leakage  at  Bay  51  was  caused  by 
ground-water,  perhaps  from  the  water  being  fed  into  drill  hole  10 
(Plate  IX)  which  was  being  sunlv  at  the  time.  However,  by  coloring 
the  reservoir  water  immediately  up  stream  from  Bay  51  with  potassium 
permanganate,  it  was  finally  proved  that  the  leakage  came  through 
the  cut-off.  Probably  it  was  due  to  inadequate  bond  along  a  horizontal 
construction  joint  in  the  new  "heel",  within  a  foot  or  two  in  elevation 
of  the  old  construction  joint  at  the  top  of  the  cut-off  wall.  The  leakage 
was  practically  stopped  by  the  simple  expedient  of  dumping  clay  into 
the  reservoir  over  the  new  "heel"  from  a  float  extending  out  from 
the  east  shore. 

It  is  probable  that  in  time  the  leak  at  Bay  51  would  have  sealed 
itself,  as  has  since  become  true  of  the  leak  at  Bay  36.  In  the  latter 
instance  the  same  remedy  was  applied  as  at  Bay  51,  and  fine  cinders, 
as  well  as  clay,  were  dumped  from  boats  into  the  reservoir  water  over 
the  "heel".  The  cure,  however,  was  not  effected  in  this  manner;  but 
it  was  noted  that  the  leakage  was  gradually  decreasing,  even  though 
the  water  level  of  the  reservoir  grew  higher,  until  by  November  1st, 
1915,  there  was  hardly  any  leakage  at  this  point. 

If  the  leakage  at  these  two  points  was  due  to  carelessly  treated 
construction  joints  in  the  new  "heel",  the  stopping  of  the  leakage 
may  in  turn  have  been  due — in  part,  at  least — to  the  taking  of  some 
of  the  horizontal  thrust  by  the  new  "heel",  with  consequent  tightening 
of  the  construction  joint  by  reason  of  the  compression  caused  in  the 
up-stream  portion  of  the  "heel". 

Other  leaks,  of  a  minor  nature,  which  appeared  in  the  original 
portions  of  the  structure  have  stopped  or  are  stopping  themselves  in 
the  same  manner.  Thus  on  May  25th,  1915,  there  were  eighteen 
leaks  or  traces  of  leakage  from  weep-holes  or  drain  pipes  in  the 
foundation  soil,  whereas,  by  November  1st,  1915,  there  were  only 
three,   and  these  the   attendant  designated  as   "traces".     In  no   case 
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has  a  pressure  test  indicated  a  head  of  more  than  2  ft.  above  the  tops 
of  the  weep-holes  or  drain  pipes. 

At  times  certain  of  the  drainage  openings  yielded  muddy  water, 
instead  of  the  normally  clear  water.  In  the  opinion  of  the  writer, 
these  phenomena,  usually  temporary,  were  due  to  adjustments  in  the 
foundation  soil  caused  by  increases  in  loading  as  the  reservoir  refilled. 
In  a  few  instances  such  openings  were  grouted  shut,  rather  than  take 
any  chances  of  harmful  erosion  imder  the  footings. 

It  may  not  be  amiss  to  refer  here  to  another  phenomenon,  namely, 
that  in  a  number  of  pipes  which  are  sealed  into  weep-holes  and  com- 
municate through  the  footings  into  the  foundation  soil,  the  water 
level  remains  practically  at  the  top  of  the  pipes,  which  are  about  2  in. 
in  diameter  and  extend  about  6  in.  above  the  top  of  the  concrete 
footings.  These  pipes  do  not  actually  weep,  except  in  the  sense  that 
when  water  is  dipped  out  of  the  pipes,  they  refill  in  a  day  or  two,  but 
again  do  not  overflow.  The  possibility  is  indicated  that  capillary 
tension  over  the  surface  of  the  grovmd- water  rising  in  the  pipes  is 
sufficient  to  prevent  overflow,  but  the  writer  has  been  unable  to  advance 
any  explanation  which  is  satisfactory  to  himself. 

2. — Drainage  of  Bock  Foundation  at  New  Spillway. — In  the  case 
of  the  shale  forming  the  foundation  for  the  buttress  footings  of  the 
new  spillway,  there  is,  of  course,  no  danger  that  deep  drains  will 
facilitate  erosion  of  the  foundation.  This  is  especially  true  because 
of  the  fact  that  the  shale  contains  practically  no  lime  which  might  be 
taken  out  in  chemical  solution.  Moreover,  as  described  in  detail 
under  the  heading  "Geological  and  Foundation  Conditions",  the  rock 
contains  water-bearing  seams,  and  it  was  possible  that  ground-water 
communication  might  exist  between  the  reservoir  and  certain  springs 
which  appeared  in  the  area  excavated  for  the  new  spillway  footings. 
Hence  it  was  concluded  to  provide  more  drains  at  the  new  spillway 
than  in  the  foundation  soil  under  the  intact  portions  of  the  original 
structure. 

The  system  of  drainage  provided  at  the  new  spillway  consists  in 
general  of  three  deep  drains  per  bay,  placed  as  shown  in  the  typical 
sections  of  Plate  X.  The  drains  were  sunk  with  the  Calyx,  shot- 
drilling  apparatus.  In  the  bed-rock  they  remain  unlined.  Above  the 
shale,  however,  4-in.  pipes  were  sealed  as  well  as  possible  into  the 
rock  and  carried  up  at  least  to  Elevation  96,  in  order  that  leakage 
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might  be  detected  above  the  level  of  the  water  which  ordinarily  stands 
in  the  new  spillway  bays  as  high  as  the  elevation  of  the  horizontal 
drain  through  the  foot  of  the  spillway  apron  (Plate  X).  It  was 
practically  impossible  to  prevent  the  continuously  flooded  condition 
of  the  space  between  the  new  spillway  footings;  at  the  same  time,  this 
condition  has  the  merit  of  preventing  disintegration  of  any  shale  by 
ejcposure  to  the  atmosphere. 

The  up-stream  drain  of  each  trio  extends  down  to  Elevation  70, 
well  below  the  bottom  of  the  combination  cut-off  and  anchoring  wall. 
The  middle  and  down-stream  drains  extend  down  only  to  Elevation  75, 
which  elevation  also  is  below  that  of  the  bottom  of  the  cut-off.  The 
number  of  drains  was  increased  at  Bays  11  and  12,  being  the  two  most 
westwardly  bays  of  the  new  spillway;  and,  inasmuch  as  the  strata  slope 
upward  toward  the  west  bank,  it  is  probable  that  the  rock-water,  fol- 
lowing the  dip  of  the  strata,  will  be  intercepted  at  these  bays. 

Ever  since  the  deep  drains  of  the  new  spillway  were  sunk  there 
has  been  a  flow  of  rock-water  in  Bays  12,  13,  16,  and  19.  However, 
both  the  quality  of  the  water  and  its  relatively  constant  yield  prove 
that  there  is  little,  if  any,  direct  communication  between  such  rock- 
water  and  the  reservoir.  The  reservoir  pressure  doubtless  has  some 
influence  on  the  rock-water  in  question,  for  there  was  a  minor  increase 
in  the  yield  as  the  reservoir  gradually  refilled.  Yet  it  is  also  true  that 
during  "dry"  periods  the  rock-water  yield  has  decreased  somewhat,  even 
though  during  tlie  same  periods  there  was  but  little  fluctuation  in 
reservoir  level.  The  maximum  rock-water  pressure,  measured  at  the 
tops  of  the  new  spillway  drains,  was  equivalent  to  a  head  of  about 
2  ft.     The  drains  overflow  freely  into  the  surrounding  pools  of  water. 

In  view  of  the  drainage  system  provided  throughout  the  higher 
portions  of  the  structure,  it  appears  reasonable  to  assume  that,  if  the 
drains  are  not  frozen  shut  at  times  when  uplift  pressure  may  be 
accumulating  under  the  footings,  no  serious  uplift  pressure  is  to  be 
feared.  The  assumptions  of  uplift  pressure  under  the  "most  severe 
conditions  within  the  limits  of  reason",  as  set  forth  in  Table  3,  are 
based  on  the  drainage  provision  above  described. 

Curtain-Wall  and  Roof. — It  was  primarily  to  prevent  any  consider- 
able freezing  at  the  top  of  the  weep-holes  and  deep  drains  throughout 
the  higher  bulkhead  sections  of  the  dam  that  a  curtain-wall  and  roof 
were  constructed,  as  illustrated  in  the  typical  section  B-B  of  Plate  XII. 
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Manifestly,  an  ice  plug,  say,  6  in.  deep,  at  the  top  of  a  weep-hole  or 
drain  pipe,  would  for  practical  purposes  serve  to  confine  water  under 
the  footings  as  effectively  as  though  the  openings  had  been  filled 
with  concrete  and  made  a  part  of  the  footings. 

It  is  believed  that,  as  the  result  of  housing  in  all  bays  having 
deep  drains,  namely.  Bays  11  to  47,  inclusive  (Figs.  16  and  17),  the 
temperature  of  the  corresponding  footings  will  be  prevented  from 
falling  to  more  than  a  few  degrees  below  the  freezing  point.  During 
cold  weather  the  radiation  of  heat  outward  through  the  curtain-wall 
and  roof  will  be  largely  counterbalanced  by  the  radiation  upward  of 
heat  from  the  imfrozen  foundation  soil  and  by  the  further  radiation 
of  heat  from  the  reservoir  water  through  the  deck  of  the  dam  into 
the  enclosed  space.  Water  is  at  its  greatest  density  at  about  39°  Fahr,, 
with  the  density  gradually  decreasing  as  the  temperature  decreases 
to  the  freezing  point.  Consequently,  water  in  the  reservoir  under  an 
ice  covering  is  at  least  several  degrees  above  freezing  temperature; 
the  difference  may  be  as  great  as  7  degrees.  The  assumption  made  as 
to  the  effect  of  the  curtain-wall  and  roof  is  supported  by  observations 
said  to  have  been  made  at  various  hollow  dams  which  are  provided 
with  both  deck  and  apron,  thus  being  entirely  enclosed.  It  is  reported 
that  at  some  such  structures  freezing  does  not  occur  in  the  enclosed 
portions. 

As  soon  as  practicable  in  the  late  winter  of  1914  the  writer  had 
maximum  and  minimum  thermometers  placed  in  the  old  spillway 
section  of  the  Stony  River  Dam,  and  had  the  larger  openings  into 
that  section  closed  so  as  to  allow  a  series  of  records  to  be  made, 
covering  exterior  and  interior  temperatures.  Conditions  were  not 
favorable  for  conclusive  results,  because  the  reservoir,  of  course, 
had  been  emptied  at  the  time  of  failure,  thus  exposing  both  apron  and 
deck  to  the  cold,  with  the  result  that  the  only  source  of  heat  was  the 
foundation  soil  under  the  old  spillway.  Nevertheless,  even  these  obser- 
vations showed  clearly  that  variations  of  temperature  inside  the  enclosed 
spillway  section  were  far  less  than  the  corresponding  variations  in 
outside  temperature;  also,  that  periods  of  relatively  higher  and  lower 
temperature  inside  the  structure  lagged  considerably  behind  the  corre- 
sponding periods  of  relatively  higher  and  lower  temperature  outside. 

During  the  winter  of  1015-10  the  lowest  temperature  within  the 
enclosed  portions  of  the  dam  was  +  26"  Fahr.,  and  the  lowest  exterior 
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temperature  was  —  12°  Fahr.  Under  these  conditions  ice  formation 
has  taken  place,  but  not  of  a  serious  nature.  At  the  very  least,  the 
enclosing  of  the  bays  enables  the  attendant  to  inspect  carefully  the 
drainage  system,  regardless  of  weather  conditions,  and  also  protects  the 
operating  mechanism  of  the  outlet  gates.  When  ice  forms  within  the 
enclosed  portions,  the  attendant  can  readily  keep  it  broken  or  cut 
away  so  as  to  prevent  any  harmful  results. 

A  portion  of  the  curtain  was  constructed  in  the  form  of  a  roof, 
instead  of  continuing  the  wall  vertically  to  intersect  the  deck,  in 
order  to  avoid  enclosing  what  would  have  been  a  triangular  section 
at  the  top,  exposed  to  cold  air  on  the  down-stream  side  and  frequently 
to  the  ice  covering  of  the  reservoir  on  the  up-stream  side.  For  the 
bulkhead  section  between  the  old  and  new  spillways,  the  curtain- wall 
was  made  12  in.  and  the  roof  7  in.  thick,  and,  for  the  eleven  bays 
immediately  east  of  the  old  spillway,  the  thickness  of  the  curtain-wall 
was  reduced  to  6  in.,  the  roof  remaining  7  in.  in  thickness.  At  the  base 
of  each  curtain-wall  there  is  an  opening,  about  12  by  18  in.,  fitted 
with  a  wooden  flap  door,  as  shown  on  Plate  XII,  so  as  to  allow  the 
outward  flow  of  any  leakage  water,  but  at  the  same  time  to  keep  air 
currents  and  snow  out  of  the  enclosed  space.  Wooden  ladders  bolted 
to  the  buttresses  are  provided  between  the  walkway  and  the  floor  at 
each  enclosed  bay. 

In  addition  to  this  primary  purpose,  the  curtain-wall  and  roof 
furnish  effective  lateral  stiffening  for  the  buttresses.  The  writer  does 
not  suggest  that  the  bracing  of  the  buttresses  in  the  original  structure 
was  insvifficient,  yet  he  confesses  that  he  feels  better  satisfied  with 
the  buttresses  braced  by  the  curtain-wall,  especially  as  regards  the 
lower  portions  of  those  of  maximum  height,  where  originally  an  addi- 
tional lower  set  of  horizontal  brace-beams  might  have  been  desirable. 

Furthermore,  the  curtain-wall  tends  to  equalize  deflection  in  the 
foundation  soil  under  the  footings,  and,  consequently,  to  shift  the 
load  from  weaker  to  firmer  soil.  Finally,  the  curtain-wall  was  utilized 
in  a  minor  way  in  the  design  of  the  strengthening  of  the  intermediate 
flooring,  allowing,  as  it  did,  the  omission  of  transverse  reinforcement 
for  a  reasonable  distance  on  each  side  of  it. 

Excepting  for  these  secondary  functions  of  the  curtain,  it  would 
have  been  well  to  make  the  wall  and  roof  hollow,  for  instance,  by  the 
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use  of  cement  plaster  on  metal  lath.  A  hollow  construction  could  have 
been  obtained  with  concrete,  of  course,  but  at  a  sacrifice  of  economy. 
Hollow  construction  would  have  better  conserved  the  heat  available 
for  warming  the  enclosed  portions  of  the  bays.  Relative  to  this  it 
is  interesting  to  note  that  more  freezing  has  taken  place  in  the  eleven 
bays  immediately  east  of  the  old  spillway,  where  the  curtain-wall  is 
only  6  in.  thick,  than  in  the  remainder  of  the  enclosed  bays,  where  the 
wall  is  at  least  double  that  thickness. 

Leakage  in  Superstructure. — At  the  time  of  failure  there  were  pro- 
nounced leaks  at  certain  contraction  joints  in  the  deck.  In  the  type 
of  construction  used  the  deck  slabs  are  not  in  contact  with  each  other 
at  the  buttresses.  Instead,  a  tongue,  integral  with  the  buttresses  and 
varying  from  18  to  24  in.  in  width,  separates  the  slabs.  Contraction 
joints  exist,  therefore,  between  these  tongues  and  the  slabs,  over  all 
buttress  haunches.  It  appears  that,  in  the  original  construction, 
insufficient  care  was  taken  in  forming  these  joints,  with  the  result 
that  in  most  cases  they  did  not  fulfill  their  intended  functions,  and 
contraction  cracks  occurred  only  at  intervals  averaging  about  75  ft. 
The  tenacity  of  the  bond  in  certain  of  the  intended  joints  is  well  illus- 
trated in  Fig.  5,  which  shows  the  deck  of  Bay  18  overhanging  west- 
wardly  for  a  distance  of  about  13  ft.,  the  adjacent  Buttresses  17  and 
16  with  their  intermediate  deck  having  fallen  away  due  to  the  under- 
raining  of  the  buttress  footings.  Naturally,  such  joints  as  did  act 
opened  excessively  and  allowed  considerable  leakage  to  take  place. 

The  worst  leakage  of  this  kind  occurred  on  the  east  side  of  Buttress 
29,  where,  during  the  severely  cold  weather  obtaining  at  the  time  of 
the  failure,  ice  formed  to  such  an  extent  as  to  block  the  stairway 
leading  from  the  walkway  down  to  the  outlet  gate-operating  mechanism. 
It  was  considered  impracticable  to  attempt  to  reconstruct  all  the 
contraction  joints  so  as  to  make  them  perform  properly  their  intended 
function.  Instead,  all  joints  which  were  acting  too  freely  were  made 
as  nearly  water-tight  as  possible  by  cleaning  them  out  thoroughly, 
packing  them  with  tar-paper  placed  on  edge,  and  then  pouring  in 
hot  asphalt.  The  asphalt  has  a  tendency  to  flow  from  the  joints  during 
extremely  hot  weather,  but  it  is  believed  that  such  asjihalt  as  remains 
in  the  joints,  together  with  sediment  deposited  by  leakage  water,  will 
prevent  any  serious  leakage.  As  a  matter  of  fact,  the  joint  at  Buttress 
29    still   leaks   somewhat,    especially    in   cold    weather.      However,    by 
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reason  of  the  bay  being  enclosed  by  the  curtain-wall  and  roof,  the 
attendant  can  now  with  little  difficulty  clear  the  stairway  of  the  trilling 
quantity  of  ice  that  forms  during  severely  cold  weather. 

In  the  new  spillway  section  precautions  Avere  taken  to  insure 
positive  action  of  the  contraction  joints  by  covering  the  entire  sur- 
face of  such  joints  with  two  thicknesses  of  three-ply  tar-paper,  or 
the  equivalent  thereof.     The  leakage  here  has  been  inconsequential. 

Miscellaneous  Problems. 

Strength  of  Decks  and  Buttresses. — In  the  case  of  the  greatest 
flood  reasonably  to  be  anticipated,  the  deck  of  the  original  structure 
would  be  subjected  to  greater  loading  than  that  for  which  it  was 
designed.  The  resulting  increase  in  stresses  would  be  greatest  at  the 
bottom  of  the  upper  lift  of  the  deck,  namely,  at  Elevation  126.  Here 
the  maximum  stresses  with  head-water  at  Elevation  142.25  would  be 
approximately  22  000  lb.  per  sq.  in.  in  the  reinforcing  steel  and  800  lb. 
per  sq.  in.  in  the  concrete.  The  original  steel  is  reported  to  have  been 
purchased  under  a  guaranty  of  55  000  lb.  per  sq.  in.,  minimum  elastic 
limit,  and  the  concrete  was  of  a  character  warranting  the  assumption 
of  an  ultimate  strength  of  at  least  2  000  lb.  per  sq.  in.  in  90  days. 

Under  these  conditions,  it  did  not  appear  necessary  or  advisable 
to  strengthen  the  decks  of  the  original  structure.  Likewise,  it  was 
not  considered  necessary  to  strengthen  the  buttresses,  other  than  to 
give  them  the  benefit  of  the  incidental  stiffening  provided  by  the 
curtain- wall  previously  described. 

At  the  new  spillway  section,  on  the  other  hand,  it  was  considered 
proper  to  design  the  deck  for  a  loading  due  to  head- water  at  Elevation 
142.25,  notwithstanding  the  fact  that  the  new  spillway  deck  thus  has 
greater  strength  than  the  deck  of  the  original  portions  of  the  structure. 
Also,  the  thickness  of  the  buttresses  was  increased,  as  compared  with 
the  original  structure.  Above  Elevation  112  the  increase  in  thickness 
was  a  minimum  of  4  in.,  and  below  that  elevation  a  minimum  of  6  in. 
Furthermore,  the  new  buttresses  are  more  heavily  braced  laterally 
than  in  the  case  of  the  original  construction.  The  walkway  slab  is 
thickened  so  as  to  serve  as  a  brace-beam,  with  its  principal  dimension 
horizontal,  and  two  other  brace-beams,  with  their  principal  dimensions 
vertical,  are  provided  lower  in  the  structure.  Detailed  comparisons 
may  be  made  by  examining  the  data  on  Plates  X  and  XII. 


1006  RECONSTRUCTION   OF  THE   STONY   RIVER  DAM 

Increase  in  Storage  Capacity. — In  view  of  the  much  larger  spillway 
capacity  provided  in  the  reconstruction,  it  appeared  logical  to  make 
temporary  use  of  some  of  the  depth  over  the  spillway  by  providing 
increased  storage  capacity.  It  was  concluded  to  be  feasible  to  utilize 
in  this  way  approximately  3  ft.  of  the  6  ft.  6  in.  available  depth  over 
the  main  spillways.  Such  use  for  storage  purposes,  however,  is  tem- 
porary only  in  the  sense  that,  during  extraordinary  floods,  the  entire 
depth  over  the  main  spillways  must  be  available  for  flood  discharging 
purposes.  The  resulting  increase  in  the  available  storage  capacity 
was  approximately  380  000  000  gal.,  or  about  25%  (Fig.  10),  and  it 
afforded  a  certain  consolation  to  the  owner  for  the  heavy  expenditures 
entailed  by  the  failure  and  reconstruction  of  the  dam.  It  may  reason- 
ably be  said  that,  even  in  the  case  of  the  original  structure,  it  would 
have  been  possible  similarly  to  utilize  some  of  the  3  ft.  difference  in 
elevation  between  the  crest  of  the  spillway  and  that  of  the  bulkhead 
sections;  yet  it  is  equally  true  that  an  appreciable  quantity  of  addi- 
tional storage  could  have  been  obtained  only  at  the  risk  of  overtopping 
the  structure  during  floods. 

Flash-Board  Supports. — The  problem  involved  in  increasing  the 
available  storage  capacity  by  about  25%  was  to  provide  a  temporary 
dam,  in  other  words,  flash-boards,  which  would  fail  within  compara- 
tively narrow,  predetermined  limits  of  loading.  Thus,  it  was  impera- 
tive that  3-ft.  flash-boards  should  not  be  overtopped  by  more  than 
3  ft.  6  in.  at  the  very  maximum.  The  effect  of  the  use  of  such  3-ft.  flash- 
boards  on  the  flood  discharging  capacity  of  the  spillways  was  carefully 
considered,  and  a  number  of  hypothetical  cases  were  worked  out.  One 
of  these  cases,  previously  discussed  in  this  paper,  is  shown  in  Fig.  14, 
wherein  it  was  assumed  that,  with  the  greatest  flood  reasonably  to  be 
provided  for,  the  3-ft.  flash-boards  might  not  fail  until  the  head-water 
had  reached  an  elevation  5  ft.  above  the  base  of  the  flash-boards. 
The  result  of  such  studies  was  the  conclusion  that  the  use  of  flash- 
boards  would  not  affect  seriously  the  maximum  flood  discharging 
capacity  of  the  dam  as  reconstructed. 

It  was  impracticable  to  provide  at  small  cost  reliable  means  which 
would  cause  the  flash-boards  to  fail  with  head-water  3  ft.  over  the 
boards,  and  yet  not  fail  at  lower  elevations.  On  the  other  hand,  it 
is  highly  undesirable  that  the  flash-boards  should  fail  under  any  except 
the  more  severe  freshets;   otherwise  the   inconvenience  of  renewing 
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the  flash-boards  and  of  the  loss  of  the  3-ft.  depth  of  stored  water  would 
occur  too  frequently. 

Both  of  these  considerations  were  subservient  to  a  third  condition, 
namely,  that  the  means  of  lowering  the  flash-boards  or  causing  them 
to  fail  must  be  absolutely  automatic,  inasmuch  as  conditions  warranted 
the  employment  of  only  a  single  attendant,  and  at  the  critical  time 
he  might  be  absent  or  asleep,  or  might  for  any  other  reason  not  attend 
to  the  flash-boards  when  necessary.  Finally,  the  cost  of  the  flash-board 
provision  and  of  replacing  the  flash-boards  was  necessarily  to  be  made 
as  low  as  possible. 

For  the  purpose  of  meeting  the  foregoing  requirements,  the  writer 
had  about  seventy  experiments  made  on  steel  bars  or  ''pins"  to  serve 
as  flash-board  supports.  The  experiments  were  intended  chiefly  to 
find  a  material  which  would  fail  at  a  predetermined  stress,  but  would 
not  allow  the  pins  to  bend  considerably  at  lower  stresses.  It  was  also 
desired  that,  when  failure  occurred,  it  should  consist  in  the  pins 
snapping  off  at  approximately  the  elevation  of  the  spillway  crest,  thus 
allowing  the  crest  to  be  cleared  absolutely  of  all  obstruction  by  the 
flash-boards  and  their  supports.  The  experiments  were  performed  in 
the  outlet  channel,  where,  by  using  the  sluice-gates  and  the  previously 
accumulated  head  in  the  partly  refilled  reservoir,  it  was  possible  to 
duplicate  the  heads  which  would  exist  under  actual  operating  con- 
ditions, and  hence  use  flash-boards  and  supjMjrts  of  the  same  size  as 
under  actual  conditions. 

A  controlling  condition  was  the  fact  that  flash-board  sockets  had 
been  provided  in  the  original  spillway  3  ft.  6  in.  from  center  to  center. 
The  same  spacing  was  used  for  the  crest  of  the  new  spillway,  so  as 
to  allow  interchange  of  equipment.  The  scope  of  the  tests  covered 
various  conditions  of  head,  lengths  of  time  during  which  heads  were 
maintained,  and  degrees  of  turbulence  (akin  to  reservoir  wave  action), 
as  well  as  various  kinds  and  conditions  of  steel.  Inasmuch  as  it  was 
desired  to  avoid  the  use  of  pins  which  would  bend,  and  because  of 
previous  experience  with  wrought-iron  pins,  it  was  not  thought  worth 
while  to  spend  time  in  testing  pins  of  that  material.  However,  steel 
pins  were  tested,  including  soft  and  hard  steels.  The  highest  carbon 
content  was  approximately  1.40  per  cent. 

None  of  the  steel  pins  tested  in  their  natviral  condition  gave  satis- 
factory residts.     Those  made  of  steel  with  even  as  high  as  0.90  to 
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1.10%  carbon  (railway  spring  steel)  persisted  in  bending  before 
breaking,  whereas  steels  with  higher  carbon  content,  though  they  did 
not  bend  unduly,  were  erratic  as  to  the  head  or  load  at  which  they 
broke.  This  was  especially  true  of  tool  steels.  Practically  as  a  last 
resort,  the  writer  tried  the  process  of  hardening  the  steel;  that  is,  the 
pins  were  heated  and  then  hardened  by  plunging  into  cold  water. 
Even  under  these  conditions  satisfactory  results  were  obtained  only 
within  comparatively  narrow  limits.  The  softer  steels,  of  course,  would 
not  harden,  and  the  very  high  carbon  steels  became  the  more  erratic  in 
their  behavior  by  reason  of  such  hardening.  Round  pins  were  used, 
because  of  the  uniform  resistance  of  pins  of  circular  cross-section, 
no  matter  at  what  point  the  load  might  be  applied  (thus  making 
it  unnecessary,  in  this  regard  at  least,  to  exercise  care  in  placing 
the  pins). 

The  most  satisfactory  results  were  obtained  by  the  use  of  open- 
hearth  steel  with  a  carbon  content  varying  between  0.40  and  0.80% 
and  phosphorus  and  sulphur  contents  each  not  exceeding  0.05  per  cent. 
In  the  hardening  process  the  pins  were  heated  to  a  "cherry  red"  before 
quenching  in  cold  water.  The  heated  portion  extended  about  8  in. 
above  and  below  that  point  in  the  pin  which  when  in  place  would 
be  at  the  spillway  crest.  As  the  result  of  the  tests  on  hardened 
ppecimens  with  such  characteristics,  it  was  concluded  that  l^-in.  round 
pins,  with  carbon  content  of  0.62  to  0.77%,  aiming  at  0.72%,  and 
sulphur  and  phosphorus  contents  limited  as  above,  would  fail  at 
approximately  the  predetermined  point,  viz.,  when  the  elevation  of  the 
head-water  was  about  4.3  ft.  above  the  main  spillway  crests,  or  about 
1.3  ft.  above  the  top  of  3-ft.  Hash-boards.  It  was  also  concluded  that 
such  pins  would  not  bo  subject  to  excessive  temporary  or  permanent 
deflections  before  breaking. 

As  it  was  impracticable  to  wait  for  further  tests  before  making  the 
final  selection  of  the  supporting  pins  to  be  used,  two  sets  were  ordered 
for  each  spillway,  together  with  a  sufficient  number  of  extra  pins  to 
allow  for  making  confirmatory  tests.  Subsequent  analysis  showed  that 
the  pins  delivered  actually  liave  a  carbon  content  of  0.G8  per  cent. 
The  flash-board  pin  sockets  in  both  old  and  new  spillways  were  adjusted 
by  grout  filling  to  a  uniforiM  depth  of  18  in.  The  pins  wore  cut  to 
4  ft.  O-in.  lengths,  so  as  to  allow  them  to  i)roject  3  ft.  vertically  above 
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the  spillway  crests.  Seasoned  spruce  planks  were  used  as  flash-boards, 
with  an  actual  net  height  of  2.78  ft.  above  the  spillway  crests. 

The  linal  tests,  made  on  pins  chosen  at  random  from  those  pur- 
chased for  actual  service,  showed  exceedingly  satisfactory  results.  In 
no  cases  where  the  conditions  were  equivalent  to  those  of  actual 
service  did  the  pins  fail  at  heads  of  less  than  4.0  ft.,  nor  did  they 
longer  than  momentarily  withstand  without  failure  heads  of  more 
than  4.G  ft.  above  the  base  of  the  flash-boards.  Moreover,  the  maximum 
temporary  deflection  above  the  top  of  the  sockets,  with  the  head-water 
at  elevations  slightly  less  than  that  at  which  failure  occurred,  was 
only  about  10°  down  stream  from  the  vertical.  In  those  instances 
where  the  head-water  was  allowed  to  subside  to  zero  after  having  very 
nearly,  but  not  actually,  attained  the  predetermined  elevation,  the 
pins  showed  a  permanent  deflection  or  set  of  less  than  3°  from  the 
vertical.  The  results  of  these  tests,  made  in  the  outlet  channel,  showed 
surprisingly  little  difference  between  the  effects  of  turbulent  and  of 
still  head-water. 

The  apparent  brittleness  of  the  hardened  pins  is  the  more  remark- 
able in  view  of  the  '"qualifying"  test  to  which  the  pins  had  been  sub- 
mitted after  they  had  been  hardened,  viz.,  they  had  been  dropped  from 
the  crest  of  the  dam  to  the  concrete  flooring  of  the  outlet  channel, 
a  distance  of  more  than  50  ft.  In  order  to  make  doubly  certain  that 
defective  bars  were  eliminated,  each  pin  was  dropped  twice  in  this 
manner.  Sometimes  they  fell  across  previously  dropped  pins,  thus 
concentrating  the  impact  at  a  single  point  of  the  pin.  Yet  very  few 
which  were  put  through  this  conclusive  test  were  thereby  broken. 
This  "qualifying"  test  was  applied,  not  merely  to  the  pins  used  for 
the  confirmatory  tests  in  the  outlet  channel,  but  to  all  jjins  which 
were  placed  in  actual  service. 

With  regard  to  the  sensitiveness  of  the  pins  in  question,  the  results 
of  an  earlier  test  may  be  of  interesr.  In  that  test  ly\-in.  round 
pins,  with  carbon  content  of  0.62%,  were  used  at  the  regular  intervals 
of  3  ft.  6  in.  to  support  flash-boards  about  38  in.  high.  The  head- 
water was  maintained  for  lOJ  hours  at  an  elevation  approximately 
3.7  ft.  above  the  base  of  the  flash-boards.  At  the  end  of  that  period 
the  head  was  increased  to  4.2  ft.,  and  within  a  few  minutes  two  of  the 
three  pins  under  test,  supporting  three  panels  of  flash-boards,  snapped 
off  simultaneously  at  the  top  of  the  sockets. 
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Since  the  reconstruction  of  the  dam  has  been  completed,  the  head- 
water, with  the  flash-boards  in  place,  has  reached  Elevation  139.83, 
which  is  about  12|  in.  over  the  top,  and  3.83  ft.  above  the  base,  of 
the  flash-boards.  The  supporting  pins  met  the  expectations,  as  none 
failed,  despite  the  fact  that  they  were  vmder  severe  load  for  several 
hours.  Subsequently,  the  flash-boards  were  taken  down  for  the  winter, 
and  it  was  found  that  the  pins  had  suffered  no  permanent  deflection. 

Underpinning  Problems  at  the  New  Spillway. — The  original  footings 
of  Buttress  10,  which  was  left  intact  and  forms  the  west  abutment 
of  the  new  spillway,  were  about  22  ft.  higher  than  the  footings  of 
the  adjacent  new  Buttress  11,  and  about  27  ft.  higher  than  the  footings 
of  new  Buttress  12.  The  footings  of  the  latter  buttresses  rest  on 
bed-rock,  whereas  the  original  footings  of  Buttress  10  rested  on  the 
clayey  over-burden.  Evidently,  it  was  necessary  to  provide  secure  sup- 
port for  Buttress  10  as  well  as  to  insure  the  stability  of  the  foundation 
soil  under  the  adjacent  (up-hill)  portion  of  the  original  structure. 
This  was  accomplished  by  underpinning  Buttress  10  with  a  retaining 
wall  founded  on  bed-rock.  In  this  manner  it  was  possible,  in  effect, 
to  extend  the  footings  of  Buttress  10  down  to  rock  and,  at  the  same 
time,  prevent  the  lateral  displacement  of  the  soil  under  the  adjacent 
footings.  The  retaining  wall  was  extended  down  stream  as  a  portion 
of  the  new  spillway  channel,  and  decreases  in  height  as  the  channel 
swings  away  from  the  west  bank.  It  is  of  reinforced  concrete,  and  is 
of  substantial  proportions  for  a  sufficient  distance  down  stream  from 
the  footings  of  Buttress  9  to  confine  adequately  the  foimdation  soil 
immediately  down  stream  from  that  portion  of  the  dam,  as  shown 
by  Figs.  16  and  17. 

The  type  of  construction  of  the  underpinning  at  Buttress  10  is 
illustrated  in  Figs.  25  and  26,  which  show  the  underpinning  in  suc- 
cessive stages  of  construction.  To  avoid  the  necessity  of  temporary 
shoring  under  Buttress  10,  relatively  narrow  excavations  were  first 
made  for  the  4-ft.  wide  counterforts,  leaving  the  intermediate  soil  to 
take  the  weight  of  the  buttress  and  its  overhanging  footing  (which  was 
not  removed).  Due  to  the  character  of  the  soil  in  question,  it  was 
impracticable  to  allow  the  buttress  to  be  supported  in  this  manner 
for  any  considerable  length  of  time.  Fortunately,  no  severe  rains 
occurred  in  the  meantime,  and  the  counterforts  were  constructed  with- 
out mishap  up  to  the  bottom  of  the  footings.    Then,  by  means  of  holes 


Fiii.   25. — Underpinning  at  Buttress  10. 


Fig.   26.— Underpinning  at   Buttp.ess  10,  Stony  River  Dam. 
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drilled  through  the  footings,  grout  was  forced  between  the  surfaces  of 
contact.  Subsequently,  the  counterforts  took  the  load  without  notice- 
able sinking  on  the  part  of  Buttress  10. 

As  soon  as  the  concrete  in  the  counterforts  had  set  sufficiently,  a 
reinforced  concrete  panel,  4  ft.  thick,  was  constructed,  bearing  against 
shoulders  which  had  been  left  in  the  counterforts.  The  concrete  in 
this  panel  was  poured  directly  against  the  clayey  bank,  so  as  to 
prevent  the  formation  of  voids  and  consequent  settlement.  All  voids 
left  immediately  under  the  footings  were  filled  with  grout,  not  so  much 
to  enable  the  west  half  of  the  Buttress  10  footings  to  transmit  load 
into  the  foundation  soil  as  to  prevent  lateral  displacement  of  the  soil 
underlying  Buttress  9  and  its  footings.  The  retaining  wall  panels 
were  provided  with  weep-holes  in  order  to  drain  adequately  the  sup- 
ported soil. 

In  view  of  the  fact  that  Buttress  10  now  is  founded  on  rock, 
whereas  the  adjacent  westward  Buttress  9  rests  on  clayey  soil,  it  is 
probable  that  the  footings  of  the  latter  will  deflect  more  than  those 
of  the  former  in  transmitting  vertical  load.  Such  inequality  in  deflec- 
tion would  cause  undesirable  stresses  in  the  footings  of  Bay  10  were 
it  not  for  a  vertical  seam  which  was  cut  entirely  through  the  flooring, 
along  the  center  line  of  the  bay.  Thus  the  footings  of  the  adjacent 
buttresses  can  act  independently  as  far  up  stream  as  the  cut-off  wall. 
The  deck  of  Bay  10  will  presumably  adjust  itself  to  any  such  unequal 
deflection  without  ill  effects. 

At  the  east  side  of  the  new  spillway  a  like  problem  was  encountered 
in  connection  with  the  footings  of  Buttress  19.  It  was  treated  in  a 
similar  manner,  though  an  additional  counterfort  was  constructed. 
Here,  too,  a  retaining  wall  was  extended  down  stream  to  form  the 
east  wall  of  the  new  spillway  channel,  supporting  the  west  flank 
of  the  fill  which  was  made  immediately  down  stream  from  the  dam 
between  the  old  and  new  spillways. 

Toe  Protection  at  Old  Spillway. — The  channel  down  stream 
from  the  old  spillway  has  a  concrete  mat  9  in.  thick,  the  mat  having 
been  placed  on  crushed  stone  which  covered  the  original  ground 
surface  to  a  depth  of  4  in.  In  the  reconstruction  it  was  felt  that, 
considering  the  possible  effects  of  frost,  in  the  way  of  heaving  the 
channel  mat,  and  of  scour  at  the  down-stream  end  of  the  mat,  such 


1014 


RECONSTRUCTION   OF   THE   STONY    RIVER  DAM 


construction  could  hardly  be  considered  permanent,  and  it  appeared 
to  be  wise  to  make  more  substantial  provision. 

This  took  the  form  of  additional  toe  protection,  rather  than  of  doing 
away  with  the  original  channel  mat  and  substituting  a  relatively  expen- 
sive, heavier  mat.  The  principal  features  of  such  toe  protection  are 
shown  in  Fig.  27.    The  row  of  10  by  10-ft.  mat  slabs  immediately  down 
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TOE-WALL  AT  OLD  SPILLWAY 
Fig.    27. 


stream  from  the  old  spillway  apron  bucket  was  taken  out,  and  excava- 
tion was  made  for  a  toe-wall  extending  to  a  depth  of  17  ft.  below  the 
top  of  tlie  channel  mat  or  hearth.  This  toe-wall  was  designed  to  act  as 
an  anchoring  wall,  similar  in  this  respect  to  the  anchoring  walls  pro- 
vided for  the  bulkhead  portions  of  the  original  structure.  However, 
it  was  carried  to  a  greater  depth,  in  order  to  prevent  the  undermining 
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of  the  main  footings  of  the  old  spillway  in  case  the  channel  mat 
should  be  washed  away  in  whole  or  in  part. 

Here,  again,  the  toe-wall  forms,  in  eflFect,  an  extension  of  the 
original  footings.  Its  load  is  received  through  the  original 
toe  of  the  spillway.  However,  because  the  apron  of  the  spill- 
way had  been  cast  separately  from  the  footings  and  the  buttresses, 
it  was  impossible  to  utilize  the  apron,  as  originally  constructed,  to 
transmit  any  load  into  the  toe-wall,  except  in  so  far  as  the  weight  of 
the  apron  and  the  frictional  resistance,  along  the  surfaces  of  contact 
between  the  apron  and  buttresses,  were  concerned.  It  was  found 
advisable  to  utilize  the  apron  to  a  greater  extent  by  constructing  a 
so-called  floor-beam,  as  sho^vn  in  Fig.  27,  and  tying  the  apron  into 
the  floor-beam  with  the  steel  dowels  there  shown.  This  arrangement 
also  served  the  purpose  of  distributing  the  load  on  the  base  of  the 
buttress  over  a  greater  distance  (up  and  down  stream),  thus  reducing 
the  unit  load  on  the  concrete  in  proportion. 

In  addition  to  the  deep  toe-wall,  wing-walls  Were  extended  down 
stream,  as  shown  in  plan  on  Plate  XI.  The  inner  end  of  each  wing- 
wall  extends  to  the  same  depth  as  the  toe-wall,  but  the  outer  ends  are 
approximately  11  ft.  deep  below  the  top  of  the  mat.  The  wing-wall 
at  the  west  end  of  the  old  spillway  was  capped  by  the  concrete  of  a 
wasteway,  which  allows  any  excessive  head  of  water  in  the  channel 
immediately  down  stream  from  the  bays  of  maximum  height  to  relieve 
itself  into  the  old  spillway  channel.  The  new  fill  between  spillways 
has  been  protected  on  its  east  flank  along  the  old  spillway  mat  by 
the  construction  of  a  wall  of  sandstone  boulders  laid  in  cement  mortar. 

Anchoring  Wall  at  Heel  of  Gate  Sections. — At  Bays  30  and  31 
the  openings  from  the  reservoir  to  the  outlet  gates  prevented  the 
construction  of  the  standard  type  of  "heel"  shown  on  Plate  XII.  The 
upper  cantilever  member  of  the  anchoring  wall  would  have  interfered 
with  the  opening.  Therefore,  a  modified  method  of  construction  was 
used,  as  shown  on  Plate  XIII.  In  this  case  the  anchoring  wall  extends 
from  the  top  of  the  concrete  protection  mat,  immediately  up  stream 
from  the  gate  openings,  to  a  depth  of  about  15  ft.  below  the  original 
footings.  The  cantilever  arms  are  not  so  long  as  in  the  standard 
**heel",  for  the  reason  that  the  tie-steel  enters  the  anchoring  wall  at 
the  middle,  inclining  downward  from  the  original  footings.  The 
steel  bars  find  embedment  in  the  new  concrete  immediately  adjacent 
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to,  and  bonded  into,  the  lower  portions  of  Buttresses  29,  30,  and  31, 
as  shown  in  Section  B-B  of  Plate  XIII.  The  bars  were  encased  entirely 
in  concrete  to  protect  them  against  corrosion  in  the  foundation  soil. 

In  order  to  place  the  tie-steel,  holes  were  opened  by  blasting  through 
the  original  cut-off  wall,  and  tunnels  were  carried  upward  under  the 
footings  to  connect  with  openings  which  had  been  cut  down  through 
the  footings.  The  bars  were  then  placed  and  the  concrete  poured 
from  the  interior  of  Bays  30  and  31.  The  special  construction  at 
these  bays  was  simpler,  in  so  far  as  the  anchoring  wall  itself  was 
concerned,  but  was  more  expensive  than  the  standard  type  because 
of  the  necessity  of  placing  the  tie-steel  in  the  manner  described. 

Outlet  Channel. — The  outlet  channel  has  been  referred  to  and 
partly  described  in  preceding  portions  of  the  paper.  Its  purpose  is 
essentially  to  prevent  any  scour  which  might  result  either  from  dis- 
charge from  the  sluice-gates  or  from  water  flowing  over  the  inter- 
mediate spillway  which  extends  the  length  of  the  bulkhead  section 
between  the  old  and  new  main  spillways.  The  sides  of  the  channel 
are  constructed  as  retaining  walls  to  hold  the  down-stream  fill.  Lon- 
gitudinal and  transverse  cross-sections  of  the  outlet  channel  are  shown 
in  Fig.  24,  and  Plate  XI  shows  it  in  plan.  The  channel  extends  a 
total  distance  of  64  ft.  down  stream  from  the  toe  of  the  original  struc- 
ture, and  is  protected  by  a  cut-off,  about  12  ft.  deep,  penetrating  a 
bed  of  heavy  boulders.  The  details  of  this  structure  are  not  such  as 
to  warrant  further  description. 

A  connecting  channel  was  necessarily  constructed  to  lead  from 
the  outlet  channel  directly  down  stream  to  the  old  river-bed.  This 
change  of  stream  channel  has  a  further  advantage  in  that  it  protects 
the  lower  end  of  the  old  spillway  channel  mat  from  the  scour,  due 
to  sluice-gate  discharge,  to  which  it  was  subjected  under  the  original 
construction. 

Materials  of  Construction. 
Cement. — The  cement  for  the  work  of  reconstruction,  as  also  that 
for  the  original  construction,  was  furnished  by  the  Alpha  Portland 
Cement  Company,  and  all  the  cement  for  the  reconstruction  came 
from  its  Lehigh  Valley  mills.  The  cement  was  required  to  meet  the 
Specifications  of  the  American  Society  for  Testing  ^Materials  plus  those 
spocifications  of  the  United  States  Government  (Bureau  of  Standards) 
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pertaining  to  insoluble  residue  and  loss  on  ignition.    It  was  tested  at 
the  mills  by  representatives  of  tbe  Pittsburgh  Testing  Laboratory. 

Stone. — Crushed  sandstone  was  used  for  the  concrete  aggregate. 
It  was  quarried  from  ledges  exposed  along  the  mountain  side  within 
convenient  distance  of  the  work.  Three  quarries  were  opened;  two  of 
these  required  short  hauls  on  the  temporary,  standard-gauge  railroad, 
and  the  third  furnished  rock  to  the  crushers  directly  by  small  cars 
operating  on  a  narrow-gauge  track.  The  cost  of  quarrying  was  heavy, 
inasmuch  as  the  ledges  were  in  no  case  of  great  depth,  and  the  cost  of 
stripping  was  therefore  proportionately  high. 

In  view  of  the  relatively  high  cost  of  the  materials  for  concrete, 
sandstone  boulders  were  utilized  to  as  great  an  extent  as  possible. 
Tliese  boulders  were  ordinarily  of  one-man  size,  and  either  were  found 
in  the  river-bed  or  were  yielded  by  the  excavation  for  anchoring  walls, 
cut-off  extensions,  etc.  The  larger  proportion  of  the  boulders  was 
found  in  the  excavations  near  the  middle  of  the  valley. 

Sand. — As  in  the  case  of  the  original  construction,  sand  was 
obtained  by  crushing  and  rolling  the  native  sandstone,  though  the 
product  was  not  the  best  that  could  be  desired.  Probably  the  chief 
defects  in  the  sand  were  its  inferior  grading,  and  especially  the  large 
proportion  of  fixies.  Nevertheless,  the  resulting  concrete  was  accept- 
able, as  shown  by  tests  made  from  time  to  time  on  standard  specimens 
cast  in  most  cases  from  concrete  taken  directly  from  the  mixer  in  the 
regular  course  of  the  work.  The  specimens  were  shipped  to  Pittsburgh 
to  be  tested. 

Steel. — Open-hearth  reinforcing  steel  was  furnished  by  the  Carnegie 
Steel  Company,  under  the  June  1st,  1912,  Standard  Specifications,  of 
the  American  Society  for  Testing  Materials,  for  cold-twisted,  steel 
reinforcing  bars.  Thus  the  steel  was  required  to  show  a  minimum 
yield  point  of  55  000  lb.  per  sq.  in.  The  standard  design  data,  as  used 
for  the  cold-twisted  bars,  may  be  of  general  interest,  and  are  therefore 
submitted  in  Table  6. 

Classes  of  Concrete  Construction. — Four  standard  classes  of  con- 
crete construction  were  used  in  the  reconstruction,  and,  on  the  basis 
of  these  classes,  working  stresses  for  use  in  design  were  specified,  as 
follows : 

Class  A-1. — Reinforced  concrete;  proportions  l:2;J:3f;  allowable 
working  stress  for  steel,  18  000  lb.  per  sq.  in. ;  for  concrete, 
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TABLE  6. 


-Standard  Design  Data  for  Cold-Twisted  Square  Steel 
Bars. 
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Note.— Use  no  5^-in.  bars  except  under  especially  approved 
conditions. 

Use  }^-in.  bars  only  where  unavoidable,  e.  y.,  for  slabs  only  6  or 
8  in.  thick. 

As  far  as  possible  use  bars  of  same  diameter  in  same  portion  of 
structure,  so  to  avoid  confusion. 

Wherever  possible,  bar  lengths  are  to  be  specified  to  nearest 

Bars  should  not  be  specified  more  than  40  ft.  long;  and  ordi- 
narily not  more  than  30  ft.  long. 

IJse  no  clamps  for  splicing  unless  there  is  no  other  recourse. 

♦These  dimensions  apply  likewise  to  distance  from  end  of  bar 
to  nearest  concrete  surface.  Where  bottom  of  slab  is  cast  on 
ground,  allow  1  or  2  in.  extra  depth  of  embedment. 

tWhere  available  length  for  straight  embedment  is  less  than  90%  of  standard  length, 
use  180°  bend.     (See  diagram.)     Letters  in  parentheses  refer  to  classes  of  concrete. 

JBars,  in  general,  should  not  be  farther  from  center  to  center  than  the  distance  from 
outer  compression  fiber  of  concrete  to  center  of  steel. 

700  lb.  per  sq.  in.  This  was  used  almost  solely  in  the  footing 
strengthening,  because  the  protected  condition  of  the  concrete 
there  warranted  taking  advantage  of  the  economy  resulting 
from  the  highest  practicable  working  stresses. 

Class  A-2. — Reinforced  concrete;  proportions  1 :  2;J  :  3|  (the  same 
as  those  for  the  preceding  class)  ;  allowable  working  stress  for 
steel,  IG  000  lb.  per  sq.  in. ;  for  concrete,  500  lb.  per  sq.  in.  This 
class  of  construction  was  used  for  the  deck,  apron,  and  brace- 
beams  of  the  new  spillway;  also  for  all  reinforced  concrete 
retaining  walls. 

Class  B. — lleiuforced  concrete;  proportions  1:2.^:4.?.  This  class 
of  construction  was  used  where  the  design  was  not  limited  to 
the  bare  requirements  measured  by  allowable  working  stresses. 
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and  where  the  quantities  of  concrete  were  ample.  It  was  used, 
for  instance,  in  the  buttresses  of  the  new  spillway,  the  anchor- 
ing walls  at  heel  and  toe  of  the  original  structure  (excepting 
the  toe- wall  at  the  old  spillway),  curtain-walls  and  roofs,  main 
parapet  of  the  outside  bulkhead  sections,  floor  of  the  outlet 
channel,  and  the  hea\'y  mat  of  the  new  spillway  channel. 
Class  C. — Plain  concrete ;  proportions  1 :  3i :  5  J.  In  general,  this 
class  of  construction  had  no  reinforcement,  except  for  tem- 
perature stresses  and  the  like.  It  was  used  for  the  buttress 
footings  and  the  combination  anchoring  wall  and  cut-oii  of 
the  new  spillway,  the  counterforted  retaining  walls  under- 
pinning Buttresses  10  and  19,  all  cut-off  wall  extensions  and 
the  toe-wall  at  the  old  spillway.  In  the  latter  case,  especially, 
as  well  as  in  certain  other  places,  considerable  quantities  of 
boulders  were  incorporated  in  the  Class  C  concrete.  It  was 
specified  that  boulders  should  not  constitute  more  than  40%  of 
the  total  volume,  and  that  they  should  not  interfere,  or  be  in 
contact,  with  reinforcing  steel. 

Construction  Methods  and  Equipment. 

The  total  quantity  of  concrete  involved  in  the  reconstruction  and 
strengthening  work  was  approximately  10  160  cu.  yd.,  according  to  the 
plans;  actually,  about  11  TOO  cu.  yd.  (including  boulders)  were  placed, 
the  discrepancy  of  about  15%  being  due  principally  to  over-run  in 
trench  excavation.  The  quantity  of  concrete  reported  to  have  been 
placed  during  the  original  construction  of  the  dam  was  11  800  cu.  yd. 
Evidently,  the  reconstruction  was  by  no  means  a  small  matter  as  com- 
pared with  the  original  construction.  The  quantities  involved  in  each 
case  were  less  than  those  which  would  have  been  required  had  a  dam 
of  the  solid  masonry  type  been  constructed;  yet  the  complexities 
involved  in,  and  the  attention  to  detail  required  by,  the  type  of  construc- 
tion actually  used  were  very  much  greater  than  would  have  been  neces- 
sary in  the  case  of  a  solid  dam. 

The  construction  methods  were  essentially  like  those  used  in  the 
original  construction  work,  and  described  elsewhere.*  In  view  of  that 
fact,  it  does  not  seem  proper  to  occupy  space  in  this  paper  with  any 
detailed  description  of  the  construction  methods.    As  a  matter  of  fact. 


♦  Engineering  News,  January  22d,  1914. 
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certain  special  methods  of  procedure  applied  in  the  reconstruction 
have  already  been  described  in  connection  with  the  discussion  of  the 
governing  features  of  design. 

Construction  Equipment. — As  soon  as  practicable  after  the  writer 
had  been  engaged  to  investigate  the  foundation  conditions  and  deter- 
mine the  feasibility  of  reconstructing  the  dam  so  as  to  be  safe,  work 
was  begun  on  a  standard-gauge  railroad  connection.  This  was  made, 
aa  in  the  case  of  the  original  construction,  with  the  standard-gauge 
logging  railroad  of  the  Parsons  Pulp  and  Paper  Company,  but  at  a 
point  nearer  the  dam  site  and  about  16  miles  from  Dobbin,  W.  Va.,  on 
the  Western  Maryland  Railroad.  The  connecting  spur  added  a  little 
more  than  2  miles  to  the  distance.  It  was  constructed  at  a  cost  of 
about  $3  000  per  mile  for  grading  the  road-bed,  ballasting,  cross-ties  in 
place,  and  laying  rails,  though  not  including  the  cost  of  the  rails. 

This  low  cost  was  due  to  the  fact  that,  in  the  construction  of  this 
spur,  no  pretense  was  made  of  keeping  curvature  and  grades  within 
ordinary  limits,  nor  was  much  attention  paid  to  ballasting  the  road-bed. 
The  maximum  curvature  was  31°  15',  and  the  maximum  grade  was 
12.4  per  cent.  For  a  considerable  distance  the  grade  averaged  9.8 
per  cent.  The  contour  of  the  ground  was  followed  closely,  and  the 
greatest  part  of  the  work  of  grading  consisted  in  taking  out  boulders 
with  which  the  ground  was  strewn.  Small  streams  were  bridged  with 
tree-trunk  stringers  or  cribbing. 

The  rails  were  new,  85  lb.  per  yd.,  and  were  carried  on  heavy  ties, 
which,  however,  were  spaced  at  greater  than  standard  distances.  After 
the  reconstruction  was  completed,  the  rails  were  taken  up  and  trans- 
ferred for  permanent  use  by  the  owner  in  lumbering  operations. 

Despite  the  inferior  character  of  the  roadbed,  no  accidents  worthy 
of  note  occurred,  and  the  results  were  such  as  to  justify  what  might 
have  been  an  inadequate  expenditure  for  railroad  connection,  had  it 
not  been  for  the  relatively  heavy  rails.  The  owner  supplied  a  42-ton 
geared  engine  from  its  West  Virginia  lumbering  operations,  and  three 
of  its  own  standard  40-ft.  flat  cars  which  wore  used  principally  for 
transporting  rock  from  the  quarries  to  the  crushers.  The  engine  was 
able  to  handle  one  standard  loaded  box  car  at  a  time  up  the  maximum 
grade.    Fortunately,  the  grade  favored  in-bound  freight. 

A  Marsh-Capron  mixer,  of  f  cu.  yd.  capacity,  steam-engine  driven, 
mixed  the  concrete  and  delivered  it  into  buckets  of  1*  cu.  yd.  capacity. 
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set  on  flat  cars.  These  cars  were  run  on  a  narrow-gauge  track  from 
the  mixer  out  to  a  point  near  the  west  abutment  of  the  dam  and  directly 
under  a  3-ton  Lidgerwood  cableway.  The  cableway  was  of  1  000  ft. 
span,  and  was  used  in  turn  to  deliver  the  buckets  of  concrete  either  to 
hoppers  and  chutes  for  distribution  laterally  and  imder  the  deck  of  the 
original  structure,  or,  in  the  case  of  the  new  spillway  buttresses,  into 
wooden  bucket  cars  which  ran  on  portable,  narrow-gauge  tracks  along 
the  top  of  the  buttress  forms,  and  thus  allowed  the  concrete  to  be 
deiwsited  near  the  ends  of  the  forms.  The  cableway  was  also  of  general 
utility  in  shifting  equipment  and  forms,  transporting  reinforcing 
steel,  etc. 

Steam  was  furnished  both  from  a  main  plant,  consisting  of  two 
lOO-h.p.  boilers,  on  the  west  hillside  just  above  the  spur  railroad  track, 
and  also  from  smaller,  individual  boilers  placed  at  different  parts  of 
the  work  from  time  to  time,  according  to  immediate  needs.  Such 
boilers  were  especially  necessary  during  cold  weather  because  of  the 
condensation  in  the  long  pipe  line  from  the  main  boiler  plant.  The 
walkway  through  the  original  structure,  and  continuing  through  the 
new  spillway,  served  as  a  convenient  carrier,  on  which  were  placed 
water,  steam,  and  compressed  air  pipes,  which  were  tapped  wherever 
necessary.  "Water  was  supplied  from  a  duplicate  set  of  steam  plunger 
pumps,  which  were  set  up  in  Bay  30  and  took  water  from  a  sump  fed 
from  the  river  by  the  20-in.  sluice-gates. 

An  8  by  10-in.  compressor  proved  to  be  a  great  utility,  especially 
in  connection  with  the  very  convenient  Ingersoll-Eand  "jack -hammer" 
di'ills.  The  latter  were  used  to  drill  holes  in  the  original  concrete,  for 
the  purpose  of  embedding  steel  dowels,  or  for  blasting — as  was  especially 
necessary  in  cutting  out  the  base  of  the  deck  to  allow  the  passage  of 
the  tie-steel  from  the  anchoring  wall  at  the  heel.  These  air  drills  were 
also  used  for  roughening  the  original  concrete  wherever  necessary. 
Operated  by  steam,  they  proved  only  fairly  satisfactory  for  drilling 
purposes  in  the  stone  quarries,  but  were  displaced  later  by  a  standard 
Sullivan  steam  drill. 

For  pumping,  an  8-in.  centrifugal  pump  and  a  portable,  gasoline- 
engine  driven,  4-in.  diaphragm  pump,  were  used  as  much  as  possible, 
but  in  the  deeper  trenches  steam  siphons  were  used. 

Cold-Weather  Concreting  Precautions. — Concrete  was  placed 
throughout  the  winter  of  1914-15  under  temperatures  as  low  as  10° 
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Fahr.  The  principal  precautions  to  prevent  concrete  from  freezing 
were:  First,  the  water  used  in  mixing  the  concrete  was  heated  so  that 
the  temperature  of  the  mixed  batch,  after  being  away  from  the  mixer 
several  minutes,  was  about  55°  to  75°  Fahr.  The  water  was  heated  by 
live  steam  to  a  temperature  considerably  higher  than  that  last  men- 
tioned because  the  aggregate  absorbed  much  heat  from  the  mortar  of 
the  batch,  despite  the  fact  that  steam  pipes  were  used  in  the  sand  and 
crushed  stone  supply  bins  to  heat  these  materials  also. 

Secondly,  the  concrete  or  earth  surfaces  against  which  new  concrete 
was  to  be  poured  were  thawed  out  or  warmed.  This  was  accomplished 
with  a  jet  of  live  steam  which  at  the  same  time  served  to  clean  thor- 
oughly the  surfaces  of  old  concrete. 

Thirdly,  the  freshly  poured  concrete  was  covered  with  canvas.  The 
canvas  covering  was  usually  arranged  so  as  to  leave  an  air  space  which, 
under  especially  severe  temperatures,  or  with  thin  concrete,  was  warmed 
with  coal-burning  salamanders  or  gasoline  torches.  At  times,  also,  live 
steam  was  turned  in  under  the  covering  until  the  concrete  had  attained 
a  sufficient  set. 

As  the  result  of  such  precautions,  little  concrete  was  frozen.  Those 
surfaces  which  were  frost-bitten  were  usually  in  places  where  the  con- 
crete was  relatively  massive,  and  precautions  had  consequently  been 
relaxed. 

Cost. — Despite  the  fact  that  approximately  the  same  quantity  of 
concrete  was  placed  in  the  reconstruction  and  strengthening  as  in  the 
original  construction,  the  later  work  was  done  at  a  considerably  less 
total  cost,  due  principally  to  the  fact  that  much  of  the  new  concrete 
was  comparatively  massive.  Nevertheless,  the  new  work  required  more 
attention  and  care  than  if  the  work  had  been  entirely  of  a  standard 
nature  and  free  from  the  conditions  imposed  by  the  existence  of  the 
original  structure.  Only  about  25%  of  the  total  cost  of  the  reconstruc- 
tion and  strengthening  was  expended  in  rebuilding  (as  a  new  spillway) 
the  portion  of  the  dam  between  Buttresses  10  and  19.  Had  this  portion 
been  rebuilt  as  a  bulkhead  section,  rather  than  as  a  new  spillway,  the 
proportion  of  the  total  cost  involved  therein  would  have  been  even  less. 
The  remainder  of  the  cost  was  expended  in  strengthening  the  original 
structure  and  in  providing  features  which  had  not  at  first  been  sup- 
plied.    A   considerable   quantity   of   work,   especially   in   the  form   of 
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cut-off  wall  underpinning,  was  not  anticipated  at  the  beginning  of  the 
reconstruction. 

Due  to  the  facts  that  the  new  work  was  scattered  over  the  entire  site 
and  that  it  was  carried  on  through  the  winter,  the  unit  costs  were 
necessarily  high.  The  fact  that  the  work  did  not  conform  to  standards 
(except  iu  the  case  of  the  new  spillway  superstructure,  which  constituted 
a  small  proportion  of  the  whole)  also  contributed  to  such  high  unit 
costs.  For  the  same  reason,  the  unit  costs  are  not  of  general  value. 
Thus  the  monthly  average  costs  for  excavation,  exclusive  of  charges 
for  plant  and  overhead  expenses,  varied  from  $0.51  for  new  spillway 
channel  excavation  to  $7.68  per  cu.  yd.  for  excavation  required  for 
underpinning  the  original  cut-off  near  the  center  of  the  valley.  The  cor- 
responding costs  for  concrete  varied  from  $3.40  per  cu.  yd.  in  place  for 
Class  C  concrete  in  cut-off  extensions  to  $13.43  per  cu.  yd.  for  Class  B 
concrete  in  curtain-wall  and  roofs. 

The  results  attained  in  the  reconstruction  and  strengthening  of  the 
Stony  River  Dam  could  have  been  secured  at  far  less  cost — undoubtedly 
less  than  half  the  cost  of  reconstruction — had  the  features  involved  been 
incorporated  in  the  original  construction.  •"' 

Personnel. 

In  his  capacity  as  Consulting  Engineer  in  charge,  the  writer  made 
inspection  trips  to  the  work  about  twice  each  month,  after  the  recon- 
struction had  been  begun  in  earnest.  Mr.  D.  N.  Showalter  represented 
the  writer  as  Resident  Engineer  throughout  the  entire  reconstruction. 
Mr.  C.  W.  Hotaling  was  Superintendent  of  Construction,  having  filled 
the  same  position  for  the  Ambursen  Hydraulic  Construction  Company 
after  it  took  over  the  original  construction  work  in  March,  1913. 

The  writer  desires  to  take  this  opportunity  to  express  his  apprecia- 
tion of  the  whole-hearted  co-operation  of  Messrs.  Showalter  and 
Hotaling,  as  well  as  of  the  executive  officers  of  the  West  Virginia  Pulp 
and  Paper  Company,  owner;  also  to  acknowledge  the  valued  advice  of 
Daniel  "W.  Mead  and  C.  V.  Seastone,  Members,  Am.  Soc.  C.  E.,  with 
whom  he  was  privileged  to  consult  on  several  occasions  during  the 
period  of  reconstruction. 
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DISCUSSION 


Mr.  J.  W.  Leuoux,*  M.  Am.  Soc.  C.  E.  (by  letter). — Mr.  Scheidenhelm 

^  °"^'  has  written  a  very  exhaustive  treatise  on  the  reconstruction  of  the 
Stony  River  Dam.  As  a  result  of  his  work  he  has  formed  two  impor- 
tant conclusions  with  which  the  writer  heartily  agrees  and  has  been 
advocating  for  a  great  many  years,  namely,  that  most  masonry  dams 
fail  due  to  sliding,  and  that  too  little  provision  is  made  for  excessive 
floods. 

Heretofore,  the  engineer  was  considered  conservative  when,  on 
a  small  water-shed,  he  provided  for  a  flood  of  250  ft.  per  sec.  per 
sq.  mile,  but  floods  of  several  times  that  size  are  likely  to  occur,  and 
it  is  only  a  question  of  time  before  they  do. 

Whether  provision  should  be  made  for  the  greatest  possible  flood 
that  will  probably  occur  at  intervals  of  a  calculated  number  of  years 
involves  several  questions: 

First. — Complete  provision  should  be  made,  if  otherwise  lives  may 
be  lost. 

Second. — If  only  damage  to  property  and  the  structure  itself  is 
involved,  then  it  becomes  a  question  of  whether  the  cost  of  making 
complete  provision  is  greater  or  less  than  that  of  the  damage  when 
figured  on  a  present-worth  basis.  For  instance,  if  a  dam  is  seriously 
overtopped  once  every  50  years,  causing  a  wash-out  which  is  estimated 
to  cost  $20  000  to  repair,  and  the  cost  of  making  complete  provision 
to  prevent  that  overtopping  would  be  $10  000,  the  present  worth  of 
$20  000  to  be  spent  25  years  later  at  5%  is  about  $6  000;  so,  on  this 
basis,  it  would  be  engineering  prudence  to  take  a  chance,  provided  no 
other  inconvenience  or  damage  were  entailed  than  the  $20  000.  It 
involves  great  expense  in  many  cases  to  make  provision  to  take  care 
of  a  flood  equal  to  1  600  sec-ft.  per  sq.  mile.  Small  water-sheds  in  the 
eastern  part  of  the  United  States,  however,  are  subject  to  such  floods 
at  very  rare  intervals,  and  that  means  a  flow  corresponding  to  a  con- 
tinuous rainfall  of  about  2J  in.  per  hour. 

The  writer  visited  the  Stony  River  Dam  a  few  days  after  its  failure. 
The  following  is  an  extract  from  his  report  made  at  that  time: 

"The  caretaker,  Mr.  Kerr,  who  lives  with  his  wife  at  the  house 
close  to  the  dam,  stated  that  on  Wednesday  morning,  January  14th, 
about  nine  o'clock,  he  noticed  water  coming  through  muddy  on  the 
down-stream  side  of  the  dam  at  the  point  where  it  subsequently  failed. 
By  Wednesday  night  this  had  become  much  worse,  and  on  Friday 
morning  at  1  o'clock  lie  notified  Mr.  Allen  Luko.  one  of  the  members 
of  the  firm  of  the  West  Virginia  Pulp  and  Paper  Company,  that  he  was 
afraid  the  dam  was  going  to  break.  He  was  told  to  open  the  gates 
located  on  the  inside  of  the  dam.     He  stated  to  his  people  tliat  these 

•  Philadelphia,  Pa. 
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gates  could  uot  be  opened  on  account  of  the  stairway  leadiiio-  to  th^.n 
bemg  covered  with  ice   the  temperature  being  below  zero         "=        '^'"^ 

depth,  the  number  of  boulders  enco3eied   LTw.f    i     *'•  "^"^  *•?  '*' 
west  end,  and  so  notified  the  principals  of  the  P«.p,P       toward  the 

to  information  given  me  by  the  Superintendent  of  the  wSer  Lur^b.? 
Company,  these  engineers  concurred  in  the  recommendaTion  of  the 
local  engineers  that  it  would  be  safe  to  make  th;<,  nW^ 
of  the  quality  of  the  material  bein.v'e.^^ie^afsS,  °aS/gSvel* 
-  u  J  ^  ""/'  f""*  °*  **"=  •"■<="''•  *is  "I'-oS  wall  was  not  morf  fh„i' 
o  ft.  deep  and  about  21  ft.  in  thickness.     The  break  «tln^^^% 

itZZl  II  Ve'Tt^'  "'  ^f  "'^  ^f"  '«  f-tteT^amldT 
-a.Dutment  ly.      ihe  stepping  up  from  rock  to  earth  be«-an  suddpnlv 

s'$^?}o^p1n1t-reL^^ 

such  curtailment  of  depth  of  the  cut-off  trench.  ^ 

♦  .{^  aI'^^""  ^''^^  ''*'*  *^^^k  t^at  the  failure  of  the  dam  was  d„e 
w>WV^^'''^-  *^"  ^^  superstructure,  but  it  is  very  delr  that 
with  this  type  It  IS  no  more  safe  to  economize  on  the  depth  of  founda: 
tion  than  with  any  other,  because  if  it  is  built  on  an  earth  fouSion 
c^lrtTtX  pircf  ^:-^^  -^'^  ^^  '-  -^-^^^  .uantities,'7antri^ 
]J7fll  strongest  claim  of  the  advocates  of  the  hollow  dam,  particu- 

l1^UtiflT'.:\'^'"\1  "  --\—  economical  than'thrsoHd 
gravity  type,  but,  as  a  matter  of  fact,  on  account  of  its  structural 
complication,  with  its  forms,  reinforcement,  and  necessity  of  S^re 
expensive  concrete,  it  costs  not  much  less  for  equal  stability  and  utility! 


Mr. 
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Mr.      but,  in  order  to  make  the  comparison  more  favorable  to  their  type,  they 

Ledoux.  economize  in  the  foundations,  which,  in  the  writer's  judgment,  should 

be  as  thoroughly  taken  care  of  as  with  the  gravity  dam.     The  case  in 

point  is  certainly  a  flagrant  illustration  of  their  bad  judgment  in  this 

"According  to  the  plans  of  the  dam  revealed  in  a  paper  presented 
by  Mr.  Bayles  in  Engineering  News,  of  January  22d,  1914,  it  is  going 
to  be  a  very  difficult  matter  to  decide  just  how  far  to  carry  the  repairs 
so  as  to  prevent  subsequent  failure  of  some  other  portion. 

"It  is  the  practice  of  conservative  engineers  never  to  build  a  masonry 
or  concrete  gravity  type  of  dam  unless  they  can  found  it  on  rock  for 
practically  the  entire  distance,  and,  in  addition  thereto  it  is  the 
practice  to  carry  a  cut-off  wall  down  far  enough  underneath  the  main 
foundation  to  be  practically  impervious  to  water.  The  writer  does  not 
see  what  advantage  the  Ambursen  type  of  construction  possesses  which 
makes  this  requirement  unnecessary,  but,  in  the  case  of  the  btony  Kiver 
Dam,  none  of  the  main  structure  was  founded  on  solid  ledge  rock  and 
only  'two-thirds  of  the  cut-off  trench.  ,    ,  n     j       ^     *v-, 

"Fortunately,  no  lives  were  lost,  but  that  was  probably  due  to  the 
gradual  emptying  of  the  dam.  If  the  break  had  taken  place  suddenly 
when  the  dam  was  full,  like  that  at  Austin  Pa  it  is  probable  that 
there  would  have  been  some  loss  of  life,  although  the  towns  were  far 
enotigh  down  stream  so  that  they  could  be  notified  by  telephone  at 
least  an  hour  before  the  water  reached  them.  j-t  j 

"From  an  inspection  of  the  construction,  which  is  very  readily  made 
from  a  concrete  walk,  running  longitudinally  withm  and  throughout 
the  entire  length  of  the  dam,  the  writer  is  convinced  that  the  super- 
structure was  built  in  a  workmanlike  manner,  but  the  concrete  appears 
to  be  somewhat  softer  than  it  should,  according  to  the  best  practice 
On  account  of  the  large  amount  of  snow  all  around  and  the  debris 
in  the  valley  on  the  down-stream  side  of  the  dam,  and  the  ice  on  he 
up-stream  side,  it  was  impossible  to  make  any  close  inspection  o±  the 
soil  or  the  geological  formations.  „      ,      .  a  .1.  *       • 

"In  one  of  the  bays  are  several  gates  for  letting  off  the  water  m 
case  of  emergency,  or  for  any  other  reason,  and  there  is  also  m  an 
ad  acentTay  a  large  gate  for  the  same  purpose.  An  archway  entrance 
goes  through  the  Sail  between  these  two  bays.  At  the  side  of  one  of 
them  is  a  concrete  stairway  and  an  iron  hand  railing,  and  this,  at  he 
time,  was  covered  with  ice,  due  to  drippings  from  a  crack  n  the 
up-stream  portion  of  the  dam,  making  the  valves  inaccessible.  A 
casual  inspection,  however,  showed  that  this  ice  could  have  been  chopped 
off  with  a  hatchet  or  axe  in  a  few  minutes,  or  Poles  or  a  ^^^d^^;;^^^;'^^;^ 
have  been  run  down  from  the  concrete  walk  to  the  floor  where  the 
valves  were  located  in  the  adjacent  bay.  If  these  -.^^-J-^  been  opc.^^^^^^ 
wide  from  Wednesday  morning,  it  is  quite  probable  that  the  ^^ater 
in  the  dam  would  have  been  so  lowered  as  to  T^^^r"*  ^[V^^"^"^;. /|,^  f 
better,  however,  for  the  engineering  profession,  that  the  dam  did  t.ul 
as  it  will  further  impress  upon  their  mmds  the  necessity  of  care  nn.l 
thoroughness  in  the  design  and  construction  of  dams  m  PToneral. 

"The  nature  and  abundance  of  suitable  soil  and  the  depth  ot  the 
bed-rock  indicate  that  the  proper  type  of  structure  would  have  been  an 
earthen  dam  with  a  concrete  spillway  on  either  the  east  or  the  west 
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side-hill,  and  this  could  probably  have  been  built  safely  at  as  low  a      Mr. 
cost  as  the  type  that  was  adopted."  Ledoux. 

J.  K.  FixcH  *  Assoc.  M.  Am.  See.  C.  E.  (by  letter). — When  the  fail-  Mr. 
ure  of  the  Stony  River  Dam  was  first  reported,  and  before  complete  '°^*'" 
det-ails  were  available,  the  writer  pointed  outf  that  dams  of  this  type 
were  particularly  weak  as  regards  sliding.  Articles  on  the  inclined 
slab  and  buttress  dam  always  emphasize  the  great  stability  of  these 
dams  against  overturning,  but  fail  absolutely  to  call  attention  to  their 
weakness  as  regards  sliding.  Wlien  the  buttresses  extend  down  to  rock, 
the  rock  surface  should  be  roughened  and  the  buttress  well  bonded  to 
it.  WTien  the  dam  is  founded  on  a  spread  footing,  four  important 
points  must  be  considered. 

1. — The  material  just  below  the  floor  of  the  valley,  on  which  the 
spread  footing  between  the  buttresses  is  placed,  must  be  of  a  satisfac- 
tory, compact,  substantial  character  that  will  not  "flow"  even  when  wet. 

The  idea  has  seemed  to  be  prevalent  in  the  minds  of  some  designers 
that  the  slab  and  buttress  dam  of  this  type,  can  be  set  down  anywhere, 
on  the  surface  of  almost  any  kind  of  ground.  In  a  pamphlet  adver- 
tising a  dam  of  this  type,  it  is  described  as  built  on  "a  foundation 
of  quicksand  and  hay."  Without  knowing  the  details,  it  is  difficult 
to  criticize  the  design,  but  the  writer  hardly  considers  it  as  con- 
servative engineering.  This  particular  type  is  advantageous,  of  course, 
from  the  standpoint  of  economy,  when  the  depth  to  rock  is  great,  but 
the  foxindation  material  is  certain  to  be  wet  at  times,  and  a  soft  rock, 
hardpan,  compact  gravel  and,  in  certain  cases,  a  compact  clay,  would 
seem  to  be  the  foundation  range  for  a  dam  of  this  character. 

2. — The  unit  pressure  on  the  bottom  of  the  spread  footing  should 
be  low  and  uniform,  and  the  possibility  of  upward  pressure  on  the 
footing,  or  of  back-wash  undermining  it,  should  be  guarded  against. 

If  the  slab  is  inclined  .at  the  usual  angle  of  about  45°,  uniform 
pressure  at  the  base  of  the  buttress  can  be  secured  by  making  the 
base  about  1.3  of  its  height.  It  is  usually  assumed  that  the  entire 
weight  of,  and  pressure  on,  the  slab  is  transmitted  to  the  foundation 
through  the  buttress.  A  small  "wash-wall"  at  the  down-stream  edge 
of  the  dam  prevents  undermining  of  the  footing  and  also  confines  the 
foundation  material,  but,  in  the  writer's  opinion,  this  should  not  be 
counted  on  to  resist  sliding.  Weep-holes  are  provided  in  the  footing 
in  order  to  eliminate  upward  pressure  on  the  base. 

3. — The  cut-off  wall  should  extend  dovsTi  to  impermeable  material, 
below  any  seams  which  might  communicate  between  the  reservoir 
floor  and  the  stream  bed  below  the  dam. 

Practically  all  the  failures  of  these  dams  have  been  due  primarily 
to  inadequate  cut-off  walls.    JSTote  especially  the  Pittsfield,  Mass.,  Dnm 

*  New  York  City. 

^  In  a  letter  to  Engineering  News,  January  22d,  1914,  p.  202. 
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Mr.  and  the  less  fortunate  Stony  River  Dam.  It  is-  said  that  engineers 
should  profit  by  the  expensive  experience  of  others,  but,  unfortunately, 
some  engineers  are  still  willing  to  "take  a  chance",  usually,  however, 
at  the  expense  of  others.  It  is  also  far  from  rare  to  find  cut-off  walls 
built  without  reinforcement  in  soft  material  requiring  sheeting  and 
where  the  sheeting  is  subsequently  pulled.  It  would  assuredly  seem 
that  all  cut-off  walls  which  are  not  built  in  compact  earth  in  an 
unlined  trench,  or  in  a  trench  in  which  the  sheeting  is  left  in  place, 
should  be  reinforced. 

4. — Stability  against  sliding  must  be  adequately  provided  for. 

In  the  letter  previously  mentioned  the  writer  said: 

"A  simple  calculation  shows  that  in  the  case  of  the  Stony  River 
Dam  a  coefficient  of  friction  of  about  0.52  is  required  to  prevent 
sliding.  *  *  *  the  soil  at  the  dam  site  [is  described]  as  'a  yellow  clay 
mixed  with  fine  sand  or  gravel  which  is  underlain  by  a  stiff  blue  clay, 
and  some  seams  of  a  black  material  occurring  in  places.'  At  the 
best,  this  material  could  not  be  counted  on  to  give  a  higher  coefficient 
than  0.70  to  0.80  and  when -wet  might  give  as  low  as  0.35.  Moreover, 
the  design  shows  weep-holes  in  the  spread  flooring,  indicating  that  the 
designer  expected  water  might,  as  it  doubtless  would,  occur  under 
the  base.  Under  these  conditions  it  is  difficult  to  see  what  factor  of 
safety  there  was  against  sliding  except  the  shearing  value  of  the 
concrete  of  the  cut-off  wall  (which  in  this  design  is  unreinforced) 
and  the  small  4-ft.  wash  wall  at  the  lower  edge  of  the  floor  that  should 
most  certainly  not  be  counted  on  as  offering  any  resistance." 

Lack  of  stability  against  sliding  is  a  well-recognized  point  of 
weakness  in  reinforced  concrete  structures  of  the  retaining  type,  and 
miust  always  receive  careful  consideration.  In  retaining  walls,  it  is 
provided  for  by  projections  on  the  base,  and,  in  the  case  of  a  dam 
of  this  type,  Mr.  Scheidenhelm  has  described  the  various  methods 
available,  and  has  finally  selected  the  method  of  utilizing  the  upper 
portion  of  the  cut-off'  wall  for  this  purpose.  The  writer  has  been 
advocating  the  same  method  of  design  in  teaching  a  class  in  rein- 
iforced  concrete,  and  is  pleased  to  see  this  feature  treated  so  completely 
and  thoroughly  in  this  paper.  The  slab  and  buttress  dam,  properly 
and  conservatively  designed,  offers  economic  advantages  which  un- 
doubtedly make  it  a  most  desirable  type  in  certain  locations;  Mr. 
..Scheideiilielm's  paper  clears  up  one  of  the  important  points  regarding 
its  design,  which  has  long  been  neglected,  and  is  a  most  valuable  con- 
tribution to  the  literature  of  the  subject.  It  is  indeed  unfortunate 
that  the  West  Virginia  Pulp  and  Paper  Company,  which,  like  many 
■other  concerns,  did  not  try  to  economize  at  the  expense  of  safety, 
ibut,  on  the  other  hand,  insisted  from  the  first  on  a  reliable  structure, 
should  have  been,  through  no  fault  of  its  own,  the  victim  of  such 
an  unnecessary  and  expensive  experience. 
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One  other  point  in  the  design  of  these  dnms  remains  to  be  Mr 
settled,  namely,  their  architectural  treatment.  A  design  for  a  dam 
at  Coatesville,  Pa.,*  by  Alexander  Potter,  Assoc.  M.  Am.  Soc.  C.  E., 
illustrates  the  only  attempt,  so  far  as  the  writer  is  aware,  to  design 
one  of  these  structures  of  really  pleasing  appearance.  In  the  Stony 
River  Dam,  as  the  author  pointed  out,  no  such  treatment  was  con- 
sidered necessary,  but  it  is  more  and  more  evident  that,  in  engineering 
structures  which  are  near  cities  or  much  traveled  highways,  the  appear- 
ance must  be  considered.  Too  often  work  of  this  kind  is  attempted 
by  a  designer  who  knows  nothing  of  the  fimdamental  principles 
involved,  or  it  is  left  to  a  young  architect  who  is  familiar  only  with 
house  architecture  and  attempts  to  apply  it  to  a  totally  different 
structure,  or  applies  some  inappropriate  form  of  ornamentation  that 
detracts  from,  rather  than  enhances,  its  appearance. 

The  Engineering  Profession  lacks  in  any  "tradition",  regarding 
the  proper  treatment  of  engineering  structures,  such  as  the  architect 
has  in  the  treatment  of  buildings  and  on  which  he  is  prone  to  lean, 
as  many  believe,  too  heavily.  Many  of  the  engineering  works  in 
Europe,  which  have  been  held  up  as  examples  of  good  engineering 
architecture,  are  merely  house  architecture  applied  to  engineering 
work.  The  true  solution  of  the  problem  is  in  developing  a  suitable 
treatment,  forming,  for  engineering  structures,  a  tradition  based  on 
the  same  fundamental  elements  as  those  on  which  architecture 
(building  composition)  is  based,  but  emphasizing  the  structural  fea- 
tures of  the  engineering  design  to  a  much  greater  extent  than  is 
com.mon  in  architecture. 

The  fundamental  considerations  of  unity  of  effect,  balance,  pro- 
portion, harmony,  and  climax  cannot  be  taken  care  of  after  the 
structure  has  been  planned  and  partly  designed.  They  must  be  kept 
in  mind  from  the  very  first  and  receive  their  proper  consideration 
in  the  preliminary  schemes,  sketches,  and  plans  for  the  work.  The 
only  man  who  can  do  this  is  the  engineer  himself,  who  realizes  the 
structural  and  economic  principles  involved,  and,  it  is  hoped,  may 
soon  come  to  realize  the  necessity  for  proper  architectural  composi- 
tion as  a  basis  for  a  final  and  simple  decoration  in  which  the  struc- 
tui-al  features  should  be  emphasized. 

P.  P.  EuTEXBERG,f  EsQ.  (by  letter). — European  engineers  have  ^j. 
learned  much  from  their  American  colleagues,  and  the  war  proves  the  Rutenberg. 
extent  to  which  American  methods  of  solving  technical  problems,  of 
their  organization  and  realization,  have  been  adopted  and  developed  in 
Europe.  In  the  special  field  of  dam  building  they  have  heard  and 
learned  from  such  world-famous  works  as  the  Croton,  the  Roosevelt, 
the  Elephant  Butte  Dams,  and  many  others. 

*  Enqineering  News,  February  26th,  1914,  p.  461. 

*  Petrograd,  Russia. 
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Mr.  If  the  writer  now  takes  the  liberty  of  criticizing  the  construction 

KutenberK.  y£  ^j^g  Stony  River  Dam,  it  is  because  this  structure,  in  his  judgment, 
is  lacking  in  just  that  efficiency  which  is  characteristic  of  American 
engineering. 

Foundations. — As  described  by  the  author,  the  foundation  soil  at 
the  site  of  the  dam  is  mainly  of  a  clayey  nature,  heterogeneous,  jjer- 
vious,  and  of  poor  bearing  value  in  general.  The  examination  of  the 
old  cut-ofif  wall,  and  of  the  buttress  footings  remaining  intact,  showed 
that  abundant  percolation  and  leakage  existed  in  the  foundation  soil 
of  the  original  dam.  "The  contact  between  the  original  footings  and 
the  foundation  soil  was  in  some  places  found  to  be  faulty.  *  *  * 
Hollow  spaces  were  found  under  the  footings  around  the  4  by  12-in. 
weep-holes."  In  some  bays,  it  was  discovered  that  "the  foundation 
soil  had  been  washed  away  at  the  junction  between  the  footings  and 
the  cut-off  wall.  *  *  *  The  construction  joint  would  naturally  open 
somewhat,  due  to  the  deflection  of  the  foundation  soil  when  loaded. 
*  *  *  Observations  showed  that  grout  under  pressure  traveled 
under  the  footings  for  a  distance  of  at  least  100  ft.",  etc.  (pages 
987-988). 

All  this  was  produced  by  the  leakage  under  pressure  during  65  days 
only,  the  period  in  which  the  original  dam  functioned,  until  it  failed. 

The  faulty  conditions  of  the  foundation  soil  were  remedied  by 
pressure  grouting  through  the  original  weep-holes.  In  this  way,  the 
original  foundation  soil  under  the  footings  was  more  or  less  com- 
pacted, but  there  surely  remained  other  hollow  spaces  and  pockets 
from  which  water  under  pressure  passed,  not  to  the  weep-holes  of 
the  footings,  but  in  other  directions  of  least  resistance,  not  observed 
in  the  reconstruction  of  the  dam.  It  will  be  shown  later  that  the 
author  himself  admits  it,  and  that  his  statement  (page  988)  that  "the 
foundation  soil  under  the  original  footings  was  thoroughly  compacted 
so  as  to  warrant  the  assumption  that  the  footings  are  everywhere  in 
contact  with  the  foundation  soil",  is  not  entirely  correct.  Percolation 
and  leakage  will  cause  harmful  and  dangerous  uplift  pressure  in 
any  dam,  with  any  foundation  soil,  even  the  best. 

The  uplift  pressure  applied  to  the  up-stream  part  of  the  base 
increases  the  overturning  moment  of  the  dam  and  the  imit  stresses 
in  the  structure  and  on  the  soil  at  the  down-stream  foot  of  the  dam, 
where,  under  the  full  load  of  the  dam,  the  values  of  these  stresses 
are  maximum.  The  uplift  pressure  on  the  up-stream  part  of  the 
base  decreases,  consequently,  the  resistance  of  the  dam  to  overturning, 
and  may  render  insufficient  the  resistance  of  the  structure  and  that 
of  the  soil  at  the  base  to  the  eiforts  of  compression  and  shearing 
developing  there.  The  same  conditions  cremated  by  tlio  uplift  pressure 
decrease   also    the   resistance   of   tlu^   diini    to   slidiujA'.      This   has   boon 
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the  cause  of  the  failure  of  many   dams,  even  with  good  foundation        Mr. 
soils  which  have  possessed  the  best  frictional  resistance.  "  ^°  ^^^ 

Therefore,  it  is  impossible  to  state,  as  Mr.  Scheldenhelm  does 
(page  947),  that  "the  smaller  the  coefficient  of  frictional  resistance, 
the  less  the  net  effect  of  the  uplift  pressure." 

Consequently,  it  is  clear  that  percolation  and  leakage  must  be 
eliminated  by  all  possible  means  in  any  dam,  in  general,  and  in  the 
Stony  Elver  Dam,  with  its  heterogeneous  and  pervious  clay  founda- 
tions, in  particular. 

The  interception  of  the  leakage  and  percolation  in  this  dam  should 
have  been  made  directly  and  immediately  on  the  up-stream  face  of 
Its  cut-off  wall  and  discharged  down  stream  by  special  channels  with- 
out any  pressure. 

^ow,  the  principles  on  which  the  Stony  Eiver  Dam  was  recon- 
structed are  quite  different.     On  page  997  we  read: 

''It  was  believed  to  be  preferable,  therefore,  to  take  such  risk  as 
might  result  from  the  existence  of  pockets,  as  it  were,  of  unrelieved 
uplift  pressure  near  the  down-stream  side  of  the  cut-off  wall  rather 
than  to  invite  further  leakage  by  tapping  such  relatively  harmless, 
deep-lying  pockets  of  water  under  pressure." 

This  statement,  it  seems  to  the  writer,  does  not  tally  with  the  most 
vital  principles  in  dam-building,  namely,  that  water  under  pressure 
in  the  fotmdation  soil  is  never  harmless. 

According  to  the  foregoing  consideration,  the  system  of  drainage 
adopted  for  the  Stony  Eiver  Dam  consists  of  3-in.  wrought-iron  pipes, 
perforated  with  four  f-in.  holes  per  linear  foot,  one  hole  in  each 
quadrant;  three  pipes  per  bay,  driven  into  the  foundation  soil  ver- 
tically, the  first  "about  20  ft.  down  stream  from  the  cut-off  wall, 
except  at  the  bays  of  lesser  height,  where  they  are  at  a  minimum 
dl.-tance  of  12  ft.  from  it." 

The  writer  believes  that: 

1. — A  3-in.  pipe  with  four  small  perforations  per  linear  foot  for 
a  bay  15  ft.  high  is  useless  for  drainage,  even  if  the  drainage  pipes 
described  by  the  author  function  perfectly  well. 

2. — The  small  perforations  in  the  pipes  must  undoubtedly  have 
been  clogged  wdth  clay  in  the  process  of  being  sunk.  Mr.  Scheldenhelm 
states  (page  998)  that  "any  considerable  hydrostatic  pressure  near  the 
drain  pipes  would  soon  open  the  perforations."  He  admits  the  presence 
In  the  foundation  soil  of  considerable  hydrostatic  pressures  at  a  dis- 
tance of  20  ft.  from  the  down-stream  side  of  the  cut-off  wall,  which 
is  about  the  middle  of  the  base.  Consequently,  by  the  improper 
location  of  the  drainage  pipes,  alone,  the  up-stream  half  of  the  base 
is  exposed  to  dangerous  uplift  pressures,  with  all  previously  stated 
consequences,  viz.,  decrease  of  resistance  by  overturning,  increase  of 
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Mr.       the  unit  stresses  in  the  structure  and  on  the  foundation  soil,  saturati':^n 

■  of  the  clay  foundation  soil  with  water,  and  decrease  of  its  resistaiice 

to  sliding;  which,  as  the  writer  understands,  cannot  but  be  harmful, 

and  all  this   solely  because  the   drainage  pipes,  even   assuming  that 

otherwise  they  function  perfectly  well,  are  not  in  the  proper  places. 

3. — Some  of  the  drainage  pipes  have  been  driven  vertically  to  a 
depth  of  20  ft.  into  the  foundation  soil.  When  they  are  filled  with 
drained  water,  it  is  clear  that  their  lower  perforations  are  submitted 
to  the  pressure  of  a  column  about  20  ft.  high,  and  at  this  lower  stratum 
of  the  foundation  soil  the  leakage  will  not  be  able  to  penetrate  into 
the  drainage  pipes,  unless  it  is  of  greater  hydrostatic  pressure.  Only 
a  small  part  of  the  leakage  will  penetrate  through  the  small  per- 
forations; the  remainder  will  continue  its  way  down  stream  into  the 
foundation  soil,  where  the  resistance  is  weaker.  Besides,  there  is  a 
possibility  that  the  drainage  pipes  will  be  filled  through  the  higher 
perforations  from  the  higher  strata  of  the  foimdation  soil,  and  that 
the  collected  water  will  be  conducted  through  the  pipes  and  their 
lower  perforations,  by  the  water  pressure  thus  formed,  into  the  other- 
wise dry  lower  strata  of  the  foundation  soil. 

In  fact,  on  page  1000,  the  author  takes  cognizance  of  such  phe- 
nomena, for  which  manifestation  he  "has  been  unable  to  advance  any 
explanation  which  is  satisfactory  to  himself." 

The  writer,  therefore,  considers  these  pipes,  not  as  a  drainage 
system,  but  rather  as  a  means  of  introducing  water  into  the  founda- 
tion soil,  and  not  only  useless,  but  dangerous  to  the  safety  of  the  dam. 

Resistance  to  Sliding. — On  page  908.  we  read: 

"The  method  adopted  [for  increasing  the  resistance  to  sliding] 
is  believed  to  be  new,  and  consists  in  the  use  of  anchoring  walls  ex- 
tending to  a  considerable  depth  into  the  underlying  foundation  soil, 
and,  in  effect,  utilizing  the  weight  of  that  underlying  soil  as  well  as 
the  resistance  (to  horizontal  movement)  of  the  soil  immediately  down 
stream  from  the  structure." 

These  anchoring  walls  are  two:  one  at  the  heel,  and  another  at 
the  toe,  of  the  original  structure  which  remained  intact. 

To  render  the  above-mentioned  service,  the  heel-wall  must  be 
strong  enough  to  be  able,  in  case  of  a  down-stream  sliding  of  the  dam, 
to  function  as  a  cantilever  which  can  overcome  the  resistance  of  the 
imderlying  foundation  soil  to  sliding  and  shearing. 

The  paper  does  not  give  the  dimensions  and  calculations  of  the 
anchoring  walls,  but,  from  Plate  XII,  it  is  clear  tliat  they  are  too  weak 
to  serve  this  purpose.  The  heel-wall  is  not  able  to  compact  the 
underlying  foundation  soil,  and,  therefore,  make  it  less  pervious  by 
any  down-stream  movement  on  the  part  of  the  dam,  as  tlie  author 
believes.     It  will  simply  be  broken  in  this  case,  opening  the  joint 
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between  the  upper  structure  and  tlie  cut-off  wall,  as  happened  in 
the  original  structure,  according  to  the  description  on  page  959. 

The  toe-wall,  as  constructed,  will  aid  in  collecting  the  leakage 
under  the  dam.  Consequently,  it  will  increase  the  uplift  pressures 
and  the  quantity  of  water  in  the  foundation  clay,  decreasing  the 
resistance  of  the  dam  to  overturning  and  sliding. 

Openings  should  have  been  made  in  the  vertical  part  of  this  wall, 
directly  under  the  footing  floor  of  the  dam  to  provide  a  free  exit  for 
the  leakage. 

As  far  as  the  two  anchoring  walls  are  concerned,  the  writer  does 
not  agree  with  the  author's  assertion  that  "the  reconstructed  dam 
acts  essentially  as  a  monolith"  and,  consequently,  he  does  not  agree 
that  "the  horizontal  member  of  the  toe-wall  in  effect  increases  the 
width  of  the  base  of  the  dam,  thus  decreasing  the  unit  vertical  load 
on  the  foundation  soil."  (Page  960.)  The  efforts  transmitted  by  the 
buttresses  to  the  foundation  soil  have  their  maximum  value  at  this 
point,  and,  the  writer  believes,  under  the  existing  circumstances,  will 
rather  break  this  horizontal  member  of  the  toe-wall. 

The  under-cut  slope  of  the  heel-wall  presents,  besides,  a  surface 
for  the  application  of  uplift  pressures,  which,  with  their  big 
moment  arm,  decrease  also  the  stability  of  the  original  structure 
against  overturning. 

In  the  reconstruction  of  the  intact  part  of  the  dam,  the  only 
things  to  do  were :  to  fill,  if  possible,  all  the  holes  found  in  the  founda- 
tion soil;  to  repair  the  cut-off  wall,  and  to  build  a  reinforced  con- 
crete wall  up  stream  from  the  old  cut-off  wall,  bearing  upon  this  by 
concrete  apertures,  in  order  to  form  chambers  which  would  be  able 
to  maintain  the  percolation  through  this  drainage  wall  and  conduct 
it  without  pressure  down  stream  from  the  dam  by  convenient  channels. 

The  two  anchoring  walls  with  the  drainage  pipes  have  weakened 
the  original  stability  of  the  dam. 

The  "new  theory"  of  resistance  to  sliding,  with  the  investigation 
about  the  "plane  of  least  resistance",  with  the  tests,  calculations,  and 
deductions  of  an  "average"  coefficient  of  frictional  resistance  of  0.61 
in  wet  clay,  is  an  interesting  theoretical  exercise,  but  without  practical 
value  for  the  reconstructed  dam.  One  is  the  frictional  resistance 
of  a  cubic  foot  of  clay,  pulled  by  two  men  under  the  conditions  of 
the  improvised  laboratory  described;  the  other  is  the  effective  fric- 
tional resistance  of  the  wet  clay  of  heterogeneous  structure  in  the 
real  foundation  soil  loaded  by  a  head  of  90  ft.  and  more,  or  by  about 
6  000  lb.  per  sq.  ft. 

There  are  dams  in  which  the  necessary  weight  is  obtained  by 
clay,  sand,  pebbles,  even  water,  included  in  a  reinforced  coffer,  the 
bottom   of  which   constitutes   an   elastic  monolith   with   other   coffers. 
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If  percolation  took  place,  it  would  be  applied  to  the  bottom  and,  con- 
sequently, to  the  whole  structure  of  the  dam.  The  material  of  light 
weight  cannot  be  washed  from  them. 

In  the  Stony  River  Dam,  however,  engineers  cannot  seriously  con- 
sider for  its  resistance  to  overturning  and  sliding,  the  "weight"  of 
the  underlying  foundation  soil,  which  can  be  and  is,  as  is  known, 
washed  away  by  the  existing  leakage  and  percolation. 

Spillway. — ISTot  being  acquainted  with  the  hydrological  conditions 
of  America,  the  writer  cannot  give  an  opinion  as  to  whether  the  spill- 
way capacity  provided  in  the  reconstructed  dam  is  adequate  or  exces- 
sive; but  one  thing  is  clear:  that  by  adding  3i  ft.  of  water  to  the 
original  level  in  the  reservoir,  the  horizontal  water  pressure  and  its 
overturning  moment  are  increased  by  about  20%  for  the  typical 
section  indicated  on  Plate  XII.  The  increase  is  greater  for  the  sections 
of  less  height. 

The  parapet-like  addition  to  the  original  structure  and  the  curtain- 
wall  and  roof,  contribute  a  vertical  effort  of  important  value, 
which  passes  into  the  down-stream  third  of  the  base.  Both  conditions 
increase  the  overturning  moment,  consequently,  they  also  decrease 
the  safety  of  the  original  structure.  The  upper  structure  in  the 
new  spillway  is  made  heavier  than  in  the  original  dam. 

For  each  horizontal  section  the  water  loading  is  exactly  the  same 
in  the  new  and  in  the  old  structure.  Thus,  either  the  original  struc- 
ture is  insufficient  or  the  excess  of  the  new  is  useless.  In  any  case, 
the  subjection  of  the  original  structure  to  greater  loadings  and  unit 
stresses  than  those  for  which  they  were  evidently  designed  is  dan- 
gerous; 22  000  lb.  per  sq.  in.  =  15.5  kg.  per  sq.  mm.  in  the  steel, 
and  800  lb.  per  sq.  in.  =  56.5  kg.  per  sq.  cm.  in  the  concrete,  are  too 
much,  at  least,  according  to  European  provisions.  The  paper  does 
not  give  the  necessary  data  with  which  it  would  be  possible  to  com- 
pute the  unit  stresses  in  the  structure  and  on  the  soil,  but  the  writer 
is  sure  that  the  load  on  the  soil  at  the  down-stream  foot  of  the  dam  is 
excessive.  Since,  under  favorable  circumstances,  a  part  of  the  orig- 
inal structure  remained  intact,  it  was  advisable  to  maintain  the 
original  maximum  water  level. 

The  allowed  over-topping  of  2^  ft.  of  water  from  a  height  of  40  ft. 
between  Buttresses  19  and  A  is,  it  would  seem,  also  dangerous.  The 
shock  of  the  falling  water  will  not  only  break  the  provided  horizontal 
and  inclined  reinforced  mat,  but,  when  that  occurs,  it  will  wash  the  soil 
from  under  the  dam  footings. 

On  page  917,  Mr.  Schoidonhclm,  criticizing  the  rupture  of  the 
original  dam,  says:  "The  conditions  obtaining  at  the  Stony  River  diiiii 
site  are  such  that  a  safe  dam  could  bo  built  tlioro.     *     *     *     The  d.ini 
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shoiild.   and  could,   have  been   designed   and  constructed  so   as  to  be      ■^  Mr. 
absolutelv  sate. 

The  writer  believes  the  reconstructed  dam  is  less  safe  than  the 
original  structure. 

The  flaws  in  the  foundation  soil  which  had  not  been  taken  care 
of  by  the  constructors  of  the  original  dam,  widened  and  became  more 
pronounced  by  the  water  pressure  formed  by  the  old  dam.  After  the 
rupture  occurred,  some  of  these  flaws  came  to  light  and  could  not  but 
be  remedied;  so  that  the  foundation  soil  was  relatively  reinforced, 
thus  giving  it  another  short  lease  of  life,  longer  than  for  the 
original  dam. 

The  writer  is  firmly  convinced,  however,  that  were  the  reservoir 
now  to  be  emptied  and  the  foundation  soil  examined  it  would  be 
found  to  be  in  a  very  bad  state. 

"Certain  of  the  drainage  openings  yielded  muddy  water,  instead 
of  the  normally  clear  water.  *  *  *  Such  openings  were  grouted 
shut,  rather  than  take  any  chances  of  harmful  erosion  under  the 
footings."     (Page  1000.) 

This  "harmful  erosion''  has  surely  found  other  ways,  unobserved 
by  the  author. 

The  writer  is  firmly  convinced  that  the  reconstructed  dam  will  also 
be  broken,  perhaps  soon,  if  adequate  repairs  are  not  made  in  time.  It 
is  a  question  of  preventing  a  new  disaster.  These  are  the  writer's 
reasons  for  taking  the  liberty  of  criticizing  the  work  done  in  the  recon- 
struction of  the  Stony  River  Dam. 

Fred  F.  Moore,*  M.  Am.  Soc.  C.  E.  (by  letter). — After  study  of    Mr. 
this  excellent  description  of  the  interesting  reconstruction  of  an  unconi-  *^°''''^- 
mon  type  of  dam,  two  impressions  stand  out  prominently : 

First,  that  there  is  a  dearth  of  information  regarding  sub-surface 
conditions  as  a  guide  to  the  original  designs.  Even  now,  comprehen- 
sive knowledge  of  the  character  of  the  foundation  materials,  and  the 
behavior  of  these  materials  under  the  conditions  imposed,  does  not 
appear  to  be  sufficient  to  justify  the  conclusions  reached  by  the  author 
as  to  the  margins  of  security  of  the  reconstructed  dam.  Tests  of  fric- 
tional  resistances  of  soils,  as  carried  out  in  connection  with  this  work, 
are  of  doubtful  value  as  an  aid  to  the  judgment,  because  of  the  small 
areas  in  contact,  and  the  values  of  frictional  resistance  adopted  for 
the  design  seem  to  be  considerably  larger  than  even  the  indications  of 
these  experiments  would  justify. 

Second,  with  reference  to  the  function  of  the  walls  at  "heel"  and 
"toe"  in  resisting  movement  of  the  structure  as  a  whole,  the  analyses 
which  consider  sliding  and  overturning  independently  would  appear 
to  befog  rather  than  to  aid  the  judgment.     Materials  such  as  these, 
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Mr.  luixed  with  clay  and  saturated  with  water,  perhaps  under  considerable 
■  Iiressure,  and  subjected  to  large  loads,  would  flow,  or,  at  least,  transmit 
pressures  in  all  directions  like  a  liquid.  In  order  that  the  cut-off  wall 
at  the  'Tieel"  may  aid  in  resisting  sliding  as  described,  there  must  be 
a  sensible  movement  of  the  structure  as  a  whole,  with  consequent  large 
uplift  on  the  base  of  the  dam.  Hence,  the  sliding  and  overturning,  or, 
perhaps  better,  the  floating,  of  the  structure  must  be  considered  with 
reference  to  the  effect  or  reaction  of  these  tendencies  one  on  the  other. 
That  is,  the  materials  under  the  dam,  with  reference  to  the  function 
of  the  cut-off  wall  in  resisting  sliding,  must  be  considered  as  a  flowing 
medium  rather  than  one  in  which  a  sliding  may  occur  on  certain 
planes  like  one  solid  on  another. 

The  wall  at  the  "heel"  does  not  appear  to  have  sufficient  strength 
for  the  purpose  contemplated.  If  this  wall  is  fractured,  water  under 
reservoir  pressure  in  considerable  quantity  would  have  access  to  the 
materials  under  the  dam.  The  drainage  provisions  appear  to  be  a 
doubtful  reliance  for  minimizing  uplift  pressure.  The  danger  of  por- 
tions of  the  dam  being  floated  off  the  foundations  from  leakage  of 
water  under  pressure  through  the  cut-off  at  the  "heel",  and  through, 
or  under,  the  cut-off  at  the  "toe",  at  a  time  of  large  overflow,  appears 
not  to  have  had  sufficient  consideration.  Although  the  idea  of  using 
the  materials  between  the  cut-offs  and  immediately  down  stream  from 
the  "toe"  to  resist  sliding  is  a  good  one,  it  is  doubtful  if  the  recon- 
structed dam  has  a  sufficient  margin  of  security  to  warrant  a  conclu- 
sion that  it  is  not  likely  to  fail  again. 

The  run-off  assumed  for  the  design  of  the  spillway  appears  to  be 
reasonable  for  the  purpose,  but  the  margin  of  6  in.  against  over- 
topping is  too  small.  A  flow  of  2  ft.  of  water  over  the  intermediate 
spillway  would  not  fall  "well-nigh"  vertically.  Such  a  flow  would 
strike  the  slope  of  the  fill  (Plate  XII),  which  is  inadequately  protected 
for  such  a  condition.  Even  water  falling  into  the  concrete  channel 
from  the  top  of  the  dam  would  start  serious  trouble  through  erosion 
of  the  bank  by  wash.  Regardless  of  damage  by  falling  water,  the  con- 
crete channel  is  too  small.  Any  considerable  flow  over  the  intermediate 
spillway  would  be  almost  certain  to  start  cutting  of  the  materials  at 
the  "toe". 

The  use  of  brittle  steel  pins  for  the  flash-board  support  is  unusual, 
and  would  seem  to  be  an  expedient  of  doubtful  value. 

W.  S.  Downs,*  Esq.  (by  letter). — Ignorance  of  the  coefficient  of 
sliding  friction  between  rock  sub-strata,  and  the  resulting  neglect  to 
provide  the  proper  safeguards,  have  been  the  cause  of  numerous  dam 
failures.  Such  failures  never  occur  where  the  rock  is  of  igneous 
origin,  such  as  granite,  trap,  or  the  like,  but  authenticated  records 
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show  that  this  danger  lies  in  the  softer  sedimentary  formations  where     Mr. 
the  rock  is  horizontally  stratified  or  nearly  so. 

Probably  in  no  extensive  geological  formation  is  sliding  or  slipping 
of  materials  more  in  evidence  than  in  the  formations  of  the  Car- 
boniferous period,  especially  that  portion  of  these  formations  which 
include  the  coal  measures  of  the  Appalachian  fields  and  in  which  the 
Stony  Eiver  Dam  is  situated. 

These  formations  are  highly  stratified,  the  strata  usually  consist- 
ing of  rather  soft  shales,  ranging  from  a  very  soft  fire-clay  shale  to  a 
sandy  shale,  with  occasional  thin  strata  of  coal  and  limestone  and 
lentils  of  sandstone.  One  of  the  chief  difficulties  in  studying  the 
formations,  however,  is  the  non-\iniformity  and  non-persistency  in 
the  character  of  the  strata.  The  same  stratum  sometimes  varies  from 
a  hard  sandy  shale  to  a  soft  fire-clay  shale  within  a  few  hundred  feet. 
The  shales  decompose  and  disintegrate  very  rapidly  when  exposed  to 
atmospheric  conditions,  and,  when  decomposed,  the  resulting  clays  and 
soils  are  difficult  to  drain  and  exceedingly  unstable. 

The  available  data  on  the  coefficient  of  static  friction,  especially  as 
to  layers  of  shales  and  clays,  are  extremely  meager.  In  fact,  very 
little  has  been  learned  on  this  subject  since  Morin  made  his  experi- 
ments in  1834.  The  intensity  of  the  pressure  and  the  length  of  the 
time  of  contact  between  the  two  surfaces  are  factors  the  influence  of 
which  on  the  universal  laws  of  friction  are  but  vaguely  understood. 
Therefore,  until  more  extensive  experiments  have  been  made,  and  these 
general  laws  are  more  thoroughly  understood,  it  behooves  the  engineer 
not  only  to  make  as  thorough  tests  as  practicable  on  the  materials  in 
question,  but  to  use  an  ample  factor  of  safety  in  designing. 

Unfortamately,  tests  on  a  large  scale  are  practically  impossible,  and 
engineers  must  often  base  their  conclusions  on  tests  of  small  'areas 
of  contact  and  with  relatively  light  pressures.  In  applying  these  tests 
to  the  whole  foundation  area,  they  must  depend  largely  on  their  knowl- 
edge of  the  geological  conditions,  coupled  with  an  abundance  of  good 
judgment. 

Mr.  Scheidenhelm's  tests  on  the  frictional  resistance  of  the  founda- 
tion soils,  as  shown  in  Table  2,  are  interesting,  and  are  valuable  as  an 
indication  of  the  character  of  the  materials  in  question.  However, 
too  much  dependence  should  not  be  placed  on  the  results  of  these 
tests.  The  same  materials  might  show  very  different  results  when 
subjected  to  the  more  intense  pressure  of  the  dam  for  an  indefinite 
length  of  time;  and,  moreover,  the  condition  of  saturation,  as  it  must 
exist  beneath  the  dam,  might  change  the  value  of  the  coefficient  of 
friction  very  materially.  The  writer  has  had  occasion  to  study 
numerous  slips  and  landslides  in  materials  of  this  character,  and  has 
been    surprised   to   note   the   vast   difference   in   frictional   resistance 
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Mr.  between  dry  and  wet  clays.  He  has  in  mind  one  instance  where  dry 
'  clay  soil  indicated  a  coefficient  of  frictional  resistance  of  more  than 
0.7,  but  after  it  had  become  thoroughly  saturated  for  a  considerable 
time,  the  coefficient  of  frictional  resistance  was  less  than  0.2. 

Eeferring  to  the  results  of  Mr.  Scheidenhelm's  tests,  in  Table  2, 
it  will  be  observed  that  there  is  considerable  difference  in  the  frictional 
resistance  between  wet  and  moist  samples  of  the  same  materials,  and 
therefore  the  question  arises:  Might  not  the  frictional  resistance  be 
still  lower  than  is  indicated  by  the  tests  when  the  clays  are  subjected 
to  the  conditions  that  will  exist  in  the  foundation  materials  of  the  dam  ? 

At  first  thought,  the  coefficients  of  frictional  resistance  for  shales 
(0.40  and  0.50),  assumed  by  Mr.  Scheidenhelm  in  the  design  for  the 
reconstruction  of  the  dam,  may  seem  to  be  rather  low.  However,  it 
should  be  remembered  that  the  shales  in  question  have  "pronounced 
horizontal  laminations"  and  are  somewhat  disintegrated,  and  that  clay 
seams  exist  in  places. 

The  lamination  planes  in  the  fire-clay  shales  of  the  coal  measures 
often  show  a  slick,  smooth  surface,  sometimes  of  a  more  or  less  slip- 
pery nature.  It  is  very  evident  that  the  cohesion  between  the  sub- 
strata at  these  planes  must  be  exceedingly  slight,  and,  unless  the  planes 
of  contact  are  very  much  warped  or  of  limited  extent,  the  resistance  of 
the  materials  to  sliding  must  be  rather  low. 

Mr.  H.  L.  CoBURN,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  Engineering 

Coburn.  Profession  is  to  be  congratulated  that  there  are  engineers  who  have 
the  time,  the  disposition,  and,  more  especially,  the  ability,  to  prepare 
such  a  paper  as  this.  One  rarely  sees  a  more  complete  exposition  of 
an  engineering  problem  from  inception  to  finish  than  is  here  presented. 
The  writer  says  from  inception,  for,  to  all  practical  purposes,  this 
was  an  entirely  new  problem,  as  few  or  no  data  were  available  for 
the  author's  use. 

As  originally  built  the  Stony  River  Dam  was  designed  to  meet 
certain  stated  conditions  of  foundation,  which,  subsequent  events 
proved,  did  not  apply,  and  the  failure  of  the  dam  is  attributable  to 
this  fact  alone  and  not  in  any  way  to  the  type  of  structure.  No 
dam  designed  to  fulfill  the  conditions  given  could  have  withstood 
the  treatment  to  which  this  one  was  subjected,  and  the  writer  thinks 
it  an  evidence  of  sound  fundamental  principle  that  the  dam  failed 
only  in  part  and  that  part  so  gradually. 

This  is  neither  the  time  nor  the  place  to  discuss  the  conditions 
that  led  to  the  designing  and  building  of  this  dam  on  data  that  were 
wholly  inadequate  and  erroneous.  The  great  lesson  to  be  learned 
from  the  failure  is  the  advisability,  not  to  say  necessity,  of  complete 
preliminary  investigations  on  which  to  base  design,  and  adequate  and 

•  New  York  City. 


I 


discussion:  recoxstructiox  of  stoxy  eiver  dam       1039 
competent  engineering  siinervision  of  construction — money  thus  spent     Mr. 

^  Coburn. 

is  '"well  spent. 

As  to  the  reconstruction,  though  the  writer  d6ubts  that  all  the 
safeguards  against  a  possible  second  failure,  which  Mr.  Scheidenhelm 
has  taken,  were  necessary,  yet  he  feels  that,  in  the  circumstances,  they 
may  be  justified.  If  more  accurate  data  were  available  as  to  "passive 
thrust'"  or  resisting  power  of  the  local  soils,  and  more  real  information 
as  to  coefficient  of  friction  between  these  soils  and  the  concrete  cast 
thereon,  engineers  might  criticize  his  details  in  some  respects,  but 
with  the  limited  knowledge  of  actual  values,  and  particularly  in  view 
of  the  fact  that  this  was  a  case  of  rebuilding  a  structure  which  had 
partly  failed,  and  about  which  very  sensational  stories  had  been  cir- 
culated, the  writer  considers  that  if  the  dam  was  to  be  rebuilt  at  all, 
it  was  good  judgment  to  assiime  the  "worst  possible  conditions"  and 
to  make  assurance  doubly  sure. 

H.  F.  Dunham,*  M.  Am.  Soc.  C.  E.  (by  letter).— In  the  discussion      Mr. 
of  a  paper  on  the  repairs  made  to  a  structure,  it  may  not  be  in  order    ""  *™ 
to  refer  to  the  reasons  for  erecting  that  structure;  but,  if  such  refer- 
ence is  allowable,  replies  to  two  or  three  questions  may  be  of  interest. 

An  article  published  in  a  technical  journalf  at  about  the  date  of 
the  construction  of  the  Stony  River  Dam  contained  a  few  words  relat- 
ing to  the  object  to  be  secured  by  the  improvement.  At  some  point  on 
the  Xorth  Branch  of  the  Potomac  below  its  Stony  River  tributary 
there  was  a  paper  mill  with  an  insufficient  supply  of  wash-water  in 
dry- weather  periods.  There  was  no  mention  of  the  use  of  an  increased 
flow  of  the  river  for  power  purposes.  There  were  no  figures  for  the 
dry-weather  discharge  of  the  main  stream  at  the  mill,  nor  of  its 
tributary.  The  additional  quantity  of  wash-water  needed  was  not 
given,  and,  furthermore,  there  was  no  longitudinal  profile  of  either 
the  Xorth  Branch  or  the  Stony  River,  and  no  description  of  the  river 
valleys  or  reference  to  any  other  method  of  providing  the  unestimated 
but  desired  supply. 

It  should  be  generally  admitted  that  if,  within  a  few  years,  the 
supply  of  wash-water  has  approached  the  desired  quantity  there  would 
certainly  be  enough  at  all  times,  if  the  natural  or  original  conditions 
pertaining  to  those  streams  could  be  restored.  When  the  entire  dis- 
trict was  heavily  wooded,  the  winter  snows  were  longer  in  melting, 
the  ground  did  not  freeze  to  such  depth  as  now,  and  more  of  the 
spring  rainfall  remained  as  ground-water  for  a  longer  period.  More- 
over, when  floods  were  less  frequent,  fallen  tree  trunks  and  branches 
lodged  in  narrow  channels,  holding  the  water  back.  The  beaver  built 
his  dams,  with  similar  results,  and  when  they  were  old  he,  too,  repaired 
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them.  All  of  this  was  favorable  to  a  longer  and  more  uniform  flow 
of  water  in  dry-weather  periods  than  obtains  at  the  present  time. 
It  may  be  within  reason  to  inquire  how  far  Nature's  regulation  of 
flow  in  such  streams  can  now  be  imitated.  The  forest  and  frost  are 
items  that  cannot  be  changed,  but,  given  favorable  topography  and 
soil,  the  fallen  timber  dams  and  those  made  by  the  beaver  with  the 
higher  ground-water  table  could  be  copied  successfully  and  possibly 
improved. 

The  photographs  in  the  paper,  and  the  dam  itself,  1  000  ft.  long 
at  the  most  favorable  location,  indicate  a  valley  of  some  width.  The 
sandstone  mentioned,  and  the  fact  that  the  water  found  its  way 
under  the  cut-ofF  wall,  show  the  existence  of  a  somewhat  porous  soil. 
It  is  evident  that  the  structure  described  was  expensive.  Had  a  part 
of  that  expense  been  used  to  construct  a  number  of  low  but  permanent 
dams  at  favorable  places  for  low  dams,  each  to  be  provided  with  a 
cheap  low-water  sluice-gate  that  would  require  a  minimum  of  attention, 
a  considerable  change  in  the  dry-weather  flow  of  the  stream  would 
have  been  secured.  The  author  refers  to  the  existence  of  ground-water 
in  and  about  the  foundations  of  the  dam.  To  raise  the  level  of 
such  ground-water  over  considerable  areas  gives  available  storage, 
and  water  thus  stored  is  not  subject  to  such  rapid  evaporation  as 
surface  water. 

The  dams,  of  course,  would  hold  back  surface  water  as  well  as 
ground-water.  The  extent  to  which  the  flow  of  a  stream  is  regulated 
by  higher  ground-water  level  is  often  surprising.  This  is  well  illus- 
trated by  rivers  flowing  through  wide  flood-plains  which,  sponge-like, 
retain  large  quantities  of  flood  water  which  are  gradually  returned 
to  the  river  in  its  lower  stages. 

At  certain  seasons,  especially  in  the  spring,  streams  of  moderate  or 
sluggish  current  may  carry  too  much  silt  to  be  suitable  for  a  supply 
of  wash-water.  In  the  article  previously  referred  to  no  mention  was 
made  of  any  filtration  process,  but,  if  that  method  is  used,  a 
reservoir  below  the  mills  suitable  for  the  purpose  of  sedimentation 
and  refiltration  should  have  substantial  value. 

The  writer  has  no  wish  to  "go  behind  the  returns"  or  to  ask  for 
any  reference  to  the  business  affairs  of  business  men  that  need  not  be 
disclosed.  The  first  studies  pertaining  to  any  improvement  are  always 
interesting,  and  they  are  quite  apt  to  be  overlooked  in  the  description 
of  a  finished  work. 

How  the  cost  of  the  dam  as  it  is  now  compares  with  the  estimated 
cost  of  a  gravity-section  dam  of  the  same  general  dimensions  would 
be  of  interest,  as  would  also  the  question  of  a  curved  versus  a  straight 
dam  for  structures  of  either  type  in  that  place. 
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Orrix  L.  Brodie.*  M.  Am.  Soc.  C.  E.  (by  letter). — The  author  is    Mr. 


to  be  thanked  for  the  lucid  and  well-arranged  presentation  of  the 
subject  matter  relating  to  the  reconstruction  of  the  Stony  River  Dam, 
and  the  thoroiigh  manner  in  which  he  has  treated  the  various  phases  of 
that  work. 

One  of  the  most  striking  features  of  his  design,  to  the  writer  at 
least,  was  the  imique  method  of  anchoring  the  up-stream  heel  and 
cut-ofiF.  Relative  to  this  matter,  certain  statements  of  the  author  in 
his  brief  outline  of  the  previous  failure  of  the  structure  were  impres- 
sive.    These  were: 

"Failure  occurred  where  the  up-stream  cut-off  wall  extended  only 
a  short  depth  (5  to  7  ft.)  into  the  over-burden." 

"Failure  was  caused  by  undermining  due  to  leakage." 

"The  type  of  dam  was  not  in  any  way  a  cause  of  failure." 

Thoughtful  consideration  of  these  three  statements  taken  together 
forces  on  the  writer  the  following  query: 

Would  not  a  dam  subject  to  considerable  head  of  water,  such  as 
the  one  described,  but  containing  sufficient  mass  that  could  contribute 
by  its  dead  weight  a  resistance  per  se  to  sliding  and  overturning  ten- 
dencies, be  more  satisfactory  in  every  respect  than  one  of  the  type 
here  considered?  Even  though  the  hollow  concrete  type,  such  as  the 
one  described  in  the  paper,  may  possess  decided  advantages  in  the 
matter  of  stability  against  overturning,  there  is  always  the  possibility 
of  the  admission  of  water  below  it,  which,  besides  increasing  its 
tendency  to  slide,  destroys  any  advantage  inherent  in  its  form  in  the 
matter  of  stability.  Besides,  as  shown  by  the  author,  an  up-stream 
cut-off  thoroughly  anchored  to  the  heel  seems  to  be  a  vital  necessity. 
It  is  also  significant  that  the  reconstruction  involved  a  quantity  of 
masonry  equal  to  that  of  the  initial  construction,  which  might  better 
have  been  utilized  in  the  first  place. 

The  method  of  computing  the  storage  effect  of  the  reservoir  area 
with  respect  to  the  spillway  run-off  was  interesting  to  the  writer,  as 
was  the  detail  of  the  spillway  shape,  as  depicted  on  Plate  X  and  noted 
by  the  author  as  being  a  more  advantageous  crest  than  that  of  the  old 
spillway. 

An  investigation  as  to  spillway  run-off  with  respect  to  two  basins, 
the  waste  weirs  of  which  were  at  different  crest  elevations,  was  made 
by  the  writer,  and  involved  an  interconnecting  tunnel  between  these 
two  reservoirs  (constituting  the  substitute  supply  works,  connected 
with  the  new  Kensico  Reservoir  for  New  York  City). 

The  understanding  of  the  method  will  be  facilitated  by  the 
following  nomenclature: 

•  New  York  City. 
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Mr.  Volumes  are  in  cubic  feet ;  flows  in  cubic  feet  per  second ;  and  times, 

Brodie.  •  j 

in  seconds. 

H^',  U^,  and  J?i",  B^",  are  elevations  of  water  surfaces  in  the 

respective  reservoirs,  Nos.  1  and  2 ; 
t  =time  for  Reservoir  No.  1  to  rise  through  a  small  distance 

{E'  to  E") ; 
V^  =  increment  of  capacity  due  to    (i7/'  —  B"/)    for  Reservoir 

No.  1; 
Fg  =  increment  of  capacity  due  to    (E^"  —  E/)   for  Reservoir 

No.  2; 
7^  =  average  inflow  during  time,  t,  from  water-shed  of  Reservoir 

No.  1; 
I^  =  average  inflow  during  time,  t,  from  water-shed  of  Reservoir 

No.  2; 
i  =  average  flow,  during  time,  t,  through  tunnel  and  from  Reser- 
voir No.  1  to  Reservoir  No.  2 ; 
(3/  and  Q/  =flow  over  respective  weirs  at  the  beginning  of  time, 

t;  and 
Q/'  and  Q2"  ^^  fi^^  '^^^''^  respective  weirs  at  the  end  of  time,  t. 

For  Reservoir  No.  1 : 

/=  /''  0) 

For  Reservoir  No.  2: 

t^  ^ (2) 

Eliminating  i  between  Equations  (1)  and  (2): 
from  Equation  (1)  t  Fz,  —  '  —  o  ^^i'  +  ^i")J  =  ^  1 (*^) 

from  Equation  (2)  t  ^I^  +  i—  0  (Q-z   +  ^■i")']  =  ^^2 (•*) 

from  Equations  (3)  and  (4) 

>  = _ji±j:^ (5) 

'i  +  h-l  (Q,'  +  Q^"  +  Q2   +  Q2') 

Method,  by  successive  approximations,  of  applying  the  foregoing 
expressions: 

F,  is  a  direct  function  of  t  and  i,  that  is,  "F",  =  /  (t,  i)  and  must 
be  so  considered. 
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Begin  with  Equation  (5)  :  First,  assume  values  for  V^  and  V^  and  Mr. 
corresponding  values  for  the  other  terms  in  the  right-hand  member. 
Substitute  the  value  of  t  thus  found  in  the  left-hand  members  of 
Equations  (3)  and  (4),  with  the  corresponding  new  value  of  i,  until 
Equations  (1)  and  (2)  are  satisfied.  The  second  value  of  t  can  thus 
be  tested  by  Equations  (1)  and  (2).  The  values  of  V^  and  V^  of 
Equations  (3)  and  (4),  respectively,  must  agree  with  the  values  of  V^ 
and  F„  in  Equation  (5). 

The  calculations,  as  briefly  outlined  in  the  foregoing,  may  be  made 
in  connection  with  the  use  of  chosen  rim-off  diagrams,  together  with 
capacity  curves  prepared  both  for  the  weirs,  tunnel,  and  reservoirs. 
The  results  may  be  shown  by  appropriate  curves  of  reservoir  rise  with 
time  intervals  from  the  beginning  of  the  storm,  or  with  respect  to 
any  stage  desired. 

In  connection  with  the  consideration  of  the  spillway  shape,  the 
writer  has  determined  the  applicability  of  a  parabola,  the  origin  of 
which  may  be  taken  at  the  actual  crest  of  the  weir  and  the  parameter 
at  about  l.S  times  the  head  of  full  reservoir  level  on  the  so-called 
''theoretical  crest"  (that  is,  the  actual  crest  of  a  corresponding  thin- 
edged  weir).  This  parabola,  with  axis  vertical  and  through  the  crest, 
will  determine  approximately  the  lower  nappe  or  sheet  of  overfall 
for  a  weir. 

The  study  leading  to  this  conclusion  was  based  on  weir  experiments 
by  M.  Bazin.  This  parameter  may  be  increased  for  practical  consider- 
ations to  as  much  as  2^  times  the  head. 

The  writer  is  not  aware  of  the  detailed  method  by  which  the  shape 
of  the  new  spillway  crest  of  the  Stony  Eiver  Dam  was  fixed,  but, 
by  the  foregoing  method,  he  calculated  the  crest  for  the  given  head 
and  was  interested  to  find  that,  as  far  as  could  be  ascertained  by 
careful  scaling  of  the  spillway  of  Plate  X,  a  practical  identity  resulted. 
The  advantage  of  a  larger  value  than  1.8  for  the  parameter  factor 
used  by  the  writer  in  this  instance  is  that  it  permits  of  flattening 
the  curve  just  down  stream  from  the  crest,  thus  improving  the  flow 
conditions.  Eor  a  solid  masonry  weir,  a  larger  parameter  enables  the 
parabolic  section  to  be  extended  to  a  lower  elevation  than  otherwise. 
In  the  case  under  consideration  it  was  obvious  that  the  comparatively 
steep  apron  slope  required  a  minimum  value  for  this  particular  para- 
meter. 

The  author  intimates  that  the  preliminary  soundings  were  made 
by  test  pits  and  auger  borings,  that  failure  occurred  where  the  up- 
stream cut-off  wall  extended  only  from  5  to  7  ft.  into  the  over-burden, 
and  that  the  technical  advisers  consulted  on  the  original  project 
were  not  familiar  with  the  local  conditions.  Later,  it  appears,  the 
results  of  core  borings  driven  for  reconstruction  investigations  disclosed 


Brodie 
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Mr.  lentils  and  alternations  of  pervious  with  impervious  strata,  and  that 
sandstone  boulders  or  false  cliffs  had  been  mistaken  for  bed-rock  be- 
neath the  original  cut-off  construction. 

These  facts  cannot  emphasize  too  strongly  the  great  importance 
of  extensive  sub-surface  investigation  preliminary  to  construction  such 
as  this,  and  the  author's  words  in  regard  to  foimdation  conditions  as 
uncovered  in  the  subsequent  explorations,  that  they  "required  the  most 
serious  consideration  and  care",  are  conclusive. 

WiLLiAii  Cain,*  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer  is 
especially  interested  in  the  author's  use  of  "anchoring  walls"  to  increase 
the  margin  of  security  against  the  sliding  of  the  dam.  Siich  walls, 
projecting  below  the  foundation,  have  been  used  repeatedly  in  dam 
and  retaining  wall  design,  but  the  projections  were  generally  of  small 
depth,  so  that  little  attempt  has  been  made  to  state  the  principles 
affecting  their  design.  The  author's  distinct  contribution  consists  in 
the  use  of  anchoring  walls  of  such  depth  that  the  weight  of  the  soil, 
from  the  foundation  to  the  level  of  the  lower  end  of  the  anchoring 
wall,  is  quite  appreciable,  and  is  utilized  in  increasing  the  resistance 
of  the  dam  to  sliding  by  lowering  the  possible  plane  of  sliding  from 
the  foundation  level  to  one  passing  through  the  bottom  of  the  anchor- 
ing wall.  He  has  entered  into  great  detail  regarding  the  principles 
affecting  this  desig-n,  and,  in  connection  with  it,  has  discussed  the 
passive  resistance  of  earth  placed  below  the  dam  to  sliding  up  a  possible 
plane  of  rupture. 

It  is  to  be  regretted  that  the  author,  in  his  experiments  to  deter- 
mine the  combined  "adhesion"  and  friction  of  the  various  soils,  did 
not  apply  increasing  weights  to  the  box  containing  the  soil,  and  like- 
wise measure  the  pull  for  each  weight  in  turn,  corresponding  to 
'■'impending  motion";  meaning  by  that  term,  that  no  actual  sliding 
occurs,  but  that  any  increase  in  the  pull,  however  small,  would  cause 
actual  motion.  If  this  had  been  done,  the  actual  values  of  the  coeffi- 
cients of  friction  and  cohesion  could  have  been  ascertained  and  used 
in  the  analysis.  As  the  pulls  were  only  recorded  when  the  box  con- 
taining the  clay  was  in  actual  motion,  the  results  give  neither  the 
friction  coefficient  alone  nor  the  combined  full  cohesion  and  friction, 
such  as  would  be  actually  exerted  near  the  foundation  of  a  stable 
dam,  or  perhaps  on  some  lower  plane  or  curved  surface. 

The  results  refer  only  to  a  combined  friction  and  cohesion  ("ad- 
hesion", as  the  author  characterizes  it,  for  this  case),  when  the  box 
was  in  motion.  The  numerical  values  of  the  "coefficients"  in  Table  2 
are  so  much  larger  than  the  coefficients  of  friction  of  various  clays, 
as  given  by  Bell,  as  quoted  in  Table  7,  that  evidently  a  very  appreciable 
amount  of  cohesion  ("adhesion")  was  exerted  during  the  motion.    This 

•  Chnpol  UiU,  N.  C. 
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negatives  the  idea,  suggested  by  the  writer  in  a  previous  paper,  that,  Mr. 
after  motion  began,  possibly  all  cohesion  was  destroyed,  so  that  only 
friction  remained  to  resist  the  pull.  Evidently,  from  the  results, 
although  a  large  part  of  the  full  cohesion  of  the  solid  clay  was  not 
exerted  during  the  motion,  still  an  appreciable  part  of  cohesion  in 
addition  to  the  friction  was  exerted  during  the  actual  sliding  of  clay 
on  clay. 

Coulomb's  laws,  concerning  "impending"  sliding  of  earth  on  earth, 
are  symbolized  in  the  equation: 

Q  =.f  p„  +  c  A (1) 

where  (?  =  the  total   resistance  to   sliding   in  the  plane   of  shear,   in 
pounds ; 
/  =  the  coefficient  of  friction ; 

c^the  cohesion  in  the  plane  of  shear,  in  pounds  per  square 
foot; 
P„  =  the  normal  pressure  in  the  plane  of  shear,  in  pounds ; 
A  =  the  area,  in  square  feet,  of  the  plane  where  shear  is  im- 
pending. 

Also,  if  </>  =  the  angle  of  friction,  then  /  =  tan.  (j>. 

Table  7  gives  experimental  values  of  /,  <j>,  and  c,  quoted  from  the 
writer's  paper  on  "Cohesion  in  Earth"*,  the  first  five  values  being 
from  Bell,  the  last  two  from  Jacquinot  and  Erontard. 

TABLE  7. 


Character  of  earth. 

/  =  tan.  </), 
coefficient 
of  friction. 

<t> 

coefficient  of 
cohesion,  in 
pounds  per 
square  foot. 

0.000 
0.052 
0.087 
0.123 
0.287 
0.145 
0.187 

0° 
3° 
5° 

450 

670 

1  120 

7°                  1  570 

16°                  3  580 

8°15'                 385 

10°35'                 443 

The  sand-clay  referred  to  in  Table  7  was  taken  from  a  well-rolled 
dam,  made  of  the  best  materials,  its  composition  being  60%  clay, 
32%  silica  as  an  impalpable  dust,  and  8%  silicious  sand. 

Mr.  Scheidenhelm's  Table  4  furnishes  the  figures  given  in  Table  8. 

Since,  in  the  author's  experiments  on  the  direct  shearing  of  clay,  the 
normal  pressure,  P„,  on  the  initial  area  was  zero,  it  is  seen,  from 
Equation  (1),  that  the  last  two  columns  give  the  coefficient  of  cohesion, 
c,  in  pounds  per  square  inch  and  pounds  per  square  foot,  respectively. 

•  Transactions,  Am.  See.  C.  E.,  Vol.  LXXX,  1916,  pp.  1322.  1333. 
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TABLE  8. 


Character  of  soil. 


White  clay 12.1 

26. b 
20 

26.0 
22.8 

Black  gumbo 9.6 

16.1 

Black  loam i  16.0 

Sandy  yellow  clav 4.6 

2.7 

Average 15. T 


It  is  seen,  also,  that  the  values  of  c  compare  very  well  with  some 
of  those  in  Table  7.  Possibly,  if  the  values  of  (f>  had  been  determined 
from  appropriate  experiments,  they  would  also  have  compared  favor- 
ably with  the  previous  determinations. 

It  is  important  to  observe  that  the  time  element  affects  all  results 
very  appreciably.  Thus,  Collin,  in  1846,  found  that  the  resistance 
to  shear  in  clay  produced  in  from  12  to  15  min.  was  only  one-third 
or  one-fourth  of  that  produced  in  from  12  to  15  sec.  Bell  states  that 
all  his  tests  were  of  considerable  duration.  This  matter  needs  special 
attention  by  experimenters.  As  the  author  states  that  "the  effect  of 
the  length  of  time  of  application  of  a  given  shearing  load  was  not 
investigated,"  it  is  probable  that  the  values  of  c,  as  given  in  Table  8, 
are  all  too  large. 

If  certain  values  are  assumed  for  <^,  from  Bell's  experiments  on 
clays  as  roughly  applicable  to  the  author's  experiments  relating  to 
the  resistance  of  clay  on  clay  when  in  motion,  a  rude  surmise  may 
be  made  of  the  corresponding  value  of  c  for  cohesion  of  motion. 

Thus,  for  "white  clay,  fine-grained,  wet",  assume  <^  =  6° ;  then, 
from  Table  2,  let  P„  =  200  lb.  and  Q  =  0.34  P„  =  68  lb.  With 
regard  to  A,  the  author  says,  "ordinarily,  more  than  i  sq.  ft.  of  the 
material  under  test  was  actually  in  contact."  As  definite  information 
is   lacking,   it  can   only  be  assumed   that   ^   =   J    sq.   ft.;   hence,  by 


Equation  (1), 


(iS  =  200  tan.  (p  -\-  . 


or,  for  (f>  =  6°,  assumed,  tan.  <^  =  0.105.  Therefore,  c  =  141  lb.  per 
sq.  ft.  For  the  same  "white  clay,  moist",  from  Table  2,  if  P„  =  200  lb., 
as  an  average,  Q  =  0.42  P„  =  84  lb.  Therefore,  for  <^  =  6°  (as  before) 
and  A  =  ^  sq.  ft.,  by  Equation  (1),  it  is  found  that  c  =  190  lb. 
per  sq.  ft. 
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Again,  for  "yollow  clay  containing-  some  ficrit,  fairly  wet",  assume   Mr. 

0  =  12°  (tan.  (f>  =  0.213),  P„  =  200  lb.     Therefore,  by  Table  2,  as  ^*'°- 
an  average,  Q  =  0.68  P„  =  136.     Taking  A  =  J  sq.  ft.,  by  Equation 
(1),  c  =  280  lb.  per  sq.  ft.    Although  the  values  of  A  and  (j>  assumed 

are  doubtless  incorrect,  the  roughly  approximate  values  of  c,  as  com- 
puted, are  instructive  as  showing  a  very  appreciable  cohesion,  even 
when  the  upper  layer  of  clay  is  in  motion. 

The  author  gives,  on  page  958,  for  certain  conditions  pertaining  to 
the   original    dam   before    failure,    the    horizontal    water   pressure    = 

1  013  600  lb. ;  weight  of  dam  and  water  over  it  =  2  030  400  lb. ;  both 
for  a  15-ft.  bay.    If  the  base  is  52  ft.  wide,  A  =  52  X  15  =  780  sq.  ft. 

Consequently,  assvuning  the  low  value,  c  =  660  lb.  per  sq.  ft.  (say, 
for  the  yellow  clay)  and  <f>  =  12°  (tan.  ^  =  0.213),  on  substituting 
in  Equation  (1),  we  find, 

()  ==  2  030  400  X  0-213  +  780  X  660  =  947  300  lb., 

which  is  but  little  below  the  water  pressure  tending  to  cause  sliding. 
In  fact,  the  resistance  to  sliding  is  exactly  equal  to  the  water  pressure 
for  <^  =  13°  50',  which  is  a  possible  value. 

This  computation  involves  the  assumption  that  there  exists  a  co- 
hesion between  the  concrete  and  clay  at  the  foundation  of  660  lb.  per 
sq.  ft.,  and  the  fact  that  the  dam  stood  renders  the  assumption  proba- 
ble. No  illustration  can  be  given  that  more  forcibly  points  to  the  need 
of  "comprehensive  experimentation"  to  determine  the  coefficients  of 
cohesion  and  friction,  not  only  for  earth  on  earth,  but  likewise  for 
concrete  or  other  masonry  on  earth;  for  here  is  a  dam  that  stood, 
which  presumably  should  have  failed  if  no  cohesion  was  exerted  at  the 
base.  This  supposed  cohesion  that  engineers  (the  writer  included) 
have  hitherto  ignored,  in  computations  affecting  the  sliding  of  dams 
and  retaining  walls,  is  probably  a  vital  element  concerning  stability, 
and  it  doubtless  has  saved  many  walls  from  destruction  by  furnishing 
an  additional  resistance  to  sliding  over  that  due  to  friction  alone. 

The  argument  that  the  resistance  to  sliding  can  be  computed  in 
terms  of  a  friction  coefficient  alone,  supposed  to  allow  for  the  com- 
bined cohesion  and  true  friction,  is  untenable,  as  the  writer  has  con- 
clusively shown.*  The  error  can  likewise  be  realized  by  a  numerical 
example.       Thus,    on     dividing    Equation     (1)    by    A,    and    putting 

Q  P 

q    =    -—  =  unit   total   resistance    to   sliding,  and  p^^   =  —^  =    unit 

normal  pressure,  we  have, 

q  =  fPn  +  c (2) 

From  Table  8,  the  lowest  value  of  c,  for  the  "sandy  yellow  clay"  is 


"Cohesion  in  Earth",  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX,  pp.  1332-1334. 
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Mr.    -^fei),   say   400,   lb.   per   sq.   ft.      On   arbitrarily   assuming  ^   ==   12'    or 
Cain,  y  ^  ^^^^  ^  ^  0.213,  Equation  (2)  reduces  to, 

q  =  0.213  p„  +  400. 
Now,  if  it  is  assumed  that  a  friction  coefficient,  /  =   — ,  with  c  =  0, 

can  sufficiently  represent  the  value  of  q,  which  denote  by  g',  we  have, 
from  Equation  (2), 

1 
5'  =  -^  Pn- 

It  will  be  found,  for  p„  =  3  333  lb.  per  sq.  ft.,  that  g  =  g' ;  but,  for 
p„  <  3  333,  q"  <  q;  whereas  for  p„  >  3  333,  ^  >  q. 

Thus,  for  Pn  =  l  000  lb.  per  sq.  ft.,  g'  =  333,  q  =  613  lb.  per  sq.  ft. ; 
but  when  p,,  =  6  000  lb.  per  sq.  ft.,  then  g'  =  2  000  and  g  =  1  678  lb. 
per  sq.  ft. 

The  differences  would  be  much  more  marked  had  large  values  of  c 
been  taken,  corresponding  to  the  "white  clay"  or  "gumbo.''  As  to  the 
value  cf>  =  12°,  arbitrarily  assumed,  it  seems  probable,  from  the  experi- 
mental values  of  Bell,  given  in  Table  7,  that  (f>  lies  somewhere  between 
7°  and  16°,  and  thus  an  average  was  taken  as  a  probable  value.  Like- 
wise, from  the  author's  Table  2,  the  yellow  clay  shows  a  high,  com- 
parative value  of  the  ''coefficient  of  frictional  resistance",  including 
"adhesion",  so  that,  possibly,  <^  should  lie  nearer  to  16°  than  7°,  and 
12°  is  possibly  a  little  below  the  true  value. 

In  connection  with  the  foregoing  values  of  p,,,  it  is  of  interest  to 

know  that,  ignoring  the  cut-off  wall  and  taking  the  area  of  the  base 

of  the  dam  as  52  X  15  sq.  ft.  for  one  15-ft.  bay,  the  average  unit 

2  030  400 

pressure  on  the  foundation  of  the  old  dam  is    — —  =  2  600   lb. 

52  X  15 

per  sq.  ft.;  also,  if  the  earth  below  it  weighs  100  lb.  per  cu.  ft.,  the 
unit  pressure  at  15  ft.  below  the  foundation  (at  the  bottom  of  the 
"anchoring  wall",  or  at  the  level,  A  B,  of  Plate  XII),  amounts  to  4  100 
lb.  per  sq.  ft.  The  values  of  q  and  c^,  as  found  from  the  foregoing 
equations,  do  not  differ  greatly  for  these  values,  2  600  and  4  100  for 
Pn,  but  this  is  only  due  to  the  particular  values  of  /  and  ^  assumed. 

It  is  not  pretended  that  these  are  near  the  true  values,  as  the  com- 
putation was  simply  made  to  show  what  differences  might  occur  by  the 
two  methods  of  estimating  the  resistance  to  sliding,  and  that  the  value 
of  p„,  at  the  foundation  or  below  it,  is  an  important  factor  in  the 
computation. 

Although  the  data  as  to  c  and  <^  are  "not  sufficient  in  number  and 
reliability"  to  lead  to  an  exact  determination  of  the  passive  resistance 
to  sliding  of  this  dam,  by  the  theory  of  coherent  earth,  nevertheless, 
some  interesting  conclusions  can  be  drawn,  by  finding,  by  this  theory, 
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probable  values  of  c  mid  <^^  necessary  to  the  stability  of  the  dam  for   Mr. 
each  case  of  loading  given  by  the  author  on  pages  956-957. 

It  is  very  possible,  as  new  experimental  determinations  come  in, 
that  surprises  as  to  the  true  laws  affecting  friction  and  cohesion 
await  us  in  the  future,  but,  as  far  as  the  experiments  go,  Coulomb's 
two  laws  have  been  verified,  and  they  will  be  made  the  basis  of  the 
following  computations. 

In  the  belief  that  the  new  method  will  prove  of  service,  the  analysis 
will  be  given  in  full  for  future  reference,  for  immediate  use  by  engi- 
neers who  will  determine  experimentally  the  coefficients,  c  and  /,  for 
any  soil  in  question. 

The  computation  will  refer  to  the  revised  section  of  the  dam, 
Plate  XII,  but  the  cut-off  wall  will  be  ignored  (which  is  on  the  side  of 
safety),  and  the  width  of  foimdation  (as  estimated  conservatively 
from  the  drawing)  will  be  taken  as  52  ft. 


E    h 


e   Nf 


Fig.  28. 


Thus,  in  Fig.  28,  the  width  of  foundation  of  the  dam,  D  E  =  52 
ft.;  the  anchoring  wall,  or  arm,  extends  from  D  to  A,  15  ft.,  the  wall 
being  just  to  the  left  oi  A  D.  The  toe-wall  extends  downward  from 
£"  to  Z,  8  ft.  To  the  right  of  this  is  earth,  with  the  free  surface, 
E  F  M  N. 

The  analysis  will  proceed  along  the  lines  outlined  by  the  author, 
but  cohesion  will  be  included  and  the  resistance  to  sliding  along  I J 
or  B  C  will  be  ignored.  The  problem  then  consists  of  finding  the 
horizontal  component  of  the  resistance  to  sliding  along  planes  such 
as  A  I  and  J  N  or  along  A  B  and  C  L.  Assuming  the  earth  to  weigh 
100  lb.  per  cu.  ft.,  the  weight  of  earth,  AIE  D,  is  59  800  lb.,  which, 
added   to    the   weight    of    the    dam    and   of   the   water   on    the    deck, 
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Mr.  2  239  400  ^  15  =  149  293  lb.  per  lin.  ft.  of  dam  crest,  gives  the  weight 
^^'°-  on  AI  =  209  000  lb.  Denote  this  weight  by  G,  the  length,  A  I,  by  I, 
and  its  inclination  to  the  horizontal  by  a.  li  N  =  a  e  is  the  normal 
reaction  of  the  plane,  A  I  (making  the  angle,  a,  with  the  vertical),  then 
the  resistance  along  the  plane,  acting  to  the  left,  to  a  horizontal  force, 
E,  tending  to  cause  sliding  along  A  I  to  the  right,  is  cl  -\-  N f.    The 

friction  component  is  N  f  =^  de  and  this,  combined  with  N  =  ea, 
gives  a  resultant,  da,  making  the  angle,  <j),  with  the  normal  ae,  since 
/  ^  tan.  <f). 

Hence,  if  we  lay  off,  to  scale,  ah  =  G,  then  draw  hg  =  c  I  parallel 
to  I  A;  from  g,  draw  a  horizontal,  gd,  to  the  intersection,  d,  with  the 
line  from  a,  making  the  angle,  ^,  above  the  normal  ae,  then  gd  =  E, 
which  is  equal  and  opposed  to  the  horizontal  passive  resistance  to 
impending  sliding  up  the  plane,  A  I.  This  follows  because  the  polygon 
of  forces,  ah  g  da  or  ah  g  d  e  a,  is  a  closed  polygon,  where,  ah  =  G, 
bg  =  cl,  gd  =  E,  de  =  N f,  ea  =  N,  represent  all  the  forces  acting 
on  the  mass  of  earth,  A  I  E  D. 

E  can  be  found  from  the  diagram  or  from  an  equation  easily 
deduced. 

Thus,  E  =  gh  +  hd 

=  c  I  COS.  a  -\-  {G  -\-  cl  sin.  a)  tan.  (a  +  <^). 
E  =  c.AB+{G  +  c.BI)  tan.  (a  +  <^) (3) 

It  is  evident  from  this  equation,*  regarding  G  as  the  load  on.  A  I 
for  any  position  oi  AI  between  the  one  shown  in  the  figure  and  A  B, 
that  E  diminishes  with  a  and  is  least  for  a  =  0,  or  along  A  B. 

ISTow,  to  be  conservative,  take  <^  =  12°  and  c  =  300  lb.  per  sq.  ft., 
which  is  less  than  the  smallest  value  (389  lb.  per  sq.  ft.)  given  in  Table 
8  for  the  "yellow,  sandy  clay",  and  far  less  than  the  average,  c  =:  2  260 
lb.  per  sq.  ft.  In  fact,  it  is  only  sljghtly  greater  than  the  value  (280) 
found  for  the  yellow  clay  in  motion.  On  substituting  numerical 
values,  A  i?  =  52,  5  Z  =  7,  a  =  7°  30',  <^  =  12°,  c  =  300,  in  Equa- 
tion (3),  we  derive  the  resistance,  exerted  horizontally,  to  impending 
sliding  up  the  plane,  A  I, 

E  =  90  300  lb. 

To  find  the  similar  resistance  to  sliding  along  the  horizontal  plane, 
A  B,  first  find  the  weight  of  earth,  ABED  =  78  000  lb.,  and  add  to 
149  000  to  get  the  G  corresponding,  G  =  227  000  lb.  Then,  making 
o:  =  0  in  Equation  (3),  or  using  Equation  (1),  we  find  the  resistance 
to  sliding  along  the  plane,  A  B, 

E  =  227  000  tan.  12°  +  300  X  52  =  04  000  lb. 

*0n  puttiiiK  (G  +  c  .  8  1)  in  form  ^227  000  +  A  B  lan.  a  (c  -.^)).  'he  weight 
of  (lam,  water  over  it.  and  (iurtli,  A  li  K  I),  bciiiK  '.227  OOu  II). 
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If  we  assume  the  coefficients,  c  and  f,  the  same  along  D  E  (for  Mr. 
concrete  on  earth)  as  above,  or  c  =  300  lb.  per  sq.  ft.,  ^  =  12°,  we  ^**° 
find  the  resistance  to  sliding  along  D  E  to  be, 

149  000  X  0.213  +  300  X  52  =  47  000  lb. 

If  it  is  recalled  that  it  was  found  above,  that  the  stability  of  the 
old  dam  was  possible  when  c  =  660  lb.  i)er  sq.  ft.,  <^  =  13°  50',  then 
the  values,  c  and  <^,  assumed  along  D  E,  appear  to  be  conservative. 

The  horizontal  component  of  the  water  pressure  per  foot  of  length 
of  crest  is  1  218  200  -^  15  =  81  000  lb.  Of  this,  47  000  lb.  is  carried 
by  the  earth  directly  down  to  the  planes,  A  I  or  A  B,  the  remainder, 
34  000  lb.,  being  carried  to  the  anchoring  arm  along  A  D,  by  which  it 
is  finally  transmitted  to  the  earth  to  the  right  of  A  D.  The  average 
pressure  on  the  earth  along  A  i>  is  34  000  -f-  15  =  2  267  lb.  per  sq.  ft., 
which  is  perhaps  not  so  great  as  to  cause  flow,  though  the  exact  dis- 
tribution of  stress  along  A  D  is  unlmown. 

It  is  well,  however,  to  enquire  if  this  pressure  of  the  arm,  A  D, 
may  not  cause  sliding  of  the  earth  up  some  plane  through  A,  shown 
by  the  dotted  line.  Hence  the  passive  resistance  of  the  earth  to  sliding 
up  such  a  plane  will  next  be  investigated.  Assuming  that  the  reaction 
of  the  anchoring  wall  on  J.  Z>  is  horizontal,  the  unit  horizontal  passive 
resistance,  a,  of  the  earth  at  any  point  oi  A  D  can  be  found  from  the 
equation.* 

a  =  h tan.2  (^45°  +  ^)  +  2  c  tan.  (45°  +  -^  , 

where  h  =  the  weight,  in  pounds  per  square  foot,  acting  on  a  horizontal 
plane  at  the  point  considered.  As  the  distribution  of  stress  on  D  ^  is 
not  given,  assume  it  to  be  uniform,  so  that  at  D^  h  =  149  300  -^  52  = 
2  870  lb.  per  sq.  ft. ;  and  at  4,  6  =  2  870  +  1^  X  100  =  4  370  lb.  per 
sq.  ft.  Hence,  taking,  as  before,  (f>  =  12°,  c  =  300  lb.  per  sq.  ft.,  the 
equation  gives  the  unit  passive  resistance,  acting  horizontally  to  the  left, 

at  D :  5  120  lb.  per  sq.  ft. ; 
at  A:  7  400  lb.  per  sq.  ft. 

As  the  flow  of  the  earth  is  supposed  to  occur  at  4  000  lb.  per  sq.  ft., 
it  is  seen  that  sliding  up  the  dotted  plane  will  not  occur  when  the 
maximum  permissible  stress  on  AD  is  taken  at  4  000  lb.  per  sq.  ft.,  as 
given  by  the  author.  If  the  permissible  value  to  prevent  flow  had 
been  assumed  to  be  greater  than  7  400  lb.  per  sq.  ft.,  then  the  maximum 
unit  compression  at  A  must  be  taken  at  7  400  lb.  per  sq.  ft.  or  less ; 
otherwise  the  earth  at  A  would  tend  to  slide  up  the  dotted  plane,  which 

makes  an  angle,  45°  +  —  =  51°,  with  the  vertical. 
*  Cain's  "Earth  Pressure",  p.  192. 
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Mr.  It  now  remains  to  compute  the  passive  resistance,  exerted  on    F  J 

*^»'°-  or  F  C,  of  the  earth  to  sliding  up  the  proper  planes  of  rupture,  J  N  or 
C  L,  corresponding.  The  graphical  construction  for  effecting  this  will 
be  given  presently;  but,  to  complete  the  present  investigation,  the 
result  may  be  anticipated  that  the  passive  resistance  on  either  F  J  or 
F  C  exceeds  the  safe  compressive  stress  of  the  earth,  so  that  the  latter 
will  limit  the  available  resistance.  The  unit  passive  resistance  at  the 
free  surface  is  not  zero,  but  a  very  appreciable  quantity,  as  will  be 
shown  eventually,  and  reasons  will  be  given  why  an  average  pressure 
on  F  J  or  F  C  of  3  000  lb.  per  sq.  ft.  can  be  allowed  without  fear  of  the 
compressive  strength  of  the  earth  being  exceeded,  or  flow  being  im- 
minent. Thus,  the  total  compression,  acting  horizontally,  that  will  be 
allowed  on  F  J,  9  ft.  in  depth,  is, 

3  000  X  9  =  27  000  lb., 

and  on  F  C,   16  ft.  in  depth, 

3  000  X  16  =  48  000  lb. 

It  has  been  shown  previously,  omitting  any  resistances  along  /  J 
and  B  0,  that  the  horizontal  component  of  the  resistance  to  sliding 
along  ^  C  is  64  000  lb.,  and  along  A  J,  90  000  lb. ;  hence  the  total 
horizontal  component  of  the  resistance, 

along  A  (7  and  C  F  =  64  000  +  48  000  =  112  000  lb. 
and  along  A  J  and  J  F  =  %0  000  -\-  27  000  =  117  000  lb. 

Both  of  these  totals  exceed  the  horizontal  component  of  the  water 
pressure,  81  000  lb. ;  so  that,  if  the  assumed  values  of,  c  =  300  lb. 
per  sq.  ft.  and  <^  =  12°,  are  safe  values,  the  dam  is  secure  against  slid- 
ing, for  the  conditions  assumed,  along  the  planes  taken.  The  con- 
clusion will  not  be  altered  if  any  plane  intermediate  between  A  J  and 
A  C  \s  taken  in  place  of  either  of  these  planes.  From  what  precedes, 
it  seems  that  c  =  300  lb.  per  sq.  ft.  is  a  safe  value,  but  there  is  uncer- 
tainty as  to  the  value  of  <^.  If  we  assume  ^  :^  4°  23'  (tan.  ^  = 
0.0767  =  /),  it  will  be  found  that,  using  c  =  300,  as  before,  the 
horizontal  component  of  the  water  pressure  is  exactly  equal  to  the 
resistance  exerted  along  A  C  and  C  F.  For  a  less  value  of  <p,  sliding 
would  occur.  From  Table  7.  the  value  <^  =  4°  23'  is  seen  to  be  a  barely 
possible  one,  though  the  probable  value  is  greater;  hence,  with  the 
incomplete  data  as  to  c  and  <f>,  it  can  only  be  asserted,  for  the  loading 
of  the  author's  Case  I,  that  this  investigation  shows  that  the  dam  is 
most  probably  safe  against  sliding.  The  investigation  for  the  loading 
under  Case  II,  or  "under  the  most  severe  conditions  within  limits  of 
reason",  page  957,  is  exactly  similar  to  the  foregoing,  so  that  only 
results  will  be  given. 

The  uplift  water  pressure  was  subtracted  from  tlic  former  loud  on 
tlie  foundation,  giving  a  net  load,  per  foot  of  crest,  on  (lie  foundation 
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of  90  400  lb.  Of  course,  this  uplift  pressure  must  not  be  taken  in  Mr. 
addition  from  the  weights,  A  I E  D  or  ABED,  of  earth,  since,  from 
the  unit  water  pressure  (say)  just  to  the  right  of  A,  acting  upward,  is 
to  be  subtracted  the  weight  of  a  column  of  water  of  height,  A  D,  and 
horizontal  section  unity,  which  gives,  precisely,  the  uplift  at  the  level, 
D  E;  so  that  the  weight  of  earth,  A  I E  D  ov  A  B  E  D,  is  not  to  be  in- 
creased by  the  weight  of  water  above  A  I  or  A  B,  or  diminished  in  any 
way,  since  the  uplift  pressure  has  already  been  subtracted  from  the  load 
on  D  E.  The  total  horizontal  force  acting  on  the  dam,  due  to  water 
pressure  and  ice,  is  101  300  lb.  per  lin.  ft. 

By  an  investigation  similar  to  the  foregoing,  it  is  found,  for 
c  =  300  lb.  per  sq.  ft.,  cf>  =  12°  and  the  compression  on  C  F  limited 
to  3  000  lb.  per  sq.  ft.,  that  the  total  horizontal  resistance  along  A  C 
and  C  F  amounts  to  99  400  lb.,  and  along  A  J  and  J  F  to  96  500  lb. 
However,  for  c  =  388  lb.  per  sq.  ft.,  <ji  =  12°,  the  least  resistance  is 
equal  to  the  water  and  ice  pressure,  101  300  lb. ;  so  that  the  dam  is 
secure  against  sliding  for  either  Case  I  or  Case  II,  if  c  =  390  lb.  per 
sq.  ft.  and  <f>  =  12°. 

It  is  interesting  to  know  the  amount  of  security  when  c  =  660  lb. 
per  sq.  ft.,  ^  =  12°.  It  is  found,  for  these  values,  that  the  horizontal 
resistance  exerted  along  A  B  and  C  F  amounts  to  118  000  lb.,  and 
along  A  I  and  J  F,  to  116  000  lb.  The  latter  value  exceeds  the  water 
and  ice  pressure  by  15  per  cent.  Since  it  was  found  above  that  the 
old  dam  was  just  stable  for  c  =  660  lb.  per  sq.  ft.,  ^  =  13°  50',  the 
values  assumed,  c  =  660,  <^  =  12°,  seem  to  be  not  unreasonable. 
Again,  for  c  =  660,  (j>  =  12°,  the  horizontal  resistance  to  sliding  along 
the  foundation  is,  for  Case  II,  90  400  X  0.243  +  660  X  52  =  53  600 
lb. ;  hence  the  anchoring  wall  at  A  D  carries, 

101  300  —  53  600  =  47  700  lb. 

or,  47  700  h-  15  =  3  180  lb.  per  sq.  ft.,  average  pressure. 

As  stated  above,  the  resistance  along  BC  (5  ft.  in  length),  as  well 
as  that  along  IJ,  was  neglected,  there  being  but  little  weight  over  parts 
of  these  surfaces;  also,  the  cut-off  wall  was  omitted,  or  it  was  sup- 
posed to  be  cracked  at  A.  There  is  evidently  some  resistance  from  the 
omitted  portions. 

It  must  be  distinctly  understood  that,  although  probable  values 
for  c  and  /  for  Cases  I  and  II,  have  been  found  above,  it  is  not  asserted 
that  these  are  the  real  values  exerted.  More  extended  experimental 
data  as  to  these  coefficients  are  required  before  definite  results  can  be 
predicted. 

It  remains  to  find  the  passive  resistance  of  the  earth  to  the  right  of 
C  F  OT  J  F  to  sliding  up  some  plane,  as  C  L  or  J  N.  Although  the  as- 
sumption of  a  plane  surface  of  rupture,  as  A  B  or  A  I,  for  the  earth 
under  the  dam,  is  doubtless  near  the  truth,  the  same  cannot  be  said  for 
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the  earth  below  the  dam,  of  the  irregular  free  surface,  F  M  L.  Theory 
shows  that,  except  when  the  free  surface  is  level,  the  surface  of  rupture 
is  curved;  so  that  when  it  is,  of  necessity,  assumed  to  be  plane,  in  the 
graphical  construction  that  follows,  the  results  must  be  treated  as  only 
an  approximation  to  the  truth,  and  a  factor  of  safety  must  be  used. 
Here,  again,  no  experiments  as  to  passive  resistance  have  been  made, 
so  that  we  are  absolutely  in  the  dark  as  to  the  true  surface  of  rupture 
and  the  resulting  passive  thrust. 


Fig.   29. 

The  graphical  construction  alluded  to  is  given  in  Fig.  29,  where 
A  B  =  1Q  ft.,  B  g  =  11.5  ft.,  and  go  =  11.5  it;  A  B  (=  C  F  oi  Fig.  28) 
being  vertical  and  0  5  (=  M  L  oi  Fig.  28)  being  horizontal.  It  is 
desired  to  know  the  least  force,  acting  horizontally  to  the  right  on 
A  B,  that  will  cause  sliding  up  some  plane  of  rupture  A  4.  Draw 
a  number  of  trial  planes  of  rupture,  ^  0,  ^  1,  .  .  .,  and  draw  A  a 
horizontal.  Then,  with  A  and  some  point,  g,  on  the  vertical,  A  B, 
produced,  as  centers,  and  with  the  same  radius,  A  g,  describe  two 
arcs  of  circles,  a  a^  and  A  s  s^.  Assuming  (^  =  12°,  lay  off  .4  g  s  = 
cf,  =  12"  and,  with  dividers,  lay  off  the  chord,  s  s^  =  the  chord,  a  a„, 
the  chord,  s  s,,  =  the  chord,  a  a^,  etc.,  hence  we  have  the  equality  of  the 
angles,  s  g  s^  =  a  A  a^,  s  g  s^,  =  a  A  a^,  s  g  s.,  =  a  A  a.,,  etc.  Then 
g  Sq,  g  s^,  g  $2,  .  .  .  ,  make  the  angles,  </>,  above  the  normals  to  the 
planes,  .4  0,  .4  1,  ^4  2,  .  .  .  ,  respectively.  This  is  easily  seen  by  re- 
ferring to  the  force  diagram  of  Fig.  28,  in  which  it  is  observed  that 
a  d  makes  the  angle,  </>  +  «,  with  the  vertical.  Similarly,  in  Fig.  29, 
if  (say),  the  angle  a  A  4  =  a,  then  A  g  s^  =  4>  -\-  ct.  since  we  laid  off 


i 
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s  g  s^  =  a  A  a^  =  a;  hence,  as  in  the  case  oi  a  d  in  Fig.  28,  g  s^  makes  Mr. 
the  angle,  <^,  above  the  normal  to  the  plane,  A  4.    It  is  convenient  here 
to  lay  otf  the  angle  <!>  =  A  g  s  first,  and  then  lay  oil  the  successive 
a's  above  g  s. 

Let  it  be  assumed  that  the  earth  weighs  100  lb.  per  cu.  ft.  and  that 
the  coefficient  of  cohesion  is  c  =  300  lb.  per  sq.  ft. 

The  next  step  is  to  compute  the  weight  of  the  successive  trial  prisms 
of  rupture,  A  B  0,  A  B  0  1,  A  B  0  2,  .  .  .  ,  and  lay  off  to  scale  on  the 
vertical,  g  A,  g  g^,  g  g,^,  g  g^,  •  •  •  ,  to  represent  these  successive 
weights.  If,  on  the  horizontal,  g  0  4,  we  construct  01  =  12=:2  3,  .  .  ., 
the  triangles,  AOl,  A12,  .  .  .  ,  are  all  equal  in  area,  so  that  the 
total  areas  can  be  computed  quickly  by  successive  additions.  The  thick- 
ness of  the  prisms  perpendicular  to  the  plane  of  the  paper  is  assumed 
as  unity,  so  that  areas  and  volumes  are  represented  by  the  same 
numbers. 

We  next  measure  the  lengths,  AO,  Al,  A2,  .  .  .  ,  to  the  scale  of 
distance,  and  multiply  the  lengths,  in  feet,  by  c  =  300,  to  find  the  suc- 
cessive cohesive  forces  acting  downward  (opposed  to  impending  mo- 
tion) along  the  planes,  A  0,  A  1,  .  .  .  ,  respectively.  Lay  off,  to  the 
scale  of  loads,  g^  n^,  g^n^,  .  .  .  ,  parallel,  respectively,  to  A  Q,  A  1, 
.  .  .  ,  and  equal  to  the  cohesive  forces  acting  along  these  planes. 
From  Mq,  n^,  .  .  .,  draw  horizontals  to  intersections,  Cq,  c^,  .  .  ., 
with  gs^,  gs^,  .  .  .;  then  the  smallest  of  the  lengths,  n  c,  to  the 
scale  of  loads,  will  give  the  passive  earth  thrust  on  A  B.  In  this  figure, 
n^  c^  is  the  shortest  of  the  lines,  n  c,  and  it  measures  to  the  scale  of 
loads,  69  300  lb.,  which  is  the  passive  thrust  required,  and  A  4  is  the 
corresponding  plane  of  rupture.  The  method,  just  outlined,  consists 
in  treating  in  turn,  A  B  0,  A  B  01,  .  .  .  ,  as  trial  prisms  of  rupture 
and  constructing  the  successive  polygons  of  forces,  g  g^  n^  c^  g,  g  g^ 
n^  c^  g,  .  .  .,  similar  to  the  polygon,  a  h  g  d  a,  oi  Fig.  28.  The  poly- 
gon, g  g^  n^  c^  g,  is  found  to  have  the  least  value  of  the  thrust,  n^  c^, 
hence  motion  is  impending  for  this  thrust  on  A  B,  only  along  the  plane 
A  4,  since  a  greater  thrust  on  A  B,  acting  from  left  to  right,  is  required 
to  cause  impending  motion  up  the  other  trial  planes  of  rupture.  The 
forces  in  equilibrium  acting  on  the  true  and  only  prism  of  rupture, 
A  5  0  4,  are,  to  scale,  g  g^  =  weight,  in  pounds,  of  A  jB  0  4,  ^^  c^  = 
cohesion  on  A  4,  acting  down  and  parallel  to  A  4,  n^  c^  =  thrust  on 
A  B,  c^  g  =  resultant  of  N  and  N  tan.  <^,  where  N  =  normal  reaction 
of  the  plane,  A  4,  and  N  tan.  <^  is  the  friction,  acting  down  (opposed 
to  impending  motion)  along  the  plane,  A  4.  The  resiJtant  of  N  and  N 
tan.  <^,  thus  makes  the  angle,  ^,  above  the  normal  to  A  4c,  as  constructed 
in  the  beginning. 

For  the  thrust,  n^  c^,  on  A  B,  acting  from  left  to  right,  motion  is 
imyjending  not  only  along  the  plane,  A  4,  but  upward  along  the  plane. 
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A  B ;  heuce,  strictly,  cohesion  and  friction  are  exerted  downward  on 
the  plane,  A  B.  Neglecting  the  cohesion,  this  would  require  that  the 
lines  of  the  type,  n  c,  should  be  inclined  below  the  normal  to  A  B,  or 
below  the  horizontal,  at  the  angle,  <f).  Hence  intersections,  as  c^,  will 
move  down  the  corresponding  g  s^,  so  that  n^  c^  and  its  horizontal 
component  will  be  greater  than  before.  The  same  is  true  for  all  the 
trial  thrusts,  of  which  the  least  is  to  be  taken  as  the  true  one.  The 
horizontal  component  of  the  true  thrust,  thus  found,  is  greater  than 
that  found  before,  where  the  pressure  on  A  B  was  supposed  to  act 
horizontally. 

From  lack  of  any  experimental  data  concerning  passive  thrust,  it 
seems  best,  at  present,  to  take  the  smaller  thrust,  corresponding  to  a 
horizontal  pressure  on  A  B,  since  the  surface  of  rupture  is  curved  and 
the  assumption  made  that  it  is  plane  may  possibly  give  results  far 
from  the  truth.  Hence,  in  computing  the  various  values  of  the  pas- 
sive resistance  to  the  push  of  the  earth  to  the  left  of  C  F,  Fig.  28,  act- 
ing to  the  right,  the  push  or  thrust  was  taken  as  acting  horizontally, 
as  in  Fig.  29.*  For  accuracy,  other  planes,  lying  near  A4,  should  be 
tested  in  order  to  ascertain  the  minimum  thrust  represented  by  a  line 
of  the  type,  n  c,  or  calculation  can  be  resorted  to.  In  fact.  Equation 
(3),  referring  to  Fig.  28,  is  directly  applicable  to  each  trial  prism  of 
rupture,  provided  G  represents  its  weight. 

Thus,  in  Fig.  30,  let, 

G  =  the  weight  of  the  trial  prism  of  rupture,  A  D  M  I; 
x^=A  5  =  the  horizontal  projection  oi  AI; 
y^BI  =the  vertical  projection  oi  AI; 
a  =  the  angle,  B  A  I; 

y 

wlience  tan.  a  =^  — . 

X 

Then  Equation  (3)  takes  the  form, 

E  =  ex  -\-  (G  +  cy)  tan.  (a  -f  <^) (4) 

By  the  use  of  this  equation,  it  is  not  necessary  to  draw  Fig.  29  at 
all,  as  the  equation  can  be  applied  to  each  trial  prism  of  rupture  in 
turn.     Thus,  for  </>  =  12°,  c  =  300,  for  the  plane,  AA,  of  Fig.  29, 

X   =    31.0',  //   =   27. .5';    therefore   tan.    a   =  —    =    0.S73  ;    therefore 


•  It  may  occur  to  one  who  has  read  pages  180-181  of  the  writer's  '•Kurth  Pressure", 
that,  for  the  slope,  FM,  of  Fig.  28,  the  theory  pertaining  to  the  uniform  slope  of 
Indefinite  extent,  may  be  applicable;  but,  since  FM  is  of  limited  extent,  and  the  push- 
ing force  exerted  on  CF,  from  loft  to  right,  does  not  act  parallel  tn  FM.  the  conditions 
postulated  for  this  theory  do  not  obtain,  and  the  theory  Is  Inapplicable.  The  surface, 
FM,  makes  an  angle,  i  =  45°,  with  the  horizontal,  and  if  it  was  of  indoruiile  extent, 
below  and  above  F,  slipping  would  occur  at  a  depth,  To=7.(i2  ft.,  when  (^  —  12  , 
c=  300  lb.  per  sq.  ft.,  by  the  theory  alluded  to,  and  the  passive  thrust,  acting  parallel 
to  the  surface,  would  be  much  smaller  than  that  found  above.  If  FM  was  large,  say, 
100  ft.,  at  the  same  point  of  the  slope,  the  theory  might  be  approximately  applicable: 
but,  even  then,  the  only  effect  would  be  a  readjustment  of  the  free  surface  contour  to 
a  new  surface  consistent  with  equilibrium. 
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a  =  41°  07';  also  G  =  the  weight  of  .-i  j5  0  3  =  36  700  lb. ;  whence,  by  Mr. 
Equatiou  U),  E  =  G9  400  lb.  ^'''"■ 

Similarly,  for  the  plane,  ^3,  x  =^  :*G.5,  y  =  27.5,  whence  a  =  46°  8'; 
also  G  =  weight  of  .1  5  0  3  =  29  863.  and  finally,  ^  ^  69  250  lb.  For 
a  trial  plane  of  rupture  from  A  to  a  point  midway  between  points  (3)  and 
(4).  it  is  similarly  found  that  U  =  69  000  lb.;  hence  this  plane  can  be 
regarded  as  the  true  plane  of  rupture,  and  the  thrust,  69  100  lb.  (the 
least  of  the  three),  as  very  nearly  the  true  thrust. 

The  passive  thrusts  for  all  the  cases  examined  are  as  follows  (re- 
ferring to  Fig.  28)  : 

c  =  300,  <^  =  12°,  passive  thrust  on  FJ  =  34  300  lb. 

"  "  "  "        "  FC  =  69100  lb. 

c  =  G60,  <f>  =  12%        "  "         "  FJ  =  54  800  1b. 

"  FC  =  95  000  lb. 

In  the  first  case,  N  is  to  the  left  of  M ;  for  the  other  cases,  both 
y  and  L  were  found  to  be  to  the  right  of  M.  These  thrusts  exceed  the 
compressive  strength  of  the  material  along  FJ  or  FC,  and  hence 
they  cannot  be  utilized  in  estimating  the  resistance  of  the  dam  against 
sliding,  as  previously  noted. 

It  has  been  stated  previously  that  the 
unit  passive  thrust  at  the  free  surface  of 
the  earth  was  not  zero.  To  find  approxi- 
mately its  amount  at  the  point,  D,  let  us 
find  the  thrust  on  a  vertical  plane  extend- 
ing 1  ft.  below  D,  Fig.  30,  by  repeated  use 
of  Equation  (4).  The  minimum  value  of 
E,  which  is  the  true  thrust,  is  found  to 
be  2  700  lb.  per  sq.  ft.  It  corresponds  to 
a  =  61°,  nearly.     By  consideration  of  the  ^^'^-  30. 

total  thrusts  on  the  areas,  FJ  and  FC  of  Fig.  28,  it  was  estimated 
that  the  unit  thrust  at  C  was  about  double  that  at  F.  The  unit  thrust 
is  not  uniformly  increasing,  but  varies  about  as  shown  by  the  little 
arrows  in  Fig.  30. 

The  unit  compression  on  FC,  Fig.  28,  can  be  supposed  to  follow 
the  same  law,  though,  for  simplicity,  it  can  be  regarded  as  uniformly 
increasing  from  a  stress  of  2  000  lb.  per  sq.  ft.  at  F  to  double  this, 
or  the  maximum  allowable,  4  000  lb.  per  sq.  ft.,  at  C.  This  gives  an 
allowable  average  stress  on  FC  of  3  000  lb.  per  sq.  ft.,  as  used  above. 

It  is  seen  from  this  investigation  that  the  author  is  warranted  in 
using  a  larger  average  safe  .stress  on  FC  than  the  specified  2  000  lb. 
per  sq.  ft. 

It  may  be  observed  that,  if  the  force  tending  to  cause  sliding  of 
the  dam  is  entirely  resi.sted  along  the  plane,  AB,  then  only  the  active 
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Mr.  pressure  of  the  earth  to  the  right  of  FC  is  exerted.  If,  then,  the  resist- 
*'°'  ance  along  AB  is  supposed  to  diminish,  first  the  active  thrust  of  the 
mass,  CFML,  will  be  overcome  and  then  more  or  less  of  the  full  passive 
thrust  of  this  mass  will  be  exerted,  the  amount  always  being  less  than 
that  which  would  exceed  the  safe  compressive  stress  of  the  earth,  or 
would  cause  flow  of  the  material  along  CF.  Consequently,  it  does 
not  appear  that  the  passive  resistance  of  any  pile  of  earth  placed  below 
a  dam  to  help  resist  sliding  will  ever  come  into  play  unless  there  is 
a  slight  movement  of  the  dam  down  stream,  since  earth  is  not  a 
rigid  body. 

A  year  or  so  ago,  the  writer's  attention  was  called  to  the  case  of 
a  high  dam,  where  a  large  pile  of  earth  was  placed  below  and  against 
the  dam,  to  prevent  possible  sliding.  He  stated  then  that  the  coeffi- 
cients of  friction  and  cohesion  were  both  needed  to  investigate  fully 
the  extra  resistance  to  sliding  supplied  by  the  earth.  He  is  glad 
of  this  opportunity  to  offer  the  full  solution  for  such  cases.  Whatever 
the  free  surface  contour,  the  graphical  method  of  Fig.  29  offers  a  quick, 
approximate  solution,  though  it  is  well,  for  the  reasons  stated,  to  apply 
a  factor  of  safety  to  the  result,  or  otherwise  to  use  conservative 
values  of  c  and  /. 

No  better  illustration  could  be  given  of  the  need  of  "comprehensive 
experimentation  to  determine  the  coefficients  of  friction  and  cohesion," 
than  is  afforded  by  this  constantly  recurring  problem  of  estimating 
the  resistance  to  sliding  of  dams  and  retaining  walls.  The  writer  is 
firmly  convinced  that  a  correct  solution  can  only  be  attained  by  the 
use  of  the  theory  of  coherent  earth. 

In  conclusion,  the  writer  wishes  to  state  his  appreciation  of  the 
very  thorough  and  painstaking  manner — down  to  the  minutest  details — 
in  which  the  author  has  done  the  work  of  reconstructing  the  Stony 
River  Dam. 
Mr.  Charles  E.  Gregory,*  Assoc.  M.  Am.  Soc.  C.  E.— A  paper  of  this 

kind  is  unusually  interesting,  because  it  deals  with  the  failure  of  a 
structure.  The  speaker  believes  that  one  can  always  learn  very  much 
more  from  the  failure  of  a  structure  than  from  any  discussion  of  what 
one  believes  ought  to  happen  in  accordance  with  theories. 

The  author  has  given  a  most  lucid  and  well-written  description  of 
how  he  corrected  the  mistakes  of  the  first  dam,  and  has  most  ingeniously 
met  the  difficulties  of  the  problem  while  utilizing  the  portions  of  the 
old  dam  which  remained  after  the  failure. 

The  reconstruction  of  this  dam  is  an  interesting  subject,  because 
it  deals  with  a  number  of  uncertainties  pertaining  to  both  the  site  and 
the  type  of  dam,  and  uncertainties  are  always  interesting.  About  tlie 
only  relatively  definite  elements  in  the  whole  problem  are  the  strength 

•  Mt.  Klsco.  N.  Y. 
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of  concrete  and  steel.     jS'early  everj-thing  else  is  open  to  more  or  less      Mr. 
uncertainty.     Notwithstanding  this,  the  speaker  believes  all  will  admit    ''^^'^'■y- 
that  any  large  dam  should  be  built  so  that  its  safety  cannot  be  ques- 
tioned, and  one  cannot  say  that  any  structure  is  safe  until  the  uncer- 
tainties have  been  eliminated. 

In  this  case  the  type  of  dam  and  the  site  having  been  determined, 
there  remain  a  great  number  of  very  uncertain  features  to  be  con- 
sidered. The  author  has  pointed  out  most  of  them,  and  has  told  how 
they  were  removed. 

In  any  hollow  dam,  the  uplift  is  the  great  doubtful  feature  and  the 
great  enemy  of  a  dam  of  this  type.  There  is  no  way  of  knowing  to  a 
certainty  just  what  the  uplift  pressure  is  and  how  it  is  distributed.  In 
designing  a  dam  of  this  type,  certain  assumptions  are  made  as  to  this 
pressure.  It  is  assumed  that  if  uplift  exists,  it  can  be  controlled  and 
limited  by  the  weep-holes.  Therefore,  numerous  weep-holes  are  placed 
in  the  foundation,  and  are  supposed  to  relieve  the  upward  pressure, 
and  limit  it  to  a  relatively  small  amount.  The  cut-off  wall  must  be 
effective,  and  must  cut  off  the  water  from  the  impounded  reservoir. 

It  is  common  experience  that  it  is  exceedingly  difficult  to  build  a 
cut-off  wall,  of  any  great  depth  and  length,  which  will  be  absolutely 
water-tight.  A  concrete  wall  of  great  length  will  shrink  and  crack,  in 
spite  of  anji:hing  that  can  be  done  to  prevent  it.  Construction  joints 
form  weak  planes,  if  not  actual  joints.  All  these  conditions  are  favor- 
able to  leakage,  even  when  one  is  successful  in  securing  impervious 
rock  foundation.  Some  water  is  bound  to  get  through,  and  then  it  is 
bound  also  to  show  itself  under  the  bottom  of  the  dam. 

When  weep-holes  are  provided  and  are  effective,  they  will  allow  this 
water  to  escape  and  relieve  the  pressure,  but  if  they  are  not  effective, 
the  upward  pressure  will  obtain.  If  they  are  effective,  however,  the 
water  flowing  through  the  soil  under  the  bottom  of  the  dam  is  a  new 
source  of  danger. 

A  safe  structure  should  not  be  menaced  by  flotation  or  by  under- 
mining. The  flowing  water  from  the  weep-holes  is  certain  to  carry 
with  it  more  or  less  soil,  especially  if  it  consists  of  fine,  light  grains; 
and  undermining  of  the  bottom  of  the  dam  will  gradually  occur. 
Eventually,  the  flow  will  become  greater,  heavier  grains  of  soil  will  be 
carried,  and  ultimately  there  will  be  sufficient  undermining  to  cause 
settlement  and  cracking,  increasing  the  upward  pressure  so  as  to  cause 
the  dam  to  overturn  or  slide. 

Probably  this  dam  started  to  fail  by  overturning  due  to  under- 
mining. As  soon  as  the  tendency  to  overturn  developed  tension  at  the 
upper  toe  sufficient  to  open  a  joint  and  admit  the  water,  the  upward 
pressure  floated  the  whole  section  off  its  base.  The  failure  was  probably 
a  combination  of  overturning  and  sliding. 
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Mr.  The  speaker  has  not  made  any  check  computations  whatever  of  the 

reKor>.  yj.jg.jjjjjj  structure,  but  from  the  author's  statement  of  the  various  forces 
acting  on  this  dam  it  would  seem  that,  unless  high  coefficients  of  fric- 
tion are  assumed  for  the  base,  it  would  not  have  been  safe  from  sliding. 
There  seems  to  be  no  good  ground  for  assuming  high  coefficients  for  a 
soil  which  is  saturated  with  upward  flowing  water  to  the  weep-holes. 

In  the  speaker's  opinion,  the  initial  mistake  was  made  in  selecting 
a  dam  of  this  type  for  such  a  site.  Although  the  speaker  has  not 
visited  the  site,  and  knows  nothing  about  it,  except  what  is  disclosed 
in  the  paper,  there  appears  to  be  in  the  vicinity  considerable  clay, 
gravel,  and  sandy  clay  which  would  be  excellent  material  for  an  earth 
dam.  An  earth  dam  could  have  been  built  on  this  site  economically, 
and  would  have  eliminated  nearly  all  the  very  uncertain  features  which 
obtain  with  this  hollow  concrete  dam;  the  speaker  believes  an  earth 
dam  is  the  proper  type  for  this  site. 

Another  interesting  part  of  the  paper  is  the  discussion  of  the  spill- 
way capacity.  The  author  certainly  has  increased  the  capacity  of  the 
original  spillway  to  a  point  beyond  all  precedent.  The  speaker  believe? 
that  any  spillway  should  have  a  very  safe  capacity.  It  should  be  large 
enough  to  care  for  the  very  largest  storm  that  can  possibly  be  con- 
ceived of,  but  the  speaker  believes  that,  in  this  case,  the  author  has 
surely  gone  beyond  the  necessary  limit.  A  flood  as  great  as  that  pro- 
vided for  by  the  new  spillway  certainly  could  be  produced  only  hy  a 
rainfall  far  greater  than  the  maximum  curve  of  rainfall  for  the  eastern 
United  States,  as  indicated  by  A.  N.  Talbot,  M.  Am.  Soc.  C.  E.  This 
curve  is  supposed  to  cover  the  greatest  rainfall  in  this  part  of  the 
country. 

On  page  930,  the  author  cites  certain  storms  of  great  intensity  for 
24  hours,  but  does  not  give  the  rate  for  the  critical  time  for  the  water- 
shed. Probably  a  rainfall  of  2  or  3  hours  would  be  much  more  nearly 
the  critical  period  for  this  water-shed.  Fig.  31  and  Table  9  present 
data  from  the  automatic  rain  gauge  in  Central  Park,  [N'ew  York, 
recorded  continuously  since  1869,  and  are  self-explanatory.  The 
maximum  curve  for  Greater  New  York  gives  rates  materially  outside 
the  Talbot  curve,  and  is  shown  on  Fig.  32. 

On  the  illustration  of  the  now  spillway  (Plate  X)  is  shovm  a 
joint  between  the  buttress  wall  and  the  slab  covering  the  bays.  This 
joint  is  filled  with  three-ply  tar-paper.  Apparently,  such  paper  was  not 
used  in  the  old  dam.  or  it  would  not  have  shown  tlie  bond  that  it  did 
along  tho.se  joints. 

It  would  seem  to  tlio  speaker  tliat  the  placing  of  tar-pnpor  in  the 
joints  of  this  dam,  or  in  any  dam,  would  be  very  poor  i)ractice.  In  the 
speaker's  opinion,  tar-pajier  could  not  be  classed  as  a  permanent 
material  which  would  stand  up  under  wet  and  dry,  freezing  and  thaw- 
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Mr.      TABLE  9. — Maximum  Rates  of  Rainfall,  in  Inches  per  Hour,  as 
Recorded  by  Rain  Gauge  in  Central  Park,  New  York  City. 


Date. 


Duration,  in  Minutes. 


20         30         40 


100 


Aug.  5, 
July   3, 
July  31, 

'78 

'92 

'10 

May  30, 
Oct.  11, 
Aug.   6, 

M2 

'71 

'95 

July  12, 
Aug.  20, 
July  28, 

'80 

•93 

'02 

Aug.    5 
Sep.    4, 
July  31, 

'78 

'13 

'10 

July  28, 
May  30, 
July  28, 

'13 

'12 

'02 

Aug.    5 
Aui;.20 
July  26, 

'02 

'93 

'75 

Aug.    5, 
Sep.    4, 
July  28, 

'78 

'13 

'13 

Aug.  20, 
May  22, 
July  28, 

'93 

'81 

'02 

July  26, 
Aug.   5, 
May  30, 

'75 

'02 

'12 

Aug.   5, 
Sep.    4, 
Aug.  20, 

'78 

'13 

'93 

July  28 
Aug.    .5 
July  28 

'02 

'02 

'13 

July  26, 
May  22 
Oct.     1 

'75 

'08 

'13 

Aug.   5 
Sep.    4 
July  28 

'78 

'13 

'02 

Aug.  20 
July  28 
Aug.    5 

'93 

'13 

'02 

Aug.  19 
July  20 
May  22 

'04 

'75 

'81 

Sep.    4 
Aug.    5 
July  28 

'18 

'78 

'02 
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TABLE  9.— (Continued.) 


Date. 


Mr. 
Gregory. 


Duration,  in  Minutes. 


10         15         20         30         40         50         60         80        100       120 


Julv  28, 
Oct.  1. 
Aug.  20, 

Aup.  19, 
Aug.  5, 
Sep.  83, 

Sep.  4, 
July  28, 
Aug.  5. 

Julv  28, 
Oct".  1. 
July    6, 

Aug.  23, 
Aug.  2, 
Aug.  19, 

Sep.  4, 
July  28, 
July  28, 

Aug.  5. 
Oct.  1, 
July    6. 

Sep.  23, 
Aug.  23, 
Aug.  19, 

Sep.  4, 
July  28, 
Oct.     1, 

Sep.  23, 
Aug.  19. 
July    6, 

May  21, 
July  5, 
June  29, 

Oct.  1. 
July  5, 
Sep.  23, 

Oct.  9, 
Aug.  19, 
Oct.     4, 

Sep.  4, 
June  29, 
Oct.  23, 

July  5, 
Sep.  23, 
Oct.    9, 


Sep. 
Oct. 
Aug.  19, 


"13. 
'13. 
•93. 

'04. 
'02. 
•82. 

'13. 
'02. 
•78. 

'13. 
•13. 
'96. 

'97. 
'93. 
'04. 

'13. 
'02. 
'13. 

•78. 
'13. 
'96. 

•82. 
'97. 
'04. 

'13. 
'13. 
'13. 

•82. 
•04. 
'96. 


'01. 
•03. 

'13. 
'02. 
'82. 

'03. 
'04. 
'77. 

'78. 
•03. 
'12. 

'01. 
'82. 
'03. 

'78. 
'77. 
'04. 


Aug.  4.  '88. 
Aug.  23,  '97. 
Aug.  23,  '12. 


1.32 
1.31 
1.21 

1.10 

1.08 
1.07 

1.02 
0.96 
0.96 
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ing,  as  should  have  been  provided  in  a  permanent  structure.  These 
joints,  though  they  should  have  been  made  free  to  move,  should  have 
had  some  more  permanent  methods  of  stopping  leakage.  Even  a  plain, 
smooth  joint,  without  any  filling,  would  have  been  far  better  than  the 
tar-paper.  Some  form  of  metal  tongue  across  the  joint  would  have 
been  still  better. 

When  designing  the  Ashokan  and  Kensico  Dams,  of  the  Catskill 
Water  Supply  System,  the  speaker  had  occasion  to  divide  these  gravity 
masonry  dams  into  sections  for  the  purpose  of  taking  up  the  contrac- 
tion due  to  temperature  changes.  In  the  Ashokan  Dam  the  joint  was 
formed  with  concrete  blocks,  as  shown  on  Fig.  33,  and  the  leakage 
through  the  opening  of  the  joint  was  prevented  by  constructing  a  6-in. 
offset,  with  a  face  very  accurately  finished  in  a  plane  parallel  to  the 
longitudinal  axis  of  the  dam,  so  that  when  the  joint  opened  the  con- 
crete surfaces  would  slide  on  each  other  without  opening. 


INTENSITY   DIAGRAM 

MAXIMUM   RAINFALL  INTENSITY  CURVE 

FOR  GREATER  NEW   YORK 

January,  1914 


o  Indicates  observation  taken  at  the  Central  Park 
Rain  Gauge- Manhattan,  Aug.  5,  1878. 

A  Indicates  observation  taken  at  the  New  Brighton 
Rain  Gauge-Richmond,  Oct.  1, 1913 
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Fig.  32. 


Just  down  stream  from  this  offset,  as  shown,  is  the  drainage  well 
to  collect  and  carry  to  a  lower  gallery  whatever  leakage  might  come 
through  the  joint.  Experience  has  shown  the  leakage  through  the 
fifteen  joints  of  this  dam,  aggregating  about  1  500  lin.  ft.  of  exposed 
joint,  to  have  been  about  450  000  gal.  per  day  as  a  maximum,  and  to 
have  been  reduced  to  about  25  000  gal.  per  day  on  NovcMiibor  2d,  lOKi. 

In  the  Kensico  Dam,  similar  joints  were  provided  willi  a  copper 
strip  arranged  diagonally  across  the  sliding  joint,  so   that,  when  the 
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joint  opens,  the  copper  strip  (as  showoi  on  Fig.  34)  will  crumple 
rather  than  tend  to  pull  out.  These  structures  have  been  very  eflFective 
in  all  joints  but  two  where  there  was  considerable  leakage  at  first,  due 
to  a  poor  batch  of  concrete  near  the  bottom  of  the  well  in  one  case, 
and  a  contraction  crack  below  the  bottom  of  the  well  and  copper 
strips  in  two  cases  which  admitted  more  water  than  the  entire  twenty- 
two  joints  in  the  dam.  After  these  cracks  were  grouted  the  leakage 
was  reduced  to  from  13  000  to  18  000  gal.  per  day  for  the  1 900 
lin.  ft.  of  exposed  joint. 


COPPER  STRIP  AT 
EXPANSION-JOINT 


Mr. 
Grant. 


Fig.  34. 

Kenneth  C.  Ghant,*  M.  Am.  Soc.  C.  E.  (by  letter). — This  paper 
is  very  interesting  to  the  writer,  who  made  a  careful  examination  of 
the  dam  on  January  16th,  1914,  and  agrees  with  the  author's  conclu- 
sions as  to  its  failure.  The  wi-iter  is  impressed  by  the  thorouglmess 
of  the  studies  and  designs  for  the  repair  of  the  dam,  and  cannot  but 
feel  that  it  is  unfortunate  that  the  same  care  was  not  taken  in  the 
original  design  and  construction,  when  equal  safety  could  have  been 
obtained  at  much  less  cost. 

All  readers  of  this  paper  must  have  been  impressed  by  the  large 
spillway  capacity  provided  in  the  reconstructed  dam.  The  writer 
was  particularly  jjleased  to  see  the  retarding  effect  of  the  storage  above 

•  Washington,  D.  C. 
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spillway  level  worked  out  by  actually  routing  the  assumed  maximum  Mr. 
flood  through  the  reservoir.  The  usual  method  of  expressing  spillway 
capacity,  in  terms  of  run-off  per  square  mile  of  drainage  area,  does 
not  tell  the  whole  story.  If  the  reservoir  has  a  large  surface  area  at 
spillway  level,  a  rise  of  a  foot  in  the  water  surface  represents  a  very 
considerable  storage  capacity;  and  the  maximum  flood  that  can  safely 
be  taken  care  of  by  spillway  and  storage  combined  may  be  much 
greater  than  in  the  case  of  a  reservoir  with  the  same  spillway  capacity, 
but  a  small  area  of  water  surface.  In  the  assumed  maximum  case 
shown  on  Fig.  15,  the  maximum  spillway  discharge  amounted  to 
about  1  600  sec-ft.  per  sq.  mile,  and  the  assumed  flood  causing  this 
outflow  reached  a  maximum  of  nearly  2  600  sec-ft.  per  sq.  mile.  Thus, 
the  spillway  capacity  of  1  840  sec-ft.  per  sq.  mile  given  by  the  author 
really  means  that  it  would  take  a  flood  about  two-thirds  larger  than 
this  to  overtop  the  dam. 

This  reducing  action,  which  every  full  reservoir  exerts  on  a  flood 
wave,  is  the  same  in  principle  as  the  control  effected  by  retarding 
basins  such  as  those  which  are  to  be  built  for  the  protection  of  the 
Miami  Valley  in  Western  Ohio,  except  that,  in  the  latter  case,  the 
reduction  is  much  greater,  inasmuch  as  the  entire  capacity  of  the 
basins  is  available  for  flood  storage.  The  writer  has  noted  that  the 
capacity  of  some  of  the  flood-control  reservoirs  in  Europe,  in  which 
the  conduits  can  be  closed  by  gates,  is  correctly  considered  to  be 
the  total  capacity  up  to  the  elevation  at  which  the  spillway  discharge 
reaches  the  maximum  outflow  that  can  be  safely  delivered  to  the 
channel  below. 

It  may  be  of  interest  to  explain  briefly  the  method  found  to  be 
the  simplest  for  routing  floods  through  the  Miami  Yalley  retarding 
basins,  by  applying  it  to  the  flood  wave  assumed  by  the  author  in 
Fig.  12.  In  the  method  here  to  be  described,  the  time  interval  is  fixed, 
and  the  rate  of  outflow  is  obtained  by  trial.  The  rate  of  inflow  is 
fixed  by  the  adopted  time  interval,  and  the  trial  rate  of  storage  and 
elevation  of  reservoir  surface  are  fi^ed  as  soon  as  the  rate  of  outflow 
is  assumed.  As  compared  with  the  method  of  fljiing  the  elevation 
of  reservoir  surface  and  finding  the  time  interval  by  trial,  this  method 
has  the  advantage  of  enabling  one  to  pick  the  breaks  in  the  inflow 
curve,  especially  the  peak,  and  the  jwints  where  inflow  equals  outflow. 

Fig.  35  shows  a  capacity  curve  of  the  Stony  Eiver  Reservoir  above 
spillway  level,  derived  from  Fig.  10;  also  a  curve  showing  spillway 
discharges  plotted  against  reservoir  capacities,  derived  from  Fig.  11. 
Fig.  36  shows  the  inflow  and  outflow  curves,  and  Table  10  illustrates 
the  method  of  recording  the  routing  operation. 

Conditions  of  starting  similar  to  those  given  by  the  author,  were 
assumed,  namely,  that,  at  7  a.  u.,  the  outflow  is  equal  to  the  inflow, 
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Mr.     or    100    sec-ft.      From    Fig.    35,    this    corresponds    to    a    capacity    of 
Grant,  g^g  ^^^  qqq  ^^   ^^^  ^^  ^^  elevation  of  13G.2. 

Take  a  time  interval  of  1  hour.     At  this  time  the  rate  of  inflow 
is  500  sec-ft.     By  trial,  a  rate  of  outflow  at  this  time  can  quickly  be 
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Fig.  35. 

foimd  such  tluit  tin;  storage  increment  added  to  the  storage  ahi'ady 
existing  gives  a  total  storage  corresponding  to  the  assumed  outflow. 
Thus,  by  assuming  a  rate  of  outflow  of  150  sec-ft.  at  the  end  of  1  hour, 
Ibe   rate  of  storage    is   350   sec-ft.,   and   the  mean    rate   of   storiigo    is 
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175  sec-ft.     Multiplying  this  by  3  600  gives  the  storage  increment,  in    Mr. 
cubic  feet,  or  630  000  cu.  ft.     Adding  this  to  208  400  000,  the  storage  ^'■^"*- 
at  Elevation  136.2,  gives  209  030  000  cu.  ft.,  the  total  storage.    Entering 

CANE  CREEK  FLOOD  OF   MAY,  1901, 

ROUTED  THROUGH   STONY   RIVER   RESERVOIR. 

SHOWING  REDUCTION  DUE  TO  STORAGE  ABOVE  SPILLWAY. 

Assumed  Stony  River  discharge  derived  from  Cane  Creek 
discharges  by  direct  ratio  of  drainage  areas.  No  flash-boards 
on  spillways.  Reservoir  full  at  beginning  of  flood. 


16 
11 

1 

1 

/ 

1 

ii 

iflow-. 

\ 

12 

^ 

\ 

w 

b, 

§10 

1 

I  Max.  elev 

140.21 

/ 

A 

— <  Max.  outflow    9 
'  Max.  storage   28 

L70  sec^-ft. 
>  800  00,0  cu.ft 

1  s 

5 

EH 

/ 

1 

^\ 

/ 

\ 

I 

s 

/ 

/ 

\ 

§,6 

'     1 

/ 

\ 

J 

> 

/ 

\ 

"3 

X 

r 

\ 

i 

!  / 

/ 

V 

/ 

A 

/ 

-Outf 

ow 

\ 

2 

V 

y  y 

/ 

\ 

0 

^,:^::yi^^ 

12 
Noon 


1  2 

Hours 
Fig.   36. 


10 
P.M. 


the  spillway  capacity  curve  on  Fig.  35  with  this  reservoir  capacity  gives 
a  discharge  of  150  sec-ft.,  which  checks  the  original  assumption  as  to 
outflow.     The  elevation  of  reservoir  surface,  136.24,  is  found  by  enter- 
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ing  the  reservoir  capacity  curve  on  Fig.   35  with  the  total  capacity, 
209  030  000  cu.  ft. 

Continuing  this  operation,  the  maximum  outflow  is  reached,  at 
which  time  the  outflow  is  equal  to  the  inflow,  and  the  rate  of  storage 
is  zero.  From  this  point  until  the  water  surface  lowers  to  spillway 
level,  the  outflow  is  greater  than  the  inflow,  and  the  storage  incre- 
ments are  negative. 

TABLE   10. — Cane   Creek   Flood  of   May,   1901,   Routed  Through 
Stony  Eiver  Reservoir. 

Assumed  Stony  River  discharges  derived  from  Cane  Creek  discharges 
by  direct  ratio  of  drainage  areas.  No  flash-boards  on  spillways. 
Reservoir  full  at  beginning  of  flood.) 


Time. 

Storage. 

Rate  of 
inflow, 

in 
second- 
feet. 

Rate  of 
outflow, 

in 
second- 
feet. 

Rate  of 
storage, 

in 
second- 
feet. 

Mean 
rate  of 
storage. 

Elevation 
of 

Incre- 

Total, 

reservoir 
surface. 

in 
second- 

Incre- 
ment, in 

Total, 
in 

ment,  iQ 
millions 

in 

milhons 

feet. 

hours. 

hours. 

of  cubic 

of  cubic 

feet. 

feet. 

136.20 

100 

100 

0 

0 

0 

0 

0 

208.40 

136.24 

500 

150 

350 

175 

1.0 

1.0 

0.63 

209.03 

136.38 

1  300 

270 

1  030 

690 

1.0 

2.0 

2.48 

211.51 

136.55 

2  000 

420 

1  580 

1  305 

0.6 

2.6 

2.82 

214.. 33 

137.04 

4  850 

1  080 

3  770 

2  675 

0.9 

3.5 

8.68 

23:i.01 

137.70 

5  100 

2  250 

2  850 

3  310 

1.0 

4.5 

11.91 

234.92 

137.98 

6  000 

3  900 

3  100 

2  975 

0.5 

5.0 

5.35 

240.27 

138.40 

8  000 

3  820 

4  180 

3  640 

0.6 

5.6 

7.86 

24S.13 

138.98 

11  800 

5  250 

6  5.50 

5  365 

0.6 

6.2 

11.60 

2.59.73 

139.77 

15  800 

7  550 

8  250 

7  400 

0.6 

6.8 

16.00 

275.73 

140.05 

14  000 

8  480 

5  520 

6  885 

0.25 

7.05 

6.20 

281.98 

140.24 

9  170 

9  170 

0 

2  760 

0.39 

7.44 

3.88 

285.81 

This  same  method  can  be  used,  of  course,  where  the  reservoir  is 
kept  entirely  empty  for  flood  control,  the  spillway  discharge  curve 
being  replaced  by  a  curve  in  which  the  discharge  of  the  outlet  conduits 
is  plotted  against  the  corresponding  reservoir  capacities. 

L.  R.  JoRGENSEN,*  M.  Am.  Soc.  C.  E.  (by  letter). — This  is  a  very 
detailed  analysis  of  the  execution  of  a  difficult  piece  of  dam  work — 
more  difficult  than  the  construction  of  the  original  structure. 

To  the  writer  it  seems  that  an  oartli-fill  dam  with  a  concrete  core- 
wall  would  have  been  the  logical  type  in  such  a  place,  as  there  probably 
was  enough  clayey  soil  in  the  neighborhood  to  cover  the  bottom  in 
an  up-stream  direction  from  the  core-wall,  although  it  is  stated  in 
the  paper  tliat  there  was  not  enough  suitable  material  to  build  a 
plain  earth-fill  dam. 

!':  •  San  Francisco,  Cal. 
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Of  course,  the  author  was  not  concerned  with  what  could  have       Mr. 
been  done  in  the  first  place  when  he  was  confronted  with  the  task    "'■^^°®^°- 
of  repairing  and  strengthening  the  dam. 

The  author  makes  extensive  studies  for  spillway  provision,  and 
arrives  at  a  high  ruii-off  figure  which  seems  to  be  justified.  The 
breakable  flash-board  support  arrangement  is  a  good  feature,  consid- 
ering the  fact  that  the  treated  pins  were  found  to  break  within 
narrow  limits  of  load,  that  is,  within  between  4  and  4.6  ft.  of  head 
above  the  base  of  the  flash-boards. 

Valuable  information  as  to  the  frictional  resistance  and  shearing 
value  of  clayey  soil  and  shale  under  various  conditions  is  given  in 
the  paper.  The  anchoring  wall  at  the  heel  and  the  work  of  tying  it 
into  the  dam  must  have  been  among  the  most  difficult  details  of  the 
construction. 

The  stresses  used,  700  and  500  lb.  per  sq.  in.,  are  somewhat  higher 
than  those  to  which  the  writer  is  accustomed,  but,  with  good  concrete, 
should  leave  sufficient  margin  for  safety. 

Tlie  drainage  system  has  evidently  been  a  problem  of  no  small 
magnitude  in  this  case,  where  the  foundation  is  of  such  a  character 
that  muddy  water  is  likely  to  continue  flowing  through  the  drains 
where  these  are  placed  very  close  to  the  reservoir  pressure.  The  fact 
that  the  vertical  drain  pipes  only  fill  themselves,  but  do  not  overflow, 
seems  to  indicate  that  there  could  not  be  very  much  uplift  pressure, 
although  the  writer  does  not  understand  why  these  pipes  just  fill  but 
do  not  overfiow. 

It  is  specified  under  Class  C  concrete  that  boulders  should  consti- 
tute not  more  than  40%  of  the  total  volume,  and  it  would  be  of  in- 
terest— at  least  to  the  writer — to  know  if  the  quantity  actually  placed 
in  this  concrete  approximated  this  figure,  as  he  has  always  felt  that 
20%  of  "plums"  was  about  the  maximum  that  could  be  "thrown  in", 
unless  there  was  considerable  hand  work.  Concrete  containing  many 
''plums"  is  not  likely  to  be  as  water-tight  as  when  a  medium  percentage 
is  used,  say,  20%,  which  is  not  so  small  a  percentage  at  that. 

Edward  Wegmann,*  M.   Am.   See.   C.   E. — The  speaker  has  been       Mr. 
greatly  interested  in  this  description  of  the  repair  and  reconstruction  Wegmann. 
of  the  Stony  River  Dam.     The  conditions  were  very  unfavorable,  and 
the  author  is  to  be  complimented  on  the  very  thorough  manner  in 
which   the   work   was   done,   giving   the   dam   large   factors   of   safety 
against  all  possible  kinds  of  failure  which  might  occur. 

In  order  to  correct  some  erroneous  statements  which  have  been 
made — some  of  them  in  print — the  speaker  must  state  his  connection 
with  the  inception  of  this  dam.  He  was  engaged  by  the  West  Virginia 
Pulp  and  Paper  Company,  in  the  fall  of  1911,  to  visit  the  site  of  a 

•  New  York  City. 
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Mr.  proposed  storage  reservoir  in  the  mountains  of  West  Virginia,  which 
■  site  had  been  selected  by  an  engineer  employed  by  the  Paper  Company 
for  this  purpose.  Owing  to  the  steepness  of  the  river  beds  in  that 
region,  it  was  very  difficult  to  find  a  suitable  site  for  a  storage  reser- 
voir, and  the  one  finally  chosen,  after  considerable  investigation, 
appeared  to  be  about  the  only  one  available.  The  speaker  was  requested 
by  the  Paper  Company  to  give  his  opinion  about  this  site,  and  to 
recommend  the  type  of  dam  which  he  thought  should  be  adopted. 

In  accordance  with  this  request,  he  made  one  visit  to  the  site  of 
the  reservoir,  late  in  the  fall  of  1911,  in  the  company  of  Mr.  K.  P. 
Bloss,  the  engineer  of  the  Paper  Company.  At  that  time,  only  a  few 
test  pits  had  been  excavated.  They  showed  that  the  material  over- 
lying the  rock  consisted  of  yellow  clay  mixed  with  very  fine  sand, 
and  underlain  by  compact  blue  clay.  The  rock  surface  was  found 
to  be  at  a  considerable  depth.  The  surface  of  the  ground  was  cov- 
ered with  numerous  boulders,  and  in  most  of  the  test  pits  boulders 
were  found  at  a  certain  depth  below  the  surface.  An  alarming  feature 
was  the  fact  that  veins  of  some  fine  black  material  which  looked  like 
coal  appeared  in  some  of  the  test  pits.  Analyses,  made  later,  proved 
that  this  material  was  not  coal. 

Both  Mr.  Bloss  and  the  speaker  were  much  impressed  by  the 
possibility  that  leakage  under  the  proposed  dam  might  occur  through 
the  black  veins  in  the  clay,  unless  a  proper  cut-off  was  provided  to 
rock  bottom,  either  by  a  masonry  wall  or  by  sheet-piling.  The  speaker 
requested  Mr.  Bloss  to  dig  additional  test  pits  and  to  make  soundings 
with  an  auger,  in  order  to  determine,  as  nearly  as  possible,  the  posi- 
tion of  rock  bottom.  This  work  was  done  subsequently,  and,  early 
in  1912,  Mr.  Bloss  submitted  to  the  speaker  a  cross-section  of  the 
valley  of  Stony  River,  showing  the  probable  line  of  rock  bottom. 

Based  on  this  cross-section  and  the  data  obtained  by  the  test  pits 
and  borings,  the  speaker  reported  to  the  Paper  Company  as  follows: 

1. — That  the  site  selected  for  the  reservoir  would  be  satisfactory, 
if  the  valley  were  closed  by  a  well-constructed  dam. 

2. — That  a  masonry  dam  would  cost  more  than  $500  000.  owing 
to  the  great  depth  to  rock,  which  is  about  45  ft.  in  the  center 
of  the  valley. 

3. — That  an  earth  dam  was  out  of  the  question,  as  no  earth  or 
gravel,  for  mixing  with  the  clay  at  the  site  of  the  dam. 
could  be  found  within  a  reasonable  distance  from  the  pro- 
posed reservoir. 

4. — That  the  only  type  of  dam  which  could  be  built  at  the  i)ro- 
■  posed   site,   within    a   reasonable   sum — say.   from   $150  000   to 

$200  000 — was  a  hollow  dam  of  reinforced  concrete. 
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After  receiving:  the  speaker's  report,  the  Paper  Company  decided  Mr. 
to  construct  a  hollow  dam  of  reinforced  concrete,  and  requested  the  ®^™*" 
speaker  to  prepare  a  contract  and  specifications  for  this  work.  Three 
different  companies  which  had  had  experience  in  this  kind  of  con- 
struction were  invited  to  submit  plans  and  bids  for  the  construction 
of  a  hollow  dam  of  reinforced  concrete,  based  on  the  cross-section 
of  the  valley  prepared  by  Mr.  Bloss.  On  this  plan  Mr.  Bloss,  in 
consultation  with  the  speaker,  had  marked  the  least  depth  to  which 
the  foundation  of  the  cut-ofF  wall  would  probably  be  excavated,  and 
the  contract  provided  that  if  the  foiuidation  should  go  deeper,  the 
additional  work  involved  should  be  paid  for  as  an  extra.  At  both 
ends  of  the  dam,  where  it  was  thought  that  the  cut-off  wall  would 
probably  not  go  down  to  rock,  sheet-piling  was  shown. 

Four  different  plans*  for  constructing  the  dam  of  reinforced  con- 
crete were  received,  with  lump-sum  bids,  ranging  from  $143  000  to 
about  $200  000,  for  building  the  dam  to  the  depth  shown  on  the  cross- 
section  of  the  valley. 

Only  one  among  the  bidders,  the  Ambursen  Hydraulic  Construc- 
tion Company,  of  Boston,  Mass.,  had  had  much  experience  in  the 
construction  of  dams  of  the  proposed  type.  This  Company  had  built, 
at  that  time,  more  than  seventy  dams  of  this  kind,  ranging  in  height 
up  to  150  ft.  All  these  dams  were  standing,  and  although  one  of 
them — that  at  Pittsfield,  Mass.,t  the  cut-off  wall  of  which  had  not 
been  carried  deep  enough  in  a  foundation  of  gravel — had  been  under- 
mined at  the  center  of  the  valley,  the  dam  had  merely  sagged,  but 
had  not  been  ruptured.  As  the  hole  made  under  this  dam  by  under- 
mining had  been  20  ft.  deep,  53  ft.  wide,  and  about  50  ft.  long,  both 
up  stream  and  down  stream,  the  structure  had  certainly  shown  remark- 
able strength.  It  had  been  jacked  up,  a  deeper  cut-off  wall  had  been 
provided,  and  no  further  trouble  had  been  experienced. 

In  view  of  the  wide  experience  of  the  Ambursen  Company  in  con- 
structing hollow  dams  of  reinforced  concrete,  the  speaker  strongly 
advised  the  Paper  Company:  (1)  to  engage  the  Ambursen  Company 
to  design  the  proposed  dam;  and  (2),  in  case  this  Company  should 
not  get  the  contract  for  building  the  dam,  to  employ  one  of  its  expe- 
rienced engineers  or  superintendents  to  be  constantly  on  the  ground 
while  the  dam  was  being  built,  in  order  to  insure  that  the  plans  of 
the  Ambursen  Company  would  be  properly  carried  out. 

These  recommendations  were  adopted  by  the  Paper  Company,  and 
the  speaker's  connection  with  the  Stony  River  Dam  then  terminated. 
The  speaker  had  never  seen  the  plans  finally  adopted,  until  after  the 
partial  failure  of  the  dam  in  January,  1914.  ,    , 

*  Engineerinp  News,  September  5th,  1912. 
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Mr.  It  appears  that  the  westerly  half  of  the  dam  was  constructed  by 

■  the  Webber  Construction  Company,  the  lowest  bidder,  and  the  easterly 
half  was  built  by  the  Ambursen  Hydraulic  Construction  Company. 
According  to  the  plans  shown  to  the  speaker  by  the  Paper  Company, 
after  the  partial  failure  of  the  dam,  and  according  to  various  published 
accounts,  the  cut-off  wall  was  only  5  ft.  deep  below  the  floor  of  the 
dam  from  the  west  end  to  Buttress  15,  although  the  depth  of  water 
at  the  latter  point  was  more  than  25  ft.  This  part  of  the  core-wall 
was  founded  on  what  appeared  to  be  hard-pan,  a  tough  clay  which 
was  very  hard  to  pick  but  became  soft  after  being  under  water.  For 
the  remaining  length,  the  cut-off  wall  was  carried  down  to  what  was 
thought  to  be  bed-rock.  As  the  usual  rule  is  to  make  the  depth  of 
the  cut-off  wall  at  least  half  the  depth  of  the  water,  the  inconsistency 
of  the  manner  in  which  the  dam  was  constructed  was  apparent,  and 
it  is  difficult  to  understand  how  the  engineers  in  charge  of  the  work 
could  have  been  satisfied  with  such  a  shallow  cut-off  wall,  especially 
as  sheet-piling  had  been  omitted  at  the  ends  of  the  dam,  although 
they  knew  that  there  were  porous  seams  in  the  clay  formation. 

After  the  partial  failure  occurred,  the  Ambursen  Company  issued 
a  bulletin  about  "The  Facts  as  to  the  Blow-out  under  the  Stony 
River  Dam  at  Dobbin,  West  Virginia."  In  this  pamphlet  the  Com- 
pany stated  that  the  plans  submitted  to  them  by  the  speaker  "showed 
sheet-piling  under  each  edge  as  a  cut-off",  but  that  its  Mr.  Ambursen, 
after  visiting  the  site  of  the  dam,  "expressed  disbelief  as  to  the 
possibility  of  driving  sheet-piling,  and  recommended  a  cut-off  trench 
to  be  carried  down  into  sound  material."  The  pamphlet  continued  as 
follows:  "The  test  pits  were  at  that  time*  examined  jointly  by  the 
owner's  engineer,  their  consulting  engineer,  Mr.  Wegmann,  and  Mr. 
Ambursen." 

The  speaker  cannot  understand  how  this  statement  got  into  the 
pamphlet,  as  it  is  absolutely  incorrect.  He  never  met  Mr.  Ambursen 
and  Mr.  Bloss  at  the  site  of  the  dam,  and,  at  the  time  mentioned,  had 
no  connection  with  the  work. 

A  few  days  after  the  dam  had  been  ruptured,  Mr.  A.  G.  Hillberg, 
representing  the  Engineering  Record,  visited  the  site.  According  to 
the  published  account  of  his  observations,t  the  core-wall  had  only 
been  carried  down  5  ft.  below  the  flooring  of  the  dam,  at  the  point 
where  the  break  occurred,  although  the  depth  of  the  water  in  the 
reservoir  at  this  point  was  more  than  25  ft.  Mr.  Hillberg  found,  at 
the  point  of  rupture,  a  "pervious  seam  of  coal  and  sand  with  some 
clay  as  a  binder,  about  8  in.  below  the  level  at  which  the  cut-off  wall 
had  been  stopped."  The  scam  was  from  J  to  6  in.  thick,  and  about 
4  ft.  wide.     This  discovery  gave  a  clear  proof  of  the  cause  of  the 

•  April,  1912. 
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failure  of  the  dam,  and  as  Mr.  Scheidenhelm,  also,  has  stated  in  his        Mr. 
report    to    the    Public    Service    Commission    of    West    Virginia    that     ''^'"^°°- 
"failure  was  caused  by  the  undermining  of  the  over-burden  or  soil 
imder  the  up-stream  cut-off  wall",  the  speaker  thinks  that  this  question 
might  be  considered  as  definitely  settled. 

Mr.  Scheidenhelm  has  not  only  repaired  the  breach  in  the  dam, 
but  has  made  a  number  of  important  changes  in  its  design  and  con- 
struction which  the  speaker  will  discuss. 

Increasing  the  Spillway. — As  originally  built,  the  spillway  was 
only  150  ft.  long,  and  3  ft.  deep  below  the  crest  of  the  main  dam. 
In  case  of  a  severe  freshet,  the  whole  dam  could  have  acted  safely 
as  a  spillway,  if  a  suitable  apron  had  been  constructed  on  the  down- 
stream side. 

Assuming  the  probable  maximum  freshet  at  1 386  sec-ft.  per  sq. 
mile — the  figure  given  by  the  author  for  Cane  Creek — the  bulkhead 
section  of  the  dam,  as  originally  built,  would  have  had  to  pass  a  sheet 
of  water  about  2.5  ft.  deep.  In  all  probability,  the  dam  would  have 
been  able  to  pass  this  water,  but,  as  no  apron  had  been  provided  for  the 
bulldiead  section,  the  latter  would  have  been  gradually  undermined. 

In  reconstructing  the  dam,  Mr.  Scheidenhelm  increased  the  spill- 
way capacity  to  about  1  840  sec-ft.  per  sq.  mile.  Although  this  may 
seem  unusually  large,  it  made  the  dam  very  safe. 

Increasing  the  Storage  Capacity  of  the  Reservoir. — By  placing 
flash-boards  on  the  two  spillways  provided  in  the  reconstructed  dam, 
Mr.  Scheidenhelm  raised  the  water  level  3.5  ft.,  and  thus  increased 
the  reliable  storage  capacity  of  the  reservoir  by  25  per  cent. 

Resistance  to  Sliding. — The  author  made  some  experiments  on 
the  frictional  resistance  of  clay  moving  on  clay,  shale  on  shale,  and 
concrete  on  shale.  In  all  these  experiments,  the  coefficient  of  friction 
appears  to  have  been  determined  for  materials  in  motion.  The  force 
required  tc^  start  the  motion  is  known  to  be  much  greater  than  that 
needed  to  keep  a  body  moving.  As  sufficient  data  on  these  points  are  not 
yet  available,  the  author  acted  wisely  in  adopting  conservative  figures. 

The  original  dam  had  withstood  successfully  for  about  65  days 
the  pressure  due  to  a  full  reservoir,  before  failure  occurred  on  January 
15th,  1915,  and  there  was  no  indication  that  the  dam  had  not  sufficient 
stability  against  sliding.  As  the  weepers  in  the  floor  of  the  dam  had, 
doubtless,  been  closed  by  ice  during  this  period,  and  as  the  reservoir 
had  not,  at  that  time,  been  made  water-tight  by  silting  up,  the  dam, 
in  all  probability,  had  been  subjected  to  upward  pressure. 

Resistance  to  Overturning. — One  of  the  advantages  of  a  hollow 
dam  of  reinforced  concrete,  having  its  deck  on  an  angle  of  45°,  is 
its  stability  against  overturning.  As  the  water  rose  in  the  reservoir 
and  finally  over-topped  the  crest  of  the  dam,  the  line  of  pressure  was 
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first  drawn  up  stream  and  then  down  stream,  and  intersected  the  base 
of  the  dam  near  its  center  when  the  water  reached  the  highest  flood 
leveh  The  speaker  thinks  the  original  dam  would  not  have  failed  by 
overturning.  The  provisions  made  during  the  reconstruction  to  in- 
crease the  stability  against  sliding,  at  the  same  time,  gave  the  dam  a 
still  larger  factor  of  safety  against  overturning. 

Extension  of  the  Cut-Off  Wall. — Mr.  Scheidenhelm  has  extended 
the  shallow  cut-off  wall  near  the  west  end  of  the  dam  to  rock.  His 
explorations  by  test  pits  and  drill-holes  showed  that,  in  some  places, 
where  the  cut-off  was  thought  to  have  been  founded  on  rock,  it  was 
really  built  on  boulders,  and  permitted  leakage  under  its  base.  In 
such  cases,  Mr.  Scheidenhelm  carried  the  cut-off  deeper,  and,  in  other 
places,  he  made,  by  a  small  V-shaped  trench  filled  with  concrete,  a 
water-tight  seal  between  the  up-stream  side  of  the  cut-off  wall  and 
the  bed-rock.  The  width  of  this  wall — only  2^  ft. — did  not  seem  to 
be  sufficient  for  the  maximum  pressure  it  had  to  sustain,  and,  there- 
fore, it  is  not  surprising  that  Mr.  Scheidenhelm  found  that  in  some 
places  water  leaked  through  the  cut-off  wall. 

Miscellaneous  Construction. — Mr.  Scheidenhelm  has  strengthened 
the  original  footings  of  the  buttresses,  remedying  faulty  conditions 
in  places  by  pressure  grouting.  He  has  also  provided  a  proper  drain- 
age system  for  taking  care  of  the  leakage  through  the  foundation  soil, 
and  has  housed  in  the  higher  bulkhead  portions  of  the  original  dam 
by  curtain-walls  and  roofs,  in  order  to  prevent  serious  freezing  in 
the  drainage  system,  etc. 

In  conclusion,  the  speaker  compliments  the  author  on  the  very 
thorough  manner  in  which  he  has  repaired  and  improved  the  dam, 
and  on  the  detailed  account  of  this  work  which  he  has  given  in 
his  valuable  paper. 

Mr.  Irving  P.  Church,*  Assoc.  Am.  Soc.  C.  E.   (by  letter). — In  con- 

nection with  Fig.  12,  of  his  valuable  and  exhaustive  paper,  the  author 
refers  to  a  tentative  process  by  which  such  a  curve  as  a-h-g,  or  "Dis- 
charge over  Spillways",  is  determined;  that  is,  a  curve  showing  the 
rate  of  discharge,  Q,  over  the  spillway  as  a  function  of  the  time;  so 
that  with  Q  known  as  a  function  of  H,  the  depth  on  the  spillway,  it 
becomes  possible  to  compute  H  for  any  epoch;  this  being  a  case  where 
the  rate  of  influx  into  the  reservoir,  or  "flood  discharge",  is  given  as 
a  function  of  time,  in  such  a  curve  as  a-c-d,  or  graph  of  flood  dis- 
charge, in  Fig.  12. 

As  a  matter  of  this  kind  is  very  rarely  treated  in  books  on  hydraulics, 
it  may  be  of  interest  to  consider  the  strict  mathematical  nnture  of 
such  a  problem,  that  is,  where  efflux  takes  place  througlt  an  drifice 
or  over  a  spillway  from  a  very  wide  vessel  or  reservoir,  simultaneously 

♦Ithaca,  N.Y. 
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with  nil  influx  into  the  reservoir;  and  where  it  is  desired  to  determine     Mr. 
the  value  of  the  head,  H  (head  on  orifice  or  over  crest  of  spillway),  as 
a  function  of  the  time,  t. 

At  any  instant  of  time,  suppose  the  surface  of  the  water  in  the 
reservoir  to  be  rising,  and  assume  the  following  notation: 

^4  =  the  area  of  that  sm-face,  at  any  instant; 
F  =  area  of  orifice,  if  one  is  used; 
jx  =  coefficient  of  discharge  of  orifice ; 

and.  if  a  spillway  is  used,  let 

h  =  length  of  crest ;  and 
c  =  coefficient  of  discharge. 
Also,  let 

Q  =  rate  of  efflux,  in  cubic  feet  per  second,  at  any  instant; 
and  Q'  =  rate  of  influx,  in  cubic  feet  per  second,  at  any  instant. 

During  any  short  interval  of  time,  d  t  (time-increment),  H  increases 
by  d  U,  and  the  gain  of  the  volume  of  water  in  the  reservoir  must  be 
equal  to  the  excess  of  influx  over  efflux  during  this  time;  that  is, 

Q'  .  dt  —  Q  .  dt  =  A  .  d  II (1) 

(If  the  surface  were  sinking,  we  would  have  —  A    .   d  H  instead  of 
+  A  .  dH.) 

Case  I. — Let  Q'  be  constant  and  the  reservoir  have  vertical  sides, 
with  efflux  taking  place  through  an  orifice;  then  A  is  constant.  Let  i/^ 
be  the  initial  value  of  H,  and  let  the  constant,  Q',  be  written  in  the 
form.  Q'  =  i-i  F  s/  2  g  .  Ji?,  where  K  is  an  ideal  constant  head,  easily 
computed.    Equation  (1)  now  becomes: 

A              an 
a  t  = —  . (2) 

MF\^2g       K^  —  H^ 

Tliis  is  readily  iutegrable  by  a  temporary  change  of  variable,  Jt  2  —  H2 
being  denoted  by  Z  ;  so  that  d  H  =  —  2  H ^  .  d  Z,  =  2  (Z  —  K i)  .  d  Z. 

jN^ow,  77  =  fl^Q  for  t  =  zero  and,  finally,  after  integration,  the  form 
is  obtained, 


^iF 


:^jv^,-v^w^..o,,(^f=^«)] 


giving  the  time,  t,  as  a  function  of  H.  If  t  is  given  and  B.  sought, 
resort  must  be  had  to  solution  by  trial.  (By  "log./'  is  meant  ISTaperian 
logarithm.) 

Case  II. — Let  the  reservoir  have  a  rectangular  spillway  on  which 
initially  (that  is,  for  t  ==  zero),  the  head  is  H^  though  at  any  later 
instant  it  is  H,  the  rate  of  efflux  being  then  Q  =  c.h  s/Yg  .  H^.    Let  the 
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Mr.      rate  of  influx,  Q',  be  constant,  and  let  an  expression  be  written  for  it 

Church.  .  I 3 

in  the    form,  Q'  =  c  .  o  V  2  gr  .  7t  2,  where  K  is  an  ideal  constant  head. 

The  sides  of  the  reservoir  are  vertical;  hence  A  is  a  constant. 

Assuming  that  Q'  is  greater  than  the  initial  value  of  Q,  we  have 
from  Equation  (1)  : 

A  dH 

di= 7^-— i (4) 

c  .  ft  V  2  gr      A't  —  if ^ 

The  integration*  of  this  equation  is  quite  roundabout,  but  finallyf 
leads  to  the  result 

AkT  /[V7i-VHo]'(jT+  \/lfK-hK) 


i4  r-^-  ( 


-  Vl2  tan.-  ^  / (V;H-Vh,)V1^ ^ 

3  K  +  (-2  V  //o  +  V  k)  (2  V  JT  +   >/  k) 


} 


(5) 


in  which,  as  before,  log.^  signifies  ''  Xaperian  logarithm  of "  ;  and 
tan.  -  ^  denotes  "anti-tangent  of",  or  "arc  whose  tangent  is";  for 
example,  tan.  -  ^  0.488  =  0.454  (since  tan.  26°  =  0.488,  and  26° 
expressed  in  arc  ("  radians  ")  is  0.454). 

Case  777.— Rate  of  influx,  Q',  not  constant,  but  proportional  to 
the  time.  Efflux  over  a  spillway.  If  Q'  is  a  linear  function  of  t,  that 
is,  is  proportional  to  t,  when  t  is  reckoned  from  a  special  origin,  we  have 
a  case  that  is  suggested  by  the  graph  of  the  Cane  Creek  flood  of  the 
author's  Fig.  12;  since  this  curve,  a-c-d,  etc.,  may  be  considered  to  be 
made  up  of  a  number  of  consecutive  straight  lines.  Among  the  more 
prominent  of  these  straight  lines  is  the  portion,  c-d;  and  this  portion 
has  been  treated  by  the  writer  in  the  attempt  to  discover  the  law  con- 
necting the  variables,  H  and  t,  holding  good  for  any  instant  of  time 
between  about  9.30  and  10.30  a.  m. 

If  a  straight-edge  be  applied  to  the  diagram  in  Fig.  12,  it  will  be 
found  that  the  prolongation  of  the  straight  line,  d-c,  cuts  the  time- 
axis  very  closely  at -9  a.  m.;  and  that  the  point,  d,  corresponds  to  a  value 
oi  Q'  =  5  000  cu.  ft.  per  sec.  at  10.30  a.  m.,  that  is,  5  400  sec.  along  the 
time-axis  from  9  a.  m.  Hence,  if  we  reckon  t  from  9  a.  m.,  we  have  the 
proportion,  C/ :  5  000 : :  i :  5  400,  or  Q'  =  0.92Gt  (for  the  foot  and  second 
as  units). 

Since  the  elevation  of  the  surface  of  the  water  at  this  stage  of  the 
flow  is  less  than  140  ft.,  only  two  of  the  three  spillways  will  be  in 
action,  namely,  the  "old"  and  the  "new";  and  these  have  the  same 

♦  netall  will  be  found  on  p.  200  of  Frlzell's  "Water  Power",  First  Edition, 
t  On  pp.  362  and  430  of  Enyinecring  News,  November  and  Decomber,  1901,  will  be 
found  Inturustlns  matter  relative  to  this,  by  the  Messrs.  Gould. 
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crest  elevation  of  136.0  ft.  and  hence  are  equivalent  to  a  single  spillway     Mr. 
for  which  the  rate  of  discharge,  or  "capacity"  (see  Fig.  11),  is  hurch. 

(?  =  3.65  (150  +  133)  .  J/f; 


that  is. 


(?  =  1  033  .  H'^  cu.  ft.  per  sec.  (with  if  in  feet). 


Again,  in  Fig.  10,  it  is  to  be  noted  that  the  curve  of  reservoir 
capacity  is  nearly  straight  between  Elevations  134.0  and  138.0,  the 
gain  of  volume  in  that  interval  of  4  ft.  being  500  000  000  gal.  or  a 
fairly  constant  rise  of  125  000  000  gal.  per  ft.  Division  by  7.58,  and 
by  1  ft.,  gives  16  710  000  sq.  ft.*  as  a  fair  estimate  of  the  area.  A,  in 
the  region  of  Elevation  136.0.  These  expressions  and  values  having 
been  inserted  in  Equation  (1),  there  is  obtained,  after  reduction  and 
division  (for  foot-second  units), 

10  000  000— —  =  0.554  t  —  618.4  JTI (6) 

d  t 

This  differential  equation  not  admitting  of  a  strict  mathematical 
solution,!  resort  was  had  to  plotting  a  curve  with  H  as  ordinate  and  t  as 
abscissa  {t  \s,  reckoned  from  9  A.  M.  and  H  is  the  head  on  the  spillway), 
a  special  method  being  used  for  the  purpose,  giving  a  very  close 
approximation. 

It  is  a  property  of  a  circular  arc  that  the  tangent  lines  drawn  at 
its  extremities  intersect  at  a  point  equi-distant  from  the  points  of 
tangency,  and  the  method  in  question  consists  virtually  in  drawing, 
"tandem",  a  number  of  very  flat  circular  arcs,  the  radius  of  each  being 
the  average  radius  of  curvature  for  the  small  extent  of  curve  involved. 
The  arcs  themselves  are  not  drawn,  being  sufficiently  defined  by  the 
extremities  and  their  tangents. 

For  each  of  the  five  values  of  E:  0.6,  0.7,  0.8,  0.9,  and  1.0  ft.,  the 

,7   TJ 

value  of  the  derivative,  — — ,   was  computed  from  Equation    (6)   for 

each  of  some  six  or  eight  values  of  t,  chosen  so  that,  by  previous  inspec- 
tion, the  true  value  of  t  for  the  assiuned  H  would  probably  lie  within 
the  range  taken;  and  these  thirty  or  forty  values  were  tabulated. 

In  Fig.  37,  for  the  starting  point,  D  (corresponding  as  regards  time 
to  points,  6  and  c  of  the  author's  Fig.  12),  we  have  H  =:=  0.50  ft,  and 
t  will  be  taken  as  2  034  sec.  (that  is,  from  9  a.  M.;  see  Fig.  12).    Also, 

fl  JT 

the  value  of   the  "  slope  "  of   the  tangent  line  at  D,  namely, ,  is 

found  from  Equation  (6)  to  be      '    '^   .     A  8trai£:ht  line,  D  F,  is  then 

•  From  the  curve  "ar<=-a  in  acres"  of  Fig.  10,  we  might  also  have  taken  A  =  386 
acres  X  43  560  =  16  820  000  sq.  ft. 

t  Information  on  this  point  was  kindly  furnished  by  James  McMahon,  Professor  of 
Mathematics,  Cornell  University. 
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drawn  through  D  at  such  an  angle  that  a  portion  having  1  000  sec. 
as  horizontal  projection  has  0.0910  ft.  as  vertical  projection.  Use 
was  made  of  co-ordinate  paper  with  twenty  divisions  to  the  inch,  and 
the  scales  adopted  were  1  000  sec.  to  5  in.  horizontally,  and  0.10  ft.  to 
2.5  in.  vertically. 

A  point,  E,  is  then  found  by  trial  on  the  horizontal  line,  GE,  that 
is,  for  H  =  0.60  ft.,  such  that  for  the  value  of  t  for  this  point,  E, 

the  straight  line  drawn  through  E  and  having  a  slope, -r—,  obtained 

from  Equation  (6)  for  these  values  of  H  and  t,  intersects  the  previous 
tangent  line,  DF,  in  a  point,  F',  making  F'D  equal  to  F'E.  We  have 
thus  determined  very  closely  a  new  point,  E,  of  our  curve  and  the 
tangent  line,  F'  EJ ,  at  this  point.  A  similar  procedure,  involving  the 
tangent,  E  J ,  and  the  horizontal  line  for  H  =  0.7  ft.,  gives  another 
point  on  the  curve  and  also  its  tangent  line:  and  so  on. 
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Fig.   37. 

The  five  points  thus  obtained  in  addition  to  the  starting  point,  D, 
are  plotted  in  Fig.  38  and  give  the  curve  there  shown.  The  figures 
annexed  to  the  points  give  the  abscissas  (time),  in  seconds. 

Investigations  involving  a  change  of  origin  and  the  plotting  of 
the  logarithms  of  the  new  co-ordinates,  brought  out  the  fact  that 
the  relation 

n=  0.W+  ( — ^^^ — ^  (2  000  +  0"-' (") 

\  10  000  000/  ^  ^    '  ^  ^ 


is  practically  the  equation  to  this  curve,  within  tlie  limits  shown; 
giving  results  not  more  than  1%  in  error  when  //  is  solved  for.  The 
t  of  this  equation  is  reckoned  from  9  a.  m.,  as  before. 
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For  the  point,  d,  in  the  author's  Fig.  12,  the  value  of  i  is  5  400  sec.     Mr. 
and  this  value,  in  Equation  (7),  gives  H  =  1.04  ft.     For  this  point 
the  author  has  137.0  ft.  as  elevation  of  the  surface;  that  is,  H  =  just 
1.00  ft. ;  and.  under  the  circumstances,  this  may  be  considered  a  very 
fair  agreement  of  the  two  methods. 
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M.    M.    O'Shaughnessy,*   M.   Am.    Soc.    C.   E.    (by   letter).— The    _  Mr. 
author  is  to  be  commended  for  the  thorough  manner   in  which  the     nessy. 
reconstruction  of  this   dam  was  undertaken.     The  complete  way   in 
which  the  details  of  the  construction  and  the  reasons  therefor  have 
been  described  are  also  worthy  of  commendation. 

To  a  Western  engineer,  the  extraordinary  flood  flow  per  square 
mile,  of  the  region  which  drains  into  the  dam,  appears  to  be  alarming. 
It  would  seem  that  the  new  spillway  capacity,  more  than  six  times 
the  original  size,  should  surely  be  ample  to  underwrite  the  structure 
against  flood  damage  in  the  future.  It  would  also  seem  that  this 
hollow,  reinforced  concrete  type  of  dam  was  well  adapted  for  this 
particular  site,  and  that  its  original  failure  was  due,  not  to  the  type 
of  structure,  but,  in  a  large  way,  to  lack  of  adequate  care  with  the 
foundation  portion  of  the  work.  iSTeglect  of  this  nature  is  likely  to 
cripple  any  dam,  and  one  of  this  type  perhaps  less  than  any  other,  as 
a  fracture  of  a  couple  of  panels  will  release  the  stored  waters  and 
safeguard  the  rest  of  the  structure. 

•  San  Francisco,  Cal. 
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One  of  the  cardinal  principles  to  be  observed  in  any  dam  foundation 
is  to  remove  the  uplift  pressure  and  make  a  perfect  contact  between 
the  water-tight  skin  or  face  of  the  dam  and  the  solid  reliable  foundation 
material.  The  results  of  tests  on  the  friction  resistance  of  clay  soil 
and  the  analysis  of  the  sliding  factors  furnish  data  of  original  labor, 
which  are  creditable. 

The  method  of  pressure  grouting  the  footings  is  a  matter  of 
interest,  and  apparently  this  work  was  very  well  done  in  the  recon- 
struction. 

The  observation  that  "great  care  is  necessary  even  in  foundation 
work,  where  it  is  too  often  assumed  that  any  kind  of  work  will  suffice", 
should  be  impressed  on  the  minds  of  all  young  engineers  as  the  most 
important  of  all  the  elements  that  need  attention.  No  matter  how 
perfect  the  superstructure,  if  the  foundation  is  inadequate,  final  failure 
or  consequent  trouble  will  result.  If  the  leakage  on  May  25th,  and 
November  1st,  1915,  was  actually  measured,  the  facts  would  be  of 
interest. 

The  reason  for  the  construction  of  a  curtain-wall  and  roof  to  avert 
the  freezing  of  the  top  of  the  weep-holes  and  deep  drains,  is  a  matter 
of  much  interest  to  engineers  working  in  a  country  which  is  practically 
frostless. 

The  author's  comments  on  cracks  in  the  original  structure  from 
lack  of  proper  contraction  joints  is  illuminating.  The  writer's  expe- 
rience has  been  that  where  large  masses  of  concrete  were  exposed  to 
rapid  temperature  changes,  there  should  be  joints  at  least  40  ft. 
apart,  and,  in  ditch  lining,  he  has  used  joints  as  close  as  12  ft.  to 
advantage. 

With  reference  to  asphalt  in  expansion  joints,  there  is  a  tendency 
of  this  material  to  flow  in  hot  weather.  Such  a  condition  was  studied 
in  the  reconstruction  of  the  Twin  Peaks  Reservoir,  in  1912,  and  by 
adding  a  percentage  {11h%  by  weight)  of  diatomaceous.  kieselguhr, 
or  infusorial  (different  names  for  the  same  substance,  which  is  almost 
pure  silica),  to  the  asphalt,  this  tendency  to  flow  was  removed,  and 
the  asphalt  still  retained  its  plastic  condition. 

In  stating  the  cost  per  cubic  yard,  the  details  of  the  cement  and 
iron  costs  are  missing,  and  would  be  interesting  if  added  by  the  author. 

The  writer  has  seen  no  paper,  for  some  time,  which  has  been  so 
candid   in   every  manner   in   describing  all  the  engineering  features, 
so  that  brother  engineers  can  profit  by  the  experiments  and  experience 
gained  in  this  structure. 
Mr.  Joel   D.   Justin,*   M.    Am.    Soc.   C.   E.    (by   letter). — This   paper 

teaches  a  much  needed  lesson;  a  lesson  not  so  much  needed  by  the 
Engineering  Profession  as  by  the  promoters  and  owners  of  projects 
in  connection  with  which  the  construction  of  dams  is  a  feature. 
•  Chippewa  Palls,  Wis. 


JuHtln. 


discussion:  reconstruction  of  stony  river  dam       1083 

If  an  owner  is  considering  the  advisability  of  constructing  a  dam,  Mr. 
there  is  one  way  of  no  regrets  for  him  to  go  about  the  inception  of 
such  a  project.  If  he  is  not  already  in  contact  with  engineers  versed 
in  that  particular  line  of  work,  he  can  readily  meet  them  through 
other  owners  who  have  built  dams.  Having  chosen  his  consulting 
engineer,  the  owner  should  authorize  him  to  make  a  complete  pre- 
liminary report  on  the  project,  including  the  economic  features.  The 
extent  of  such  preliminary  report  and  investigation  should  be  left 
largely  to  the  judgment  of  the  engineer,  just  as  the  number  of  visits 
that  a  doctor  makes  his  patient  should  be  left  to  the  judgment  of  the 
doctor,  and  not  to  that  of  the  patient. 

Of  course,  such  an  engineer  should  have  nothing  to  sell  except 
service.  If  the  preliminary  report  is  favorable,  this  ideal  owner  will 
say  to  the  engineer : 

"Yery  well,  then,  we  will  build  this  structure  as  you  recommend, 
and  you  will  consider  yourself  retained  to  design  the  dam  and 
appurtenant  work,  and  to  supervise  the  construction.  We  will  expect 
you  to  have  on  the  ground  at  all  times  competent  assistants  to  see 
"that  your  orders  are  executed.  In  this  matter,  Mr.  Engineer,  we  put 
ourselves  entirely  in  your  hands." 

It  is  true  that  the  best  of  engineers  sometimes  make  mistakes.  So 
do  doctors  and  lawyers.  The  difference  is  that  the  two  last  named 
professions  have  an  excellent  opportunity  of  "getting  away  with  it", 
whereas  the  mistakes  of  the  engineer  stare  the  whole  world  in  the 
face,  for  they  can  be  seen  and  photographed.  It  is  probably  for  this 
reason  that  the  business  man,  who  accepts  as  infallible  the  advice 
of  his  lawyer  or  doctor,  questions  and  often  ignores  the  advice  of 
his  engineer.  It  is  certain,  however,  that  if  a  larger  proportion  of 
owners  were  to  follow  the  course  of  action  just  outlined,  there  would 
be  fewer  failures  charged  to  the  Engineering  Profession. 

In  the  case  of  the  Stony  River  Dam,  a  competent  consiilting 
engineer  was  retained,  apparently  merely  to  investigate  the  feasibility 
of  the  site.  His  connection  with  the  project  ceased  when  the  contract 
for  the  construction  was  let,  and  he  apparently  had  nothing  to  do 
with  the  design.  Had  he  also  been  retained  to  design  and  supervise 
the  construction  of  the  dam,  it  is  improbable  that  Mr.  Scheidenhelm 
would  now  be  writing  about  its  reconstruction. 

Hollow  dams  of  the  type  used  at  Stony  River  have  manifest  advan- 
tages over  other  types  for  the  conditions  existing  at  the  chosen  site. 
In  many  such  dams  insufficient  attention  has  been  given  to  foundation 
problems.  It  would  almost  appear  that  it  has  been  quite  customary 
to  use  what  may  be  designated  as  stock  designs,  without  much  regard 
for  local  conditions,  and  without  very  thorough  sub-surface  inves- 
tigations. 
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Mr.  The  paper  proves  that  the  author  went  into  this  matter  in  a  most 

"  thorough  and  complete  manner.  He  realized  that  a  reconstruction 
of  this  nature  required  as  much  if  not  more  engineering  investigation 
than  an  entirely  new  project.  In  spite  of  his  convincing  hydrological 
study,  Mr.  Scheidenhelm's  provision  for  a  spillway  capacity  of  1  840 
sec-ft.  per  sq.  mile  seems  rather  high.  Much  of  this,  it  is  true,  is 
obtained  by  merely  allowing  spilling  over  the  bulkhead  section  or 
"Intermediate  Spillway."  It  appears  probable,  from  the  author's  study, 
that  the  duration  of  a  flood  when  the  capacity  of  the  original  spillway 
would  be  exceeded  would  be  brief.  Consequently,  it  would  seem 
that  the  author  might  have  saved  the  cost  of  the  down-stream  apron 
on  the  new  spillway.  The  abutments  at  the  east  and  west  ends  of 
the  masonry  structure  might  have  been  raised  several  feet  to  prevent 
water  flowing  over  the  earth,  and  then,  when  the  capacity  of  the 
old  spillway  section  was  exceeded,  discharge  would  take  place  over 
practically  the  entire  width  of  the  dam.  It  would  have  been  necessary, 
of  course,  to  extend  the  tumbling  hearth  for  the  entire  distance.  It 
would  probably  also  have  been  desirable  to  provide  an  additional 
apron  to  protect  the  soil  just  down  stream  from  the  dam. 

The  author  shows  most  conclusively  that  the  resistance  to  sliding 
of  the  structure  as  originally  built  was  insufficient.  This  condition 
is  no  doubt  quite  often  the  case  with  existing  hollow  reinforced 
concrete  dams  built  on  soil  foundations.  In  the  design  of  such 
structures  there  has  often  been  far  too  little  attention  given  to  making 
adequate  provision  against  sliding.  The  methods  adopted  by  the 
author  for  increasing  the  resistance  to  sliding  are  most  ingenious 
and  effective.  At  the  same  time  their  execution  must  have  been 
expensive. 

After  investigation  the  author  decided  that  the  safe  soil  pressure 
had  already  been  reached,  and  therefore  he  did  not  consider  it  safe 
to  obtain  the  desired  additional  resistance  to  sliding  by  filling  in  with 
earth  on  the  floor  of  the  dam.  This  objection  might  have  been 
overcome  by  extending  the  reinforced  concrete  floor  or  footings  down 
stream  from  the  buttresses  until  the  desired  maximum  soil  pressin-e 
was  attained.  To  take  the  reaction  from  the  soil  pressure  it  would 
have  been  necessary  to  cantilever  the  buttresses  out  in  a  down-stream 
dii'cction  over  the  additional  floor  or  apron.  This  cantilever  would 
probably  take  the  form  of  a  triangular  addition  to  the  buttresses  at 
tluiir  down-stream  ends.  The  earth  filling,  to  produce  the  necessary 
weight,  would  be  placed  inside  the  dam,  and  tlie  bulk  of  it  as  far 
up  stream  as  possible,  thus  obtaining  a  lower  maximum  soil  pressure 
per  unit  of  area  at  the  toe  than  if  the  fill  were  evenly  distributed. 

The  two  problems  of  securing  proper  resistance  to  sliding  and 
adequate  cut-off  should  bo  hniidliHl   as  one,  and   tliis   the  author  lias 
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done.  The  construction  of  the  canti level*  heel,  the  underpinning,  and  Mr. 
the  extension  of  the  original  cut-off  were  clearly  very  expensive.  This 
work,  aside  from  the  mere  grouting  of  leaky  joints  and  of  voids  along 
the  out-off".  would  be  omitted  in  tlie  method  the  writer  has  in  mind. 
In  the  case  of  a  dam  on  a  soil  foundation,  the  construction  of  an 
impervious  cut-off  to  rock  is  frequently  out  of  the  question.  The 
problem  is  more  generally  one  of  introducing  sufficient  frictional 
resistance  to  the  flow  of  water  under  the  dam,  so  that  the  velocity 
of  the  water  issuing  from  the  down-stream  toe  is  insufficient  to  move 
the  foundation  soil.  In  fact,  the  desirability,  in  the  case  of  a  yielding 
soil,  of  a  deep  cut-off  at  the  heel  to  rock  is  open  to  question,  as  it 
produces  a  tendency  to  increase  the  maximum  soil  pressure  at  the  toe. 
The  necessarv   frictional   resistance   to   the  flow   of  water   under  the 


New  concrete  to  be  exceptionally 
well  bonded  to  old  buttress. 


E.\tension  to  old  buttresses. 


Ih*"3  Wrought-T^ron  pipe,  perforated 
I]  with  four  ?^" holes  per  lin.  ft.  one 
1 1     on  each  quadrant. 


Fig.   39. 


dam  is  obtained  by  increasing  the  distance  through  which  the  water 
must  flow  before  it  can  escape  at  the  down-stream  toe.  This  may 
be  obtained  by  (1)  increasing  the  depth  of  the  cut-off,  (2)  by  increasing 
the  width  of  the  base,  (3)  by  a  combination  of  these  two  methods. 

The  additional  down-stream  floor  or  apron,  suggested  by  the  writer 
as  a  method  of  obtaining  decreased  soil  pressure,  would,  by  increasing 
the  frictional  resistance,  decrease  the  velocity  of  the  water  flowing 
through  the  soil.  This,  however,  would  probably  not  be  sufficient. 
Therefore,  the  writer  would  use  an  up-stream  apron.  The  thickness 
of  this  layer  need  be  only  6  in.  or  indeed  it  might  consist  of  a  few 
layers  of  "Gunite"  on  a  light-mesh  reinforcement,  there  being  slight 
stresses  to  be  resisted.  For  the  typical  section,  the  width  of  this 
apron  should  probably  be  about  100  ft.,  as  it  would  not  be  wise  to 
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Mr.     place  great  dependence  on  the  original  cut-oif.     At  the  junction  of 

■  the  apron  and  the  heel  there  should  be  a  special  flexible  joint  which 
would  remain  tight  even  if  there  shoidd  be  a  slight  movement  in 
the  dam.  A  small  fill  of  selected  clay  should  also  be  placed  at  this 
point.  The  alternative  for  providing  against  seepage  and  sliding 
here  suggested  is  shown  in  Fig.  39,  the  dimensions  being  merely 
illustrative. 

In  outlining  this  method  of  increasing  the  resistance  to  sliding 
and  to  seepage,  the  writer  realizes  that  it  was  doubtless  considered 
by  Mr.  Scheidenhelm.  The  only  reason  for  suggesting  it  is,  that, 
from  the  author's  description,  it  would  appear  that  it  would  have 
been  cheaper  than  the  equally  efficacious  one  adopted. 
Mr.         Eoss  M.   EiEGEL,*  Assoc.   M.  Am.   Soc.   C.   E.    (by  letter). — The 

RiGfifd  •  •  •  • 

■  writer  desires  to  commend  the  practice  of  using  a  hypothetical  storm 
with  a  graph  of  the  rim-off,  in  determining  spillway  characteristics. 
His  observation  has  been  that,  in  the  design  of  most  dams,  this  deter- 
mination has  been  largely  a  matter  of  conjecture,  as  is  attested  by 
numerous  failures.  The  author's  practice  is  similar  to  that  of  the 
Miami  Conservancy  District  in  the  design  of  flood-control  dams  for 
the  Miami  Valley  in  Ohio.  In  the  latter  case,  recorded  gauge  heights 
enabled  a  graph  of  the  run-off  to  be  constructed  for  the  great  flood  of 
March,  1913.  From  this,  by  the  addition  of  a  margin  of  safety  of 
about  40%,  another  graph  was  developed  for  the  determination  of  the 
spillway  and  outlet  capacities  for  the  dams. 

Although  the  spillway  capacity  of  the  Stony  River  Dam  is  high,  as 
compared  with  the  usual  practice,  the  circumstances  of  high  altitude, 
heavy  rainfall,  and  small  drainage  area,  and  the  fact  that  the  dam  as 
reconstructed  must  not  fail,  combine  to  justify  an  attitude  of  great 
conservatism. 

The  essentials  of  dam  construqtion,  aside  from  spillway  capacity, 
are  a  tight  face  to  retain  the  water,  a  stable  structure  to  maintain  the 
integrity  of  the  face,  and  satisfactory  drainage  facilities  to  carry  away 
any  water  which  may  pass  the  face  or  the  foundation.  In  all  these  essen- 
tials the  original  dam  appears  to  have  been  deficient.  The  tight  face 
was  wanting  by  reason  of  an  insufficient  and  faulty  cut-off;  the  drain- 
age provision  was  such  that  it  was  subject  to  interference  by  freezing 
during  a  great  part  of  the  year;  and  the  resistance  to  sliding  seema  to 
have  been  markedly  deficient. 

In  the  reconstruction,  these  faults  have  been  remedied  with  a 
degree  of  thoroughness  not  often  seen.  The  improvements  at  the 
heel,  as  well  as  the  various  extensions  and  underpinning  of  the  cut-off, 
have  corrected  the  faults  in  the  original  face.  In  his  discussion,  Mr. 
Rutcnberg  seems  to  have  overlooked  this  i)oint  entirely.  Had  nothing 
been  done  to  improve  the  cut-off,  the  drainage  provisions  of  the  recon- 

•  Dayton,  Ohio. 
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structed  dam  might  indeed  have  beeu  insufficient,  and  Mr.  Eutenberg's    Mr. 
IX)ints  would  have  been  well  taken.    The  fact  that  such  leakage  as  did    ^^^^ " 
occur  after  the  dam  was  refilled  was  readily  checked,  or  checked  itself 
after   a   short   time,    is   ample   testimony   to   the   effectiveness   of   the 
measures  taken. 

The  provision  made  to  protect  the  drainage  outlets  from  freezing, 
namely,  housing  in  the  base  of  the  dam,  savors  of  the  heroic,  but  seems 
to  be  justifiable.  The  author  was  repairing  an  existing  structure,  and 
to  have  developed  an  ideal  system  of  sub-drainage  with  protected  outlets 
below  the  dam  was  evidently  prohibitive  as  to  cost.  Under  the  system 
adopted,  any  seepage  water  will  find  its  readiest  avenue  of  escape 
through  the  weep-holes  or  pipes.  Its  escape  immediately  under  the  foot- 
ing will  be  practically  prevented  by  the  new  "toe"  wall.  Moreover,  after 
passing  the  improved  cut-off,  the  motion  of  seepage  water  through  any 
strata  below  this  wall  will  be  so  slow  that  no  erosion  need  be  feared. 

The  provision  of  increased  resistance  against  sliding  seems  to  have 
been  necessary  and  to  have  been  well  worked  out.  The  writer  fails  to 
see  any  better  method  of  remedying  this  defect,  and  feels  that  the 
device  is  worthy  of  imitation.  Although  the  criticism  has  been  made 
that  the  heel-  and  toe-walls  are  too  light  to  carry  the  entire  horizontal 
thrust,  it  seems  to  the  wi'iter  that  such  a  requirement  would  be  exces- 
sive. Their  function  is  to  add  to  the  resistance  normally  offered  along 
the  top  surface  of  the  foundation  itself,  and,  therefore,  their  strength 
is  doubtless  sufficient. 

On  the  whole,  the  writer  has  been  impressed  by  the  care  and  thor- 
oughness of  the  author's  methods.  He  wholly  fails  to  comprehend  Mr. 
Eutenberg's  criticism,  which  seems  to  have  been  based  on  rather  hasty 
consideration.  For  instance,  his  remark  that  the  dam  is  less  safe  now 
than  before  reconstruction  seems  particularly  imsound,  inasmuch  as  the 
original  dam  failed  after  being  in  ordinary  service  for  65  days,  and  the 
reconstructed  one  has  now  been  in  service  for  2  years. 

F.  W.  ScHEiDEXHELM,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  dis-  Mr. 
cussion  of  the  paper  has  been  very  interesting  to  the  writer,  as  <^  ^^  «°  ^  "^ 
presumably  it  has  also  been  to  other  engineers  concerned  with  the 
problems  treated.  Among  other  things,  it  serves  to  emphasize  the 
fact  that  there  is  rarely  agreement  among  engineers  as  to  the  exact 
measure,  or  margin,  of  safety  which  should  be  given  to,  or  is  possessed 
by,  a  structure.  On  the  whole,  the  writer  finds  much  cause  for 
satisfaction  in  the  comments  contained  in  the  discussions. 

Frequently,  papers  presented  before  the  Society  and  the  discussions 
thereon  result  in  a  symposium  of  data  and  opinion  on  certain  subjects. 
Such  is  the  case  with  regard,  in  particular,  to  two  problems  which 
were  involved  in  the  reconstruction  of  the  Stony  Eiver  Dam,  and 
are  treated  in  the  paper. 

*  New  York  City. 
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o  ^  .?•■•.  ,  "^'^^^    ^^^*    of    these    problems    concerns    the    determination    of    the 

Seheidenhelm.  ■  n       ^     r  i  •    i  -n  .         . 

maximum  tlood  lor  which  spillway  capacity  is  to  be  provided,  and 
the  consequent  determination  and  design  of  the  spillway  provision 
itself.  Of  the  ten  members  who  have  discussed  this  matter,  only 
one,  Mr.  Gregory,  feels  that  the  writer  has  "surely  gone  beyond  the 
necessary  limit."  The  great  majority,  however,  apparently  agree  on 
the  proposition  that  a  drainage  area  as  small  as  that  of  Stony  River 
at  the  dam  site  requires  entirely  diiferent  treatment  than  do  larger 
areas,  and  that  the  exceptionally  large  maximum  run-oflF  adopted, 
although  surprising,  is  warranted. 

Referring  to  the  comment  of  Mr.  Gregory  (page  lOGO)  the  writer 
feels  that  it  is  certainly  necessary  to  take  into  account,  not  merely 
rainfalls  of  2  or  3  hours'  duration,  but  those  of  considerably  longer 
periods,  and  more  especially  their  consequent  floods.  This  is  for  the 
reason  that  from  such  rainfalls  the  run-off  (into  the  reservoir)  which 
immediately  precedes  the  maximum  or  critical  periods  of,  say,  2  or 
3  hours,  necessarily  affects  the  absorption  or  equalization  capacity 
of  the  reservoir  during  the  vital  period. 

It  is  true,  as  pointed  out  in  the  paper,  that  a  record  or  graph 
of  run-off  never  truly  represents  the  corresponding  rainfall;  that  is, 
the  maximum  rate  of  run-off  is  always  less  than  the  maximum  inten- 
sity of  rainfall.  Yet,  even  making  full  allowance  for  this  fact,  as 
applied  to  actual  Stony  River  conditions,  it  is  reasonably  evident, 
from  the  studies  depicted  in  Figs.  12  and  13,  that  the  length  of  the 
period  of  rainfall  which  should  be  considered  is  at  least  6  hours;  and 
it  must  be  remembered  that  rainfall  does  not  persist  at  a  uniform 
intensity  through  any  24-hour  period.  Thus,  were  there  an  automatic 
gauge  record  available  for  the  22-in.  rainfall  during  24  hours  at 
Altapass,  N.  C,  on  June  15th-16th,  11)1(5  (page  930),  tlu^  r(>cord  for 
the  maximum  6  hours  would  probably  be  astounding. 

Again,  looking  at  the  matter  from  Mr.  Gregory's  point  of  view, 
and  making  the  reasonable  assumption,  size  and  topography  of  drain- 
age area  considered,  that  "the  peak  of  the  run-off  at  the  dam  is  equal 
to  the  greatest  average  rate  of  rainfall  during  any  45-min.  period" 
(page  040),  it  is  to  be  noted  from  Fig.  15  that  "the  most  severe 
run-off  conditions  reasonably  conceivable",  there  shown,  indicate  a 
rainfall  with  an  intensity  averaging  only  about  4  in.  per  hour  for 
the  maximum  45  min.  This  intensity  is  somewhat  less  than  that  given 
for  the  same  period  by  the  Talbot  formula,  quoted  by  l^fr.  Gregory, 
and,  of  course,  is  less,  by  an  even  greater  amount,  than  the  cor- 
responding "Mnxinium  for  Greater  New  York"  (Fig.  32).  Incidentally, 
the  Talbot  and  the  Greater  New  York  curves  of  Fig.  32,  when  plotted 
on  Fig.  9,  fall  outside  of  the  group  of  curves  shown  thereon;  in  other 
words,  tlie  curves  of  Fig.  32  show  the  greater  intensities  of  rainf;il]. 
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It   is    iuteresting   to    note   that    apparently    the    Cane    Creek    and  ,  ^    Mr 

1       ,  ,  .   ,       .  1      ,        ,       •       r  1  T  Scheidenhelm. 

Elkhorn  Creek  floods,  which  tormed  the  basis  for  the  studies  pre- 
sented in  the  paper  (page  926)  were  of  such  intensity  as  not  to  be 
included  within  the  formula  proposed  by  Weston  E.  Fuller,  M.  Am. 
Soc.  C.  E.*  The  same  is  true  also  of  a  run-off  of  1  302  cu.  ft.  per 
sq.  mile,  reportcdf  for  the  drainage  area  of  143  sq.  miles  of  Devil's 
Creek,  near  Tiele,  Iowa. 

The  method  of  determining  or  checking  spillway  capacity  by  means 
of  graphs  of  hypothetical  maximum  floods  to  be  provided  against, 
seems  to  meet  with  approval.  Similar  methods  are  shown  to  have 
been  used  in  the  design  work  of  the  Miami  Conservancy  District  at 
Dayton,  Ohio,  as  referred  to  by  Mr.  Eiegel  (page  1086),  and  dis- 
cussed in  considerable  detail  by  Mr.  Grant  (page  1067).  A  remark- 
ably close  agreement  of  results  is  evident  from  comparison  of  Figs. 
12  and  36,  the  former  being  based  on  the  method  used  by  the  writer, 
whereas  the  latter  is  based  on  the  flood  routing  method  applied  on 
the  work  of  the  Miami  Conservancy  District. 

The  second  feature  provoking  considerable  discussion  is  the  utiliza- 
tion of  the  underlying  foundation  soil  in  setting  up  resistance  to 
sliding.  On  this  subject  the  discussion  of  Professor  Cain  is  a 
contribution  of  exceptional  value. 

One  may  fairly  question  whether  present  experimental  information 
regarding  the  behavior  of  soils  is  sufficient  to  warrant  the  acceptance 
of  Professor  Cain's  application  of  Coulomb's  laws  to  cases,  such  as 
that  of  the  Stony  Eiver  Dam,  where  there  is  involved  the  question  of 
sliding,  and  more  particularly  of  impending  sliding.  In  fact,  the 
writer  still  feels  constrained  to  distinguish  between  the  conditions 
existing  before  a  body  of  clay  has  failed  in  shear  along  a  given  plane 
or  surface  and  the  conditions  existing  after  the  resistance  to  shear  has 
been  overcome  (that  is,  when,  in  his  terminology,  cohesion  has  given 
way  to  friction,  plus  any  adhesion).  Such  distinction  does  not  appear 
to  be  inconsistent  with  Coulomb's  laws,  especially  as  expressed  by 
Professor  Cain  somewhat  more  broadly  in  his  paper  on  "Cohesion  in 
Earth.":}:  In  fact,  Professor  Cain's  more  frequent  use  of  the  term 
"shear"  in  his  analyses  based  on  Coulomb's  laws,  as  applied  in  his 
discussion  (page  1045),  is  significant.  Even  Professor  Cain  now 
considers  that  possibly  not  all  "cohesion"  (Cain)  is  destroyed  on  the 
beginning  of  the  actual  motion  or  sliding. § 

However  that  may  be,  all  must  be  in  full  agreement  with  Professor 
Cain  in  his  emphasis  of  the  "need  for  comprehensive  experimentation 

*  Flood  Flows,"  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVI,  p.  564. 

t  Water  Supply  Paper  No.  162,  V.  S.  Geological  Survey. 

Z  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXX,  p.  1316. 

§  This  appreciable  part  of  "cohesion"  everted  in  addition  to  friction  during  the 
actual  sliding  of  clay  on  clay  (p.  1045),  the  writer  would  term  "adhesion",  as  more 
accurately  describing  its  nature. 


1090       discussion:  eeconstruction  of  stony  river  dam 

Mr.  to  determine  the  coefficients  of  cohesion."     Moreover,  the  writer  be- 

■  lieves  that  Professor  Cain  has  performed  an  important  service  in 
presenting  in  such  detail  the  several  analyses  of  the  Stony  River 
problem  on  the  basis  of  coherent  earth.  It  is  not  improbable  that, 
as  the  result  of  such  work  as  is  now  being  carried  on  by  the  Society's 
Special  Committee  on  Soils,  the  treatment  advanced  by  Professor 
Cain  may  be  adopted,  at  least  in  part,  and  especially  as  applied  to 
cases  of  actual  sliding. 

The  writer  agrees  entirely  with  Professor  Cain  that  probably  the 
effect  of  a  longer  time  of  application  of  a  given  shearing  load  on  a 
body  of  clay  under  test  would  be  to  afford  lower  values  of  unit  shear- 
ing resistance  (page  1046).  It  should  be  noted,  however,  that,  in  the 
Stony  River  design,  no  reliance  was  placed  on  the  shearing  resistance 
of  the  foundation  soil. 

In  the  interesting  analyses  (pages  1046-48)  of  the  original  struc- 
ture before  failure,  based  on  the  theory  of  coherent  earth,  Professor 
Cain  unwittingly  made  several  erroneous  assumptions. 

The  mistake  apparently  was  caused  by  his  treatment  of  the  section 
of  dam  shown  on  Plate  XII  as  being  taken  at  the  maximum  height  por- 
tion of  the  dam.  This  is  not  the  case,  for  Plate  XII  shows  the 
"Typical  Section  at  Bay  35"  referred  to  in  Columns  (3),  (5),  (7),  and 
(9)  of  Table  3.  The  resulting  error  in  the  value  of  Q,  as  derived  by 
Professor  Cain  (page  1047),  is  not  serious,  but,  unfortunately,  the 
same  mistake  made  later  in  his  discussion  robs  the  results  of  their 
significance,  though,  of  course,  it  does  not  deprive  the  theoretical 
analysis  of  its  value  as  such. 

Thus,  in  assuming  anchoring  w^alls  applied  to  the  original  struc- 
ture, as  shown  on  Plate  XII,  Bay  35,  Professor  Cain  perforce  used  loads 
(page  1048)  as  given  in  the  writer's  Cases  I  and  II  (pages  956-958) 
and  applying  to  the  sections  of  maximum  height,  instead  of  to  the 
section  at  Bay  35.  The  difference  in  height  of  sections  will  be  appar- 
ent on  reference  to  Plate  IX.  Moreover,  the  loads  used  by  Professor 
Cain  apply  to  the  structure  in  its  original  condition,  whereas  both 
concrete  and  water  weights  were  greatly  increased  in  the  reconstruc- 
tion, without  any  increase  in  the  horizontal  water  thrust  (Table  3). 
The  horizontal  water  thrust  for  Case  I,  for  instance,  is  but  53  820  lb. 
per  lin.  ft.,  instead  of  81  000  lb.,  as  assumed  by  Professor  Cain. 

In  consequence,  the  conclusions  as  to  resistance  to  sliding,  fur- 
nished under  the  respective  hypotheses  set  up  under  the  theory  of 
coherent  earth,  are  not  applicable.  The  corrected  figures  show  much 
larger  margins  of  safety.  Nevertheless,  it  appears  to  the  writer  that 
the  appropriateness  of  the  methods  used  by  Professor  Cain  has  in 
no  wise  been  affected;  and,  for  the  purpose  of  theoretical  study,  those 
interested  may  well  disregard  the  iiiiiiii)licability  of  the  figures. 
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Professor  Cain  neglects  the  resistance  along  BC  and  IJ  of  his  Mr. 
Fig.  28.  on  the  ground  that  there  is  "but  little  weight  over  parts  of  ^°  ^'  ^°^^  ^' 
these  surfaces"  (page  1053).  It  should  be  evident,  however,  on  study 
of  Plat^  XII  and  the  description  of  the  toe- wall  and  its  effect  (page  964), 
that  the  new  toe-wall  in  essence  extends  the  base  of  the  dam  as  far 
as  F  (Fig.  28),  and  that,  in  fact,  the  greatest  vertical  loads  on  the 
soil  occur  at  the  very  down-stream  edge  of  the  toe-wall,  namely,  just 
to  the  left  of  the  plane  represented  by  the  line,  FC.  For  this  reason 
the  writer  believes  that  one  is  not  warranted  in  omitting  from  consid- 
eration the  resistance  along  BC  and  IJ. 

The  graphical  solution  for  the  passive  resistance  of  the  down- 
stream foiuidation  soil  is  exceedingly  interesting,  and  here  again  those 
interested  incur  a  debt  to  Professor  Cain.  The  point  made  by  him, 
that  the  writer  was  too  conservative  in  assuming  zero  load  at  the 
free  surface  of  the  earth  at  F  (Fig.  28),  is  well  taken,  as  is  evident 
from  the  analyses  (pages  1057-58). 

On  the  subject  of  the  safety  of  the  structure,  as  repaired  and 
strengthened,  the  measures  taken  appear  to  have  general  approval,  ex- 
cept by  Mr.  Rutenberg.  In  view  of  the  nature  of  the  discussion  sub- 
mitted by  him  (pages  1029-35),  the  writer  is  loath  to  make  a  detailed 
reply.  However,  a  number  of  the  premises  adopted  by  him  diverge 
so  widely  from  the  facts  that  it  appears  advisable  to  examine  some 
of  the  points  which  he  has  raised,  in  order  properly  to  co-ordinate 
the  paper  and  the  discussion  thereof.  Except  in  special  instances, 
the  writer  will  refrain  from  discussing  mere  expressions  of  opinion 
appearing  in  Mr.  E-utenberg's  contribution,  for,  of  course,  each  engi- 
neer is  entitled  to  his  own  opinion,  and  it  would  be  futile  to  attempt 
to  obtain  agreement  on  all  points: 

1. — With  reference  to  the  discussion  on  remedying  the  faulty  con- 
dition of  the  foundation  soil  (page  1030),  the  writer  desires  to 
emphasize  that  reliance  against  leakage  was  placed  solely  on  the  exten- 
sion and  perfecting  of  the  cut-off  wall,  and  not  on  the  compacting  of  the 
foundation  soil  by  grouting.  The  object  of  the  grouting,  as  stated,  it  is 
believed  clearly,  on  pages  987-988,  was  to  compact  the  soil  for 
bearing  purposes.  In  other  words,  it  was  to  remedy  conditions  caused 
by  leakage  which  occurred  prior  to  the  failure  of  the  dam;  or,  in 
the  words  of  the  desideratum  expressed  by  Mr.  Rutenberg  himself, 
"to  fill,  if  possible,  all  the  holes  found  in  the  foundation  soil"  (page 
1033).  It  will  be  noted  that  the  subject  of  pressure  grouting  was 
treated  by  the  writer  primarily  under  the  heading  of  "Footings",  and 
not  under  that  of  "Leakage  and  Drainage." 

In  passing,  it  may  not  be  out  of  place  to  remark  that  it  is  the 
writer's  experience  that  pressure  grouting  in  jwrous  soils  and  gravels  is 
not  a  sure  means  of  causing  water-tightness,  but  that,  on  the  other  hand, 
such  grouting  is  generally  effective  in  rock  having  pronounced  seams. 
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Mr.  2. — The  writer  agrees  in  essence  with  Mr.  Rutenberg's  statements 

em.  j^^  ^j^^  l^g^  paragraph  on  page  1030,  but  cannot  agree  with  his  con- 
clusion as  expressed  in  the  paragraph  following.  The  writer  must 
still  insist  that  "the  smaller  the  coefficient  of  frictional  resistance, 
the  less  the  net  effect  of  uplift  pressure."  Perhaps  this  anomaly  of 
agreement  on  certain  premises  and  disagreement  as  to  the  conclusion 
is  explicable  on  the  ground  that  Mr.  Rutenberg  has  not  noted  that  the 
writer's  statement  applies  solely  to  the  effect  of  uplift  pressure  in 
so  far  as  resistance  to  sliding  is  concerned.  This  is  manifest  from 
the  context  (page  947). 

The  meaning  of  the  writer's  statement  can  perhaps  be  made  more 
clear  by  using  a  numerical  example.  Thus,  if  over  a  given  area  of 
base  of  dam  there  should  exist  an  uplift  pressure  of  100  000  lb.,  there 
would  result  the  equivalent  of  a  net  reduction  in  weight  by  the  same 
amount.  The  net  reduction  in  weight,  however,  is  a  different  thing 
from  reduction  in  resistance  to  sliding.  For  instance,  if  in  this  hj^)©- 
thetical  case  the  coefficient  of  frictional  resistance  were  0.75,  the 
resistance  to  sliding  would,  by  reason  of  the  assumed  uplift,  be 
decreased  by  75  000  lb.  In  the  case  of  the  Stony  River  foundation 
soil,  however,  the  coefficient  of  frictional  resistance  probably  averages 
about  0.33.  This  coefficient,  applied  to  the  uplift  condition  just  assumed, 
would  result  in  decreasing  the  resistance  to  sliding  by  only  33  000  lb. 

3. — The  expression  of  opinion  that  leakage  and  percolation  in  the 
dam  should  have  been  intercepted  "directly  and  immediately  on  the 
up-stream  face  of  its  cut-off  wall,  and  discharged  down  stream  by 
special  channels  without  any  pressure"  (page  1031)  is  so  unique  and, 
in  the  writer's  opinion,  illogical,  that  he  hesitates  to  believe  that  it 
was  intended  to  make  such  a  statement.  The  writer  insists  that  one 
need  be  concerned  only  with  such  water  (leakage)  as  passes  through 
the  diaphragm  (intended  to  be  water-tight)  of  which  the  cut-off  wall 
is  a  part.  Of  course,  the  primary  effort  was  devoted  to  making  the 
cut-off  wall  as  tight  as  possible.  In  this  regard,  the  results  of  the 
reconstruction  speak  for  themselves,  namely,  that  at  present  the 
merest  trickles  of  water  pass  through  or  under  those  iwrtions  of 
the  dam  founded  on  earth  over-burden. 

4. — Although  desiring  to  avoid  useless  quibbling  over  terms,  it 
seems  necessary  to  point  out  that  the  statement  imputed  to  the  writer, 
"that  water  under  pressure  in  the  foimdation  soil  is  never  harmless" 
(page  1031),  is  not  warranted  by  the  stnteniont  that,  in  the  case  of 
the  Stony  River  foundation,  deep-lying  pockets,  if  any,  of  water  under 
pressure  are  "relatively  harmless"  (page  997).  By  "deep-lying  pockets 
of  water"  the  writer  meant  accumulations  of  water,  imder  pressure, 
existing  at  elevations  below  the  bottom  of  the  now  anchoring  wall  at  the 
lioel;  in  other  words,  below  tlio  probable  locatiou  of  the  main  "planes  of 
least    resistance."    Such    deep-lying    pockets    of   water    are    relatively 
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harmless,   partly   because  of   their   depth,   and   partly  because  of   the  Mr 

comparatively  small  coefficient  of  frictional  resistance  obtaining  in 
the  Stony  River  overburden,  the  effect  and  relation  of  which  coefficient 
to  uplift  pressure  and  resistance  to  sliding  have  been  explained  in 
Paragraph  2. 

5. — The  evidently  unintentional  misstatement  is  made  that  the 
writer  "admits  the  presence  of  considerable  hydrostatic  pressures  at 
a  distance  of  20  ft.  from  the  down-stream  side  of  the  cut-off  wall" 
(page  1031).  The  writer's  actual  statement,  as  given  on  page  998, 
is  believed  to  be  self-explanatory  to  a  careful  reader.  The  writer 
does  not  admit  the  presence  of  such  considerable  hydrostatic  pres- 
sures; on  the  contrary,  he  desires  again  to  point  out  that  no  pressure 
head  of  more  than  2  ft.  has  been  detected  at  the  top  of  any  weep- 
holes  or  drain  pipes  since  the  reconstruction  was  completed  (pages 
999-1000). 

6. — The  premises  being  erroneous,  as  shown  above,  Mr.  Eutenberg 
arrives  at  a  conclusion  manifestly  erroneous,  namely,  that  "the 
up-stream  half  of  the  base  is  exposed  to  dangerous  uplift  pressures" 
(page  1031).  This  erroneous  conclusion  leads  to  a  likewise  erroneously 
applied  train  of  "previously  stated  consequences"  (for  which  see 
page  1031). 

7.— -Again,  there  is  imputed  to  the  writer  cognizance  of  the  actual 
existence  of  the  rather  strained  hynothetical  phenomena  which  Mr. 
Eutenberg  sets  up  as  to  the  possibility  that  "the  drainage  pipes 
will  be  filled  through  the  higher  perforations  from  the  higher  strata 
of  the  foundation  soil,  etc."  (page  1032).  It  is  conceded  that  such 
conditions  might  exist,  but,  if  so,  it  is  far  from  certain  that  the 
results  would  be  harmful.  Be  that  as  it  may,  however,  the  phenomenon 
referred  to  by  the  writer  (page  1000)  clearly  lends  no  weight  what- 
soever to  the  hypothetical  conditions  proposed. 

Eelative  to  this  matter,  it  should  be  noted  that  the  fact  that  so 
many  of  the  weep-holes  and  drain  pipes  remain  just  full  of  water,  but 
not  over-flowing,  is  sufficient  proof  that  the  source  of  such  water  is 
ground-water,  and  that  it  is  not  the  result  of  leakage  from  the  reser- 
voir. The  writer  is  inclining  more  and  more  to  a  belief  in  the 
correctness  of  the  explanation  of  the  phenomenon  on  the  basis  of 
capillarity. 

8. — From  a  casual  inspection  of  Plate  XII,  Mr.  Eutenberg  ventures 
to  pass  judgment  as  to  the  strength  of  the  anchoring  wall  at  the 
heel.  That  the  inspection  must  have  been  casual  is  shown  by  the  fact 
that,  contrary  to  his  statement  (page  1032),  Plate  XII  does  give  the 
essential  dimensions,  and  even  the  details,  of  the  reinforcement  of 
the  anchoring  wall  at  Bay  35.  Furthermore,  data  as  to  the  anchoring 
walls  at  Bays  30  and  31  are  shown  on  Plate  XIII. 


1094      Discrssiox :  reconstruction  of  stony  river  dam 

.    .Mr.  An  exposition  of  the  detailed  calculations  involved  in  the  design 

'  of  the  anchoring  walls  might  have  been  included  in  the  paper.  How- 
ever, even  as  it  stands,  the  paper  has  been  characterized  as  exhaustive. 
The  addition  of  such  an  exposition,  therefore,  did  not  seem  advisable, 
and  at  this  date  the  military  duties  of  the  writer  preclude  such 
diversion  on  his  part.  Hence  it  must  suffice  to  state  that  the  anchoring 
walls  at  heel  and  toe  were  designed,  with  standard  factors  of  safety, 
so  as  to  carry,  jointly  and  safely,  all  the  horizontal  thrust,  excepting 
only  an  amount  equal  to  the  product  of  the  weight  of  the  super- 
structure (plus  water  load)  multiplied,  in  the  case  of  the  clayey  soil, 
by  a  coefficient  of  frictional  resistance  of  0.2  (page  978).  The  latter 
amount  of  horizontal  thrust  can  certainly  be  counted  on  to  be  trans- 
ferred into  the  foundation  soil  directly  by  the  frictional  resistance 
existing  between  the  soil  and  the  base  of  the  superstructure.  Essen- 
tially the  same  method  has  been  used  by  Professor  Cain,  in  the 
admirable  analysis  contained  in  his  discussion  (page  1050-51).  The 
only  difference  is  that  Professor  Cain  there  considers  the  writer's 
"frictional  resistance"  as  subdivided  into  friction  and  "cohesion." 

As  a  matter  of  fact,  the  results  obtained  by  Professor  Cain  for 
the  load  carried  directly  from  the  base  of  the  dam  into  the  earth, 
and  thence  down  to  the  "planes  of  least  resistance",  without  being 
transferred  through  the  anchoring  walls  at  the  heel  or  toe,  are  very 
much  greater  than  those  obtained  by  the  writer  by  the  use  of  the 
coefficient,  0.2.  It  will  be  noted  that  the  coefficient  assumed  by  the 
writer  for  this  particular  purpose  is  only  80%  of  the  "probable 
minimum  value"  shown  in  Table  1 ;  and,  as  such,  it  is  believed  to  be 
thoroughly  conservative,  with  the  purpose  and  result  that  the  anchoring 
walls  were  correspondingly  built  so  much  the  stronger. 

9. — The  fear  is  expressed  that  the  toe-wall  "will  aid  in  collecting 
the  leakage  under  the  dam"  (page  1033).  Inasmuch  as  weep-holes 
were  left  through  the  footings  (see  Plate  XII),  it  is  not  believed  that 
the  hydrostatic  pressure  in  the  foundation  soil  at  the  toe-wall  can  be 
sufficient  (the  depth  of  the  wall  considered)  to  require  relief  through 
the  toe-wall.  An  exception  exists  in  the  case  of  the  old  spillway, 
where  the  toe-wall  is  especially  deep  (17  ft.).  There,  drainage  openings 
were  provided  through  the  vertical  member  of  the  toe-wall,  the  details 
of  which  are  shown  in  Pig.  27. 

10. — With  reference  to  the  effect  of  the  heel-wall  and  its  "under-cut 
slope"  (page  1038),  the  attention  of  Mr.  Rutenberg  is  respectfully 
called  to  the  physical  fact  that  the  heel-wall  cannot  possibly  present 
additional  surface  for  the  application  of  iiplift  pressure  without  at 
the  same  time  presenting  additional  surface  for  the  application  of 
downward  water  pressure,  which,  of  course,  resists  overturning.  Even 
granting  that  the  up-stream  portion  of  the  heel-wall  is  subjected  to 
full  hydrostatic  i)ressure  on   the  "under-cut  slope",  the  net  effect  of 
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the  heel-wall  would  still  be  to  resist  overturning,  for  the  reason  that  Mr. 

the  specific  gravity  of  the  heel-wall  concrete  is  much  greater  than  that  '  n  e  m. 
of  the  water  which  it  displaces.  In  this  respect  the  location  of  the 
heel-wall  so  far  up  stream,  and  its  correspondingly  great  lever  arm, 
are  of  no  small  consequence  in  actually  increasing  the  stability  of 
the  structure  against  overturning.  Manifestly,  the  result  is  diametri- 
cally opposite  to  that  stated  in  the  discussion. 

11. — The  writer  quite  agrees  with  the  implication  regarding  the 
tests  of  frictional  resistance  of  various  Stony  E,iver  soils,  to  the 
extent  that  it  would  be  dangerous  to  rely  on  these  as  giving  truly 
representative  results  (page  1033).  However,  it  by  no  means  follows 
that  the  tests  are  "without  practical  value."  On  what  is  our  knowl- 
edge of  the  frictional  resistance  of  soils  based,  if  not  on  observation 
and  tests,  as  well  as  on  theory  ?  It  should  have  been  unnecessary  again 
to  point  out  what  was  evidently  overlooked,  namely,  that  the  writer 
discounted  the  test  results  to  such  a  degree  that,  instead  of  assuming 
an  average  coefficient  of  0.61,  he  based  the  design  on  a  coefficient  of 
0.33  (page  953).  Moreover,  the  structure  is  shown  actually  to  be 
safe  with  a  coefficient  of  0.25. 

12. — Similarly,  it  should  not  have  been  necessary  to  remind  any 
one  that  no  pretense  has  been  made  by  the  writer  that  the  weight 
of  the  underlying  foundation  soil  aids,  in  the  least,  to  resist  over- 
turning. The  weight  of  the  underlying  foundation  soil  is  utilized 
solely  to  resist  failure  by  sliding.  Of  course,  once  such  soil  has  been 
washed  away,  it  can  no  longer  resist  sliding;  but  failure  resulting 
from  such  conditions  would  have  been  due  primarily  to  leakage  or 
undermining;  and  against  failure  of  that  sort  entirely  different 
precautions  have  been  taken. 

13. — Mr.  Eutenberg  is  under  a  misapprehension  as  to  the  writer's 
"adding  3J  ft.  of  water  to  the  original  level  in  the  reservoir"  (page 
1034).  As  a  matter  of  fact,  the  writer  did  not  add  to  the  water  level, 
but  merely  made  provision  for  taking  care  of  floods,  which  would  have 
come  with  equal  probability  in  the  cases  of  the  original  and  the 
strengthened  structure.  True,  a  parapet  was  added  to  prevent  over- 
flow at  the  bulkhead  sections  and  consequent  undermining  at  the 
down-stream  edges  of  those  sections.  However,  that  the  additional 
horizontal  water  pressure  caused  thereby  is  negligible  should  be  patent 
to  every  one  with  a  moment's  computation.  On  the  other  hand,  the 
new  spillway  serves  to  hold  down  the  water  level  in  the  reservoir 
for  a  given  flood  discharge,  as  compared  with  the  water  level  which 
would  have  existed  in  the  case  of  the  original  structure  for  the  same 
flood  discharge.  It  is  pertinent  to  note  that,  for  instance,  even  on  the 
basis  of  a  run-off  of  1  386  sec-ft.  per  sq.  mile  (as  reported  for  Cane 
Creek,  page  926),  the  biJkhead  section  of  the  original  structure  would 
have  been  overtopped  by  2^  ft.     That  is,  such  a  discharge  could  have 
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Mr.  taken  place  only  after  the  water  level  had  risen  to  an  elevation  of 

■  about  141.5.  The  corresponding  water  level  under  the  new  conditions 
for  a  spillway  discharge  of  1  386  sec-ft.  per  sq.  mile  will  be  approxi- 
mately at  Elevation  141.65.     Evidently,  the  difference  is  negligible. 

Again,  reference  to  Table  3  will  show  that  the  same  elevation  of 
head-water,  namely  140.5,  was  used  for  the  stability  analyses  for  both 
the  original  and  the  strengthened  structures  under  "normal  maximum 
load." 

14. — It  is  true  that  the  superstructure  of  the  new  spillway  section 
is  heavier  than  that  of  the  original  portions  of  the  dam.  However, 
it  does  not  follow,  by  any  means,  that  either  "the  original  structvtre 
is  insufficient  or  the  excess  of  the  now  is  useless"  (page  1084).  As  to 
the  original  structure,  the  writer  was  forced  to  choose,  on  the  one 
hand,  between  recommending  the  expenditure  of  a  relatively  enormous 
sum  of  money  in  order  to  strengthen  the  decks  and  buttresses,  and, 
on  the  other  hand,  accepting  somewhat  higher  working  stresses  than 
would  have  been  allowed  had  the  structure  been  designed  initially 
for  the  water  loading  for  which  it  should  have  been  designed.  As  to 
the  new  spillway,  the  increased  cost  of  using  normal  working  stresses, 
as  compared  with  the  cost  for  the  slightly  higher  stresses  obtaining 
in  the  original  portions  of  the  dam,  for  the  same  loading,  was  not 
great,  and  there  would  have  been  no  justification  for  holding  down  the 
new  spillway  dimensions  to  correspond  with  those  of  the  original 
structure  (page  1005).  A  situation  of  this  sort  requires  the  use 
of  common  sense  as  well  as  the  application  of  theory. 

15. — The  unit  bearing  stresses  for  the  soil  and  the  base  of  the 
dam,  the  necessary  data  for  the  computation  of  which  Mr.  Rutenberg 
misses  (page  1034),  are  set  forth  in  considerable  detail  on  pages 
978-982.  Further  details  might  have  been  added  had  it  been  desir- 
able to  extend  indefinitely  the  limits  of  the  paper. 

16. — The  writer  is  unable  to  agree  that  the  reservoir  or  ground- 
water leakage,  mentioned  on  page  1000  and  discussed  on  page  1035, 
has  found  other  opportunities  for  "harmful  erosion."  Mere  differences 
of  opinion  are  immaterial,  but  it  is  to  the  point  to  know  that  since 
about  a  month  after  the  reservoir  had  completely  filled,  there  have 
been  no  further  appearances  of  muddy  water  at  any  of  the  many 
drainage  openings  in  the  dam.  This  fact  would  seem  to  bear  out  the 
writer's  oi)ini()n  (page  1000)  that  the  muddy  nature  of  the  water 
which  ap[)eared  was  due  to  adjustments  in  the  foundation  soil  to  the 
new  conditions  of  loading. 

The  foregoing  comments  have  been  essentially  on  divergences  from 
the  facts.  However,  certain  mere  expressions  of  opinion  on  the  part  of 
Mr.  llutenberg  seem  to  warrant  passing  mention.  For  instance,  he 
"believes  the  reconstructed  dam  is  less  safe  than  the  original  structure" 
(pag(!  1035)  and  "is  firmly  convinced  that  the  reconstructed  dam  will 
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also  be  broken,   perhaps  soon,   if   adequate  repairs   are  not  made   in  Mr. 

,,    /  -i,^,T-\        Ti    •  r     ,  ,       .1     .  •    •  J?  Scheidenheltn. 

time     (page  103o).     It  is   nniortiinate  that  opinions  oi   so   grave   a 

nature   and  predictions  so   dire   should   be  advanced,   based,   as   they 

are.   on   erroneous  premises,   and   certainly   not  substantiated   by   the 

facts.     Probably  the  most  important  considerations  in  this  regard  are 

the  results  of  the  reconstruction,  which  speak  for  themselves: 

a. — In  the  first  place,  the  reconstructed  dam  has  now  stood  for  more 
than  2  years  under  full  water  load.  The  original  structure  stood  only 
(35  days  imder  full  water  load  prior  to  failure. 

b. — Shortly  after  the  reconstruction  was  completed,  the  dam  was 
subjected  to  a  flood  which  caused  the  head-water  to  rise  about  3^  ft. 
higher  than  the  highest  water  level  which  had  occurred  during  the 
short  life  of  the  original  structure. 

c. — Finally,  an  inspection  made  recently  by  the  writer  showed  that 
the  dam  is  in  excellent  condition. 

Certain  criticisms  have  been  offered  by  Mr.  Moore  (page  1035), 
Two  of  these  in  eifect  duplicate  criticisms  made  by  Mr.  Rutenberg, 
namely,  as  to  the  value  of  the  writer's  tests  of  frictional  resistance  and 
as  to  the  structural  strength  of  the  new  anchoring  walls  at  the  heel 
of  the  dam.  The  writer's  comments  in  regard  to  these  criticisms  may 
be  found  in  the  paragraphs  numbered  11  and  8,  respectively. 

The  contingency  of  the  fracture  of  the  anchoring  wall  at  the  heel, 
to  which  Mr.  Moore  refers,  is  not  believed  by  the  writer  to  be  a  serious 
one.  The  extent  to  which  such  considerations  are  pertinent  is  a 
matter  of  judgment,  as  to  which  it  is  not  surprising  to  find  differences 
of  opinion.  Had  it  been  considered  necessary  by  the  writer,  the  heel- 
wall  and  toe-wall  could,  and  would,  have  been  made  even  deeper,  thus 
further  reducing  the  unit  soil  pressures  caused  by  such  horizontal 
thrust  as  is  transferred  by  the  anchoring  walls  into  the  foundation 
soil.  The  writer  desires,  further,  to  point  out  that  it  would  be  im- 
possible to  have  uplift  pressures  from  both  clay  and  water  acting 
on  the  same  areas  of  the  base  of  the  dam.  Inasmuch,  therefore,  as 
certain  allowances  were  made  for  the  uplift  pressure  of  water  (Table 
3),  it  is  evident  that  considerable  provision  has  already  been  made 
for  flotation  effect,  if  any,  on  part  of  the  foundation  soil. 

The  "floating  off"  of  a  dam  is,  in  the  writer's  opinion,  a  fanciful 
expression  rather  than  a  serious  possibility.  He  has  yet  to  learn  of 
an  actual  case  of  floating  of  a  dam  on  either  water  or  soil.  Never- 
theless, he  does  not  mean  to  belittle  the  possibilities  and  effect  of 
uplift  pressure,  as  is  shown  by  the  load  assumptions  set  forth  in 
Table  3  under  the  "most  severe  conditions  within  limits  of  reason." 

Again,  Mr.  Moore  states  that  the  water  assumed  to  flow  over  the 
intermediate  spillway  would  not  fall  "well-nigh"  vertically.  Although 
desirous  of  avoiding  any  hair-splitting  discussion  as  to  what  "well- 
nigh"  vertically  means,  the  writer  wishes  to  state  that  the  upper  and 
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Mr.  lower  nappes  of  the  over-falling  water  were  determined  according  to 

the  results  of  the  experimentation  of  M.  Bazin,  and  the  tumbling 
hearth  mentioned  (page  931)  was  designed  accordingly.  It  is  inter- 
esting to  note  that  Mr.  Brodie  in  his  discussion  (page  1043)  mentions 
that  his  own  checking  gave  results  practically  identical  with  those 
of  the  writer  for  the  shape  of  the  new  spillway  crest.  The  same 
method  was  used  by  the  writer  in  determining  the  shape  of  the  new 
spillway  crest  as  in  determining  the  nappes  of  the  over-falling  sheet 
of  water  at  the  intermediate  spillway.  The  fact  that  both  studies 
were  based  on  the  work  of  M.  Bazin  explains  the  close  check  between 
the  results  obtained  by  Mr.  Brodie  and  by  the  writer. 

The  real  value  of  the  use  of  the  brittle  steel  pins  as  flash-board 
supports  is  no  longer  a  matter  of  doubt;  the  results  of  three  seasons 
of  operation  speak  for  themselves.  Thus  far,  the  pins  and  flash-boards 
have  allowed  the  undisturbed  and  safe  utilization  of  the  25%  addi- 
tional capacity  of  the  reservoir  made  available  by  the  use  of  the  flash- 
boards.  The  writer  does  not  pretend  that  any  and  all  brittle  steel 
pins  will  accomplish  such  results,  but  does  believe  that  merit  is  justly 
attributable  to  the  pins  adopted  in  the  present  case. 

In  addition  to  the  foregoing,  certain  scattered  comments  appear 
to  be  appropriate  to  round  out  the  closure  of  the  discussion: 

Mr.  Finch  very  properly  emphasizes  the  advisability  of  paying  more- 
attention  to  the  architectural  treatment  of  dams,  etc.  (page  1029). 
In  this  the  writer  entirely  agrees,  even  though  special  treatment  was 
not  necessary  or  warranted  in  an  isolated  location  like  that  of  the  dam 
under  discussion.  The  type  of  treatment,  of  course,  had  been  fixed 
before  the  writer's  arrival  on  the  scene.  It  is  noteworthy,  however,  that 
the  construction  of  a  second  spillway  gave  a  balancing  effect,  especially 
to  the  down-stream  view  of  the  dam,  which  the  original  structure 
entirely  lacked. 

With  reference  to  Mr.  Downs'  discussion  of  the  coefficients  of  fric- 
tional  resistance  of  Appalachian  materials  (page  103G),  it  is  well 
to  remember  that  though  the  tests  showed  an  average  coefficient  of 
O.Gl,  the  designs  were  actually  based  on  a  probable  coefficient  of  0.33, 
and  that  it  is  designed  to  be  safe  for  a  coefficient  of  0.25,  without 
reliance  on  the  shearing  resistance  of  the  clayey  soil. 

On  the  several  questions  raised  by  Mr.  Dunham  (page  1039),  the 
writer  is  unable  to  shed  any  light.  Most  of  the  questions  do  not 
fall  within  the  scope  of  his  investigation,  and  it  is  not  believed 
to  be  appropriate  to  extend  the  present  discussion  by  a  consideration 
of  the  possibilities  of  imitating  Nature's  regulation  of  the  flow  of 
streams.  The  use  of  the  increased  flow  of  tlic  river  for  power  pur- 
poses was  not  contemplated. 

Mr.  Gregory  expresses  concern  as  to  the  advisability  of  placing 
tar-paper  in  the  joints  of  a  dam  (page  10(!0).     In  the  case  of  tliis  d:mi. 
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this  material  was  not  expected  to  he  pennaneut,  and  it  is  believed  that,  jvir. 

as  the  tiir-paper  gradually  disappears,  in  years  to  come,  it  will  simul-  *°  eidenheim. 
taneously  be  replaced  by  sediment  and  accretions  resulting  from  the 
action  of  the  reservoir  water  on  the  concrete,  particularly  the  alkaline 
elements  thereof. 

It  was  economy  that  dictated  the  use  of  such  an  expedient  as 
tar-paper;  yet  its  immediate  effectiveness  appears  to  have  been  as 
great  as  one  could  expect  from  any  other  method.  The  leakage 
through  the  joints  has  actually  become  negligible,  and  that,  of  course, 
is  the  result  sought.  A  leakage  proportionate  to  that  reported  by  Mr. 
Gregory  as  having  existed  at  the  Ashokan  Dam  (page  1064)  would 
have  been  intolerable  at  Stony  River,  in  view  of  the  relatively  small 
reservoir  capacity  available  in  the  latter  case.  It  is  interesting  to 
note  that  the  initial  daily  leakage  at  the  Ashokan  Dam  was  approxi- 
mately one-quarter  of  the  total  storage  capacity  of  the  Stony 
River  Reservoir.  Possibly  the  reduction  in  leakage  in  the  former 
case  has  likewise  been  due  to  sedimentation;  such  an  effect  has  fre- 
quently been  observed  by  the  writer. 

The  percentage  of  "plums"  specified  in  connection  with  the  Class  C 
concrete  was  intended  to  fix  a  maximum  limit,  and  does  not  represent 
an  average  of  the  quantity  actually  used.  As  a  matter  of  fact,  a 
maximum  limit  need  hardly  be  fixed.  At  any  rate,  the  writer  agrees 
with  Mr.  Jorgensen  that  20%  of  "plums"  represents  a  very  high  aver- 
age (page  1071).  The  writer  does  not  know  the  actual  quantity  of 
"plums"  placed  in  the  Class  C  concrete  at  Stony  River. 

The  mathematical  solution  presented  (page  1076)  by  Professor 
Church,  for  determining  portions  of  curves  showing  "discharge  over 
spillways",  such  as  used  in  Figs.  12  to  15,  is  indeed  most  interesting, 
utilizing,  as  it  does,  methods  of  attack  in  which  Professor  Church 
is  a  past  master. 

Unfortunately,  quantitive  measurements  of  leakage  were  not  made 
on  May  25th  and  November  1st,  1915,  as  referred  to  by  Mr.  O'Shaugh- 
nessy. 

Mr.  Justin  offers  an  alternative  suggestion  for  combining  means 
to  increase  resistance  to  sliding  and  to  increase  the  length  of  the 
path  which  leakage  water  from  the  reservoir  must  follow.  The  essen- 
tials of  these  means  are  shown  in  Fig.  39.  With  reference  to  the  first 
phase  of  the  suggestion,  it  may  be  said  that  preliminary  studies  along 
the  same  line,  namely,  of  increasing  the  weight  of  superstructure 
(page  959),  showed  that  nothing  short  of  a  complete  filling  of  the 
available  space  with  masonry  or  concrete  would  suffice.  Of  course, 
the  considerations  regarding  overloading  of  the  foundation  soil  at 
the  toe  were  applied  to  the  base  as  actually,  and  materially,  widened 
by  the  building  of  the  new  toe-wall.  Had  the  expedient  of  increasing 
the  superstructure  weight  been  adopted,  it  would  naturally  have  been 


110,0       discussion:  reconstruction  of  stony  river  DA^r 

Mr.  advisable,  as  Mr.  Justin  suggests,  to  place  the  added  weight  as  far  up 

™'  stream  as  possible.  Unfortunately,  however,  the  slope  of  the  deck 
would  have  precluded  obtaining  any  material  advantage  thereby. 

A  similar  method  of  transferring  the  load  from  the  buttress  into 
the  toe-wall  was  actually  used  in  the  reconstruction  in  connection 
with  the  special  work  at  the  outlet  gate  bays  (see  Plate  XIII). 

As  to  the  lengthening  of  the  path  of  travel  of  leakage  water,  the 
writer  believes  that  reliance  may  be  placed  on  this  method  more 
safely  in  the  case  of  gravel  or  sand  foundations  than  where  loam  and 
clay  are  involved,  as  at  the  Stony  Eiver  site.  It  should  also  be  noted 
that  the  corresponding  widening  of  the  base  of  the  dam,  assuming  an 
entire  absence  of  drainage  openings  through  the  base,  would  increase 
the  allowance  necessary  to  be  made  for  uplift  pressure. 

In  the  case  of  the  suggested  up-stream  concrete  apron,  absolute 
water-tightness  would  be  imperative,  and  therein,  the  writer  believes, 
would  lie  the  greatest  difficulty,  especially  if  the  apron  were  made  only 
6  in.  thick.  Furthermore,  the  original  cut-off  wall  is  much  less 
pervious  than  the  soil  which  would  underlie  the  suggested  apron. 
Consequently,  the  result  would  probably  be  a  gradual  accumulation 
of  water  under  pressure  under  the  apron,  with  resulting  decrease  in 
the  efficacy  of  the  expedient.  This  would  be  true  even  if  the  reservoir 
water  could  penetrate  under  the  apron  only  at  its  up-stream  edge. 

Although  it  was  considered  well  worth  while  to  make  the  expensive 
addition  of  anchoring  walls  to  the  original  structure,  it  should  be 
remembered  that  the  same  results  could  have  been  obtained  much 
more  easily  and  economically  had  a  combination  of  anchoring  wall 
at  the  heel  and  of  cut-off  been  constructed  as  a  part  of  the  dam  at 
the  very  beginning.  For  a  case  of  original  construction,  therefore,  the 
advantages  of  using  the  principle  of  anchoring  walls  are  even  more 
apparent. 

The  West  Virginia  Pulp  and  Paper  Company  is  following  the 
praiseworthy  course  of  having  annual  inspections  of  the  dam  made 
by  an  experienced  engineer;  moreover,  there  is  the  additional  safe- 
guard of  daily  inspections  by  a  regular  attendant. 

In  conclusion,  the  writer  wishes  to  express  his  satisfaction  with  the 
magnanimous  approval  contained  in  the  discussions  by  Mr.  Coburn, 
Chief  Engineer  of  the  Ambursen  Company,  and  by  Mr.  Wegmann, 
who  had  been  retained  in  an  advisory  capacity  dxiring  the  period  when 
the  original  construction  of  the  dam  was  under  consideration. 


AMERICAN  SOCIETY  OF  CIVIL  ENGINEERS 

INSTITUTED     1852 


TRANSACTIONS 


This  Society   is  not  responsible  for  any  statement  made  or  opinion  expressed 
in  its  publications. 

Paper    No.    1398 


FINAL  REPORT 

OF  THE  SPECIAL  COMMITTEE 

ON  CONCRETE  AND  REINFORCED  CONCRETE* 


With  Discussiox  by  Messrs.  A.  H.  E-hett,  William  Fry  Scott,  Carl 
Gayler,  H.  V.  Hinckley,  Henry  T.  Eddy,  C.  A.  P.  Turner,  F.  E. 

TURXEAURE,  AND  A.  IST.   TALBOT.f 


To  THE  President  and  Members  of  the 

American  Society  of  Civil  Engineers: 
Gentlemen. — Your  Special  Committee  on  Concrete  and  Reinforced 
Concrete  herewith  presents,  as  its  Final  Report,  the  result  of  the  joint 
efforts  of  its  own  members  and  of  the  representatives  of  other  Societies 
appointed  for  the  same  purpose. 

Respectfully  submitted, 

Joseph  R.  Worcester, 

Chairman, 
Richard  L.  Humphrey, 

Secretary, 
J.  E.  Greiner, 
W.  K.  Hatt, 
Olaf  Hoff, 
Robert  W.  Lesley, 
Emil  Swensson, 
Arthur  IST.  Talbot. 
November  17th,  1916. 


•  Presented  to  the  Annual  Meeting,  January  17th,  1917. 

t  Discussions  on  this  report,  by  Messrs.  L.  J.  Men.sch,  G.  S.  Bergendahl,  and 
E.  S.  Martin  were  printed  in  the  October,  1917,  Proceedings,  but  are  not  published 
here  because  the  Committee  has  not  had  sufficient  time  to  consider  and  reply  to  them. 
These  discussions,  together  with  any  reply  the  Committee  may  make,  if  so  ordered 
by  the  Publication  Committee,  may  be  published  later.  It  seems  desirable,  however, 
to  publish  the  report  in  this  volume,  otherwise  its  publication  would  be  delayed  for 
a  year. 


1102  CONCRETE   AND   REINFORCED  CONCRETE 


FINAL  REPORT 

OF  THE 

JOINT  COMMITTEE  ON  CONCRETE 

AND  REINFORCED  CONCRETE 


Pkeliminary    Draft    Prepared    and    Submitted    by    the    Secretary, 

October  27th,  1908. 

Amended  and  Adopted  by  Letter-Ballot  of  the  Committee, 

December  20th,  1908. 

Revised  and  Brought  Up  to  Date,  November  20th,  1912. 

Final  Report  Adopted  by  the  Committee,  July  1st,  1916. 


AFFILIATED  COMMITTEES 

OF   THE 

American  Society  of  Civil  Engineers, 

American  Society  for  Testing  Materials, 

American  Railway  Engineering  Association, 

Portland  Cement  Association, 

American  Concrete  Institute. 


July  1st,  1910. 


CONCRETE    AND   RETXFORCED   CONCRETE  1103 


CONTENTS 


CHAPTER  PAGE 

I.  iNTRODrCTlON 1106 

II.    Adaptability  of  Concrete  and  Reinforced  Concrete.  .. .  1109 

1.  Uses 1109 

2.  Precautious 1109 

3.  Design  and   Supervision 1110 

4.  Destructive  Agencies 1111 

a.  Corrosion  of  Metal  Reinforcement. 
h.  Electrolysis. 

c.  Sea  Water. 

d.  Acids. 

e.  Oils. 

/.  Alkalies. 

m.  Materials 1113 

1.  Cement 1113 

a.  Portland. 
&.  Natural. 

c.  Puzzolan  or  Slag. 

d.  Specifications. 

2.  Aggregates ,. 1114 

a.  Fine  Aggregate, 
fe.  Coarse  Aggregate. 

3.  Water   1115 

4.  Metal  Reinforcement 1115 

IT.  Mixing  and  Placing 1115 

1.  Proportions    1115 

a.  Unit  of  Measure. 

h.  Relation  of  Fine  and  Coarse  Aggregates. 

c.  Relation  of  Cement  and  Aggregates. 

2.  Mixing    1116 

a.  Measuring  Ingredients. 
6.  Machine  Mixing. 

c.  Hand  Mixing. 

d.  Consistency. 

e.  Retempering. 


1104  CONCRETE   AND   REINFORCED   CONCRETE 

CHAPTER  PAGE 

3.  Placing    Concrete 1117 

a.  Methods. 

&.  Freezing  Weather. 

c.  Rubble  Concrete. 

d.  Under  Water. 

V.  Forms    1119 

VI.  Details  of  Construction 1120 

1.  Joints   1120 

a.  In  Concrete. 

h.  In  Reinforcement. 

2.  Shrinkage  and  Temperature  Changes 1121 

3.  Fire-proofing   1121 

4.  Water-proofing   1122 

5.  Surface  Finish 1123 

VII.  Design 1123 

1.  Massive  Concrete 1123 

2.  Reinforced  Concrete 1124 

3.  General  Assumptions 1124 

a.  Loads. 

fe.  Lengths  of  Beams  and  Columns. 

c.  Stresses. 

4.  T-Beams    1125 

5.  Floor-Slabs  Supported  Along  Four  Sides 1126 

6.  Continuous  Beams  and  Slabs 1127 

7.  Bond  Strength  and  Spacing  of  Reinforcement 1128 

8.  Diagonal  Tension  and  Shear 1129 

9.  Columns 1132 

10.  Reinforcing  for  Shrinkage  and  Temperature  Stresses .     1134 

11.  Flat  Slab 1135 

a.  Column  Capital. 

h.  Dropped  Panel. 

c.  Slab  Thickness. 

d.  Bending  and  Resisting  Moments  in  Slabs. 

e.  Names  for  Moment  Sections. 
/.  Positive  Moment. 

g.  Negative  Moment. 

h.  Moments  for  Oblong  Panels. 

i.  Wall  Panels. 

j.  Reinforcement. 

it.  Point  of  Inflection. 

I.  Arrangement  of  Reinforcement. 


CONCRETE    AND   REIXFORCED   CONCRETE  1105 

CHAPTER  PAGE 

m.  Eeinforcement  at  Construction  Joints. 

71.    Tensile  and  Compressive  Stresses. 

0.     Provision  for  Diagonal  Tension  and  Shear. 

p.    Walls  and  Openings. 

q.    Unusual  Panels. 

r.    Bending  Moments  in  Columns. 

VIII.  Working  Stresses 1143 

1.  General  Assumptions 1143 

2.  Bearing    1144 

3.  Axial   Compression 1144 

4.  Compression  in  Extreme  Fiber 1144 

5.  Shear  and  Diagonal  Tension 1144 

6.  Bond 1145 

7.  Reinforcement    1145 

8.  Modulus  of  Elasticity 1145 

IX.  Conclusion    1146 

X.  Appendix    1148 

Suggested  Formulas  for  Reinforced  Concrete  Construc- 
tion     1148 

1.  Standard  E"otation 1148 

2.  Formulas   1149 

a.  Rectangular  Beams. 
h.  T-Beams. 

c.  Beams  Reinforced  for  Compression. 

d.  Shear,  Bond,  and  Web  Reinforcement. 

e.  Columns. 

Discussion    1153 


1106  CONCRKTE   AND   REINFORCED   CONCRETE 

CHAPTER    I. 

Introduction. 

The  Joint  Committee  on  Concrete  and  Reinforced  Concrete  was 
formed  by  the  union  of  Special  Committees  appointed  in  1903  and 
1904  by  the  American  Society  of  Civil  Engineers,  the  American  Society 
for  Testing  Materials,  the  American  Railway  Engineering  and  Mainte- 
nance of  Way  Association  (now  the  American  Railway  Engineering 
Association),  and  the  Association  of  American  Portland  Cement  Manu- 
facturers (now  the  Portland  Cement  Association).  In  1915  there  was 
added  a  Special  Committee  appointed  by  the  American  Concrete 
Institute  at  the  invitation  of  the  Joint  Committee. 

The  present  organization  and  membership  of  the  Joint  Committee 
is  as  follows : 

Officers. 

Chairman — Joseph  R.  Worcester. 

V ice-Chairman — Emil  Swensson. 
Secretary — Richard  L.  Humphrey. 

Members. 

American  Society  of  Civil  Engineers. 

John  E.  Greiner,  Consulting  Engineer,  Baltimore,  Md. 

William  K.  Hatt,  Professor  of  Civil  Engineering,  Purdue  University> 

Lafayette,  Ind. 
Olaf  Hoff,  Consulting  Engineer,  149  Broadway,  IS'ew  York,  N".  Y. 
Richard  L.  Humphrey,  Consulting  Engineer,  805  Harrison  Building, 

Philadelphia,  Pa. 
Robert  W.  Lesley,  Past-President,  Association  of  American  Portland 

Cement  Manufacturers,  Pennsylvania  Building,  Philadelphia,  Pa. 
Emil  Swensson,  Consulting  Engineer,  925  Frick  Building,  Pittsburgh, 

Pa. 
Arthur  N.  Talbot,  Professor  of  Municipal  and  Sanitary  Engineering, 

University  of  Illinois,  Urbana,  111. 
Joseph  R.  Worcester,  Consulting  Engineer,  79  Milk  Street,  Boston, 

Mass. 

American  Society  for  Testing  Materials. 

William  B.  Fuller,  Consulting  Engineer,  150  Nassau  Street,  New 
York,  N.  Y. 

Edward  E.  Hughes,  General  Manager,  Franklin  Steel  Works,  Frank- 
lin, Pa. 

Richard  L.  Humphrey,  Consulting  Engineer,  805  Harrison  Building, 
Philadelphia,  Pa. 
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Albert  L.  Johnson,  First  Yicc-riosident  and  General  Manager,  Cor- 
rugated Bar  Company,  Mutual  Life  Building,  Buffalo,  N.  Y. 

KoBERT  W.  Lesley,  Past-President,  Association  of  American  Portland 
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Progress  reports  by  the  Joint  Committee  were  presented  to  the 
parent  societies  in  1909  and  1912.  The  report  presented  in  1912  has 
been  printed  by  the  American  Society  of  Civil  Engineers,  the  Ameri- 
can Society  for  Testing  Materials,  and  the  American  Eailway  Engi- 
neering Association,  and  reference  to  that  report  may  be  made  for 
details  regarding  the  earlier  work  of  the  Joint  Committee,  a  historical 
sketch  of  the  introduction  of  concrete  and  reinforced  concrete,  and  a 
bibliography  of  authorities  upon  which  the  report  was  based. 

The  Committee  has  been  much  gratified  at  the  reception  accorded 
its  1912  report,  and  realizes  the  responsibility  w^iich  rests  upon  it 
because  of  the  very  extensive  adoption  of  its  recommendations  in  cur- 
rent practice  in  this  country.  The  members  of  the  Committee  are  well 
aware  of  the  incompleteness  of  that  report,  and  even  now  they  are 
unable  to  pass  judgment  upon  some  matters  not  dealt  with  in  the 
present  report. 

Since  1912  the  Committee  has  continued  its  study  of  the  subject, 
has  followed  the  working  out  of  its  recommendations  in  actual  con- 
struction, has  weighed  arguments  and  criticisms  which  have  come  to 
its  attention,  and  has  considered  new  experimental  data.  While  the 
Committee  sees  no  reason  for  making  any  fundamental  changes,  the 
recommendations  of  its  previous  report  have  been  revised  to  some 
extent,  and  considerable  new  material  has  been  added  upon  subjects 
not  previously  touched.  There  are  some  subjects  upon  which  experi- 
mentation is  still  in  progress,  and  the  art  of  concrete  and  reinforced 
concrete  will  be  advancing  for  many  years  to  come. 

While  this  report  deals  with  every  kind  of  stress  to  which  concrete 
is  subjected,  and  includes  all  ordinary  conditions  of  proportioning  and 
handling,  it  does  not  go  into  all  types  of  construction  nor  all  the 
applications  to  which  concrete  and  reinforced  concrete  may  be  put. 
The  report  is  not  a  specification,  but  may  be  used  as  a  basis  for  speci- 
fications. In  their  use,  concrete  and  reinforced  concrete  involve  the 
exercise  of  good  judgment  to  a  greater  degree  than  do  any  other  build- 
ing materials.  Rules  cannot  produce  or  supersede  judgment;  on  the 
contrary,  judgment  should  control  the  interpretation  and  application 
of  rules. 

The  Committee  has  not  attempted  in  every  case  to  present  rigidly 
scientific  methods  of  analysis  in  dealing  with  stresses,  but  has  aimed 
to  furnish  rules  which  will  lead  to  safe  results  sufficiently  close  for 
ordinary  design. 

The  Committee  presumes  that  the  application  of  the  recommenda- 
tions in  this  report  to  the  design  of  any  structure  will  be  made  only  by 
persons  having  an  adequate  knowledge  of  the  principles  of  structural 
design.  Only  persons  with  siich  knowledge  and  experience  sliould  be 
called  upon  to  design  reinforced  concrete  structures. 
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The  Joint  Committee  has  reached  the  conclusion  that,  with  this 
effort  to  express  the  present  state  of  the  art,  it  would  be  desirable  for 
it  to  withdraw  from  the  field.  This  action  has  been  taken  in  the  hope 
that  a  work  similar  to  that  which  the  Committee  has  attempted  to 
perform  will  again  be  undertaken,  within  a  reasonable  term  of  years,  in 
order  that  there  may  be  some  authoritative  body  to  consider  and  pass 
upon  newly  acquired  knowledge  and  information  gleaned  from  experi- 
ence. The  Committee  feels  certain,  however,  that  it  would  be  for  the 
better  interest  of  the  profession  to  entrust  this  work  to  other  hands 
rather  than  to  continue  the  present  organization  with  this  object 
in  view. 

CHAPTER    II. 

Adaptability  of  Concrete  and  Reinforced  Concrete. 

The  adaptability  of  concrete  and  reinforced  concrete  for  engi- 
neering structures  or  parts  thereof,  is  so  well  established  that  they 
are  recognized  materials  of  construction.  When  properly  used,  they 
have  proved  satisfactory  for  those  purposes  for  which  their  qualities 
make  them  particularly  suitable. 

1.   USES. 

Plain  concrete  is  well  adapted  for  structures  in  which  the  principal 
stresses  are  compressive,  such  as :  foundations,  dams,  retaining  and 
other  walls,  tunnels,  piers,  abutments,  and,  in  many  cases,  arches. 

By  the  use  of  metal  reinforcement  to  resist  the  principal  tensile 
stresses,  concrete  becomes  available  for  general  use  in  various  struc- 
tures and  structural  forms.  This  combination  of  concrete  and  metal 
is  particularly  advantageous  in  structural  members  subject  to  both 
compression  and  tension,  and  in  columns  where,  although  the  main 
stresses  are  compressive,  there  is  also  cross-bending. 

^letal  reinforcement  may  also  be  used -to  advantage  to  distribute 
and  minimize  cracks  due  to  shrinkage  and  temperature  changes. 

2,    PRECAUTIONS. 

Failures  of  reinforced  concrete  structures  have  been  due  usually 
to  some  one  or  more  of  the  following  causes: 

Defective  design,  poor  material,  faulty  execution,  or  premature 
removal  of  forms. 

To  prevent  failures  or  otherwise  unsatisfactory  results,  the  follow- 
ing precautions  should  be  taken : 

The  computations  and  assumptions  on  which  the  design  is  based 
should  be  in  accordance  with  the  established  principles  of  mechanics. 
The  unit  stresses   and   details   of  the  design   should  conform  to   ac- 
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cepted  good  practice.  Materials  used  for  the  concrete  as  well 
as  for  the  reinforcement  should  be  carefully  inspected  and  tested, 
special  attention  being  given  to  the  testing  of  the  sand,  as  poor  sand 
has  proved  a  frequent  cause  of  failure.  The  measuring  and  combining 
of  the  materials  which  go  to  make  up  the  concrete,  and  the  placing 
of  the  concrete  in  the  forms,  should  be  under  the  supervision  of 
experienced  men.  The  metal  for  reinforcement  should  be  of  a  quality 
conforming  to  standard  specifications.  Care  should  be  taken  to  obtain 
good  bond  between  different  fills  of  concrete,  to  prevent  concrete  from 
freezing  before  the  cement  has  set,  to  have  the  materials  thoroughly 
mixed,  to  avoid  too  wet  or  too  dry  a  consistency,  and  to  have  the  forms 
cleaned  before  concrete  is  placed. 

The  computations  should  include  all  details;  even  minor  details 
may  be  of  the  utmost  importance.  The  design  should  show  clearly  the 
size  and  position  of  the  reinforcement,  and  should  provide  for  proper 
connection  between  the  component  parts  so  that  they  cannot  be  dis- 
placed. As  the  connections  between  reinforced  concrete  members  are 
frequently  a  source  of  weakness,  the  design  should  include  a  detailed 
study  of  such  connections. 

The  concrete  should  be  rigidly  supported  imtil  it  has  developed  suf- 
ficient strength  to  carry  imposed  loads.  The  most  careful  and  experi- 
enced inspection  is  necessary  to  determine  when  the  concrete  has  set 
sufficiently  for  it  to  be  safe  to  remove  forms.  Frozen  concrete  fre- 
quently has  been  mistaken  for  properly  set  concrete. 

3,    DESIGN   AND    SUPERVISION. 

The  execution  of  the  work  should  not  be  separated  from  the  design, 
as  intelligent  supervision  and  successful  execution  can  be  expected 
only  when  both  functions  are  combined.  It  is  desirable,  therefore, 
that  the  engineer  who  prepares  the  design  and  specifications  should 
have  supervision  of  the  execution  of  the  work. 

The  Committee  recommends  the  following  practice  for  the  purpose 
of  fixing  the  responsibility  and  providing  for  adequate  supervision 
during  construction. 

(a)  Before  work  is  commenced,  complete  plans  and  specifications 
should  be  prepared,  giving  the  dead  and  live  loads,  wind  and  impact, 
if  any,  and  working  stresses,  showing  the  general  arrangement  and  all 
details.  The  plans  should  show  the  size,  length,  location  of  points  of 
bending,  and  exact  position  of  all  reinforcement,  including  stirrups, 
ties,  hooping,  and  splicing. 

(h)  The  specifications  should  state  the  qualities  of  the  materials 
and  the  proportions  in  which  they  are  to  be  used. 

(c)  The  strength  which  the  concrete  is  expected  to  attain  after 
a  definite  period  should  be  stated  in  the  specifications. 
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(J)  Inspection  during  construction  should  be  made  by  competent 
inspectors  selected  by  and  under  the  supervision  of  the  engineer,  and 
should  cover  the  following: 

1.  Materials. 

2.  Construction  and  erection  of  the  forms  and  supports. 

3.  Sizes,  shapes,  arrangement,  position,  and  fastening  of  the  rein- 
forcement. 

4.  Proportioning,  mixing,  consistency,  and  placing  of  the  concrete. 

5.  Strength  of  the  concrete  by  tests  of  standard  test  pieces  made 
on  the  work. 

6.  Whether  the  concrete  is  sufficiently  hardened  before  the  forms 
and  supports  are  removed. 

7.  Protection  from  injury  of  all  parts  of  the  structure. 

8.  Comparison  of  dimensions  of  all  parts  of  the  finished  structure 
with  the  plans. 

(e)  Load  tests  on  portions  of  the  finished  structure  should  be  made 
where  there  is  reasonable  suspicion  that  the  work  has  not  been  properly 
performed,  or  that,  through  influences  of  some  kind,  the  strength  has 
been  impaired,  or  where  there  is  any  doubt  as  to  the  sufficiency  of  the 
design.  The  loading  should  be  carried  to  such  a  point  that  the  calcu- 
lated stresses  under  such  loading  shall  be  one  and  three-quarters  times 
the  allowed  working  stresses,  and  such  loads  should  cause  no  injurious 
permanent  deformations.  Load  tests  should  not  be  made  before  the 
concrete  has  been  in  place  60  days. 

4.   DESTRUCTIVE  AGENCIES. 

(a)  Corrosion  of  Metal  Reinforcement. — Tests  and  experience  indi- 
cate that  steel  sufficiently  embedded  in  good  concrete  is  vpell  protected 
against  corrosion,  no  matter  whether  located  above  or  below  water 
level.  It  is  recommended  that  such  protection  be  not  less  than  1  in. 
in  thickness.  If  the  concrete  is  porous  so  as  to  be  readily  permeable 
by  water,  as  when  the  concrete  is  laid  with  a  very  dry  consistency,  the 
metal  may  corrode  on  account  of  the  presence  of  moisture  and  air. 

(&)  Electrolysis. — The  experimental  data  available  on  this  subject 
seem  to  show  that  while  reinforced  concrete  structures  may,  imder 
certain  conditions,  be  injured  by  the  flow  of  electric  current  in  either 
direction  between  the  reinforcing  material  and  the  concrete,  such 
injury  is  generally  to  be  expected  only  where  voltages  are  considerably 
higher  than  those  which  usually  occur  in  concrete  structures  in  prac- 
tice. If  the  iron  be  positive,  trouble  may  manifest  itself  by  corrosion 
of  the  iron  accompanied  by  cracking  of  the  concrete,  and,  if  the  iron 
be  negative,  there  may  be  a  softening  of  the  concrete  near  the  surface 
of  the  iron,  resulting  in  a  destruction  of  the  bond.  The  former,  or 
anode  effect,  decreases  much  more  rapidly  than  the  voltage,  and  almost 
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if  not  quite  disappears  at  voltages  that  are  most  likely  to  be  encoun- 
tered in  practice.  The  cathode  effect,  on  the  other  hand,  takes  place 
even  for  very  low  voltages,  and  is  therefore  more  important  from  a 
practical  standpoint  than  that  of  the  anode. 

Structures  containing  salt  or  calcium  chloride,  even  in  very  small 
quantities,  are  very  much  more  susceptible  to  the  effects  of  electric 
currents  than  normal  concrete,  the  anode  effect  progressing  much  more 
rapidly  in  the  presence  of  chlorine,  and  the  cathode  effect  being  greatly 
increased  by  the  presence  of  an  alkali  metal. 

There  is  great  weight  of  evidence  to  show  that  normal  reinforced 
concrete  structures  free  from  salt  are  in  very  little  danger  under  most 
practical  conditions,  while  non-reinforced  concrete  structures  are  prac- 
tically immune  from  electrolysis  troubles. 

(c)  Sea  Water. — The  data  available  concerning  the  effect  of  sea 
water  on  concrete  or  reinforced  concrete  are  limited  and  inconclusive. 
Sea  walls  out  of  the  range  of  frost  action  have  been  standing  for 
many  years  without  apparent  injury.  In  many  places  serious  disinte- 
gration has  taken  place.  This  has  occurred  chiefly  between  low  and 
high  tide  levels,  and  is  due,  evidently,  in  part  to  frost.  Chemical  action 
also  appears  to  be  indicated  by  the  softening  of  the  mortar.  To  effect 
the  best  resistance  to  sea  water,  the  concrete  must  be  proportioned, 
mixed,  and  placed  so  as  to  prevent  the  penetration  of  sea  water  into 
the  mass  or  through  the  joints.  The  aggregates  should  be  carefully 
selected,  graded,  and  proportioned  with  the  cement  so  as  to  secure  the 
maximum  possible  density;  the  concrete  should  be  thoroughly  mixed; 
the  joints  between  old  and  new  work  should  be  made  water-tight; 
and  the  concrete  should  be  kept  from  exposure  to  sea  water  until  it 
is  thoroughly  hard  and  impervious. 

{d)  Acids. — Dense  concrete  thoroughly  hardened  is  affected  appre- 
ciably only  by  acids  which  seriously  injure  other  materials.  Sub- 
stances like  manure,  that  contain  acids,  may  injuriously  affect  green 
concrete,  but  do  not  affect  concrete  that  is  thoroughly  hardened. 

(e)  Oils. — Concrete  is  unaffected  by  such  mineral  oils  as  petroleum 
and  ordinary  engine  oils.  Oils  which  contain  fatty  acids  produce 
injurious  effects,  forming  compounds  with  the  lime  which  may  result 
in  a  disintegration  of  the  concrete  in  contact  with  them. 

(f)  Allcalies. — The  action  of  alkalies  on  concrete  is  problematical. 
In  the  reclamation  of  arid  land,  where  the  soil  is  heavily  charged  with 
alkaline  salts,  it  has  been  found  that  concrete,  stone,  brick,  iron,  and 
other  materials  are  injured  under  certain  conditions.  It  would  seem 
that  at  the  level  of  the  ground-water  in  an  extremely  dry  atmosphere 
such  structures  are  disintegrated,  through  the  rapid  crystallization 
of  the  alkaline  salts,  resulting  from  the  alternate  wetting  and  drying 
of  the  surface.  Such  destructive  action  can  be  prevented  by  the  use  of 
a  protective  coating,  and  is  minimized  by  securing  a  dense  concrete. 
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CHAPTER   III. 

Mateuials. 

The  quality  of  all  the  materials  is  of  paramount  importance.  The 
cement  and  also  the  aggregates  shoiild  be  subject  to  definite  require- 
ments and  tests. 

1.   CEMENT. 

There  are  available  for  construction  purposes  Portland,  Natural, 
and  Puzzolan  or  Slag  cements. 

(a)  Portland  Cement  is  the  product  obtained  by  finely  pulverizing 
clinker  produced  by  calcining  to  incipient  fusion,  an  intimSte  and 
properly  proportioned  mixture  of  argillaceous  and  calcareous  materials, 
with  no  additions  subsequent  to  calcination  excepting  water  and 
calcined  or  uncalcined  gypsxim. 

It  has  a  definite  chemical  composition  varying  within  compara- 
tively narrow  limits. 

Portland  cement  only  should  be  used  in  reinforced  concrete  con- 
struction or  in  any  construction  that  will  be  subject  to  shocks,  vibra- 
tions, or  stresses  other  than  direct  compression. 

(h)  Natural  Cement  is  the  finely  pulverized  product  resulting  from 
the  calcination  of  an  argillaceous  limestone  at  a  temperature  only 
sufficient  to  drive  oif  the  carbonic  acid  gas. 

Although  the  limestone  must  have  a  certain  composition,  this 
composition  may  vary  within  much  wider  limits  than  in  the  case  of 
Portland  cement.  Natviral  cement  does  not  develop  its  strength  as 
quickly  nor  is  it  as  uniform  in  composition  as  Portland  cement. 

!N"atural  cement  may  be  used  in  massive  masonry  where  weight 
rather  than  strength  is  the  essential  feature. 

Where  economy  is  the  governing  factor,  a  comparison  may  be  made 
between  the  use  of  natural  cement  and  a  leaner  mixture  of  Portland 
cement  that  will  develop  the  same  strength. 

(c)  Puzzolan  or  Slag  Cement  is  the  product  resulting  from  finely 
pxilverizing  a  mechanical  mixture  of  graniilated  basic  blast-furnace 
slag  and  hydrated  lime. 

Puzzolan  cement  is  not  nearly  as  strong,  uniform,  or  reliable  as 
Portland  or  natural  cement,  is  not  used  extensively,  and  never  in 
important  work;  it  should  be  used  only  for  unimportant  foundation 
work  underground  where  it  is  not  exposed  to  air  or  running  water. 

(d)  Specifications. — The  cement  should  meet  the  requirements  of 
the  specifications  and  methods  of  tests  for  Portland  cement,  which  are 
the  result  of  the  joint  labors  of  Special  Committees  of  the  American 
Society  of  Civil  Engineers,  American  Society  for  Testing  Materials, 
American  Railway  Engineering  Association,  and  other  affiliated  organ- 
izations, and  the  United  States  Government. 
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2.    AGGREGATES. 

Extreme  care  should  be  exercised  in  selecting  the  aggregates  for 
mortar  and  concrete,  and  careful  tests  made  of  the  materials  for 
the  purpose  of  determining  the  quality  and  grading  necessary  to  secure 
maximum  density^  or  a  minimum  percentage  of  voids.  Bank  gravel 
should  be  separated  by  screening  into  fine  and  coarse  aggregates  and 
then  used  in  the  proportions  to  be  determined  by  density  tests. 

(a)  Fine  Aggregate  should  consist  of  sand,  or  the  screenings  of 
gravel  or  crushed  stone,  graded  from  fine  to  coarse,  and  passing  when 
dry  a  screen  having  :|-in.  diameter  holes  ;2  it  preferably  should  be  of 
siliceoilfe  material,  and  not  more  than  30%  by  weight,  should  pass  a 
sieve  having  50  meshes  per  lin.  in.;  it  should  be  clean,  and  free  from 
soft  particles,  lumps  of  clay,  vegetable  loam  or  other  organic  matter. 

Fine  aggregate  should  always  be  tested  for  strength.  It  should 
be  of  such  quality  that  mortar  composed  of  one  part  Portland  cement 
and  three  parts  fine  aggregate  by  weight  when  made  into  briquettes, 
prisms  or  cylinders  will  show  a  tensile  or  compressive  strength,  at  an 
age  of  not  less  than  7  days,  at  least  equal  to  the  strength  of  1 :  3  mortar 
of  the  same  consistency  made  with  the  same  cement  and  standard 
Ottawa  sand.^  If  the  aggregate  be  of  poorer  quality,  the  proportion  of 
cement  should  be  increased  to  secure  the  desired  strength.  If  the 
strength  developed  by  the  aggregate  in  the  1 :  3  mortar  is  less  than 
70%  of  the  strength  of  the  Ottawa-sand  mortar,  the  material  should 
be  rejected.  In  testing  aggregates  care  should  be  exercised  to  avoid 
the  removal  of  any  coating  on  the  grains,  which  may  affect  the 
strength;  bank  sands  should  not  be  dried  before  being  made  into 
mortar,  but  should  contain  natural  moisture.  The  percentage  of 
moisture  may  be  determined  upon  a  separate  sample  for  correcting 
weight.  From  10  to  40%  more  water  may  be  required  in  mixing  bank 
or  artificial  sands  than  for  standard  Ottawa  sand  to  produce  the  same 
consistency. 

(h)  Coarse  Aggregate  should  consist  of  gravel  or  crushed  stone 
which  is  retained  on  a  screen  having  i-in.  diameter  holes,  and  should 
be  graded  from  the  smallest  to  the  largest  particles ;  it  should  be  clean, 
hard,  durable,  and  free  from  all  deleterious  matter.  Aggregates  con- 
taining dust  and  soft,  flat,  or  elongated  particles,  should  be  excluded. 
The  Committee  does  not  feel  warranted  in  recommending  the  use  of 
blast-furnace  slag  as  an  aggregate,  in  the  absence  of  adequate  data 
as  to  its  value,  especially  in  reinforced  concrete  construction.     No 

•  A  convenient  coefflflont  of  density  is  the  ratio  of  the  sum  of  the  volumes  of  solid 
particles  contained  In  a  unit  volume  to  the  total  unit  volume. 

•  If  the  dividing  size  between  the  fine  and  coarse  aggregate  Is  less  or  greater 
than  %   In.,  allowance  should  be  made  In  grading  and  proportioning. 

•  A  natural  sand  obtained  at  Ottawa,  Illinois,  passing  a  screen  having  20  meshes 
and  retained  on  a  screen  having  30  meshes  per  linear  inch  ;  prepared  and  furnished  by 
the  Ottawa  Silica  Company,  for  2  cents  per  pound  f.  o.  b.  cars,  Ottawa,  Illinois. 
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satisfactory  specifications  or  methods  of  inspection  have  been  developed 
that  will  control  its  xmiformity  and  ensure  the  durability  of  the 
concrete  in  which  it  is  used. 

The  aggregate  must  be  small  enough  to  produce  with  the  mortar 
a  homogeneous  concrete  of  sluggish  consistency  which  will  pass  readily 
between  and  easily  surround  the  reinforcement  and  fill  all  parts 
of  the  forms.  The  maximum  size  of  particles  is  variously  determined 
for  different  types  of  construction  from  that  which  will  pass  a  i-in. 
ring  to  that  which  will  pass  a  IJ-in.  ring. 

For  concrete  in  large  masses  the  size  of  the  coarse  aggregate  may 
be  increased,  as  a  large  aggregate  produces  a  stronger  concrete  than 
a  fine  one;  however,  it  should  be  noted  that  the  danger  of  separation 
from  the  mortar  becomes  greater  as  the  size  of  the  coarse  aggregate 
increases. 

Cinder  concrete  should  not  be  used  for  reinforced  concrete  struc- 
tures, except  in  floor-slabs  not  exceeding  8-ft.  span.  It  also  may  be 
used  for  fire  protection  purposes  where  not  required  to  carry  loads. 
The  cinders  used  should  be  composed  of  hard,  clean,  vitreous  clinker, 
free  from  sulphides,  unburned  coal,  or  ashes. 

3.    WATER. 

The  water  used  in  mixing  concrete  should  be  free  from  oil,  acid, 
alkali,  or  organic  matter. 

4.    METAL  REINFORCEMENT. 

The  Committee  recommends  as  a  suitable  material  for  reinforce- 
ment, steel  of  structural  grade  filling  the  requirements  of  the  Speci- 
fications for  Billet  Steel  Concrete  Reinforcement  Bars  of  the  American 
Society  for  Testing  Materials. 

For  reinforcing  slabs,  small  beams,  or  minor  details,  or  for  rein- 
forcing for  shrinkage  and  temperature  stresses,  steel  wire,  expanded 
metal,  or  other  reticulated  steel  may  be  used,  with  the  unit  stresses 
hereinafter  recommended. 

The  reinforcement  should  be  free  from  flaking,  rust,  scale,  or  coat- 
ings of  any  character  which  would  tend  to  reduce  or  destroy  the  bond. 

CHAPTER  IV. 

Mixing   and   Placing. 

1.  proportions. 

The  materials  should  be  carefully  selected,  of  uniform  quality,  and 
proportioned  with  a  view  to  securing  as  nearly  as  possible  a  maximum 
density,  which  is  obtained  by  grading  the  aggregates  so  that  the 
smaller  particles  fill  the  spaces  between  the  larger,  thus  reducing  the 
voids  in  the  aggregate  to  the  minimum. 
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(a)  Unit  of  Measure. — The  measurement  of  the  fine  and  coarse 
aggregates  should  be  by  loose  volume.  The  unit  of  measure  should 
be  a  bag  of  cement,  containing  94  lb.  net,  which  should  be  considered 
the  equivalent  of  1  cu.  ft. 

(h)  Relation  of  Fine  and  Coarse  Aggregates. — The  fine  and  coarse 
aggregates  should  be  used  in  such  proportions  as  will  secure  maxi- 
mum density.  These  proportions  should  be  carefully  determined  by 
density  experiments,  and  the  grading  of  the  fine  and  coarse  aggre- 
gates should  be  uniformly  maintained,  or  the  proportions  changed, 
to  meet  the  varying  sizes. 

(c)  Relation  of  Cement  and  Aggregates. — For  reinforced  concrete 
construction,  one  part  of  cement  to  a  total  of  six  parts  of  fine  and 
coarse  aggregates  measured  separately  should  generally  be  used.  For 
columns,  richer  mixtures  are  preferable.  In  massive  masonry  or 
rubble  concrete,  a  mixture  of  1 :  9  or  even  1 :  12  may  be  used. 

These  proportions  should  be  determined  by  the  strength  or  other 
qualities  required  in  the  construction  at  the  critical  period  of  use. 
Experience  and  judgment  based  on  observation  and  tests  of  similar 
conditions  in  similar  localities  are  excellent  guides  as  to  the  proper 
proportions  for  any  particular  case. 

In  important  construction,  advance  tests  should  be  made  on  con- 
crete composed  of  the  materials  to  be  used  in  the  work.  These  tests 
should  be  made  by  standardized  methods,  to  obtain  uniformity  in 
mixing,  proportioning,  and  storage,  and  in  case  the  results  do  not 
conform  to  the  requirements  of  the  work,  aggregates  of  a  better  quality 
or  more  cement  should  be  used  to  obtain  the  desired  quality  of  concrete. 

2.    MIXING. 

The  mixing  of  concrete  should  be  thorough,  and  continue  until 
the  mass  is  uniform  in  color  and  homogeneous.  As  the  maximum 
density  and  greatest  strength  of  a  given  mixture  depend  largely  on 
thorough  and  complete  mixing,  it  is  essential  that  this  part  of  the  work 
should  receive  special  attention  and  care. 

Inasmuch  as  it  is  difficult  to  determine,  by  visual  inspection,  whether 
the  concrete  is  uniformly  mixed,  especially  where  aggregates  having 
the  color  of  cement  are  used,  it  is  essential  that  the  mixing  should 
occupy  a  definite  period  of  time.  The  minimum  time  will  depend  on 
whether  the  mixing  is  done  by  machine  or  hand. 

■  (a)  Measuring  Ingredients. — Methods  of  measurement  of  the 
various  ingredients  should  be  used  which  will  secure  at  all  times  sep- 
arate and  uniform  measurements  of  cement,  fine  aggregate,  coarse 
aggregate,  and  water. 

(fe)  Machine  Mixing. — The  mixing  should  be  done  in  a  batch 
machine  mixer  of  a  type  which  will  ensure  the  uniform  distribution  of 
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the  materials  throughout  the  mass,  and  should  continue  for  the  mini- 
mum time  of  li  min.  after  all  the  ingredients  are  assembled  in  the 
mixer.  For  mixers  of  two  or  more  cubic  yards  capacity,  the  minimum 
time  of  mixing  should  be  2  min.  Since  the  strength  of  the  concrete 
is  dependent  upon  thorough  mixing,  a  longer  time  than  this  minimum 
is  preferable.  It  is  desirable  to  have  the  mixer  equipped  with  an  at- 
tachment for  automatically  locking  the  discharging  device  so  as  to 
prevent  the  emptying  of  the  mixer  until  all  the  materials  have  been 
mixed  together  for  the  minimum  time  required  after  they  are 
assembled  in  the  mixer.  Means  should  be  provided  to  prevent  aggre- 
gates being  added  after  the  mixing  has  commenced.  The  mixer  should 
also  be  equipped  with  water  storage,  and  an  automatic  measuring  de- 
vice which  can  be  locked  is  desirable.  It  is  also  desirable  to  equip  the 
mixer  with  a  device  recording  the  revolutions  of  the  drum.  The  num- 
ber of  revolutions  should  be  so  regulated  as  to  give  at  the  periphery 
of  the  drum  a  uniform  speed;  about  200  ft.  per  min.  seems  to  be  the 
best  speed  in  the  present  state  of  the  art. 

(c)  Hand  Mixing. — Hand  mixing  should  be  done  on  a  water-tight 
platform  and  especial  precautions  taken  after  the  water  has  been 
added,  to  turn  all  the  ingredients  together  at  least  six  times,  and 
until  the  mass  is  homogeneous  in  appearance  and  color. 

id)  Consistency. — The  materials  should  be  mixed  wet  enough  to 
produce  a  concrete  of  such  a  consistency  as  will  flow  sluggishly  into 
the  forms  and  about  the  metal  reinforcement  when  used,  and  which, 
at  the  same  time,  can  be  conveyed  from  the  mixer  to  the  forms  with- 
out separation  of  the  coarse  aggregate  from  the  mortar.  The  quantity 
of  water  is  of  the  greatest  importance  in  securing  concrete  of  maxi- 
mum strength  and  density;  too  much  water  is  as  objectionable  as  too 
little. 

(e)  Retempering. — The  remixing  of  mortar  or  concrete  that  has 
partly  set  should  not  be  permitted. 

3.   PLACING  CONCRETE. 

(a)  Methods. — Concrete  after  the  completion  of  the  mixing  should 
be  conveyed  rapidly  to  the  place  of  final  deposit;  under  no  circum- 
stances should  concrete  be  used  that  has  partly  set. 

Concrete  should  be  deposited  in  such  a  manner  as  will  permit  the 
most  thorough  compacting,  such  as  can  be  obtained  by  working  with 
a  straight  shovel  or  slicing  tool  kept  moving  up  and  down  until  all  the 
ingredients  are  in  their  proper  place.  Special  care  should  be  exercised 
to  prevent  the  formation  of  laitance;  where  laitance  has  formed  it 
should  be  removed,  since  it  lacks  strength,  and  prevents  a  proper  bond 
in  the  concrete. 

Before  depositing  concrete,  the  reinforcement  should  be  carefully 
placed  in   accordance  with  the  plans.     It   is  essential  that   adequate 
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means  be  provided  to  hold  it  in  its  proper  position  until  the  concrete 
has  been  deposited  and  compacted;  care  should  be  taken  that  the  forms 
are  substantial  and  thoroughly  wetted  (except  in  freezing  weather) 
or  oiled,  and  that  the  space  to  be  occupied  by  the  concrete  is  free  from 
debris.  When  the  placing  of  concrete  is  suspended,  all  necessary 
grooves  for  joining  future  work  should  be  made  before  the  concrete 
has  set. 

Wlien  work  is  resumed,  concrete  previously  placed  should  be 
roughened,  cleansed  of  foreign  material  and  laitance,  thorouglily 
wetted  and  then  slushed  with  a  mortar  consisting  of  one  part  Portland 
cement  and  not  more  than  two  parts  fine  aggregate. 

The  surfaces  of  concrete  exposed  to  premature  drying  should  be 
kept  covered  and  wet  for  a  period  of  at  least  1  days. 

Where  concrete  is  conveyed  by  spouting,  the  plant  should  be  of 
such  a  size  and  design  as  to  ensure  a  practically  continuous  stream  in 
the  spout.  The  angle  of  the  spout  with  the  horizontal  should  be  such 
as  to  allow  the  concrete  to  flow  without  a  separation  of  the  ingredients ; 
in  general  an  angle  of  about  27°  or  one  vertical  to  two  horizontal  is 
good  practice.  The  spout  should  be  thoroughly  flushed  with  water 
before  and  after  each  run.  The  delivery  from  the  spout  should  be  as 
close  as  possible  to  the  point  of  deposit.  Where  the  discharge  must 
be  intermittent,  a  hopper  should  be  provided  at  the  bottom.  Spouting 
through  a  vertical  pipe  is  satisfactory  when  the  flow  is  continuous; 
when  it  is  imchecked  and  discontinuous  it  is  highly  objectionable,  unless 
the  flow  is  checked  by  baffle  plates. 

(&)  Freezing  Weather. — Concrete  should  not  be  mixed  or  deposited 
at  a  freezing  temperature,  unless  special  precautions  are  taken  to  pre- 
vent the  use  of  materials  covered  with  ice  crystals  or  containing  frost, 
and  to  prevent  the  concrete  from  freezing  before  it  has  set  and  suffi- 
ciently hardened. 

As  the  coarse  aggregate  forms  the  greater  portion  of  the  concrete, 
it  is  particularly  important  that  this  material  be  warmed  to  well  above 
the  freezing  point. 

The  enclosing  of  a  structure  and  the  warming  of  the  space  inside 
the  enclosure  is  recommended,  but  the  use  of  salt  to  lower  the  freezing 
point  is  not  recommended. 

(c)  Rubble  Concrete. — Where  the  concrete  is  to  be  deposited  in 
massive  work,  its  value  may  be  improved  and  its  cost  materially 
reduced  by  the  use  of  clean  stones,  saturated  with  water,  thoroughly 
embedded  in  and  entirely  surrounded  by  concrete. 

(d)  Under  Water. — In  placing  concrete  under  water,  it  is  essential 
to  maintain  still  water  at  the  place  of  deposit.  With  careful  inspec- 
tion, the  use  of  tremies,  properly  designed  and  operated,  is  a  satisfac- 
tory method  of  placing  concrete  through  water.  The  concrete  should 
be  mixed  very  wet  (more  so  than  is  ordinarily  permissible)  so  that  it 
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will  riow  readily  through  the  tremie  and  into  place  with  practically  a 
level  surface. 

The  coarse  aggregate  should  be  smaller  than  ordinarily  used,  and 
never  more  than  1  in.  in  diameter.  The  use  of  gravel  facilitates  mix- 
ing and  assists  the  flow.  The  mouth  of  the  tremie  should  be  buried  in 
the  concrete  so  that  it  is  at  all  times  entirely  sealed  and  the  surround- 
ing water  prevented  from  forcing  itself  into  the  tremie;  the  concrete 
will  then  discharge  without  coming  in  contact  with  the  water.  The 
tremie  should  be  suspended  so  that  it  can  be  lowered  quickly  when  it 
is  necessary  either  to  choke  off  or  prevent  too  rapid  flow;  the  lateral 
flow  preferably  should  be  not  over  15  ft. 

The  flow  should  be  continuous  in  order  to  produce  a  monolithic 
mass  and  to  prevent  the  formation  of  laitance  in  the  interior. 

In  case  the  flow  is  interrupted,  it  is  important  that  all  laitance  be 
removed  before  proceeding  with  the  work. 

In  large  structures  it  may  be  necessary  to  divide  the  mass  of  con- 
crete into  several  small  compartments  or  units,  to  permit  the  con- 
tinuous filling  of  each  one.  With  proper  care  it  is  possible  in  this 
manner  to  obtain  as  good  results  under  water  as  in  the  air. 

A  less  desirable  method  is  the  use  of  the  drop-bottom  bucket. 
Where  this  method  is  used,  the  bottom  of  the  bucket  should  be  released 
when  in  contact  with  the  surface  of  the  place  of  deposit. 


CHAPTEE  V. 
Forms. 

Forms  should  be  substantial  and  unyielding,  in  order  that  the  con- 
crete may  conform  to  the  design,  and  be  sufficiently  tight  to  prevent 
the  leakage  of  mortar. 

It  is  vitally  important  to  allow  sufficient  time  for  the  proper  harden- 
ing of  the  concrete,  which  should  be  determined  by  careful  inspection 
before  the  forms  are  removed. 

Many  conditions  affect  the  hardening  of  concrete,  and  the  proper 
time  for  the  removal  of  the  forms  should  be  determined  by  some  com- 
petent and  responsible  person. 

It  may  be  stated  in  a  general  way  that  forms  should  remain  in 
place  longer  for  reinforced  concrete  than  is  required  for  plain  or 
massive  concrete,  and  longer  for  horizontal  than  is  required  for  vertical 
members. 

In  general  it  may  be  considered  that  concrete  has  hardened  suffi- 
ciently when  it  has  a  distinctive  ring  under  the  blow  of  a  hammer, 
but  this  test  is  not  reliable,  if  there  is  a  possibility  that  the  concrete 
is  frozen. 


1120  CONCRETE    AND   RKIXFORCED   CONCRETE 

CHAPTER  VI. 

Details  of  Construction. 

1.    JOINTS. 

(a)  In  Concrete. — It  is  desirable  to  cast  an  entire  structure  at  one 
operation,  but  as  this  is  not  always  possible,  especially  in  large  struc- 
tures, it  is  necessary  to  stop  the  work  at  some  convenient  point.  This 
should  be  selected  so  that  the  resulting  joint  may  have  the  least  pos- 
sible eflFect  on  the  strength  of  the  structure.  It  is  therefore  recom- 
mended that  the  joint  in  columns  be  made  flush  with  the  lower  side 
of  the  girders,  or  in  flat  slab  construction  at  the  bottom  of  the  flare  of 
the  column  head;  that  the  joints  in  girders  be  at  a  point  midway 
between  supports,  unless  a  beam  intersects  a  girder  at  this  point,  in 
which  case  the  joint  should  be  offset  a  distance  equal  to  twice  the 
width  of  the  beam;  and  that  the  joints  in  the  members  of  a  floor  sys- 
tem should  in  general  be  made  at  or  near  the  center  of  the  span. 

Joints  in  columns  should  be  perpendicular  to  the  axis,  and  in 
girders,  beams,  and  floor-slabs,  perpendicular  to  the  plane  of  their  sur- 
faces. When  it  is  necessary  to  provide  for  shear  at  right  angles  to 
the  axis,  it  is  permissible  to  incline  the  plane  of  the  joint  as  much  as 
30°  from  the  perpendicular.  Joints  in  arch  rings  should  be  on  planes 
as  nearly  radial  as  practicable. 

Before  placing  the  concrete  on  top  of  a  freshly  poured  column  a 
period  of  at  least  2  hours  should  be  allowed  for  the  settlement  and 
shrinkage. 

Shrinkage  and  contraction  joints  may  be  necessary  to  concentrate 
cracks  due  to  temperature  in  smooth  even  lines.  The  number  of  these 
joints  which  should  be  determined  and  provided  for  in  the  design  will 
depend  on  the  range  of  temperature  to  which  the  concrete  will  be  sub- 
jected, and  on  the  amount  and  position  of  the  reinforcement.  In 
massive  work,  such  as  retaining  walls,  abutments,  etc.,  built  without 
reinforcement,  contraction  joints  should  be  provided,  at  intervals  of 
from  25  to  50  ft.  and  with  reinforcement  from  50  to  80  ft. ;  the  smaller 
the  height  and  thickness,  the  closer  the  spacing.  The  joints  should  be 
tongued  and  grooved  to  maintain  the  alignment  in  case  of  unequal 
settlement.  A  groove  may  be  formed  in  the  surface  as  a  finish  to 
vertical  joints. 

Shrinkage  and  contraction  joints  should  be  lubricated  by  an  appli- 
cation of  petroleum  oil  or  a  similar  material,  to  permit  a  free  move- 
ment when  the  concrete  expands  or  contracts. 

The  movement  of  the  joint  due  to  expansion  and  contraction  may 
be  facilitated  by  the  insertion  of  a  sheet  of  copper,  zinc,  or  even  tarred 
paper. 

(6)  In  Reinforcement. — Wherever  it  is  necessary  to  splice  tension 
reinforcement  the  length  of  lap  should  be  determined  on  the  basis  of 
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the  safe  bond  stress,  the  stress  in  the  bar  and  the  shearing  resistance 
of  the  concrete  at  the  point  of  splice;  or  a  connection  should  be  made 
between  the  bars  of  sufficient  strength  to  carry  the  stress.  Splices  at 
points  of  inaximuni  stress  in  tension  should  be  avoided.  In  columns, 
bars  more  than  |  in.  in  diameter  not  subject  to  tension  should  have 
their  ends  properly  squared  and  butted  together  in  suitable  sleeves; 
smaller  bars  may  be  lapped,  as  indicated  for  tension  reinforcement. 
At  foundations  bearing  plates  should  be  provided  for  supporting  the 
bars,  or  the  bars  may  be  carried  into  the  footing  a  sufficient  distance 
to  transmit  the  stress  in  the  steel  to  the  concrete  by  means  of  the  bear- 
ing and  the  bond  resistance.  In  no  case  should  reliance  be  placed  upon 
the  end  bearing  of  bars  on  concrete. 

2.      SHRINKAGE  AND  TEMPERATURE  CHANGES. 

The  stresses  resulting  from  shrinkage  due  to  hardening  and  con- 
traction from  temperature  changes  are  important  in  monolithic  con- 
struction, and  vmless  cared  for  in  the  design  will  produce  objectionable 
cracks;  cracks  cannot  be  entirely  prevented,  but  the  effects  can  be 
minimized. 

Large  cracks,  produced  by  quick  hardening  or  wide  ranges  of  tem- 
perature, can  be  broken  up  to  some  extent  into  small  cracks  by  placing 
reinforcement  in  the  concrete;  in  long,  continuous  lengths  of  concrete, 
it  is  better  to  provide  shrinkage  joints  at  points  in  the  structure  where 
they  will  do  little  or  no  harm.  Reinforcement  is  of  assistance,  and 
permits  longer  distances  between  shrinkage  joints  than  when  no 
reinforcement  is  used. 

Provision  for  shrinkage  should  be  made  when  small  or  thin  masses 
are  joined  to  larger  or  thicker  masses;  at  such  places  the  use  of  fillets 
similar  to  those  used  in  metal  castings,  but  proportionally  larger,  is 
recommended. 

Shrinkage  cracks  are  likely  to  occur  at  points  where  fresh  concrete 
is  joined  to  that  which  is  set,  and  hence  in  placing  the  concrete,  con- 
struction joints  should  be  made,  as  described  in  Chapter  VI,  Section  1, 
or,  if  possible,  at  points  where  joints  woiild  naturally  occur  in  dimen- 
sion-stone  masonry. 

3.      FIUE-PROOFING. 

Concrete,  because  incombustible  and  of  a  low  rate  of  heat  con- 
ductivity, is  highly  efficient  and  admirably  adapted  for  fire-proofing 
purposes.     This  has  been  demonstrated  by  experience  and  tests. 

The  dehydration  of  concrete  probably  begins  at  about  500°  Fahr. 
and  is  completed  at  about  900°  Fahr.,  but  experience  indicates  that 
the  volatilization  of  the  water  absorbs  heat  from  the  surrounding 
mass,  which,  together  with  the  resistance  of  the  air  cells,  tends  to 
increase  the  heat  resistance  of  the  concrete,  so  that  the  process  of  dehy- 
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dration  is  very  much  retarded.  The  concrete  that  is  actually  affected 
by  fire  and  remains  in  position  affords  protection  to  that  beneath  it. 

The  thickness  of  the  protective  coating  should  be  governed  by  the 
intensity  and  duration  of  a  possible  fire  and  the  rate  of  heat  con- 
ductivity of  the  concrete.  The  question  of  the  rate  of  heat  conduc- 
tivity of  concrete  is  one  which  requires  further  study  and  investiga- 
tion before  a  definite  rate  for  different  classes  of  concrete  can  be  fully 
established.  However,  for  ordinary  conditions,  it  is  recommended 
that  the  metal  be  protected  by  a  minimum  of  2  in.  of  concrete  on 
girders  and  columns,  1^  in.  on  beams,  and  1  in.  on  floor-slabs. 

Where  fire-proofing  is  required,  and  not  otherwise  provided  in 
monolithic  concrete  columns,  it  is  recommended  that  the  concrete  to 
a  depth  of  Ih  in.  be  considered  as  protective  covering,  and  not  included 
in  the  effective  section. 

The  corners  of  columns,  girders,  and  beams  should  be  beveled  or 
rounded,  as  a  sharp  corner  is  more  seriously  affected  by  fire  than  a 
round  one;  experience  shows  that  round  columns  are  more  fire  resistive 
than  square. 

4.      WATER-PROOFING. 

Many  expedients  have  been  resorted  to  for  rendering  concrete 
impervious  to  water.  Experience  shows,  however,  that  when  mortar 
or  concrete  is  proportioned  to  obtain  the  greatest  practicable  density 
and  is  mixed  to  the  proper  consistency  (Chapter  lY,  Section  2  d),  the 
resulting  mortar  or  concrete  is  impervious  under  moderate  pressui'e. 

On  the  other  hand,  concrete  of  dry  consistency  is  more  or  less 
pervious  to  water,  and,  though  compounds  of  various  kinds  have  been 
mixed  with  the  concrete  or  applied  as  a  wash  to  the  surface,  in  an 
effort  to  offset  this  defect,  these  expedients  have  generally  been  dis- 
appointing, for  the  reason  that  many  of  these  compounds  have  at  best 
but  temporary  value,  and  in  time  lose  their  power  of  imparting 
impermeability  to  the  concrete. 

In  the  case  of  subways,  long  retaining  walls  and  reservoirs,  pro- 
vided the  concrete  itself  is  impervious,  cracks  may  be  so  reduced,  by 
horizontal  and  vertical  reinforcement  properly  proportioned  and 
located,  that  they  will  be  too  minute  to  permit  leakage,  or  will  be 
closed  by  infiltration  of  silt. 

Asphaltic  or  coal-tar  preparations  applied  either  as  a  mastic  or  as 
a  coating  on  felt  or  cloth  fabric,  are  used  for  water-proofing,  and 
should  be  proof  against  injury  by  liquids  or  gases. 

For  retaining  and  similar  walls  in  direct  contact  with  the  earth, 
the  application  of  one  or  two  coatings  of  hot  coal-tar  pitch,  following 
a  painting  with  a  thin  wash  of  coal  tar  dissolved  in  benzol,  to  the 
thoroughly  dried  surface  of  concrete  is  an  efficient  method  of  prevent- 
ing the  penetration  of  moisture  from  the  earth. 
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5.      SURFACE    FINISH. 

Concrete  is  a  material  of  an  individual  type,  and  should  be  used 
without  effort  at  imitation  of  other  building  materials.  One  of  the 
important  problems  connected  with  its  use  is  the  character  of  the 
finish  of  exposed  surfaces.  The  desired  finish  should  be  determined 
before  the  concrete  is  placed,  and  the  work  conducted  so  as  to  facilitate 
securing:  it.  The  natural  surface  of  the  concrete  in  most  structures 
is  unobjectionable,  but  in  others  the  marks  of  the  forms  and  the  flat 
dead  surface  are  displeasing,  making  some  special  treatment  desirable. 
A  treatment  of  the  surface  which  removes  the  film  of  cement  and 
brings  the  aggregates  of  the  concrete  into  relief,  either  by  scrubbing 
with  brushes  and  water  before  it  is  hard,  or  by  tooling  it  after  it  is 
hard,  is  frequently  used  to  erase  the  form  markings  and  break  the 
monotonous  appearance  of  the  surface.  Besides  being  more  pleasing 
in  immediate  appearance,  such  a  surface  is  less  subject  to  discolora- 
tion and  hair  cracking  than  is  a  surface  composed  of  the  cement  that 
segregates  against  the  forms,  or  one  that  is  made  by  applying  a  cement 
wash.  The  aggregates  can  also  be  exposed  by  washing  with  hydro- 
chloric acid  diluted  with  from  6  to  10  parts  of  water.  The  plastering 
of  surfaces  should  be  avoided,  fdr  even  if  carefully  done,  it  is  liable  to 
peel  off  under  the  action  of  frost  or  temperature  changes. 

Various  effects  in  texture  and  in  color  can  be  obtained  when  the 
surface  is  to  be  scrubbed  or  tooled,  by  using  aggregates  of  the  desired 
size  and  color.  For  a  fine-grained  texture  a  granolithic  surface  mix- 
ture can  be  made  and  placed  against  the  face  forms  to  a  thickness  of 
about  1  in.  as  the  placing  of  the  body  of  the  concrete  proceeds. 

A  smooth,  even  surface  without  form  marks  can  be  secured  by  the 
use  of  plastered  forms,  which,  in  structures  having  many  duplications 
of  members,  can  be  used  repeatedly;  these  are  made  in  panels  of 
expanded  metal  or  wire  mesh  coated  with  plaster,  and  the  joints  made 
at  edges,  and  closed  with  plaster  of  Paris. 

CHAPTER   VII. 

Design. 

1.     massive  concrete. 

In  the  design  of  massive  or  plain  concrete,  no  account  should  be 
taken  of  the  tensile  strength  of  the  material,  and  sections  should 
usually  be  proportioned  so  as  to  avoid  tensile  stresses  except  in  slight 
amounts  to  resist  indirect  stresses.  This  will  generally  be  accom- 
plished in  the  case  of  rectangular  shapes  if  the  line  of  pressure  is  kept 
within  the  middle  third  of  the  section,  but  in  very  large  structures 
such  as  high  masonry  dams,  a  more  exact  analysis  may  be  required. 
Structures  of  massive  concrete  are  able  to  resist  unbalanced  lateral 
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forces  by  reason  of  their  weight;  hence  the  element  of  weight  rather 
than  strength  often  determines  the  design.  A  leaner  and  relatively 
cheap  concrete,  therefore,  will  often  be  suitable  for  massive  concrete 
structures. 

It  is  desirable  generally  to  provide  joints  at  intervals  to  localize 
the  eifect  of  contraction  (Chapter  VI,  Section  1). 

Massive  concrete  is  suitable  for  dams,  retaining  walls,  and  piers 
in  which  the  ratio  of  length  to  least  width  is  relatively  small.  Under 
ordinary  conditions,  this  ratio  should  not  exceed  four.  It  is  also 
suitable  for  arches  of  moderate  span. 

2.      REINFORCED   CONCRETE. 

The  use  of  metal  reinforcement  is  particularly  advantageous  in 
members  such  as  beams  in  which  both  tension  and  compression  exist, 
and  in  columns  where  the  principal  stresses  are  compressive  and  where 
there  also  may  be  cross-bending.  Therefore  the  theory  of  design  here 
presented  relates  mainly  to  the  analysis  of  beams  and  columns. 

3.      GENERAL    ASSUMPTIONS. 

(a)  Loads. — The  forces  to  be  resisted  are  those  due  to: 

1.  Tlie  dead  load,  which   includes  the  weight  of  the  structure 

and  fixed  loads  and  forces. 

2.  The  live  load,  or  the  loads  and  forces  which  are  variable. 

The  dynamic  effect  of  the  live  load  will  often  require  con- 
sideration. Allowance  for  the  latter  is  preferably  made 
by  a  proportionate  increase  in  either  the  live  load  or  the 
live-load  stresses.  The  working  stresses  hereinafter  recom- 
mended are  intended  to  apply  to  the  equivalent  static 
stresses  thus  determined. 

In  the  case  of  high  buildings,  the  live  load  on  columns 
may  be  reduced  in  accordance  with  the  usual  practice. 

{h)  'Lengths  of  Beams  and  Columns. — The  span  length  for  beams 
and  slabs  simply  supported  should  be  taken  as  the  distance  from  center 
to  center  of  supports,  but  need  not  be  taken  to  exceed  the  clear  span 
plus  the  depth  of  beam  or  slab.  For  continuous  or  restrained  beams 
built  monolithically  into  supports,  the  span  length  may  be  taken  as 
the  clear  distance  between  faces  of  supports.  Brackets  should  not  be 
considered  as  reducing  the  clear  span  in  the  sense  here  intended, 
except  that  when  brackets  which  make  an  angle  of  45°  or  more  with 
the  axis  of  a  restrained  beani  are  built  monolithically  with  the  beam, 
the  span  may  be  measured  from  the  section  where  the  combined  depth 
of  beam  and  bracket  is  at  least  one-third  more  than  the  dejith  of  the 
beam.  Maximum  negative  moments  are  tn  be  considered  as  existiutr 
at  the  end  of  the  span  as  here  defiued. 


/ 
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When  the  depth  of  a  restrained  beam  is  gi'eater  at  its  ends  than  at 
mid-span  and  the  slope  of  the  bottom  of  the  beam  at  its  ends  makes 
an  angle  of  not  more  than  15°  with  the  direction  of  the  axis  of  the 
beam  at  mid-span,  the  span  length  may  be  measured  from  face  to  face 
of  supports. 

The  length  of  columns  should  be  taken  as  the  maximum  unstayed 
length. 

(c)  Stresses. — The  following  assumptions  are  recommended  as  a 
basis  for  calculations: 

1.  Calculations  will  be  made  with  reference  to  working  stresses 

and  safe  loads,  rather  than  with  reference  to  ultimate 
strength  and  ultimate  loads. 

2.  A  plane  section  before  bending  remains  plane  after  bending. 

3.  The   modulus    of    elasticity    of    concrete    in    compression    is 

constant  within  the  usual  limits  of  working  stresses.  The 
distribution  of  compressive  stress  in  beams  is  therefore 
rectilinear. 

4.  In  calculating  the  moment  of  resistance  of  beams,  the  tensile 

stresses  in  the  concrete  are  neglected. 

5.  The   adhesion  between   the   concrete   and   the  reinforcement 

is  perfect.  Under  compressive  stress  the  two  materials 
are  therefore  stressed  in  proportion  to  their  moduli  of 
elasticity. 

6.  The  ratio  of  the  modulus  of  elasticity  of  steel  to  the  modulus 

of  elasticity  of  concrete  is  taken  at  15  except  as  modified 
in  Chapter  VTII,  Section  8. 

7.  Initial   stress   in    the   reinforcement    due   to    contraction    or 

expansion  of  the  concrete  is  neglected. 

It  is  recognized  that  some  of  the  assumptions  given  herein  are 
not  entirely  borne  out  by  experimental  data.  They  are  given  in  the 
interest  of  simplicity  and  uniformity,  and  variations  from  exact  con- 
ditions are  taken  into  account  in  the  selection  of  formulas  and  working 
stresses. 

The  deflection  of  a  beam  depends  upon  the  strength  and  stiffness 
developed  throughout  its  length.  For  calculating  deflection,  a  value 
of  8  for  the  ratio  of  the  moduli  will  give  results  corresponding 
approximately  with  the  actual  conditions. 

4.      T-BEAMS. 

In  beam  and  slab  construction  an  ettective  bond  should  be  provided 
at  the  junction  of  the  beam  and  slab.  When  the  principal  slab 
reinforcement  is  parallel  to  the  beam,  transverse  reinforcement  should 
be  used,  extending  over  the  beam  and  well  into  the  slab. 
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The  slab  may  be  considered  an  integral  part  of  the  beam,  when 
adequate  bond  and  shearing  resistance  between  slab  and  web  of  beam 
is  provided,  but  its  effective  width  shall  be  determined  by  the  following 
rules : 

(a)    It    shall    not    exceed    one-fourth    of    the    span    length    of    the 

beam ; 
(fe)    Its   overhanging   width   on  either   side   of   the   web   shall   not 

exceed  six  times  the  thickness  of  the  slab. 

In  the  design  of  continuous  T-beams,  due  consideration  should 
be  given  to  the  compressive  stress  at  the  support. 

Beams  in  which  the  T-form  is  used  only  for  the  purpose  of 
providing  additional  compression  area  of  concrete  should  preferably 
have  a  width  of  flange  not  more  than  three  times  the  width  of  the 
stem  and  a  thickness  of  flange  not  less  than  one-third  of  the  depth 
of  the  beam.  Both  in  this  form  and  in  the  beam  and  slab  form 
the  web  stresses  and  the  limitations  in  placing  and  spacing  the 
longitudinal  reinforcement  will  probably  be  controlling  factors  in 
design. 

5.      FLOOR-SLABS     SUPPORTED     ALONG     FOUR     SIDES. 

Floor-slabs  having  the  supports  extending  along  the  four  sides 
should  be  designed  and  reinforced  as  continuous  over  the  supports. 
If  the  length  of  the  slab  exceeds  one  and  one-half  times  its  width, 
the  entire  load  should  be  carried  by  transverse  reinforcement. 

For  uniformly  distributed  loads  on  square  slabs,  one-half  the  live 
and  dead  load  may  be  used  in  tlie  calculations  of  moment  to  be 
resisted  in  each  direction.  For  oblong  slabs,  the  length  of  which 
is  not  greater  than  one  and  one-half  times  their  width,  the  moment 
to  be  resisted  by  the  transverse  reinforcement  may  be  found  by  using 
a  proportion  of  the  live  and  dead  load  equal  to  that  given  by  the 

formula,  '"  =    ,  —  0.5,  where  I  =  length  and  h  =  breadtli  of  slab.    The 

longitudinal  reinforcement  should  then  be  proportioned  to  carry  the 
remainder  of  the  load. 

In  placing  reinforcement  in  such  slabs  account  may  well  be  taken 
of  the  fact  that  the  bending  moment  is  greater  near  the  center  of 
the  slab  than  near  the  edges.  For  this  purpose  two-thirds  of  the 
previously  calculated  moments  may  be  assumed  as  carried  by  the 
center  half  of  the  slab  and  one-third  by  the  outside  quarters. 

Loads  carried  to  beams  by  slabs  which  are  reinforced  in  two  direc- 
tions will  not  be  uniformly  distributed  to  the  supporting  beams, 
and  the  distribution  will  depend  on  the  relative  stiffness  of  the  slab 
and  the  supporting  beams.  The  distribution  which  may  be  expected 
ordinarily  is  a  variation  of  tlie  load  in  the  beam  in  accordance  with 
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the  ordinates  of  a  parabola,  liaviug  its  vertex  at  the  middle  of  the 
span.  For  any  given  design,  the  probable  distribution  should  be 
ascertained  and  the  moments  in  the  beam  calculated  accordingly. 

6.      CONTINUOUS    BEAMS   AND    SLABS. 

When  the  beam  or  slab  is  continuous  over  its  supports,  reinforce- 
ment should  be  fully  provided  at  points  of  negative  moment,  and  the 
stresses  in  concrete  recommended  in  Chapter  VIII,  Section  4,  should 
not  be  exceeded.  In  computing  the  positive  and  negative  moments 
in  beams  and  slabs  continuous  over  several  supports,  due  to  uniformly 
distributed  loads,  the  following  rules  are  recommended: 

(a)  For  floor-slabs,  the  bending  moments  at  center  and  at  support 

wl- 
should  be  taken  at  — —  for  both  dead  and  live  loads,  where  w 

represents  the  load  per  linear  unit  and  I  the  span  length. 

(h)  For  beams,  the  bending  moment  at  center  and  at  support  for 

interior  spans  should  be  taken  at  and   for  end  spans  it 

should  be  taken  at  for  center  and  interior  support,  for 

10  li       ' 

both  dead  and  live  loads. 

(c)  In  the  case  of  beams  and  slabs  continuous  for  two  spans  only, 

with  their  ends  restrained,  the  bending  moment  both  at  the 
central  support  and  near  the  middle  of  the  span  should  be 

wP 

taken  as  . 

10 

(d)  At   the   ends   of   continuous   beams,   the   amount   of   negative 

moment  which  will  be  developed  in  the  beam  will  depend 
on  the  condition  of  restraint  or  fixedness,  and  this  will 
depend  on  the  form  of  construction  used.     In  the  ordinary 

cases   a   moment   of  - —    may    be   taken  :    for  small    beams 
16  ^ 

running  into  heavy  columns  this  should  be  increased,  but 

not  to  exceed  — — . 
12 

For  spans  of  unusual  length,  or  for  spans  of  materially  unequal 
length,  more  exact  calculations  should  be  made.  Special  considera- 
tion is  also  required  in  the  case  of  concentrated  loads. 

Even  if  the  center  of  the  span  is  designed  for  a  greater  bending 
moment  than  is  called  for  by  (a)  or  (6),  the  negative  moment  at 
the  support  should  not  be  taken  as  less  than  the  values  there  given. 
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Where  beams  are  reinforced  on  the  compression  side,  the  steel 
may  be  assumed  to  carry  its  proportion  of  stress  in  accordance  with 
the  ratio  of  moduli  of  elasticity,  Chapter  VIII,  Section  8,  Kein- 
forcing  bars  for  compression  in  beams  should  be  straight  and  should 
be  two  diameters  in  the  clear  from  the  surface  of  the  concrete.  For 
the  positive  bending  moment,  such  reinforcement  should  not  exceed  1% 
of  the  area  of  the  concrete.  In  the  case  of  cantilever  and  continuous 
beams,  tensile  and  compressive  reinforcement  over  supports  should 
extend  sufficiently  beyond  the  support  and  beyond  the  point  of  inflection 
to  develop  the  requisite  bond  strength. 

In  construction  made  continuous  over  supports,  it  is  important 
that  ample  foundations  should  be  provided;  for  unequal  settlements 
are  liable  to.  produce  unsightly  if  not  dangerous  cracks.  This  effect  is 
more  likely  to  occur  in  low  structures. 

Girders,  such  as  wall  girders,  which  have  beams  framed  into  one 
side  only,  should  be  designed  to  resist  torsional  moment  arising  from 
the  negative  moment  at  the  end  of  the  beam. 

7.      BOND   STRENGTH    AND   SPACING   OF   REINFORCEMENT. 

f  f  Adequate  bond  strength  should  be  provided.     The  formula  herein- 

after given  for  bond  stresses  in  beams  is  for  straight  longitudinal 
bars.  In  beams  in  which  a  portion  of  the  reinforcement  is  bent  up 
near  the  end,  the  bond  stress  at  places,  in  both  the  straight  bars  and 
the  bent  bars,  will  be  considerably  greater  than  for  all  the  bars 
straight,  and  the  stress  at  some  point  may  be  several  times  as 
much  as  that  found  by  considering  the  stress  to  be  uniformly  dis- 
tributed along  the  bar.  In  restrained  and  cantilever  beams,  full 
tensile  stress  exists  in  the  reinforcing  bars  at  the  point  of  support, 
and  the  bars  should  be  anchored  in  the  support  sufficiently  to  develop 
this  stress. 

In  case  of  anchorage  of  bars,  an  additional  length  of  bar  should 
be  provided  beyond  that  found  on  the  assumption  of  imiform  bond 
stress,  for  the  reason  that  before  the  bond  resistance  at  the  end  of 
the  bar  can  be  developed  the  bar  may  have  begun  to  slip  at  another 
point,  and  "running"  resistance  is  less  than  the  resistance  before 
slip  begins. 

Where  high  bond  resistance  is  required,  the  deformed  bar  is  a 
suitable  means  of  supplying  the  necessary  strengtii.  But  it  shoxdd 
be  recognized  that,  even  with  a  deformed  bar,  initial  slip  occurs  at 
early  loads,  and  that  the  ultimate  loads  obtained  in  the  usual  tests 
for  bond  resistance  may  be  misleading.  Adequate  bond  strength 
throughout  the  length  of  a  bar  is  preferable  to  end  anchorage,  but,  as 
an  additional  safeguard,  such  ancliorage  may  proi)orly  bo  used  in 
special  cases.  Anchornge  furnished  by  short  bends  at  a  right  angle 
is  less  effective  than  by  liooks  consisting  of  turns  through  180  degrees. 
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The  lateral  spacing  of  parallel  bars  should  be  not  less  than  three 
diameters  from  center  to  center,  nor  should  the  distance  from  the 
side  of  the  beam  to  the  center  of  the  nearest  bar  be  less  than  two 
diameters.  The  clear  spacing  between  two  layers  of  bars  should  be 
not  less  than  1  in.  The  use  of  more  than  two  layers  is  not  recom- 
mended, unless  the  layers  are  tied  together  by  adequate  metal  con- 
nections, particularly  at  and  near  points  where  bars  are  bent  up  or 
bent  down.  Where  more  than  one  layer  is  used,  at  least  all  bars  above 
the  lower  layer  should  be  bent  up  and  anchored  beyond  the  edge  of 
the  support. 

8.      DIAGONAL    TENSION    AND    SHEAR. 

When  a  reinforced  concrete  beam  is  subjected  to  flexural  action, 
diagonal  tensile  stresses  are  set  up.  A  beam  without  web  reinforce- 
ment will  fail  if  these  stresses  exceed  the  tensile  strength  of  the 
concrete.  When  web  reinforcement,  made  up  of  stirrups  or  of  diagonal 
bars  secured  to  the  longitudinal  reinforcement,  or  of  longitudinal 
reinforcing  bars  bent  up  at  several  points,  is  used,  new  conditions 
prevail,  but,  even  in  this  case,  at  the  beginning  of  loading  the  diagonal 
tension  developed  is  taken  principally  by  the  concrete,  the  deforma- 
tions which  are  developed  in  the  concrete  permitting  but  little  stress 
to  be  taken  by  the  web  reinforcement.  When  the  resistance  of  the 
concrete  to  the  diagonal  tension  is  overcome  at  any  point  in  the 
depth  of  the  beam,  greater  stress  is  at  once  set  up  in  the  web  rein- 
forcement. 

For  homogeneous  beams,  the  analytical  treatment  of  diagonal  tension 
is  not  very  complex — the  diagonal  tensile  stress  is  a  function  of  the  hori- 
zontal and  vertical  shearing  stresses  and  of  the  horizontal  tensile  stress 
at  the  point  considered,  and  as  the  intensity  of  these  three  stresses 
varies  from  the  neutral  axis  to  the  remotest  fiber,  the  intensity  of  the 
diagonal  tension  will  be  different  at  different  points  in  the  section, 
and  will  change  with  different  proportionate  dimensions  of  length 
to  depth  of  beam.  For  the  composite  structure  of  reinforced  concrete 
beams,  an  analysis  of  the  web  stresses,  and  particularly  of  the  diagonal 
tensile  stresses,  is  very  complex;  and  when  the  variations  due  to  a 
change  from  no  horizontal  tensile  stress  in  the  concrete  at  remotest 
fiber  to  the  presence  of  horizontal  tensile  stress  at  some  point  below 
the  neutral  axis  are  considered,  the  problem  becomes  more  complex 
and  indefinite.  Under  these  circumstances,  in  designing,  recourse  is 
had  to  the  use  of  the  calculated  vertical  shearing  stress,  as  a  means 
of  comparing  or  measuring  the  diagonal  tensile  stresses  developed, 
it  being  understood  that  the  vertical  shearing  stress  is  not  the  numerical 
equivalent  of  the  diagonal  tensile  stress,  and  that  there  is  not  even 
a  constant  ratio  between  them.  It  is  here  recommended  that  the 
maximum  vertical  shearing  stress  in  a  section  be  used  as  the  means  of 
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comparison  of  the  resistance  to  diagonal  tensile  stress  developed  in  the 
concrete  in  beams  not  having  web  reinforcement. 

Even  after  the  concrete  has  reached  its  limit  of  resistance  to 
diagonal  tension,  if  the  beam  has  web  reinforcement,  conditions  of 
beam  action  will  continue  to  prevail,  at  least  through  the  com- 
pression area,  and  the  web  reinforcement  will  be  called  on  to  resist 
only  a  part  of  the  web  stresses.  From  experiments  with  beams  it  is 
concluded  that  it  is  safe  practice  to  use  only  two-thirds  of  the 
external  vertical  shear  in  making  calculations  of  the  stresses  that 
come  on  stirrups,  diagonal  web  pieces,  and  bent-up  bars,  and  it  is 
here  recommended  for  calculations  in  designing  that  two-thirds  of 
the  external  vertical  shear  be  taken  as  producing  stresses  in  web 
reinforcement. 

It  is  well  established  that  vertical  members  attached  to  or  looped 
about  horizontal  members,  inclined  members  secured  to  horizontal 
members  in  such  a  way  as  to  insure  against  slip,  and  the  bending 
of  a  part  of  the  longitudinal  reinforcement  at  an  angle,  will  increase 
the  strength  of  a  beam  against  failure  by  diagonal  tension,  and 
that  a  well-designed  and  well-distributed  web  reinforcement  may, 
under  the  best  conditions,  increase  the  total  vertical  shear  carried 
to  a  value  as  much  as  three  times  that  obtained  when  the  bars  are 
all  horizontal  and  no  web  reinforcement  is  used. 

When  web  reinforcement  comes  into  action  as  the  principal  tension 
web  resistance,  the  bond  stresses  between  the  longitudinal  bars  and 
the  concrete  are  not  distributed  as  uniformly  along  the  bars  as  they 
otherwise  would  be,  but  tend  to  be  concentrated  at  and  near  stirrups, 
and  at  and  near  the  points  where  bars  are  bent  up.  When  stirrups 
are  not  rigidly  attached  to  the  longitudinal  bars,  and  the  proportioning 
of  bars  and  stirrup  spacing  is  such  that  local  slip  of  bars  occur  at 
stirrups,  the  effectiveness  of  the  stirrups  is  imi)aired,  though  the 
presence  of  stirrups  still  gives  an  element  of  touglmess  against  diagonal 
tension  failure. 

Sufficient  bond  resistance  between  the  concrete  and  the  stirrups 
or  diagonals  must  be  provided  in  the  compression  area  of  the  beam. 

The  longitudinal  spacing  of  vertical  stirrups  should  not  exceed 
one-half  the  depth  of  beam,  and  that  of  inclined  members  should 
not  exceed  throe-fourths  of  the  depth  of  beam. 

Bending  of  longitudinal  reinforcing  bnrs  at  an  angle  across  the 
web  of  the  beam  may  be  considered  as  adding  to  diagonal  tension 
resistance  for  a  horizontal  distance  from  the  point  of  bending  equal 
to  three-fourths  of  the  depth  of  beam.  Wliere  the  bending  is  made 
at  two  or  more  points,  the  distance  between  points  of  bending  should 
not  exceed  three-fourtlis  of  the  depth  of  the  beam.  Tn  the  case  of  a 
restrained  beam,  the  efToct  of  bending  up  a  bar  at  tlie  bottom  of  the 
beam    in   resisting   diagonal    tension    may   not  be   taken    as   extending 
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beyoud  a  section  at  the  iioint  of  iutlectioii,  and  the  effect  of  bending 
down  a  bar  in  the  region  of  negative  moment  may  be  taken  as  extend- 
ing from  the  point  of  bending  down  of  bar  nearest  the  support  to  a 
section  not  more  than  three-fourths  of  the  depth  of  beam  beyond  the 
point  of  bending  down  of  bar  farthest  from  the  support,  but  not 
beyond  the  point  of  inflection.  In  case  stirrups  are  used  in  the 
beam  away  from  the  region  in  which  the  bent  bars  are  considered 
effective,  a  stirrup  should  be  placed  not  farther  than  a  distance  equal 
to  one-fourth  the  depth  of  beam  from  the  limiting  sections  defined 
above.  In  case  the  web  resistance  required  through  the  region  of 
bent  bars  is  greater  than  that  furnislied  by  the  bent  bars,  sufficient 
additional  web  reinforcement  in  the  form  of  stirrups  or  attached 
diagonals  should  be  provided.  The  higher  resistance  to  diagonal 
tension  stresses  given  by  unit  frames  having  the  stirrups  and  bent-up 
bars  securely  connected  together  both  longitudinally  and  laterally 
is  worthy  of  recognition.  It  is  necessary  that  a  limit  be  placed 
on  the  amount  of  shear  which  may  be  allowed  in  a  beam;  for  when 
web  reinforcement  sufficiently  efficient  to  give  very  high  web  resistance 
is  used,  at  the  higher  stresses  the  concrete  in  the  beam  becomes  checked 
and  cracked  in  such  a  way  as  to  endanger  its  durability  as  well  as  its 
strength. 

The  section  to  be  taken  as  the  critical  section  in  the  calculation 
of  shearing  stresses  will  generally  be  the  one  having  the  maximum 
vertical  shear,  though  experiments  show  that  the  section  at  which 
diagonal  tension  failures  occur  is  not  just  at  a  support,  even  though 
the  shear  at  the  latter  point  be  much  greater. 

In  the  case  of  restrained  beams,  the  first  stirrup  or  the  point  of 
bending  down  of  bar  should  be  placed  not  farther  than  one-half  of 
the  depth  of  beam  away  from  the  face  of  the  support. 

It  is  important  that  adequate  bond  strength  or  anchorage  be  pro- 
vided to  develop  fully  the  assumed  strength  of  all  web  reinforcement. 

Low  bond  stresses  in  the  longitudinal  bars  are  helpful  in  giving 
resistance  against  diagonal  tension  failures,  and  anchorage  of  longi- 
tudinal bars  at  the  ends  of  the  beams  or  in  the  supports  is  advantageous. 

It  should  be  noted  that  it  is  on  the  tension  side  of  a  beam  that 
diagonal  tension  develops  in  a  critical  way,  and  that  proper  connection 
should  always  be  made  between  stirrups  or  other  web  reinforcement 
and  the  longitudinal  tension  reinforcement,  whether  the  latter  is  on 
the  lower  side  of  the  beam  or  on  its  upper  side.  Where  negative 
moment  exists,  as  is  the  case  near  the  supports  in  a  continuous  beam, 
web  reinforcement,  to  be  effective,  must  be  looped  over  or  wrapped 
around,  or  be  connected  with,  the  longitudinal  tension  reinforcing 
bars  at  the  top  of  the  beam  in  the  same  way  as  is  necessary  at  the 
bottom  of  the  beam  at  sections  where  the  bending  moment  is  positive. 

Inasmuch    as   the    smaller   the    longitudinal    deformations    in    the 
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horizoutal  reinforcemeut  are,  the  less  the  tendeucy  for  the  formation 
of  diagonal  cracks,  a  heam  will  be  strengthened  against  diagonal 
tension  failure  by  so  arranging  and  proportioning  the  horizontal  rein- 
forcement that  the  unit  stresses  at  points  of  large  shear  shall  be 
relatirely  low. 

It  does  not  seem  feasible  to  make  a  complete  analysis  of  the  action 
of  web  reinforcement,  and  more  or  less  empirical  methods  of  calcu- 
lation are  therefore  employed.  Limiting  values  of  working  stresses 
for  different  types  of  web  reinforcement  are  given  in  Chapter  YIU, 
Section  5.  The  conditions  apply  to  cases  commonly  met  in  design. 
It  is  assumed  that  adequate  bond  resistance  or  anchorage  of  all  web 
reinforcement  will  be  provided. 

When  a  flat  slab  rests  on  a  column,  or  a  column  bears  on  a  footing, 
the  vertical  shearing  stresses  in  the  slab  or  footing  immediately 
adjacent  to  the  column  are  termed  punching  shearing  stresses.  The 
element  of  diagonal  tension,  being  a  function  of  the  bending  moment 
as  well  as  of  shear,  may  be  small  in  such  cases,  or  may  be  other- 
wise provided  for.  For  this  reason  the  permissible  limit  of  stress 
for  punching  shear  may  be  higher  than  the  allowable  limit  when  the 
shearing  stress  is  used  as  a  means  of  comparing  diagonal  tensile  stress. 
The  working  values  recommended  are  given  in  Chajiter  Vlii,  Section  5. 

9.      COLL'MXS. 

By  columns  are  meant  compression  members  of  which  the  ratio 
of  unsupported  length  to  least  width  exceeds  about  four,  and  which 
are  provided  with  reinforcement  of  one  of  the  forms  hereafter  described. 

It  is  recommended  that  the  ratio  of  unsupported  length  of  colmnn 
to  its  least  width  be  limited  to  15. 

The  effective  area  of  hooped  columns  or  columns  reinforced  with 
structural  shapes  shall  be  taken  as  the  area  within  the  circle  enclosing 
the  spiral  or  the  polygon  enclosing  the  structural  shapes. 

Columns  may  be  reinforced  by  longitudinal  bars ;  by  bands,  hoops, 
or  spirals,  together  with  longitudinal  bars;  or  by  structural  forms 
which  are  sufficiently  rigid  to  have  value  in  themselves  as  colmnns. 
The  general  effect  of  closely  spaced  hooping  is  to  greatly  increase  the 
toughness  of  the  column  and  to  add  to  its  ultimate  strength,  but 
hooping  has  little  effect  on  its  behavior  within  the  limit  of  elasticity. 
It  thus  renders  the  concrete  a  safer  and  more  reliable  material,  and 
should  permit  the  use  of  a  somewhat  higher  working  stress.  The 
beneficial  effects  of  toughening  are  adequately  provided  by  a  moderate 
amount  of  hooping,  a  larger  amount  serving  mainly  to  increase  the 
ultimate  strength  and  the  deformation  possible  before  ultimate  failure. 

Composite  columns  of  structural  steel  and  concrete,  in  which  the 
steel  forms  a  column  by  itself,  should  be  designed  with  caution. 
To  classify  this  type  as  a  concrete  column  reinforced  with  structural 
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steel  is  hardly  permissible,  as  the  steel  generally  will  take  the  greater 
part  of  the  load.  When  this  typo  of  column  is  used,  the  concrete 
should  not  be  relied  upon  to  tie  the  steel  units  together  nor  to 
transmit  stresses  from  one  unit  to  another.  The  units  should  be 
adequately  tied  together  by  tie-plates  or  lattice  bars,  which,  together 
with  other  details,  such  as  splices,  etc.,  should  be  designed  in  con- 
formity with  standard  practice  for  structural  steel.  The  concrete  may 
exert  a  beneficial  effect  in  restraining  the  steel  from  lateral  deflection 
and  also  in  increasing  the  carrying  capacity  of  the  column.  The 
proportion  of  load  to  be  carried  by  the  concrete  will  depend  on  the 
form  of  the  column  and  the  method  of  construction.  Generally,  for 
high  percentages  of  steel,  the  concrete  will  develop  relatively  low 
unit  stresses,  and  caution  should  be  used  in  placing  dependence  on 
the  concrete. 

The  following  recommendations  are  made  for  the  relative  working 
stresses  in  the  concrete  for  the  several  types  of  columns : 

(a)  Columns  with  longitudinal  reinforcement  to  the  extent  of 
not  less  than  1%  and  not  more  than  4%,  and  with  lateral 
ties  of  not  less  than  J  in.  in  diameter,  12  in.  apart,  nor 
more  than  16  diameters  of  the  longitudinal  bar:  the  unit 
stress  recommended  for  axial  compression,  on  concrete  piers 
having  a  length  not  more  than  four  diameters,  in  Chapter 
Vm,  Section  3. 

(h)  Columns  reinforced  with  not  less  than  1%  and  not  more  than 
4%  of  longitudinal  bars  and  with  circular  hoops  or  spirals 
not  less  than  1%  of  the  volume  of  the  concrete  and  as  here- 
inafter specified:  a  unit  stress  55%  higher  than  given  for 
(a),  provided  the  ratio  of  unsupported  length  of  column  to 
diameter  of  the  hooped  core  is  not  more  than  10. 

The  foregoing  recommendations  are  based  on  the  following  condi- 
tions : 

It  is  recommended  that  the  minimum  size  of  columns  to  which  the 
working  stresses  may  be  applied  be  12  in.,  out  to  out. 

In  all  cases  longitudinal  reinforcement  is  assumed  to  carry  its 
proportion  of  stress  in  accordance  with  Section  3  (c)  6  of  this  chapter. 
The  hoops  or  bands  are  not  to  be  counted  on  directly  as  adding  to  the 
strength  of  the  column. 

Longitudinal  reinforcement  bars  should  be  maintained  straight, 
and  shall  have  sufficient  lateral  support  to  be  securely  held  in  place 
until  the  concrete  has  set. 

Where  hooping  is  used,  the  total  amount  of  such  reinforcement 
shall  be  not  less  than  1%  of  the  volume  of  the  column,  enclosed.  The 
clear  spacing  of  such  hooping  shall  be  not  greater  than  one-sixth  the 
diameter  of  the  enclosed  column,  and  preferably  not  greater  than  one- 
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tenth,  and  in  no  case  more  than  2^  in.  Ilooping  is  to  be  circular  and 
the  ends  of  bands  nuist  be  united  in  such  a  way  as  to  develop  their 
full  strength.  Adequate  means  must  be  provided  to  hold  bands  or 
hoops  in  i)lace  so  as  to  form  a  colunm,  the  core  of  which  shall  be 
straight  and  well  centered.  The  strength  of  hooped  columns  depends 
very  much  upon  the  ratio  of  length  to  diameter  of  hooped  core,  and 
the  strength  due  to  hooping  decreases  rapidly  as  this  ratio  increases 
beyond  five.  The  working  stresses  recommended  are  for  hooped 
colunms  with  a  length  of  not  more  than  ten  diameters  of  the  hooped 
core.  The  Committee  has  no  recommendation  to  make  for  a  formula 
for  working  stresses  for  columns  longer  than  ton  diameters. 

Bending  stresses  due  to  eccentric  loads,  such  as  unequal  spans  of 
beams,  and  to  lateral  forces,  must  be  provided  for  by  increasing  the 
section  until  the  maximum  stress  does  not  exceed  the  values  above 
specified.  Where  tension  is  possible  in  the  longitudinal  bars  of  the 
cohunn,  adequate  connection  between  the  ends  of  the  bars  must  be 
provided  to  take  this  tension. 

10.     REINFORCING  FOR  SHRINKAGE  AND  TEMPERATURE  STRESSES. 

When  areas  of  concrete  too  large  to  expand  and  contract  freely  as 
a  whole  are  exposed  to  atmospheric  conditions,  the  changes  of  form 
due  to  shrinkage  and  to  action  of  temperature  are  such  that  cracks 
may  occur  in  the  mass  unless  precautions  are  taken  to  distribute  the 
stresses  so  as  to  prevent  the  cracks  altogether  or  to  render  them  very 
small.  The  distance  apart  of  the  cracks,  and  consequently  their  size, 
will  be  directly  proportional  to  the  diameter  of  the  reinforcement  and 
to  the  tensile  strength  of  the  concrete,  and  inversely  proportional  to 
the  percentage  of  reinforcement  and  also  to  its  bond  resistance  per  unit 
of  surface  area.  To  be  most  effective,  therefore,  reinforcement  (in 
amount  generally  not  less  than  one-third  of  1%  of  the  gross  area)  of  a 
form  which  will  develop  a  high  bond  resistance  should  be  placed  near 
the  exposed  surface  and  be  well  distributed.  Where  openings  occur 
the  area  of  cross-section  of  the  reinforcement  should  not  be  reduced. 
The  allowable  size  and  spacing  of  cracks  depends  on  various  consider- 
ations, such  as  the  necessity  for  water-tightness,  the  importance  of 
appearance  of  the  siirfnce,  and  the  ntmospheric  changes. 

The  tendency  of  concrete  to  shrink  makes  it  necessary,  except  where 
expansion  is  provided  for,  to  thoroughly  connect  the  component  parts 
of  the  frame  of  articulated  structures,  such  as  floor  and  wall  members 
in  buildings,  by  the  use  of  suitable  reinforcing  material.  The  amount 
of  reinforcement  for  such  connection  should  bear  some  relation  to  the 
size  of  the  members  connected,  larger  and  heavier  members  requiring 
stronger  connections.  The  reinforcing  bars  should  be  extended  beyond 
the  critical  section  far  enougli,  or  should  be  sufficiently  anchored  to 
develop- their  full  tensile  strength. 
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11.      FLAT    SLAB. 

The  continuous  flat  slab  reinforced  in  two  or  more  directions  and 
built  monolithically  with  the  supporting  columns  (without  beams  or 
girders)  is  a  type  of  construction  which  is  now  extensively  used  and 
which"  has  recognized  advantages  for  certain  types  of  structures  as, 
for  example,  warehoiises  in  which  large,  open  floor  space  is  desired. 
In  its  construction,  there  is  excellent  opportunity  for  inspecting  the 
position  of  the  reinforcement.  The  conditions  attending  depositing 
and  placing  of  concrete  are  favorable  to  securing  uniformity  and 
soundness  in  the  concrete.  The  recommendations  in  the  following 
paragraphs  relate  to  flat  slabs  extending  over  several  rows  of  panels 
in  each  direction.     Xecessarily  the  treatment  is  more  or  less  empirical. 

The  coefficients  and  moments  given  relate  to  tmiformly  distributed 
loads. 

(a)  Column  Capital. — It  is  usual  in  flat  slab  construction  to 
enlarge  the  supporting  columns  at  their  top,  thus  forming  column 
capitals.  The  size  and  shape  of  the  column  capital  affect  the  strength 
of  the  structure  in  several  waj's.  The  moment  of  the  external  forces 
which  the  slab  is  called  upon  to  resist  is  dependent  upon  the  size  of 
the  capital;  the  section  of  the  slab  immediately  above  the  upper 
periphery  of  the  capital  carries  the  highest  amount  of  punching  shear; 
and  the  bending  moment  developed  in  the  column  by  an  eccentric  or 
xmbalanced  loading  of  the  slab  is  greatest  at  the  under  surface  of  the 
slab.  Generally,  the  horizontal  section  of  the  column  capital  should 
be  round  or  square  with  rounded  corners.  In  oblong  panels  the  sec- 
tion may  be  oval  or  oblong,  with  dimensions  proportional  to  the  panel 
dimensions.  For  computation  purposes,  the  diameter  of  the  column 
capital  will  be  considered  to  be  measured  where  its  vertical  thickness 
is  at  least  1i  in.,  provided  the  slope  of  the  capital  below  this  point 
nowhere  makes  an  angle  with  the  vertical  of  more  than  45  degrees. 
In  case  a  cap  is  placed  above  the  column  capital,  the  part  of  this  cap 
within  a  cone  made  by  extending  the  lines  of  the  column  capital 
upward  at  the  slope  of  45°  to  the  bottom  of  the  slab  or  dropped  panel 
may  be  considered  as  part  of  the  column  capital  in  determining  the 
diameter  for  design  purposes.  Without  attempting  to  limit  the  size 
of  the  column  capital  for  special  cases,  it  is  recommended  that  the 
diameter  of  the  column  capital  (or  its  dimension  parallel  to  the  edge  of 
the  panel)  generally  be  made  not  less  than  one-fifth  of  the  dimension 
of  the  panel  from  center  to  center  of  adjacent  columns.  A  diameter 
equal  to  0.225  of  the  panel  length  has  been  used  quite  widely  and 
acceptably.  For  heavy  loads  or  large  panels,  especial  attention  should 
be  given  to  designing  and  reinforcing  the  column  capital  with  respect 
to  compressive  stresses  and  bending  moments.  In  the  case  of  heavy 
loads  or  large  panels,  and  where  the  conditions  of  the  panel  loading 
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or  variations  in  panel  length  or  other  conditions  cause  high  bending 
stresses  in  the  column,  and  also  for  column  capitals  smaller  than  the 
size  herein  recommended,  especial  attention  should  be  given  to  design- 
ing and  reinforcing  the  column  capital  with  respect  to  compression 
and  to  rigidity  of  connection  to  floor-slab. 

(&)  Dropped  Panel, — In  one  type  of  construction  the  slab  is  thick- 
ened throughout  an  area  surrounding  the  column  capital.  The  square 
or  oblong  of  thickened  slab  thus  formed  is  called  a  dropped  panel  or  a 
drop.  The  thickness  and  the  width  of  the  dropped  panel  may  be 
governed  by  the  amount  of  resisting  moment  to  be  provided  (the 
compressive  stress  in  the  concrete  being  dependent  upon  both  thick- 
ness and  width),  or  its  thickness  may  be  governed  by  the  resistance 
to  shear  required  at  the  edge  of  the  column  capital  and  its  width  by 
the  allowable  compressive  stresses  and  shearing  stresses  in  the  thinner 
portion  of  the  slab  adjacent  to  the  dropped  panel.  Generally,  however, 
it  is  recommended  that  the  "width  of  the  dropped  panel  be  at  least 
four-tenths  of  the  corresponding  side  of  the  panel  as  measured  from 
center  to  center  of  columns,  and  that  the  offset  in  thickness  be  not 
more  than  five-tenths  of  the  thickness  of  the  slab  outside  the  dropped 
panel. 

(c)  Slab  Thickness. — In  the  design  of  a  slab,  the  resistance  to 
bending  and  to  shearing  forces  will  largely  govern  the  thickness,  and, 
in  the  case  of  large  panels  with  light  loads,  resistance  to  deflection 
may  be  a  controlling  factor.  The  following  formulas  for  minimum 
thicknesses  are  recommended  as  general  rules  of  design  when  the 
diameter  of  the  column  capital  is  not  less  than  one-fifth  of  the  dimen- 
sion of  the  panel  from  center  to  center  of  adjacent  columns,  the  larger 
dimension  being  used  in  the  case  of  oblong  panels.     For  notation,  let 

t  =  total  thickness  of  slab,  in  inches ; 
L  =  panel  length,  in  feet ; 
w  ^=  sum  of  live  load  and  dead  load,  in  pounds  per  square  foot. 

Then,  for  a  slab  without  dropped  panels, 

niininuim  t  =  0.024  L   s/ w  +  H  ; 
for  a  slab  with  dropped  panels, 

minimum  t  =  0.02  L  V  w  +  1  ; 
for  a  dropped  panel  whose  width  is  four-tenths  of  the  panel  length, 
minimum  t  =  0.0.3  L  \f  w  +  U- 

In  no  case  should  the  slab  thickness  be  made  loss  than  6  in.,  nor 
should  the  thickness  of  a  floor-slab  be  made  less  than  one-thirty- 
second  of  the  panel  length,  nor  the  thickness  of  a  roof  slab  less  than 
one-fortieth  of  the  panel  length. 
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(d)  Bending  and  Bcsisiing  Moments  in  Slabs. — If  a  vertical  sec- 
tion of  a  slab  be  taken  across  a  jianel  along  a  line  midway  between 
columns,  and  if  another  section  be  taken  along  an  edge  of  the  panel 
parallel  to  the  first  section,  but  skirting  the  part  of  the  periphery  of 
the  column  capitals  at  the  two  corners  of  the  panels,  the  moment  of 
the  couple  formed  by  the  external  load  on  the  half  panel,  exclusive  of 
that  over  the  column  capital  (sum  of  dead  and  live  loads)  and  the 
resultant  of  the  external  shear  or  reaction  at  the  support  at  the  two 
column  capitals  (see  Fig.  1),  may  be  found  by  ordinary  static  analysis. 
It  will  be  noted  that  the  edges  of  the  area  here  considered  are  along 
lines  of  zero  shear,  except  around  the  column  capitals.  This  moment 
of  the  external  forces  acting  on  the  half  panel  will  be  resisted  by  the 
numerical  sum  of  (a)  the  moment  of  the  internal  stresses  at  the  section 
of  the   panel  midway  between   columns    (positive   resisting   moment) 

""1 

Position  of  resultant  ! 
of  shear  on  quarter  | 
peripheries  of  two  I 
column  capitals.         I 

I 


Center  of  gravity  of 
load  on  half  panel. 


Fig.  1. 

and  (h)  the  moment  of  the  internal  stresses  at  the  section  referred  to 
at  the  end  of  the  panel  (negative  resisting  moment).  In  the  curved 
portion  of  the  end  section  (that  skirting  the  column),  the  stresses 
considered  are  the  components  which  act  parallel  to  the  normal  stresses 
on  the  straight  portion  of  the  section.  Analysis  shows  that,  for  a 
uniformly  distributed  load,  and  round  columns,  and  square  panels,  the 
numerical  sum  of  the  positive  moment  and  the  negative  moment  at 
the  two  sections  named  is  given  quite  closely  by  the  equation 


M^=  —  wl    (l c  )   . 

8       \      3  y 


In  this  formula  and  in  those  which  follow  relating  to  oblong  panels, 
w  =  Sum  of  the  live  and  dead  loads  per  unit  of  area ; 
I  =  Side  of  a  square  panel  measured  from  center  to  center 

of  columns; 
l^  =  One  side  of  the  oblong  panel  measured  from  center 

to  center  of  columns; 
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Zg  =  Other   side   of   oblong   panel   measured   in   the   same 

way ; 
c  =  Diameter  of  the  column  capital ; 
Mj;  =  Numerical    sum    of    positive    moment    and    negative 

moment  in  one  direction; 
My  =  l^umerical    smn    of    positive    moment    and    negative 
moment  in   the  other  direction. 

(See  paper  and  closure,  "Statical  Limitations  upon  the  Steel  Requirement  in 
Reinforced  Concrete  Flat  Slab  Floors",  by  John  R.  IsMchols,  Jun.  Am.  Soc.  C.  E., 
Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII.) 

For  oblong  panels,  the  equation  for  the  numerical  sum  of  the  posi- 
tive moment  and  the  negative  moment  at  the  two  sections  named 
becomes 


1  /  2    \ 

8       ^   V  '         3     / 
1      ,     /  2     \  ' 


where  Mj.  is  the  numerical  sum  of  the  positive  moment  and  the  nega- 
tive moment  for  the  sections  parallel  to  the  dimension,  l.^,  and  My 
is  the  numerical  sum  of  the  positive  moment  and  the  negative  moment 
for  the  sections  parallel  to  the  dimension,  l^. 

What  proportion  of  the  total  resistance  exists  as  positive  moment 
and  what  as  negative  moment  is  not  readily  determined.  The  amount 
of  the  positive  moment  and  that  of  the  negative  moment  may  be 
expected  to  vary  somewhat  with  the  design  of  the  slab.  It  seems 
proper,  however,  to  make  the  division  of  total  resisting  moment  in 
the  ratio  of  three-eighths  for  the  positive  moment  to  five-eighths  for 
the  negative  moment. 

With  reference  to  variations  in  stress  along  the  sections,  it  is  evi- 
dent from  conditions  of  flexure  that  the  resisting  moment  is  not  dis- 
tributed uniformly  along  either  the  section  of  positive  moment  or 
that  of  negative  moment.  As  the  law  of  the  distribution  is  not  known 
definitely,  it  will  be  necessary  to  make  an  empirical  apportionment 
along  the  sections;  and  it  will  be  considered  sufficiently  accurate 
generally  to  divide  the  sections  into  two  parts  and  to  use  an  average 
value  over  each  part  of  the  panel  section. 

The  relatively  large  breadth  of  structure  in  a  fiat  slab  makes  the 
efi^ect  of  local  variations  in  the  concrete  less  than  would  be  the  case  for 
narrow  members  like  beams.  The  tensile  resistance  of  the  concrete 
is  less  affected  by  cracks.  Measurements  of  deformations  in  buildings 
under  heavy  load  indicate  the  presence  of  considerable  tensile  resistance 
in  the  concrete,  and  the  presence  of  this  tensile  resistance  acts  to  decrease 
the  intensity  of  the  compressive  stresses.  It  is  believed  that  the  use 
of  moment  coefficients  somewhat  less  than  those  given  in  a  preceding 
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paragraph  as  derived  by  analysis  is  warranted,  the  calculations  of 
resisting  moment  and  stresses  in  concrete  and  reinforcement  being 
made  according  to  the  assumptions  specified  in  this  report  and  no 
change  being  made  in  the  values  of  the  working  stresses  ordinarily 
used.  Accordinglj',  the  values  of  the  moments  which  are  recommended 
for  use  are  somewhat  less  than  those  derived  by  analysis.  The  values 
given  may  be  used  when  the  column  capitals  are  round,  oval,  square, 
or  oblong. 

(e)  Names  for  Moment  Sectioi^s. — For  convenience,  that  portion 
of  the  section  across  a  panel  along  a  line  midway  between  columns 
which  lies  within  the  middle  two  quarters  of  the  width  of  the  panel 
{HI,  Fig.  2)  will  be  called  the  inner  section,  and  that  portion  in  the 
two  outer  quarters  of  the  width  of  the  panel  (GH  and  IJ,  Fig.  2)  will 
be  called  the  outer  sections.  Of  the  section  which  follows  a  panel 
edge  from  column  capital  to  column  capital  and  which  includes  the 
quarter  peripheries  of  the  edges  of  two  column  capitals,  that  portion 
within  the  middle  two  quarters  of  the  panel  width  (CD,  Fig.  2)  will 
be  called  the  mid-section,  and  the  two  remaining  portions  (ABC  and 
DEF,  Fig.  2),  each  having  a  projected  width  equal  to  one-fourth  of 
the  panel  width,  will  be  called  the  column-head  sections. 

(/)  Positive  Moment.- — For  a  square  interior  panel,  it  is  recom- 
mended that  the  positive  moment  for  a  section  in  the  middle  of  a 

1  /  2     \  2 

panel  extendiug  across  its  width    be    taken    as     z-  w-'Z    (I c  )    . 

25  \  3      / 

Of  this  moment,  at  least  25%  should  be  provided  for  in  the  inner  sec- 
tion; in  the  two  outer  sections  of  the  panel  at  least  55%  of  the  specified 
moment  should  be  provided  for  in  slabs  not  having  dropped  panels, 
and  at  least  60%  in  slabs  having  dropped  panels,  except  that  in  cal- 
culations to  determine  necessary  thickness  of  slab  away  from  the 
dropped  panel  at  least  70%  of  the  positive  moment  should  be  considered 
as  acting  in  the  two  outer  sections. 

(g)  Negative  Moment. — For  a  square  interior  panel,  it  is  recom- 
mended that  the  negative  moment  for  a  section  which  follows  a  panel 
edge  from  column  capital  to  column  capital  and  which  includes  the 
quarter  peripheries  of  the  edges  of  "the  two  column  capitals  (the  sec- 
tion altogether  forming  the  projected  width  of  the  panel)  be  taken  as 

1  /  2     \  2 

--*/•?  (I  —  —  c  )  .  Of  this  negative  moment,  at  least  20%  should  be 
lo         \  8     / 

provided  for  in  the  mid-section  and  at  least  65%  in  the  two  column- 
head  sections  of  the  panel,  except  that  in  slabs  having  dropped  panels  at 
least  80%  of  the  specified  negative  moment  should  be  provided  for  in 
the  two  column-head  sections  of  the  panel. 

(h)  Moments  for  Ollong  Panels. — When  the  length  of  a  panel  does 
not  exceed  the  breadth  by  more  than  5%,  computation  may  be  made 


25 
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on  the  basis  of  a  square  panel  with  sides  equal  to  the  mean  of  the 
length  and  the  breadth. 

When  the  long  side  of  an  interior  oblong  panel  exceeds  the  short 
side  by  more  than  one-twentieth  and  by  not  more  than  one-third  of 
the  short  side,  it  is  recommended  that  the  positive  moment  be  taken  as 

1  /  2     \  '-^ 

—  wl.^   Ill  —  ~o~  ^ )     ^^^   ^   section   parallel   to   the    dimeusiou,    Zj,   and 

1  /  2     \  ' 

r^  wl^    11, T  ^  )     on  a  section  parallel  to  the  dimension,  l^  ;   and  tliat 

1  /  2     \  '^ 

the  nej^ative  moment  be  taken  as  —  ftsL    (  I,  —  —  c  )     on  a  section  at 

15      2    V  '         3     / 

the    edge    of     tlie     panel    corresponding    to    the     dimension,    l^,    and 

1  /  2     \  2 

—  wZj    ll^  —  V  ^  )     at  a  section  in  the  other  direction.     The  limitations 

of  the  apportionment  of  moment  between  inner  section  and  outer 
section  and  between  mid-section  and  column-head  sections  may  be  the 
same  as  for  square  panels. 

(t)  Wall  Panels. — The  coefficient  of  negative  moment  at  the  first 
row  of  columns  away  from  the  wall  should  be  increased  20%  over  that 
required  for  interior  panels,  and  likewise  the  coefficient  of  positive 
moment  at  the  section  half  way  to  the  wall  should  be  increased  by 
20  per  cent.  If  girders  are  not  provided  along  the  wall,  or  the  slab 
does  not  project  as  a  cantilever  beyond  the  column  line,  the  reinforce- 
ment parallel  to  the  wall  for  the  negative  moment  in  the  column-head 
section  and  for  the  positive  moment  in  the  outer  .  section  should  be 
increased  by  20  per  cent.  If  the  wall  is  carried  by  the  slab,  this  con- 
centrated load  should  be  provided  for  in  the  design  of  the  slab.  The 
coefficient  of  negative  moments  at  the  wall  to  take  bending  in  the 
direction  perpendicular  to  the  wall  line  may  be  determined  by  the 
conditions  of  restraint  and  fixedness  as  found  from  the  relative  stiff- 
ness of  columns  and  slab,  but  in  no  case  should  it  be  taken  as  less  than 
one-half  of  that  for  interior  panels. 

(;)  Ecinforccment. — In  the  calculation  of  moments,  all  the  rein- 
forcing bars  which  cross  the  section  under  consideration  and  which 
fulfill  the  requirements  given  under  Paragraph  (I)  of  this  chapter  may 
be  used.  For  a  column-head  section,  reinforcing  bars  parallel  to  the 
straight  portion  of  the  section  do  not  contribute  to  the  negative  resist- 
ing moment  for  the  column-head  section  in  question.  In  the  case  of 
four-way  reinforcement,  the  sectional  area  of  the  diagonal  bars  mul- 
tiplied by  the  sine  of  the  angle  between  the  diagonal  of  the  panel  and 
the  straight  portion  of  the  section  under  consideration  may  be  taken 
to  act  as  reinforcement  in  a  rectangular  direction. 

(/c)  Point  of  Inflection. — For  the  purpose  of  making  calculations 
of  moments  at  sections  away  from  the  .sections  of  iK^gativc  moment 
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aud  positive  moment  already  specified,  the  point  of  inflection  on  any 
line  parallel  to  a  panel  edge  may  be  taken  as  one-fiftli  of  the  clear 
distance  on  that  line  between  the  two  sections  of  negative  moment 
at  the  opposite  ends  of  the  panel  indicated  in  Paragraph  (e)  of  this 
chapter.  For  slabs  having  dropped  panels,  the  coefficient  of  one-fourth 
should  be  used  instead  of  one-fifth. 

(0  Arrangement  of  Reinforcement. — The  design  should  include 
adequate  provision  for  securing  the  reinforcement  in  place,  so  as  to 
take,  not  only  the  maximum  moments,  but  the  moments  at  inter- 
mediate sections.  ^All  bars  in  rectangular  bands  or  diagonal  bands 
should  extend  on  each  side  of  a  section  of  maximum  moment,  either 
positive  or  negative,  to  jioints  at  least  twenty  diameters  beyond  the 
point  of  inflection,  as  defined  herein,  or  be  hooked  or  anchored  at 
the  point  of  inflection.  In  addition  to  this  provision,  bars  in  diagonal 
bands  used  as  reinforcement  for  negative  moment  should  extend  on 
each  side  of  a  line  drawn  through  the  column  center  at  right  angles 
to  the  direction  of  the  band  at  least  a  distance  equal  to  thirty-five  one- 
hundredths  of  the  panel  length,  and  bars  in  diagonal  bands  used  as 
reinforcement  for  positive  moment  should  extend  on  each  side  of  a 
diagonal  through  the  center  of  the  panel  at  least  a  distance  equal  to 
thirty -five  one-hundredths  of  the  panel  length ;  and  no  splice  by  lapping 
should  be  permitted  at  or  near  regions  of  maximum  stress,  except 
as  just  described.  Continuity  of  reinforcing  bars  is  considered  to 
have  advantages,  and  it  is  recommended  that  not  more  than  one- 
third  of  the  reinforcing  bars  in  any  direction  be  made  of  a  length 
less  than  the  distance  center  to  center  of  columns  in  that  direction. 
Continuous  bars  should  not  all  be  bent  up  at  the  same  point  of 
their  length,  but  the  zone  in  which  this  bending  occurs  should  extend 
on  each  side  of  the  assmned  point  of  inflection,  and  should  cover  a 
width  of  at  least  one-fifteenth  of  the  panel  length.  Mere  draping  of 
the  bars  should  not  be  permitted.  In  four-way  reinforcement,  the 
position  of  the  bars  in  both  diagonal  and  rectangular  directions  may 
be  considered  in  determining  whether  the  width  of  zone  of  bending 
is  sufficient. 

(m)  Reinforcement  at  Construction  Joints. — ^It  is  recommended 
that  at  construction  joints  extra  reinforcing  bars  equal  in  section 
to  20%  of  the  amount  necessary  to  meet  the  requirements  for  moments 
at  the  section  where  the  joint  is  made  be  added  to  the  reinforcement, 
these  bars  to  extend  not  less  than  fifty  diameters  beyond  the  joint 
on  each  side. 

(n)  Tensile  and  Compressive  Stresses. — The  usual  method  of  calcu- 
lating the  tensile  and  compressive  stresses  in  the  concrete  and  in 
the  reinforcement,  based  on  the  assumptions  for  internal  stresses 
given  in  this  chapter,  should  be  followed.  In  the  case  of  the  dropped 
panel,  the  section  of  the  slab  and  dropped  panel  may  be  considered 
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to  act  integrally  for  a  width  equal  to  the  width  of  the  column-head 
section. 

(o)  Provision  for  Diagonal  Tension  and  Shear. — In  calculations 
for  the  shearing  stress  which  is  to  be  used  as  the  means  of  measur- 
ing the  resistance  to  diagonal  tension  stress,  it  is  recommended  that 
the  total  vertical  shear  on  two  column-head  sections  constituting  a 
width  equal  to  one-half  the  lateral  dimension  of  the  panel,  for  use 
in  the  formula  for  determining  critical  shearing  stresses,  be  con- 
sidered to  be  one-fourth  of  the  total  dead  and  live  loads  on  a  panel 
for  a  slab  of  uniform  thickness,  and  to  be  three-tenths  of  the  sum 
of  the  dead  and  live  loads  on  a  panel  for  a  slab  with  dropped  panels. 
The  formula  for  shearing  unit  stress  given  in  the  Appendix  to  this 

0.2.5  W 

report  may  then  be  written  v  =  — -—. for  slabs  of  uniform  thickness, 

bj  d  ' 

0. 30  TF 

and  V  =  — for    slabs  with  dropped  i)anels,  where  W  is  the  sum 

oj  d 

of  the  dead  and  live  loads  on  a  panel,  h  is  half  the  lateral  dimension 

of  the  panel  measured  from  center  to  center  of  columns,   and  jd  is 

the  lever  arm  of  the  resisting  couple  at  the  section. 

The  calculation  of  what  is  commonly  called  punching  shear  may 
be  made  on  the  assumption  of  a  uniform  distribution  over  the  section 
of  the  slab  around  the  periphery  of  the  column  capital  and  also 
of  a  uniform  distribution  over  the  section  of  the  slab  around  the 
periphery  of  the  dropped  panel,  using  in  each  case  an  amount  of 
vertical  shear  greater  by  25%  than  the  total  vertical  shear  on  the 
section  under  consideration. 

The  values  of  working  stresses  should  be  those  recommended  for 
diagonal  tension  and  shear  in  Chapter  VTTI,  Section  5. 

(p)  Walls  and  Openings. — Girders  or  beams  should  be  constructed 
to  carry  walls  and  other  concentrated  loads  which  are  in  excess  of  the 
working  capacity  of  the  slab.  Beams  should  also  be  provided  in 
case  openings  in  the  floor  reduce  the  working  strength  of  the  slab 
below  the  required  carrying  capacity. 

(q)  Unusual  Panels. — The  coefficients,  apportionments,  and  thick- 
nesses recommended  are  for  slabs  wliich  have  several  rows  of  panels 
in  each  direction,  and  in  which  the  size  of  the  panels  is  approximately 
the  same.  Tor  structures  having  a  width  of  one,  two,  or  throe  panels, 
and  also  for  slnbs  having  panels  of  markedly  different  sizes,  an  analysis 
should  be  made  of  the  moments  developed  in  both  slab  and  columns, 
and  the  values  given  herein  modified  accordingly.  Slabs  with  paneled 
ceiling  or  with  depressed  paneling  in  the  floor  are  to  be  considered 
as   coming   under   the   recommendntions   herein    given. 

(r)  Bending  Moments  in  Columns. — Provision  should  be  made 
in  both  wall  columns  and  intorinr  columns  for  the  bending  moment 
which  will  be  developed  by  unequnlly  loaded  panels,  eccentric  londing. 
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or  uneven  spacing  of  columns.  The  amount  of  moment  to  be  taken 
by  a  column  -will  depend  upon  the  relative  stiffness  of  columns  and 
slab,  and  computations  may  be  made  by  rational  methods,  such  as 
the  principle  of  least  work,  or  of  slope  and  deflection.  Generally, 
the  larger  part  of  the  unequalized  negative  moment  will  be  trans- 
mitted to  the  columns,  and  the  column  should  be  designed  to  resist 
this  bending  moment.  Especial  attention  should  be  given  to  wall 
columns  and  corner  columns. 

CHAPTER  YIII. 

Working  Stresses. 

1.    general  assumptions. 

The  following  working  stresses  are  recommended  for  static  loads. 
Proper  allowances  for  vibration  and  impact  are  to  be  added  to  live 
loads  where  necessary  to  produce  an  equivalent  static  load  before 
applying  the  unit  stresses  in  proportioning  parts. 

In  selecting  the  permissible  working  stress  on  concrete,  the  designer 
should  be  guided  by  the  working  stresses  usually  allowed  for  other 
materials  of  construction,  so  that  all  structures  of  the  same  class  com- 
posed of  different  materials  may  have  approximately  the  same  degree 
of  safety. 

The  following  recommendations  as  to  allowable  stresses  are  given 
in  the  form  of  percentages  of  the  ultimate  strength  of  the  particular 
concrete  which  is  to  be  used;  this  ultimate  strength  is  that  developed 
at  an  age  of  28  days,  in  cylinders  8  in.  in  diameter  and  16  in.  long, 
of  the  consistency  described  in  Chapter  IV,  Section  2  (d),  made 
and  stored  under  laboratory  conditions.  In  the  absence  of  definite 
knowledge  in  advance  of  construction  as  to  just  what  strength  may 
be  expected,  the  Committee  submits  the  following  values  as  those 
which  should  be  obtained  with  materials  and  workmanship  in  accord- 
ance with  the  recommendations  of  this  report. 

Although  occasional  tests  may  show  higher  results  than  those 
here  given,  the  Committee  recommends  that  these  values  should  be 
the  maximum  used  in  design. 

Table  of  Compressive  Strengths  of  Different  Mixtures  of  Concrete. 
(In  Pounds  per  Square  Inch.) 

Aggregate                                   1:3*    1:4^*  1 :  6*  1:  7^*  1:  9* 

Granite,  trap  rock 3  300     2  800  2  200  1800  1400 

Gravel,    hard   limestone    and    hard 

sandstone 3  000     2  500  2  000  1600  1300 

Soft  limestone  and  sandstone 2  200     1  800  1  500  1  200  1  000 

Cinders   800       700  600       500  400 

■  Note.— For  variations  in  the  moduli  of  elasticity  see  Chapter  VIII,  Section  8. 
*  Combined  volume  fine  and  coarse  aggregate  measured  separately. 
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2.      BEARING. 

When  compression  is  applied  to  a  surface  of  concrete  of  at  least 
twice  the  loaded  area,  a  stress  of  35%  of  the  compressive  strength 
may  be  allowed  in  the  area  actually  under  load. 

3.      AXIAL    COMPRESSION. 

For  concentric  compression  on  a  plain  concrete  pier,  the  length 
of  whieh  does  not  exceed  four  diameters,  or  on  a  column  reinforced 
with  longitudinal  bars  only,  the  length  of  which  does  not  exceed 
twelve  diameters,  22.5%  of  the  compressive  strength  may  be  allowed. 

For  other  forms  of  columns,  the  stresses  obtained  from  the  ratios 
given  in  Chapter  VII,  Section  9,  may  govern. 

4.      COMPRESSION    IN    EXTREME    FIBER. 

The  extreme  fiber  stress  of  a  beam,  calculated  on  the  assumption 
of  a  constant  modulus  of  elasticity  for  concrete  under  working  stresses 
may  be  allowed  to  reach  32.5%  of  the  compressive  strength.  Adjacent 
to  the  support  of  continuous  beams,  stresses  15%  higher  may  be 
used. 

5.      SHEAR  AND  DIAGONAL   TENSION. 

In  calculations  on  beams  in  which  the  maximum  shearing  stress 
in  a  section  is  used  as  the  means  of  measuring  the  resistance  to 
diagonal  tension  stress,  the  following  allowable  values  for  the  maximum 
vertical  shearing  stress  in  concrete,  calculated  by  the  method  given 
in  the  Appendix,  Formula  22,  are  recommended: 

(a)  For  beams  with  horizontal  bars  only  and  without  web  rein- 
forcement,  2%   of  the  compressive   strength. 

(&)  For  beams  with  web  reinforcement  consisting  of  vertical  stirrups 
looped  about  the  longitudinal  reinforcing  bars  in  the  tension  side 
of  the  beam  and  spaced  horizontally  not  more  than  one-half  the  depth 
of  the  beam;  or  for  beams  in  which  longitudinal  bars  are  bent  up 
at  an  angle  of  not  more  than  45°  or  less  than  20°  with  the  axis  of 
the  beam,  and  the  points  of  bending  are  spaced  horizontally  not 
more  than  three-quarters  of  the  depth  of  the  beam  apai't,  not  to 
exceed  4J%  of  the  compressive  strength. 

(c)  For  a  combination  of  bent  bars  and  vertical  stirrups  looped 
about  the  reinforcing  bars  in  the  tension  side  of  the  beam  and  spaced 
horizontally  not  more  than  one-half  of  the  depth  of  the  beam,  5% 
of  the  compressive  strength. 

(d)  For  beams  with  web  reinforconicnt  (either  vortical  or  inclined) 
securely  attached  to  the  longitudinal  bars  in  tlio  tension  side  of 
the  beam  in  such  a  way  as  to  prevent  slipping  of  bar  past  the 
stirrup,  and  spaced  horizontally  not  more  than  one-half  of  the  depth 
of  the  beam  in  case  of  vortical  stirrups  and  not  more  than  three- 
fourths  of  the  depth  of  the  bonm   in   the  case  of  inclined  members, 
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either  with  longitudinal  bars  bent  up  or  not,  6%  of  the  compressive 
strength. 

The  web  reinforcement  in  case  any  is  used  should  be  proportioned 
by  using  two-thirds  of  the  external  vertical  shear  in  Formulas  24  or 
25  in  Chapter  X.  The  effect  of  longitudinal  bars  bent  up  at  an 
angle  of  from  20  to  45°  with  the  axis  of  the  beam,  may  be  taken  at 
sections  of  the  beam  in  which  the  bent  up  bars  contribute  to  diagonal 
tension  resistance,  as  defined  under  Chapter  YII,  Section  8,  as  reducing 
the  shearing  stresses  to  be  otherwise  provided  for.  The  amount  of 
reduction  of  the  shearing  stress  by  means  of  bent  up  bars  will  depend 
upon  their  capacity,  but  in  no  case  should  be  taken  as  greater  than 
4i%  of  the  compressive  strength  of  the  concrete  over  the  effective 
cross-section  of  the  beam  (Formula  22).  The  limit  of  tensile  stress 
in  the  bent  up  portion  of  the  bar  calculated  by  Formula  25,  using 
in  this  formula  an  amount  of  total  shear  corresponding  to  the  reduc- 
tion in  shearing  stress  assumed  for  the  bent  up  bars,  may  be  taken 
as  specified  for  the  working  stress  of  steel,  but  in  the  calculations 
the  stress  in  the  bar  due  to  its  part  as  longitudinal  reinforcement 
of  the  beam  should  be  considered.  The  stresses  in  stirrups  and  inclined 
members  when  combined  with  bent  up  bars  are  to  be  determined  by 
finding  the  amount  of  the  total  shear  which  may  be  allowed  by  reason 
of  the  bent  up  bars,  and  subtracting  this  shear  from  the  total  external 
vertical  shear.  Two-thirds  of  the  remainder  will  be  the  shear  to 
be  carried  by  the  stirrups,  using  Formulas  24  or  25  in  the  Appendix. 

WTiere  punching  shear  occurs,  provided  the  diagonal  tension  require- 
ments are  met,  a  shearing  stress  of  6%  of  the  compressive  strength 
may  be  allowed. 

6.      BOND. 

The  bond  stress  between  concrete  and  plain  reinforcing  bars  may 
be  assumed  at  4%  of  the  compressive  strength,  or  2%  in  the  case 
of  drawn  wire.  In  the  best  types  of  deformed  bar,  the  bond  stress 
may  be  increased,  but  not  to  exceed  5%  of  the  compressive  strength 
of  the  concrete. 

7.      REINFORCEMENT. 

The  tensile  or  compressive  stress  in  steel  should  not  exceed  16  000 
lb.  per  sq.  in. 

In  structural  steel  members,  the  working  stresses  adopted  by  the 
American  Railway  Engineering  Association  are  recommended. 

8.     MODULUS  OP  ELASTICITY. 

The  value  of  the  modulus  of  elasticity  of  concrete  has  a  wide 
range,  depending  on  the  materials  used,  the  age,  the  range  of  stresses 
between  which  it  is  considered,  as  well  as  other  conditions.  It  is 
recommended  that,  in   computations   for  the  position  of  the  neutral 
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axis,  and  for  the  resisting  moment  of  beams,  and  for  compression  of 
concrete  in  columns,  it  be  assumed  as: 

(a)  One-fortieth  that  of  steel,  when  the  strength  of  the  concrete 

is  taken  as  not  more  than  800  lb.  per  sq.  in. 
(h)  One-fifteenth  that  of  steel,  when  the  strength  of  the  concrete 
is  taken  as  greater  than  800  lb.  per  sq.   in.   and  less  than 
2  200  lb.  per  sq.  in. 

(c)  One-twelfth  that  of  steel,   when   the  strength  of  the  concrete 

is  taken  as  greater  than  2  200  lb.  per  sq.  in.  and  less  than 
2  900  lb.  per  sq.  in.,  and 

(d)  One-tenth  that  of  steel,  when  the  strength  of  the  concrete  is 

taken  as  greater  than  2  900  lb.  per  sq.  in. 

Although  not  rigorously  accurate,  these  assumptions  will  give  safe 
results.  For  the  deflection  of  beams  which  are  free  to  move  longi- 
tudinally at  the  supports,  in  using  formulas  for  deflection  which  do  not 
take  into  account  the  tensile  strength  developed  in  the  concrete,  a 
modulus  of  one-eighth  of  that  of  steel  is  recommended. 

CHAPTER  IX. 

Conclusion. 

In  the  preparation  of  this  Final  Keport,  21  members  have  taken  a 
more  or  less  active  part;  all  members  have  agreed  to  it  in  its  present 
form. 

The  Joint  Committee  acknowledges  its  indebtedness  to  its  sub- 
committee on  design.  Professors  Talbot,  Hatt,  and  Turneaure,  for 
their  invaluable  and  devoted  service. 

The  Joint  Committee  believes  that  there  is  a  great  advantage  in 
the  co-operation  of  the  representatives  of  different  technical  societies, 
and  trusts  that  a  similar  combination  of  efl^ort  may  be  possible,  some 
time  in  the  future,  to  review  the  work  done  by  the  present  Commit- 
tee, and  to  embody  the  additional  knowledge  which  will  certainly  be 
obtained  from  further  experimentation  and  practical  experience  with 
this  important  material  of  construction. 
Respectfully  submitted, 

Joseph  R.  Worcester,  Arthur  N.  Talbot, 

Chairman.     William  B.  Fuller, 

Emil  Swensson,  Edward  E.  Hughes, 

Vice-Chairman.     Albert  L.  Johnson, 

Richard  L.  Humphrey,  Gaetano  Lanza, 

Secretary.     Leon  S.  Moisseiff, 
John  E.  Greiner,  Henry  H.  Quimby, 

William  K.  Hatt,  Sanford  E.  Thompson, 

Olaf  Hoff,  Frederick   E.  Turneaure, 

Robert  W.  Lesley,  Samuel  Tobias  Wagner, 
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George  S.  AVebster,  Robert  E.  Guiffith, 

H.  A..  Cassil,  Spencer  B.  Newberry, 

Frederick  E.  Schall,  Edward  Godfrey,* 

Frederick  P.  Sisson,  Egbert  J.  Moore, 

Joseph  J.  Yates,  Leonard  C.  Wason. 
XoRMAN  D.  Eraser, 

*  Mr.  Godfrey  dissents  from  the  portion  of  the  Report  relating  to  stirrups  and 
their  treatment.  He  would  give  stirrups  and  short  shear  members  no  recognition,  for 
the  reason  that  he  holds  that  thej'  have  not  shown  themselves  to  have  any  definite 
value  in  tests,  and  that  analysis  fails  to  show  that  any  definite  value  can  be  ascribed 
to  them  ;  he  also  believes  that  dependence  on  stirrups  to  take  end  shear  has  resulted 
In  much  unsafe  construction  and  some  failures.  He  would  take  care  of  diagonal  ten- 
sion by  bending  up  some  of  the  main  reinforcing  rods  and  anchoring  them  for  their  full 
tensile  strength  beyond  the  edge  of  support.  He  recommends  that  bends  be  made  close 
to  the  supports  for  the  upper  bends  and  at  quarter  points  for  the  lower  bends  in  beams 
carrying  uniform  load.  For  girders  carrying  beams  bends  should  be  made  under  the 
beams.  For  anchorage  he  recommends  that  the  rod  should  extend  40  to  50  diameters 
beyond  the  point  where  it  intersects  a  line  drawn,  at  45°  with  the  horizontal,  from  the 
bottom  of  the  beam  at  the  face  of  the  support. 

He  recommends  that  the  stress  in  beut-up  rods  be  assumed  to  be  that  obtained  by 
multiplying  the  excess  of  shear  over  that  taken  by  the  concrete  (at  40  or  50  lb.  per 
sq.  in.)  by  the  secant  of  the  inclination  of  the  rod  with  the  vertical. 

Mr.  Godfrey  also  dissents  from  all  parts  of  the  Report  relating  to  rodded  columns, 
or  columns  having  longitudinal  rods  without  close-spaced  hooping,  for  the  reason  that 
he  holds  that  such  reinforcement  has  not  shown  itself  to  have  any  definite  value  in 
tests  on  columns,  and  that  analysis  fails  to  show  that  any  definite  value  can  be  ascribed 
to  it,  when  such  analysis  takes  into  account  the  necessity  for  toughness  in  all  columns  ; 
he  also  believes  that  dependence  on  such  reinforcement  has  led  to  much  unsafe  con- 
struction and  many  failures.  He  would  recognize  as  reinforced  concrete  columns  only 
such  columns  as  have  in  addition  to  the  longitudinal  rods  a  complete  system  of  close- 
spaced  hooping.  He  objects  to  the  reading  of  Chapter  VII,  Section  9,  Paragraph  (b) 
as  being  capable  of  interpretation  that  hooped  columns  are  given  an  advantage  in  the 
matter  of  unit  stresses  only  below  ten  diameters  in  height.  He  recommends  the 
standardization  of  hooped  columns,  and  suggests  that  columns  be  reinforced  by  a  coil 
or  hoops  of  round  steel  having  a  diameter  one-fortieth  of  that  of  the  external  diameter 
of  the  column  and  eight  upright  rods  wired  to  the  same,  the  pitch  of  the  coil  being 
one-eighth  of  the  column  diameter.  He  would  consider  available  for  resisting  com- 
pressive stress,  the  entire  area  of  the  concrete  of  a  circular  column  or  of  an  octagonal 
column,  but  no  part  of  the  longitudinal  rods  or  hooping.  In  a  square  column  only  83% 
of  the  area  of  concrete  would  be  considered  available.  The  compression  he  would 
recommend  on  columns  (for  2  000-lb.  concrete)  would  be: 

F=670  —  12  -T- 
a 

where  P  =  allowable  compression,  in  pounds  per  square  inch  ; 

I  =  length  of  column,  in  inches  ; 

d  =  diameter  of  column,  in  inches. 
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CHAPTER  X. 

Appendix. 

suggested  formulas  for 
reinforced  concrete  construction. 

These  formulas  are  based  on  the  assumptions  and  principles  given 
in  the  chapter  on  design. 

1.     Standard  Notation. 

(a)  Rectangular  Beams. 

The  following  notation  is  recommended: 

/,5    =  tensile  unit  stress  in  steel ; 
fc   =  compressive  unit  stress  in  concrete; 
Eg  =  modulus  of  elasticity  of  steel; 
Ef.  =  modulus  of  elasticity  of  concrete; 

M  =  moment  of  resistance,  or  bending  moment  in  general; 

Ag  =  steel  area; 

&     =  breadth  of  beam ; 

d    =  depth  of  beam  to  center  of  steel ; 

h    =  ratio  of  depth  of  neutral  axis  to  depth,  d; 

z     =  depth  below  top  to  resultant  of  the  compressive  stresses; 

;      =  ratio  of  lever  arm  of  resisting  couple  to  depth,  d', 

jd  =  J  —  z  ■=  arm  of  resisting  couple; 

p     =  steel  ratio  =  — . 

(6)  T-Beams. 

h    =  width  of  flange; 

h'   =  width  of  stem; 

t     =  thickness  of  flange. 

(c)  Beams  Reinforced  for  Compression. 

A'  =  area  of  compressive  steel ; 

p'   =  steel  ratio  for  compressive  steel; 

//  =  compressive  unit  stress  in  steel ; 

C    =  total  compressive  stress  in  concrete ; 

C"  =  total  compressive  stress  in  steel ; 

d'   =  depth  of  center  of  compressive  steel ; 

z     =  depth  to  resultant  of  C  and  C". 
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(d)  Shear,  Bond  and  Weh  Reinforcement. 

y    =  total  shear ; 

V  =  total  shear  producing  stress  in  reinforcement ; 

V  =  shearing  unit  stress; 

u     =bond  stress  per  unit  area  of  bar; 

0     =  circumference  or  perimeter  of  bar; 

^0  ^  sum  of  the  perimeters  of  all  bars; 

T   =  total  stress  in  single  reinforcing  member ; 

s     =^  horizontal  spacing  of  reinforcing  members. 

(e)  Columns. 

A    =  total  net  area; 
J.j=area  of  longitudinal  steel; 
J-c^area  of  concrete; 
P   =  total  safe  load. 

2.    Formulas. 
(a)  Rectangular  Beams. 
Position  of  neutral  axis, 

A;  =  V  2pn  +  (P^)^  —  Pi^ 

Arm  of  resisting  couple, 
1   , 


(1) 


/  =  1 


3 


[For  f.  =  15  000  to  16  000  and/,  = 
600  to  650,  /  may  be  taken  at  — . 

Fiber  stresses, 

M 

(3) 


^  = 


•2M 


M 

2  pf. 


jkbcP  k 

Steel  ratio,  for  balanced  reinforcement, 
1  1 


(&)  T -Beams. 
I 


Fig.  4. 
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Case  I.     When  the  neutral  axis  lies  in  the  flange,  use  the  formulas 

for  rectangular  beams. 

Case  II.     When  the  neutral  axis  lies  in  the  stem. 

The  following  formulas  neglect  the  compression  in  the  stem. 

Position  of  neutral  axis, 

2  ndA^  +  hf 

kd  = (()) 

2  nA^  +2bt  ^  ■' 

Position  of  resultant  compression, 

S  kd  —  2  t      t 

'=    2kd-t   -J (") 

Arm  of  resisting  couple, 

jd  ^  d  —  z (8) 

Fiber  stresses, 

M 

'■  =  Ajl (") 

Mkd  /",  A; 

■f'  =  ,,,,     1    7=ifT^ (^O) 

bt(kd —  t)jd 

(For  approximate  results,  the  formulas  for  rectangular  beams  may 
be  used.) 

The  following  formulas  take  into  account  the  compression  in  the 
stem;  they  are  recommended  where  the  flange  is  small  compared  with 
the  stem: 

Position  of  neutral  axis, 

M=      l^'^^A+(b^b')t'    I      /nA,+  (h-b')ty 

nA,-j-(h-h')t ^^^^ 

Position  of  resultant  compression. 

2  1 

(Ay7<2  _       ^3^/,  -I-  [(M  —  ty  (t  +        (kd  —  t))^h' 

2  __ /'12') 

t(2  kd  —  t)b-^(kd  —  tfb'  ■■■   k     j 

Arm  of  resisting  couple, 

,       jd  =  d  —  z (13) 

Fiber  stresses, 

/.  =  ^ (H) 


\ 


AJd 

2  Mkd 

[{2  kd  —  t)ht  +  (kd  —  tf  b'yd' 


fc  =77:rTl ^T^T-773 T^TUTT, 0''^) 
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(c)  Beams  Reinforced  for  Compression. 
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]d' 


kd 

I 


fa- 


■-7-^- 
c      1^ 


.  T 

.13  a   — 


"c"  i  c*c' 


I 

I 

i 


PlQ.    5. 


Position  of  neutral  axis, 


Position  of  resultant  compression, 


^•2 

Arm  of  resisting  couple, 
Fiber  stresses, 


+  2p'n(k-^) 


jd  =  d  —  z. 
6M 


[»-^^+TO-f)0-T)] 


bd^ 


M 

=  n  f 


k  — 


l~k 


(d)  Shear,  Bond,  and  Weh  Reinforcement. 
For  rectangular  beams, 

_   V 

""  ~W" 

V 

u  ~    7- . 

jd  .  2o 


For  approximate  results  j  may  be  taken  at  — . 


(16) 


(17) 


.(18) 
.(19) 


(20) 
(21) 

(22) 
(23) 
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The  stresses  in  web  reinforcement  may  be  estimated  by  means  of 
the  following  formulas: 

Vertical  web  reinforcement, 

^=>r (^*' 

Bars  bent  up  at  angles  between  20  and  45°  with  the  horizontal 
and  web  members  inclined  at  45°, 

7=1-^^ (-25) 

4    J'l  ^     ' 

In  the  text  of  the  report  it  is  recommended  that  two-thirds 
of  the  external  vertical  shear  (total  shear)  at  any  section  be  taken 
as  the  amount  of  total  shear  producing  stress  in  the  web  reinforce- 
ment.    V  therefore  equals  two-thirds  of  V. 

The  same  formulas  apply  to  beams  reinforced  for  compression  as 
regards  shear  and  bond  stress  for  tensile  steel. 

For  T-Beams, 

^  =  Wl ^''^ 

u  =  -^ (27) 


For  approximate  results  j  may  be  taken  at  — . 


(e)  Columns. 

Total  safe  load, 

P  =  f,  Uc  +  nAs)  =  fcAil  +  (n  -  l)p) (28) 

Unit  stresses, 

P 

/  = f: — — (29) 

■''      A(i  +  {n  —  l)p) 

f.^nf, (30) 
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1)  I  ?<c'  r  f^^^i  ON 


A.  H.  Khett.*  Assoc.  M.  A>r.  Soc.  C.  E.    (by  letter). — Integral    Mr. 
}Vater-Proofing  of  Coiicrete.— In  this  valuable  and  interesting  report     '^"" 
the  elusory  subject  of  the  water-proofing  of  concrete,  or  rendering  it 
impervious  to  the  ]iercolation  of  water,  again  appears,  and  again  invites 
discussion. 

Keduced  to  its  most  practical  form,  the  question  becomes  merely 
whether  or  not  concrete  can  be  made  non-porous;  and,  if  so,  what  is 
the  simplest,  most  effective,  and  cheapest  method  of  doing  it. 

The  first  step  in  this  direction  should  be,  and  is,  the  proper  pro- 
portioning of  the  ingredients  to  fit  so  closely  and  compactly  that  no 
voids  remain,  and  much  experimenting  and  investigation  has  been  done 
along  these  lines.  Repeated  experimenting,  however,  has  seemed  to 
^how  that,  with  tlie  best  possible  grading,  tamping,  and  mixing  with 
available  aggregates,  there  still  remains  from  10  to  15%  of  voids,  and 
there  is  also  an  added  percentage  due  to  pocketing  of  water  or  air 
during  the  mixing  and  placing  process. 

It  is  not  essential,  of  course,  to  close  every  void  to  render  the 
concrete  water-proof,  as  far  as  percolation  through  it  is  concerned, 
because  continuity  of  the  voids  will  play  a  considerable  part  in  any 
percolation;  but  the  rendering  of  the  concrete  absolutely  non-porous 
is  desirable  sometimes  for  other  reasons.  The  entrance  into  the  pores 
of  water  affected  with  acid  or  alkaline  properties  gives  rise  to  disin- 
tegration of  the  concrete,  from  the  reaction  of  the  acid  or  alkali  and 
the  free  lime  always  present,  and  the  preservation  of  the  integrity 
of  the  concrete  is  more  important  than  the  actual  water-proofing  of  it. 
Furthermore,  any  such  reaction  would  eventually  render  the  concrete 
pervious,  even  if  it  were  not  so  originally. 

The  problem  then,  in  its  final  form,  becomes  one  of  closing  this 
10  to  15%  of  voids  that  remain  after  the  best  proportioning  has  been 
obtained  and  those  that  occur  from  the  pocketing  of  water  or  air  in 
the  concrete  during  the  mixing  process,  or  from  friction  between  the 
particles  of  the  aggregates  in  placing;  and  a  corrective  must  be  sought 
in  means  other  than  proportioning. 

A  study  of  the  hydration  of  Portland  cement  seems  to  show  that 
such  a  correction  lies  latent  in  the  cement  itself,  and  can  be  made 
available  under  proper  treatment. 

It  has  been  shownf  that  the  so-called  beta-orthosilicate  element  of 
Portland  cement  is  very  slow  to  hydrate,  and  that  but  little  trace  of 
its  hydration  is  found  in  any  cement  before  7  days,  and  in  some  cases 
it  does  not  appear  until  28  days,  but  that  when  this  hydration  does 
commence  it  progresses  as  long  as  water  is  present,  and  with  a  great 

•  New  York  City. 

"  Technologic  Paper  No.  J/S,  V.  S.  Bureau  of  Standards. 
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Mr     increase  in  volume.     This  increase  in  the  volume  of  Portland  cement 
«"'^'^"-  when  continually  mixed  with  water  has  been  also  strikingly  shown  by 
Xathan  C.  Johnson  *  Assoc.  M.  Am.  Soc.  C.  E. 

This  action  of  the  cement,  of  course,  must  occur  m  concrete  where 
the  mixing  is  thorough  and  when  water  is  held  in  the  mix  long  enough 
to  permit  it.  A  further  point  to  note  is  that  chemical  action  of  this 
.ort  is  retarded  by  pressure,  and  would  be  most  active  in  the  direction 
of  least  resistance  and  consequently  into  the  void  spaces.  It  is  also 
an  interesting  fact  that  this  beta-orthosilicate  element  hydrates  with 
an  amorphous  and  not  a  crystalline  structure.  If  the  latter  were  the 
case  there  would  be  a  tendency  to  disrupt  the  concrete,  but  the  amor- 
phous texture  of  the  increased  volume  enables  it  to  adjust  itself  to 

the  void  forms  and  fill  them. 

It  is  a  well-known  fact  in  daily  practice,  and  has  recently  been 

again   noted,t   that,   with   a   given   mix,   the   strength,   and   therefore 

density   ^vill  vary  directly  with  the  length  of  time  required  to  dry  out. 

It  would  seem  entirely  possible,  therefore,  theoretically  to  get  a  non- 

porous  concrete: 

(l)_If  the  aggregates  were  properly  proportioned; 
(2) — If  the  mixing  were  thorough; 
(3)_If  the  placing  and  tamping  were  properly  done; 
(4)— If  the  quantity  of  water  used  were  correct;  and 
(5)-If  the  forms  were  kept  on  long  enough  to  insure  the  retention 
of  sufficient  water  to  hydrate  the  cement  thoroughly. 

Any  practical  man  knows  the  difficulty  and  expense,  if  not  the 
impossibility,  of  obtaining  these  conditions,  and  it  becomes  a  very 
practical  qu;stion  as  to  whether  or  not  they  might  not  be  obtained 
by  a  less  expensive  and  more  automatic  or  fool-proof  method^ 

Answer  to  this  question  has  been  sought  in  the  so-called  Integra 
water-proofing   compounds,   and  they  have  been  produced  on   several 

^'^'TiT'simplest  was  the  addition  of  some  very  finely  particled  inert 
material  that  would  fill  the  voids.  There  seems  to  be  no  reason  to 
Tub  that  the  addition  of  such  material  might,  to  a  certain  degi-ee 
compensate  for  a  faulty  proportion  of  aggregates,  but  -ud  scarce  y 
be  relied  on  to  fill  such  voids  as  are  caused  by  the  --^^---^  ^^^^^^^ 
of  air  and  water  in  the  concrete  during  mixing,  or  by  the  friction  of 

'\Cthc:\wthrbeen  to  mix  with  the  concrete  a  water-repellent 
.nattial  that  will   coat  the^oids^and j>ores  and  prevent  abson>tion. 

--...Materia.s...MH,....sTj.Un>ony   or    Moving   Pictures    in    U.e   Study   of   Con- 
crete," Envincering  Ucconl.  l)o,..mb<.r  4  h,  ^-"-^  A.tTecte(J  by  Materials  and 

t  "Tho  Strength  and  Other  f  ■■"•^^■;  ;;-%.°fvo  °58    IT    S    Hureau  of  Standards. 
.Methods  of  Preparation,"  rrrlmolo,,ir  I'<il»'>    >■<>■  -J".  >■'•  =>• 
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It  is  difficult  to  see,  though,  how  such  a  material  could  coat  the  pores    Mr. 
without  coating  also  the  particles  of  cement  and  preventing  proper 
hydration,  or  how  it  could  be  relied  on  to  coat  every  pore. 

A  better  and  more  rational  theory,  however,  has  been  to  add  a 
material  which  will  lubricate  the  aggregates,  and  thus  enable  them  to 
settle  in  a  denser  mass  by  eliminating  the  friction,  and  which  will 
also  act  as  an  inert  void  filler.  Such  a  material  would  eliminate  the 
necessity  for  much  tamping,  and  would  compensate  to  a  certain  degree 
for  a  faulty  proportion  of  aggregates;  but  there  would  probably  still 
remain  a  certain  percentage  of  voids  due  to  the  air  and  water  pockets 
formed  in  the  mixing.  These,  it  would  seem,  can  really  only  be 
eliminated  by  the  swelling  action  caused  by  the  full  hydration  of 
the  cement,  as  described  previously. 

If,  however,  a  material  could  be  added  to  the  concrete  that  would 
not  only  act  as  a  lubricator  and  void  filler,  but,  in  addition,  would 
tend  to  hold  the  water  in  the  concrete  and  prevent  too  quick  drying, 
it  would  certainly  seem — on  perfectly  rational  grounds — to  compensate 
to  a  considerable  degree  for  faulty  proportioning,  careless  placing  and 
tamping,  inadequate  mixing,  and  early  removal  of  forms. 

Such  action,  moreover,  would  be  automatic,  and  might  well  prove 
much  less  expensive  and  more  practical  than  the  conditions  necessary 
to  obtain  the  same  result  without  the  addition  of  the  compound. 

The  object  of  this  discussion  has  been  to  show,  if  possible,  that 
there  is  a  theory  which  is  rational  and  will  explain  the  success  that 
has  attended  the  use  of  some  of  these  compounds,  in  so  many  instances, 
and  that  the  practical  evidence  of  their  effectiveness  cannot  be  candidly 
disregarded. 

To  obtain  this  success,  these  materials  should  be  used  intelligently. 
There  is  nothing  miraculous  about  their  action.  They  cannot  com- 
pensate for  cracking  or  breaking  of  the  concrete,  for  very  lean  mixes, 
or  for  an  acid  or  alkaline  content  in  the  sand,  but  they  can  and  do 
compensate,  to  a  degree  which  is  eminently  practical,  for  faulty  pro- 
portioning, careless  placing  and  tamping,  improper  mixing,  and  too 
quick  removal  of  the  forms. 

The  Appendix  to  the  report  repeats  the  usual  or  standard  textbook 
formulas  for  proportioning  concrete  beams.  It  has  always  seemed  to 
the  writer  that  though  these  formulas  are  normal  for  the  analysis  of 
a  beam  already  built,  they  certainly  operate  in  a  reverse  and  round- 
about manner  for  proportioning  a  new  beam. 

One  must  first  find  p,  a  proportion  of  an  unknown  area,  then  K,  a 
proportion  of  an  unknown  depth,  then  ;',  which  is  a  fraction  of  the  real 
depth,  and  then  d;  and,  from  d,  one  then  works  back  to  the  absolute 
value  of  p. 

It  is  perfectly  possible  to  solve  a  reinforced  concrete  beam  as 
directly  as  a  steel  beam,  and  from  the  same  basic  elements,  that  is,  the 
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Mr.  bending  moment  and  the  assumed  fiber  stresses  and  moduli  of  elas- 
^^^"'  ticity.  The  writer  has  used  such  formulas  for  years.  The  formulas 
given  in  the  report  are  derived  fundamentally  from  the  summation  of 
the  horizontal  stresses  in  the  concrete  and  steel;  those  used  by  the 
writer  are  derived  from  the  moments  of  these  forces.  For  instance, 
taking  the  first  condition,  a  beam  reinforced  on  the  tension  side  only, 
and  using  the  notation  adopted,  except  that  absolute  values  will  be 
considered  instead  of  proportional  ones;  that  is.  Kd  will  be  represented 
as  ?/,  and  phd  as  a,  and,  referring  to  Fig.  6,  we  would  have: 


1        •         -2 

2  of  moments  of  horizontal  stresses  =       J^  y 


2  of  liorizontal  stresses 


y  J\ 


a  t\  V>  =  0 
a  r"  =  0 


\ 


and 


fs  .• 


from  which  would  result,  if  ^  is  expressed  as  i\  and  M  is  the  nionieut 
per  unit  of  width  of  beam,  say,  inch-pouiids  per  inch  of  width, 


\ 


^^  (y  ^  ¥  n) 


f.,r  a  set  of  specified  values  such  as  n  =  15,  /,  =  20  000  lb..  J\  =  COO 
lb.,)-  ==  33.3,  

y  =.    ,  d  =  3.2  ?/,  and  a  =  —■ 

\Sfi4  ^>' 


-b- 


Nuulial  Axis  -^ 


Kd--ij 


Neutral  Axis 


7' 


J/" 


Vi 


i/, 


Fia.  6. 


FlQ.    7. 
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For  beams  reinforced  on  both  sides,  the  formulas  are  not  so  easily  Mr. 
derived,  but  become  eqiially  sim])le  of  application  for  specified  values. 
Two  assumptions  would  have  to  be  made,  however :  first,  the  usual  one 
of  the  ratio  of  y^  to  y  (referring  to  Fig.  7) ;  and,  second,  the  relative 
area  of  a',  the  area  of  the  steel  in  compression,  to  a.  The  latter 
assumption  would  be  dictated  largely  by  practical  conditions,  as  in  a 
series  of  spans  of  restrained  beams.    Let  a'  =  Ca. 

Then.  ^  ,,        1     .    •         .,       • , 

^  --i^  =  -T7  y  fc  +  ^  "  Ss  Vi  +  y-i « .^s- 


whicli  ofive. 


2  H  =  a  /\  —  C  a  // -y 


--'■.-[i+.T.('  +  '^)] 


y  =      ;' 


M 


L  .5        2  n        -2    II J 


a'  =  C  a,  I 

which  equations  become  identical  with  those  for  single  reinforcement 

when   C  =  0.     With  specified  values,  these  become  equally  simple. 

y. 
Usius;  the  same  notation  and  with  C  =  0.5  and  —  =  0.75: 

y 

\m 

d  —  3.22  y 

y 

a  =  — 
55 

.*/ 
27.5 

For  T-beams  reinforced  for  tension  in  stem  only,  and  the  neutral  axis 
lying  within  the  flange,  the  forms  are  the  same  as  for  rectangular 
beams  reinforced  on  one  side  only,  except  that  M  and  a  represent 
values  per  unit  width  of  flange  and  not  of  stem. 

In  the  case  of  the  T-beam  the  axis  of  which  lies  in  the  stem,  very 
simple  formulas  can  be  similarly  derived  with  two  assumptions  which 
are  entirely  within  the  realm  of  rationality,  considering  the  very 
radical  assumption  in  T-beam  design  in  regard  to  the  effective  width 
of  the  flange.     These  assumptions  are,  referring  to  Fig.   8,  that  the 
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1  1 

Mr.    averages,  /^  =  ^  t,  and  Z  =      t,  are  both  on  the  side  of  safety.     Express- 


Rhett 


ing  t  as  A'?/,  tlieii, 

2M=^  KJ\  y   (^j  -  -1  K  y  )    +  a  J\  y.^ 


and 


2  H=-  K  y  /;,  —  a  .f 

y  = 


M 


d 


Pig.  8. 
TABLE  1. — Values  of  a  for  Round  Bars. 


Diameter, 
in  inches. 

% 

Via 

}4 

»/io 

% 

nu 

H 

i9ie 

% 

Area,  a, 
in  square  inches. 

0.11 

0.15 

0.196 

0.248 

0.307 

0.371 

0.442 

0.518 

0.601 

■s   M 

3  in. 

0.037 

0.050 

0.065 

0.082 

0.102 

0.124 

0.147 

0  173 

0.200 

09     n 

ri 

S'A  in. 

0.032 

0.043 

0.056 

0.071 

0.088 

0.106 

0.12.=) 

0.148 

0.172 

>  " 

4  in. 

0.027 

0.087 

0.049 

0.062 

0.077 

0.093 

O.llO 

0.180 

0.150 

With  the  same  specified  unit  values  as  before,  and  with  K  =  0.75.  the 
formulas  reduce  to  the  same  simple  forms: 


I  M 
d  =  :\.22y 

y 

a  =  — 
(57 

t  =  0.7r)  y 
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All  these  formulas  can  be  read   directly  from   a   slide-rule,   and  the    Mr. 
actual  area  and  spacing  of  the  bars  could  be  taken  from  a  table  such 
as  Table  1,  in  which  the  moment  is  expressed  in  inch-pounds  per  inch 
of  width  of  beam. 

William  Fry  Scott,*  Assoc.  !M.  Am.  S(^c.  C.  E.  (by  letter). — There    Mr 
are  many  reasons  why  this  Society,  as  a  body,  should  not  approve  the  s<'ott 
Final  Eeport  of  this  Committee  as  representing  an  expression  of  "the 
present  state  of  the  art."     One  reason  will  be  sufficient  to  prove  this 
statement,  and  may  be  understood  by  a  study  of  the  diagram,  Fig.  9. 


25 


50 


100  150  200 

Modulus  of  Elasticity  of  Embedded  Steel  in  Reinforced  Concrete  Beams, 
in  Millions  of  Pounds  per  Square  Inch. 
Fig.  9. 

This  diagram  gives  the  variations  in  the  modulus  of  elasticity 
(so-called  for  want  of  a  better  term)  of  embedded  steel,  in  two  of  the 
several  groups  of  reinforced  concrete  beams  made  and  tested  under  the 
direction  of  Mr.  Humphrey,  the  Secretary  of  the  Committee,  and,  as 
computed  by  the  writer  on  the  basis  of  Assumption  c  4,  page  1125,  of 
the  report.  On  the  other  hand,  the  modulus  of  elasticity  of  naked 
steel  is  assumed,  by  the  Committee,  to  be  identical  with  that  for 
embedded  steel ;  as  is  also  the  case,  by  the  writers  of  the  paperf  rei)ort- 
ing  the  beam  tests  referred  to. 

This  paper  has  a  dual  character:  On  the  one  hand,  it  contains  the 
most  valuable  report  of,  probably,  the  most  comprehensive  series  of 
tests  of  concrete  and  reinforced  concrete  to  date.     The  data  are  pre- 

•  Dunville,  Ont.,  Canada. 

"^  Published  by  the  Bureau  of  Standards,  Technologic  Paper  No.  2.  "The  Strength 
of  Reinforced  Concrete  Beams ;  Results  of  Tests  of  333  Beams,"  By  Richard  L. 
Humphrey  and  Louis  H.  Losse   (June  27th,  1911). 


1160      DISCUSSIOX   ON   CONCRETE   AND   REINFORCED   CONCRETE 

Mr.  seuted  in  such  a  thorough  manner  that  they  will  serve  for  analysis  by  a 
■  stranger  to  the  experiments  just  as  well  as  they  did  for  those  who 
planned  them.  On  the  other  hand,  it  contains  an  elaborate  thesis  that 
is  in  no  way  supported  by  the  data  in  Tables  3,  33,  34,  35,  and  36,  and 
Appendices  I  and  II,  of  the  paper.  This  thesis  follows  more  or  less 
closely  the  "design"  assumptions  on  page  1125  of  the  report  of  the  Com- 
mittee, and  the  authors  seem  to  have  lost  sight  of  the  fact  that  their 
real  object  was  to  investigate  the  correctness  or  falsity  of  those  very 
assumptions.  This  thesis  shows  a  tendency  to  neglect  to  deal  with  a 
long  list  of  partial  truths  which  lead  to  the  whole  truth  in  "the  present 
state  of  the  art"  of  concrete  and  reinforced  concrete,  and  its  authors 
missed  an  opportunity  to  find  clear  evidence,  in  the  experiments,  to 
account  for  the  anomaly  the  Committee  devised  when  "the  ratio  of  the 
modulus  of  elasticity  of  steel  to  the  modulus  of  elasticity  of  concrete 
is  taken  at  15  [for  working  stresses,  it  must  be  remembered]  except  as 
modified  in  Chapter  VIII,  Section  8" ;  and  when,  "for  calculating  deflec- 
tion" for  the  same  working  stresses,  they  are  compelled  to  reduce  the 
ratio  by  one-half  for  the  same  design  conditions. 

Before  proceeding  to  the  actual  figures,  there  are  a  few  suggestions 
that  may  possibly  clear  the  way  to  a  correct  interpretation  of  the  data 
to  be  reviewed.  For  instance;  on  page  43  of  the  paper  by  the  Bureau 
of  Standards,  it  is  stated,  on  the  thesis  side: 

"Column  12,  Tables  6  to  21,  contains  the  unit  elongation  of  the  rein- 
forcement at  maximum  load.  This  was  obtained  by  dividing  the  average 
total  deformation  of  the  reinforcement  by  the  gauge  length,  29.25 
inches." 

Now,  the  gauge  length  here  referred  to  is  that  for  the  reinforced 
concrete  beam  under  analysis.  Then,  again,  on  page  45  of  the  same 
paper,  there  is  the  statement: 

"Given  the  unit  elongation  of  the  reinforcement  and  assuming  a  co- 
efficient of  elasticity  of  30  000  000  the  unit  stress  is  easily  obtained." 

Again,  it  should  be  noted  that  the  unit  elongation  here  referred  to 
is  that  given  by  the  deformations  in  the  plane  of  the  steel  in  the  beam 
to  be  analyzed,  but  the  assumed  coefficient  of  30  000  000  can  be  none 
other  than  that  for  naked  steel. 

Immediately  following  the  foregoing  quotation  the  paper  states: 

"It  must  be  borne  in  mind,  however,  that  the  proportionality  of 
stress  and  strain  holds  only  within  the  elastic  limit  of  the  material." 

Now,  a  close  analysis  of  the  following  single  example,  given  by  the 
writer,  shows  clearly  that  the  modulus  of  elasticity  (so-called)  of 
embedded  steel  has  no  relation  to  that  for  naked  steel,  and  it  also  shows 
that  the  elastic  limit  of  iiakod  steel  bears  no  relation  to  that  for 
embedded  steel. 
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of 


Beam 
No.  342. 


G  000 


204.5 


Beam 
No.  343. 


5  500 


Beam 
No.  344. 


6  500 


219.6 


Herewith  is  the  example,  taken  from  the  paper: 

It  deals  with  the  gravel  concrete  beams  Nos.  342,  343,  and  344,  one 
year  old.  Twenty-one  collateral  specimens  of  the  concrete  used  in 
these  beams  were  tested  in  cylinders,  8  in.  in  diameter  and  16  in.  long, 
and  developed  an  average  unit  load  of  5  245  lb.  per  sq.  in.  at  failure — 
maximum  plus  10%  and  minimum  minus  14^  per  cent.  The  same 
specimens  developed  an  average  modulus  of  elasticity  of  5.395  (10)"  lb 
per  sq.  in.  with  a  maximum  of  5.86  (10)"  and  a  minimum  value 
4.S  (lO)*'  lb.  per  sq.  in. 

Xow,  as  to  the  three  beams: 
Loads  given  in  paper  in  "analysis 

of  beam  at  Unit  Elongation 

in  Reinforcement  Less  than 

that  at  Yield  Point" 

Bending      moments,      in      inch- 
pounds  divided  by  (hd-)  .  . . 
Deformations,  upper  fiber,  in  mil- 

lionths  of  an  inch  per  inch. 
Deformations,     steel     fiber,     in 

millionths    of    an    inch    per 

inch 

Xeutral  axis,  distances  from  top 

fiber    

Xow  take  these  data  and  assume, 

tentatively,     that     there     is 

straight-line        deformation. 

Then    the    stresses    on    the 

extreme  upper   fiber   of  the 

concrete,      in     pounds     per 

square  inch,  would  be 

and  the  moduli  of  elasticity,  on 

the   basis    of    these    stresses 

and  the  foregoing  deforma- 
tions, would  be 


Mr. 

8c()tt. 


325 


872 


282 


603 


420 


1111 


0.27l(i 


OMdd 


0.275d 


1640 


1320 


1740 


5.05(10)«     4.68(10)«      4.15(10)8 


Thus,  since  the  initial  modulus  of  elasticity  found  for  this  same 
concrete  ranged  from  5.86  (10)^  to  4.8  (10)^  in  standard  cylindrical 
specimens,  it  must  be  apparent  that  straight-line  stress  was  practically 
obtained  on  these  three  beams.  In  fact,  comparing  Beam  No.  342  with 
its  particular  collateral  specimen,  the  beam  developed  5.05  (10)^  for  a 
stress  of  1  640  lb.  per  sq.  in.,  or  31^%  (ultimate)  for  cylinders,  and  the 
cylinder  5.22  (10)"  at  initial  stress. 

Xow,  this  being  the  status,  for  the  concrete  in  compression,  it  is  at 
once  apparent  that  in  the  three  beams  there  were  stresses  of  46  000, 
43  300,  and  49  500  lb.  per  sq.  in.  in  the  reinforcement,  if  Assumption 
c4  of  the  report  is  correct;  and  then  the  modulus  of  elasticity  of  the 
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Mr. 

Scott. 


embedded  steel  should  equal  this  unit  stress  divided  by  the  unit  deforma- 
tion recorded  in  the  "log"  for  the  particular  condition  of  loading  under 

Beam  Beam  Beam 

No.  342.  No.  343.  No.  344. 

consideration,  and  would  be 52.6(10)«      71.2(10)«      44.5(10)« 

and  not  30  (10)^,  as  laid  down 
by  the  Committee. 

Then,  again  (and  this  is  par- 
ticularly interesting),  the 
breaking  loads  on  these 
beams,  in  pounds,  would  be.  6  280  5  800  6  800 

and  these  exceed  that  at  less  than 
yield  point  (so-called  in  the 
paper)   by 5%  only       6%  only       5%  only 

In  other  words,  it  is  found  that  the  modulus  of  elasticity  of  the 

embedded  steel  in  these  beams  ranges  from  71  (10)®  to  44^  (10)®  when 

they  are  within  6%  of  their  ultimate  strength. 

Then,  again,  take  the  average 
reading  for  the  three  beams 
at  the  following  applied 
loads   (in  pounds) 2  000  4  000  5  500 

Deformations,  upper  fiber,  in 
millionths  of  an  inch  per 
inch 76  146  293 

Deformations,  steel  fiber,  in 
millionths  of  an  inch  per 
inch 67  154  650 

Neutral  axis,  distances  from  top 

fiber 0.5Sd  0A85d         OMOd 

Bending  moments,  in  inch- 
pounds  divided  hj  hd^- 84.4  144.4  189.4 

From  which  the  stresses  on  the 
upper  fiber,  in  pounds  per 
square  inch,  are 387  710  1360 

and  these  are  the  following  per- 
centages of  the  average  ulti- 
mate unit  load  per  square 
inch  on  the  twenty-one  col- 
lateral   specimens 7.4%  13.6%  26% 

for  which  the  moduli  of  elas- 
ticity   are 5.1(10)«       4.85(10)«      4.65(10)« 

On  the  basis  of  Assumption  c4  of 
the  report,  the  stresses  on  the 
steel,  in  pounds  per  square 
inch,  are 20  700  35  200  43  000 
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Beam  Beam  Beam  Mr 

No.  342.  No.  343.  No.  344.  Scott. 


310(10)«       230(10)«      GC(10)« 


32%  64%  87% 

10  times        7  times        2  times 


and  these  stresses  divided  by  the 
unit  deformation  (modiihis 
of  eh^sticity)   are 

and,  as  6  290  lb.  is  the  mean 
maximum  applied  load  for 
the  three  beams,  it  is  found 
that  for  loads  at  the  fol- 
lowing percentages  of  maxi- 
mum  

the  moduli  of  elasticity  of  em- 
bedded steel  are 

that  laid  do^^Ti  by  the  Committee. 

The  concrete  of  these  beams  was  very  rich  in  cement,  but  exactly 
similar  results  can  be  shown  with  concrete  beams  which  are  poor  in 
cement. 

The  writer  has  developed  his  own  figures  from  the  data  in  the 
'"Log"  of  the  paper  mentioned,  and  they  produce  entirely  different 
results  from  those  given  in  the  "Summary  of  Tests",  both  in  the  Bureau 
of  Standards  paper. 

The  two  curves  on  Fig.  9  are  based  on  a  general  analysis  of  two 
groups  only,  namely  two-rod  beams  and  eight-rod  beams. 

Carl  Gayler,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  writer  gladly 
acknowledges  the  great  merits  of  the  work  of  the  Committee,  and  has 
no  doubt  that  the  report  will  be  for  a  long  time  an  aid  to  the  concrete 
engineer  as  a  book  of  reference,  guiding  him  in  his  work  and  correct- 
ing or  sustaining  him  in  his  judgment.  Aside  from  a  few  objections 
which  can  be  raised,  it  will  probably  be  accepted  as  a  standard  by  the 
Profession.  Still,  in  the  writer's  opinion,  there  are  such  objections, 
and  he  begs  to  state  them. 

It  is  to  be  regretted  that  so  little  prominence  is  given  to  the  im- 
portant problem  of  eliminating  the  dangers  from  laitance.  Every 
engineer,  active  in  reinforced  concrete  work,  has  been  aware  of  this 
danger  for  years;  many  engineers  (among  them  the  writer)  have  come 
to  its  realization  only  after  bitter  exjjerience;  but  few  have  had  a  clear 
conception  of  the  magnitude  of  the  problem  before  reading  the  classic 
paper  "Water  the  Chief  Factor  in  the  Making  of  Good  Concrete",  by 
Xathan  C.  Johnson,  Assoc.  M.  Am.  Soc.  C.  E.f 

Xow,  in  the  Report,  Chapter  II,  Section  2,  laitance  is  not  men- 
tioned as  one  of  the  causes  through  which  reinforced  concrete  struc- 
tures fail,  nor  is  there — and  this  is  more  important — any  cautioning 


Mr. 
Gayler. 


'  St.  Louis,  Mo. 
The  Engineering  Record,   December 


30th,  1916. 
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Mr.  of  the  inspectors  on  this  point  in  Section  3  of  the  same  chapter.  The 
'aj  (I.  "Dggti-ug^iyg  Agencies''  mentioned  are:  "Corrosion  of  Metal  Rein- 
forcement", -'Electrolysis",  "Sea  Water",  "Acids",  "Oils",  and  "Alka- 
lies", but  not  one  word  of  "Laitance." 

The  short  references  in  Chapter  lY,  Section  3,  to  the  removal 
of  laitance  can  hardly  be  considered  as  emphasizing  the  subject  suf- 
ficiently, nor  is  mention  made  of  the  chief  agency  of  the  trouble, 
that  is,  excess  of  water. 

The  field  covered  by  reinforced  concrete  work  has  grown  to  such 
astonishing  dimensions  that  an  engineer,  no  matter  what  his  specialty, 
to  be  competent,  must  have  a  general  knowledge  of  the  principles  and 
requirements  of  such  work.  Whether  he  is  engaged  in  hydraulic  works, 
power  stations,  bridge  or  irrigation  work,  it  confronts  him  in  the  shape 
of  foundations,  conduits,  reservoirs,  retaining  walls,  or  viaducts.  Now, 
of  this  immense  field,  many  features  of  which  are  still  in  the  midst  of 
evolution,  and  for  which  the  practising  engineer  expected  enlighten- 
ment from  the  report,  not  so  much  on  detailed  features  as  through 
broad,  general  rules,  very  little  is  to  be  found,  with  the  exception  of 
the  indoor  slab. 

It  will  be  objected  that  the  different  types  of  structures  just  men- 
tioned do  not  come  within  the  scope  of  a  report  on  concrete  and  rein- 
forced concrete  (and,  in  fact,  the  Committee  makes  this  claim  in  the 
introduction  to  the  report),  that  such  a  report  is  complete  after  full 
presentation  of  the  qualities  of  the  materials  and  of  the  principles 
underlying  their  wise  and  economical  use.  Even  granting  the  force  of 
this  objection,  it  is  thought  that  by  allowing  one-tenth  of  the  space 
allotted  to  the  flat  slab,  with  its  dropped  panel,  column  capital,  wall 
girders,  etc.,  to  a  few  other  types  of  structures  of  general  interest,  the 
value  of  the  report  would  have  been  much  increased.  Some  expression 
of  opinion,  for  instance,  on  the  problems  of  skeleton  retaining  walls, 
on  the  advantages  of  the  hinged  arch,  slabs  of  bridge  floors  (very  dif- 
ferent, indeed,  with  their  delicate  problems  of  drainage  and  shrinkage, 
from  the  indoor  slab),  etc.,  in  the  form  of  concise  resvmies  of  the 
experience  of  the  eminent  engineers  to  whom  we  owe  this  report,  would 
have  been  of  great  value  to  the  Profession. 

Reinforced  concrete  structures  are,  essentially,  heavy  structures. 
Their  success  and  appearance  depend  on  unyielding  support  during 
construction.  In  many  important  cases  the  designing  of  falsework  and 
centers  requires  as  careful  study  as  the  planning  of  the  superstructure; 
and  their  maintenance,  until  the  full  completion  of  the  work,  as  much 
attention  as  the  depositing  of  the  concrete.  A  reference  in  the  report 
to  this  subject,  perhaps  with  the  addition  of  permissible  stresses  in 
the  materials  used,  might  have  been  expected.  The  case  is  entirely 
(lifl^erent  from  the  additional  types  referred  to  previously.  Falsework 
and  centers  may  be  said  to  form,  during  construction,  an  integral  part 
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of  the  superstructure,  and  it  seems  that  a  general  report  on  concrete     Mr. 
and  reinforced  concrete  is  not  complete  if  this  subject  is  omitted.  *"*^  ^^' 

There  is  one  other  point  on  which  the  writer  takes  exception  to  the 
report,  that  is,  the  exclusion  of  high-grade  steel.  The  Committee  has 
been  careful  in  the  wording:  it  merely  recommends  the  structural 
grade,  but  the  iniit  stresses,  adopted  in  the  report,  practically  eliminate 
the  use  of  high-carbon  steel. 

High-carbon  steel  is  in  general  use  for  reinforced  concrete  work. 
It  is  specified,  on  even  terms,  with  structural  steel,  in  the  standard 
specifications  of  the  American  Society  for  Testing  Materials,  of  the 
American  Railway  Engineering  Association,  in  the  building  codes  of 
our  larger  cities,  and  in  the  specifications  for  highway  bridge  work;  and 
railroad  and  municipal  engineers,  as  well  as  engineers  in  private  prac- 
tice, use  it. 

As  no  explanation  is  given  in  the  report,  of  the  Committee's  pref- 
erence for  the  milder  grade,  it  may  be  assumed  that  the  question  of 
greater  brittleness  of  the  harder  steel  has  been  the  deciding  one.  On 
this  point  it  is  found  that  Taylor  and  Thompson,  in  their  treatise  on 
"Concrete,  Plain  and  Reinforced'',  in  a  lengthy  and  clear  discussion 
(p.  414)  on  the  advisability  of  using  hard  steel,  in  which  due  stress 
is  laid  on  the  difference  in  the  use  of  steel  for  bridge  work  and  for 
reinforced  concrete  work,  and  in  which  careful  inspection  at  the  mills 
is  insisted  on  as  an  efficient  means  of  obviating  dangers  from  brittle- 
ness, end  the  ]iaragrapli  with  the  following  (as  it  seems  to  the  writer) 
unanswerable  argument: 

'•'Steel  which  can  be  employed  with  safety  for  all  locomotive  and 
ear  wheels  of  the  country  certainly  cannot  be  discarded  as  imsafe  for 
concrete,  provided  similar  iDrecautions  are  taken  in  its  purchase." 

From  his  own  experience,  the  writer  considers  high-carbon  steel  for 
reinforced  concrete  work  a  thoroughly  safe  material.  With  proper  care 
and  judgment  used,  where  any  bending  is  to  be  done,  no  undue  risks 
are  run. 

Assuming  now  the  safe  use  of  hard  steel  to  be  granted  (its  general 
use  cannot  be  denied),  we  reach  the  important  question  whether  steel 
with  a  higher  percentage  of  carbon  should  be  proportioned  for  the 
same  low  unit  stress  as  milder  steel  (always  assuming  that  the  condi- 
tions imposed  by  the  bond  stress  are  fulfilled).  As  far  as  general 
practice  goes,  the  answer  has  been,  almost  imiversally,  in  the  negative. 

The  difference  in  the  unit  stresses  allowed  for  high  steel  over  struc- 
tural steel  may  be  stated,  approximately,  to  be  as  follows:  In  railroad 
work  from  2  000  to  3  000  lb. ;  highway  bridge  work  from  2  000  to  4  000 
lb. ;  and  city  building  laws  from  4  000  to  C  000  lb.  (the  building  laws  of 
the  City  of  St.  Louis,  for  instance,  specify  14  000  lb.  for  medium  steel 
and  20  000  lb.  for  high  elastic  limit  steel). 
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Mr.  Considering  that,  in  the  report,  not  less  than  fifteen  different  unit 

""^  ^^'  stresses  are  specified  for  stone  or  gravel  concretes,  according  to  the 
nature  of  the  aggregates  and  the  ratio  of  the  mixtures,  it  seems  strange 
to  find  the  single  line  ''the  tensile  or  compressive  stress  in  steel  should 
not  exceed  IG  000  lb.  per  sq.  in.",  covering  the  whole  subject  of  propor- 
tioning steel,  whether  the  elastic  limit  is  30  000,  40  000,  or  50  000  lb., 
or  the  ultimate  strength  50  000,  70  000,  or  80  000  lb.  per  sq.  in. 

Taking  into  consideration  that  this  question  of  permissible  unit 
stresses  in  the  steel  affects  the  universal  practice  in  concrete  work  all 
over  the  country,  and  for  every  class  of  such  work,  there  must  have 
been  strong  reasons  for  the  action  of  the  Committee,  and  engineers 
hope  to  find  them  stated  in  the  concluding  answer  to  the  different  dis- 
cussions on  the  report. 

Mr.  H.  V.  Hinckley,*  M.  Am.   Soc.  C.  E.   (by  letter). — Three  points 

'"^  ^^'  pertaining  to  "coarse  aggregate"  occur  to  the  writer  as  being  possibly 
worthy  of  mention,  namely,  large  aggregate,  glassy  aggregate,  and 
strong   aggregate. 

That  "a  large  aggregate  produces  a  stronger  concrete  than  a  fine 
one"  will  not  be  questioned  by  any  competent  engineer.  It  is  for- 
tunate, however,  that  the  point  has  been  brought  out,  because  public 
officials  are  apt  to  look  on  coarse  aggregate  as  a  shirking  of  duty 
on  the  part  of  the  rock  crusher  rather  than  the  exercise  of  good  jiidg- 
ment  by  the  engineer. 

The  following  substitute  clause  is  offered  as  a  suggestion :  "The 
Committee  does  not  feel  warranted  in  recommending  the  use  of  blast- 
furnace slag,"  flint,  or  other  aggregates  which  produce  smooth,  glassy 
faces,  especially  for  reinforced  concrete  in  which  high  strains  are 
to  be  developed. 

It  is  fully  as  important  that  the  coarse  aggregate  shall  be  of 
tough,  strong  rock,  as  it  is  that  "fine  aggregate  should  always  be  tested 
for  strength."  Of  two  classes  of  rock  (other  conditions  being  equal), 
the  class  that,  as  a  beam,  will  support  the  heavier  load  will  make,  if 
crushed  for  coarse  aggregate,  the  stronger  concrete.  When  concrete 
fails  under  compression,  it  fails  in  tension,  and,  in  failing,  it  generally 
splits  through  the  coarse  aggregate  ratlier  than  around  it,  and  as  the 
rock  thus  broken  makes  up  the  greater  portion  of  the  section  of  failure, 
the  strength  of  the  concrete  is  largely  dependent  on  the  strength  of 
the  stone.    The  writer  recently  statedf : 

"Every  engineer  of  experience  should  know  that,  under  any  ordinary 
concrete  specifications,  he  can  build  two  slabs  side  by  side,  using 
the  same  sand,  the  same  cement,  the  same  proportion,  the  same  time 
of  mix  in  the  same  niiUiliiiic,  and  at  the  end  of  90  days  liave  one 
slab  at  least  twice  as  strong  as  the  other." 

•  Oklahoma,  Okla. 

^Transactions,  Oklahoma  Soc.  of  Engra.,  Vol.  III. 
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If  the  writer  had  to  build  a  reinforced  concrete  structure,  in  which  Mr. 
high  strains  were  to  be  developed,  he  would  pay  as  much  attention  to  '"^  ^^' 
the  modulus  of  rupture  of  the  rock  to  be  used  as  he  would  to  the 
tests  of  the  fine  aggregate.  It  is  time  for  the  Society  to  get  away  from 
the  idea  that  any  old  stone  will  make  good  concrete.  A  "clean,  hard, 
and  durable"  stone  may  be  brittle  and  weak,  and  it  might  not  be 
out  of  place  to  add,  at  least,  the  word  "strong." 

Since  writing  the  foregoing,  the  writer's  attention  has  been  called 
to  Professor  George  A.  Hool's  "Reinforced  Concrete  Construction", 
in  which  is  found  the  only  corroboration  of  the  foregoing  views  which 
he  has  ever  noticed.  Professor  Hool  says:  "Any  stone  is  suitable 
which  is  clean  and  durable,  and  has  sufficient  strength  to  prevent  the 
strength  of  the  concrete  from  being  limited  by  the  strength  of  the 
stone,"  and  this  means  that  the  stone  must  be  as  strong  as  the  mortar. 

IiE-\i;v  T.  Eddy,*  Esq.  (by  letter). — 1. — TJie  Thickness  of  Flat  Mr. 
Slabs. — In  the  first  place  the  writer  desires  to  consider  somewhat  '^^' 
critically  the  formula  recommended  in  the  report  for  the  value  of  the 
minimum  total  thickness,  t,  in  inches,  of  a  flat  slab  without  dropped 
panels,  in  order  to  show  that  it  is  a  formula  not  suited  to  give  the 
minimum  thickness,  according  to  accepted  principles  in  reinforced  con- 
crete design.     The  formula  recommended  in  the  report  is : 

t  =  0.024  I  \/w-\-1.5 (1) 

in  which  I  =  panel  length  or  span  between  column  centers,  in  feet,  and 
w  =  Wq  -{-  w^,  the  sum  of  the  live  load,  Wq,  and  the  dead  load, 
u\  =  12.5  t  lb.  per  sq.  ft.  Similar  formulas  have  been  proposed  in  the 
Chicago  Rulingf  and  in  the  standard  building  regulations  reported  to 
the  American  Concrete  Institute.:}: 

Equation  (1)  consists  of  two  parts,  the  mean  effective  moment 
thickness,  d,  or  the  depth  of  the  center  of  the  steel  below  the  compressed 
slab  surface,  and  1.5  in.,  which  last  includes  half  the  thickness  of  the 
steel  mat  of  crossed  rods  plus  concrete  fire-proofing  at  least  1  in.  thick. 
Hence,  we  have  the  effective  moment  thickness 

d  =  0.024  I   sf^ (2) 

an  equation  which,  together  with  Equation  (1),  the  writer  has  reason 
to  believe  is  so  far  from  being  correct  that  it  should  not  be  recom- 
mended or  regarded  as  expressing  the  minimum  value,  a  conclusion 
that  follows  from  considerations  that  will  now  be  given  in  detail. 

The  general  expression  for  the  bending  moment,  due  to  the  applied 
forces  acting  at  any  panel-wide  vertical  section  of  a  square  panel  of 

*  Professor  of  Mathematics  and  Mechanics  and  Dean  Bmeritu.';,  University  of 
Minnesota,  Minneapolis,  Minn. 

■J-  Engineering  News,  September  24th,  1914. 

t  Proceedings,  Am.  Concrete  Institute,  Vol.  XIII,  1917. 
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Mr.    span  I  ft.,  when  loaded  with  a  total  imiformly  distributed  load  of  w 
lb.  per  sq.  ft 
in  the  form : 


^'  lb.  per  sq.  ft.,  or  a  total  load  of  W  =  wV-  lb.  per  panel,  may  be  written 


12   TF  —  =  12  w  ^    iu-11) (3) 

a  a  ^   ^ 

in  which  a  is  a  numerical  divisor  the  value  of  which  has  frequently 
been  recommended  to  be  taken  at  about  24  or  25  for  the  section  at 
mid-span  and  at  — 12  or  — 15  at  the  edge  of  the  panel,  with  inter- 
mediate values,  positive  or  negative,  at  sections  situated  between  these. 
These,  however,  are  the  two  sections  which  are  most  frequently  taken 
into  consideration. 

Again,  the  general  expression  for  the  resisting  moment  of  the  steel 
that  crosses  any  vertical  cross-section  of  the  panel  which  has  an  effec- 
tive thickness  of  d  in.  and  a  total  effective  cross-section  of  steel  of 
A  =  12  pld  sq.  in.,  may  be  written  in  the  form: 

fsAjd  =  12f,pljd''   in-lb (4) 

in  which  /,„  in  pounds,  is  the  unit  stress  in  the  steel,  jd  is  the  moment 
arm,  121  is  the  panel  length,  in  inches,  and  p  is  the  steel  ratio  of  the 
section. 

It  is  assumed  ordinarily  that  when  the  direct  tensile  resistance  of 
the  concrete  acting  in  parallel  with  the  tensile  resistance  of  the  steel 
is  neglected,  the  resisting  moment  must  be  equal  to  the  applied 
moment.  The  writer,  however,  has  reasons,  which  he  has  explained 
elsewhere,  for  believing  that  the  applied  moments  are  more  than  twice 
as  large  as  the  actual  resisting  moments  sho\sni  by  observation.  In 
case  this  is  the  fact,  it  would  only  be  necessary,  in  order  to  make 
Equations  (3)  and  (4)  equal,  to  assume,  as  the  numerically  correct 
value  of  a,  a  number  which  is  the  same  multiple  of  the  value  of  a, 
ordinarily  assumed,  that  the  applied  moments  are  of  the  resisting 
moments.  However,  leaving  this  question  misettled  for  the  present, 
and  leaving  also  the  value  of  a,  which  will  be  finally  adopted  as  applica- 
ble at  mid-span,  undetermined,  we  may  nevertheless  equate  the  resist- 
ing moment  to  the  applied  moment,  with  the  understanding  that  such 
a  value  of  a  will  finally  be  adopted  as  may  appear  to  bo  required  by 
the  facts.    Hence 

■'  a 

or, 

Iw 
d  = (•') 

Now  compare  Equation  (5)  for  the  effective  thickness,  d,  with 
Equation  (2),  which  was  recommended  in  the  report.  In  case  Equa- 
tion (2)  is  correct,  it  must  be  identical  with  luiuntion  (.')).     To  express 
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this  relation  more  concretely,  assume  that  fg  =  16  000  lb.  per  sq.  in.,    Mr. 
and  that  ;  =  0.9  at  the  mid-section.     Then,  in  order  that  Equations  '    ^' 
(5)  and  (2)  may  be  identical,  we  have 

16  000  X  0.9  X  (0.024)2pa  =  1,  or  pa  =  0.12 (6) 

Hence,  when  we 

take  a=     12,        15,       20,       24,       30,       40,         50,       60, 

we  then  have  p  =  0.01,  O.OOS,  0.006,  0.005,  0.004,  0.003,  0.0024,  0.002, 

respectively. 

It  thus  appears  that  in  case  Equation  (2)  is,  in  fact,  a  correct  form 
of  expression  for  d,  then  Equation  (6)  must  also  hold  true;  but  as  a 
in  Equation  (6)  is  a  constant  which  is  fixed  by  the  position  where  the 
section  is  taken,  at  mid-span  or  elsewhere,  and,  moreover,  is  inde- 
pendent of  both  Z  and  w,  it  follows  from  Equation  (6)  that  p  is  also 
constant  so  long  as  a  remains  constant.  If  there  is  anything  in  the 
design  of  concrete  beams,  however,  that  has  been  indubitably  estab- 
lished by  experience,  it  is  that  the  steel  ratio  increases  with  the  relative 

(/ 
thickness,  that  is.  2>  increases  with  ——,  aud  the   same  principle    applies 

to  slabs  also.  Hence,  Equations  (1)  and  (2)  are  not,  in  fact,  correct, 
ni'.d  cannot  be  relied  on  to  fix  the  minimum  value  of  d,  because  they 
require  a  constant  value  of  p,  not  in  accordance  with  experience.  In 
fact,  p  is  found  to  be  nearly  twice  as  large  in  deep  slabs  for  heavy 
loads  as  it  is  in  shallow  slabs  for  light  loads,  in  case  of  well-designed 
slabs  for  any  given  span. 

The  reason  for  such  increase  in  the  value  of  p  in  case  of  deep  beams 
is  evident  from  the  following  considerations.  In  shallow  beams  and 
slabs  the  sharpness  of  the  curvature  is  inversely  proportional  to  d 
for  a  given  limiting  compression  in  the  concrete  at  the  top  surface. 
The  sharper  the  curvatures  the  greater  the  horizontal  shearing  dis- 
tortions in  the  concrete  at  points  distant  from  the  sections  where  maxi- 
mum moments  occur.  Concrete  affords  a  resistance  to  shearing  dis- 
tortion which  is  small  compared  with  its  resistance  to  compression. 
In  shallow  beams  high  values  of  p  are  futile,  for  this  reason,  but,  in 
deep  beams,  larger  values  of  p  may  be  used  than  in  shallow  beams,  on 
account  of  their  smaller  shearing  distortion.    In  slabs  this  still  further 

d 
reason  may  exist  for  an  increase  of  p  with  —-,  that  is,  the  crossed  rods 

that  make  up  the  mat  may  yjroperly  be  more  numerous  and  more 
closely  spaced  in  a  thick  slab  than  in  a  thin  one,  thus  furnishing 
more  effective  co-action  of  steel  and  concrete  in  thick  than  in  thin 
slabs. 

In  its  present  form  Equation  (2)  is  not  convenient  for  numerical 
calculations,  because  the  value  of  w  itself  depends  on  d.     It  will  be 
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Mr.    more  convenient  to  express  d  as  a  function  of  Wq,  the  live  load.    Write 
^^^^-  Equation  (2)  in  the  form, 

d  =  0.024  I  V  w'o  +  "'i 
by  the  help  of  the  equation 

w;  =  Wq  +  Wj (7) 

and  eliminate 

w,  =  12.5f  ==  12.5  (d  +  1.5) 

by  assuming  the  weight  of  a  cubic  foot  of  concrete  to  be  150  lb.,  or 
12.5  lb.  per  in.  of  thickness  per  square  foot. 
Then, 

d^  =  (0.024  ly  iwo  +  12.5  d  4- 18.75). 

Solve  this  quadratic  equation  and  find, 


d  =  0.00375  l^  +  0.024  I  \/ (w^  +   18.75  +  0.0225  I') (8) 

Table  2  has  been  computed  from  Equation  (8).     ISTow,  if  the  value 

of  the  divisor  in  Equation  (3)  is  assumed  to  be  a  =  25  at  mid-span 

of  the  panel,  as  recommended  in  the  report,  then,  by  Equation   (6), 

we  find  the  steel  ratio,  p  =  0.0048,  throughout  the  entire  table,  regard- 

d 

It  is  apparent  that  tlie  thickness  found  in  Table  2  is  too 


less  of 


I 


great  at  the  larger  spans  and  loads,  so  much  so  as  almost  to  prohibit 
the  use  of  flat  slabs  for  the  larger  loads  and  spans  figured  in  the  table, 
but  it  is  evident  that  this  thickness  may  be  reduced  by  increasing  p 
d 


somewhat  with 


I 


d 


The  effect  of  this  increase  of  p  with  — —  will  evidently  be  to  produce 

a  proportionate  decrease  of  the  dead  load  and  of  the  thickness  of  the 
slab  at  the  larger  values  of  w^  over  that  at  the  smaller  values  of  Wq. 

TABLE  2. — Effective  Thickness  of  Flat  Slabs. 


d  =  0.00:575  l'^  -\- 0.024  I  \/("'o  +  1^^-75  +  0.0225  t^)  Indies; 
I  =  «pan,  in  feet;  v^^  =  live  load,  m  pounds  ]ier  square  foot. 


Span, 
in  fpet. 

Wo  =  100 

200 

800 

400 

500 

600 

14 

4.16 

.5.75 

6.7H 

7.64 

S.4-.> 

9.13 

If) 

5.24 

6.7-2 

7.87 

8.8T 

>.1.75 

ID.-V) 

18 

H  08 

7.71 

9.02 

10.13 

11.13 

I2.0:^ 

20 

6.92 

H.74 

10.19 

11.42 

l2..5-.> 

i:!..'i8 

2i 

7.82 

y.Hi 

11.40 

10.74 

13.ii6 

13.06 

24 

8  76 

^U.'.rZ 

V2.65 

14.1-.i 

15.44 

16.62 

26 

9.75 

12. OK 

1:L93 

15.54 

16.95 

18.26 

28 

in.78 

18.27 

15.26 

16.99 

18.50 

19.80 

ao 

11.86 

14.49 

16.02 

18.45 

20.07 

21.57 

82 

12.98 

13.77 

18.04 

19.98 

21.71 

28.89 
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"With  the  view  of  finding  a  simple  approximate  expression  for  d  Mr. 
that  will  give  values  of  d  more  nearly  in  accordance  with  the  results  ^'^^'^■ 
of  good  practice  than  those  obtained  from  Equation  (4)  or  from  Table 
2.  it  is  to  be  observed  that,  for  any  given  span,  I,  Equation  (8),  re- 
garded as  a  quadratic  expressing  the  relation  between  the  variables,  d 
and  u'q,  taken  as  co-ordinates,  represents  a  parabola.  The  part  of  the 
curve  in  question  ranges  from  w^  =  100  or  less,  to  w^  =  600  or  more. 
In  Fig.  10  the  values  of  d  in  this  range  are  plotted  for  Z  =  20  ft.  Sim- 
ilar curves  occur  for  other  values  of  Z. 

Suppose  that  the  effective  thickness  for  two  different  loads  as,  for 
example,  at  P^  and  P„  in  Fig  10,  were  sufficiently  well  ascertained  by 
a  consensus  of  good  practice  to  be  supposed  to  be  known,  then  it  would 
be  possible  to  obtain  an  equation  for  a  straight  line  through  those  two 
points  that  would  give  values  of  d  for  those  and  other  loads,  which 
might  be  more  nearly  in  accord  with  good  practice  than  those  given  by 
the  paranoia.  Such  an  equation  of  relation  between  the  effective  thick- 
ness and  the  live  load  has  been  derived  in  what  follows. 

COMPARATIVE  PLOT  OF  VALUES  OF 
THE  THICKNESS,  rf,  FOR  THE  SPAN,  i=  20  FT. 


! 

- 

' 

ByT 

iblel;;;i_ 





^^^-^—^ 

, - 



E. 

^^^^ 'Px 

1 — ' 

'  Table  2 

■Jfo 
Fig.  10. 


The  equation  for  d  through  P^  and  P^  may  then  be  written  in  the 
d  =  I      "  (9) 


in  which  Z  is  the  span,  from  center  to  center  of  supports,  in  feet,  and 
Wq  is  the  total  design  working  load,  in  jKJunds  per  square  foot.  The 
total  thickness  is 


t  =  d+  1.5. 


.(10) 


in  which,  if  d  is  the  effective  depth  of  the  centers  of  gravity  of  the  steel 
below  the  compression  surface  of  the  concrete,  1.5  in.  is  the  remaining 
part  of  the  total  thickness,  including  one-half  of  the  layer  of  steel  and 
its  fire-proof  covering.  In  the  report  this  is  taken  as  1.5  in.,  of  which 
the  fire-proofing  is  required  to  be  1  in.  in  the  clear. 
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Mr.  In  Fig.  10  the  two  points,  P^  and  F.^,  at  which  it  was  assumed  that 

^'  the  two  corresponding  values  of  d  were  known,  were  both  for  the  same 
span,  I,  but  the  values  of  the  constants,  h  and  c  in  Equation  (9),  can 
be  determined  equally  well  in  case  the  known  values  of  d  correspond  to 
any  different  kno\vn  values  of  I  and  w^  whatever.  For  example,  assume 
that  it  is  known  from  experience  that,  for  a  17-ft.  panel  and  a  design 
live  load  of  200  lb.  per  sq.  ft.,  the  total  thickness,  t  =  7.6  in.,  nearly, 
and  for  a  23-ft.  panel  and  a  desigTi  load  of  400  lb.  per  sq.  ft.,  t  =  11.6 
in.,  nearly.  Substituting  these  values  in  Equation  (9),  gives  the  fol- 
lowing equations  from  which  to  determine  the  values  of  h  and  c : 

200  -:-  // 1 


7.(i  —  1.5  =  17 


11.6-1.5  =  23  ^^^^^i^   I 

c         J 


> (11) 


Hence,   b  =  700  and  c  ==  2  500,  nearly,  and  Equation   (9)   becomes 

y (i^) 


,  ^  ^  n  +  ^00        1 


2  500 

4. 

d  =  I 


4  10^  +  2  800 


10*  J 

the   latter    form   being   more   convenient    for    numerical    computation. 

In  case  the  examples  previously  assumed  as  a  basis  for  the  nu- 
merical values  of  h  and  c  used  in  Equation  (12)  seem  to  be  unaccept- 
able, then  any  two  otiier  trustworthy  and  satisfactory  numerical 
examples  may  be  used  instead,  to  arrive  at  an  equation  with  values  of  & 
and  c  slightly  different  from  those  used  in  Equation  (12).  Table 
3,  giving  the  numerical  values  of  d,  has  been  computed  from  Equa- 
tion (12). 

The  differences  in  the  successive  numbers  in  any  row  or  coluuni  of 
Table  3  are  constant,  and  are  noted  in  the  margins  at  the  right  and 
bottom  of  the  table,  so  as  to  admit  of  ready  interpolation  and  exterpola- 
tion  by  proportional  parts,  which,  in  this  case,  is  exact  and  not  merely 
approximate.  If,  in  Equation  (12),  w^  and  I  are  regarded  as  rect- 
angular co-ordinates  in  a  horizontal  plane,  and  d  is  erected  perpen- 
dicular to  it,  the  locus  of  the  extremity  of  d  will  be  a  hyperbolic 
paraboloid  which  by  its  height  will  represent  graphically  the  thickness 
of  the  slab.  The  numbers  at  the  top  and  left  of  Table  3  measure  such 
co-ordinates  in  the  plane  of  the  paper,  and  the  numbers  in  the  body  of 
the  table  express  the  heights  to  be  laid  off  at  the  positions  where  the 
numbers  are  written.  The  graphical  surface  thus  constructed  is  a 
doubly-ruled  surface  such  that  a  vertical  section  of  it.  for  any  given 
constant  value  of  either  w^^  or  I,  will  be  a  imiformly  sloping  straight 
line. 
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The  total  thickness  of  the  slab  will  be  obtained,  as  in  Equation  (10), 
by  adding  to  d  one-half  the  total  thickness  of  the  layers  of  reinforcing 
steel  plus  the  tiiickness  of  the  fire-proofing,  which  all  together  may  be 
either  more  or  less  than  the  average  value  of  1.5  in.  recommended  in 
the  report. 

The  values  of  d  in  Table  3  are  such  as  to  make  the  thickness,  t, 
throughout  the  entire  table  fall  within  the  limit  of  one  thirty- 
second  of  the  span,  as  recommended  in  the  report,  excepting 
only  the  last  number  at  the  bottom  of  the  first  column,  that  is, 
i  =  10.24  -r  1.5  =  11.74,  which  is  I  in.  below  the  assigned  limit. 

TABLE  3. — Effective  Thickness  of  Flat  Slabs. 

4»v+2S00. 

d  —  I ^—-n niches; 

10* 

I  =  span,  in  feet;  u^  =  live  load,  in  pounds  per  square  foot. 


Mi- 
Eddy. 


Span, 
in  feet. 

Wo  =  100 

200 

300 

400 

500 

600 

A 

U 

4.48 

5.04 

5.60 

6.16 

6.72 

7.38 

0.56 

16 

5.12 

5.76 

6.40 

7.04 

7.68 

8.32 

0.64 

18 

5.76 

6.48 

7.20 

7.93 

8.64 

9.36 

0.72 

20 

6.40 

7.20 

8.00 

8.80 

9.60 

10.40 

0.80 

22 

7.04        i 

7.92 

8.80 

9.68 

10.^6 

11.44 

0.88 

24 

7.68 

8.64 

9.60 

10.56 

11.52 

12.48 

0.96 

26 

8.32        1 

9.36 

10.40 

•11.44 

12.48 

13.52 

1.04 

28 

8.96 

10.  OS 

11.20 

12.32 

13.44 

14.56 

1.12 

30 

9.60 

10.80 

12.00 

13.20 

14.40 

15.60 

1.20 

32 

10.24        1 

11.52 

12.80 

14.08  . 

15.36 

16.64 

1.28 

A  = 

0.64 

0.72 

0.80 

0.88 

0.96 

1.04 

It  will  be  noticed  that  Tables  2  and  3  give  practically  identical 

values  of  <f  =  4.5  in.,  or  t  =  4.5  -|-  1.5  =  6  in.,  at  the  upper  left 

corner,  where  I  =  14  ft.,  w^  =  100  lb. ;  and  at  the  upper  right  and  left 

corners  the  values  of  d  in  Table  2  exceed  those  in  Table  S  by  about 

25%,  and  at  the  lower  right  corner  by  nearly  60  per  cent.     These 

d 
enormous  differences  are  due  to  the  increase  in  the  value  of  p  with  — 

involved  in  Equation  (6),  when  a  is  constant. 

'V\Tien  the  value  of  a  =  25  is  used,  that  necessarily  implies  that  the 
slab  has  steel  enough  in  one  direction  to  carry  the  entire  load  without 
any  stress  in  the  steel  at  right  angles  thereto,  whereas,  in  fact,  in  an 
inside  panel,  the  steel  in  both  directions  acts  simultaneously,  which 
requires  a  =  50,  and  not  a  =  25.  This  fact  will  reduce  the  value  of  p 
to  one-half  that  previously  found. 

The  steel  ratio  derived  from  Equation  (5)  is  : 

wl'  K-t-12.5  d)  f  ^^.^^ 

P    =   —^Tlii     =     .  .  AAA   ..   n    n   „    .72 (1^) 


a  t,  1  d 


IG  000  X  0.9  a  fZ^ 
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Mr.  which  gives  the  range  of  values  of  p,  shown  in  Table  4.  This 
'  table  gives  the  numerical  value  of  the  ratio  of  the  cross-section  of  the 
steel  to  the  concrete  at  mid-span,  in  order  that,  when  a  =  25,  the 
steel  will  resist  the  entire  applied  moment  as  in  a  beam,  or,  when 
a  =  50,  the  steel  will  resist  one-half  of  that  amount,  as  in  a  two-way 
slab.  Any  intermediate  values  of  I  and  Wq  may  be  found  correctly  from 
this  table  by  simple  interpolation  of  proportional  parts. 

TABLE  4. — Values  of  Steel  Ratio,  p,  by  Equation  (13). 


\ 


If  a 

=  25 

IP  a  =  50 

Wq    =      too 

Wq    -     600 

Wq     =       lOD 

Wq  =  600 

}  =  14 

<  =  S2 

0.0047 
0.0067 

0.0073 
0.0083 

0.0024 
0.0034 

0.0036 
0.0042 

These  values  of  p  show  that  Table  3  requires  no  excessive  steel 
ratios,  either  at  mid-span  or  at  panel  margins,  where,  since  the  values 
of  a  will  be  about  one-half  those  at  mid-span,  the  values  of  p  will  be 
about  twice  as  great. 

In  obtaining  the  values  of  d  in  Table  3,  no  allowance  has  been 
made  for  any  reduction  of  span  by  reason  of  size  of  capitals.  In  order 
to  make  such  allowance,  it  will  be  sufficient  to  assume  that  I  is  the 
effective  span,  instead  of  the  actual  span,  and  use  it  as  the  tabular  span 
for  finding  d  in  Table  3. 

It  will  now  be  in  order  to  find  out,  in  case  slab  thicknesses  in  accord- 
ance with  Equation  (9)  and  Table  3  are  adopted,  whether  either  the 
compressions  in  the  concrete  will  be  excessive,  or  the  deflections  of  the 
slab  will  be  greater  than  is  permissible.  For,  if  neither  of  these  things 
occurs,  then  we  have  established  the  admissibility  of  these  thicknesses, 
which  are  less  than  those  found  by  Equation  (1)  and  Table  2,  and, 
hence,  these  latter  will  not  be  actual  minimum  values,  but  should  be 
replaced  by  other  smaller  values  found  from  Equation  (9).  The  com- 
pression  in  the  concrete  is  to  be  found  from  the  common  formula, 

f  k 
f    —  —^ ,  in  which  A-  must  be  less  than  0.4,  and  probably  does 

•''        h(1  — A-) 

not  exceed  0.3;  and  we  may  assume  /«  =  16  000,  and  n  =  15,  so  that 
the  unit  stress,  /„  does  not  exceed  700  lb.,  and  probably  is  not  more 
than  500  lb.,  at  any  point,  unless  at  the  edge  of  the  capital,  at  which 
point  a  special  investigation  may  be  necessary.  This  shows  that,  in 
general,  the  compression  in  the  concrete  should  not  be  regarded  as 
excessive. 
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An  oxpressiou  for  the  deflection,  z,  at  the  panel  center  of  a  flat  slab    Mr. 
has  been  tound  to  be: 


w  V 

4.7r)X  lO^^d^^i 


xo^2  .    (ISV 


in  which  L  =  12  Hs  the  span,  in  inches  (not  feet),  and  A^  is  the  cross- 
section  of  a  side  belt. 


Xow, 


.l,=i.l=      ^^ 


2/,  aJLV 

which  last  was  obtained  by  equating  applied  and  resisting  moments  as 
in  Equations  (3)  and  (4).  Substitute  this  value  of  A^  in  Equation 
(13),  and  assume  /«  =  16  000,  a  =  25,  ;  =  0.9,  and  let  the  slab  be  as 

thin  as  permissible,  namely,—  =  32.  "We  then  have  the  largest  pos- 
sible relative  deflection  for  a  unit  steel  stress  of  16  000  lb.  Then,  the 
relative  deflection, 

z  2/,./aL  1 


L         4. 75  X  10^"  d       2  060 


(15) 


This  relative  deflection  is  so  small  that  it  would  permit  a  test  load  of 

more  than  2.5  times  the  sum  of  the  design  load  plus  the  dead  load, 

z  1 

without  causinor  —  to  exceed ,  provided  the  steel  were  not  thereby 

°    L  800 

stressed  beyond  its  elastic  limit,  which,  in  this  case,  would  have  to  be 

L 
at  about  40  000  lb.  per  sq.  in.     Smaller  values  of  —   than  32,  such  as 

occur  throughout  almost  the  entire  Table  3,  will  give  smaller  values 
of  — -  than  the  limiting  value  computed  in  Equation   (15).      On   the 

other  hand,  although  a  value  of  a  larger  than  25  would  have  an  etfect 

L  z 

to   offset   the  smaller    values   of   —    and    so   to   increase  — ,  yet  the 

observed  values   of  fg  are   invariably  much  smaller  than  those  com- 

z 
puted  by  Equation  (14),  which  serves  actually  to  reduce  the  value  of  — 

J-j 

at  least  to  that  found  by  Equation  (15).  It  follows,  consequently, 
that  values  of  d  as  small  as  those  in  Table  3  may  be  used  with  safety, 
and  that  values  as  large  as  those  in  Table  2,  as  prescribed  by  Equations 
(1)  and  (2),  are  not  a  minimum,  and  it  has  been  further  shown  that 
they  are  unnecessarily  large. 

•  See   "Concrete  Steel   Construction",   Eddy   and   Turner,    (71),   p.   204. 
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Mr.  The  report   recommends   minimum   total   thicknesses  that  may   be 


Eddy 


written  as  follows : 

For  a  slab  without  a  drop,  t  =  0.024  I  sj lo  +    1.5  =  d  +  1.5 

For  slab  with  drop,  /  =  0.02  I  s/  w  -^  \  =   '-  d  +  1 

(5 

For  the  drop  itself,  t  =  0.3  I  s/ v  +  1.5  =  —  d  +1.5 


U...(1G) 


and,  further,  that  the  width  of  the  drop  is  0.4  L,  so  that  its  area  will  be 
(0.4  Ly  =;  --,  nearly.  Hence,  the  total  volume,  in  cubic  inches,  of  a 
panel  without  a  drop  would  be: 

v^  (J +1.5)  L- (17) 

but  the  volume  of  a  panel  together  with  a  drop  would  be : 

'■  =  (I "  +  01  ^'  +  (t  "  +  '-0  V  '"^■■'>--  "'■ 

From  this  it  is  evident  that  the  report  discriminates  against  the  flat 
slab  without  a  drop  and  in  favor  of  the  slab  with  a  drop  by  making 
the  latter  so  much  thinner  that  the  total  volume  jier  panel  is  less. 
In  the  writer's  opinion  such  discrimination  is  without  justification  in 
theory  or  practice.  In  his  opinion,  in  order  to  make  the  formulas  for 
the  thicknesses  of  slabs  with  a  drop  comparable  with  those  without  a 
drop,  the  volume  of  the  former  should  be  at  least  as  great  as  the 
latter.     With  this  in  view,  it  will  be  necessary,  in  order  to  have  the 

drop  50%  thicker  than  the  rest  of  the  slab  and  its  area  =  —  to  write 
for  the  thickness  of  a  slab  with  a  drop, 

t  =  0.022  I  \/w  +  1.5  =      -  f?  +  1.5   "l 
12  I 

and  for  the  drop  itself,  j> (19) 

I  =  0.0033  Z  \/w+  1.5  =   -,  d  +  1.5    J 

.=  (;^.  +  :.»)^.+  (';.H,..)-j,,.' 

or,  »!  =  (d  +  1.5)  7v^  nearly. 

The  reason  for  the  foregoing  statement  is  this:  In  the  case  of  a 
given  uniform  loading,  the  numerical  sum  of  the  bending  moments 
at  mid-span  and  one  margin  is  constant,  but  the  sub-division  of  this 
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constant  total  moment  between  mid-span  and  margin  depends  on  the  Mr. 
structure  of  the  slab,  as  follows:  Either  the  line  of  inflection  in  the  '  ^' 
slab  occupies  a  position  fixed  by  the  simultaneous  dip  of  the  reinforc- 
ing rods  as  they  drop  below  the  neutral  surface,  or  it  is  imdetermined, 
due  to  the  irregular  dipping  of  the  steel,  and,  in  that  case,  is  de- 
termined only  by  the  relative  stift'ness  of  the  columns  and  of  the  panel 
at  the  margin,  as  compared  with  that  at  mid-span.  The  report  does 
not  contemplate  any  fixed  lines  of  inflection,  for  it  makes  express  pro- 
vision for  irregular  dipping  of  steel  rods.  However,  it  recommends 
that  steel  be  provided  to  resist  moments  of  certain  given  magnitudes 
at  mid-span  and  margin  separately,  regardless  of  the  presence  or  ab- 
sence of  a  drop.  If  that  recommendation  is  to  be  adopted,  the  sus- 
pended portion  of  the  panel  must  needs  be  just  as  thick  in  case  of  a 
drop  as  without  it.  The  only  excuse  for  its  being  made  thinner  with 
a  drop  would  be  that  the  columns  and  the  cantilever  portion  contain- 
ing the  drop  had  been  made  stiifer  and  the  cantilever  made  larger 
thereby,  so  that  the  lines  of  inflection  were  thereby  made  to  occupy 
positions  somewhat  more  distant  from  the  columns  than  in  the  case 
where  there  is  no  drop.  This  would  require  the  steel  over  the  drop  to 
be  kept  near  the  top  of  the  slab  for  a  greater  distance  than  in  a  plain 
flat  slab,  and  would  also  require  larger  and  stiffer  columns  to  resist 
the  imequalized  moments,  but  would  hardly  permit  the  total  volume 
of  the  panel  to  be  decreased,  as  has  been  done  in  the  report. 

It  is  still  an  unsolved  problem  to  determine  the  economical  rela- 
tive sizes  of  the  suspended  portions  of  the  panel  and  of  the  cantilever, 
and  the  relative  stiffness  of  the  columns,  as  well  as  the  manner  of  dis- 
tribution of  the  resisting  moments  across  the  margins  of  the  panels. 
On  the  solution  of  this  problem  evidently  no  light  has  been  shed  by 
the  recommendations  of  the  report,  since  it  recommends  a  difference 
in  thickness  without  any  difference  in  the  resisting  moment — a  recom- 
mendation hard,  if  not  impossible,  to  justify. 

Equations  (19)  for  thicknesses  of  slab  and  drop  to  replace  those 
recommended  in  the  report,  assume  in  effect  that  the  cantilever  portion 
of  a  slab  with  a  drop  will  be  slightly  larger  than  without  a  drop,  but  do 
not  proceed  to  such  unjustifiable  lengths  as  the  corresponding  expres- 
sions in  Equations  (16)  given  in  the  report,  which  wholly  ignore  the 
redistribution  of  the  constant  total  moment  between  mid-span  and 
margin  and  the  increase  of  that  part  of  the  unequalized  moment  dis- 
tributed to  any  column  due  to  decreasing  the  stiffness  of  the  panel  at 
mid-span. 

In  adopting  Equations  (19)  for  the  thickness  of  the  slab  and  drop, 
it  is  understood  that  the  values  of  d  which  are  to  be  inserted,  in  order 
to  obtain  minimum  values  of  t,  are  those  obtained  from  Equation  (12) 
and  Table  3,  although  the  foregoing  criticism  of  Equations    (16)   is 
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Mr.  equally  valid  were  we  to  adopt  as  correct  the  values  of  d  derived  from 
^*^'*^-  Equation   (8)   and  Table  2. 

2. — Flat  Slabs  as  Statically  Indeterminate  Structures. — In  the 
second  place,  the  writer  objects  to  the  adoption  in  the  report  of  any 
theory  of  flat  slabs  as  correct,  which  assumes  them  to  be  statically 
determinate  structures,  because  they  cannot  be  so  regarded.  The 
report,  however,  on  page  1138,  refers  to  the  paper  of  John  R.  Nichols,* 
Jun.  Am.  Soc.  C.  E.,  as  affording  an  approximate  basis  for  its  formulas. 
Now,  any  assumption  of  the  validity  and  applicability  of  statical 
analysis  to  continuous  flat  slabs  is  incorrect,  and  leads  to  erroneous 
results,  just  as  much  as  in  the  case  of  continuous  beams  or  of  any  other 
indeterminate  structures. 

Any  structure  in  which  the  magnitude  or  distribution  of  the  stresses 
in  any  part  of  it  undergoes  any  alteration  by  varying  the  rigidity  of 
any  of  its  members  or  elements  is  statically  indeterminate.  Hence, 
the  principles  of  statics  cannot  be  assumed  to  be  applicable  to  such  a 
structure  unless  there  is  definite  proof  that  the  statical  principles 
sought  to  be  applied  are  actually  valid  for  the  case  in  hand,  so  that  it 
is  beside  the  mark  to  adduce  any  statical  limitations  or  requirements 
in  flat  slabs,  such  as  are  adduced  in  the  report,  because  statical  prin- 
ciples must  here  be  subordinated  to  the  principle  of  rigidities,  which 
is  the  guiding  principle  in  all  indeterminate  structures. 

That  a  flat  slab  continuous  over  an  unlimited  array  of  separated 
supports  is  an  indeterminate  structure  according  to  the  above  defini- 
tion is  evident  from  comparing  the  distribution  of  the  stresses  across 
the  sides  of  the  panels,  due  to  the  bending  moments  in  a  slab  having 
most  of  the  reinforcing  steel  concentrated  in  belts  passing  over  the 
supports,  with  the  distribution  of  the  stresses  across  the  sides  of  the 
panels  where  this  is  not  the  case,  as  it  is  not  in  the  crown-sheet  of  a 
steam-boiler,  for  example.  For,  in  the  former  case,  the  stresses  across 
the  sides  due  to  the  bending  moments  are  largely  concentrated  at  and 
near  the  supports,  but  it  is  far  otherwise  in  the  crown-sheet,  which  is 
supported  on  stay-bolts  that  pass  through  holes  in  the  sheet,  which  com- 
pletely destroy  the  radial  resistance  to  bending  at  the  supports.  By 
reason  of  this  distribution  of  the  rigidity  in  the  crown-sheet,  the  entire 
resistance  to  bending  across  any  side  of  a  panel  is  aflForded  by  that  part 
of  the  side  lying  between  supports,  and  none  of  it  is  at  the  supports. 

Statical  principles,  therefore,  may  be  applied  to  flat  slabs  only  after 
due  inquiry  and  after  it  has  been  ascertained  to  what  extent  they  may 
be  applied  to  them.  Statics  and  the  principle  of  the  lever  are  so  in- 
grained in  all  reasoning  about  structures  that  the  unconscious  assump- 
tion of  their  applicability  is  likely  to  vitiate  otherwise  well-considered 
investigations  of  structures  so  complex  in  their  interactions  as  inde- 

•  "St<Ttlcal  Limitations  upon  the  Steel  Requirement  In  Reinforced  Concrete  Flat 
Slab  Floors",  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVII,  p.   1670    (1914). 
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terminate    structures    must   necessarily   be,    and   great   care   must   be    Mr. 
exercised  in  order  to  avoid  the  conclusions  that  inevitably  follow  from  J^'<i<iy- 
yielding  to  the  insidious  temptation  unconsciously  to  make  this  as- 
sumption.    The  following  unavoidable  conclusion,   therefore,  may  be 
formally  stated: 

Proposition  I. — Continuous  flat  slab  floors  on  separated  supports 
are  indeterminate  structures  subject  to  the  law  of  relative 
rigidities  and  its  corollary,  the  law  of  least  work. 

In  any  indeterminate  structure  the  relative  rigidities  of  its  parts 
control  the  distribution  of  the  stresses  in  it  strictly  in  proportion  to 
the  relative  rigidities  of  the  paths  by  which  those  stresses  are  carried, 
so  that  the  greatest  total  stresses  occur  wherever  the  structure  offers 
the  greatest  total  resistance  to  deformation. 

The  steel  reinforcement  in  a  slab  affords  the  principal  resistance 
to  tensile  stress,  and  hence  the  total  tensile  resistance  is,  in  general, 
where  the  cross-section  of  steel  is  greatest.  Consequently,  the  distri- 
bution of  the  tensile  stresses  will  in  general  be  controlled  by  the 
quantity  and  position  of  the  steel  in  the  slab. 

3. — Sheanng  Stresses  in  Flat  Slabs. — Equilibrium  requires  that 
the  total  vertical  shearing  stress  across  the  perimeter  or  margin  of 
any  panel  shall  be  equal  to  the  stma  of  the  total  live  load  resting  on 
the  panel  added  to  the  weight  of  the  panel  itself.  The  perimeter  of 
the  panel  may  be  taken  approximately  at  the  sides  of  the  rectangle  the 
corners  of  which  are  at  the  four  adjacent  column  centers,  but  it  may 
be  found  somewhat  more  exactly  by  replacing  parts  of  this  rectangle 
near  the  columns  by  parts  of  the  perimeters  of  the  column  capitals  for 
90°  around  each  column  center. 

Shearing  stresses  transmit  loads  horizontally  by  the  help  of  the  bend- 
ing moments  which  they  bring  into  play,  and  they  re-apply  those  loads 
undiminished  in  total  amount  at  the  supports  at  some  distance  hori- 
zontally from  their  initial  positions. 

In  order  to  discuss  this  matter  mathematically,  designate  the  total 
im.iformly  distributed  load  on  one  panel  by  W,  then,  in  case  of  a  square 
panel  loaded  uniformly  and  supported  at  its  four  sides  by  walls  or 
equal  girders,  the  total  vertical  shear  across  a  section  close  to  one  side 
is  iW,  as  is  evident  either  by  symmetry  or  by  the  principle  of  the 
equal  rigidities  of  the  possible  paths,  lying  in  two  directions  at  right 
angles  to  each  other,  by  which  the  load  may  be  carried  to  the  supports. 

Again,  take  the  case  of  a  single  inside  panel  of  any  equally  loaded 
panels  supported  on  columns  with  square  capitals,  the  edges  of  which 
are  parallel  to  the  sides  of  the  panels;  then,  on  the  same  principle,  it 
is  evident  that  the  vertical  shear  across  each  side  of  each  capital  is 
JW.  Now,  whatever  may  be  the  shape  of  the  perimeter  of  the  capitals, 
the  sections  on  which  vertical  shear  occurs  may  be  taken  to  be  made  up 
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Mr.  of  an  infinite  number  of  successive  elementary  vertical  faces  all  of 
'^'  which  are  parallel  either  to  one  or  other  of  the  sides  of  the  panel. 
Then  the  total  shear  on  all  the  vertical  faces  on  one  side  of  a  capital, 
which  are  parallel  to  one  side  of  a  panel,  is  ^W.  This  may  be  regarded 
as  equivalent  to  saying  that,  whatever  shape  the  perimeter  of  the 
capital  may  actually  have,  it  can  be  assumed  without  material  error 
for  the  purposes  of  computation  to  be  replaced  by  a  square  capital. 

It  will  be  noticed  that  the  intensity  of  the  vertical  shear  across  the 
perimeter  of  the  panel  is  distributed  in  a  very  diiferent  manner,  in 
the  case  of  supporting  walls  on  four  sides,  from  its  distribution  across 
the  edges  of  square  capitals,  in  the  case  of  supporting  columns,  for, 
in  the  latter  case,  the  shear  is  all  concentrated  at  the  perimeter  of  the 
capitals  and  is  zero  at  the  other  parts  of  the  perimeter  of  the  panel 
between  capitals,  although  the  total  amount  in  either  case  must  be 
equal  to  the  panel  load,  W. 

This  concentration  of  shear  is  brought  about  by  the  bending  and 
deformation  of  the  slab,  in  which  a  shallow  saucer-shaped  hollow  is 
produced  around  each  panel  center,  while  around  each  column  center 
the  slab  is  bent  into  the  shape  of  an  inverted  saucer.  The  stresses  ac- 
companying these  deformations  effect  the  distribution  of  the  shears 
just  mentioned,  as  well  as  that  of  the  bending  moments  also,  a  matter 
which  will  be  treated  later. 

In  ease  of  wall  supports  on  the  sides,  slab  deformations  are  very 
different  from  this,  as  they  produce  the  distribution  of  shears  and 
moments  that  occur  at  the  walls,  which  are  very  different  from  those 
at  the  perimeter  of  the  capitals,  a  matter  that  has  been  treated  by  the 
writer  elsewhere.*  In  all  cases,  the  distribution  of  the  vertical  shears 
depends  on,  and  is  controlled  by,  the  relative  rigidities  of  the  various 
parts  of  the  perimeter  and  supports,  as  expressed  by  their  capacity 
to  resist  vertical  forces  without  yielding.  Any  subsidence  or  yielding 
of  a  support  or  any  part  of  it  will  alter  the  distribution  of  shears  that 
otherwise  would  take  place  and  reduce  their  intensity,  and  any  in- 
equalities in  the  resistance  of  the  material  at  the  perimeter  of  a  capital 
will  cause  corresponding  inequalities  in  distribution  of  the  shears. 

Again,  consider  a  single  square  panel  that  is  one  of  a  single  tier 
of  equal  square  panels  which  constitute  a  wide  beam  and  are  sup- 
ported on  a  succession  of  equi-distant  transverse  parallel  walls  or  rigid 
girders  across  the  tier.  In  this  case  no  saucer-shaped  hollows  arc  pro- 
duced by  the  load,  for  simple  flexure  alone  occurs  in  such  a  case,  and 
the  deformation  is  designated  as  cylindrical,  meaning  thereby  that  the 
surface  produced  by  flexure  is  a  ruled  surface  such  that  any  sections 
of  it  by  vertical  planes  parallel  to  the  wall  supports  are  horizontal 
straight  lines  parallel  to  the  walls.    In  this  structure  tlie  entire  shear- 

•  "Concrete-Steel   Construction",   Eddy  and  Turner,   p.   28.'>. 
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ing  rigidity  at  the  sides  of  a  panel  is  at  the  walls,  and  is  zero  at  the  two  Mr. 
unsupported  sides.  The  total  shear  at  each  supported  side  is  ^V^  and  '  *^ 
the  total  shear  at  any  parallel  vertical  section  between  the  walls  will 
be  twice  that  occurring  at  the  corresponding  section  of  an  inside  panel 
of  a  continuous  slab  of  several  tiers  of  panels  on  separated  supports, 
such  as  was  considered  previously.  As  just  stated,  this  shear  of  iW 
is  due  to  the  fact  that  there  are  no  supporting  resistances  or  rigidities 
at  the  two  unsupported  sides  of  this  panel. 

This  fundamental  difference  in  the  distribution  of  the  total  vertical 
shear  at  or  across  panel-wide  sections  in  those  two  cases  is  of  the 
utmost  importance  in  the  theory  of  flat  slabs,  because,  owing  to  the 
fact  already  stated  that  a  given  panel  load,  IF,  can  produce  a  total 
shear  at  the  perimeter  no  greater  than  17,  not  only  are  the  total  shears 
in  sections  parallel  to  the  sides  of  the  panels  of  flat  slabs  on  separated 
supports  50%  less  than  in  the  wide  beam  structure  just  described, 
but,  by  reason  of  the  necessary  relation  existing  between  the  shears  and 
the  bending  moments,  the  total  applied  bending  moment  produced  at 
any  panel-wide  section  of  an  inside  panel  is  likewise  reduced  to  50% 
of  that  which  would  be  produced  if  the  total  load  were  carried,  as  in 
the  beam,  by  moments  across  that  section  and  sections  parallel  to  it, 
and  none  of  it  was  carried  by  moments  across  sections  at  right  angles 
thereto.  Now,  since  in  a  continuous  slab  on  separated  supports  equal 
rigidities  occur  in  two  sets  of  sections  at  right  angles  to  each  other, 
both  must  act  at  the  same  time,  and  each  does  50%  only  of  that  which 
it  would  do  in  the  absence  of  the  other.  In  other  words,  since  the 
shears  in  the  sections  parallel  to  either  one  of  the  sides  of  the  panels 
in  a  continuous  slab  on  separated  supports  are  those  that  arise  from 
a  uniform  panel  load  of  ^W,  and  equal  shears  also  occur  in  sections 
at  right  angles  thereto,  it  follows  that  the  applied  bending  moments 
across  each  of  the  set  of  panel-wide  sections  parallel  to  the  sides  of 
such  a  panel  are  those  arising  from  a  uniformly  distributed  panel  load 
of  only  ^W,  instead  of  a  load,  W,  as  was  the  case  in  a  beam. 

However,  a  wall  panel  in  a  flat  slab  floor  that  rests  on  a  side-Avall 
of  the  building  at  one  side  of  the  panel  is  prevented  by  the  wall  from 
having  any  deflection  at  that  edge,  so  that  the  curvature  of  the  panel 
under  load  is  more  nearly  cylindrical  near  the  wall  than  it  would  be 
with  separated  column  supports  at  the  edge.  This  makes  the  action 
of  the  panel  more  nearly  like  that  of  a  wide  beam  with  one  end  rest- 
ing on  the  wall.  In  other  words,  the  total  shear  in  a  section  close  to 
the  wall  will  be  greater  than  ^W,  but  less  than  ^W,  while  the  total 
shear  in  a  section  at  right  angles  to  the  wall  and  at  the  edge  of  the 
panel  will  be  less  than  iW.  The  applied  bending  moments  in  these 
two  directions  in  the  panel  will  be  such  as  to  correspond  to  those  shears. 

An  outside  panel,  however,  the  outer  edge  of  which  is  supported 
on   separated   columns   only,  with   no   additional   girder   or   stiffening 
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Mr.    along  its  outer  edge,  undergoes  a  greater  deflection  at  the  outer  edge 

^'  between  supports  than  at  other  edges,  and  the  total  shear  at  a  section 

near  the  outer  edge  is  less  than  at  corresponding  sections  near  the 

other  edges  of  the  panel,  and  needs  additional  stiffening  in  the  slab, 

either  at  the  outside  edge  or  parallel  thereto.     The  effect  of  this  kind 

of  column  support  is  to  make  the  total  shear  in  a  section  near  the 

outer  edge  of  the  panel  less  than  iW,  while  it  makes  that  in  a  section 

of  the  panel  at  right  angles  thereto  and  near  the  side  of  the  panel 

greater  than  i  W.     Corresponding  changes  occur  in  the  total  applied 

bending  moments  in  the  two  directions  in  these  panels.     This  last  kind 

of  outside  panel  with  others  contiguous  thereto  takes  on  more  or  less 

of  the  properties  of  a  beam  along  the  outsi'de  of  the  slab  in  which  it 

differs  materially  from  an  outside  panel  resting  on  a  wall,  which  last,  it 

was  seen,  had  some  of  the  properties  of  a  beam  with  an  end  at  the  wall. 

A  comparison  of  the  two  preceding  paragraphs  shows  that  outside 

panels  supported  at  the  edge  of  the  slab  on  an  outside  row  of  columns 

may  be  designed  so  that  their  action  will  resemble  closely  that  of  the 

inside  panels.     In  order   that  this   may  occur,   the  reinforcement   at 

the  outside  edge  must  be  such  that  at  the  heaviest  loads  to  which  it  is 

subjected  the  deflections  will  be  the  same  at  mid-span  between  the 

columns  at  the  edge  as  occur  under  these  loads  at  mid-span  between 

interior   columns.      These   identical    deformations   will   ensure   nearly 

equal  shears  and  bending  moments  in  outside  and  inside  panels,  because 

the  saucer-shaped  deformations  will  be  nearly  the  same  in  each. 

^. — Applied  Bending  Moments  in  Flat  Slabs. — It  is  a  well-known 

proposition  of  beam  theory  that  the  sum  total  of  half  the  numerical 

values  of  the  applied  negative  bending  moments  at  the  ends  of  any 

span  of  length,  L,  plus  the  numerical  value  of  the  positive  bending 

moment  applied  at  mid-span,  all  arising  from  a  uniformly  distributed 

WL 
load,  W,  amounts  to  ,  whether  the  span  is  a  sinipk'  one  with  end 

h 

supports  merely,  or  is  continuous,  or  partly  so,"  and  this  without  regard 
to  the  loading  or  absence  of  loading  on  other  spans  of  the  beam.  This 
proposition  holds  true  regardless  of  the  relative  magnitudes  of  the 
moments  of  inertia  of  the  beam  at  its  successive  cross-sections  by  which 
the  relative  rigidities  of  the  beam  in  resisting  the  applied  bending 
moments  is  expressed.  It  likewise  is  independent  of  the  rigidity  or 
lack  of  rigidity  of  the  supports  or  their  connections  with  the  beam  in 
resisting  applied  bending  moments.  The  proposition,  therefore,  considers 
such  a  beam  as  an  indeterminate  structure  to  which  the  principle  of  rigid- 
ities applies  in  determining  how  the  total  moment,      ,    ,  is  distributed 

between  mid-span  and  ends.     It  will  be  convenient  to  designate  this 

W  L 

constant  quantity,  — 7^^  as  the  total  applied  bending  moment  in  the 
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span.  L.  due  to  the  uniform  load.   IF.     A  proof  of  this  well-known    Mr. 
proposition    may   be   foimd,   amonjr   other  places,    in   a   paper  by   the  "    ^" 
writer.* 

In  accordance  with  the  conclusions  already  reached  in  this  dis- 
cussion, the  total  applied  bending  moment  in  each  direction  parallel 
to  the  sides  in  a  panel  of  a  continuous  slab  on  separated  supports 
depends  on  the  part  of  the  load  that  is  transmitted  by  the  shears  in 
that  direction,  so  that,  in  an  inside  panel  of  such  a  slab,  only  one-half 
of  the  bending  moment  would  be  applied  in  each  direction,  and  there- 
fore the  sum  total  of  the  numerical  value  of  the  positive  applied  bend- 
ing moment  across  a  mid-section  parallel  to  one  side  added  to  the 
numerical  value  of  the  negative  applied  bending  moment  across  that 

W  Li 

side  is  only  -— 7--    In  any  case,  the  sum,  as  above  specified,  of  the  ap- 
16 

plied  bending  moments  in  the  two  spans  lying  at  right  angles  in  any 
panel  would  together  have  the  constant  value,  — ~ — . 

o 

In  view  of  this,  and  disregarding  for  the  instant  the  effect  of  the 
size  of  the  supports,  we  will  state : 

Proposition  II. — In  any  square  panel,  inside  or  outside,  of  a  con- 
tinuous flat  slab  on  rows  of  separated  supports  placed  at  suc- 
cessive distances  of  L  from  each  other  and  carrying  a  total 
uniformly  distributed  panel  load,  W ,  the  sum  total  of  the 
numerical  values  of  the  positive  applied  bending  moments 
acting  across  the  two  panel-wide  mid-sections  drawn  at  right 
angles  parallel  to  the  sides,  added  to  half  the  sum  total  of  the 
applied  bending  moments  acting  across  the  four  sides  of  the 

,    .            ,         ,                                .       WL 
panel,  is  equal  to  the  constant  quantity, . 

This  proposition  may  be  readily  demonstrated  for  an  inside  panel 
in  which  the  rigidities  are  equal  and  symmetrical  about  both  of  the 
mid-sections.     For, 

Let  Sj.  represent  the  total  vertical  shear  across  a  panel-wide  sec- 
tion at  a  distance,  x,  from  the  panel  center; 
and  let  Mj~  represent  the  total  applied  bending  moment  at  the  same 

section. 
Then,  dMj.  =  Sxdx,  for  this  equation  expresses  the  necessary  funda- 
mental relation  of  shear  to  applied  moment  along  x. 

Similarly,  for  sections  at  right  angles  to  this,  the  corresponding  equa- 
tion may  be  written : 

dMy  =  Sydy. 


*  "A  Further  Discussion  of  the  Steel  Stresses  in  Flat  Slab  Floors",  Proceedings 
Am.  Concrete  Institute,  1916,  p.  284. 


1184      DISCUSSIOX   ox   CONCRETE   AND   REINFORCED   CONCRETE 

Fdd-         "^°^'   ^^"^^""^'^   sections    at   right    angles   to   each   other   and   at 

■  equal  distances  from  the  panel  center  at  which  x  :=  y,  the  sum  of  the 

two   vertical   shears  across   these   sections   is   equal   to   the   total   load 

between  either  of  them  and  the  mid-section  at  a;  =  0,  or  at  2/  =  0 ; 

W  r  W 

that  is,  when  x  =  y,  we  liave  S    +  N    r=     ^^  in  which  —  is  tlie  total 

•'  L  L 

panel  load  per  unit  of  width  or  length  of  panel. 

In  case  of  equal  rigidities  in  directions  at  right  angles,  at  equal 

distances,  x  =  y,  from  mid-section,  we  have  8^  =  Sy,  but  not  in  case 

•    •  1-  •  Wx 

of  unequal  rigidities.    In  any  case,  at  x  =  y  we  have  Sj,  -\-  Sy  =  — '--. 


Hence,  by  addition,  at  x  =  y, 

<n^r^  +  M,;)  =  {S^  +  s,,)ax  = 

and  integrating  between  re  =  0  and  a;  =       X, 


Wxdx 


WL 


that  is,  the  excess  of  the  sum  total  of  the  positive  moments  across  the 

two  panel-wide  mid-sections  drawn  at  right  angles  to  each  other  over 

the  sum  total  of  the  negative  moments  across  two  sides  mutually  at 

WL 
right  angles  is  .    This  excess,  however,  is  the  sum  of  the  numerical 

S 

values  of  these  moments,  which  is  the  result  stated  in  Proposition 
II.  This  holds  true  in  general  in  case  of  unsymmetrical  rigidities, 
although  the  demonstration  is  less  simple  for  the  more  general  case. 

The  distribution  of  the  bending  moment  along  each  panel-wide 
section  depends  on  the  relative  resistance  to  bending  of  the  several 
parts  of  that  section,  as  was  pointed  out,  for  example,  where  the 
bending    resistance    of    the    crown-sheet   of    a    boiler   was   considered. 

The  sub-division  of  the  total  applied  bending  moment,   — 7—,  between 

the  two  directions  at  right  angles,  however,  depends  not  only  on  their 
relative  resistances  to  bending  moments  at  these  sections,  but  also 
on  their  capacity  to  resist  vertical  shears  as  well. 

As  a  result  of  the  preceding  investigation,  we  have  consequently 
established  the  following: 

Corollary. — In  a  scpiare  interior  panel  under  a  uniform  load,  IF, 
the  total  numerical  value  of  the  positive  bending  moment  at 
a  mid-section,  added  to  the  total  numerical  value  of  the 
negative   bending   moment   at   an   edge  parallel   to   the   mid- 

section,  IS  only  one-half  01  . 
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Disregarding  for  the  instant  the  reduction  of  span  due  to  the  size    Mr. 
of  the  capital,  the  report  says : 

"Analysis  shows  that    *    *    *    the  numerical  sum  of  the  positive 

moment  and  the  negative  moment  at  the  two  sections  named  is  given 

quite  closely" 

WL 
bv  ,  when  written  in  the  notation  used  herein.     This  shows  that, 

8     ■  ' 

for  an  inside  panel,  the  analysis  adopted  in  the  report  would  make 
the  applied  moments  twice  as  great  as  has  just  been  shown  really  to 
exist.  It  is  stated  in  the  report,  however,  that  the  use  of  moment 
coefficients  somewhat  less  than  those  derived  by  this  analysis  is  believed 
to  be  warranted,  and  the  reason  assigned  for  this  is  the  tensile  resist- 
ance of  the  concrete.     How  small  the  allowance  to  be  made  on  this 

account  is.  niav  be  estimated  from  the  recommended  coefficients  of  — 

25 

at  mid-span  and  —  at  a  margin,  the  sum  of  which  is  practically  — - 

in  place  of  — ,  as  given  by  analysis.     It  is   clear,   therefore,  that  the 

recommendations  in  the  report  practically  require  provision  to  be  made, 
so  far  as  resisting  applied  moments  are  concerned,  sufficient  to  carry 
the  entire  load  by  resistance  in  one  direction  only  and  then  require, 
in  addition,  that  provision  shall  also  be  made  to  carry  the  entire  load 
by  resistance  in  a  section  direction  at  right  angles  to  the  first,  when, 
in  fact,  one-half  must  be  carried  in  each  direction.  It  is  perhaps 
unnecessary  to  remark  that  since  moment  magnitudes  are  of  the 
nature  of  directed  quantities,  moments  at  right  angles  to  each  other 
are  mutually  independent  of  each  other. 

5. — Lines  of  Inflection. — As  ordinarily  imderstood,  lines  of  inflec- 
tion or  lines  of  contraflexure  are  those  lines  drawn  on  the  slab  at 
which  successive  panel-wide  sections  of  the  slab  cut  out  by  vertical 
planes  parallel  to  the  sides  of  the  panel  change  curvature  from  convex 
to  concave,  or  vice  versa.  It  is  evident  that  since  there  are  two  such 
sets  of  panel-wide  sections  at  right  angles  to  each  other,  there  must 
be  two  sets  of  lines  of  inflection  crossing  each  other.  There  would 
also  be  other  lines  of  inflection  for  any  other  sets  of  sections,  as,  for 
example,  sections  parallel  to  the  diagonals,  etc.  Considering,  how- 
ever, for  the  present,  only  those  lines  of  inflection  arising  from  panel- 
wide  sections  parallel  to  the  sides,  and  in  order  to  arrive  at  a  more 
complete  tmderstanding  of  them  and  their  relations  to  the  deforma- 
tions of  the  panels,  let  us  take,  for  the  sake  of  simplicity,  the  case 
of  a  homogeneous  uniform  flat  plate,  such,  for  example,  as  a  steel 
plate  of  indefinite  extent,  resting  on  rows  of  equidistant  separated 
supports  in  square  array,  and  let  it  be  subjected  to  equal  concentrated 


1186      DISCUSSION   ON   CONCRETE   AND   REINFORCED   CONCRETE 

Mr.  loads,  applied  at  the  panel  centers.  Then,  the  upward  resistance  at 
^*  each  support  is  equal  in  magnitude  to  each  of  the  concentrated  loads. 
The  top  and  bottom  of  the  plate  are  then  subjected  to  sets  of  forces 
which  are  alike  in  every  parti ciilar  except  position  and  opposite  direc- 
tion, and  the  plate  is  bent  in  a  perfectly  symmetrical  manner.  On 
the  surface  of  the  plate  draw  lines  parallel  to  the  sides  of  the  panels 
located  half  way  between  the  supports  and  the  panel  centers.  This 
will  divide  up  the  entire  surface,  checker-board  fashion,  into  squares, 
the  sides  of  which  are  one-half  the  distance  between  supports.  These 
lines  will  be  the  inflection  lines  of  the  plate.  The  squares  over  the 
supports  will  be  convex  upward,  those  in  which  the  panel  centers  lie 
will  be  convex  do^vnward,  the  others  will  be  saddle-shaped.  The 
bending  moments  across  the  lines  of  inflection  will  be  zero. 

If,  now,  the  loading  is  supposed  to  be  changed  from  concentrated 
loads  to  a  uniformly  distributed  load,  the  curvatures  in  the  central 
part  of  the  panel  will  not  be  so  sharp  as  in  the  case  of  concentrated 
loads,  and  the  lines  of  inflection  will  thereby  be  removed  slightly 
toward  the  supports,  but  will  still  remain  straight.  If,  however,  the 
plate  is  replaced  by  a  slab  which  is  reinforced  so  as  to  be  stiffer  over 
the  supports  than  elsewhere,  that  will  move  those  parts  of  the  lines 
of  inflection  which  are  around  the  supports  farther  away  from  the 
supports,  so  that  they  no  longer  will  be  straight.  If,  in  addition,  the 
stiffness  of  the  slab  across  the  saddle-shaped  areas  is  made  less  than 
elsewhere,  those  parts  of  the  lines  of  inflection  which  lie  around  the 
panel  centers  will  move  nearer  to  the  sides  of  the  panel.  In  such  a 
slab,  the  lines  of  inflection  will  divide  up  the  area  of  the  slab  irregu- 
larly, in  checker-board  fashion,  into  areas  which  are  only  roughly 
rectangular,  in  which  the  convex  and  concave  areas  have  bulging 
sides,  but  the  saddle-shaped  areas  will  have  hollowing  sides.  The 
sides  of  these  irregular  areas  are  the  loci  of  no  bending  across  them 
along  sections  perpendicular  to  the  sides  of  the  panel,  and,  conse- 
quently, of  no  bending  moment  in  that  direction,  but  that  does  not 
necessarily  signify  that  the  stresses  in  either  the  steel  or  the  concrete 
is  zero  across  these  lines.  This  is  a  fact,  because  the  steel  rods  which 
are  known  to  be  in  tension  both  in  the  tension  areas  around  the 
supports  and  in  those  around  the  panel  centers,  are,  no  doubt,  in 
tension  throughout  their  entire  lengths,  not  only  in  the  tension  areas, 
but  across  the  lines  of  inflection  as  well,  whicli  fact  would  require 
the  entire  cross-section  of  the  concrete  to  be  in  compression  across 
lines  of  inflection,  because,  at  any  vertical  section  subjected  to  bending 
moment  only,  the  sum  of  the  tensions  and  compressions  must  be 
numerically  equal. 

From  what  has  boon  already  stated,  it  is  evident  that  the  location 
of  tho  lines  of  infloction  is  fixed  by  the  rigidity  of  the  slab,  and  is 


\ 
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largely   within  the   control  of  the   designer,  so  that  it  will  be  prac-    Mr. 
ticaily  where  the  steel  dips  down  below  the  neutral  surface  of  the       ^' 
slab  as  it  passes  from  the  tensile  zones  at  the  top  to  those  at  the 
bottom  of  the  slab. 

Xow,  compare  this  with  a  design  in  which  all  the  steel  does  not 
dip  down  at  the  same  line.  The  effect  of  this  would  be  to  cause  the 
lines  of  inflection  to  lie  at  one  place  for  one  concentration  of  loading 
and  at  another  place  for  a  different  concentration. 

The  difference  of  action  between  these  arrangements  of  steel  is 
like  that  existing  between  the  cantilever  bridge  and  the  continuous 
bridge  of  several  spans.  In  the  continuous  bridge,  the  inflection 
point  moves  along  the  bridge  to  some  extent  as  a  train  crosses,  whereas, 
in  the  cantilever  bridge,  the  point  of  zero  moments  is  located  definitely 
by  a  joint  at  the  junction  of  the  cantilever  and  suspended  span.  The 
same  advantages  are  secured  in  flat  slabs  as  in  bridges  by  fixing 
the  length  of  the  cantilever  as  well  as  the  relative  size  of  cantilever 
head  and  suspended  span  by  having  all  the  steel  dip  down  at  a 
given  line,  for  this  arrangement  reduces  the  bending  resistance  at 
the  line  so  as  to  make  it  the  line  of  inflection  at  all  times. 

It  is  evidently  possible  to  make  the  cantilever  extend  out  from 
the  supports  to  any  distance,  even  as  far  as  mid-span,  by  sufficiently 
reinforcing  the  top  of  the  cantilever  throughout  and,  at  the  same  time, 
reducing  the  resisting  moment  of  inertia  of  the  section  at  the  edge 
of  the  cantilever.  Now,  this  will  be  practically  accomplished  by 
making  aU  rods  dip  together  at  the  same  line  of  inflection  prede- 
termined in  such  position  as  to  separate  the  total  applied  bending 
moment  of  the  panel  into  such  parts  as  may  be  desired.  This  may 
be  formally  stated  in  the  following : 

Proposition  III. — In  a  continuous  flat  slab  on  separated  supports 
the  relative  size  of  the  cantilevers  over  the  supports  and  the 
suspended  spans  within  the  panels,  as  well  as  the  relative 
magnitudes  of  the  total  applied  bending  moments  across  the 
panel-wide  sections  at  mid-span  and  at  the  sides  of  the  panel, 
may  be  controlled  by  the  location  of  the  dip  in  the  reinforcing 
rods  across  the  neutral  surface  at  predetermined  lines  of 
inflection. 

Now,  it  is  recommended  in  the  report  to  have  the  steel  dip  down 
one  part  of  it  at  one  distance  from  the  edge  of  the  panel  and  another 
part  at  another  distance,  thus  making  the  position  of  the  lines  of 
inflection  absolutely  impossible  of  determination  for  any  loading,  and 
different  for  different  dispositions  of  load,  and  also  making  the  sub- 
division of  the  total  moment  between  mid-span  and  margin  uncertain. 
The  actual  subdivision  will  then  depend  on  several  factors  besides 
the  positions  where  the  steel  dips  down,  such  as  the  relative  moments 
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Mr.  of  inertia  of  the  cross-sections  at  mid-span  and  margin,  and  the 
'  stiffness  of  columns,  etc.  The  recommendation  is  bad  in  principle 
and  more  to  be  honored  in  the  breach  than  in  the  observance,  because 
making  the  rods  dip  down  at  different  points  renders  bending  moments 
indeterminate  which,  otherwise,  would  be  determinate.  This  is  dis- 
cussed somewhat  more  in  detail  in  the  next  section. 

6. — Column  Rigidities  and  Relative  Slab  Rigidities  across  Panel- 
wide  Sections,  as  Affecting  the  Sub-division  between  Mid-Span  and 
Margins  of  the  Total  Applied  Bending  Moment  in  the  Panel. — In 
any  beam  of  constant  moment  of  inertia,  fixed  horizontally  at  the 
ends  and  uniformly  loaded  with  a  total  load,  TF,  the  applied  bending 

W  L  W  L 

moment  at  mid-span  is  —— —  and  at  each  end  is — — .     In  case  the 

24  12 

moment  of  inertia  or  resistance  to  bending  is  made  greater  at  and 

near   the   ends   than   elsewhere,   the   numerical   value   of   the   applied 

bending  moment  at  each  end  will  be  increased  at  the  expense  of  that 

W  L 

at  mid-span,  but  their  numerical  sum   will  still  be  — ;— .     If,  hoAvever, 

the  restraint  at  the  ends  is  reduced  so  as  to  be  insufficient  to  fix  them 
horizontally  at  the  supports,  the  positive  moment  at  mid-span  will 
increase  numerically,  while  the  numerical  value  of  the  negative  moment 
at  each  end  will  be  decreased  by  the  same  amount.  Similar  principles 
apply  to  the  moments  at  panel-wide  sections  of  inside  panels  of  a 
continuous  slab  over  separated  supports,  except  that  the  uniformly 
distributed  load  in  the  case  of  the  slab,  which  causes  the  applied 
moment  in  each  direction,  will  be  only  one-half  of  the  total  panel 
load,  W,  as  previously  shown.  The  column  supports  of  a  continuous 
slab  are  not  usually  sufficiently  rigid  to  afford  perfectly  horizontal 
restraint  at  the  supports,  but  there  seem  to  be  clear  indications  that, 
under  ordinary  circumstances,  the  columns  resist  about  one-half  the 
unequalized  bending  moments  at  the  supports.  That,  however,  is  partly 
dependent  on  the  rigidity  of  the  connections  between  the  slab  and 
the  supports. 

In  order  to  obtain  an  outside  estimate  of  the  divergence  between 
the  effect  of  the  complete  restraint  at  the  ends  previously  considered 
and  free  tipping  over  the  supports,  let  us  suppose  a  uniform  beam  of 
three  equal  spans  resting  on  four  supports,  with  a  uniform  load  on 
the  middle  span  only,  but  free  to  tip  at  all  four  supports.  The  theorem 
of  three  moments  shows  that,  in  this  case,  the  applied  moments  at 

W  L 

tlie  sui)]H)rt  would  l)t>  —    - —  .   while  that  at  nii(l-s]nin  would  bo  about 

— —        11'   however,  the  beam  were  fixed  liori/ontallv  at  its  two  ends. 

18 
but  could  tip  freely  over  the  two  intermediate  supports,  the  amounts 


i 
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W  L 
over  these  would  each  be  —  — — .  while  that  at  mid-span  would  be  about    Mr. 

18  Eddy. 

W  T 

-.      These  results,  compared  with  those  for  the  single    span    with 

fixed  ends,  show  that,  although  lack  of  fixity  at  the  ends  of  the  span,  L, 
might  reduce  the  numerical  value  of  the  applied  moment  by  one-third 
or  more  at  the  edges  of  the  panel,  at  the  same  time  it  might  nearly 

W  L 
double  the  moment.  — — ,  at  mid-span,  even  when  no  account  is   taken 
^4 

of  any  additional  eflfect  due  to  increased  stiffness,  such  as  is  usual  at 

the  edges  of  the  panel. 

As  previously  shown,  the  foregoing  results  for  beams  should  be 
divided  by  two,  in  order  to  make  them  applicable  to  inside  panels  of 
continuous  slabs  of  equal  moments  of  resistance  at  mid-span  and 
margin. 

How  little  the  results  thus  obtained  can  be  reconciled  with  the 

1 
recommendation  in  the  report  which  proposes  to  use  the  coefficient  — , 

15 

at  the  maririn  and  --—  at  mid-span,  regardless  of  relative  column  and 
25 

slab  rigidities,  is  left  to  the  meditation  of  the  reader. 

7. — The  Distribution  of  Bending  Moments  Across  Panel-wide 
Sections. — As  already  stated,  in  connection  with  the  bending  of  the 
crown-sheet  of  a  boiler,  the  distribution  of  the  rigidities  in  any  panel- 
wide  section  completely  determines  and  controls  that  of  the  intensities 
of  the  resisting  moments  in  that  section.  Bending  moments  are  by- 
products and  secondary  phenomena  in  a  beam  or  slab,  and  depend 
mathematically  on  the  shear,  which  is,  in  fact,  the  primary  action 
produced  by  the  load.  The  rigidities  which  affect  the  distribution  of 
shears  are  mostly  independent  of  those  which  affect  the  distribution 
of  the  moments.  The  rigidities  which  control  the  distribution  of  the 
bending  moments  do  this  in  two  distinct  ways,  one  is  by  the  relative 
resistance  across  different  parts  of  any  panel-wide  section,  which  deter- 
mines the  distribution  and  relative  intensities  of  the  stresses  at  the 
several  parts  of  that  section,  the  other  is  by  the  relative  total  resistances 
across  the  parallel  sections  at  mid-span  and  margins  of  the  panel, 
which  determines  the  relative  total  moments  across  those  sections. 
The  effect  of  the  latter  has  been  considered  previously. 

TVe  are  concerned  here,  therefore,  with  the  sub-division  of  the  total 
bending  moment  at  one  margin  of  a  panel  into  two  parts,  one  part 
across  the  two  middle  quarters,  or  inner  section  of  the  edge  as  it  is 
called,  and  the  other  across  the  rest  of  the  margin,  or  the  column-head 
sections.  The  only  possible  basis  for  any  sub-division  or  partition 
of  the  total  marginal  moment  between  these  sections  of  the  margin 
must  be  some  existing  or  assumed  distribution  of  the  resistances  across 
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Mr.  these  sections.  For,  as  already  explained,  the  distribution  of  stresses 
will  depend  on  the  distribution  of  resistances.  It  should  be  noticed 
that,  in  case  a  distribution  of  stresses  was  found  for  a  uniform  plate 
by  calculation,  or  by  experiment,  as  was  done  by  Trelease,*  and  then 
the  slab  was  reinforced  by  belts  of  steel  the  resistances  of  which  are 
made  proportional  to  the  stresses  so  found,  the  slab  thus  reinforced  would 
no  longer  be  one  the  rigidities  of  which  were  those  of  the  original 
uniform  plate,  and  the  stresses  in  the  slab  would  then  be  distributed 
in  a  manner  very  different  from  those  in  a  uniform  flat  plate.  So 
that  any  such  basis  for  design  is  wholly  illusory.  This  is  also  true 
regarding  the  subdivision  of  the  total  applied  bending  moment  between 
the  parts  of  the  panel-wide  section  at  mid-span. 

The  saddle-shaped  deformations  which  occur  at  the  sides  of  the 
panel  directly  between  the  column  heads  produce,  in  the  top  of  the 
slab,  tensions  across  the  sides  at  mid-span  and  compressions  parallel 
to  the  sides.  These  are  stresses  on  vertical  plane  sections  of  the  slab 
at  right  angles  to  each  other,  and  express  a  state  of  stress  in  the 
material  which  may  be  expressed  otherwise  by  saying  that  there  are 
other  vertical  planes  intermediate  between  these  (inclined  to  them 
possibly  at  nearly  54°)  on  which  the  entire  resultant  stress  is  a  shear 
horizontally  along  each  plane,  which  increases  in  intensity  according 
to  its  distance  from  mid-depth  of  slab. 

The  material  of  the  slab  effectively  resists  these  shears,  especially 
when  it  is  well  reinforced  near  mid-span  of  the  sides,  and  such  resist- 
ance, called  into  play  by  the  load,  helps  to  carry  the  load,  as  do  all 
other  resistances;  but  this  is  a  kind  of  resistance  additional  to  any 
occurring  in  any  simple  beam  structure,  and  it  enhances  the  resistance 
of  this  part  of  the  slab  above  that  of  simple  moment  resistance  just 
as  truly  as  the  circumferential  and  radial  action  of  the  steel  does 
in  the  convex  and  concave  areas.  It  is  by  the  help  of  these  saddle- 
shaped  deformations  that  the  distribution  of  rigidities  across  the  sides 
effect  a  corresponding  distribution  of  stresses,  as  may  be  seen  from 
the  following  discussion. 

Suppose  that  little  or  no  tensile  resistance  existed  in  the  top  of 
the  slab  across  the  edge  of  the  panel  near  mid-span ;  then  the  panel 
on  each  side  of  that  edge  would  deflect  more  readily  for  that  reason, 
and  the  deflections  at  the  panel  centers  on  either  side  of  this  edge 
would  be  greater  than  otherwise.  This  sag  on  each  side  and  yielding 
to  bending  across  mid-span  of  the  edge  would  transfer  the  applied 
bending  moments  each  way  from  this  point  and  bring  them  to  bear 

•  "The  Design  of  Concrete  Flat  Slabs",  by  F.  J.  Trelease,  Proceedings,  National 
Assoc,  of  Cement  Users,  Vol.  VIII,  1912,  p.  218. 
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on  the  slab  at  and  near  the  column  heads.  If,  however,  very  rigid  rein-  Mr. 
forcement  is  introduced  across  the  edge  at  and  near  mid-span,  it  will  ^' 
resist  the  greater  portion  of  the  total  bending  moment  across  the  inner 
section  of  the  edge  and  relieve  the  tensile  stresses  across  the  column 
heads  by  just  so  much,  and  so  prevent  any  necessity  for  piling  much 
steel  directly  over  the  columns.  At  the  same  time  it  will  reduce  the 
central  panel  deflections  as  well.  Until  it  is  proved  that  steel  across 
the  column  heads  resists  bending  moments  more  economically  than 
across  the  inner  sections,  any  recommendations  such  as  those  in  the 
report,  following  the  Chicago  ruling,  and  intended  to  control  the  dis- 
tribution of  the  steel  across  the  margin,  etc.,  are  contrary  to  good  policy 
and  an  intolerable  restraint  on  legitimate  design. 

The  truth  of  this  last  statement  is  evident  from  the  following 
considerations.  The  intensities  of  compressive  stresses  across  panel- 
wide  sections  must  be  distributed  along  those  sections  in  a  manner 
corresponding  in  the  main  with  the  distribution  of  the  tensile  stresses 
in  the  steel  in  these  sections.  In  ordinary  design,  with  steel  belts 
massed  across  the  supports,  it  has  been  frequently  asserted  that  critical 
compressive  stresses  occur  in  the  concrete  around  the  column  capitals. 
If  this  is  true,  it  is  due  to  the  concentration  of  steel  in  the  side  belts, 
and  can  be  obviated  by  such  a  disposition  of  the  steel  as  to  transfer 
a  suitable  fraction  of  the  bending  moments  across  the  panel  edges 
to  the  inner  sections,  and  thereby  relieve  any  excessive  compressions 
in  the  outer  sections.  Any  uncertainty  which  now  exists  respecting 
the  existence  of  too  large  compressive  stresses  at  right  angles  around 
the  capitals  can  be  thus  removed,  and  the  question  of  controlling  the 
critical  stresses  in  the  concrete  around  the  columns  be  thereby  confined 
to  the  question  of  the  vertical  shearing  stresses. 

8. — Bending  Moments  Reduced  hy  Size  of  Capitals. — In  the  next 
place,  consider  the  distance  by  which  the  length  of  the  span,  L,  between 
the  column  centers  must  be  reduced  in  order  to  obtain  a  correct 
estimate  of  the  effective  span.  How  great  such  a  reduction  should 
be  depends  on  several  circumstances.  In  case  the  capitals  are  integral 
^vith  the  slab,  and  the  columns  perfectly  rigid  or  nearly  so,  the  effec- 
tive span  between  capitals  (each  of  diameter  =  C)  would  be  L  —  C, 
and  if  all  the  reinforcing  steel  was  to  pass  over  these  capitals,  the 
length  of  the  span  would  practically  he  L  —  C,  while  the  panel  load, 
W,  would  remain  practically  unchanged. 

As  a  mean  value,  under  ordinary  conditions  of  flexibility  of 
columns,  etc.,  the  mean  effective  span  may  be  conservatively  taken  as 

2 

L  —  ^  C,  although  this  may  be  subject  to  change  in  special  cases.     This 

may  V)e  stated  explicitly  as: 
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Mr.  Proposition   IV.— When   a   correction   for  the  size  of  capitals  is 


Eddy 


W  L 
introduced,  the   constant  appHed   moment  in   tlie   s))an,  — ;— , 

8 
becomes  approximately 

8 
If  the  panel,  however,  is  one  of  a  tier  of  panels  supported  on  a 
series  of  successive  transverse  walls,  each  of  width  =  C,  instead  of 
on  separated  supports,  the  load,  W,  would  also  need  to  be  reduced 
in  the  same  ratio  as  the  span,  and  the  constant  applied  moment  per 
span  thus  corrected  would  become 

1  /  9  r'\2 

2C^ 


due  to  an  effective  span,  L   (l  —  7~^  )  i  ^"^^   ^^   effective  panel  load, 

/         2  C\ 
TF  /  1  —  .TY  )  •     It  is  evident,  however,  that  this  last  result,  which  has 

been  adopted  in  the  report,  is  inapplicable  to  the  case  of  the  panels 
of  a  slab  on  separate  supports. 

Common  practice  makes   C  not  less  than  0.2L,  while  C  =  0.225 
is  a  usual  value,  and  we  have,  consequently 

0.87  >  (l  —  TT-r)  >  0.85  and  0.7G  >  (l  —  ?-y)    >  0.72. 

Hence,  it  appears  that,  by  reason  of  the  size  of  the  capitals  alone, 
the  constant  applied  bending  moment  may  possibly  be  reduced  to 

WL 

0.85^ 

independently  of  any  other  reductions  that  may  occur,  such,  for 
example,  as  that  treated  in  the  previous  sections.  However,  the 
amount  of  reduction  proposed  in  the  report,  which  would  make  the 

WL  WL  .,       , 

total    constant    applied    about    0.75  — 7—,  or  about  — pj— ,    is    evidently 

unwarranted  by  theory,  even  in  case  the  circumstances  were  such 
that  the  span  were  reduced  by  the  entire  diameter  of  the  capital, 
for  the  minimum  span  would  then  be 

L  —  C  =  L(1  —  0.225)  =  0.775  L. 
9. — Recapitulation. — First. — The  formula  proposed  in  the  report 
for  the  thickness  of  slabs  does  not  conform  to  accepted  usajje  in 
reinforced  concrete  dcsip:n,  which  increases  the  steel  rntio  with 
increase  in  the  ratio  of  thickness  to  span.  Conso(iuently,  the  formula 
for  thickness  makes  the  proposed  minimum  thickness  too  large  for 
large  loads  ajid  spans. 
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Second. — A  continuous  flat  slab  on  separated  supports  is  an  inde-  Mr. 
terminate  structure  in  which  the  distribution  and  relative  intensities 
of  the  stresses  depend  on  the  relative  rigidities  of  the  parts  acting, 
and,  in  particular,  on  the  massing  and  location  of  the  steel,  so  that 
the  statical  limitations  applicable  to  ordinary  statically  determinate 
structures  are  not  valid  in  such  a  slab. 

Third. — On  account  of  the  necessary  sub-division  of  the  total 
shear  arising  from  the  panel  load  which  is  carried  in  the  two  directions 
parallel  to  the  sides  independently,  the  total  applied  bending  moment 
acting  parallel  to  each  side  is  only  50%  of  that  stated  in  the  report 
in  case  of  inside  panels,  and  60%  of  it  in  case  of  outside  panels, 
provided  the  latter  be  taken  to  be  20%  greater  than  the  former,  as 
recommended  in  the  report. 

Fovirth. — The  recommendation  that  the  dip  of  the  reinforcing 
rods  from  top  to  bottom  of  slab  be  distributed  at  various  distances 
from  the  edges,  is  not  well  founded.  A  dip  common  to  all  neighboring 
rods  should  be  used  to  fix  the  position  of  the  lines  of  inflection  and, 
at  the  same  time,  to  fix  the  sub-division  of  the  constant  total  applied 
moment  between  mid-span  and  margins. 

Fifth. — The  recommendation  that  the  cross-section  of  steel  across 
panel-wide  sections  at  mid-span  and  margins  be  apportioned  in  certain 
proportions  between  the  inner  sections  and  the  sections  at  the  column 
heads,  is  without  basis  in  sound  theory,  and  should  be  cancelled. 

Sixth. — The  coefiicient  of  reduction  of  the  total  applied  moment 

/  2  C\ 

due  to  the  usual  diameter  of  capitals  is  approximately   (1  —  — r  )  =  0.85 

/         2  C\  ^ 
and  not   (  1  —  — -  J     =  0.75,  as  recommended  in  the  report. 

C.  A.  P.  Turner,*  M.  Am.  Soc.  C.  E.  (by  letter).— Mr.  Scott  Mr. 
analyzes  the  report  of  the  Joint  Committee  in  respect  to  the  modulus  '^'"''"^'■• 
of  elasticity  of  steel  embedded  in  concrete  beams  on  the  assumption 
that  the  steel  furnishes  the  entire  tensile  resistance  due  to  the  moment 
of  the  applied  load.  This  assumption  is  not  correct.  Furthermore, 
the  assumption  that  the  tensile  strength  of  the  concrete  furnishes  that 
portion  of  the  tensile  resistance  necessary  to  produce  a  static  balance 
of  the  moments  not  provided  for  by  the  steel  is  likewise  incorrect. 

This  latter  assumption,  although  incorrect,  is  found  in  almost 
every  treatise  on  reinforced  concrete  published  either  in  America  or 
abroad.  There  is  one  treatise,  however,  that  by  Charles  F.  Marsh, 
M.  Am.  Soc.  C.  E.,  which  shows  that  the  distribution  of  stress 
in  a  reinforced  beam  is  not  analogous,  or  even  approximately 
analogous,  to  that  of  a  homogeneous  beam  in  respect  to  any  uniform 
distribution  of  intensity  of  the  stress  transversely  of  the  beam  between 

*  Minneapolis,  Minn. 
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Mr.  reinforcing  bars.  All  agree  that  there  is  a  co-action  between  the  metal 
■  and  the  concrete  in  a  beam,  brought  about  by  the  resistance  of  bond 
stress,  which  prevents  the  steel  from  slipping  in  the  concrete  matrix. 
Under  uniform  load  in  a  simple  beam,  all  agree  that  bond  stress  is 
zero  at  mid-span  and  increases  toward  the  end  of  the  beam.  ^Now, 
this  bond  force  or  bond  stress  is  a  horizontal  shearing  stress  along 
the  surface  of  the  steel.  Consequently,  it  sets  up  tensions  and  com- 
pressions at  45°  to  the  surface  of  the  metal;  the  intensity  of  these 
indirect  stresses  is  greatest  next  to  the  surface  of  the  bar,  and 
diminishes,  according  to  the  law  of  distribution  of  force  through 
mass,  with  the  distance  away  from  the  surface.  The  deformation  of 
the  concrete  due  to  the  bond  is  greatest  near  the  bar,  thus  forming  a 
cone  of  deformation  about  the  bar,  and  smaller  deformations  or  strains 
occur  between  consecutive  bars  in  the  plane  of  the  reinforcing  steel 
than  take  place  at  the  surfaces  of  the  bars  themselves.  This  condition 
of  deformation  causes  some  of  the  energy  of  internal  work  to  be  per- 
formed at  an  angle  to  the  axis  of  the  bar,  or  laterally,  thus  differentiat- 
ing the  reinforced  concrete  beam  from  the  beam  of  homogeneous 
material  in  relation  to  the  storage  of  internal  energy. 

It  cannot  be  maintained  consistently  that  burying  the  steel  in  the 
concrete  changes  its  molecular  properties  or  its  modulus  of  elasticity, 
because,  when  we  dig  the  steel  out  after  it  has  been  embedded  in  the 
concrete,  we  find  that  it  is  just  the  same  kind  of  steel  as  it  was  before 
it  was  embedded,  and  possesses  the  same  properties;  and  any  conclusion 
to  the  contrary  is  unwarranted.  It  cannot  be  maintained  that  the 
joint  action  of  the  combination  is  equivalent  to  the  resistance  fur- 
nished by  a  plain  concrete  beam  without  any  steel  whatever  plus  the 
resistance  of  the  tensile  stress  in  the  steel  multiplied  by  its  lever  arm, 
because  experiments  in  which  the  concrete  is  divided  or  separated 
at  mid-span  of  the  beam  by  pieces  of  tin  so  that  no  tensile  stress  can 
be  transmitted  in  the  tensile  zone  from  one-half  of  the  beam  to  the 
other  by  the  concrete,  show  to  a  large  extent  the  same  phenomena  of 
apparent  but  not  true  increase  in  the  modulus  of  elasticity  of  the 
steel  when  measuring  its  deformation  at  mid-span  and  right  across  the 
line  where  it  is  dissociated  from  the  concrete. 

The  subject  of  horizontal  shears  in  vertical  planes  is  one  that  is 
little  understood  by  the  Engineering  Profession,  or  by  theoretical 
writers  on  the  subject  of  reinforced  concrete.  Lack  of  familiarity  with 
this  kind  of  action  has  led  to  an  erroneous  report  by  the  Joint  Com- 
mittee as  to  the  strength  of  reinforced  flat  slab  and  column  construc- 
tion, and  to  the  unwarranted  assumption  in  the  report  that  the 
tensile  strength  of  plain  concrete  in  the  slab  can  account  for  the 
enormous  increase  in  strength  which  it  exhibits  over  beam  action  in 
the  column-supported   flat   slab.      Less   assumption   and   more   experi- 
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mental  work  and  a  careful  discussion  thereof  would  have  resulted  on     Mr. 

Turner 

the  part  of  the  Joint  Committee  in  a  far  different  report,  and  one 
which  would  not  be  questioned,  as  this  one  will  be  by  all  who  have 
had  any  practical  experience  in  the  building  of  structures  of  this  type. 

This  plienomenon  of  reinforced  concrete  is  not  so  simple  and 
apparent  as  it  may  now  seem,  even  after  the  explanation  has  been 
discovered.  It  required  nearly  3  years  of  hard  study  and  investigation 
before  this  satisfactory  explanation  was  obtained.  This  question  was 
discussed  in  a  paper  presented  to  the  Boston  Society  of  Civil  Engi- 
neers, in  September,  1914,  in  which  the  phenomenon  was  compared 
in  action  to  a  thrust  applied  at  the  end  of  the  beam.  The  law  of 
conservation  of  energy  applied  to  the  problem  would  prevent  a  con- 
sideration of  the  tensile  stress  in  concrete  multiplied  by  its  lever  arm 
as  balancing  that  portion  of  the  applied  moment  not  carried  by  the 
steel,  because  of  the  lateral  action  introduced  in  the  cone-shaped  de- 
formation through  the  operation  of  bond  stress  about  the  bar  toward 
the  end.  These  internal  shears  seem  to  be  somewhat  equivalent  in 
their  action  to  the  effect  of  a  thrust  applied  at  the  end  of  a  beam, 
and  not  greatly  interfered  with  by  cutting  the  concrete  through  the 
tensile  zone  at  mid-span. 

Although  the  operation  of  horizontal  shears  in  vertical  planes  is 
not  to  be  depended  on  in  a  beam,  because  the  utility  of  this  action  is 
destroyed  hy  the  cracking  of  the  concrete  toward  the  end  of  the  beam, 
the  conditions  are  different  in  the  continuous  flat  slab  floor,  where 
the  tendency  to  rotate  is  predominantly  about  a  vertical  instead  of  a 
horizontal  axis,  and,  for  that  reason,  is  dependable. 

A  further  point  of  interest  lies  in  the  fact  that  although  every 
povu;d  of  pull  in  the  steel  is  brought  on  it  by  bond  stress,  the 
work  of  internal  deformation  in  tension  is  largely  stored  within  the 
steel,  a  conclusion  which  was  far  from  being  apparent  in  the  first 
consideration  of  the  subject.  Static  balance  merely  requires  equal 
opposing  forces,  with  no  restriction  as  to  the  amount  of  work  performed 
directly  by  these  forces,  so  that  although  the  steel  may  store  very 
largely  the  internal  work  of  tensile  deformation,  horizontal  shears  in 
vertical  planes  may  have  an  equal  effect  in  reducing  deflection  without 
performing  the  same  relative  amount  of  work,  since  they  operate  in 
a  radically  different  manner  and  through  a  much  shorter  range  of 
action. 

The  writer  presented  some  tests  at  a  meeting  of  the  Concrete  Insti- 
tute relative  to  this  subject  several  years  ago,  but  has  not  been  able 
to  supplement  them  by  further  experimental  work,  as  he  had  hoped 
to  do  by  this  time. 

Mr.  Scott  deserves  the  thanks  of  the  Profession  for  clearly  bringing 
out  the  incongruities  of  the  Joint  Committee's  theory  which  he  notes 


Mr. 

Turner. 
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and  which  the  writer  has  endeavored  to  explain.    Figs.  11  and  12  show, 
in  an  exaggerated  manner,  the  condition  discussed. 

The  impossibility  of  assigning  any  dependable  value  to  the  tensile 
strength  of  the  concrete  in  a  floor  may  be  made  apparent  by  the 
following  experiment  conducted  by  the  writer.  A  slab,  about  24  ft. 
square  and  5J  in.  thick,  supported  on  the  edges  on  beams  and  piers 
and  by  a  center  pier,  was  loaded  as  shown  in  Fig.  13.  It  carried 
this   load,    consisting   of   concrete   barrels   filled   with   water,   without 

SUGGESTED  EXPLANATION    OF  OPERATION  OF  SIMPLE 
CONCRETE  BEAM  BEFOREAND  AFTER  CONCRETE  CRACKS. 

I  PLAN  AND   ELEVATION  SHOWING 

^'        CONDITICN   BEFORE  CONCRETE  CRACKS. 

-QOQOOOOOOOOOOOQO. 

Ceiilir  of  Coi£p^ 
Neutral  Plane 


Irrcsularity  of  defonn.ition  in  Vert.  Planes. 


Deformatious  from  lioiul  e.vajj^eratcd. 


END  VIEW 


HOR.  SECTION,  AA.  THROUGH  STEEL. 

Fig.  11. 


,'    o? 


Condition  after  Concrete  Cracks. 
Steel  lever  arm,  Jtl,  reduced  at  end  j 
uUo  lever  arm,  Jd'.  reduced  at  end,. 


FlO.    12. 

signs  of  failure  when  first  applied,  but  a  drop  of  temperature  of  about 
25°  caused  the  failure  shown  in  Fig.  14.  11'  a  change  or  drop  in 
temperature  of  only  25°  is  sufficient  to  overcome  the  tensile  strength 
of  concrete,  even  when  assisted  by  a  little  wire  netting,  as  was  the 
case  here,  the  error  of  relying  on  such  resistance  as  furnishing  any 
dependable  load-carrying  capacity  in  the  average  building,  which  is 
subjected  to  greater  reduction  of  temperature  than  this  test  slab  was, 
is  apjiarcnt,  and  needs  no  further  coniment. 


-Slab  Carryixg  Load  Without  Distress,  Very  Largely  by  Virtue 
OF  THE  Tensile  Strength  of  the  Concrete. 
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Fig.  14. — Failure  of  Slab  Shown  in  Fig.  1.- 
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F.   E.    TruxEAUKE*   M.   Am.    Soc.    C.    E.    (by   letter) .—Prof essor        Mr. 

.     ,  .     ,       -r    .        ^  •, .  •  .    •     Turneaure. 

Eddy's  discussion  of  the  report  of  the  Joint  Committee  raises  certain 
fundamental!  questions  which  should  be  answered.  It  appears  to  the 
writer  that  his  analysis  at  certain  points  is  absolutely  incorrect,  and 
should  not  go  unchallengred.  In  the  first  place,  on  page  1178,  he 
criticizes  the  Committee  for  applying  the  theory  of  statics  to  the  flat 
slab,  and  for  assuming  flat  slabs  ''to  be  statically  determinate  struc-" 
tures."  The  Committee  makes  no  such  assumption,  and  neither  does 
Mr.  Nichols.  The  Committee  is  well  aware  that  such  structures, 
like  continuous  beams,  are  not  statically  determinate,  but  it  does  not 
follow  that  the  law  of  statics  cannot  be  applied  to  them.  To  be 
statically  indeterminate  simply  means  that  the  unknown  quantities 
in  the  problem  are  too  numerous  to  be  determined  by  the  equations 
of  statics  alone.  Certain  total  shears  and  moments,  however,  can 
be  determined  by  statics,  although  the  exact  distribution  of  these 
shears  and  moments  cannot  be  thus  determined.  This  is  the  position 
of  the  Committee. 

It  is  interesting  to  note  that,  after  criticizing  the  Committee  for 
applying  the  laws  of  statics  to  this  case,  Professor  Eddy,  on  page  1179, 
proceeds  to  do  the  same  thing,  where,  in  Paragraph  3,  he  applies  the 
laws  of  "equilibrium"  to  determine  total  shears — a  perfectly  correct 
procedure,  and  exactly  the  same  sort  of  thing  as  that  done  by  the 
Committee.  The  same  process  can  be  used  to  determine  total  bending 
moments  along  either  axis,  and  it  is  quite  unnecessary  to  make  use 
of  any  involved  mathematical  process  to  do  this.  Although  the  total 
bending  moments  can  be  determined  in  this  way,  their  distribution 
along  the  slab  cannot,  and,  in  this  degree,  the  problem  is  statically 
indeterminate. 

Professor  Eddy  finds  that  the  total  shear  around  the  edges  of  a 
square  slab  is  equal  to  the  total  load — a  result  with  which  the  writer 
fully  agrees — but  the  results  obtained  by  his  analysis  for  total  bending 
moments  are  quite  erroneous.  For  a  square  panel,  he  finds  that  the 
numerical  sum  of  the  positive  and  negative  bending  moments  along 

the    center  line,  and    along  one  edsje,  is —  W  I,  whereas    the    correct 

'16 

value  is    y  TT  Z   (neglectinor   the   effect  of  size  of   column   in    reducins: 

slightly  the  bending  moment).  As  this  question  is  a  very  fundamental 
one,  and  as  the  conditions  of  the  problem  may  easily  result  in  con- 
fusion in  applying  the  ordinary  laws  of  statics,  it  will  not  be  out 
of  place  to  discuss  this  matter  on  a  rather  elementary  basis. 

*  Madison,  Wis. 
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Mr. 
Turneaure. 


Consider  a  square  panel,  Fig.  15,  loaded  uniformly  with  a  total 
load,  W.  Assume  that  the  columns  are  equivalent  to  square  columns, 
in  accordance  with  Professor  Eddy's  conclusions  on  pages  1179-80.  For 
simplicity,  consider  that  the  columns  are  small  as  compared  to  the 
size  of  the  panel,  so  that  the  size  of  the  columns  need  not  enter  into 
the  expression  for  bending  moments.  The  total  shear  at  the  columns 
will  be  ^Y,  and  the  shear  on  each  of  the  surfaces,  AB,  BC,  etc.,  will 

be    -  W.     There  will  be  no  shear  on  the  lines,  AG,  CD,  etc.     These 

o 

statements  agree  with  Professor  Eddy's  conclusions. 

l^ow  proceed  to  the  question  of  moments:  Consider  the  half -panel 

to  the  left  of  the  center  line,  JK,  Fig.   16.     There  will  be  bending 

moments  at  all  points  of  the  peri- 
phery, these  moments  acting  in  a  di- 
rection at  right  angles  to  JK  along 
the  surface,  JK,  and  also  along  the 
surfaces,  AB,  CD,  and  EF.  Mo- 
ments along  the  surfaces,  AJ ,  CB, 
DE,  and  FJ,  will  act  in  a  direction 
'*"''■       parallel  to  the  axis,  JK.     The  load 

on    the    half-slab    is     ^    TF    and    the 


J '  No  Shear  (', 


*1K 


S^ 


-M 


^j  No  Shear  if  gheais   are     ,  TT  on  each  of  the  sur- 

o 

Fig-  15.  faces,    AB,    BC,    etc.      ISTow,    taking 

moments    about    the    axis,    JK,    the 

[    \j  external   moment  is  that  of  the  couple  formed 

by  the  load,   ^  W,  and  the  four  shears    of    -    W 


^ 


F     -M 


+il/ 


each 
1 


2   •■  ^  8 

This    moment    is    practically     equal     to 


Wl.       For    equilibrium,    the    sum    of    the    in- 


ternal moments  must  also  equal        W  I,  and    the 

internal   moments   in   question   are   the  positive 
moments   along  JK  and  the   negative  moments 
^''-  ^^-  along  AB,  CD,  and  EF.     That  is  to  say,  the 

numerical    sum    of   the    negative   moments   along   a   line    tlirough    the 

1 
columns  and  the  positive  moment  along  the  center  is  equal  to       W  I,  as 

given  by  the  Committee. 

This  method  of  analysis  is  a  simple,  direct  application  of  the  laws 
of  equilibrium,  quite  as  definite  as  the  application  of  these  laws  in 
determining  shears.  No  amount  of  mathematics  will  enable  the  con- 
clusion to  be  reached  that  the  internal  moments  acting  perpendicular 
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to  the  surfaces,  AJ,  CB,  etc.,  can  help  balance  the  bending  moments        Mr. 
about  an  axis,  JK,  at  right  angles  thereto.  umeaure. 

In   contrast  with   this   result  of    ^    W  I,  Professor  Eddy  arrives   at 


— ;  IT'  I  by  a  process  of   analysis  in  which  he   omits  the  effect  of   the 


No  Moment 


L_    Total  jLoad 


1 
To 

shears  on  the  surfaces,  CB  and  DE,  considering  that  these  shears 
affect  only  the  bending  moments  parallel  to  JK.  As  a  matter 
of  fact,  the  shears  on  CB  and  DE  are  a  little  more  effective  in 
producing  bending  moments  about  the  axis,  JK,  than  those  on 
AB  and  CF,  on  account  of  the  increased  lever  arm.  The  fallacy  of 
Professor  Eddy's  position  may  be  brought  out  clearly  by  noting  what 
happens  if  we  consider  the  portion  of  a  slab  limited  by  the  lines, 
AF  and  GH,  Fig.  15.  Neglecting  the  small  load 
applied  directly  to  the  strip,  BCDE,  and  the  sim- 
ilar strip  on  the  right,  the  total  shears  on  the  lines, 
AF  and  GH,  must  be  equal  to  the  load,  W,  by  the 
same  process  of  reasoning  as  that  heretofore  used. 
Then,  if  we  consider  one-half  of  this  slab  and  take  ^['^B 
moments  at  right  angles  to  the  axis,  JK,  as  before, 

the  external  moment  will  be   plainly  —  W  I,  which 

8 

must  be  equal  to  the  total  internal  moments  along 
the  lines,  AF  and  JK. 

The  inevitable  conclusion,  therefore,  is  that  the 
nvunerical  sum  of  the  negative  and  positive  mo- 
ments along  the  edge  and  center  line  of  a  square 

panel  is  approximately  ~  W  I,  and  not  -- —  W  I. 
8  16 

The  matter  may  be  clarified  still  further,  per- 
haps, by  considering  an  entire  row  of  panels  across 
a   bmlding.     Suppose,   for   example,   that   the  floor         '^  No  Moment    -^ 
is  four  panels  wide.      In  Fig.  17  is  shovsm  a  row  of  " 

four  such  panels,  AF  and  EG  being  the  exposed 
edges  of  the  floor;  AE  and  FG  are  sections  through  the  floor.  The 
columns  are  a.t  A,  B,  C,  D,  etc.  There  are  no  bending  moments  on  the 
edges,  AF  and  EG.  The  total  load  is  4  TF,  and  the  sum  of  the  shears  at 
Columns  A,  B,  C,  D,  and  ^  is  2  W.  The  shears  at  the  several  columns 
are  no  longer  exactly  equal,  on  account  of  the  discontinuity  at  A 
and  E,  but  the  sum  is  the  only  quantity  needed.  Now,  take  a  section 
through  JK,  and  consider  moments  on  the  left.     The  external  moment 

is  2   TF  X    ^  =         TF  Z.      This  is  equal   to  the  sum  of   the  internal 


0-D 
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Turniaure.  ™<*™®^^^   ^n  the  lines,   JK  and   AE,   acting   perpendicularly   to   JK. 

The  average  moment  per  panel  will  be  one-fourth  of  this,  or  ~   W  I, 

8 
as  previously  found.     This  result  seems  very  clear,  as,  in  this  case, 
there  are  no  internal  moments  along  AF  and  EG  to  confuse  the  issue! 

This  analysis  leads  to  the  conclusion  that  the  sum  of  the  moments 
on  JK  and  AE  is  precisely  the  same  (2Wl),  no  matter  what  the 
number  and  spacing  of  the  columns  along  AE  and  FG  may  be,  as 
long  as  the  arrangement  is  the  same  on  each  side,  so  that  there  is 
no  shear  on  the  line,  JK.  If  the  supports  consist  of  continuous 
walls  along  the  lines,  AE  and  FG,  the  same  result  will  be  reached. 

This  leads  to  the  general  conclusion  that,  with  symmetrical  con- 
ditions with  respect  to  the  axis,  JK,  the  sum  of  the  internal  moments 
along  AE  and  JK  is  precisely  the  same  whether  the  supports  be  walls, 
or  columns  spaced  in  any  manner,  a  result  which  is  not  incompatible 
with  the  fact  that  the  structure  is  statically  indeterminate.  Professor 
Eddy  seems  to  agree  that  the  bending  moment  for  wall  supports  in 

the  case  considered  would    be  ^   W  I,  but  maintains,  in  effect,  that  if 

we   take   away   most   of   the   wall,    leaving    only    small    columns,   the 

moment  will  be  immediatelj-  reduced  to  —  W  I.      As   a  result  of  this, 

one-half  of  the  reinforcing  rods  may  be  taken  out  and  placed  in  the 
other  direction  and  the  slab  be  made  considerably  thinner.  This  is 
an  astonishing  result,  and  obviously  incorrect.  The  interior  moments 
in  the  slab  acting  parallel  to  the  axis,  JK,  cannot  help  out  the  moments 
transverse  thereto.  They  have  their  own  duty  to  perform,  namely, 
to  carry  the  load  from  column  to  column  in  the  longitudinal  direction, 
a  result  brought  about  by  changing  walls  into  columns. 
Mr.  A.  N.  Talbot,*  M.  Am.  See.  C.  E.  (by  letter)  .—Prof essor  Eddy's 

*  ^^'  discussion  contains  so  many  fallacies  and  so  many  violations  of 
accepted  principles  of  mechanics  that  it  is  hardly  believable  that  it 
is  presented  seriously  by  one  who  is  familiar  with  the  analysis  of  the 
action  of  structural  parts.  Since  reasoning  presented  in  mathematical 
form  and  coming  from  one  of  high  standing  may  appear  plausible, 
the  erroneous  statements  and  conclusions  may  mislead,  and  a  more 
explicit  answer  is  needed  than  will  seem  necessary  to  some  readers. 

Professor  Eddy  puts  forward  the  astonishing  statement  that  "any 
assumption  of  the  validity  and  applicability  of  statical  analysis  to 
continuous  flat  slabs  is  incorrect,  and  leads  to  erroneous  results,  just 
as  much  as  in  the  case  of  continuous  beams  or  of  any  other  inde- 
terminate structures."  That  statical  principles  arc  valid  for  all  struc- 
tures is  generally  accepted,  and  it  is  difficult  to  believe  that  Profes.sor 

•  Urbana,  III. 
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Eddy  intends  to  deny  this  generally  accepted  truth.  Static  analysis  Mr. 
does  not  reveal  all  the  conditions  of  indeterminate  structures.  For 
example,  it  cannot  give  the  distribution  of  the  intensity  of  the 
resisting  moment  along  sections  of  the  flat  slab.  Nevertheless,  the 
indeterminate  structure  must  be  amenable  to  the  statical  laws  of 
forces  and  moments,  even  though  Professor  Eddy  seeks  to  exempt 
the  flat  slab  from  such  laws. 

On  page  11S3  he  gives  a  mathematical  derivation  of  what  he 
terms  the  total  applied  bending  moment.  In  this  derivation  he  uses 
the  accepted  relation  between  vertical  shear  and  rate  of  change  of 
bending  moment,  dM  =  Sj-dx.  In  determining  S^,  he  adds  the 
total   vertical   shear   at   a    section.  ^^^ 

AB   (Fig.   18),  and  the  total  ver- 
tical shear  at  a   section,   CD,  and 

equates     this     sum     to    -^ the 


ta-F 


that 


is  the  value   of  the  total 


Section  of  zero  shear 


^ 


latter  being  the  load  between  one 
of  these  sections  and  a  middle  sec- 
tion  of   the   panel.     It   is  evident    ^"" 
W.r 

vertical  shear  on  either  one  of  the 
two  sections,  and  not  that  of  the 
sum  of  the  total  vertical  shears 
on  the  two  sections.  He  does  not 
explain   why   he   unites   the   shear 

of  these  two  "free  bodies"  in  the  expression  and  yet  considers 
the  external  load  on  only  one.  By  this  violent  assumption,  at  one 
stroke  the  bending  moment  found  in  his  analysis  is  cut  in  two.  If 
the  analysis  was  in  any  way  defensible,  the  resulting  moment  co- 
efficients would  produce  a  wonderful  saving  in  the  dimensions  and 
costs  of  structures.  As  the  analysis  involves  a  gross  violation  of 
the  principles  of  mechanics,  one  must  brand  it  as  fallacious.  That 
the  sum  of  the  numerical  value  of  the  positive  moment  at  a  mid- 
section   and    the    numerical    value    of    the    negative    moment    at    an 

edge-section  is  —  TF^  as  a  limiting  value  for  very  small  capitals,  and 

not  —    WU  as  given  on  page  1184,  rests  on  as  firm  a  basis  of  logic 
16 

as  do  any  of  the  accepted  expressions  for  bending  moment  in  beams, 

girders,  and  other  structures. 

On  page  1181  Professor  Eddy  states  that  the  total  vertical  shear 

in  sections  parallel  to  the  sides  of  the  panels  of  flat  slabs  is  50%  less 

than    in   a   wide  beam    structure   which   rests   on   parallel   walls,   and 
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of   a   panel    is  only  that  which  arises   from    a  uniform  load  of    —    W. 

This  means  that  the  vertical  shear  along  a  line,  AB   (Fig.  19),  close 

to  the  supports,  is  onlj-  —  W,  or  less.     It  is  plain  that  sucli  a  statement 
4 

violates  the  principles  of  equilibrium  of  forces  acting  on  the  portion 
of  the  slab,  ABFE,  principles  which  are  just  as  applicable  with  a 
continuous  slab  having  sections  of  zero  shear  along  boundaries,  except 
at  the  supporting  columns,  as  they  would  be  for  an  isolated  panel. 
It  seems  too  elementary  to  require  pointing  out  that,  for  a  uniform 
load  over  the  whole  panel,  the  total  vertical  shear  on  the  section,  AB, 
is  once  the  load  between  AB  and  CD  and  not  one-half  of  that  amount. 
The  presentation  made  by  Professor  Eddy  assumes  that  a  series  of 
vertical  forces  along  a  side  of  a  square  which  lies  in  a  direction  parallel 
to  one  side  of  the  panel  (shear  along  one  edge  of  a  square  column) 
does  not  enter  into  the  determination  of  equilibrium  for  sections  at 
right  angles  to  this  side.  This  method  of  cutting  the  shear  in  two 
is  not  even  ingenious,  and  it  seems  hardly  necessary  in  a  discussion 
among  engineers  to  add  that 
it  has  no  logical  basis.  Of 
course,  the  acceptance  of  Pro- 
fessor Eddy's  value  of  the  shear 
would  result  in  dividing  the 
moment  by  two. 

Attention  may  be  called  to 
the  different  view  put  forth  by 
Professor  Eddy  in  a  paper*  before  the  American  Concrete  Institute  in 

1916.     In  this  paper  he  derives  and  accepts  the  value  -    W L  as  the 

applied  bending  moment  each  way  in  a  panel  (the  limiting  value  for 

very  small  capitals),  instead  of  —  TF-L,   as   .given     in    his   discussion. 

Further  on  in  this  jjaper,  starting  with  -—  WL,  he  reduces  the  amount  of 

o 

moment  necessarily  provided  for  by  a  series  of  steps;  (a)  he  divides  it 
by  two,  because  for  two  sets  of  reinforcing  bars  at  right  angles  to  each 
other,  embedded  in  a  matrix  of  concrete,  the  effect  is  the  same  as  if  the 
two  sets  of  bars  were  a  sheet  of  metal  of  the  same  weight,  and  hence  a 
set  of  bars  will  have  the  same  resisting  effect  laterally  as  longitu- 
dinally; (6)  he  divides  it  by  two  again,  because  as  the  bars  do  not 
slip  in  the  concrete,  the  concrete  will  do  as  much  work  in  a  given 

•  "A  Furthor  nisfusslon  of  the  Steel  Stresses  \h  Flat  Slab  Floors,"  Proceeding!, 
Am.  Concrete  Inst.,  Vol.  XII. 
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direction  as  the  steel;  and  (c)  he  states  that  tests  appear  to  show  that     Mr. 
the  elfect   of  Poisson's  ratio  reduces  the  stresses  in  the  reinforcing  '^*'*'*'*- 
bars  of  the  slab  to   three-fourths  of  what  they  otherwise  would  be. 
The  combined  effect  is  to   divide  the  moment  by  5J,  and  he  gives 

— ^  WL  as  a  final  value  for  the  sum  of  the  positive  and  negative  re- 
sisting moments,  on  which  to  base  the  design  of  the  reinforcing  bars, 
instead  of   -  WL  before  referred  to.     If  these  considerations  were  added 

o 

to  the  effect  of  halved  shear  given  in  his  discussion  already  referred 
to.  the  result  (/tt  of  that  given  by  static  analysis)  would  produce 
moment  coefficients  which  would  effect  remarkable  economies  in  struc- 
tural design. 

Professor  Eddy  favors  bending  all  reinforcing  bars  downward  at 
a  point  fixed  at  the  same  distance  from  the  panel  edge.  Although 
the  position  of  the  point  of  dip  may  be  expected  to  affect  that  of 
the  point  of  inflection  somewhat,  the  differences  produced  for  ordinary 
conditions  will  be  slight,  especially  as  the  stiffness  of  the  concrete 
in  compression  and  tension  has  considerable  influence.  The  recom- 
mendation in  the  report  provides  for  such  changes  in  the  position 
of  the  point  of  inflection  as  may  result  from  a  change  in  the  dis- 
tribution of  the  load  on  the  floor  or  from  its  concentration,  and  adds 
to  the  diagonal  tension  resistance  of  the  slab,  as  well  as  avoids  a 
possible  plane  of  cleavage. 

The  actual  distribution  of  the  intensities  of  the  resisting  moments 
along  a  section  of  the  panel  will  be  affected  by  variations  in  resisting 
stiffness  in  different  parts  of  the  panel,  but,  as  the  concrete  of  the 
slab  in  its  compressive  resistance,  and  to  a  certain  extent  in  parts 
of  the  slab  in  its  tensile  resistance,  is  a  great  factor  in  making  up 
the  stiffness  of  the  slab,  changes  in  the  location  or  distribution  of 
the  reinforcing  bars  over  a  panel-wide  section  will  not  affect  the 
distribution  of  intensities  of  resisting  moment  to  any  such  extent 
as  is  claimed  by  Professor  Eddy.  The  report  allows  a  considerable 
leeway  in  the  manner  in  which  the  reinforcing  bars  may  be  distributed 
over  a  section.  It  may  be  added  that  experiments  have  not  borne 
out  the  claim  for  added  strength  in  saddle-shaped  portions. 

Professor  Eddy  objects  to  the  recommendations  made  for  general 
thickness  of  flat  slabs  on  the  ground  that  it  has  been  indubitably 
established  that  the  ratio  of  steel  reinforcement  to  concrete  may  be 
made  greater  in  beams  of  relatively  large  depth  over  that  permitted 
in  beams  of  relatively  small  depth.  The  attempt,  on  page  1169,  to 
establish  this  statement  by  the  relation  between  the  sharpness  of  the 
curvature  and  the  horizontal  shearing  distortions  in  the  concrete  at 
points  distant  from  the  sections  where  maximum  moments  occur,  is 
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design  of  all  beams  and  girders.  Besides,  the  relation  of  thickness 
to  length  existing  in  the  ordinary  flat  slab  is  that  of  relatively  long 
beams.  In  establishing  values  for  the  formula  for  slab  thickness. 
Professor  Eddy  starts  with  two  assumed  examples  of  thickness  of 
slab  for  definite  panel  lengths,  considered  to  be  knowTi  from  experience, 
and,  later  (page  1174),  he  naively  suggests  that  it  will  be  sufficient 
to  assume  that  I  (given  as  the  total  panel  length  in  the  derivation  of 
formulas  and  Table  3)  is  the  eifective  span  (a  dimension  shorter  than 
the  panel  length)  and  may  be  so  regarded  in  using  Table  3.  Professor 
Eddy  seems  to  have  overlooked  the  fact,  which  a  little  study  will 
show,  that  the  formulas  given  in  the  report  for  thickness  of  slabs 
with  and  without  dropped  panels  are  devised  to  produce  working 
stresses,  in  both  reinforcing  bars  and  concrete,  which  are  in  close 
agreement  with  the  values  of  working  stresses  ordinarily  used  in 
design  when  the  moments  and  their  distribution  are  taken  as  recom- 
mended in  the  report. 

On  page  1191,  Professor  Eddy  first  uses  L  —  C,  and  then  adopts 

2 

L  —  —  C,  as  the  span  of  tlie  panel  in  determining  the  effect  of  the 

size  of  capitals.  The  expression  for  moment  given  in  the  report 
corresponds  closely  to  the  moment  of  the  couple  formed  by  the 
resultant  of  the  load  on  the  half  panel  and  the  resultant  of  the  shears 
at  the  column  supports.  A  more  exact  expression  is  found  in  the 
paper  by  John  R.  Nichols,  Assoc.  M.  Am.  Soc.  C.  E.,  on  "Statical 
Limitations  Upon  the  Steel  Requirement  in  Reinforced  Concrete  Flat 
Slab  Floors."*  That  given  in  the  report  is  a  close  approximation 
to  the  more  exact  expression. 

Any  information  or  analysis  which  will  furnish  grounds  for  reduc- 
ing coefficients  and  dimensions  of  engineering  structures  should  be 
welcomed.  To  be  acceptable,  such  grounds  must  stand  the  tests  of 
the  fundamental  principles  of  mechanics  and  of  the  knouai  action  of 
structures.  Doubtless,  the  future  will  see  many  developments  in 
concrete  and  reinforced  concrete.  With  increased  knowledge  and  ex- 
perience in  construction,  in  the  choice  of  materials,  and  in  the  methods 
of  work,  and  with  the  greater  confidence  which  may  develop  with 
continued  use,  it  is  not  improbable  that,  in  the  future,  it  will  be 
found  proper  to  increase  allowable  working  stresses  to  more  than 
those  now  recommended,  and  even  to  encroach  on  the  margin  between 
allowable  loading  and  the  critical  load  which  a  structure  will  stand — 
the  so-called  factor  of  safety.  Practice  will  change,  and  recommenda- 
tions must  be  revised  from  time  to  time,  but  changes  should  not  be 
based  on  misapplication  of  basic  principles. 

•  Transactions,  Am.  Soc.  C.  E..  Vol.  LXXVII.  p.  1673. 
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OF  THE  SPECIAL  COMMITTEE  TO  INVESTIGATE 

THE  CONDITIONS  OF  EMPLOYMENT  OF,  AND 

COMPENSATION  OF,  CIVIL  ENGINEERS* 


With   Discussion  by  Messrs.   H.    S.   Schick,  Lewis  A.   Jones,   and 

K.  S.  Wise. 


The  American  Society  of  Civil  Engineers, 
220  West  57th  Street,  N.  Y.  City. 

Gentlemen:  The  Special  Committee  to  Investigate  the  Conditions 
of  Employment  of,  and  Compensation  of.  Civil  Engineers  submitted 
its  second  report  at  the  Annual  Meeting  held  on  January  20th,  1915. 
With  that  report  there  vras  presented  statistical  information  based  on 
4  796  replies  to  circulars  sent  out  by  the  Committee,  the  information 
being  given  in  diagrammatic  form  and  covering  the  foUovi^ing: 

1. — Maximum,  minimum,  and  average  yearly  compensation,  together 
with  that  of  the  middle  man  or  the  man  occupying  a  position  where 
equal  numbers  of  individuals  receive  a  greater  and  a  less  annual 
compensation.  These  figures  were  given  for  every  year  of  experience 
from  1  to  63  years,  although  the  number  of  replies  received  from  those 
who  have  been  in  active  practice  for  more  than  47  years  were  so  few  that 
the  information  with  respect  to  them  was  considered  of  little  value. 

2. — The  average  yearly  compensation  according  to  the  nature  of 
employment,  classified  in  eight  groups,  namely,  States  and  Counties, 
National  Governments,  Municipalities,  Technical  Schools,  Eailroads, 
Private  Companies,  Consulting  Engineers,  and  Contractors. 

3. — A  geographical  classification  arranged  in  six  groups,  namely. 
Southern  States,  Western  States,  New  England  States,  Central  States, 
Middle  Atlantic  States,  and  Foreign  Countries. 

*  Presented  to  the  Annual  Meeting,  January  17th,  ]917. 
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4. — A  classification  separating  graduates  of  technical  schools  from 
non-graduates,  this  being  supplemented  by  a  statement  giving  the 
relative  ages  of  graduates  and  non-graduates  for  those  whose  experience 
covered  from  2  to  15  years. 

The  report  of  the  Committee  was  received  and  the  Committee  was 
continued.  The  Committee  has  endeavored  to  secure  information 
concerning  a  larger  number  of  engineers,  and,  with  this  in  view,  has 
extended  its  inquiries  outside  the  membership  of  the  Society.  While 
additional  requests  fpr  information  were  sent  out  and  many  replies 
were  received,  the  Committee  was  unable  to  present  a  formal  report 
at  the  Annual  Meeting  of  1916,  and  simply  reported  progress. 

In  accordance  with  the  expressed  wish  of  the  Board  of  Direction, 
that  the  work  of  Special  Committees  be  completed  as  soon  as  jKtssible, 
the  Committee  now  presents  its  final  report. 

During  the  summer  of  1915  the  Committee  addressed  the  same 
questions  which  were  addressed  to  those  whose  replies  formed  the 
basis  of  its  last  report  to  those  who  had  become  members  of  the 
Society  since  the  last  preceding  circular  was  sent  out,  the  number 
of  inquiries  so  sent  being  599,  from  which  263  replies  were 
received.  Inquiries  were  also  addressed  to  6  393  non-members  of  the 
Society,  whose  names  were  secured  from  the  membership  lists  of 
fifteen  local  engineering  organizations  in  different  parts  of  the  country, 
after  having  first  eliminated  from  these  lists  all  who  were  members , 
of  this  Society.  From  these  non-members  1  319  usable  replies  were 
received,  which,  together  with  the  additional  members  of  the  Society 
heard  from,  brings  the  total  number  of  returns  received  by  the  Com- 
mittee to  6  378. 

The  Committee  has  considered  the  advisability  of  addressing  letters 
of  inquiry  to  members  of  the  other  National  Engineering  Societies, 
but  has  concluded  that  this  would  be  inexpedient,  for  the  reason  that 
there  are  quite  a  number  of  members  of  these  societies  who  are  also 
members  of  the  American  Society  of  Civil  Engineers,  and  they  are 
Ijrobably  those  whose  compensation  or  income  from  professional  work 
is  above  the  average,  so  that,  if  those  who  are  members  of  this  Society 
were  excluded,  the  result  would  not  indicate  the  average  compensation 
of  members  of  the  other  societies,  and  might  be  misleading.  The 
Committee  also  made  an  effort  to  secure  information  from  the  different 
engineering  schools,  but  it  was  found  that,  with  two  exceptions,  the 
statistics  collected  by  these  institutions  concerning  their  graduates, 
with  respect  to  the  matters  which  have  been  the  subjc^ct  of  the  Com- 
mittee's investigations,  were  so  incomplete  that  this  idea  had  to  be 
abandoned.  An  attemyit  was  made  to  secure  pertinent  data  from 
officers  of  railway  and  other  corporations,  municipalities,  States,  and 
Federal   departments  which  employ  large  numbers  of  engineers,  but 
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they  appeared  to  consider  it  impracticable  to  midertake  the  collection 
of  such  data  for  the  Committee,  and,  without  their  active  co-operation, 
it  has  not  been  possible  to  secure  any  information  of  value. 

The  Committee,  therefore,  is  obliged  to  base  its  third  report  on 
the  information  received  from  the  6  378  engineers  who  have  replied ; 
and  that  these  figures  are  worthy  of  serious  consideration  is  obvious 
from  the  fact  that  the  5  059  members  of  the  Society  represent  a  gross 
annual  professional  income  of  not  less  than  $20  952  952,  while  the  1  319 
non-members  represent  a  gross  annual  income  of  $4  467  709,  or  a 
total  for  those  whose  replies  form  the  basis  of  our  report  of  $25  420  661. 

The  returns  from  the  263  additional  members  of  the  Society,  the 
great  majority  of  whom  were  younger  men,  when  combined  with  those 
covered  by  the  last  report,  result,  as  might  have  been  expected,  in 
lowering  the  average  compensation  from  $4  224  to  $4 142,  or  $82. 
The  average  annual  compensation  of  the  1  319  non-members  is  $3  387, 
or  $755  less  than  for  the  members  of  the  Society,  including  the  latest 
returns.  The  Committee  realizes  that  in  directing  its  inquiries  to 
individuals  outside  of  the  membership  of  the  Society,  but  members 
of  local  engineering  organizations,  it  has  addressed  a  number  of  men 
who  are  not  really  practising  engineers,  as  the  local  engineering  organ- 
izations almost  always  include  in  their  membership  men  who  may  be 
simply  interested  in  engineering  and  some  who  have  done  little,  if 
any,  professional  work,  and  they  have  been  frank  enough  to  say  so  in 
their  returns,  and  their  replies  are  not  included  in  our  statistics. 

Twenty-two  of  the  replies  indicated  that  the  men  who  made  them 
are  employed  as  sales  engineers  or  in  other  lines  of  commercial  work, 
although  they  are  graduates  of  engineering  schools.  These  men  appear 
to  have  turned  their  attention  to  this  kind  of  work  immediately  after 
graduation.  The  Committee  has  not  included  these  returns  in  its  com- 
pilation, but  they  are  so  significant  as  to  be  deemed  worthy  of  com- 
ment. They  include  men  whose  active  work  covers  periods  of  from 
1  to  22  years,  although  in  all  but  four  instances  their  experience  in 
work  of  this  character  has  been  10  years  or  less.  A  comparison  of 
their  earning  power  with  that  of  men  engaged  in  what  is  generally 
considered  to  be  strictly  engineering  work  indicates  that  it  agrees 
very  closely  with  the  averages  shown  by  the  diagrams,  even  though 
the  responsibilities  which  must  be  assumed  are  less  than  those  of 
the  practising  engineer. 

The  Committee  submits  herewith  five  diagrams  as  follows : 

1. — A  diagram  similar  to  that  reproduced  as  Plate  XL*  in  the  last 
reix)rt,  showing  maximum  and  minimum  average  annual  compensation 
for  professional  work  of  6  378  engineers,  including  1 319  who  are 
not  members  of  the  Society. 

•  Proceedings,  Am.  Soc.  C.  E.,  for  December,  1914. 
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2. — A  diagram  showing  the  average  yearly  coini)en?ation  of  G  358 
engineers,  divided  into  members  of  the  Society  and  non-members, 
together  with  the  combined  average. 

3. — A  diagram  showing  the  average  compensation  of  graduates  and 
non-graduates,  arranged  according  to  5-year  periods. 

4. — A  diagram  showing  the  average  compensation  of  engineers 
grouped  according  to  nature  of  service. 

5. — A  diagram  showing  the  average  compensation  of  engineers 
arranged  in  six  geographical  groups. 

The  first  of  the  above  diagrams  includes  all  the  returns  which  have 
been  received.  The  second  and  third  include  all  returns  covering 
professional  activity  of  50  years  or  less,  while  the  other  two  cover 
all  those  which  are  capable  of  being  classified  with  certainty  and 
which  include  40  years  or  less  of  professional  work. 

Your  Committee  has  considered  the  question  as  to  whether 
exceptionally  large  professional  incomes,  say  those  above  $25  000  a 
year,  might  not  be  due  to  some  fortuitous  circumstance  or  condition 
entirely  apart  from  professional  ability,  and  whether  they  should  not 
be  excluded  from  consideration  in  the  preparation  of  the  diagrams 
by  arbitrarily  reducing  them  to  $25  000.  This  was  tried  and,  while 
the  effect  was  to  modify  very  materially  the  curve  showing  maximum 
professional  incomes,  its  efi^ect  on  the  curve  of  average  compensation 
was  very  slight.  The  Committee  believes  that  the  data  collected 
include  practically  all  the  very  large  professional  incomes,  and  that 
an  increase  in  the  number  of  returns  would  tend  to  eliminate  the 
irregularities  of  the  curve.  The  Committee's  conclusion  has  been  that 
the  returns  should  be  shown  as  they  were  received. 

A  comparison  of  the  diagrams  with  those  presented  with  the  last 
report  will  show  that  the  broader  scope  of  the  Committee's  inquiry 
has  not  produced  any  substantial  changes  in  the  results  heretofore 
submitted.  The  line  indicating  the  average  compensation  of  non- 
graduate  engineers  falls  below  that  showing  the  compensation  of 
graduates,  except  during  the  first  part  of  the  first  5-year  period,  where 
the  professional  earnings  of  non-graduates  appear  to  be  slightly  greater 
than  those  of  graduates.  The  Committee  has  communicated  with 
bodies  which  are  collecting  data  concerning  professional  education, 
in  the  hope  that  it  might  secure  information  relative  to  the  com- 
pensation of  men  engaged  in  other  kinds  of  professional  work.  Its 
inquiries  have  not  produced  any  definite  results,  and,  so  far  as  the 
Committee  can  learn,  no  data  as  complete  as  are  herewith  presented 
have  been  secured  with  respect  to  them.  From  such  meager  infor- 
mation as  was  obtainable,  the  Committee  is  convinced  that  the  com- 
pensation for  engineering  work  compares  favorably  with  that  received 
by  men   of  any  otlier  profession.     Engineers,  like  other  professional 
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or  business  men,  are  frequently  desirous  of  being  connected  with 
important  undertakings  which  will  give  them  valuable  experience 
and  a  certain  prestige,  and,  in  order  to  gain  these,  they  are  willing 
to  accept  salaries  which  are  very  small  in  comparison  with  the  value 
of  the  services  rendered. 

The  underpaid  engineer  does  not  always  owe  his  failure  to  receive 
a  salary  commensurate  with  the  importance  or  difficulty  of  his  work 
to  the  ignorance  or  lack  of  appreciation  of  laymen,  but  it  not  infre- 
quently is  the  fault  of  his  engineering  superior  in  the  organization 
of  which  he  is  a  part.  The  replies  received  by  the  Committee  indicate 
that  engineers  in  private  practice  sometimes  employ  men  of  extensive 
experience,  and  presumably  of  good  ability,  at  salaries  which  young 
graduates  with  little  or  no  experience  are  able  to  command,  but  which 
are  less  than  those  of  an  ordinary  mechanic  who  has  a  labor  organization 
behind  him.  It  may  be  urged  that  the  competition  for  work  on  the 
part  of  engineers  who  employ  a  technical  staff  is  so  keen  that  it  is 
necessary  to  take  advantage  of  the  needs  of  those  seeking  employment 
in  order  to  secure  professional  work  which  is  frequently  let  to  the 
lowest  bidder.  Engineers  in  private  practice  are  often  criticized 
because  they  have  not  established  a  scale  of  charges  on  a  percentage 
basis  as  have  the  architects,  but  in  the  offices  of  leading  architects  will 
be  found  young  men  who  are  willing  to  work  for  almost  nothing  for 
the  sake  of  the  experience  they  hope  to  gain.  The  fact  remains  that 
employing  engineers  are  sometimes  disposed  to  pay  their  men  less 
than  their  services  are  actually  worth.  The  Code  of  Ethics,  adopted 
by  the  Society  by  letter-ballot  on  September  2d,  1914,  lays  special 
emphasis  upon  the  relation  of  the  engineer  to  his  client  and  to  that  of 
competing  engineers,  who  may  be  striving  to  secure  the  same  contract 
or  commission,  toward  each  other,  but  it  makes  no  mention  of  the 
obligations  of  the  engineer  as  an  employer  to  men  of  his  own  pro- 
fession. It  appears  to  lose  sight  of  the  need  of  guarding  against 
underpaying  as  well  as  against  underbidding. 

The  engineer,  in  some  branches,  unlike  otlier  professional  men, 
is  frequently  unable  to  locate  in  one  place  until  he  can  become  known, 
even  though  his  reputation  may  be  local.  He  must  go  where  work 
is  in  progress,  and,  when  the  particular  work  on  which  he  has  been 
engaged  shall  have  been  completed,  he  must  move  on  to  another  place. 
Periods  of  unemployment  are  fatal  to  steady  advancement,  while  a 
reasonable  prospect  of  promotion,  however  slow,  is  likely  to  prompt 
men  to  accept  less  than  the  average  compensation  for  the  kind  of 
service  rendered. 

In  reading  the  observations  made  by  those  who  have  commented 
upon  the  compensation  of  engineers  and  the  conditions  of  their  em- 
ployment, it  has  appeared  to  your  Committee  that  many  of  those  which 
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appear  cynical  or  pessimistic  have  been  made  by  men  who  would 
probably  have  been  failures  in  any  occupation  or  profession,  men 
who  do  not  possess  adaptability  or  even  a  fair  degree  of  industry,  and 
who  attribute  their  failure  to  their  unfortunate  selection  of  a  pro- 
fession. These  comments  should  not  be  given  much  weight.  Perhaps 
there  are  too  many  engineers,  but  the  eagerness  of  young  men  to  adopt 
this  profession  is  doubtless  due  to  the  indisputable  fact  that  young 
graduates  of  engineering  schools  reach  a  self-sustaining  basis,  where 
they  are  at  least  able  to  support  themselves,  more  quickly  than  do 
those  of  other  professions.  Much  has  been  said  lately  about  the 
general  decrease  in  the  registration  at  engineering  schools,  and  this 
has  apparently  been  viewed  with  alarm  by  their  faculties.  Your 
Committee  does  not  consider  it  a  bad  omen  for  the  profession.  There 
is  a  need  of  better  trained  engineers  rather  than  of  more  engineers,  a 
need  more  particularly  of  men  who  are  better  grounded  in  the  funda- 
mentals of  the  engineering  sciences  and  who  have  at  the  same  time 
acquired  some  knowledge  of  the  economic  or  business  aspects  of 
engineering  work,  rather  than  of  men  who  may  have  the  greatest 
earning  capacity  on  the  day  of  their  graduation. 

The  subject  assigned  to  this  Committee  for  investigation  includes 
not  only  the  compensation,  but  "the  conditions  of  employment"  of 
engineers.  The  information  collected  and  herewith  presented  may  be 
thought  to  relate  only  to  compensation  and  not  to  conditions  of  employ- 
ment, except  to  the  extent  that  the  latter  may  be  the  cause  of,  or 
may  result  from,  the  former.  Judging  from  the  replies  received  by 
the  Committee  and  the  extended  comments  accompanying  some  of 
them,  conditions  of  employment  are  believed  to  be  capable  of  expres- 
sion chiefly,  if  not  wholly,  in  terms  of  compensation.  The  Com- 
mittee has  repeatedly  discussed  the  meaning  of  "conditions  of  employ- 
ment" and  what  was  the  probable  intent  of  the  Society  in  the  inclu- 
sion of  these  words  in  the  title  of  the  Committee.  To  give  it  the 
broadest  interpretation  to  which  it  is  susceptible  and  to  follow  the  lead 
indicated  by  such  interpretation  would  have  led  the  Committee  into 
a  more  or  less  controversial  discussion  of  social  conditions,  and  might 
have  resulted  in  a  report  of  greater  length,  but  of  no  more  value.  That 
there  lately  has  been  a  more  general  appreciation  of  the  importance 
and  dignity  of  the  Engineering  Profession  cannot  be  denied,  and  the 
part  which  engineers  are  now  taking,  on  the  invitation  of  the  Federal 
Government,  in  the  investigation  of  the  resources  of  this  country  and 
their  prompt  and  effective  utilization  for  national  defense  or  in  any 
other  crisis,  together  with  the  more  cordial  co-operation  between  men 
in  different  branches  of  the  Engineering  Profession,  will  do  much  to 
increase  further  this  estimate  of  the  value  of  engineering  service. 
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The  Committee  wishes  to  express  its  grateful  appreciation  of  the 
co-operation  which  it  has  received  from  members  of  the  Society  and 
others,  and  for  the  valuable  advice  and  assistance  extended  to  it  by 
the  Secretary  of  the  Society  and  members  of  his  staff.  It  asks  that 
this  be  accepted  as  its  final  report,  and  that  it  be  discharged. 

Eespectfully  submitted, 

Nelson  P.  Lewis, 

Chairman. 
Committee  : 

John  A.  Bensel, 
S.  L.  F.  Deyo, 
Dugald  C.  Jackson, 
William  V.  Judson, 
liTELSON  P.  Lewis, 
c.  f.  loweth, 
George  W.  Tillson. 

XOVEMBER   lOTII,   1916. 
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Schick. 


Mr.  H.  S.  Schick,*  Assoc.  M.  Am,  Soc.  C.  E.  vby  letter).— This  Com- 

mittee has  performed  a  valuable  service  in  a  matter  which  is  of  first 
importance  in  the  work  of  the  Society.  The  diagrams  accompanying 
the  report  are  interesting,  and  their  scope  and  limitations  have  been 
fully  discussed  by  the  Committee. 

An  important  principle  brought  out  in  the  report  should  receive 
further  attention,  for  the  purpose  of  emphasizing  the  helpfulness  of 
the  Society  in  promoting  effectually  the  feeling  of  reciprocal  useful- 
ness, the  spirit  of  co-operation  between  members,  and,  at  the  same 
time,  perform  a  service  of  especially  practical  value  to  the  profession. 

The  writer  refers  to  the  principle  that  the  compensation  of  every 
engineer,  aside  from  his  return  on  physical  capital  invested,  depends 
entirely  on  his  own  efficiency — both  his  technical  and  his  selling 
efficiency.  All  know,  on  the  one  hand,  as  stated  clearly  by  the  Com- 
mittee, that  engineers  frequently  receive  a  lower  compensation  than 
their  services  should  demand,  and,  on  the  other  hand,  that  the  search 
for  the  proi)er  man  to  perform  a  given  service  is  always  attended  with 
some  difficulty  and  much  loss  of  time.  This  difficulty  may  be  charged 
to  the  fact  that,  in  marketing  their  services,  engineers  are  not  always 
good  salesmen,  and  have  not  the  most  ready  means  to  acquire  reliable 
disinterested  information  regarding  the  demand  for  their  work.  For 
a  number  of  years,  the  American  Society  of  Mechanical  Engineers  has 
maintained  a  bureau  for  the  purpose  of  gathering  and  publishing,  in 
several  ways,  just  such  data  for  the  use  of  its  members,  at  a  cost 
which  is  surprisingly  low,  and  with  highly  gratifying  results. 

This  matter  is  brought  to  the  attention  of  the  members  of  this 
Society,  now,  for  the  purpose  of  eliciting  discussion,  and  perhaps  ulti- 
mately turning  the  valuable  contribution  of  this  Connnittoe  toward 
the  accomplishment  of  a  practical  end  which  will  bo  of  much  satis- 
faction to  all. 

Lewis  A.  JoNES,t  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter). — There  is 
one  point  in  this  report  to  which  the  writer  desires  to  call  attention. 
In  Diagram  4,  giving  the  average  yearly  compensation  grouped  with 
reference  to  nature  of  service,  the  curve  for  employees  of  the  National 
Government  is  shown  to  increase  in  a  fairly  regular  manner,  with 
an  average  yearly  compensation  of  $2  899.  Attention  is  called  to  the 
fact  that  no  distinction  is  made  between  army  and  naA'y  engineer  officers 
and  civilian  employees.  It  is  a  well-known  fact  that  engineer  officers 
in  the  Government  service  receive  practically  twice  as  nuich  as  civilian 
employees,  counting  the  allowances  for  quarters,  etc..  and.  as  a  result, 

•  Wheeling,  W.  Va. 

t  Montgomery,  Ala. 


Mr. 
Jones. 
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the  curve,  in  its  present  shape,  does  the  civilian  employees  an  injustice.     Mr. 
Could  not  a  separate  curve  be  made  for  each?     The  writer  believes  '  °"'^*' 
that  the  results  would  show  the  engineer  officers'  curve  following  closely 
the  curve  labeled  ''Private  Companies",  and  that  for  the  civilian  engi- 
neers well  below  the  one  labeled  "States  and  Counties". 

R.  S.  "Wise*  Assoc.  M.  Am.  See.  C.  E.  (by  letter). — This  report  is   Mr 
very  complete  and  interesting,  so  far  as  it  relates  to  the  civil  engineer, 
and  the  Committee  deserves  a  great  deal  of  credit  for  its  work. 

The  writer  is  sure  that  a  great  many  of  our  members  would  like 
to  see  a  committee  appointed  to  investigate  and  find  ways  and  means 
of  regulating  the  fees  which  the  municipal  engineer  and  surveyor  should 
get  for  his  services.  As  it  is  now,  there  is  no  schedule  of  fees  on  which 
such  a  man  may  base  his  charges. 

On  account  of  keen  competition,  he  must  base  his  charges  on  local 
rates,  which  in  most  cases  have  been  established  for  many  years;  but, 
if  rates  were  established,  clients  would  not  go  shopping  to  see  which 
surveyor  would  do  his  work  the  cheapest. 

There  should  be  fixed  rates  for  establishing  grades,  cross-sections, 
and  calculations  of  quantities  on  street  work,  for  giving  lines  and 
grades  for  curbing,  guttering,  flagging,  macadamizing,  etc.  Minimum 
rates  for  staking  out  lots,  based  on  the  size  of  the  lot,  for  surveying 
and  mapping  out  land,  based  on  the  location;  one  rate  for  the  fire  or 
congested  district  and  another  for  the  rural  section. 

There  should  be  some  understanding  as  to  Court  charges,  not 
strictly  for  professional  work,  but  for  the  surveyor's  knowledge  as  to 
certain  lines,  maps,  etc.  In  the  district  around  Passaic,  N".  J.,  it  has 
been  the  habit  of  some  lawyers  to  employ  the  surveyor  to  locate  certain 
properties,  and  later  to  subpoena  him,  often  keeping  him  in  Court  two 
or  three  days,  breaking  up  his  field  party,  and  not  paying  him  for 
his  time  in  Court. 

*  Passaic,  N.  J. 
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FINAL  REPORT 

OF  THE  SPECIAL  CO:\IMITTEE 

ON  FLOODS  AND  FLOOD  PREVENTION* 

With  Discussion  by  Messrs.  H.  M.  Eakin,  John  W.  Hill,  M.  O. 
Leighton,  Cyrus  C.  Babb,  Kenneth  C.  Grant,  B.  F.  Groat. 
H.  M.  Chittenden,  ]\Iyron  L.  Fuller,  Gerard  II.  Matthes, 
II.  K.  Barrows,  N.  C.  Grover,  E.  C.  La  Rue,  Farley  Gannett, 
C.  E.  Grunsky,  C.  McD.  Townsend,  and  Morris  Knowles. 

General. — With  the  growth  of  the  United  States,  the  question  of 
flood  control  is  daily  assuming  greater  importance,  but  as  yet  has  not 
received  the  attention  which  it  merits.  When  a  country  is  a  wilder- 
ness, a  flood  occasions  little  damage,  and  is  rarely  recorded,  but  as 
the  valleys  are  cleared  and  the  farmer  attempts  to  utilize  them,  the 
injurious  effects  of  floods  begin  to  be  felt.  With  the  growth  of  cities 
and  villages,  there  arises  a  still  greater  demand  for  protection  against 
overflow.  While  there  is  no  conclusive  evidence  that  gi'eat  floods 
have  increased  in  frequency  or  volume  in  recent  years,  with  the  growth 
and  development  of  the  country,  the  damage  which  is  caused  has  been 
greatly  intensified,  and  the  obstruction  of  the  flood  plain  by  the  works 
of  man  has  in  many  cases  largely  increased  flood  heights  for  the  same 
volume  of  discharge. 

It  is  only  in  recent  years  that  the  property  losses  during  floods 
have  been  reported,  but  these  are  rapidly  increasing  and  becoming 
a  serious  burden  on  the  resources  of  the  covmtry.  Nor  are  they  con- 
fined to  any  particular  section.  Floods  of  great  intensity  are  liable 
to  occur  in  semi-arid  regions  where  the  mean  annual  rainfall  is  less 
than  20  in.,  though  possibly  with  less  frequency  than  in  regions 
having  an  average  rainfall  of  over  60  in.;  and  a  mountain  stream 
with  a  slope  of  6  ft.  to  the  mile,  is  as  liable  to  overflow  its  banks  as 
*  Presented  to  the  Annual  Meeting,  January  19th.  1916. 
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an  alluvial  river  with  a  slope  of  6  in.  per  mile.  In  fact,  the  greatest 
loss  of  life  from  floods  usually  occurs  on  the  minor  streams,  whose 
waters  rise  with  great  rapidity  and  flow  with  great  velocity. 

Data  Deficient. — On  most  streams  the  physical  data  collected  have 
been  for  other  purposes  than  flood  control,  and  are  therefore  deficient 
in  the  specific  information  necessary  for  such  an  investigation.  In  a 
river  which  is  being  improved  for  navigation,  the  essential  element 
requiring  consideration  is  the  low-water  flow. 

When  a  stream  is  to  be  utilized  for  water-power,  again  the  first 
consideration  is  the  low-water  flow.  If  it  is  proposed  to  increase  the 
low-water  discharge  by  means  of  reservoirs,  the  engineer  is  interested 
in  average  conditions,  and  if  he  discusses  those  of  extreme  floods,  it 
is  only  to  provide  a  sufficient  capacity  for  flood  discharge  without 
danger.  Similarly,  in  determining  the  water-supply  for  a  city,  it  is 
the  low  and  mean  flow  of  the  stream  which  receives  special  con- 
sideration. 

In  discussing  flood  control,  low  and  average  conditions  are  of  little 
value.  A  great  flood  is  caused  by  an  exceptional  combination  of  most 
adverse  conditions.  A  mean  rain  falling  on  a  soil  having  a  mean 
percolation  and  mean  run-off,  with  a  mean  evaporation  and  other  aver- 
age conditions,  produces  about  a  mid-stage  flow  in  a  river.  The  extreme 
flood  stage  occurs  when  a  maximum  precipitation  falls  on  a  soil  which 
because  of  frost  or  previous  saturation  has  a  minimum  percolation 
and  a  maximum  run-off,  with  a  minimum  evaporation.  Such  com- 
binations are  comparatively  rare,  and  unless  some  one  is  specially 
delegated  to  investigate  them,  generally  escape  observation. 

It  is  not  only  the  causes  of  extreme  flood  discharge,  however,  on 
which  additional  data  and  further  study  are  required.  There  is  a 
large  field  for  investigation  in  the  influence  of  the  works  of  man  on 
the  regimen  of  streams,  and  in  the  evaluation  of  all  the  little-understood 
factors  that  determine  the  flood  height  obtained  from  any  given 
discharge. 

Suggested  Methods. — The  methods  of  flood  control  which  have  been 
suggested  may  be  summarized  as  follows : 

(a)  Methods  of  reducing  extreme  variations  in  rainfall  and  in- 
creasing the  soil  absorption  of  water,  so  as  to  diminish  the 
rim-off;  reforestation,  soil  drainage,  variations  in  methods 
of  plowing,  the  construction  of  small  dikes  in  agricultural 
areas,  which  will  retain  on  the  soil  a  large  portion  of  the 
rainfall  until  there  is  time  to  absorb  it. 

(6)  Eeservoir  and  detention  basins  which  will  retain  the  crests 
of  the  run-off  and  discharge  them  at  lower  stages. 

(c)  Barriers  thrown  across  mountain  streams  to  prevent  erosion 
and  the  transportation  of  debris. 


1320  FLOODS  AND  FLOOD   I'REVENTION 

(d)  Channel  improvement,  cut-offs,  and  the  construction  of  auxil- 
iary channels. 

(e)  Levees  which  will  confine  the  flood  waters  to  the  channel. 

(/)  Outlets  for  the  purpose  of  facilitating  the  discharge  of  the 
streams. 

Present  Knowledge.— There  is  nothing  to  indicate  that  man  can 
modify  either  the  intensity  or  distribution  of  precipitation.  To 
utilize  the  forces  of  Nature,  which  will  reduce  the  effects  of  excessive 
precipitation  or  increase  the  absorptive  power  of  soils,  necessitates 
an  intimate  knowledge  of  the  intensity  and  distribution  of  the  rain- 
fall over  the  drainage  area  to  be  considered,  of  the  character  of  its 
vegetation,  of  the  permeability  and  depth  of  the  overlying  soil,  and 
of  the  capacity  of  subterranean  fissures  and  conduits  to  carry  off  the 
water  which  may  penetrate  to  the  underlying  formations — subjects 
on  which  but  a  limited  amount  of  information  is  at  present  available 
to  the  engineer. 

The  Weather  Bureau  has  established  stations  for  observing  the 
precipitation,  and  the  results  are  published  in  its  monthly  bulletins. 
Most  of  these  observations,  however,  extend  over  a  relatively  short 
period  of  time,  and  it  is  improbable  that  the  maximum  precipitation 
that  may  occur  at  a  given  locality  has  yet  been  recorded.  Moreover, 
they  are  generally  taken  in  cities  on  high  buildings  where  the  gauges 
are  not  protected  from  wind,  or  in  villages  located  in  the  valleys,  and 
the  relation  of  the  precipitation  over  a  built-up  territory  to  that  of 
the  surrounding  country  and  upon  the  uplands  and  divides  has  not 
been  well  determined. 

The  series  of  studies  made  by  the  United  States  Geological  Survey 
on  the  surface  water  supply  of  the  United  States  are  necessarily 
based  on  comparatively  few  observations  frequently  taken  at  less 
than  flood  stages.  With  such  an  extensive  field  to  cover,  the  observers 
cannot  wait  for  extreme  conditioii.s  on  each  stream,  but  m\ist  pass 
from  stream  to  stream  measuring  the  discharge  which  happens  to 
exist  when  the  observer  is  present.  In  1914  the  Geological  Survey 
made  stream-flow  measurements  at  3  400  points  and  maintained  1  480 
gauges  in  conjunction  with  co-operating  parties ;  many  more  are  needed. 

Care  must  be  exercised  in  the  use  of  discharge  curves  or  rating 
tables.  They  may  represent  only  average  conditions,  and  when  applied 
to  a  particular  case  may  lead  to  large  errors.  Their  extension  above 
a  bank-full  stage  cannot  be  depended  upon  for  accurate  results.  With 
sedimentary  streams  in  particular,  both  the  slope  and  the  area  of 
cross-section  are  subject  to  abrupt  changes,  and  floating  debris  may 
land  against  a  pier  or  otherwise  obstruct  the  flow  in  such  a  manner 
as  to  entirely  change  the  relations  which  exist  at  lower  stages. 

At  every  town  subject  to  overflow  from  a  neighboring  stream, 
there  is  urgent  need  of  co-operation,  not  only  to  extend  the  discharge 
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curves  to  extreme  stages,  but  also  to  investigate  the  variations  which 
may  occur.  On  rivers  which  are  being  improved  for  navigation,  such 
co-operation  may  be  aflPorded  by  those  engaged  in  the  work  of  river 
improvement,  and  even  though  not  strictly  required  for  the  develop- 
ment of  a  navigable  channel,  should,  if  necessary,  receive  Congressional 
authorization.  On  other  streams,  State  commissions  and  private 
agencies  are  at  present  collecting  data,  all  of  which  should  be  co- 
ordinated, studied,  and  published  by  some  National  agency. 

But  in  considering  flood  control,  the  amount  and  character  of 
the  sediment  carried  is  next  in  importance  to  the  discharge  of  the 
stream.  The  advisability  of  reservoir  and  barrier  construction,  the 
practicability  of  enlarging  the  stream  section,  of  affording  relief  by 
auxiliary  channels,  and  of  levee  control,  will  be  influenced  by  this 
factor.  In  streams  carrying  a  large  amount  of  sediment,  the  checking 
of  the  normal  velocity  by  reservoir  construction  will  cause  its  deposit; 
a  sudden  enlargement  of  the  section  of  a  stream  will  similarly  reduce 
velocities  and  cause  deposits,  and  this  deposit  is  liable  to  occur  during 
low  stages,  filling  the  channel  on  which  reliance  is  placed  for  relief 
from  flood  discharge.  If  an  auxiliary  channel  is  built,  a  difference 
in  velocity  in  the  two  channels  is  accompanied  by  a  tendency  of  one 
or  both  to  fill. 

An  extensive  series  of  observations  on  the  flow  of  sediment  in 
the  Mississippi  and  Missouri  Rivers  has  been  made  by  officers  of 
the  Corps  of  Engineers,  U.  S.  Army,  and  the  Mississippi  Eiver  Com- 
mission, from  1879  to  1884.  The  Geological  Survey  has  also  published, 
in  "Water  Supply  Papers  236  and  274,  investigations  of  the  flow  of 
sediment  in  other  rivers. 

Similar  data  on  many  other  streams  requiring  flood  control  are 
lacking,  and  should  be  supplied. 

A  knowledge  of  the  topography  of  the  country,  which  is  essential 
before  plans  for  flood  control  can  be  formulated,  is  also  lacking.  In 
the  Thirty-Fourth  Annual  Eeport  of  the  Geological  Survey  it  is 
stated  that  about  38.9%  of  the  United  States  had  been  surveyed,  and 
these  surveys  are  generally  plotted  on  maps  of  a  scale  of  1 :  62  500 
and  1 :  125  000  (about  1  in.  to  1  and  2  miles,  respectively)  with  contours 
20  and  50  ft.  apart.  Such  surveying  and  mapping,  even  in  greater 
detail,  should  be  prosecuted  with  vigor  and  co-operative  action  by  the 
General  Government  and  the  various  States  until  the  entire  country 
has  been  covered. 

For  the  large  rivers  the  present  maps  give  but  few  contours  at  wide 
intervals  in  the  valleys,  and  the  usefulness  of  such  data  in  a  study 
of  flood  control  is  therefore  limited  to  purposes  of  reconnaissance. 
With  the  exception  of  those  of  the  Mississippi,  Missouri,  and  Illinois 
Rivers,  the  surveys  for  the  improvement  of  navigation  have  been  gen- 
erally confined  to  the  river  bed. 


1222  FLOODS  AND  FLOOD  PREVENTION 

The  organic  act  creating  the  Mississippi  River  Commission  stipu- 
lated among  other  duties  that  ^uch  surveys,  examinations,  and  inves- 
tigations of  the  Mississippi  River  and  its  tributaries  should  be  made 
as  might  be  deemed  necessary  for  the  purpose  of  formulating  plans 
for  the  prevention  of  destructive  floods.  As  a  result  of  this  legislation 
the  Mississippi  River  Commission  has  been  engaged  for  the  last  35 
years  in  collecting  data  relating  to  the  flood  control  of  the  Mississippi 
River.  An  accurate  hydrographic  survey  has  been  made  of  the  river 
from  its  head-waters  to  its  mouth,  with  a  topographical  survey  cover- 
ing practically  the  entire  width  of  the  valley  down  to  the  head  of 
the  alluvial  basin  near  the  mouth  of  the  Ohio,  and  extending  to  a 
distance  of  about  1  mile  upon  either  side,  with  occasional  sections 
across  the  entire  alluvial  valley,  below  the  Ohio.  Maps  have  been  pre- 
pared on  a  scale  of  1 :  10  000  with  contours  5  ft.  apart.  Discharge 
stations  have  been  established  on  the  main  river  and  also  on  some  of 
the  larger  tributaries  where  the  flow  is  not  affected  by  back-water, 
and  the  discharge  curves  have  been  developed  from  a  long  series  of 
observations.  In  the  earlier  stages  of  the  work,  daily  observations  of 
sediment  and  discharge  were  made  at  several  stations  for  periods  of 
over  a  year.  In  later  years,  discharge  measurements  have  been 
confined  to  prescribed  stages  above  the  normal  high  water  and  below 
the  average  low  water,  in  order  to  trace  any  changes  in  regimen  that 
might  occur.  Numerous  gauge  stations  have  also  been  established 
on  the  main  river  and  its  principal  tributaries  where  the  height  of 
the  river  is  recorded  at  least  daily,  and  observations  have  been  made 
to  determine  the  slope,  at  both  high  and  low  water,  and  other  hydraulic 
factors. 

By  the  River  and  Harbor  Act  of  June  18th,  1880,  a  project  was 
adopted  for  the  construction  of  forty-one  reservoirs  in  Minnesota  and 
Wisconsin  to  collect  the  surplus  water  from  the  precipitation  of  winter, 
spring,  and  early  summer,  and  release  it  during  low  water  so  as  to 
benefit  navigation  on  the  Mississippi  River.  In  1887  the  scope  of 
the  project  was  reduced  to  include  reservoirs  at  the  head-waters  of 
the  rivers  in  Miimesota,  only,  and  there  have  been  constructed  six 
reservoirs  with  a  capacity  of  about  96  000  000  000  cu.  ft.  and  having 
a  drainage  area  of  4  535  sq.  miles. 

These  reservoirs,  while  built  for  the  low-water  regulation  of  the 
river,  were  much  larger  than  any  others  that  had  then  been  built  by  man 
for  the  high-  or  low-water  control  of  rivers.*  Careful  records  have 
been  kept  of  the  rainfall,  the  contents,  and  discharge  of  these  reservoirs 
since  their  construction;  and  they  afford  most  valuable  data  as  to 
the  flood  control  of  a  river  by  reservoirs,  particularly  as  there  is  a 

•  Three  basins  on  the  Ottawa  River  now  under  construetlon  will  have  a  capacity 
of  168  000  000  000  cu.  ft. 
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different  relation  for  each  reservoir  between  its  capacity  and  the 
area  of  its  water-shed. 

The  surveys  and  estimates  for  reservoirs  in  Wisconsin,  under 
the  original  project,  afford  further  data  for  the  discussion  of  flood 
control  of  the  tributaries  of  the  Mississippi  River  in  that  State. 

The  California  Debris  Commission  has  carried  on  a  series  of  inves- 
tigation? of  the  Sacramento  River  and  its  tributaries,  which  are  useful 
in  determining  the  flood  control  of  that  drainage  area.  Important 
studies  on  the  Allegheny  and  Monongahela  drainage  area  have  been 
made  by  the  Pittsburgh  Flood  Commission.  A  large  amount  of 
data  on  the  Miami  River  has  been  accumulated,  in  connection  with 
the  work  of  the  Dayton  Flood  Prevention  Committee.  The  Scioto 
River  has  been  made  the  subject  of  an  extensive  study  at  Columbus. 
And  several  flood  commissions  have  been  appointed  by  Governmental 
agencies,  such  as  the  Ohio  River  Flood  Board  of  the  U.  S.  Army 
Engineers  and  the  Commission  of  the  States  of  Indiana  and  Pennsyl- 
vania, though  few  of  these  have  yet  had  sufficient  opportunity  to  con- 
tribute any  extensive  studies  upon  stream  regulation.  Some  of  the 
minor  valleys  have  been  surveyed  by  cities  to  determine  the  proper 
source  of  a  water  supply,  and  a  few  corporations  have  determined  the 
capacity  of  certain  streams  to  develop  water  power;  but,  on  the  whole, 
there  is  a  great  dearth  of  reliable  data  as  to  rainfall,  run-off,  and  other 
physical  facts  needed  by  the  engineer  for  the  proper  solution  of  the 
problem  of  flood  control,  and  the  accumulation  of  the  proper  data  will 
require  many  years  of  careful  observation.  Even  with  proper  data 
available,  the  determination  of  the  method  of  flood  control,  which  is 
to  be  applied  to  a  particular  case,  will  require  careful  consideration 
and  the  greatest  exercise  of  engineering  skill.  No  method  can  be 
devised  that  will  be  susceptible  of  universal  application. 

Discussion  of  Suggested  Methods. 

(a)  Reforestation. — If  reforestation  is  considered  merely  from  a 
commercial  standpoint,  the  value  to  the  country  of  reproducing  our 
timber  is  so  great  that  it  obtains  general  approval,  particularly  of 
engineers  who  appreciate  more  than  any  other  class  the  disadvantages 
to  which  the  country  will  be  subjected  by  the  destruction  of  its  forests. 

But  some  advocates  of  reforestation  have  claimed  that  the  destruc- 
tion of  our  forests  has  increased  the  height  and  frequency  of  floods 
and  diminished  the  discharge  during  low  water,  and  ha  ye  based  their 
claim  for  reforestation  on  the  beneficial  influence  of  forests  in  pre- 
venting floods  and  improving  the  navigation  of  our  rivers. 

The  relation  of  forest  to  stream  flow  has  been  extensively  discussed 
in  this  coujitry,  in  papers  of  recent  date,  by  the  U.  S.  Geological 
Survey;  U.  S.  Weather  Bureau;  Flood  Board  of  TJ.  S.  Engineers,  on 
the  Ohio  River;  Pittsburgh  Flood  Commission;  N^orton,  on  the  Rivers 
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of  Michigan;  Chittenden,  before  the  American  Society  of  Civil  Engi- 
neers ;  Moore ;  Burr,  on  Merrimac  River ;  Mead,  on  Rivers  of  Wisconsin ; 
and  the  Second  Report  of  the  National  Commission  for  the  Conserva- 
tion of  the  Waters  of  the  United  States;  and  others.  In  Europe,  in 
addition  to  the  classic  papers  of  Gustave  Wex,  in  1873  and  1879, 
Keller,  Lauda,  and  Oppokow  have  recently  discussed  conditions  in 
Germany,  Austria,  and  Russia,  and  a  paper  by  G.  Fantoli,  1913,  sums 
up  the  status  in  the  valley  of  the  Po.  An  interesting  discussion  of  the 
subject  will  also  be  found  in  the  Proceedings  of  the  International 
Navigation  Congress  in  Milan,  1905. 

In  these  discussions  the  greatest  diversity  of  opinion  has  been  ex- 
pressed, and  even  the  advocates  of  reforestation  as  a  means  of  flood 
control  fail  to  give  any  quantitative  determination  of  the  effects  of 
forests  upon  floods.  Eor  the  engineer  to  utilize  any  agency  practically,, 
he  must  know  that  it  will  produce  a  positive  effect  on  which  he  can 
rely  and  which  he  can  measure.  The  data  as  to  the  effect  of  for- 
estation,  soil  absorption,  and  kindred  methods  of  flood  control  are  not 
at  present  susceptible  of  quantitative  analysis. 

Over  a  large  portion  of  the  United  States  freezing  occurs  during 
winter,  and  a  heavy  precipitation  may  occur  when  the  ground  is 
covered  with  an  impenetrable  layer  of  ice  and  much  of  the  vegetation 
has  shed  its  leaves.  Such  conditions  prevent  the  utilization  of  forest- 
ation  or  ground  storage.  This  was  the  principal  cause  of  the  great 
flood  of  1912  which  devastated  the  Ohio  and  Mississippi  Valleys. 

(fe)  Reservoirs. — The  equalizing  effect  of  lake  storage  on  the  dis- 
charge of  the  St.  Lawrence  and  Oswego  Rivers  is  frequently  quoted 
as  illustrating  efficient  flood  control  by  reservoirs.  But  in  these  cases 
Nature  has  been  much  more  lavish  in  the  expenditure  of  its  resources 
than  man  can  afford  to  be.  About  one-third  of  the  water-shed  of  the 
Great  Lakes  is  devoted  to  reservoir  purposes. 

The  permanent  overflowing  of  land  which  can  be  devoted  to  agri- 
culture is  costly,  and  reservoir  construction  is  most  economical  when 
confined  to  mountainous  valleys  where  the  area  of  tillable  land  is  small 
when  compared  with  the  volume  of  water  that  can  be  stored.  On 
many  streams  this  condition  materially  limits  the  applicability  of 
reservoirs  as  a  means  of  flood  control,  particularly  in  thickly  settled 
districts. 

It  also  frequently  happens  that  a  reservoir  can  be  more  profitably 
utilized  for  other  purposes,  such  as  power  development,  irrigation,  or 
the  water  supply  of  a  city.  There  is  a  popular  delusion  that  the  same 
reservoir  can  be  utilized  simultaneously  to  reduce  floods,  increase  the 
low-water  discharge  of  a  stream,  and  increase  the  water-power  that 
can  be  developed  therefrom,  but  ordinarily  its  utilization  for  any  one 
of  these  purposes  precludes  its  eflScient  use  for  either  of  the  others. 
If  a  reservoir  is  to  be  utilized  to  diminish  floods,  it  is  essential  that 
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it  be  empty  when  a  heavy  rain  occurs.  If  to  increase  the  low-water 
discharge  of  a  river,  it  must  be  full  when  the  rainy  season  ceases.  To 
insure  the  first  condition,  it  is  necessary  to  empty  the  reservoir  after 
every  storm,  to  obtain  space  to  store  the  discharge  of  the  one  following. 
To  insure  the  second,  it  is  necessary  to  close  the  outlets  of  the  reser- 
voir at  relatively  low  stages,  and  when  it  is  once  filled,  not  permit  the 
surplus  water  to  escape  until  the  river  falls  to  the  stage  when  the 
stored  water  is  required  for  navigation.  Both  of  these  processes  in- 
terfere with  the  development  of  water-power,  whose  effectiveness  is 
measured  by  the  mininnuu  discharge  permitted.  The  cause  of  the 
trouble  is  the  irregularity  of  rainfall  in  different  years,  and  the  neces- 
sity of  being  prepared  for  a  minimum  rainfall  when  considering 
navigation  interests  and  a  maximum  for  controlling  flood  conditions. 
In  years  of  average  rainfall,  it  may  be  practicable  to  utilize  a  reser- 
voir for  different  purposes,  but  it  is  reiterated  that  average  conditions 
do  not  enter  into  the  problem  of  flood  control. 

Your  Committee,  however,  does  not  intend  to  condemn  in  toto  the 
utilization  of  reservoirs  for  more  than  one  purpose.  In  fact,  it  believes 
that  the  practical  solution  of  the  flood  problem  in  some  valleys  will 
he  found  in  permitting  corporations  to  build  reservoirs  in  which  a 
portion  of  the  stored  water  can  be  utilized  to  a  limited  extent  for 
power  purjKJses  and  the  remainder  for  flood  prevention,  but  in  such 
cases  one  of  the  conditions  of  the  franchise  must  be  the  construction 
of  reservoirs  far  in  excess  of  the  dimensions  required  for  the  develop- 
ment of  the  proposed  power,  and  a  rigid  supervision  must  be  exercised 
by  the  authority  granting  the  franchise,  not  only  to  see  that  its  re- 
quirements are  fulfilled  in  construction,  but  also  in  operation. 

There  are  in  some  localities  opportunities  for  arresting  the  flow  of 
a  stream  during  the  progress  of  a  flood  by  temporary  storage  which 
limits  the  river  discharge  to  that  which  may  be  safely  confined  within 
banks.  This  can  be  done  by  detention  basins  which  differ  from  storage 
reservoirs  in  that  they  do  not  require  the  abandonment  of  the  sites 
occupied  for  storage  purposes.  Flood  control  in  such  cases  is  only 
necessary  during  exceptional  rains,  and  the  basin  itself  may  there- 
fore be  devoted  to  its  normal  uses  most  of  the  time,  and  only  an  ease- 
ment on  the  lands  occupied  is  necessary. 

By  this  means  cities  can  be  protected  at  a  minimum  inconvenience 
to  the  rural  community.  The  use  of  detention  basins  has  been  adopted 
by  the  Miami  Conservancy  District  for  the  purpose  of  controlling  the 
floods  of  the  Miami  Basin. 

(c)  Barriers. — Barriers  erected  across  the  valleys  of  tributary 
streams  have  been  utilized  to  retain  detritus  and  prevent  its  deposition 
in  the  main  river.  When  conditions  are  favorable,  this  is  a  practical 
method  of  control. 
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(d)  Channel  Enlargement  and  Cut-Offs. — A  stream  flowing  in  an 
alluvial  valley  adjusts  its  channel  to  its  discharge;  when  the  discharge 
increases,  the  area  of  its  cross-section  is  increased,  and  when  the  dis- 
charge diminishes  the  area  of  cross-section  is  reduced.  In  a  river  like 
the  Missouri  or  the  Colorado,  carrying  a  large  amount  of  sediment, 
these  changes  are  rapid. 

Where  a  channel  is  enlarged  for  the  purpose  of  carrying  extreme 
floods,  it  should  be  so  designed  as  to  give  a  velocity  at  all  stages,  which 
will  prevent  deposits.  If  not  so  designed,  the  periodic  removal  of 
deposits  by  mechanical  means  will  be  necessary. 

A  cut-off  or  straightening  of  an  alluvial  channel  affects  its  slope 
which  the  stream  attempts  to  regain,  producing  excessive  caving  of 
banks.  Both  stream-enlargement  and  cut-offs,  while  reducing  flood 
heights  immediately  above  them,  increase  the  discharge  capacity 
locally  and  increase  flood  heights  below  them.  In  alluvial  rivers  such 
work  may  seriously  affect  the  regimen  of  the  low-water  channel,  pro- 
ducing shoals,  both  above  and  below  them,  and  should  not  be  attempted 
when  questions  of  navigation  are  involved  or  bank  erosion  may  seriously 
affect  other  interests. 

In  streams  of  stable  banks,  and  beds  carrying  but  little  sediment, 
such  straightening  may  not  be  injurious. 

(e)  Levees. — Every  alluvial  stream  flowing  in  a  valley  which  has 
been  formed  by  its  own  deposits,  builds  up  its  banks  to  a  certain 
height  which  is  generally  known  as  the  bank- full  stage.  Below  that  stage 
the  stream  flows  in  a  more  or  less  clearly  defined  trough  and,  at  higher 
stages,  it  spreads  over  the  alluvial  valley.  When  an  mileveed  river 
rises  above  the  bank-full  stage  there  is  an  abrupt  change  in  its  regimen. 
The  area  of  its  cross-scotion  increases  very  rapidly  and  ceasing  to 
follow  the  sinuosities  which  its  low-water  channel  has  created,  its 
currents  tend  to  flow  across  points,  materially  changing  the  slope. 
These  changes  in  regimen  affect  the  movement  of  sediment,  causing 
deposits  at  some  localities  and  scour  at  others. 

When  the  river  is  leveed  this  abrupt  change  in  regimen  is  pre- 
vented to  a  greater  or  less  extent,  dependent  on  the  characteristics  of 
the  river  and  the  distance  of  the  levee  from  the  river  bank.  The 
function  of  a  levee,  as  far  as  river  hydraulics  are  concerned,  is  to 
extend  the  natural  banks  up  to  extreme  flood  stages  and  thus  continue 
or  possibly  intensify  the  conditions  which  exist  at  a  bank-full  stage, 
i.  e.,  wherever  a  stream  tends  to  scour  or  fill  at  a  bank-full  stage,  that 
tendency  may  be  somewhat  intensified  at  extreme  flood  stages  if  the 
stream  be  controlled  by  levees  which  have  been  properly  located  with 
reference  to  its  banks. 

There  is  another  feature  in  connection  with  levees  which  it 
is   believed   has  been   generally   overlooked,    and   that   is   the  increase 
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of  channel  storage  which  they  create,  and  the  resultant  reduc- 
tion of  flood  height  from  this  cause.  Under  present  conditions 
of  levee  alignment,  hetween  the  mouths  of  the  Ohio  and  Red  Rivers, 
the  Mississippi  River  has  a  storage  capacity  of  1  365  000  000  000  cu.  ft. 
(about  30  000  000  acre-ft.).*  When  we  consider  this  enormous  reser- 
voir effect,  it  is  evident  that  flood  control  on  the  Mississippi  River 
below  the  Ohio  cannot  be  realized  without  the  vise  of  adequate  levees. 

(/)  Outlets. — Outlets  are  at  best  of  doubtful  utility  in  reducing 
the  flood  heights  of  sedimentary  streams,  even  where  additional  lines 
of  flow  to  the  sea  or  lake  into  which  the  stream  empties  are  practicable. 
The  frictional  resistance  of  the  river  bed  limits  their  influence  to  a 
comparatively  short  distance  above  them.  In  a  delta  formation  they 
usually  require  leveeing  to  protect  the  adjacent  country  from  overflow 
and  in  a  river  carrying  a  high  percentage  of  sediment,  either  the  out- 
let or  the  main  stream  will  diminish  its  area  of  cross-section  by  fill 
and  thus  reduce  the  discharge  capacity  and  ultimately  defeat  the 
purpose  for  which  the  outlet  is  constructed. 

Three  natural  outlets  from  the  Mississippi  River  to  the  Gulf  of 
Mexico  may  be  cited  as  illustrating  this  principle.  The  Atchafalaya 
River  leaves  the  Mississippi  at  a  point  about  200  miles  above  New 
Orleans  and  reaches  tide-water  at  a  distance  of  100  miles  from  its 
source,  while  the  main  river  traverses  a  distance  of  300  miles  before 
reaching  the  Gulf.  Although  having  three  times  the  slope  of  the  main 
river,  the  entrance  to  this  outlet  practically  closed  itself  at  low  stages 
by  natural  processes  of  deposit  and,  in  order  to  maintain  navigable 
depths,  annual  dredging  has  become  necessary,  and  if  this  were  sus- 
pended the  closure  would  doubtless  in  time  become  effective. 

The  Jump,  an  outlet  which  leaves  the  right  bank  of  the  river  about 
10  miles  above  the  Head  of  the  Passes,  was  once  a  formidable  outlet, 
but  is  now  of  insignificant  proportions;  Cubits  Gap  on  the  left  bank, 
about  5  miles  above  the  Head  of  the  Passes,  which  was  cut  through  to 
the  Gulf  in  1862,  at  first  enlarged  very  rapidly  to  a  width  of  over  ^ 
mile  with  a  maximum  depth  of  80  ft.  near  the  entrance,  but  has  now 
become  a  shallow  outlet  which  is  being  rapidly  obliterated  by  deposits. 

So  far  as  the  Mississippi  River  is  concerned,  whose  regimen  has 
been  closely  studied  for  over  half  a  century,  the  observed  effects  of  the 
natural  outlets  that  have  been  described  and  the  effects  of  crevasses 
in  levees  carrying  one-fourth  of  the  flood  volume  of  the  river  with  but 
a  small  reduction  in  gauge  heights,  all  point  to  the  conclusion  that  the 
use  of  outlets  in  any  form  for  the  purpose  of  reducing  flood  heights 
will  generally  fail  to  secure  the  desired  resiilts. 


•  The  Roosevelt  Dam  in  Arizona  stores  about  1  500  000  acre-ft. 
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Conclusions. 

Your  Committee  therefore  submits  the  following  conclusions: 

Reforestation. — The  effects  of  forest  growth  in  preventing  erosion 
on  hillsides  are  sufficient  to  justify  reforestation  for  that  purpose,  but 
there  has  been  no  quantitative  determination  of  its  influence  on  stream 
flow  which  would  justify  its  employment  as  a  method  of  flood 
prevention. 

Reservoirs  and  Detention  Basins. — At  the  head-waters  of  streams, 
storage  reservoirs  and  detention  basins  can  be  successfully  employed 
to  reduce  flood  heights.  Which  method  is  preferable  is  dependent  on 
local  conditions.  Their  efficiency,  however,  rapidly  diminishes  as  the 
distance  from  them  increases. 

Cut-Ojfs,  Channel  Enlargement,  By-Pass,  and  Outlets. — In  clear- 
water  streams,  whose  banks  and  beds  are  not  subject  to  scour,  these 
agencies  may  be  profitably  employed.  In  streams  carrying  a  large 
amoimt  of  sediment,  whose  banks  are  readily  eroded,  great  care  should 
be  exercised  in  their  employment,  always  bearing  in  mind  the  fact 
that  the  best  conditions  on  an  alluvial  stream  follow  its  confinement 
to  a  single  channel. 

Levees. — As  you  proceed  down  stream  the  influence  of  reservoirs 
on  flood  prevention  rapidly  diminishes,  and  the  influence  of  levees 
correspondingly  increases  in  importance  as  a  method  of  flood  protec- 
tion. On  the  lower  alluvial  reaches  of  long  rivers,  such  as  the  Missis- 
sippi and  Colorado,  they  afl"ord  the  only  sure  means  of  flood  control. 

Your  Committee  believes  that  it  can  perform  no  greater  service 
to  the  Profession  than  to  call  attention  to  the  paucity  of  the  data 
existing  in  reference  to  flood  control  and  to  the  damage  which  may 
result  from  river  regulation  legislation,  either  by  the  Nation  or  the 
States,  calling  for  definite  projects  which  are  not  predicated  on  full 
and  thorough  investigation. 

While  valuable  results  have  boon  obtained  by  National  departments 
and  bureaus  and  State  and  local  commissions,  with  the  limited  means 
at  their  disposal,  such  investigations  have  generally  been  subordinated 
to  other  questions  than  flood  control,  and  there  is  pressing  need  of 
intensive  study  directed  especially  to  this  end.  Moreover,  these  agencies 
have  worked  on  independent  lines,  and  there  has  not  been  the  necessary 
co-ordination  of  their  observations.  Progress  would  be  much  more 
rapid  if  each  local  investigation  could  be  brought  to  follow  some  uni- 
form method  of  procedure  and  to  cover  all  of  the  ])oints  included  in  a 
standard  outline,  which  would  permit  the  fullest  utilization  of  the 
data  obtained. 

Your  Committee  desires  to  urge  the  great  inii)ortnnce  of  the  early 
ftstablislimcnt  and  unification  of  systematic  rainfall,  run-off,  and  flood 
observations,  covering  the  entire  country  in  far  greater  detail  than 
has  yet  been  attempted. 
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"While  the  co-operation  of  all  agencies  engaged  in  river  regulation 
is  desirable,  the  question  of  flood  control  is  becoming  of  such  vital 
importance  to  the  country  that  it  should  not  be  subordinated  to  ques- 
tions of  navigation  or  power  development.  The  disasters  of  1913  in 
the  Ohio  Valley — involving  a  property  loss  of  $67  000  000,  and  more 
than  361  lives — and  that  at  Kansas  City,  in  1903 — involving  a  property 
damage  of  at  least  $10  000  000 — occurred  on  non-navigable  streams, 
and  on  some  of  the  navigable  rivers  the  interests  affected  by  floods 
are  of  far  greater  importance  than  those  connected  with  navigation. 
If  considered  merely  as  an  accessory  to  navigation,  the  limits  of  in- 
vestigation of  flood  problems  will  be  vastly  curtailed,  and  their  use- 
fulness correspondingly  diminished. 

The  members  of  your  Committee  have  received  reports  from  many 
sources  covering  investigations  in  connection  with  stream  flow,  and 
have  been  much  gratified  with  the  prompt,  cordial  responses  to  in- 
quiries for  data.  In  digesting  this  information  it  soon  became  apparent 
that  reliable  records  of  past  floods  were  too  meager  and  covered  too 
bi-ief  a  period  to  justify  at  this  time  a  general  report  on  the  floods  of 
the  country. 

A  voluminous  report  might  be  prepared  by  compiling  and  tabulating 
areas  of  drainage  basins,  slopes  of  streams,  gauge  readings,  oscillations 
in  stage,  and  other  physical  data  which  the  Committee  has  gathered. 
But  this  did  not  seem  to  be  judicious,  since  only  a  small  portion  of  our 
members  are  interested  in  such  information  and  those  who  are  would 
doubtless  prefer  to  go  to  the  official  records  for  the  more  complete 
data  required  in  their  special  work.  Moreover,  the  expense  and  labor 
involved  in  preparing  and  printing  such  data  would  be  disproportionate 
to  the  value  of  the  results. 

C.   McD.   TowNSEND,    Chairman, 
John  A.  Bensel, 
T.  G.  Dabney, 

J.   B.   LiPPINCOTT, 

Daniel  W.  Mead, 
j.  a.  ockeuson, 
Arthur  T.  Safford, 
Charles  Saville, 
F.  L.  Sellew, 
C.  E.  Grunsky.* 

*Endorsement  of  the  Committee  Eeport  by  C.  E.  Ghunsky. 

In  concurring  with  the  conclusions  of  the  Committee  on  Floods  and 
Flood  Prevention,  the  undersigned  desires  to  emphasize  the  fact  that 
he  is  in  favor  of  cut-offs  and  the  straightening  of  river  channels  when- 
ever conditions  permit.  The  cut-off  is  not  undesirable,  as  might  be 
inferred  from  the  language  of  the  report,  but  desirable,  and  yet  there 
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will  be  cases  where  bank  protection  may  be  too  expensive  to  justify 
recourse  to  the  use  of  cut-offs  that  might  otherwise  be  thought  advis- 
able. 

He  desires,  too,  to  add  that,  after  the  flood  flow  has  been  reduced 
by  all  practicable  means,  the  aim  should  be: 

a- — To  make  the  stream  carry  as  much  of  the  flood  flow  as  can  be 
carried  between  levees  of  reasonable  height. 

i>- — To  allow  water  in  excess  of  the  maximum  stream  capacity  to 
escape  from  the  river  under  control  at  selected  points. 

c. — To  convey  the  water  which  is  allowed  to  escape  from  a  river 
during  flood  stages,  to  a  re-entry  into  the  river  or  to  a  suitable  place  of 
outfall,  under  such  control  as  will  prevent  undue  inundation. 

C.  E.   Grunsky. 

MINORITY  REPORT. 

By  Morris  Knowles,  M.  Am.  See.  C.  E. 

The  M'riter  regrets  that  at  the  last  moment  he  finds  himself  in  a 
position  which  requires  that  he  submit  a  minority  report.  His  dis- 
appointment is  especially  keen,  as  he  was  and  is  in  substantial  agree- 
ment with  the  report  as  originally  drafted  by  the  sub-committee.  It 
is  only  because  some  portions  of  the  report  now  presented  represent 
so  wide  a  departure  therefrom  and  because  of  failure  to  secure  such 
reconsideration  of  these  changes  by  a  reconvened  committee  meeting 
that  he  feels  it  incumbent  upon  himself  to  present  these  views  for  the 
consideration  of  the  Society. 

His  objections  to  the  report  as  now  submitted  relate  to  some  ex- 
pressions scattered  through  the  paper,  in  which  only  a  single  view  is 
presented  on  controversial  subjects  on  which  it  must  be  recognized 
that  much  more  information  can  and  should  be  obtained.  Such  expres- 
sions, he  believes,  promote  controversy  rather  than  helpful  discussion, 
and  discourage  rather  than  encourage  further  investigation.  It  would 
be  far  better  to  express — as  is  so  ably  done  by  our  Board  of  Direction 
when  submitting  questions  for  vote — the  reasons  for  and  against 
various  opinions.  It  is  unwise  to  assume  that  we  have  at  any  time 
obtained  all  the  knowledge  possible  upon  a  given  subject.  If  we  will 
approach  the  question  from  this  point  of  view  and  with  full  confidence 
that  the  truth  in  the  end  must  prevail,  the  opinions  of  the  Society, 
when  finally  expressed,  will  deserve  and  receive  recognition  as 
authoritative. 

For  these  reasons,  therefore,  the  writer  presents  these  amendments 
for  consideration  by  the  Society: 

(1). — Page  1221,  the  third  paragraph  reads  as  follows: 

"Similar  data  on  many  other  streams  requiring  flood  control 
are  lacking,  and  should  be  supplied." 
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In  order  that  it  may  not  appear  that  the  kind  of  observations  already 
made  are  entirely  sufficient,  which  is  probably  not  the  case,  and  as 
there  are  several  other  items  of  data  required  for  a  complete  study, 
the  writer  suggests  that  the  following  paragraph  be  substituted  for 
that  above  quoted: 

"Extensive  studies  are  needed  regarding  the  physical  and 
physiographic  laws  affecting  stream  loads,  rates  of  transporta- 
tion and  deposition,  and  the  variation  of  these  factors  with 
different  conditions." 

(,2). — Page  1224,  the  first  sentence,  first  paragraph,  reads  as  follows: 

"In  these  discussions  the  greatest  diversity  of  opinion  has 
been  expressed,  and  even  the  advocates  of  reforestation  as  a 
means  of  flood  control  fail  to  give  any  quantitative  determina- 
tion of  the  effects  of  forests  upon  floods." 

This  is  one  of  the  most  controversial  subjects  upon  which  engineer- 
ing and  scientific  minds  have  been  recently  engaged,  and  inductive 
reasoning  does  not  at  present  result  in  conclusive  proof  in  all  cases 
upon  either  side  of  the  dispute.  The  writer,  therefore,  suggests  the 
following  sentence  as  a  substitute  for  that  above  quoted: 

"In  these  discussions  the  greatest  diversity  of  opinion  has 
been  expressed  and  neither  the  advocates  nor  the  opponents  of 
reforestation  as  a  means  of  flood  control  have  completely  estab- 
lished to  universal  satisfaction  a  quantitative  determination  of 
the  effect  of  forests  upon  floods." 

(3). — Page  1224,  the  third  sentence,  first  paragraph,  reads  as 
follows : 

"The  data  as  to  the  effect  of  forestation,  soil  absorption,  and 
kindred  methods  of  flood  control  are  not  at  present  susceptible 
of  quantitative  analysis." 

Indicating  our  desire,  as  previously  stated,  to  stimulate  further 
research,  the  writer  suggests  the  following  substitute  for  the  above 
quoted  sentence: 

"Intensive  study  as  to  the  effect  of  reforestation,  soil  absorp- 
tion, and  kindred  methods  of  flood  control  is  needed  before  quan- 
titative analysis  will  be  possible." 

(4). — Page  1224,  the  second  sentence,  second  paragraph,  referring  to 
frozen  ground,  reads  as  follows: 

"Such  conditions  prevent  the  utilization  of  forestation  or 
ground  storage." 

As  such  conditions  prevent  such  utilization  at  such  times  and  such 
places,  only,  a  more  accurate  statement  is  in  the  language  recommended 
to  be  substituted  for  the  above,  viz. : 

"These  conditions  prevent  at  such  times  the  utilization  of 
reforestation  or  ground  storage." 


1232  FLOODS  A\D  FLOOD  PKKVEXTION 

(5). — Page  1224,  the  second  sentence,  last  paragraph,  reads  as 
follows : 

"There  is  a  popular  delusion  that  the  same  reservoir  can  he 
utilized  simultaneously  to  reduce  floods,  increase  the  low-water 
discharge  of  a  stream,  and  increase  the  water-power  that  can  be 
developed  therefrom,  but  ordinarily  its  utilization  for  any  one 
of  these  purposes  precludes  its  efficient  use  for  either  of  the 
others." 

As  this  indicates  the  kind  of  indirect  adverse  criticism  which  does 
not  tell  the  whole  story,  the  following  is  recommended  as  a  substitute: 

"However,  the  same  reservoir  capacity  cannot  be  used 
simultaneously  to  reduce  floods,  increase  the  low-water  discharge 
of  the  stream,  and  increase  the  water-power  that  can  be  de- 
veloped therefrom,  but  ordinarily,  unless  there  be  excess  capacity, 
the  use  of  the  reservoir  for  any  one  of  these  purposes  precludes 
its  complete  use  for  others." 

(6). — The  remainder  of  the  paragraph  just  referred  to  comprises  an 
entirely  unnecessary  and  imfair  discussion,  purporting  to  show  that 
reservoirs  cannot  be  made  useful  for  flood  prevention,  together  with 
other  purposes;  whereas  we  know,  on  the  contrary,  that,  notwithstand- 
ing all  these  statements,  it  is  possible  to  operate  reservoirs  with  several 
purposes  in  view,  and  that  this  is  actually  done  in  some  of  the  great 
reservoir  systems  of  Europe  and  America  without  conflict  of  interests. 
The  following  two  sentences  are  recommended  as  a  substitute: 

"It  is  evident,  however,  that  such  reduced  efficiency  for  a 
combination  of  purposes  does  have  some  value,  and  the  maximum 
efficiency  for  each  purpose  can  be  obtained  by  increasing  the 
capacity  sufficiently.  The  problem  is  an  economic  one,  and  much 
information  regarding  flood  frequency,  flood  damage,  reservoir 
operation,  and  comparative  values  of  the  several  uses  of  storage 
is  necessary  before  it  can  be  satisfactorily  solved  in  any  case." 

(7). — It  is  recommended  that  the  first  sentence  in  the  first  para- 
graph on  page  1225,  reading  as  follows,  be  omitted: 

"Your    Committee,    however,    does    not    intend    to    condemn 
in  toto  the  utilization  of  reservoirs  for  more  than  one  purpose. 
In  fact,  it  believes  that" — 
Such  "danniing  with  faint  praise"  is  entirely  unnecessary,  and  if 
such  condemnation  is  not  intended,  it  will  be  evident  from  the  expres- 
sions, without  saying  so.     The  paragraph  may  well  be  introduced  with 
the  second  sentence  by  omitting  the  first  five  words. 

(8).— Page  1225,  the  third  sentence,  second  paragraph,  referring  to 
the  use  of  detention  basins,  reads  as  follows: 

"Flood  control  in  such  cases  is  only  necessary  during  excep- 
tional rains,  and  the  basin  itself  may  therefore  be  devoted  to  its 
normal  uses  most  of  the  time,  and  only  an  easement  on  the  lands 
occupied  is  necessary." 
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While  it  is  vinderstood  that  some  agricultural  pursuits  can  be  car- 
ried on  within  and  under  the  flow  line  of  such  detention  basins,  the 
use  and  occupancy  of  buildings,  especially  within  their  lower  depth, 
likely  to  be  filled  to  some  extent  each  spring,  cannot  be  permitted. 
Therefore  the  following  is  recommended  as  a  more  accurate  statement, 
and  as  a  substitute  for  the  above  quotation : 

'"Complete  iitilization  of  the  basin  for  such  flood  control  is 
only  necessary  during  exceptional  rains  and  the  land  of  the  basin 
itself  may  therefore  be  devoted  to  its  normal  agricultural  use 
most  of  the  time  and  only  the  easement  is  necessary." 

(9). — Page  1225,  paragraph  entitled  (c)  :  This  seems  to  be  a 
rather  indefinite  statement  regarding  barriers,  and  the  following  is 
recommended  as  a  substitute: 

"Barriers  erected  across  the  valleys  of  tributary  streams  have 
been  utilized  to  retain  detritus  and  prevent  its  deposition  in 
the  main  river.  This  has  been  found  to  be  a  suitable  method 
in  certain  sections  of  our  western  country,  where  the  wash  of 
large  amounts  of  material  into  the  streams  had  disturbed  the 
equilibrium  and  regimen.  It  is  also  used  in  Western  Europe. 
Where  conditions  are  favorable,  this  is  a  practical  method  of 
control,  and  its  use  will  depend  upon  the  slope  of  the  stream  and 
the  character  of  the  sediment  being  transported." 

(10). — Page  122G,  the  last  paragraph  discusses  the  subject  of  in- 
crease of  channel  storage  between  levees.  The  writer  believes  that  such 
storage  is  ineffective,  in  view  of  the  fact  that  the  potential  storage  over 
the  surrounding  country  and  overflowed  lands  is  much  greater  than  the 
volume  confined  between  the  levees.  Therefore,  considering  any  point 
on  a  stream  below  the  length  included  within  levees,  the  flood  height 
is  increased  and  not  decreased  by  the  introdviction  of  the  levees  above. 
The  writer,  therefore,  recommends  that  this  paragraph  be  omitted. 

(11). — For  reasons  which  are  apparent  in  the  discussion  herein- 
before given,  the  writer  suggests  that  the  four  conclusions  on  page 
1228  be  amended  to  read  as  follows: 

"Reforestation. — The  effects  of  forest  growth  in  preventing 
erosion  on  hillsides  are  sufficient  to  justify  reforestation  for  that 
purpose,  but  there  has  not  been  sufficient  quantitative  determina- 
tion of  its  influence  on  stream  flow  which  would  justify  a 
universal  conclusion  as  to  its  employment  as  a  method  of  flood 
control. 

"Reservoirs  and  Detention  Basins. — At  the  head-waters  of 
streams,  storage  reservoirs  and  detention  basins  can  be  success- 
fully employed  to  reduce  flood  height.  Local  conditioiis  will 
determine  which  method  is  preferable.  The  efficiency,  how- 
ever, of  such  agencies  diminishes  as  the  distance  from  them 
increases. 

"Channel  Enlargement,  Cut-Ojfs,  and  Outlets. — In  clear- 
water  streams,  whose  banks  and  beds  are  not  subject  to  scour. 
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these  agencies  are  useful.  In  streams  carrying  a  large  amount 
of  sediment,  whose  banks  are  readily  eroded,  great  care  should 
be  exercised  in  their  employment,  always  bearing  in  mind  the 
fact  that  on  an  alluvial  stream  best  conditions  follow  its  con- 
finement to  a  single  channel. 

"Levees. — The  influence  of  levees  as  a  method  of  flood  con- 
trol becomes  of  prime  importance  on  the  lower  alluvial  reaches 
of  long  rivers  and,  upon  certain  streams,  may  afford  the  only 
method  of  flood  control." 

(12). — It  is  of  little  avail  to  submit  such  conclusions  and  recom- 
mendations without  a  suggestion  as  to  some  definite  agency  to  carry  on 
such  work.  Such  constructive  criticism  will  be  helpful  and  should  be 
presented.  The  writer  therefore  suggests  the  omission  of  the  last 
paragraph  on  page  1228  and  the  substitution  of  the  following,  which 
should  probably  occur  at  the  conclusion  of  the  entire  report. 

"This  subject  is  one  of  national  importance,  and  while  the 
work  of  State  and  local  agencies  should  not  be  minimized,  the 
necessity  for  the  early  establishment  and  unification,  under 
National  control,  of  systematic  rainfall,  run-off,  and  flood  ob- 
servations in  greater  detail  than  at  present  should  be  empha- 
sized. Such  authority  should  also  suggest  uniform  methods  of 
observation,  co-ordinate  information  obtained,  and  preferably 
should  have  these  duties  as  its  main  purpose,  even  though  con- 
struction of  important  works  for  realization  of  results  may  be 
carried  on  at  the  same  time  by  other  agencies. 

"The  Committee  desires  to  urge  the  great  importance  of  the 
early  establishment  of  such  special  agency,  supported  by  ade- 
quate appropriations,  for  the  purpose  of  studying  stream  regula- 
tion in  its  largest  sense,  and  under  whose  direction  all  data  shall 
be  collated,  according  to  uniform  standards  and  systems,  so  that 
appropriate  development  of  the  science  shall  be  made." 
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DISCI 


H.    M.    Eakix*    Esq.     (by    letter).— The    Report    of    the    Special    Mr 


Conimittoo  on  Floods  and  Flood  Prevention  is  a  distinct  disap- 
pointment to  one  interested  in  the  general  progress  of  applied  science, 
who  had  expected  the  deliberations  of  the  Committee  to  result  in  a 
constructive  policy  which  would  be  clear  of  the  inconclusive  controversy 
that  has  heretofore  hindered  adequate  progress  in  river  improvement, 
and  would,  therefore,  merit  the  endorsement  of  the  Society  and  gain 
an  effectively  general  support.  Essentially,  the  report  is  an  endorse- 
ment of  specific  projects  of  river  improvement  which  are  the  subject 
of  disagreement  among  scientists  and  engineers  of  standing.  It  also 
carries  implications  and  statements  that  are  not  entirely  sound. 

The  general  spirit  of  the  report  implies  that  there  exists  an  ade- 
quate, esoteric  if  not  general,  understanding  of  the  scientific  principles 
involved  in  river  treatment,  and  that  there  is  consequently  only  the 
need  for  such  investigations  as  will  furnish  additional  and  standardized 
data  as  to  the  environment  of  their  operation.  The  Committee  evaluates 
with  implied  authority  the  relative  merits  of  the  various  suggested 
methods  of  control,  and  shows  its  allegiance  to  current  projects  in 
statements  that  are  not  supported  by  fundamental  scientific  analysis. 

The  value  of  this  implied  authority  may  be  indicated  somewhat 
by  an  examination  of  the  last  paragraph  under  (e),  pages  1226  and  1227. 
It  is  indirectly  stated  that  the  use  of  levees  effects  an  increased  channel 
storage  that  induces  a  lowering  of  flood  levels.  This  is  clearly  im- 
possible, since  the  channel  storage  given  by  levees  is  largely  in  space 
above  the  level  which  the  same  flood  waters  would  assume  if  allowed 
to  spread  unhindered  over  the  flood  plain.  Moreover,  the  confinement 
of  floods  between  levees  increases  the  facility  of  flow,  so  that  discharge 
to  successive  reaches  is  progressively  augmented  above  the  normal  as 
the  effects  of  elimination  of  normal  flood  plain  storage  accumulate, 
and  flood  heights  are  correspondingly  above  the  normal  all  the  way 
to  the  sea.  The  increased  flood  height  in  the  improved  reach  lowers 
the  surface  gradient  for  some  distance  up  stream,  decreasing  velocities, 
and  correspondingly  increasing  flood  heights.  The  statement  that 
levees  reduce  flood  heights  by  increasing  channel  storage  is  obviously 
fallacious,  yet  it  is  advanced  in  the  report  as  an  important  principle, 
generally  overlooked,  but  fortunately  recognized  by  the  Committee. 

The  report  fails  of  a  much  needed  mission  in  not  presenting  clearly 
the  present  status  of  the  science  of  streams.  It  does  not  indicate  the 
scientific  uncertainty  as  to  the  laws  that  underlie  the  basic  problems 
of  stream  control,  the  reciprocal  variability  of  discharge,  grade,  com- 
petence,   capacity,    load,    torsional   flow,    the    development,    migration, 
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Mr.     and  elimination  of  meanders,  drainage  distances,  assortment  of  debris 

■  and  extra-channel  deposition — in  short,  the  reciprocally  determinative 

relation    of    erosional    processes    and    physiographic    forms,    and    the 

possibilities  of  selective   artificial   mutation   and  control  of  all   these 

factors. 

The  problems  of  stream  control  reach  out  into  many  diiferent 
branches  of  science — ^geology,  physiography,  meteorology,  hydrology, 
agriculture,  forestry,  and  engineering — and  involve  abstruse  laws  outside 
the  scope  of  these  special  branches,  and  as  yet  imperfectly  developed  or 
only  vaguely  indicated.  No  individual  or  organization  has  as  yet  com- 
manded such  proficiency  in  all  these  sciences  as  to  enable  them  to 
outline  a  programme  of  river  treatment  with  dependable  authority. 
Programmes  such  as  have  been  outlined  from  the  standpoint  of  a  single 
science  or  profession  have  uniformly  failed  to  withstand  scientific 
scrutiny  from  other  viewpoints.  The  result  has  been  controversy, 
partisanship,  and  effectual  inhibition  of  adequate  progress  toward  the 
goal  at  which  all  honestly  are  aiming. 

Progress  of  applied  science  demands,  first  of  all,  a  dependable 
scientific  authority.  As  regards  stream  control,  we  are  apparently 
without  such  a  basis.  The  Society  probably  could  perform  no  greater 
service  to  the  Profession  and  to  the  cause  of  river  improvement  and 
flood  control  than  to  devise  a  means  of  supplying  this  lack.  The 
obvious  recommendation  is  that  a  special  organization  be  created  with 
a  personnel  made  up  of  variously  trained  scientists  and  engineers 
capable  of  assembling  the  pertinent  matter  of  other  sciences  and  of 
developing  by  appropriate  researches  an  adequate,  specific  science  of 
streams.  The  sound  development  of  the  science  is  prerequisite  to 
its  application.  Only  some  such  means  as  suggested  can  lift  the 
matter  of  river  improvement  above  the  field  of  speculation  and  con- 
troversy, and  nrake  any  considerable  advance  toward  adequate  achieve- 
ment. 

III.  John  W.  Hill,*  M.  Am.  Soc.  C.  E.  (by  letter). — The  frequency 
of  disastrous  floods  in  the  Central  and  Western  States  during  the 
past  12  or  13  years  has  directed .  serious  attention  to  a  condition 
affecting  life  and  property  which  can  no  longer  be  tolerated.  The 
periodical  floods  in  the  Mississippi  and  some  other  navigable  rivers 
can  usually  be  forecast  as  to  time  and  river  stage,  and  preparations 
can  be  made  to  discomit  more  or  less  the  resulting  property  damage; 
these  floods  or  river  rises  are  seldom  attended  by  loss  of  life.  There 
is  no  human  foresight,  however,  which  can  predict  the  time  of  floods 
in  the  smaller  non -navigable  streams  of  the  ^liddle  West  and  western 
parts  of  the  country,  and  it  is  with  these  that  we  are  at  present  most 
concerned. 
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Floods  iu  the  large  rivers  of  the  Mississippi  Basin  are  expected  Mr. 
every  year,  although  these  are  not  always  attended  by  great  property 
loss  or  serious  interference  with  business  or  transportation.  Of  course, 
there  are  no  known  means  of  preventing  such  floods.  Rain  and  snow 
are  bound  to  fall  on  the  water-sheds,  and  the  waters  must  flow  away 
through  the  streams  to  the  great  reservoir  in  the  ocean,  to  be  caught 
up  again  into  the  clouds  by  evaporation,  to  make  more  rain  and  snow 
at  a  later  date,  and  repeat  the  operation  of  precipitation,  run-off,  and 
stream  flow,  with  frequent  floods  in  the  larger  streams. 

Measures  to  mitigate  the  destructive  influence  of  great  floods  in 
the  Mississippi  Eiver  have  been  inaugurated  and  maintained  by  the 
States  subject  to  damage,  and  by  the  Federal  Government,  Federal 
aid  being  given  in  the  interest  of  navigation  only. 

A  discussion  of  floods  in  the  larger  navigable  rivers  would  have 
little  bearing  on  the  problem  of  flood  prevention  in  the  valleys  of 
the  smaller  streams,  and,  in  view  of  the  appalling  losses  of  life  and 
property  which  have  occurred  from  these  in  Ohio,  Indiana,  Kansas, 
California,  and  some  other  Central  and  Western  States  in  recent  years, 
the  people  directly  affected  by  the  floods  have  been  compelled  to  insist 
on  a  remedy  for  an  intolerable  condition.  One  remedy  would  be  to 
remove  all  habitations  and  perishable  property  permanently  above  the 
flood-plain ;  but  this  is  not  to  be  thought  of  as  long  as  other  avenues 
of  escape  from  flood  calamities  are  open.  The  vested  interests  in 
public  and  private  property  now  lying  below  the  flood-plain  represent 
hundreds  of  millions  of  dollars  in  the  States  mentioned,  and  these 
must  be  preserved  and  protected,  if  individual  property  rights  in 
these  river  valleys  are  to  survive. 

The  frequency  of  destructive  floods  in  the  valleys  of  the  smaller 
rivers  and  streams  is  often  under-rated.  Thus,  in  the  Great  Miami 
Valley  in  Ohio,  instead  of  two  or  three  great  floods  occurring  within 
a  century  (a  statement  frequently  made),  at  least  five  such  floods 
have  occurred  within  110  years,  namely  in  1805,  1847,  1866,  1898, 
and  1913,  the  first  and  last  dates  marking  the  greatest  floods. 

Three  of  these  floods  have  occurred  within  the  writer's  recollection. 
In  1866,  while  living  in  Dayton,  Ohio,  he  saw  the  Miami  River  out 
of  its  banks  and  flowing  several  feet  deep  through  the  principal  streets 
of  that  city.  Marks  made  after  the  flood  of  1913  indicated  that,  on 
Ludlow  Street,  south  of  Fifth  Street,  the  flood  of  1913  was  about 
5  or  6  ft.  higher  than  that  of  1866.  In  1866,  however,  the  city  was 
much  more  open — with  respect  to  bridges,  buildings,  and  other  obstruc- 
tions— to  the  flow  of  water  in  the  river  channel  and  through  the  town, 
and  the  flood  discharge  for  1913  was  not  as  much  greater  than 
that  for  1866  as  might  be  inferred  from  the  difference  in  flood  heights. 

In  1866,  Dayton  had  a  population  of  30  000,  and  had  much  unoccu- 
pied territory  which  is  now  solidly  built  up;  no  pretentious  structures 
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Mr.  had  then  been  erected  anywhere  within  the  city  limits;  the  river  banks 
were  not  lined  with  dwellings  or  other  buildings;  and,  when  the  river 
rose  above  the  levees,  the  water  found  a  reasonably  unobstructed 
channel  on  the  lowlands  behind  the  levees  on  both  sides  of  the  river. 

Prior  to  the  flood  of  1913,  the  river  banks  had  been  pre-empted 
and  built  on  up  to  the  levees,  with  a  street  or  boulevard  between ; 
several  reinforced  concrete  arch  bridges  with  restricted  waterways 
had  been  erected  in  the  river  channel,  and,  in  many  ways,  the  free 
flow  of  an  overcharged  river  had  been  so  much  obstructed  that  the 
flood  discharge  of  1866  would  have  produced  higher  levels  in  the  city 
streets  had  it  occurred  in  1913. 

The  flood  of  March,  1805,  is  well  recorded  for  the  locality  of 
Hamilton,  35  miles  from  the  mouth  of  the  Miami  River,  by  a  local 
historian,*  and  this  flood,  in  that  early  day,  with  no  bridges  across 
the  river,  an  unobstructed  channel,  and  few  improvements  of  any 
kind  on  the  river  banks,  reached  a  height  as  great  as  that  of  1913. 
It  is  probable  that  the  dense  growth  of  timber  and  shrubbery  along 
the  river  banks  and  on  the  bottom  lands  had  some  influence  in 
impeding  the  free  flow  of  the  river  and  raising  flood  levels;  and  the 
existing  "standing  timber",  or  forests,  may  have  had  some  further 
influence  in  retarding  the  run-off  toward  the  stream.  If  these  two 
conditions  are  supposed  to  have  balanced,  then  it  would  seem  that 
the  run-off  and  stream  discharge  of  the  flood  of  1805  may  have  been 
even  larger  in  the  vicinity  of  Hamilton  than  in  the  flood  of  1913. 

The  recurrence  of  great  floods  in  all  streams  can  be  surely  ex- 
pected, and  the  subject  of  the  report  of  the  Committee  is  the  remedies 
to  be  sought  to  prevent  future  disasters  from  this  source  of  danger. 

The  writer  is  in  accord  with  the  views  expressed  by  Col.  Townsend 
in  a  paperf  read  at  St.  Louis,  Mo.,  in  April,  1913,  on  the  limited 
effect  of  storage  reservoirs  at  head-waters  on  floods  in  the  Ohio  and 
Mississippi  Rivers  at  Cairo,  owing  to  the  relatively  small  drainage 
area  which  such  reservoirs  can  successfully  control ;  and,  as  has  often 
been  stated,  if  such  reservoirs  should  happen  to  be  full,  coincident 
with  a  great  rainfall  and  run-off — which  is  a  reasonable  supposition 
during  the  latter  part  of  the  winter — it  is  difficult  to  conceive  that  they 
have  any  beneficial  influence  on  the  stream  flow  below,  with  the  whole 
of  the  run-off  from  the  controlled  water-shed  flowing  over  the  spill- 
ways and  into  the  discharge  channels  below  the  dams.  The  storage 
of  great  volumes  of  water  from  the  higher  portions  of  a  water-shed 
simply  for  flood  control  can  scarcely  be  looked  on  with  favor.  The 
use  of  the  stored  water  for  i)ower,  for  regulation  of  stream  flow,  for 
irrigation,  or  for  public  or  industrial  water  supply,  would  bo  sought 
and   probably   obtained   after   the   construction   of   the   reservoirs,   if 
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it  had  not  beeu  made  a  feature  of  tlie  original  enterprise.  Unless  Air. 
the  reservoirs  were  kept  empty  before  a  period  of  great  or  long- 
continued  precipitation  on  the  water-shed,  they  would  fail  to  con- 
serve and  restrain  the  run-olf  for  which  they  were  planned;  and,  if 
kept  empty  in  anticipation  of  heavy  downpours,  they  would  be  useless 
for  any  other  purpose  than  flood  control. 

The  method  pursued  in  Europe — to  ^llow  a  certain  depth  at  the 
top  of  the  reservoir  for  flood  control — is  practicable,  but,  in  all  such 
instances,  the  water  stored  below  the  flood-plain  is  applied  to  some 
utilitarian  purpose — water  supply,  power,  etc.  The  writer  does  not 
recall  any  investigations  showing  the  control  of  flood  flow  below  the 
reservoirs  accomplished  by  this  method. 

The  considerable  number  of  great  reservoirs  in  Germany  and 
France  (as  far  as  the  writer  is  aware)  have  not  been  constructed  only 
to  prevent  floods;  they  have  been  created  for  other  and  more  sordid 
objects.  Neither  have  any  of  the  great  reservoirs  in  India  and  the 
United  States  been  built  with  flood  control  as  the  only  object  in  view. 

Concerning  the  influence  of  forests  and  reforestation  on  run-o3 
and  stream  flow,  during  periods  of  heavy  or  continuous  precipitation, 
the  flood  of  March,  1805,  in  the  Miami  Eiver,  at  Hamilton,  is  probably 
as  great  as  any  on  record  for  that  stream.  At  that  date,  the  Miami 
Valley  was  largely  a  wilderness,  with  "standing  timber"  everywhere 
on  the  drainage  area,  except  in  the  small  clearings  of  the  pioneers, 
and,  therefore,  one  of  two  propositions  must  be  accepted:  either  the 
rainfall  exceeded  that  recorded  for  March  23d  to  26th,  1913,  or  the 
forests  had  small  or  no  retarding  effect  on  the  run-off. 

Xo  record  of  the  rainfall  for  the  1805  flood  is  obtainable,  and  prob- 
ably there  was  none,  but  the  time  of  year  and  the  height  of  the  flood 
suggest  conditions  similar  to  those  of  March,  1913,  when  the  rain 
fell  continuously  for  4  days,  the  ground  and  all  vegetation  was  satu- 
rated, and  a  time  was  reached  during  the  storm  when  the  water  was 
flowing  off  the  water-shed  at  the  same  rate  as  it  was  falling  from 
the  clouds;  and  if,  in  1805,  the  snow  and  ice  were  added  to  the 
precipitation,  probably  the  run-off  was  greater  than  the  rainfall. 

The  lack  of  rainfall  records  and  data  as  to  snow  and  ice  conditions 
makes  it  impossible  to  analyze  the  1805  flood;  but,  if  the  virgin  forests 
did  at  that  time  retard  the  run-off  and  restrain  the  stream  flow,  then 
the  rainfall  was  probably  greater  than  any  on  record  on  this  water-shed, 
and  it  is  reasonable  to  suppose  that  it  will  be  repeated  in  the  future. 
No  bridges  spanned  the  Miami  in  1805,  nor  were  there  any  other 
artificial  obstructions  in  the  channel.  River  crossings  were  made  at 
fords,  by  boats,  or  by  swimming,  according  to  the  necessities  and  con- 
venience of  the  pioneers. 

The  forests  doubtless  have  some  retarding  effect  on  run-off,  up 
to  the  point  of  saturation  of  the  trees,  undergrowth,  and  shrubbery, 
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Mr.  and  of  the  litter  and  humus  on  the  forest  floor.  After  this  point 
has  been  reached,  the  soil  in  the  forest  is  like  that  in  the  clearings, 
and,  as  all  great  floods  follow  long-continued  or  very  heavy  dovimpours, 
it  would  seem  that,  during  the  storm,  the  time  must  arrive  when 
the  retarding  effect  of  the  forest  is  nil. 

In  Ohio,  Indiana,  and  Illinois  there  is  very  little  "standing  tim- 
ber", the  water-sheds  of  the  streams  are  denuded,  and,  after  saturation 
of  the  ground,  the  rainfall  and  run-off  should  be  nearly,  if  not  quite, 
equal.  The  retarding  influence  of  ponds  and  pools  on  uneven  ground, 
formed  during  storms,  should  not  be  neglected,  but  their  effect  on  run- 
off and  stream  flow,  after  all,  will  be  small. 

The  proposition  of  reforestation  with  a  view  to  flood  control  in  the 
large  navigable  streams  may  be  practicable  for  the  bare  lands  of  the 
West,  large  areas  of  which  are  not  under  cultivation  but  are  used  only 
for  grazing  purposes;  but  it  will  be  impracticable  for  the  valuable 
agricultural  lands  in  the  valleys  of  rivers  in  the  Central  States.  It  is 
scarcely  conceivable  that  a  farmer  will  give  up  his  land  to  reforesta- 
tion for  flood  control,  waiting  40  to  50  years  until  the  growing  timber 
on  it  becomes  valuable,  and  meanwhile  deriving  very  little  or  no  re- 
turn from  the  land ;  nor  is  it  likely  that  any  conservancy  district  could 
afford  to  purchase  such  lands  and  reforest  them  for  this  purpose.  In 
any  event,  it  is  obvious  that  it  would  be  many  years  before  such  re- 
foresting could  have  much  influence  on  the  rate  of  run-off  to  the 
streams. 

The  writer  agrees  with  Mr.  Grunsky  that  cut-offs  are  sometimes 
advantageous,  perhaps  not  in  soil  like  that  of  the  Mississippi  channel 
below  Cairo ;  but,  when  made  in  glacial  drift  formation,  experience 
has  shown  that  they  will  wear  and  accomplish  good  results  in  flood 
discharge.  Assuming  the  natural  materials  of  the  river  channel  to  be 
suitable  for  the  maintenance  of  permanent  cut-offs,  there  can  be  no 
doubt  that,  in  a  certain  instance,  where  a  river,  along  its  meanders 
from  its  mouth  to  its  head-waters,  is  now  170  miles  long,  and  can  be 
shortened  by  cut-offs  to  130  miles,  that,  with  the  new  slope  and  in- 
creased velocity,  the  flood-plain  will  be  materially  lowered  everywhere 
in  its  length. 

Where  the  bends  of  a  river  embrace  a  populous  city,  a  cut-off  would 
be  prohibitive  by  reason  of  cost,  and  perhaps  for  other  reasons,  but 
through  farm  lands  and  outside  built-up  city  limits,  it  can  be  adopted 
with  advantage.  Where  the  dredged  material  can  be  used  in  levees, 
the  cost  of  cut-offs  will  not  be  prohibitive.  Some  cut-offs  may  require 
training  walls,  or  spur  dams,  in  order  to  maintain  the  alignment  of  the 
channel,  and  the  materials  for  these  can  often  be  found  on  the  ground. 

With  the  materials  before  it  from  which  to  draw,  it  is  to  be  re- 
gretted that  the  method  of  "flood  prevention"  by  so-called  "detention" 
or  "dry"  reservoirs  has  not  been  more  fully  developed.     The  literature 
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available  to  the  writer  sliows  few  of  such  reservoirs,  and  none  quite  m_i. 
recent  in  date  of  construction,  if  the  work  now  under  way  on  the 
water-shed  of  the  Little  Kiver  in  the  southeastern  part  of  Missouri, 
and  a  few  reservoirs  in  prospect,*  may  be  excepted. 

Suppose  a  water-shed,  having  75%  of  its  area  embraced  in  the 
drainage  area  of  the  small  tributaries,  generally  of  steeper  slope  than 
the  rivers  they  feed,  with  channels  often  narrow  and  comparatively 
deep,  often  with  rocky  beds  and  conditions  generally  favoring  the  easy 
constr action  of  check  dams  or  barriers,  and  where  the  valley  next  to 
the  river,  as  a  rule,  is  wide  and  flat,  and  thoroughly  developed,  with 
many  populous  and  prosperous  cities  and  towns  along  the  stream,  the 
river  very  crooked,  with  the  channel  running  through  a  drift  forma- 
tion ranging  from  builders'  sand  to  large  boulders,  where  cut-offs  can 
frequently  be  made  to  straighten  and  shorten  the  channel,  the  stability 
of  cut-offs  and  diversion  channels  in  this  instance  having  been  proved 
by  a  test  of  more  than  60  years:  Is  not  this  an  instance  where  the 
retardation  of  flow — or,  if  desired,  storage  of  water  for  flood  protec- 
tion— should  be  in  the  narrow  valleys  and  ravines  of  the  smaller  tribu- 
taries, rather  than  in  the  main  valley ;  and  is  not  this  also  an  instance 
where  channel  improvement  will  apply? 

M.  0.  LEiGHT0X,t  M.  Am.  Soc.  C.  E.  (by  letter).— The  writer's  ^  Mr 
impression,  gained  by  reading  this  report,  may  be  expressed  substan- 
tially as  follows :  Here  is  a  Committee  of  eminently  qualified  engineers 
— unquestionably  as  well  qualified  as  could  be  selected  from  the  Engi- 
neering Profession.  To  this  Committee  has  been  assigned  one  of 
the  most  important  and  difficult  subjects  in  the  engineering  field.  As 
the  members  of  the  Committee  are  eminent  engineers,  it  follows 
naturally  that  they  are  very  busy  men.  They  realize,  more  acutely 
than  any  reader  of  their  report  can,  that  they  have  not  had  the 
time  to  give  their  subject  the  attention  that  it  deserves.  Having 
accepted  appointment  to  this  Committee,  they  do  not  wish  to  shirk 
the  service  involved.  Therefore,  they  have  made  a  safe  and  conserva- 
tive report  which,  in  all  probability,  each  member  regards  as  inadequate. 

Perhaps  the  writer's  impressions  are  wrong,  but,  having  had  the 
benefit  of  acquaintance  vtdth  some  of  the  members  of  the  Committee, 
and  having,  during  past  years,  become  familiar  with  the  reputation 
and  accomplishments  of  the  others,  he  cannot  avoid  the  conviction 
that  this  report  on  floods  and  flood  prevention  falls  considerably  short 
of  the  standards  to  which  the  Committee  members  have  previously 
adhered.  Such  a  result  is  not  unprecedented  in  the  lives  of  busy  and 
well-qualified  men. 

The  subject  of  floods  and  flood  prevention  is  each  year  occupying 
more  of  the  time  and  attention  of  National  legislators.     Among  these 

•  Briefly  mentioned  in  Appendix  5,  of  the  "Report  of  the  Pittsburgh  Flood 
Commission". 
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Mr.  legislators,  doubt  and  diversity  of  opinion  seem  to  be  growing  apace. 
One  who  has  followed  the  events  in  Congress  for  the  past  ten  years, 
and  who  has  therefore  acquired  a  mental  picture  of  the  legislative 
situation,  must  realize  that  the  subject  has  not  progressed  to  that 
point  of  finality  with  respect  to  fundamental  facts  and  remedial 
measures  which  will  insure  a  comprehensive  legislative  solution.  The 
flood  question  crops  out  in  debate  on  measures  both  relevant  and  irrele- 
vant. The  same  old  truths  and  the  same  old  fallacies  are  printed 
each  year  in  the  Congressional  Record.  With  admirable  persistence. 
Senator  Newlands  of  Nevada  presents  a  great  and  comprehensive 
proposal  that  involves  every  feature  of  correction  and  improvement 
either  closely  or  remotely  related  to  stream  flow  and  stream  utilization. 
With  equal  admirable  persistence,  other  Members  of  Congress  advo- 
cate divers  measures.  The  House  of  Representatives  has  recently 
created  a  new  standing  committee  on  floods  and  flood  prevention, 
and  it  remains  to  be  seen  what  the  practical  results  of  this  new  move 
will  be.  In  connection  with  all  this,  two  truths  stand  out  prominently : 
First,  that  the  Members  of  Congress  who  are  expected  to  legislate 
wisely  in  this  matter,  and  who,  almost  without  exception,  have  no 
engineering  qualifications,  have  the  right  to  expect  from  the  foremost 
civil  engineering  society  of  the  country  a  definite  and  meritorious  ex- 
pression of  opinion  that  will,  in  the  end,  define  that  which  should  be 
done.  Second,  it  is  the  patriotic  duty  of  every  engineer,  and  certainly 
of  this  great  National  Society  of  Civil  Engineers,  to  satisfy  the  reason- 
able expectations  of  the  legislators. 

It  does  not  benefit  any  legislator  to  tell  him  about  fundamental 
principles  or  to  give  him  a  summary  of  the  things  which  cannot  or 
which  should  not  be  done.  The  legislator  is  looking  for  a  concrete 
proposal  that  will  stand  the  test  of  analysis.  A  legislator  who  may  be 
utterly  incapable  of  formulating  a  proposal  may  be  quite  successfvd 
in  analyzing,  criticising,  and  pointing  out,  the  weak  spots  in  a  proposal 
submitted  to  him  by  qualified  engineers.  Let  us  not  deceive  ourselves 
about  this  matter.  If  the  flood  problem  is  to  receive  final  and  success- 
ful legislative  treatment,  it  will  be  only  after  the  engineers  of  the 
country  have  come  forward  with  a  definite  legislative  measure,  based 
on  physical  facts  and  well-attested  engineering  principles.  This  state- 
ment may  do  violence  to  the  sacred  tenets  of  tbe  American  Society  of 
Civil  Engineers.  The  writer  can  already  hear  the  deprecatory  expres- 
sions of  many  members  with  respect  to  the  Society's  participation  in 
legislative  matters  and  advocacy  of  any  particular  proposal.  There  is 
no  doubt  that  such  an  attitude  is  comfortable,  dignified,  and  utterly 
safe,  but  the  fact  remains  that,  if  the  Society  expects  to  see  the  con- 
summation of  a  successful  solution  of  this  problem,  it  must  do  the 
useful  and  necessary  thing,  rather  than  the  dignified  and  com- 
fortable one. 
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There  is  no  trade  or  profession  in  the  United  States  in  which  one  Mr. 
may  find  such  persistent  and  general  expressions  of  discontent  over 
the  inadequacy  of  legislation  as  in  the  Engineering  Profession.  It  is 
also  fair  to  say  that,  in  the  opinion  of  the  writer,  there  is  no  profession 
in  which  such  expressions  are  so  intelligently  and  considerately  given. 
On  the  other  hand,  it  is  the  writer's  observation  that  there  is  no  class 
of  complaining  citizens  which  so  consistently  fails  to  come  to  the  aid 
of  legislators  with  definite  concrete  advice.  If  the  members  of  the 
Society  dissent  from  this  statement,  let  them  ask  the  legislators. 

From  the  foregoing,  it  will  be  seen  that  the  writer  criticises  the 
Flood  Committee's  report  because  it  leaves  the  country  and  the 
country's  legislators  precisely  where  they  were  before  the  Committee 
undertook  its  labors.  If  a  traveler  who  has  lost  his  bearings  and  has 
become  confused  amid  a  maze  of  divergent  paths,  asks  the  route  to 
his  destination,  he  is  not  benefited  by  a  reply  which  says  in  effect: 
'Triend,  you  must  take  the  proper  road  that  leads  to  your  destination; 
if  you  go  by  the  wrong  road,  yovi  will  probably  not  arrive."  The 
writer  is  very  glad  that  the  Committee  has  been  continued,  and  he 
submits  the  foregoing  humble  suggestions  in  the  hope  that  they  may 
have  some  bearing  with  respect  to  the  future  report  which  it  is  assumed 
that  the  Committee  will  make. 

With  respect  to  the  actual  findings  of  the  report,  the  writer  agrees 
in  the  main  with  the  minority  views  of  Mr.  Knowles.  Though  it  is 
true  that  many  of  the  sentences  which  Mr.  Knowles  proposes  in  substi- 
tution are,  in  the  opinion  of  the  writer,  merely  improvements  in 
.English  composition,  they  do  add  to  the  judicial  temperament  of  the 
report. 

The  Committee's  conclusions  (page  1228)  with  respect  to  reforesta- 
tion may  or  may  not  be  correct.  The  writer  believes  that  they  are  in- 
correct, but,  assuming  their  entire  correctness,  it  is  apparent,  to  the 
unbiased  readers  to  whom  the  writer  has  submitted  this  paragraph,  that 
the  Committee  has  either  consciously  or  unconsciously  made  a  seem- 
ingly judicial  statement  which,  among  legal  brethren,  would  be  re- 
garded as  a  veiy  adroit  special  plea.  The  half-truth  expressed  in  this 
short  paragraph  does  more  to  convince  the  reader  against  reforestation 
than  would  the  plain  blunt  statement  that  forest  growth  has  no  effect 
whatsoever.  Paraphrasing  the  concluding  words  of  the  statement,  the 
Committee,  with  equal  truth,  could  have  said:  "But  there  has  been 
no  quantitative  determination  of  its  influence  on  stream  flow  which 
would  justify  its  exclusion  as  a  method  of  flood  prevention."  The 
writer  is  familiar  with  intensive  investigations,  the  results  of  which 
have  unfortunately  never  been  published,  which  show  mathematically 
that  forest  growth  does,  under  certain  conditions  like  those  prevailing 
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Mr.  in  the  White  Mountain  region  of  New  Hampshire,  markedly  reduce 
f'K    on.  ^^  meliorate  flood  extremes. 

The  Committee  has  disposed  of  reservoirs  and  detention  basins  as 
factors  in  flood  prevention  by  a  few  short,  obvious,  and  rarely  dis- 
puted statements.  They  give  the  reader  the  impression  that  the  Com- 
mittee, on  the  whole,  is  doubtful  concerning  reservoir  efficiency;  yet, 
after  one  thoroughly  analyzes  the  section,  he  may  be  able  to  agree  with 
every  statement  and  still  remain  a  pronounced  advocate  of  reservoirs. 
This  advocacy  does  not  commit  any  one  to  the  reservoir  theory  under 
all  circumstances  and  conditions.  It  merely  commits  the  believer  in 
reservoirs  to  the  old  common  law  doctrine  that  every  cause  is  entitled 
to  its  day  in  court.  An  apparently  reluctant  admission,  such  as  that 
made  by  the  Committee,  that  reservoirs  may  be  beneficial  under  some 
conditions,  cannot  act  as  a  counter-weight  to  a  series  of  objections  and 
adverse  implications  which  may  or  may  not  apply  in  any  particular 
case.  There  is,  to  say  the  least,  a  lack  of  fairness  in  a  pronounce- 
ment which  gives  qualified  approval  to  reservoirs  and  then  cites  a 
series  of  adverse  conditions  without  also  giving  to  them  equal  and  well- 
merited  qualifications.  Altogether,  Mr.  Knowles'  expression  "damning 
with  faint  praise"  is  applicable  and  well-chosen. 

The  Committee  has  wisely  set  forth  the  deficient  and  unsatisfac- 
tory condition  of  available  stream  flow  data.  It  might,  with  equal 
wisdom,  have  set  forth  the  unsatisfactory  condition  of  our  knowledge 
with  respect  to  detailed  topography,  reservoir  sites,  and  storage  man- 
agement. These  deficiencies  have  been  apparent  for  a  score  of  years. 
What  has  the  American  Society  of  Civil  Engineers  done  to  correct 
that  condition?  Federal  and  State  appropriations  for  such  investi- 
gations have  either  been  lacking  or  inadequate,  but  that  is  a  natural 
consequence  of  the  lack  of  information  on  the  part  of  the  people.  It 
cannot  fairly  be  expected  that  any  considerable  body  of  voting  citizens 
is  going  to  become  enthusiastic  over  a  fundamental  engineering  neces- 
sity which  they  do  not  understand.  Who  is  there  to  explain  and 
instruct,  except  the  engineers  of  the  country?  The  lack  of  appropria- 
tions is  not  entirely  responsible  for  the  paucity  of  data.  Some  of 
the  blame  can  be  traced  to  the  inefficient  expenditure  of  the  money 
that  has  been  provided.  In  making  this  statement,  the  writer  does 
not  intend  to  reflect  on  any  particular  State  or  Government  Bureau, 
and,  if  he  were  disposed  to  make  comparisons,  there  is  one  particular 
Government  Bureau  which  he  would  exclude  from  this  category,  be- 
cause it  has  come  pretty  close  to  making  each  dollar  produce  results 
to  the  value  of  two  dollars.  The  fact  remains,  however,  that  engineers, 
and  especially  those  in  official  life,  have  not  expended  their  efforts 
and  appropriations  along  the  most  purposeful  lines.  Looking  back 
over  the  history  of  river  hydraulics  in  America,  we  commonly  start 
with   the  work  of  Humphreys  and   Abbot  on  the  Lower  Mississippi. 
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That  classic  investigation  had  one  bad  result.  The  engineers  accepted  Mr. 
it  as  a  tinality  rather  than  a  most  remarkable  beginning.  Perusal  of  ^'^ 
the  reports  of  investigations  that  took  place  during  the  25  or  30  years 
subsequent  to  the  [Mississippi  investigation  will  show  that  the  efforts 
were  largely  devoted  to  an  attempt  to  prove  how  eternally  right  or 
how  grievously  wrong  were  Humphreys  and  Abbot.  Had  our  work 
on  river  hydraulics  during  those  years  been  a  forward  movement, 
rather  than  a  post  mortem,  our  present  Committee  on  Floods  and  Flood 
Prevention  would  undoubtedly  have  found  itself  less  embarrassed 
by  a  lack  of  fimdamental  data.  A  recital  of  past  errors  is  useful 
only  in  so  far  as  it  may  serve  as  a  guide  to  future  conduct.  This 
Flood  Committee  could,  if  it  desired,  do  more  than  merely  report  regret- 
fully the  deficiencies  in  our  fundamental  facts.  It  could,  if  it  chose, 
become  the  fountain  head  of  a  campaign  by  which  a  beneficial  change 
of  conditions  could  be  brought  about. 

Cyrus  C.  Babb,*  M.  Am.  See.  C.  E.  (by  letter). — This  report  is  a   Mr. 
good,   concise   statement   of   our   present   knowledge   regarding   floods 
and   flood   prevention    methods.      It   brings   out   forcibly   the   lack   of 
adequate  engineering  data  on  this  extremely  important  subject. 

It  may  be  that  the  data  collected  by  the  Special  Committee  are 
too  volxuninous  for  detailed  tabulation  in  a  comprehensive  report,  but 
it  would  seem  as  though  a  bibliography  or  reference  table  of  such 
data,  arranged  by  drainage  areas  where  possible,  might  be  published 
with  profit  to  the  Society. 

It  seems  to  the  writer  that  the  Minority  Report  by  Mr.  Knowles 
contains,  in  a  few  cases,  better  expressions  for  the  same  ideas  than 
those  submitted  by  the  majority.  The  second  heading  is  a  more  fair 
presentation,  giving  the  advocates  of  reforestation  an  even  standing 
with  the  opponents. 

The  writer  is  in  hearty  accord  with  Mr.  Knowles'  twelfth  heading 
and  of  placing  it  at  the  end  of  the  report.  It  would  seem  as  though 
the  U.  S.  Geological  Survey,  through  its  Water  Resources  Division, 
was  the  proper  bureau  to  carry  on  the  investigation.  This  Division 
might  well  be  elevated  to  the  rank  of  an  independent  bureau,  as  was 
done  a  few  years  ago  in  the  case  of  the  U.  S.  Reclamation  Service. 

Kenneth  C.  Grant,!  M.  Am.  See.  C.  E.  (by  letter) .—Experience  Mr. 
in  connection  with  flood  prevention  legislation  and  investigations  has  ''''*"'^- 
strongly  impressed  on  the  writer  the  value  of  a  carefully  prepared 
report  on  the  general  subject  of  floods  and  flood  prevention,  such  as 
has  recently  been  submitted  by  the  Special  Committee.  Such  a  report, 
to  measure  up  to  its  greatest  possible  usefulness,  should  deal  with 
every  possible  phase  of  the  subject,  and  should  set  forth  clearly  the 

*  Rhodhiss,  N.  C. 
^  Washington,  D.  C. 
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Mr.  advantages  and  disadvantages  of  every  knowTi  method  of  solving  the 
flood  problem.  It  is  particularly  gratifying,  therefore,  that  the  Com- 
mittee has  been  continued,  with  opportunity  for  written  discussion 
by  the  membership  at  large,  in  order  that  the  Committee  may  have 
at  its  disposal  the  complete  information  necessary  to  make  its  final 
report  the  most  comprehensive  and  authoritative  document  on  the 
subject  to  date. 

The  writer  is  in  accord  with  the  position  taken  by  Mr.  Knowles 
in  the  second  paragraph  of  his  minority  report.  The  report  of  the 
Committee  will  do  the  most  good  if  it  presents  both  sides  of  disputed 
questions,  with  the  reasons  for  and  against,  and  points  out,  wherever 
possible,  the  line  of  investigation  needed  to  throw  additional  light 
on  the  problem. 

A  case  in  point  is  the  opinion  of  the  Committee  regarding  the  use 
of  reservoirs  for  more  than  one  purpose.  Engineers  in  America  have 
not  had  sufficient  experience  with  intensive,  extended  rainfall  and 
stream-flow  studies  to  enable  them  to  state  conclusively  that  reservoirs 
cannot  be  manipulated  in  such  a  way  by  flood-warning  stations  that 
part,  at  least,  of  their  capacity  can  be  used  for  more  than  one  purpose 
The  writer  has  examined  a  number  of  large  reservoirs  which  are  being 
operated  successfully  in  this  maimer  in  Germany  and  Austria.  Such 
combined  use  is  especially  feasible  in  regions  where  floods  are  con- 
fined to  one  season  of  the  year.  Rigid  supervision  of  the  construction, 
and  especially  of  the  operation,  of  such  reservoirs  by  some  competent 
authority  is,  of  course,  absolutely  essential. 

Another  case  is  the  treatment  by  the  Committee  of  the  subject  of 
reforestation.  The  writer  would  be  glad  to  see  the  report  point  out 
that  sufficient  data  are  lacking  to  prove  whether  reforestation  does 
or  does  not  regulate  stream  flow  sufficiently  to  justify  its  use  for  that 
purpose;  that  if  it  does  have  a  tendency  to  reduce  flood  flow,  the 
partial  prevention  of  floods  by  such  a  means  would  be  a  slow  process, 
not  feasible  in  any  situation  where  immunity  from  floods  was  required 
at  once,  although  it  should  be  carried  out  to  whatever  extent  feasible, 
as  a  contributory  benefit  to  stream  regimen ;  that  reforestation,  by 
preventing  erosion,  does  prevent  the  filling  up  of  regulated  channels, 
reservoirs,  and  detention  basins,  and  thus  indirectly  does  assist  in 
flood  prevention;  that  in  many  cases,  even  if  it  were  proven  effectual. 
it  could  not  be  applied,  owing  to  the  value  of  the  lands  in  the  drainage 
area  for  other  pui-poses;  in  short,  giving  the  results  of  the  findings 
of  the  Committee  on  both  sides  of  the  question. 

An  interesting  quantitative  analysis  of  the  effect  of  forests  on  flood 
run-off  was  worked  up  by  the  French  Engineers,  in  studying  plans  for 
flood  prevention  on  the  Seine,  after  the  great  flood  of  1910.  Their 
figure  for  the  depth  of  rainfall  absorbed  by  forest  cover  was  about 
0.41  in.,  to  which  they  added  about  three  times  this  quantity  for  the 
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rainfall  used  up  in  10  days  by  transpiration.  With  these  figures,  the  Mr. 
action  of  10  000  acres  of  forest  cover  in  preventing  run-oif  is  equiva-  ^^° 
lent  in  10  days  to  a  storage  reservoir  capacity  of  about  60  000  000  cu.  ft. 

The  cost  of  reforesting  395  000  acres  in  the  Seine  Basin,  including 
the  cost  of  land,  planting,  and  care,  was  estimated  at  $84  400  000. 
In  10  days  this  would  reduce  the  flood  volume  by  2  370  000  000  cu.  ft. 
The  cost  per  million  cubic  feet  of  flood  water  retained  by  forest  cover 
would  thus  have  been  $35  600,  about  half  of  which  would  have  been 
returned  in  60  years  from  the  main  cut  of  the  timber.  This  was 
too  high  a  figure  to  be  considered,  especially  as  the  total  volume  of 
the  1910  flood  at  Paris  during  the  maximum  10  days  was  70  600  000  000 
cu.  ft.,  and  during  the  entire  flood  was  247  100  000  000  cu.  ft. 

The  French  engineers,  therefore,  recommended  that  the  Govern- 
ment should  not  take  up  the  reforesting  of  the  Seine  Basin  directly; 
especially  as  they  considered  that  the  action  of  heavy  forest  cover 
in  retarding  run-ofl  disappears  almost  entirely  in  the  great  rainfalls 
that  cause  the  Seine  floods;  and  also  considering  the  rich  agricultural 
lands  that  would  be  taken  up  for  forests.  Their  decision  was  that 
the  Government  should  encourage  all  works  of  forest  culture,  should 
preserve  intact  the  dense  forests  then  existing,  by  improving  the 
methods  of  cutting,  and  should  lighten  taxes  on  forest  property. 

Popular  discussion  of  the  causes  of  floods  has  laid  so  much  emphasis 
on  the  influence  of  drainage  that  it  would  be  helpful  if  the  re- 
port discussed  this  subject.  In  some  cases,  pi'operly  executed  drain- 
age works  increase  the  capacity  of  the  drained  lands  for  retaining 
water,  and  improve  the  soil  cover.  Furthermore,  when  irrigation  and 
drainage  are  combined,  increased  retention  is  obtained.  In  any  event, 
the  needs  of  the  improvement  of  cultivation  in  most  cases  notably 
outweigh  any  damages  resulting  therefrom. 

As  a  means  of  retarding  run-ofF,  decreasing  erosion,  and  increasing 
seepage  in  mountainous  and  hilly  country,  horizontal  ditches  have 
frequently  been  discussed  by  European  engineers,  but  their  use  has 
been  recommended  only  in  rare  cases.  Suitable  places  for  utilizing 
this  method  are  not  available  to  any  great  extent.  They  interfere  with 
the  use  of  the  ground  for  other  purposes.  The  cost  of  construction 
and  maintenance  is  also  too  great.  If  4  in.  of  rainfall  are  to  be 
held  back,  these  ditches  must  be  about  3  ft.  deep  and  3  ft.  wide, 
and  require  from  one-sixth  to  one-fourth  of  the  total  land  surface 
thus  treated.  At  30  ft.  apart,  about  1  450  lin.  ft.  would  be  required 
per  acre,  or  about  928  000  lin.  ft.  per  sq.  mile.  The  cost  would  be 
from  $13  000  to  $26  000  per  sq.  mile.  Such  works  favor  irrigation  by 
keeping  up  a  dampness  in  the  soil  and  increasing  the  supply  of  ground- 
water. An  advantage  of  this  method  is  that  it  may  easily  be  carried 
out  by  private  individuals.  It  is  practised  by  the  farmers  of  the 
Cevennes  Mountains,  in  France,  and  in  Tunis. 


1248  DISCUSSION  ON  FLOODS  AND  FLOOD  PREVENTION 

Mr.  The  last  paragraph  under  (e)  Levees,  on  page  1226,  may  be  mis- 

leading. Unless  its  exact  meaning  is  studied  carefully,  it  may  give 
the  impression  that  the  decrease  in  valley  storage,  by  confining  the 
water  between  the  levees,  had  been  lost  sight  of.  The  comparison 
between  possible  methods  of  protection  may  be  made  clearer  if  it  is 
granted,  in  the  first  place,  that  the  lands  behind  the  levees  must  be 
given  the  same  protection  by  each  method  considered. 

Levees  of  suitable  size  will  protect  the  low  lands  behind  them.  The 
volume  of  water  stored  between  the  levees  will  be  very  great.  To  give 
the  same  protection  to  these  lands  withoiit  levees  would  require  that 
this  water  be  stored  elsewhere. 

It  might  be  stored  in  a  channel  excavated  to  give  the  same  cross- 
sectional  area  as  that  provided  between  the  levees.  This  would  gen- 
erally be  much  more  costly  to  build  and  maintain  than  the  levees. 
There  might  be  serious  complications  at  the  mouths  of  the  tributaries 
and  at  the  mouth  of  the  river.  The  ground-water  conditions  might 
be  very  harmfully  affected.  The  added  cost  at  bridges  would  be 
very  great. 

It  might  be  stored  on  the  drainage  area  above,  if  sites  could  be 
foimd.  The  total  capacity  of  such  storage  basins  would  have  to  be 
much  greater  than  the  storage  space  between  the  levees,  in  order  to 
take  care  of  variations  in  distribution  of  flood  rainfall,  and  to  make 
up  for  the  reduction  in  the  effect  of  storage  that  takes  place  in 
passing  down  stream. 

One  statement  in  the  paragraph  alluded  to  may  be  questioned,  unless 
the  writer  has  not  fully  gathered  its  meaning,  namely,  at  the  end 
of  the  first  sentence:  "the  resultant  reduction  of  flood  height  from 
this  cause".  It  is  unquestionably  true  that  the  artificial  storage  be- 
tween the  levees  is  not  so  great  as  the  natural  storage  that  was  avail- 
able over  the  lowlands  along  the  river  before  the  levees  were  built, 
and  that  this  reduction  in  storage  raises  flood  heights.  At  the  same 
time,  the  contraction  of  the  flood  flow  between  levees  raises  flood  heights 
at  and  up  stream  from  the  stretch  of  river  that  lias  been  leveed.  When 
adequate  levees  are  built  to  above  this  increased  flood  height,  and 
properly  protected  and  maintained,  they  afford  one  of  the  surest  and 
safest  means  of  flood  protection. 

In  view  of  the  action  of  levees  in  reducing  natural  storage  and 
thus  increasing  flood  heights,  especially  in  the  river  below,  proper  pre- 
cautions should  be  urged  that  such  improvements  be  not  made  on 
any  reach  of  a  river  until  adequate  provisions  have  been  made  at 
other  points  to  take  care  of  the  changed  conditions  of  flood  flow.  There 
are  points  here  which  can  well  be  considered  in  discussion  of  the 
Report  of  the  Special  Committee  on  A  National  Water  Law.* 

•  Proceedings,  Am.  Soc.  C.  E.,  for  December,  \9\7>,  pp.  2747-51. 
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The  French  water  laws  specifically  name  what  rivers  or  stretches  of  Mr. 
rivers  may  not  be  leveed  to  above  maximum  flood  stage.  On  the  Loire, 
wide  overflow  spillways  have  been  provided  on  the  levees  to  allow  tem- 
porary storage  in  the  lowlands  behind  them  during  extreme  floods. 
It  has  for  years  been  a  subject  of  discussion  and  investigation  in 
Austria  and  Germany  as  to  whether  the  levees  could  not  be  altered  so 
as  to  keep  out  only  the  lower  floods  of  the  growing  season,  and  allow 
the  great  winter  and  spring  floods  to  overtop  the  levees  and  spread  over 
the  lowlands.  The  reduction  of  flood  heights  thus  obtainable  is  one 
argument  in  favor  of  such  treatment;  another  is  the  fertilizing  action 
of  these  silt-laden  waters  on  the  lowlands  behind  the  levees,  and  great 
stress  is  laid  on  this  feature  in  all  reports  on  the  subject.  The  over- 
flow areas  in  the  German  river  valleys  are  to-day  only  about  one-fourth 
to  one-fiith  of  their  natural  and  original  extent. 

The  natural  storage  effect  on  the  overflowed  lowlands  along  a  river 
may  be  very  considerable,  and  may  have  an  appreciable  effect  in  lower- 
ing flood  heights.  In  the  Miami  Valley  above  Dayton,  the  valley  storage 
in  the  1913  flood  amounted  to  about  300  000  acre-ft.,  or  32%  of  the  total 
run-off  from  the  2  500  sq.  miles  above  Dayton  during  the  maximum  3 
days  of  the  flood. 

On  some  rivers  a  disadvantage  of  building  levees  reaching  to  above 
high  water  is  that  the  lowlands  behind  the  levees  are  no  longer  raised 
by  deposits,  and  sometimes  even  sink  lower;  and  the  river  itself  may 
gradually  raise  its  bed  by  deposits  in  its  middle  and  lower  course,  where 
the  slope  is  flat.  These  lowlands  can  even  gradually  become  swampy, 
and  the  pumps  formerly  used  for  freeing  them  of  water  in  the  spring 
only  will  have  to  be  kept  at  work  longer.  This  is  especially  to  be  feared 
in  the  lowlands  on  low  deltas,  which  are  gradually  extended  into  the 
sea  by  deposits  of  silt,  so  that  the  raising  of  the  water  surface  in  the 
river  is  necessary,  in  order  to  create  the  fall  required  for  discharge 
through  the  longer  channel. 

On  the  other  hand,  the  narrowing  of  the  channel  by  levees,  by  in- 
creasing the  velocity,  is  oftentimes  not  only  favorable  for  transportation 
of  silt,  but  indeed  forms  the  only  available  means  for  preventing  a 
raising  of  the  river  bed.  "Without  the  levees,  the  banks  and  land  im- 
mediately bordering  them  would  be  gradually  raised,  and  lowlands 
farther  back  would  remain  low;  and  sometimes  rivers  would  break 
through  and  seek  a  new  channel  in  the  lowlands,  with  disastrous  results. 
This  danger  is  especially  great  in  the  upper  courses  of  rivers,  where  the 
elope  is  steeper.  The  levees  reaching  to  above  high  water  there  form 
the  only  effective  means  of  preventing  this. 

In  channel  improvement  by  deepening  and  straightening,  due  con- 
sideration should  be  given  to  the  effect  on  ground- water  conditions. 
On  the  TVeser  River,  in  Germany,  agricultural  interests  have  required 
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Mr     large  expenditures  in  order  to  restore  the  ground-water  conditions  that 


Grant. 


obtained  before  the  channel  was  deepened. 

It  is  important,  in  connection  with  later  plans  for  channel  improve- 
ment, that  some  suitable  agency  be  authorized  to  exercise  control  over 
the  placing  of  obstructions  in  and  along  streams.  The  cost  of  adequate 
channel  improvement  in  some  localities  is  greatlj'  increased,  and  some- 
times made  prohibitive,  by  structures  that  should  never  have  been  al- 
lowed to  be  built  in  their  present  location  or  to  their  present  dimensions. 

On  some  rivers,  particularly  where  melting  first  takes  place  on  the 
upper  river,  as  on  the  Oder  and  Weichsel  in  Germany,  the  formation  of 
ice  jams  is  a  frequent  cause  of  floods.  The  design  of  improved  channels 
on  such  rivers  should  take  this  into  consideration.  In  special  cases 
ice-breaking  steamers  may  be  found  necessary  to  prepare  for  spring 
freshets  from  the  upper  river. 

Detention  basins  as  a  means  of  flood  control  are  stated  by  the  report 
to  be  successful  in  certain  localities.  This  method,  as  yet  little  used 
in  America,  should  perhaps  be  discussed  in  more  detail.  There  are 
localities  where  this  is  the  only  kind  of  storage  feasible.  The  agri- 
cultural lands  may  be  too  valuable  to  be  dedicated  to  permanent  storage. 
Floods  may  not  be  confined  to  any  one  time  of  year,  so  that  where  the 
drainage  areas  controlled  are  small  and  floods  collect  too  rapidly  to 
permit  the  emptying  of  a  partly  full  reservoir  in  time  to  provide  the 
required  flood  storage  space,  all  the  capacity  intended  for  flood  control 
must  be  kept  empty,  and  ready  for  immediate  use.  In  such  cases,  if 
the  entire  capacity  available  is  required  for  flood  storage,  a  "dry" 
reservoir  is  the  only  type  feasible.  Detention  basins,  as  compared  with 
reservoirs,  have  the  disadvantage  of  wasting  the  stored  flood  water;  and 
in  some  localities  this  may  be  a  very  important  consideration ;  but, 
where  the  foregoing  conditions  prevail,  and  where  flood  control  is  a 
vital  enough  issue  to  warrant  their  construction,  they  will  sometimes 
be  found  the  best  solution  of  the  problem. 

Where  assurance  can  be  had  of  competent  and  permanent  super- 
vision and  maintenance,  detention  basins  can  be  made  much  more  ef- 
fective by  providing  artificial  control.  Where  there  are  no  gates  in  the 
outlet  conduits,  they  must  be  designed  so  that  the  maximum  flood  will 
just  reach  the  spillway  when  the  inflow  has  fallen  to  the  same  rate  as 
the  outflow.  This,  however,  gives  a  much  less  degree  of  control  over 
smaller  floods  than  could  be  obtained  by  tlie  manipulation  of  gates  in 
the  outlet  conduits. 

The  great  advantage  of  detention  basins  is  that  thoy  do  not  remove 
the  land  in  the  basins  from  cultivation.  In  the  Miami  Valley,  where 
the  conditions  for  this  method  of  flood  control  are  particularly  favor- 
able, the  total  area  flooded  in  the  five  proposed  basins,  with  a  flood  like 
that  of  19i;],  would  be  29  850  acres.  More  than  60%  of  this  same  land 
(18  700  acres)  was  actually  flooded  in  1913.    After  such  a  flood  all  the 
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Fig.  1. — PiNAY  Dam  on  Loire  River  About  7  Miles  Above  Roanne,  France. 


Pio.  2. — Typical  Example  of  Work  of  Reforestation  and  Mountain-Torrent 
Control  on  Head- Waters  of  Elbe  River. 
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reservoirs  except  one  would  empty  again  in  a  we(?k.  and  that  one  would  Mr. 
take  about  3  weeks.  In  smaller  floods,  they  would  flood  less  land  and  ^^^ 
empty  much  more  rapidly;  and,  even  in  extreme  floods,  a  large  part  of 
the  area  would  be  flooded  for  only  a  few  days.  The  area  actually  flooded 
in  1913  in  the  Miami  Valley  above  Hamilton  was  63  000  acres,  or  more 
than  twice  as  much  as  would  have  been  flooded  in  the  detention  basins 
if  they  had  been  in  operation.  Of  this  flooded  area,  13  000  acres  were 
in  cities  and  towns. 

Fig.  1  shows  the  Pinay  Dam,  on  the  Loire  River,  about  7  miles 
above  the  City  of  Soanne  in  France.  This  is  one  of  the  most  interesting 
examples  of  a  detention  basin  in  Europe.  It  was  built  by  the  French 
Government  in  1711,  and  has  since  repeatedly  saved  the  city  from 
destruction. 

It  should  be  pointed  out,  in  discussing  reservoirs,  detention  basins, 
and  levees  or  other  channel  improvements,  that  in  many  cases  no  one 
method  may  provide  an  adequate  solution  of  the  flood  problem,  but 
the  best  plan  will  consist  of  a  combination  of  two  or  more  methods. 
It  may  be  found  unfeasible  or  uneconomical  to  reduce  flood  flow  to 
existing  channel  capacities  by  reservoir  or  detention-basin  control. 
It  may  be  foimd  equally  unfeasible  or  uneconomical  to  provide  an 
adequate  channel  to  accommodate  maximum  floods.  Protection  by  one 
method  is  best  carried  out  up  to  the  point  where  the  remaining  neces- 
sary protection  is  cheaper  by  some  other  method. 

In  discussing  the  ftmction  of  barriers  in  mountain  streams,  their 
action  in  increasing  soil  absorption  should  be  included.  Under  certain 
conditions,  as  in  Los  Angeles  County,  California,  this  may  be  very 
considerable,  and  may  bear  an  important  relation  to  other  phases  of 
the  water  problem. 

The  important  action  of  barriers  in  holding  back  sand,  gravel,  and 
boulders  from  improved  channels  and  reservoirs  below  should  be 
brought  out  more  definitely.  In  some  of  the  comprehensive  river  im- 
provements of  Europe,  reforestation  and  Wildhachverhauung  form  an 
integral  part  of  the  reservoir  systems  and  channel  improvements,  and 
are  regarded  as  essential  to  the  maintenance  of  such  works  on  the 
lower  streams.  The  River  Regulation  Commission  of  Bohemia  has 
been  carrying  on  a  remarkably  well  co-ordinated  work  of  this  character 
on  the  upper  Elbe,  including  reforestation,  barriers  on  mountain  tor- 
rents, flood-control  reservoirs  and  channel  improvements.*  Fig.  2 
shows  a  typical  example  of  the  work  of  reforestation  and  mountain 
torrent  control  on  the  head-waters  of  the  Elbe. 

The  report  makes  no  reference  to  the  method  of  reducing  floods 
by  spreading  over  permeable  strata.  It  would  be  helpful  if  it  would 
take  up  the  advantages  and  disadvantages  of  this  method  and  its  re- 

•  Engineering  News,  October  15th,  1914. 
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Grlnt  ^^^^^^  ^^  underground  storage,  and  make  some  reference  to  localities 
where  it  has  been  or  might  be  applied  successfully. 

Desynchronization  of  tributary  flood  peaks  is  an  effective  means 
of  flood  prevention  in  particular  cases.  It  will  generally  be  insufficient 
by  itself,  but  wall  lessen  the  work  to  be  done  in  connection  with  other 
methods  with  which  it  may  be  combined.  In  mountain  streams, 
tributary  flood  peaks  that  reach  the  main  stream  at  or  after  the  pas- 
sage of  the  flood  peak  of  the  latter  can  be  retarded  further  by  barriers 
or  small  detention  basins,  and  those  that  arrive  early  can  be  accelerated 
by  the  improvement  of  their  channels. 

The  same  process  on  a  large  scale  can  sometimes  be  carried  on  with 
the  larger  streams,  farther  down.  A  flood  wave  can  be  made  to  travel 
twice  as  fast  without  any  increase  in  the  average  velocity  of  the  water, 
by  establishing  the  proper  cross-section.  It  can  be  demonstrated  that, 
with  a  parabolic  cross-section  the  speed  of  propagation  is  approximately 
four-thirds  of  the  average  velocity.  Tributaries  that  deliver  their  flood 
peaks  early  can  thus  be  further  accelerated  without  any  increase  in 
erosive  action.  Other  slower  tributaries  can  be  further  retarded, 
where  feasible,  by  reservoirs  or  detention  basins,  or  by  wide  overflow 
areas  along  the  banks. 

Obviously,  in  solving  the  flood  problem  of  any  river  basin,  it 
is  very  important  to  avoid  the  more  perfect  synchronization  of  tribu- 
tary flood  peaks  that  might  be  brought  about  by  reversing  the  treat- 
ment just  outlined.  It  would  be  dangerous,  for  example,  to  construct 
detention  basins  or  provide  overflow  areas  on  tributaries  delivering 
their  flood  peaks  early,  unless  the  basins  were  large  enough  and  the 
outlets  small  enough  to  reduce  the  flood  wave  sufficiently  to  preclude 
any  possibility  of  aggravating  the  flood  conditions  on  the  main  stream. 
In  the  same  way,  as  a  general  principle,  it  would  be  tmwise  to  speed 
up  the  flood  wave  on  a  slow  tributary. 

The  report  might  well  include  some  reference  to  flood  prediction 
and  its  value  in  preventing  or  reducing  flood  damage.  This  is  a 
measure  of  relief  that  can  be  applied  at  once,  pending  the  construc- 
tion of  flood  prevention  works.  It  has  been  very  tiioroughly  worked 
out  in  some  European  countries,  but  has  not  yet  been  developed  to  its 
full  possibilities  in  the  United  States. 

The  figure  quoted  in  the  report  for  the  flood  losses  in  1913  in  the 
Ohio  Valley  is  much  too  small.  The  direct  property  loss  in  the  Miami 
Valley  alone  was  about  $70  000  000,  and  to  include  the  loss  through 
depreciation  would  greatly  increase  this  figure. 

The  writer  joins  most  heartily  with  the  Conunittee  when  it  urges 
more  thorough,  intensive,  and  co-ordinated  studies  of  matters  relating 
to  flood  control.  Such  investigations  should  include  all  data  neces- 
sary for  the  solution  of  problems  of  water  conservation  and  stream 
control,  in  order  that  flood  prevention  works  may  be  co-ordinated  with 
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Other  uses  of  tlie  streams.  Enormous  appropriations  for  river  regu-  Mr. 
lation  and  water  conservation  have  been  urged  before  Congress  for 
some  years.  If  these  appropriations  were  to  be  made  to-day  we  would 
not  have  the  data  with  which  to  design,  intelligently  and  economi- 
cally, the  works  to  carry  out  the  purposes  thereof.  The  proponents 
of  such  measures  would  do  far  more  good  in  the  development  of  the 
country's  water  resources  if  they  fathered  successfully  a  bill  appro- 
priating several  million  dollars  a  year  for  the  use  of  the  present  Gov- 
ernment agencies  now  struggling  to  collect  data  with  pitifully  inade- 
quate funds  for  operation. 

In  nearly  every  problem  of  river  control  attacked  by  the  engineer 
in  America,  he  finds  himself  confronted  with  almost  a  blank  wall  of 
lack  of  data,  and  is  obliged  to  make  safe  assumptions  that  greatly 
increase  the  cost  of  the  work.  River  gauging  stations  are  too  widely 
scattered,  and  lack  of  funds  prevents  their  efficient  operation.  At 
many  of  them  the  gauge  is  read  but  once  daily,  so  that  there  is  no 
complete  record  of  flood  peaks,  as  they  frequently  occur  between 
readings.  The  number  of  rainfall  stations  should  be  very  largely 
increased,  and  hourly  readings  should  be  taken  during  rain  storms. 
It  is  not  possible,  with  the  present  methods  of  collecting  and  recording 
rainfall  data  in  the  United  States,  to  determine  successfully  the  rela- 
tion between  rainfall  and  run-off. 

The  writer  would  be  glad  to  see  the  report  make  definite  recom- 
mendations to  remedy  this  condition. 

B.  F.  Groat,*  M.  Am.  Soc.  C.  E.  (by  letter). — A  reading  of  the  ^Mi- 
Report  of  the  Special  Committee  on  Floods  and  Flood  Preven- 
tion, the  Minority  Report  by  Morris  Knowles,  M.  Am.  Soc.  C.  E.,  and 
the  subsequent  discussions  by  Messrs.  Eakin  and  Hill,  discloses  the 
fact  that  the  report  does  not  seem  to  cover  all  the  ground  expected,  and 
that  possibly  suggestions  in  more  defijiite  language  as  to  general 
policies  and  methods  would  be  acceptable. 

It  appears  to  the  writer  that  the  whole  question  of  flood  control  is 
necessarily  indefinite  at  present  and  probably  will  so  continue  for  a  long 
time.  The  indefiniteness  and  uncertainty  of  such  a  report,  therefore, 
is  a  natural  and  certain  consequence  of  the  circumstances  and  present 
state  of  knowledge  of  the  subject,  rather  than  a  result  of  any  neglect 
or  lack  of  thoroughness  on  the  part  of  the  Committee.  Under  the 
circumstances,  one  can  scarcely  expect  a  committee  to  devise  revolu- 
tionary constructive  policies,  or  express  conclusive  opinions,  concerning 
a  question  which  has  perplexed  all  the  rest  of  the  world  since  the  idea 
of  national  flood  control  developed  and  raised  itself  from  a  special  to  a 
general  engineering  problem,  intimately  related  to  that  of  national 
conservation.  At  least,  this  is  the  opinion  of  the  writer,  who  is  more 
or  less  of  an  exoteric  with  regard  to  this  particular  subject. 

•  Pittsburgh,  Pa. 


Groat. 
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Mr.  Mr.  Knowles'  objections  to  the  report  appear  to  be  based  largely  on 

■  phraseology  which  he  considers  to  be  single-viewed,  and  to  partake,  so 
to  speak,  of  the  prejudice  of  the  Committee.  The  writer  believes  that 
a  committee  report  is  no  place  for  the  individual  opinions  of  the  mem- 
bers, except  when  expressly  stated  to  be  such,  and  that  where  con- 
troversial matter  is  involved,  the  evidence  on  both  sides  should  have 
equal  publicity.  Engineering  questions  are  not  to  be  settled  as  are 
(questions  of  law — by  arbitrary  rule — but  they  should  lead  to  the 
determination  of  a  rule,  or  procedure,  which  shall  meet  with  either 
general  approval  or  the  specific  approval  of  the  Engineering  Profession. 

As  regards  breadth  of  view,  there  does  not  appear  to  be  much  room 
for  exception,  and  it  must  be  observed  that,  with  the  amendments 
suggested,  the  report  would  be  even  more  indefinite  than  without,  as 
should  be  expected  in  the  case  of  this  subject,  except  that  Mr.  Knowles 
does  ask  for  additional  kinds  of  data,  as  well  as  an  increase  in  the 
quantity  of  such  data  as  are  now  regularly  observed  by  various  agencies. 
The  Government  agencies  might  increase  the  variety  by  adding  such 
information  as  data  on  erosion  and  transportation,  precipitation  for 
various  altitudes  at  the  same  place,  and  for  different  places  and  circum- 
stances, especially  in  higher  altitudes  and  in  sparsely  settled  districts. 
Some  systematic  method  might  be  recommended  for  the  study  of  forest 
reaction. 

The  most  important  policy  suggested  by  Mr.  Knowles  is  that  briefly 
outlined  in  the  last  paragraph  on  page  1234.  Tt  appears  to  be  admitted 
by  all  that  the  whole  question  of  floods  and  flood  prevention  is  of  vital 
importance,  and  demands  special  efforts  and  expenditures  commen- 
surate with  the  difficulties  encountered.  Why  not,  therefore,  have  a 
"special  agency,  supported  by  adequate  appropriations,  for  the  purpose 
of  studying  stream  regulation  in  its  largest  sense?" 
Mr.  H.  M.  Chittenden,*  M.  Am.  Soo.  C.  E.   (by  letter). — The  writer 

does  not  fully  understand  the  purpose  of  a  report  of  this  character, 
whether  it  is  simply  to  remain  as  the  findings  of  the  Committee,  or, 
after  discussion,  to  be  adopted,  with  possible  modification,  as  an 
official  expression  by  the  Society.  There  are  certain  reasons  why  the 
latter  course,  if  practical  unanimity  could  be  arrived  at,  would  seem, 
at  the  present  time,  to  be  particularly  desirable.  From  this  point  of 
view,  the  writer  will  contribute  his  mite  toward  the  further  elucidation 
of  certain  features  of  the  Committee's  able  treatment  of  the  subject. 

Terminology. — First,  as  to  terminology  and  verbiage:  Ought  not 
''control"  to  replace  "prevention"  in  the  title?  Prevention  is  not  broad 
enough.  Levees,  for  example,  do  not  prevent  floods  (they  actually  in- 
crease gauge  height  and  discharge),  but  they  control  them.  Reser- 
voirs prevent,  or  tend  to  j^revent,  floods.  The  comprehensive  word  is 
"control,"  with  a  logical  subdivision  into  measures  for  flood  forecast  or 

*  Qen.  Chittenden,  who  lived  at  Seattle,  Wash.,  died  since  writing  this  discussion. 
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warning,   measures  of  prevention,   and  measures  of  protection.     The        Mr. 
distinction  between  prevention  and  protection  is  well  brought  out  in      '  ^°  ®°' 
the  rejKirt  of  the  Pittsburgh  Flood  Commission. 

On  page  1:219.  under  "Suggested  ]Methods",  Subdivision  (a),  on 
the  first  line,  should  not  "rainfall"  be  "run-ofl"?  Man  cannot  reduce 
'•'extreme  variations  in  rainfall",  as  the  Committee  correctly  states  in 
the  last  paragraph  on  this  page,  but  he  may  reduce  extreme  variations 
in  the  results  of  rainfall. 

TTould  it  not  be  well  for  the '  Committee  to  recommend  the  definite 
adoption  of  one  or  the  other  of  the  equivalent  terms,  "drainage  area", 
and  "water-shed".  The  term  water-shed  was  formerly  used,  and  occa- 
sionally is  still  \ised,  to  signifiy  "divide";  but  its  use  is  now  almost 
universally  confined  to  a  designation  of  the  territory  drained  by  the 
particular  stream  imder  consideration.  Probably  no  confusion  results 
from  the  use  of  both  terms,  but  simplicity  of  terminology  is  always 
desirable.     The  writer  favors  the  term  water-shed. 

Several  designations  have  been  applied  recently  to  the  compara- 
tively novel  system  of  flood  prevention  which  is  the  distinguishing 
feature  of  the  great  flood-control  project  being  worked  up  by  the  Miami 
Conservancy  District.  These  include  "dry  reservoirs",  "detention  reser- 
voirs", "detention  basins",  and  "retarding  basins".  When  the  writer 
was  preparing  his  paper  on  Flood  Control  for  the  recent  International 
Engineering  Congress  in  San  Francisco,  he  gave  this  matter  some 
little  consideration.  Inasmuch  as  reservoirs  may  properly  be  classed 
in  two  distinct  types,  dependent  on  their  purpose  and  functioning — 
those  designed  to  store  water  for  future  use,  and  those  designed  to 
detain  it  temporarily  for  flood  prevention  only — it  seemed  wholly 
logical  to  use  "reservoir"  (Latin,  re  servare,  to  hold  back)  as  the 
generic  term,  so  to  speak,  and  "storage"  and  "detention"  as  specific 
designations.  It  was  for  this  reason  that  he  felt  particular  about 
adopting  "reservoir"  as  against  "basin".  The  Miami  Conservancy  Dis- 
trict has  definitely  adopted  "retarding  basin",  and  the  prominence  of 
this  example  ought,  perhaps,  to  settle  the  question. 

Effect  of  Human  Occupancy  of  Soil. — The  writer  feels  that  the 
Committee  might  advantageously  have  been  more  definite  and  positive 
in  its  discussion  of  this  subject,  particularly  as  it  relates  to  the  value 
of  reforestation.  For  reasons  stated  later,  a  definite  pronouncement 
on  this  subject  by  a  professional  body  like  this  Society  would  have  a 
most  important  influence.  Doubtless,  there  is  some  reluctance  to 
assume  a  positive  attitude  on  a  question  which,  as  Mr.  Knowles  says, 
is  "one  of  the  most  controversial  subjects  upon  which  engineering  and 
scientific  minds  have  been  recently  engaged."  It  may  be  questioned, 
however,  whether  to-day  there  is  much  controversy  among  well-informed 
engineers  as  to  the  essential  principles  involved.  Is  not  the  consensus 
of  professional  opinion  that,  in  times  of  excessive  rainfall,  in  which 
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Mr.        really  great  floods   always   originate,   the  restraining  effect  of   forest 


Chittenden 


■  cover,  whatever  it  may  be  in  ordinary  storms,  becomes  exhausted  and 
is  of  no  effect?  This  is  the  official  opinion  in  France,  even  in  forestry 
circles,  as  is  sho-ttai  by  the  following  extract  from  a  report  by  the 
Director  of  the  French  Forestry  Service  on  the  1910  flood  of  the  Seine : 

"In  the  exceptional  circumstances  which  always  produce  the  floods 
of  the  Seine,  the  action  of  forests,  whether  evergreen  or  deciduous, 
becomes  for  the  moment  negligible  in  its  effect  on  the  volume  of 
water  carried  by  the  river."* 

.'  Engineers  are  apparently  agreed  on  this  essential  point.  In  for- 
mulating plans  for  flood  control,  they  would  not  dare  to  reduce  in 
any  degree  the  effectiveness  of  direct  measures,  such  as  reservoirs, 
levees,  etc.,  by  any  possible  measures  of  reforestation.  The  Committee 
brings  out  this  point  in  the  fii'st  paragraph  of  page  1224  of  its 
report,  but  it  weakens  its  position  by  holding  out  the  questionable 
hope,  implied  in  the  words  "not  at  present  susceptible",  etc.,  that  the 
future  may  demonstrate  a  value  in  forest  cover  not  at  present  apparent. 
Mr.  Knowles,  on  page  1231,  is  outspoken  in  the  expectation  that  "quan- 
titative determination"  of  the  effects  of  forests  on  run-off  is  a  possibility 
of  the  future.  The  writer  dissents  wholly  from  that  opinion.  The 
difficulties  in  the  way  of  any  such  result  are  practically  insuperable. 
A  determination  for  one  situation,  or  season,  or  storm,  would  never 
apply  reliably  to  any  other.  The  modifying  influences  are  infinite  in 
detail,  and  the  utmost  that  we  can  hope  for  is  a  gross  integration  of 
results,  as  shown  in  the  records  of  stream  flow.  This  has  already 
been  carried  on  in  Europe  for  more  than  a  hundred  years,  with  a 
wholly  negative  result  so  far  as  the  favorable  influence  of  forests  in 
reducing  run-off  is  concerned.  It  seems  very  desirable,  therefore, 
that  a  report  of  this  character  should  not  hold  out  any  false  encour- 
agement. 

At  this  point,  it  may  be  well  to  consider  a  feature  of  the  subject 
not  mentioned  in  the  report,  yet  a  most  important  one,  and  one  con- 
cerning which  there  may  be  differences  of  opinion,  even  among  engi- 
neers. Reference  is  made  to  the  influence  of  drainage  on  flood  run-off. 
The  obvious  and  plausible  inference  is  that  drainage — roads,  pave- 
ments, sewerage,  farm  ditches,  tile  drains,  etc. — expedites  the  run-off 
and  fills  up  the  streams  more  rapidly  than  formerly;  but  there  are 
very  strong  counter  forces  which  operate  to  retard  run-off,  particularly 
from  originally  wet  and  marshy  soil  and  from  swamp  areas.  This 
is  the  creation  of  ground  storage  where  none  existed  before.     The  very 

•  "Mais,  dans  les  circonstances  exceptionellcs  dans  lesqurllcs  se  prodnisent 
tnujours  los  crues  de  la  Sninc,  I'action  des  torfits,  fussent-elles  risineuses  ou  feuUl(5e3, 
dovlent  momentnnt'ment  n^RliKible  sur  les  volumes  des  cnux  rouldes  par  le  fleuve.  Les 
plules  Intcnses  et  perslatantes  do  la  secoude  qulnzalne  de  Janvier  dernier,  ayant  saturC 
ie  sol  forcstler,  cornines  les  autros  terrains,  les  eaiix  tonib^-cs  a.  la  surface  sont  toutes 
all6es  aux  thalwoRs."  M.  DaubrCo,  Consellleur  d'Etat,  Dlrecteur  G6n6ral  des  Eaux  et 
Forfits.    Report  of  First  Commission  on  Flood  of  1910  In  the  Seine,  p.  515. 
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purpose  of  drainage  is  to  get  water  out  of  the  ground;  but  when  so  Mr. 
gotten  out,  space  is  left  for  other  water.  The  most  effective  and  ^'^'"^nden 
instantaneous  of  all  reservoirs,  so  far  as  flood  control  is  concerned,  is 
the  top  IS  in.  of  soil,  depending  on  the  extent  to  which  it  is  saturated. 
A  swamp  soil  lui drained  is  generally  thoroughly  saturated.  It  comes 
next  to  an  actual  body  of  water  in  that  respect.  The  Qnly,  or  the 
main,  storage  available  is  surface  storage  due  to  the  conformation  of 
the  basin.  Drainage  takes  the  water  out  of  the  swamp  soil  and  creates 
vast  storage  space  where  before  none  existed.  This  effect  is  fully 
recognized  by  the  French.  It  is,  of  course,  greatest  with  summer  or 
early  fall  storms.  Like  all  surface  storage,  it  may  become  greatly 
reduced  or  completely  exhausted  by  the  long  rains  of  winter. 

With  the  utmost  that  can  be  done  in  attempting  to  evaluate  the 
influences  of  man's  occupancy  of  the  soil  in  modifying  the  effects  of 
soil  cover  and  absorption,  we  find  it  impossible  to  say  on  which  side 
the  balance  lies.  It  is  probably  not  important,  either  one  way  or  the 
other,  and,  in  any  event,  becomes  wholly  obliterated  in  those  excessive 
rainfalls  which  alone  produce  great  floods.  This  conclusion  har- 
monizes both  with  theory  and  stream-flow  records,  and  should  be 
accepted  as  definite  and  final.  The  writer  emphasizes  it,  not  because 
the  popular  view  to  the  contrary  influences  the  engineer  to  any  great 
extent,  but  because  it  does  influence  the  legislator  to  whom  the  engi- 
neer often  has  to  look  for  funds,  and  it  thus,  in  the  words  of  the 
income  tax  law,  "deducts"  from  his  power  of  effective  action  "at  the 
source".  How  great  is  the  importance  of  taking  a  definite  stand  on 
this  question  may  be  judged  when  a  distinguished  United  States  Sen- 
ator, who  pretends  to  some  acquaintance  with  these  subjects,  and 
whose  opinions  carry  weight  in  legislation  concerning  them,  is  capable 
of  delivering,  in  apparent  soberness  and  good  faith,  an  utterance  like 
the  following: 

"We  have  been  destroying  our  forests,  great  natural  reservoirs  of 
moisture  into  which  the  waters  fall  from  the  heavens,  and  where  they 
are  stored  in  the  leaves  and  in  the  loose  soil,  and  drunk  up  by  the 
thirsty  roots  of  the  trees  and  vegetation,  and  thence  the  surplus 
gradually  makes  its  way  to  the  creeks  and  tributaries  of  our  rivers,  and 
the  water  which  used  to  be  absorbed  by  these  forests  is  now  hurried 
on  into  the  creeks  and  rivers."* 

•  Hon.  Francis  G.  Newlands,  in  the  United  States  Senate,  Feb.  21st,  1916.  It  is 
interesting  to  apply  this  to  a  particular  case.  In  the  country  around  Dayton,  Ohio,  in 
March,  1913,  after  heavy  winter  rains  had  quenched  to  satiety  any  thirst  from  which 
tree  or  other  roots  might  have  been  suffering,  there  fell,  in  a  period  of  4  cousecutive 
days,  between  9  and  10  in.  of  rain,  or  more  than  one-fourth  of  the  average  for  an 
entire  year.  Assuming  that  the  virgin  forest  had  still  covered  the  country,  what  per- 
centage of  this  deluge  does  Senator  Newlands  imngine  would  have  been  "drunk  up  by 
the  thirsty  roots?"  And  what  is  Senator  Newlands'  warrant  for  calling  the  soil  of  the 
forest  "loose"?  Has  he  ever  noted  a  great  tree  which  has  been  overturned  by  the  wind 
and  has  carried  up  with  its  roots  perhaps  100  sq.  ft.  of  soil  so  densely  compacted  that 
it  resists  for  years  exposure  to  the  elements?  The  truth  Is  that  virgin  forest  soil, 
undi.=turbed  for  ages,  is  one  of  the  most  compact  of  soils,  whereas  cultivated  soil, 
ploughed  and  harrowed  and  worked  over,  and  full  of  perennially  decaying  roots,  has 
the  maximum  absorptive  capacity  of  which  a  given  quality  of  soil  is  susceptible. 


Chittenden 


1260  DISCUSSION  ON  FLOODS  AND  FLOOD  PREVENTION 

Mr.^  _  If  the  clearing  and  drainage  of  the  soil — in  general  terms,  cultiva- 
tion— do  not  materially  affect  the  development  and  intensity  of  great 
floods,  is  there  any  respect  in  which  man's  work  does  enhance  their 
destructiveness  ?  This  question  admits  of  a  definite  answer  in  the 
affirmative.  By  obstructing  Nature's  overflow  channels  Man  draws 
on  himself  the  chief  calamities  which  floods  produce.  The  bottom 
lands  along  streams  are  just  as  much  a  part  of  Nature's  highway  for 
carrying  run-off  to  the  sea  as  the  normal  channels  between  banks. 
They  do  not  come  into  play  so  continuously,  but  they  are  a  part  of 
the  natural  waterways,  and  were  formerly  so  used  whenever  the  dis- 
charge rose  above  a  certain  volume.  Man  has  pre-empted  these  chan- 
nels entirely.  They  contain  the  most  fertile  lands,  they  are  easiest 
to  build  on,  and  most  convenient  for  roads  and  railroads.  It  is  here 
that  population  multiplies  and  wealth  accumulates,  and  whenever 
Nature  asserts  her  old  prerogative  of  passing  her  floods  down  over  them, 
trouble  ensues.  By  cutting  off  these  bottoms,  greater  work  is  forced 
on  the  ordinary  channel,  the  flood  heights  are  raised,  and  if  once  the 
waters  break  their  bounds,  they  not  only  find  wealth  and  people  in 
their  way,  but  are  actually  far  more  destructive  than  in  their  natural 
state.  Thus  Man  is,  to  a  large  extent,  the  author  of  his  own  mis- 
fortunes in  the  matter  of  flood  destructiveness.  The  point  here  empha- 
sized, however,  is  that  Man's  interference  with  natural  conditions,  which 
so  often  leads  to  disaster,  relates  to  his  trespass  on  overflow  channels 
rather  than,  as  is  popularly  assumed,  on  the  normal  channels  of  the 
streams  themselves.  Contrary  to  general  opinion,  Man's  operations 
have,  on  the  whole,  improved  the  natural  carrying  capacity  of  streams. 
There  are  exceptions,  of  course,  but  the  rule  seems  to  be  as  just  stated. 
A  striking  example  is  furnished  by  the  recent  studies  of  the  Great 
Miami  River,  in  Ohio.  In  the  four  principal  tovsms,  where  channel 
changes  have  been  most  important,  the  discharge  capacity  was  found 
to  be  from  two  to  eight  times  as  great  as  in  the  country  above  and 
below,  where  Man's  interference  has  been  slight.  Such  a  condition, 
of  course,  cannot  be  accidental. 

The  foregoing  remarks  disclose  the  reason  why  flood  destructiveness 
is  increasing.  It  is  not  because  floods  themselves  are  increasing, 
either  in  frequency  or  intensity,  but  because  property  subject  to 
destruction  is  very  greatly  increasing,  and  as  yet  protective  work  does 
not  keep  pace  with  this  increase.  In  time,  this  disparity  will  dis- 
appear, or  rather  be  reversed,  and  flood  destructiveness  will  then  show 
a  decrease.  Some  railroads  have  already  carried  protective  measures 
so  far  that  they  suffer  little,  even  from  the  greatest  floods. 

Reservoirs. — The  divergence  of  view  between  the  Majority  and 
Minority  Reports,  concerning  the  conflict  of  purpose  of  reservoirs 
and  the  impracticability  of  utilizing  the  same  reservoir  simultaneously 
for  flood  control  and  other  uses,  is  probably  more  apparent  than  real. 
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It  would  seem  that  the  essential  principles  are  too  clear  to  be  capable  Mr. 
of  dual  interpretation.  In  the  first  place,  the  conflict  of  purpose  in 
reservoirs  can  be  completely  overcome  by  giving  the  reservoir  excess 
of  capacity  over  storage  requirements  sufficient  to  provide  for  flood 
control.  This,  however,  is  often  impossible  for  lack  of  site  (ignoring, 
for  the  present,  considerations  of  cost),  and  inasmuch  as  industrial 
use,  municipal  supply,  etc.,  must  be  on  a  dependable  basis,  it  follows 
that  they  must  receive  first  consideration.  Subject  to  this  restriction, 
however,  storage  reservoirs,  as  such,  will  generally  be  useful  in  flood 
prevention.  It  may  happen  that  a  flood-producing  storm  may  come 
early,  when  a  reservoir  is  filling,  in  which  case  the  reservoir  might 
be  as  effective  as  if  designed  for  flood  control  only.  Again,  the  flood 
storms  may  arrive  late,  after  the  reservoir  has  become  full  or  nearly 
so.  In  that  case,  the  discharge  must  go  over  the  spillway;  but,  as 
seme  elevation  of  surface  is  necessary  to  produce  the  spillway  overflow, 
and  as  the  surface  of  the  reservoir,  and  the  storage  per  unit  of  rise, 
are  at  a  maximum  at  this  stage,  there  will  be,  even  in  this  extreme 
case,  a  certain  degree  of  control. 

Nevertheless,  the  general  principle  laid  down  in  the  report  holds. 
The  engineer  charged  with  a  project  of  flood  control,  in  which  the 
use  of  a  storage  reservoir  is  contemplated,  cannot  take  into  consid- 
eration possible  advantages  which  may  or  may  not  accrue.  If  there 
is  a  possibility  that  they  may  not  accrue,  he  is  bound  to  assume  that 
they  will  not.  He  must  make  the  most  imfavorable  assumption  within 
reasonable  probabilities.  Having  thus  determined  what  aid  can  be 
positively  depended  on  from  the  reservoir,  he  must  make  other  pro- 
visions for  such  additional  control  as  is  required.  It  is  right  here, 
it  seems  to  the  writer,  that  public  supervision  of  reservoir  construction 
is  demanded,  and  that  public  aid  in  the  interests  of  flood  control  might 
well  be  given.  For  example,  if  a  reservoir  site  is  about  to  be  developed 
on  a  stream  where  the  flood  problem  is  important,  it  might  well  be 
that,  by  increasing  the  capacity  beyond  what  would  be  sufficient  for 
storage  purposes,  the  reservoir  could  also  be  made  to  serve  the  additional 
purpose  of  flood  prevention.  In  that  case,  public  aid  would  seem  to 
be  justifiable. 

On  the  whole,  the  possibilities  of  combining  flood  prevention  with 
other  uses  of  reservoirs  are  sufficient  to  justify  Mr.  Knowles'  contention 
that  the  Committee's  report  would  be  strengthened  by  omitting  lines 
17  and  18  on  page  1225 :  "Your  Committee,  however,  does  not  intend  to 
condemn  in  toto  the  utilization  of  reservoirs  for  more  than  one  piirpose." 

Barriers. — The  comment  on  "Barriers",  (c)  page  1225,  seems  to 
the  writer  most  judicious  in  recognizing  only  the  function  of  arresting 
debris.  Just  now  there  is  current  another  of  those  extremist  propa- 
gandas which  have  interfered  so  much  with  scientific  treatment  of 
many  of  our  problems  by  confusing  the  public  mind  with  schemes  the 
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Mr.  only  virtue  of  which  is  superficial  plausibility.  Los  Angeles,  Cal.,  is 
en  en.  ^.j^^  present  victim.  A  campaign  is  on  there  to  make  barriers  the  sole, 
or  at  least  principal,  solution  of  the  flood  problem  in  that  locality. 
There  has  been  created  a  "very  wide-spread  furore  that  the  only  way 
to  control  the  flood  waters  [at  Los  Angeles]  is  to  build  myriads  of  little 
check  dams  in  the  mountains,  and,  through  the  detritus  caught  above 
each  of  them  acting  as  a  sponge,  to  soak  up  all  the  floods  before  they 
leave  the  mountains." 

So  far  as  the  writer  has  observed  in  reports  on  this  subject,  the 
primary  purpose  of  these  check  dams  is  to  prevent  erosion.  Not  much 
stress  is  laid  on  their  effect  in  storing  water.  They  soon  become  filled 
with  detritus,  and  this,  in  the  general  case,  will  become  well  soaked 
with  the  rains  leading  up  to  great  flood  storms,  so  that  the  chances 
in  favor  of  any  material  reduction  in  discharge  are  altogether  un- 
certain. Immediately  following  a  dry  spell,  a  heavy  run-off  might 
be  considerably  reduced,  whereas,  with  a  storm  of  the  same  intensity 
follovHng  a  series  of  lesser  rains,  there  might  be  practically  no  relief. 
In  this,  as  in  the  case  of  forests,  the  engineer  cannot  build  on  uncer- 
tainties. 

Outlets. — With  some  hesitation  the  writer  offers  a  certain  criticism 
of  the  conclusion  stated  in  the  last  paragraph  on  page  1227.  So  far  as 
he  has  followed  the  official  reports  on  the  subject,  it  is  evident  that 
there  is  an  important  distinction  between  the  outlets  proposed,  say, 
near  New  Orleans,  and  natural  outlets  or  accidental  crevasses  cited 
as  militating  against  the  outlet  theory.  It  is  manifest  that  the  action 
on  the  regimen  of  a  river  of  a  great  crevasse  must  be  different  from 
that  of  a  long  overflow  weir  which  comes  into  play  only  after  the  river 
has  rcachied  a  certain  stage.  The  writer  cannot  understand  why.  if 
the  river  safely  transports  its  sediment  at  that  stage,  it  should  fail 
to  do  so  by  preventing  any  marked  rise  thereafter  through  abstraction 
of  the  surface  flow  by  a  weir.  It  is  very  possible  that  the  outlet 
channel  itself  might  silt  up  and  become  ineffective,  but  that  would 
have  nothing  to  do  with  the  argument  just  advanced. 

Cut-Offs. — Having  now  reviewed  the  general  features  of  the  report, 
the  writer  desires  to  devote  more  detailed  consideration  to  the  subject  of 
cut-offs.  In  general,  his  views  coincide  with  those  of  Mr.  (rrunsky.  He 
believes  that  the  ultimate  effect  of  cut-offs  is  beneficial,  providing  always 
that  those  reasonable  and  obvious  precautions  are  taken  which  the  cir- 
cumstances of  the  individual  case  clearly  indicate.  He  dissents  from 
the  orthodox  view,  so  long  held  on  the  Mississippi,  that  that  river  has 
a  sort  of  intelligent  purpose  in  maintaining  a  particular  length  of 
channel,  and  that  it  always  "seeks"  to  regain  that  length  if  suddenly 
shortened  by  the  excision  of  a  bend.  The  truth  is  that  a  river  in  an 
alluvial  soil  may  perform  almost  any  antics  which  tlie  physical  con- 
ditions will  permit;  but,  that  such  a  river  has  a  definite  length  which 
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it  is  always  seeking  to  maintain,  is  an  assumption  not  substantiated       Mr. 
by  fact,  at  least  on  other  streams.  ._ 

In  illustration  of  this  point,  the  writer  presents  a  diagram  (Fig.  3), 
showing  the  changes  of  a  century  in  about  a  50-mile  course  of  the 
Missouri  River.  The  early  cut-off  of  some  of  the  enormous  bends 
that  existed  in  1S04  has  never  resulted  in  any  "attempt"  on  the  part 
of  the  river,  either  on  this  section  or  above  or  below,  to  regain  its 
original  length.  On  the  other  hand,  successive  surveys  show_  if  any- 
thing a  contrary  tendency;  and  there  is  nothing  in  the  long  record 
of  navigation  on  that  stream  which  indicates  any  ill  results  to 
navigation  resulting  from  such  cut-offs.* 

The  writer  also  questions  the  correctness  of  the  statement  that 
cut-offs  "increase  flood  heights  below  them",  while  "reducing  flood 
heights  immediately  above".  This  may  be  the  first  effect,  but  it  is 
not  first  effects,  but  permanent  results,  which  must  be  considered. 
In  the  long  run,  the  result,  according  to  the  writer's  observation,  is 
to  draw  do^vn  the  channel  above  the  cut-off  until  it  comes  practically 
to  the  original  grade  of  the  channel  below.  (It  is  understood  that  we 
are  here  considering  only  the  case  of  alluvial  streams  in  comparatively 
unstable  channels.)  In  the  course  of  time,  these  effects  may  extend 
many  miles  up  stream,  and  the  sharp  change  of  slope  at  first  produced 
may  be  distributed  so  far  as  to  be  very  slight  per  unit  of  distance. 

Fig.  4  is  reproduced  from  a  photograph  of  quite  an  extensive 
cut-off  on  the  Missouri  River  which  took  place  under  the  writer's 
observation. 

The  channel  shortening,  as  he  now  recalls  (without  verification 
from  the  records),  was  about  7  miles.  Much  local  alarm  was  felt 
lest  the  cut-off  should  produce  a  flood  below.  The  writer  tried  to 
assure  the  public  that  no  such  thing  could  possibly  happen;  that  the 
cut-off  in  itself  would  not  increase  the  discharge  of  the  river  at  all, 
except  as  to  the  small  increment  from  draining  the  bend,  and  that 
there  was  absolutely  no  danger.  Nothing  would  allay  the  fear,  how- 
ever, and  there  was  much  talk  of  taking  steps  to  prevent  the  cut-off, 
when  certain  interests  which  wanted  it  to  take  place  rendered  judicious 
assistance  (with  dynamite,  mainly,  it  was  said),  and  the  controversy 
was  promptly  settled.  At  the  first  gauge  below,  a  rise  of  a  few  inches 
was  detected,  but  no  untoward  result  whatever  happened.  In  this 
case,  the  writer  feels  certain  that  the  final  result  was  a  lowering  of 
the  old  bed  above  the  cut  and  not  a  raising  of  the  bed  below. 

The  reports  of  the  Mississippi  River  Commission  abound  in  refer- 
ences to   work  designed  to  prevent   cut-offs  which  might    (to   cite   a 

*  One  naturally  questions  the  correctness  of  the  early  maps  on  which  these 
extreme  bends  are  shown  ;  but,  apart  from  the  general  accuracy  of  Lewis  and  Clark's 
work,  as  shown  by  later  surveys,  there  are  authentic  references  in  the  journals  of  other 
early  voyages  up  the  river.  It  never  took  less  than  a  day  and  sometimes  two  days  for 
a  keelboat  to  get  well  past  Blackbird  Hill,  opposite  the  neck  of  one  of  these  bends,  after 
having  arrived  in  its  vicinity. 
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particular  case)  '"disturb  the  regimeu  of  the  river  a  long  distance  above  Mr. 
and  below,  and  bring  disaster  to  towns,  levees,  and  other  works  along  '  ^°  ^°' 
the  river  banks."  The  results  of  a  cut-off  that  did  take  place  are 
traced  in  considerable  detail,  showing  how  one  ill  effect  led  to  another, 
until  a  hea'^'y  toll  of  misfortune  had  accumulated.  All  this  appeals 
to  the  writer,  however,  as  a  clear  case  for  the  Franklinian  philosophy 
contained  in  the  parable  of  the  horse-shoe  nail.  If  the  occurrence  of 
this  cut-off  had  been  anticipated  by  timely  protective  work  above 
and  below,  probably  nearly  all  the  ill  effects  which  actually  developed 
might  have  been  avoided.  The  writer  would  not  for  a  moment  criti- 
cize official  policy  in  preventing  cut-offs  on  the  Mississippi  River;  he 
simply  criticizes  the  theory  on  which  that  policy  is  ostensibly  based. 
He  believes  that  the  real  objection  to  cut-offs  on  that  stream  is  not 
the  effect  on  the  regimen  of  the  river  (which  can  be  controlled  effec- 
tively), but  on  riparian  interests.  Ports  and  landings  might  be  ruined 
and  other  interests  jeopardized  in  a  way  that  would  result  in  serious 
hardship;  but,  aside  from  these  considerations,  viewed  only  as  a 
problem  in  river  hydraulics,  the  writer  believes  that  a  material  short- 
ening (say  125  to  150  miles)  of  the  Mississippi  Eiver  between  Cairo 
and  Red  River  would  not,  in  the  long  run,  injure  the  regimen,  even 
for  purposes  of  navigation,  and  it  would  certainly  make  the  river  a 
better  flood  carrier  and  would  reduce  materially  the  length  of  channel 
to  be  maintained  and  of  bank  to  be  protected. 

The  writer  would  dissent,  further,  from  the  distinction  which  the 
Committee  draws  as  against  alluvial  streams  in  this  connection.  It 
is,  in  many  instances,  on  alluvial  streams  that  this  measure  can  be  best 
applied.  The  difference  between  an  alluvial  stream  and  one  with 
stable  banks  is  that,  in  one  case,  disturbance  of  regimen  may  result, 
and,  in  the  other,  it  may  not,  and  that,  therefore,  in  using  the  cut-off 
on  alluvial  streams,  auxiliary  measures  are  necessary.  If  these  are 
provided,  however,  the  shortening  of  the  channel  should  certainly 
facilitate  the  natural  movement  of  sediment  down  stream.  Cut-offs 
have  been  used  extensively  on  great  alluvial  rivers,  notably  on  the 
Danube  and  other  streams  of  the  Hungarian  plain. 

The  cut-off  method  finds  its  most  effective  application  in  low  flat 
tracts  in  which  stream  sinuosity  dates  from  the  remote  period  of 
emergence  of  the  soil  from  a  status  of  continuous  overflow,  and  is 
not  a  result  of  present-day  processes.  Generally,  in  such  locations, 
the  sinuosity  is  excessive,  the  slope  very  slight,  and  the  channel  capacity 
wholly  deficient.  Extensive  cut-offs  do  not  produce  excessive  slopes 
and  troublesome  erosion,  but  facilitate  drainage  and  carry  off  flood 
waters  more  rapidly.  "Wliether  in  any  particular  case  a  cut-off  or 
series  of  cut-offs  is  desirable  depends  on  local  circumstances.  The 
most  important  obstacles  are  cost  and  the  likelihood  of  riparian  com- 
plications.    Another  consideration  relates  to  the  excised  portions  of 
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Mr.  the  channel.  If  these  can  be  filled  up,  there  is  a  net  gain  of  land  area, 
for  the  excised  portion  is  always  larger  than  the  new  channel.  If  they 
cannot  be  filled,  there  is  a  loss  of  land  equal  to  the  new  channel.  Even 
in  that  case,  there  may  be  some  utility  in  the  excised  sections  in 
connection  with  drainage.  By  placing  flood-gates  between  them  and 
the  new  channel,  they  can  be  drawn  down  to  the  level  of  low  water 
in  the  dry  season  and  then  be  utilized  as  immense  sumps  to  maintain 
effective  drainage  during  high-water  periods. 

Minority  Report. — Concerning  the  several  substitutes  proposed  in 
the  Minority  Report,  some  of  them  seem  to  be  in  the  interest  of  com- 
pleteness and  precision,  and  some  appear  to  the  writer  as  undesirable. 
Among  the  latter  are  the  proposed  changes  in  the  forestry  discussion. 
As  to  (10),  on  page  1233,  it  would  seem  that  Mr.  Knowles  confuses 
two  distinct  things.  The  fact  that  levees  cut  off  valley  storage  pre- 
viously available  does  not  in  any  way  alter  the  other  fact  that  levees, 
by  raising  the  flood  surface  between  them,  do  develop  a  certain  amount 
of  channel  storage. 

It  is  important,  however,  to  observe  a  distinction,  which  neither 
the  Committee  nor  Mr.  Knowles  has  brought  out,  but  which  justifies 
to  some  extent  Mr.  Knowles'  contention  that  "such  storage  is  ineffec- 
tive", although  for  a  reason  quite  different  from  that  which  he  has 
assigned.  It  is  entirely  true  that  the  volxime  of  water  at  flood  stage 
stored  in  stream  channels,  like  the  Mississippi  and  Ohio,  is  prodigious, 
including  as  it  does  not  only  storage  in  the  channel  proper  but  the 
filling  of  side  ravines  and  tributary  valleys  and  the  overflowing  of 
bottom  lands  back  to  high  ground  or  levees.  The  natural  impulse  is 
to  give  such  storage  great  weight  in  holding  down  flood  heights;  but 
this  is  clearly  inadmissible.  Channel  storage  is  mainly  absorbed  in  the 
preliminary  stages  of  a  flood.  The  case  is  similar  to  that  of  a  reservoir 
which  has  been  filled  from  the  earlier  rains  and  has  no  space  left  for 
the  later  rains;  and  though  it  may  still  exercise  a  slight  moderating 
effect  on  run-off  passing  through  it,  such  effect  is  not  at  all  in  propor- 
tion to  the  full  capacity  of  the  reservoir;  and  the  more  prolonged  the 
crest  of  the  flood  is,  the  less  will  be  even  this  attenuated  effect. 

The  same  conclusion  may  be  reached  by  a  hypothetical  illustration : 
Suppose  the  Ohio  llivcr  from  Pittsburgh  to  Cairo  to  be  a  closed  Conduit, 
of  cross-section  equal  to,  say,  the  ordinary  low-water  section  of  the 
open  channel;  and  suppose  that,  by  some  mechanical  process,  suflicient 
velocity  could  be  imparted  to  the  current  in  the  conduit  to  carry  away 
all  run-off  as  fast  as  it  should  present  itself.  It  is  manifest  that  the 
discharge  at  Cairo  during  rising  stages  would  be  greater  than  with 
an  open  channel,  due  to  the  fact  that  no  storage  had  been  allowed  to 
accumulate;  but  this  difference  would  evidently  disappear  when  the 
maximum  stage  had  been  rcachi^d  and  there  was  no  further  accumula- 
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tion  of  storage.    At  the  critical  point  of  the  flood,  therefore,  the  reser-       Mr. 
voir  function  of  the  channel  ceases  to  have  effect. 

The  writer  feels  the  more  freedom  in  criticizing  the  Committee's 
treatment  of  this  matter  because  he  is  at  the  same  time  criticizing  his 
own  previous  utterances  on  the  same  subject.*  The  conditions  are 
abstruse  and  difficult  to  lay  hold  of  definitely,  but  the  writer  believes 
that  they  are  fairly  set  forth  in  the  following  statement: 

Storage  in  and  adjacent  to  the  channel  of  a  stream,  which  results 
automatically  from  an  increase  of  stage,  has  little  if  any  effect  in 
reducing  the  maximum  stage.  It  operates  to  reduce  somewhat  the 
rates  of  discharge  during  rising  stages  while  storage  is  actively  accumu- 
lating, but  this  effect  gradually  disappears  on  approaching  the  maxi- 
mum stage  where  storage  accumulation  ceases. 

Myron  L.  Fuller,!  Esq.   (by  letter). — The  problem  which  most    Mr. 
nearly    attains    successful    solution,    whether   it    be    one    of   business, 
science,  or  engineering,  is  that  which  takes  into  account,  duly  analyzes, 
and  gives  proper  weight  to  the  greatest  number  of  contributory  factors. 

Of  the  factors  of  flood  control  or  prevention,  geology  is  assuredly 
one  that  must  be  reckoned  with.  The  far-sightedness  which  is  essential 
to  the  satisfactory  conclusion  of  any  great  undertaking  demands  that 
every  known  factor  of  the  problem  be  considered  and  the  weight  given 
to  it  that  mature  investigation  shows  it  has  the  right  to  claim. 

Xothing  is  more  true  than  the  following  statement  by  Morris 
I^owles,  M.  Am.  Soc.  C.  E.,  in  the  Minority  Report  of  the  Special 
Committee.  "It  is  unwise  to  assume  that  we  have  at  any  time  obtained 
all  the  knowledge  possible  upon  a  given  subject."  Every  year  sees 
new  advances  in  our  knowledge  of  engineering  problems;  and  our  ideas 
as  to  the  precautions  necessary  in  engineering  undertakings  are  con- 
tinually changing.  Factors  hitherto  unknown  or  neglected  are  almost 
daily  found  to  be  of  importance. 

Most  of  the  great  failures  in  engineering  works,  as  well  as  in 
other  lines  of  business,  have  been  due  directly  or  indirectly  to  over- 
looking some  inconspicuous  factor  or  neglecting  some  element  of 
apparent  insignificance.  For  example,  the  lack  of  knowledge  as  to 
the  weakness  and  slipping  planes  in  shales,  or  the  failure  to  realize  their 
significance,  has  resulted  in  the  failure  of  several  large  dams  and  reser- 
voirs within  the  past  few  years,  and  the  inadvertent  omission  of  some 
engineering  factor  has  played  an  important  part  in  the  collapse  of 
bridges  and  other  steel  structures. 

The  writer  does  not  maintain  for  a  moment  that  the  success  or 
failure  of  flood  prevention  or  control  measures  is  dependent  on  geo- 
logical   investigations,   but   he   does   contend   that   geology   is   one   of 

*  "Flood  Control,  with  Particular  Reference  to  Conditions  in  the  United  States", 
presented  to  the  International  Engineering  Congress,  San  Francisco,  September,  1915, 
pp.  16  and  22. 

■="  Boston,   Mass. 
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Mr.     the  factors — sometimes  one  of  marked  importance — which  should  be 
^'^'  considered    in   any   comprehensive   investigation   looking   to    the   pre- 
vention or  control  of  floods. 

Insufficiency  of  Precipitation  Data. 

Notwithstanding  the  great  efficiency  of  the  AVeather  Bureau,  rain- 
fall data,  chiefly  because  of  the  comparatively  short  periods  during 
which  records  have  been  kept,  are  admittedly  insufficient  for  the 
determination  of  the  maximum  possible  or  even  probable  precipitation 
in  a  given  area. 

It  is  true  that  a  certain  approximation  to  the  probable  maximum 
precipitation  may  be  made  from  an  inspection  of  the  rainfall  records 
throughout  the  general  province  or  climatological  zone  of  which  a 
given  district  is  a  part,  by  applying  the  maximum  precipitation  re- 
corded elsewhere  to  the  area  under  consideration.  As  is  well  said  in 
the  Report  of  the  Special  Committee  (page  1220),  however,  "it  is 
improbable  that  the  maximum  precipitation  that  may  occur  at  a 
given  locality  has  yet  been  recorded." 

Taking  the  maximum  rainfall  recorded  for  the  province  or  zone, 
and  the  maximum  known  accumulation  of  snow  for  the  same  latitude 
and  altitude  within  the  zone,  it  is  possible  to  estimate  the  probable 
height  of  a  flood  under  existing  conditions  of  channel.  The  height 
calculated,  however,  is  by  no  means  free  from  likelihood  of  error, 
and  it  is  entirely  possible  for  the  water  to  rise  many  feet  higher  than 
the  estimated  limits. 

Geological  Clues  to  Flood  Heights. 

Flood-Plains  and  Terraces. — In  the  absence  of  sufficient  rainfall 
data,  it  is  fortunate  that  geology  furnishes,  in  many  instances,  a 
clue  to  the  probable  heights  of  flood-waters.  The  clue  referred  to  is 
that  afforded  by  the  flood-plains  and  terraces,  which  often  give  evi- 
dences of  heights  of  water  greater  than  those  which  would  be  indicated 
by  the  computations  from  greatest  recorded  rainfall. 

Generally  speaking,  there  is  little  evidence  that  floods  are  either 
more  or  less  pronounced  and  frequent  at  the  present  time  than  in 
the  immediate  past.  This,  of  course,  does  not  apply  to  the  more 
remote  geological  past,  when  climatological  conditions  were  radically 
different. 

The  evidence  afforded  by  flood-plains  is  not  altogether  simple 
or  universally  present.  Mountain  streams,  having  steep  gradients, 
are  usually  cutting  rather  than  depositing,  and  flood-plains  and 
terraces  are  commonly  absent,  although  even  in  mountainous  regions 
elevated  pockets  of  sand  often  afford  clues  to  the  high-water  limits. 
In  flatter  regions,  such  as  the  greater  portions  of  the  Mississippi  and 
Ohio    Basins,    the    streams    are    generally    aggrading    or    filling    their 
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ivallevs,  at  least  locally,  aud  are  commonly  bordered  by  jElood-plains  or     Mr. 

Fuller, 
terraces. 

The  flood-plains  are  fundamentally  constructional  in  origin,  being 
bxiilt  up  of  the  "relatirely  fine  deposits  laid  down  when  the  waters  of 
the  streams  overflow  the  normal  channels  and  spread  out  with  checked 
velocity.  The  upbuilding  continues,  unless  new  geological  or  artificial 
factors  intervene,  until  the  surface  reaches  nearly  the  level  of  the 
highest  fioods.  During  the  later  stages,  the  upbuilding  is  very  slow, 
and  the  floods  overtop  the  flood-plains  only  at  long  intervals,  perhaps 
of  centuries.  In  the  majority  of  localities  the  flood-plains  have  not 
reached  their  final  stages,  especially  where,  because  of  constrictions 
of  the  channels  or  other  causes,  the  currents  are  unusually  swift,  but 
are  still  overflowed  to  a  depth  of  several  feet  by  the  greater  floods. 

The  uncompleted  stages  of  the  flood-plains  introduce  large  elements 
of  uncertainty,  and  the  problem  is  still  further  complicated  by  the 
fact  that  portions  of  the  once  completed  flood-plains  may  have  been 
subsequently  eroded  away,  leaving  surfaces  much  lower  than  the 
levels  reached  by  the  floods.  In  other  words,  a  series  of  terraces  is 
left,  only  the  uppermost  members  of  which  are  of  significance  in 
determining  flood  heights. 

If  this  was  all,  the  problem  would  still  be  comparatively  simple, 
but  further  difficulties  are  introduced  by  the  fact  that,  in  some  in- 
stances, the  whole  river  valley  has  been  cut  in  glacial  or  other  sands 
and  gravels  of  a  past  geological  period.  In  this  down-cutting,  terraces 
similar  in  appearance  to  those  of  the  flood-plains  are  commonly  left 
at  various  levels. 

The  determination  of  which  of  the  general  series  of  terraces 
in  a  given  valley  are  due  to  upbuilding,  and  are,  therefore,  of  signifi- 
cance in  the  determination  of  probable  fiood  levels,  and  which  are  due 
to  down-cutting,  and  are  without  present  significance,  is  often  difii- 
cult,  and  the  discrimination  can  seldom  be  left  to  the  engineer  with 
safety,  or  even  to  the  academic  geologist  of  the  average  college  faculty. 
The  discrimination  can  be  made,  but  it  requires  a  practical  and  expe- 
rienced field  geologist  to  make  it  with  certainty. 

The  flood-plains  and  terraces,  notwithstanding  their  complexities, 
afford  a  line  of  evidence  that  should  not  be  neglected  in  any  com- 
prehensive investigation  of  flood  control.  When  the  writer  was  engaged 
in  Ohio  on  Government  geological  surveys,  ten  years  ago,  the  question 
was  several  times  asked  in  regard  to  towns  or  their  water  supplies : 
"Is  there  any  danger  from  floods?"  The  answer  was  that  the  towns 
were  situated  on  flood-plains  built  up  by  repeated  overflows  of  the 
streams,  and  that  similar  overflows  were  bound  tc  occur  in  the  future 
unless  artificially  prevented.     The  writer  did  not  necessarily   expect 
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Mr.    a  flood  of  the  proportions  of  that  of  1913  so  soon,  but  it  was  bound 

Fuller.  ,  i      11 

to  come  eventually. 

Geological  Obstructions  to  Streams. 

Geological  obstructions  to  streams,  because  of  their  obscurity,  are 
often  overlooked — or  their  importance  under-estimated — in  flood- 
control  studies.  Two  distinct  types  may  be  mentioned:  the  boulder 
delta  and  the  rock  barrier. 

Boulder  Delta. — Existing  deltas  or  fans  of  boulders  or  coarse  gravel 
are  manifest  obstructions,  and  are  recognized  by  engineers  as  such. 
They  occur  chiefly  where  side  streams  having  steep  gradients  issue 
from  hills  or  moimtains  into  broader  valleys  where  the  streams  are 
more  sluggish  and  are  usually  engaged  in  building  up  their  flood-plains. 
Often,  the  main  streams  are  pushed  aside  and  forced  close  against 
the  opposite  banks,  where  they  flow  in  comparatively  narrow  and 
deep  channels.  They  are  obstructions  which  have  an  unmistakable 
and  calculable  effect  on  flood  height. 

The  deltas  which  are  not  pre-existing,  on  the  other  hand,  introduce 
important  but  unknown  factors.  A  severe  rain  over  the  water-shed  of  a 
small  tributary  is  felt  almost  at  once,  and  the  stream  commonly  responds 
long  before  the  water  rises  very  materially  in  the  main  valley.  The 
result  is  that  enormous  volumes  of  material  are  often  swept  into  a 
river,  causing  great  accumulations  of  gravel  or  boulders  where  no 
deposits  may  have  previously  existed.  It  is  true  that,  as  the  main 
river  rises,  many  of  these  accumulations  may  be  swept  away,  but,  in 
the  meanwhile,  they  are  a  very  real  obstruction,  with  an  important 
influence  on  flood  heights.  Their  final  destruction  may  inaugurate 
flood  crests  endangering  the  whole  country  below.  Under  other  con- 
ditions, the  deposits  may  become  permanent  features,  at  least  for  a 
considerable  period  of  years. 

The  boulder  or  gravel  deltas  of  this  type  are  certainly  worthy  of 
attention  in  flood-control  studies,  and  geological  investigations  of  their 
possible  effects  are  highly  desirable. 

Rock  Barriers. — In  many  of  the  valleys  in  the  Ohio  and  Mississippi 
Basins  there  are  buried  rock  channels  much  deeper  than  the  general 
rock  floors  over  which  the  streams  now  flow.  The  latter  commonly 
mark  the  depth  to  which  the  scour  of  the  river  extends  during  flood 
periods  at  the  present  time;  the  deeper  channels  mark  the  former 
positions  of  the  river  under  different  conditions  of  level  or  discharge. 
Sometimes,  the  present  channels  coincide  with  the  older  rock  gorges, 
in  which  case  the  scour  may  extend  to  somewhat  greater  depths. 
Sooner  or  later,  however,  the  streams  have  to  return  to  the  general 
rock  floors,  usually  accompanied  by  sudden  rises  in  the  bottoms. 
This  has  an  important  effect  in  chocking  flow  and  in  promoting 
deposition. 
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Althouffh  the  importance  of  the  rock  barrier  is  less  than  that  of     Mr. 
the  delta,  its  iufluence  is  sufficient  to  warrant  taking  it  into  account 
in  the  flood-control  problem. 

Geological  Factors  op  Kun-Off.  i^ 

The  principal  geological  factors  of  run-off  are:  the  grain  of  the 
soil,  the  thickness  of  the  soil,  and  the  nature  of  the  underlying  rock, 
including  composition  and  Assuring. 

Grain  of  Soils. — The  grain  of  soils,  using  the  term  "grain"  in  its 
broader  sense  to  include  the  arrangement  and  packing  of  the  particles 
as  well  as  their  size,  is  of  the  greatest  importance  in  run-off  and  flood 
studies  of  a  given  water-shed.  A  proper  study  of  the  grain  includes 
both  laboratory  tests  and  field  examinations.  The  former  consist  of 
sizing  tests  or  analyses  by  passing  the  material  through  a  series  of 
standard  screens  of  various  meshes,  and  from  them  may  be  computed 
the  rate,  of  percolation  under  different  conditions.  Direct  tests  on 
blocks  of  soil  cut  from  the  ground,  where  the  material  is  sufficiently 
firm  to  hold  together,  have  been  found,  in  the  writer's  experience, 
to  afford  still  more  dependable  results.  All  measurements  or  estimates 
of  rates  of  percolation  apply,  naturally,  only  to  unfrozen  soils,  hence 
are  of  value  only  in  seasons  where  the  ground  is  free  from  frost. 

Classification  of  Soils. — Accompanying  the  percolation  estimates 
and  tests  mentioned — which  are  as  much  of  an  engineering  as  of  a 
geological  nature — field  examinations  must  be  made,  and  the  soils 
classified,  mapped,  and  their  areas  determined.  These  can  be  made 
best  by  a  geologist  or  soil  expert.  Samples,  at  the  best,  can  be  taken 
at  only  a  limited  number  of  points,  and  must  be  supplemented  by  a 
soil  classification  of  the  entire  area,  if  the  work  is  to  have  any  real 
value.  The  geologist's  knowledge  of  the  general  character  of  residual 
soils,  or  those  resulting  from  the  weathering  of  different  types  of 
rock,  of  the  nature  of  the  various  classes  of  glacial  deposits,  and  of 
the  composition  of  the  alluvial  accumulations,  is  of  the  greatest 
assistance  in  this  branch  of  subsidiary  investigations  in  flood-control 
studies. 

Depth  of  Soil. — The  depth  of  soil  is  of  much  greater  significance 
than  is  commonly  realized.  The  writer's  ground-water  studies  in  some 
thirty  States  have  shown  that  rocks  free  from  soil  coverings  seldom 
contain  much  water,  and  that  the  same  rocks,  when  covered  by  a 
thick  soil  mantle,  afford  abundant  supplies.  Conversely,  when  the 
soil  is  thin,  the  immediate  run-off  is  much  greater  than  where  it 
is  thick.  Therefore,  geological  studies  to  determine  the  depth  of  soil 
are  of  considerable  importance  in  run-off  studies. 

Composition  of  Roch. — The  absorptive  capacity  of  the  imderlying 
rock  is  a  factor  of  significance  in  flood  control.  The  porosity  or 
absorptive  capacity  varies  greatly  in  rocks  of  different  classes,  ranging 
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Mr.  from  i%  or  less  in  quartzites  to  5%  in  shales  and  limestones,  and  25% 
^  '  or  more  in  sandstones.  Many  engineers  can  recognize  the  various 
major  varieties  of  rock,  but  the  numerous  errors  in  determination 
which  are  indicated  by  the  reading  of  engineering  literature  show 
that  it  would  be  far  safer  to  rely  on  a  geologist  than  to  leave  rock 
determinations  to  guesswork. 

Fissuring  of  Rochs. — Fissures  in  rocks  have  been  mentioned  by 
several  engineers  as  a  factor  in  natural  flood  regulation.  Broadly 
speaking,  rock  fissures  are  of  four  general  types:  cleavage  planes, 
bedding  planes,  joints,  faults,  or  other  fracture  planes,  and  solution 
passages. 

The  cleavage  planes,  limited  chiefly  to  slates,  and  the  bedding 
planes  of  sedimentary  rocks,  are  commonly  potential  rather  than 
actual  fissures,  and,  even  when  open  sufficiently  to  admit  water,  take 
it  up  and  deliver  it  very  slowly.  They  affect  the  flood  heights  but 
little,  their  office  being  that  of  feeders  and  regulators  of  low-water 
flows. 

The  openings  along  joint  or  fault  planes  are  rarely  more  than  a 
fraction  of  an  inch  in  diameter,  and  although  of  more  importance  than 
cleavage  and  bedding  planes,  they  are  likewise  regulators  of  ground- 
water flows  in  low-water  stages,  rather  than  factors  in  floods. 

The  solution  passages  in  limestones,  on  the  other  hand,  are  often 
many  feet  in  diameter.  The  Mammoth  Cave  of  Kentucky,  with  its 
large  passages  several  miles  in  length,  is  an  example  of  this  type. 
It  is  now  abandoned  by  the  stream  that  formed  it,  but,  elsewhere, 
similar  channels  are  still  occupied  by  underground  rivers.  The  writer 
has  seen  such  a  stream  on  the  outskirts  of  the  Ozarks,  in  Missouri, 
where  a  torrent  several  feet  in  width  and  a  foot  or  more  in  depth 
rushed  along  underground  with  rapids  and  falls  like  those  of  a 
surface  stream. 

Such  solution  passages  are  natural  tunnels  capable  of  carrying 
immense  volumes  of  water.  Nevertheless,  notwithstanding  their  fre- 
quency and  large  capacity,  they  are  rarely  elements  of  importance 
in  floods,  as  they  replace  rather  than  supplement  the  normal  surface 
drainage.  Practically  all  of  them  are  above  the  normal  drainage 
levels  of  the  main  streams,  or  those  in  which  floods  are  likely  to  occur, 
and  lead  from  limestone  sink-holes  or  other  openings  in  the  hills  down 
to  the  main  valleys  which  determine  the  levels  of  their  outlets.  Al- 
though they  can  lead  water  down  to  a  flooded  stream,  they  can  seldom, 
in  the  absence  of  lower  outlets,  take  it  away. 

If  clogged,  a  certain  quantity  of  water  is  somotimes  held  back, 
but  this  is  often  compensated  by  the  breaking  loose  of  obstructions 
previously  formed  in  other  passages,  and  the  sotting  free  of  waters 
to  be  added  to  the  flood. 
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It  is  to  be  noted,  however,  that  in  a  few  localities  streams  of  con-  Mr. 
siderable  size  are  laiown  to  flow  at  heights  of  several  hundred  feet 
above  adjacent  streams.  If  in  a  limestone  region,  a  solution  passage 
might  take  away  a  large  proportion,  if  not  the  entire  volume,  of  the 
higher  stream,  but  the  quantity  taken  from  the  upper  stream  would 
be  added  to  that  of  the  lower,  where  the  flood  conditions  might  be 
even  more  serious. 

It  is  apparent,  therefore,  that  solution  passages  may  be  a  real 
factor  in  floods,  and,  though  not  a  common  element,  are  sufficiently 
frequent  to  demand  recognition.  In  storage  reservoirs,  where  the 
water  is  held  above  both  the  normal  drainage  and  ground-water  levels, 
they  are  often  of  paramount  importance,  and  great  precautions  are 
necessary  to  prevent  damage  or  loss  through  their  agency.  The  reser- 
voir failure  at  Johnson  City,  Tenn.,  on  January  10th,  1913,  is  an 
example  of  failure  from  neglect  of  solution  passages. 

Geological  Factors  of  Ground-Storage. 

The  storage  capacity  of  the  sands  and  gravels  of  alluvial  deposits 
adjoining  a  stream  is  a  factor  of  considerable  importance  in  flood 
regulation.  The  pore  spaces  of  such  materials  commonly  range  from 
25  to  35%  of  their  volume,  and  although  the  residual  moisture  already 
present  may  reduce  this  very  materially,  there  is  usually  an  available 
porosity  of  from  10  to  25  per  cent.  In  other  words,  10  ft.  of  gravel 
will  take  up  the  equivalent  of  from  1  to  2^  ft.  of  water.  Of  course, 
if  the  rise  of  the  flood  is  slow,  the  gravels  will  often  fill  with  ground- 
waters from  the  hills,  but,  in  sudden  floods,  the  ground-waters  have 
insufficient  time  to  respond  to  change  of  level,  and  adjacent  sands 
and  gravels  will  become  filled  from  the  river.  The  inflow  into  the 
gravels  is  often  quite  rapid.  In  one  case  observed  by  the  writer  a 
cellar  100  ft.  from  a  stream  subject  to  sudden  fluctuations  was  filled 
to  stream  level  with  a  lag  of  less  than  2  hours. 

It  is  apparent,  therefore,  that,  under  favorable  conditions,  the 
storage  capacity  of  adjacent  deposits  may  be  a  prominent  factor  in 
floods,  and  geological  studies,  to  determine  their  location,  extent,  and 
availability,  are  highly  desirable.  In  such  studies,  the  aim  should  be 
to  determine,  in  addition,  the  presence  or  absence  of  buried  rock 
masses  which  might  limit  the  storage  capacity  of  a  particular  forma- 
tion. Buried  barriers  of  rock  opposing  the  free  movement  of  the 
underflow  and  bringing  it  to  the  surface  to  be  added  to  the  floods 
should  likewise  be  located  whenever  possible.  The  position  of  buried 
channels,  if  present,  should  be  determined,  for  they  may  provide 
outlets  for  the  underflow  at  high-water  stages  when  not  available 
at  low  stages,  or  may  at  least  afford  additional  storage. 
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Mr.  Limited  Value  of  Sedimentation  Basins. 

Fuller. 

Moving  water  will  always  carry  its  full  load  of  sediment  if  the 
material  is  available.  It  is  a  geological  principle  that,  if  it  does  not 
already  have  such  a  load,  a  stream  will  pick  it  up  from  its  bed  or 
banks  until  it  is  fully  loaded.  The  greater  portion  of  the  coarse 
material  imder  transportation  by  a  stream  is  carried  only  a  short 
distance.  It  is  picked  up  where  the  current  is  accelerated,  the  scour 
often  extending  to  depths  of  30  ft.  or  more,  but  it  is  deposited  in 
large  measure  as  soon  as  the  current  is  checked.  Only  the  finer  and 
relatively  harmless  silts  become  a  permanent  addition  to  the  water. 
In  the  course  of  time,  by  innumerable  repetitions  of  the  process 
described,  the  coarser  material  is  carried  to  points  far  distant  from 
its  source,  but  very  little  except  the  finer  silts  is  transported  to 
any  considerable  distance  during  a  single  flood. 

For  these  reasons,  it  appears  that,  as  a  general  rule,  sedimentation 
basins  may  be  expected  to  be  of  limited  value,  although,  as  local  pro- 
tection, they  may  occasionally  be  entirely  successful. 

Levees. 

A  levee  system,  by  confining  the  current  of  a  stream,  tends  to 
intensify  the  scour,  and,  for  the  same  reason,  subsequent  deposition 
may  be  hindered.  In  the  long  run,  river  bank  erosion  is  reduced, 
and  such  deposition  as  occurs  is  probably  less  harmful  than  along 
an  uncontrolled  channel. 

Outlets. 

The  value  of  natural  or  artificial  outlets  depends  to  a  considerable 
extent  on  geological  conditions.  An  outlet  may  present  a  shorter 
line  of  discharge  and  a  straighter  course  than  the  existing  channel; 
but,  unless  the  water  can  get  into  it  freely,  it  is  not  likely  to  be 
utilized  by  a  stream.  The  inlet  to  it  must  be  free  from  obstructions 
and  in  line  with  the  natural  swing  of  the  current,  and  the  banks  must 
not  cave  (in  proportion  to  the  volume  of  water)  more  than  those 
along  the  existing  outlet. 

If  any  cimsiderable  volume  of  water  follows  a  new  outlet,  tempo- 
rary relief  is,  indeed,  afforded,  but  the  improvement  is  not  permanent. 
Either  the  new  or  the  old  channel  will  soon  silt  up,  and  the  final 
condition  will  be  no  better  than  before.  The  Hwang-Ho,  in  East 
China,  shifted  its  mouth  a  distance  of  275  miles  in  1852,  but  flood 
conditions  are  said  to  have  been  accentuated  rather  than  relieved. 

Necessity  for  More  Comprehensive  Studies  of  Streams. 

The  Government,  in  connection  with  its  comprehensive  and  detailed 
studies  of  the  Mississippi  and  its  larger  tributaries,  has  secui*ed  very 
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complete    data    on    erosion,    transportation,    and    deposition    by    low-     Mr. 
gradient  streams,  especially  in  their  lower  reaches.     There  is,  however, 
a  deficiency  of  data  pertaining  to  the  upper  reaches  and  at  the  head- 
waters. 

It  is  evident  that  the  conditions  in  the  upper  portions  of  most 
large  streams  are  entirely  different  from  those  in  the  lower  portions. 
In  the  latter,  notwithstanding  the  wholesale  caving  of  the  banks, 
the  excavation  of  cut-offs,  etc.,  deposition  predominates,  and  stream 
beds,  flood-plains,  and  estuarine  deposits  are  being  gradually  built  up. 
On  the  middle  reaches  erosion  and  deposition  are  more  nearly  balanced, 
and  the  conditions  as  regards  flood-control  are  essentially  different. 
In  the  upper  reaches  and  head-waters,  erosion  usually  predominates, 
and  flood  conditions  differ  materially  from  those  of  either  the  lower 
or  middle  reaches. 

In  many  of  the  smaller  drainage  basins,  such  as  those  oi  several 
of  the  Ohio  tribiitaries,  all  three  conditions  are  represented  within 
comparatively  short  distances,  and  no  one  set  of  laws  of  erosion  and 
deposition  will  apply.  The  data  derived  from  the  Mississippi  studies 
may  be  applicable  to  the  lower  reaches  of  these  streams,  but  there 
is  a  decided  deficiency  of  information  as  to  the  behavior  and  work 
of  the  streams  in  their  upper  sections. 

The  result  of  this  deficiency  of  knowledge  of  the  behavior  of  the 
swifter  streams  is  illustrated  by  the  destruction  of  many  railroads  at 
various  times  in  the  past  in  the  canyons  of  the  West,  especially  along 
the  San  Pedro  line  between  Los  Angeles  and  Salt  Lake  City,  which 
was  rebuilt  for  long  distances  after  its  destruction  by  flood  about 
6  years  ago. 

The  question  of  run-off  needs  more  careful  consideration,  espe- 
cially the  effect  on  it  of  forestation,  with  a  view  of  fixing  quantitative 
values  that  may  be  depended  on  with  more  certainty  than  is  now 
possible. 

Flood  depths  and  flood  velocities  in  mountainous  and  hilly  regions 
need  more  extended  investigation  in  order  that  the  limits  of  danger 
may  be  more  definitely  fixed.  This  is  often  even  more  important  than 
similar  investigations  in  the  flood-plain  sections,  as  the  floods  are 
more  sudden,  more  uncontrollable,  and  more  destructive  than  in 
regions  of  the  latter  type. 

The  size  and  nature  of  the  material  available  for  transportation 
are  also  important  factors  in  floods.  Structures  that  might  withstand 
the  water  alone  may  fail  under  a  bombardment  of  boulders,  often 
hundreds  and  sometimes  thousands  of  pounds  in  weight,  which  are 
swept  along  by  mountain  torrents.  More  information  is  also  needed 
as  to  the  effects  of  bends  of  various  radii  in  the  canyons  and  valleys, 
as  well  as  the  influence  on  floods  of  narrowings  of  the  valley  walls. 
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Mr.  Many  of  the  factors  mentioned  are  geological  in  their  nature,  and 

^^'  their  investigation  would  naturally  take  place  in  connection  with 
that  of  the  numerous  other  geological  problems  involved  in  flood  regu- 
lation or  control. 

Final  Statement. 

A  few  of  the  geological  factors  entering  into  the  problem  of  flood 
control  and  prevention  have  been  stated  briefly.  Many  others  would 
undoubtedly  develop  in  the  field.  The  writer  believes  that  some  of 
these  factors  will  be  generally  acknowledged  as  of  unquestionable  im- 
portance. At  any  rate,  it  is  not  safe  to  pass  them  by  without  mature 
consideration  in  any  broad  investigation  of  floods. 
Mr.  Gerard  H.  Matthes,*  M.  Am.  See.  C.  E.  (by  letter). — The  writer 

■  endorses  very  heartily  the  reconunendation  contained  in  the  Report 
of  the  Special  Committee  on  Floods  and  Flood  Prevention,  urging 
the  establishment  and  unification  of  systematic  rainfall,  run-off,  and 
flood  observations  covering  the  entire  United  States  in  far  greater 
detail  than  has  yet  been  attempted;  also,  the  recommendation  contained 
in  the  Minority  Report,  urging  the  creation  of  a  special  agency,  sup- 
ported by  adequate  appropriations,  for  carrying  on  this  work.  Out 
knowledge  of  floods  in  general  is  sorely  in  need  of  systematic  develop- 
ment; the  recommendations  referred  to  indicate  the  first  logical  step 
to  that  end. 

There  is  a  crying  need  for  carefully  compiled  chronological  flood 
data  showing  dates  of  occurrence,  flood  heights,  distribution  and  quan- 
tities of  rainfall,  rates  of  run-off,  and  notes  as  to  what  tributaries  were 
directly  responsible  for  the  formation  of  flood  crests,  for  all  rivers  of 
importance,  and  including  also  the  lesser  streams  which,  owing  to 
geographical  or  commercial  conditions,  present  special  flood  problems. 
The  writer  believes  that  the  Committee  can  render  the  Profession  no 
greater  service  than  by  outlining  a  plan  of  procedure  for  collecting, 
collating,  and  publishing  such  facts  systematically. 

A  review  of  available  river  stage,  stream  flow,  and  rainfall  data 
reveals  a  deplorable  lack  of  accurate  statistics  pertaining  to  either 
floods  or  to  extreme  low-water  conditions.  Yet,  these  two  subjects  are 
of  more  economic  importance  than  any  others  pertaining  to  the 
regimen  of  streams.  Floods  are  at  present  attracting  unusual  interest; 
low-water  stages  and  droughts  will  probably  become  of  more  and  more 
interest  as  time  goes  on.  As  matters  now  stand,  the  practising  engi- 
neer, who  is  required  to  study  and  report  on  means  for  abating  flood 
damage  in  a  given  locality,  finds  three  distinct  classes  of  information 
at  his  command: 

1. — River  stage,  stream  flow,  and  rainfall  observations,  made  under 
^  the  direction   of  Federal  and  State  bureaus,  and  of  certain 
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corporations,  all  of  which  observations  are  more  or  less  readily     Mr. 

obtained  in  printed  form.     In  this  class  belong  also  miscel-     ^     ^^' 

laneoiis  data  piiblished  in  technical  journals. 
2. — Data  pertaining  to  floods  which  antedate  the  periods  covered 

by  existing  records,  and  concerning  which  but  little  has  been 

published  in  teclinical  publications. 
3. — High-water  marks. 

Each  class  of  data  possesses  limitations  of  its  owoi,  as  will  appear 
from  the  following  considerations.  Data  of  Class  1  are  generally  re- 
garded as  affording  the  most  reliable  information.  Unfortunately, 
river  stage  records  are  available  for  comparatively  few  streams,  and 
rainfall  records  are  obtained  at  illogically  distributed  points.  The 
average  river  stage  record  does  not  cover  more  than  20  years,  a  period 
entirely  inadequate  for  studying  floods  with  reference  to  their  fre- 
quency. Even  40-year  records,  of  which  a  number  are  in  existence,  are 
inconclusive  in  this  respect,  because  they  contain  rarely  more  than 
one  extraordinary  flood.  The  principal  short-coming  of  such  records, 
however,  is  that  they  were  obtained  primarily  to  supply  information 
of  a  general  nature,  and  not  to  afford  specific  information  regarding 
floods.  This  fault  has  been  recognized,  and  is  being  remedied.  The 
United  States  Geological  Survey  and  the  United  States  Weather 
Bureau,  in  recent  years,  have  instructed  their  observers  to  record  the 
maximum  or  crest  stage  of  each  flood,  and  in  case  of  flood  stages 
caused  by  back-water  from  ice  jams,  to  make  notes  to  this  effect. 
Previous  to  this  there  was  no  definite  practice,  some  observers  report- 
ing readings  taken  at  the  customary  hour,  others  reporting  the  crest 
stage  without  stating  in  all  instances  the  time  of  its  passing.  Others 
took  sufficient  interest  to  obtain  a  series  of  readings  during  a  flood, 
but  the  Bureau,  in  publishing  the  record,  contented  itself  with 
averaging  them  and  printing  the  meaningless  figure  thus  obtained 
as  representing  the  average  gauge  height  for  the  day.  This  practice 
is  still  in  vogue  in  some  quarters.  Many  flood  heights  published  by 
the  Signal  Service  and  the  Weather  Bureau  in  their  earlier  reports, 
on  investigation,  have  proved  to  be  distortions  caused  by  ice  jams, 
and  are  not  to  be  taken  as  indications  of  flood  discharge.  Failure  on 
the  part  of  engineers  to  investigate  and  check  up  such  records  before 
using  them  has  resulted  in  the  indiscriminate  use  of  observations 
which  are  not  comparable.  Some  engineers  believe  that  inaccuracies 
and  inconsistencies  of  the  kind  referred  to  are  not  likely  to  affect  their 
conclusions  one  way  or  another.  Others,  unaware  of  the  defects,  have 
taken  the  records  for  gospel  truth,  and  with  painstaking  care  have 
made  them  the  basis  of  mathematical  and  graphical  studies,  assigning 
to  them  a  value  which  is  wholly  unwarranted. 
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Mr.  There  is  an  urgent  need  for  a  complete  revision  of  all  published 

river  stage  records  and  stream  flow  data,  in  so  far  as  they  relate  to 
floods.  The  importance  of  this  matter  cannot  be  over-emphasized.  A 
revision  of  this  kind  was  undertaken  some  time  ago  by  the  Water 
Supply  Commission  of  Pennsylvania  for  the  streams  of  that  State,  as 
a  result  of  which  many  of  the  theretofore  published  maximum  rates 
of  rim-off  have  been  materially  increased.  The  writer's  studies  in 
this  field  lead  him  to  believe  that  probably  50%  of  the  maximum  run-off 
figures  published  by  various  authorities,  among  them  the  much  quoted 
ones  of  the  late  Emil  Kuichling,  M.  Am.  Soc.  C.  E.,  do  not  represent 
crest  stages  at  all,  but  are  based  on  unscientific  observations  of  the 
kind  just  alluded  to,  and  are  not  even  reliable  24-hour  averages.  The 
seriousness  of  this  state  of  affairs  is  not  generally  recognized,  and  de- 
serves the  earnest  attention  of  the  Committee. 

It  is  generally  recognized  that  the  number  of  river  and  rainfall 
stations  should  be  greatly  increased.  Co-operation  between  the  Federal 
Government  and  individual  States  has  given  good  results  in  some  cases. 
As  an  instance  of  what  may  be  accomplished  by  a  State  acting  inde- 
pendently, may  be  cited  Pennsylvania,  which  in  1907  took  over  from 
the  U.  S.  Geological  Survey  a  score  of  river  stations,  and  has  increased 
this  number  until  at  present  observations  are  received  from  more  than 
100  stations. 

The  development  of  our  knowledge  of  floods  by  continuing  existing 
records  and  starting  new  ones  is  only  one  phase  of  the  subject;  the 
other  phase  is  to  gain  knowledge  concerning  floods  which  took  place 
before  regular  observations  were  begun.  This  involves  the  collecting 
and  collating  of  data  of  Class  2. 

Much  valuable  information  concerning  floods,  their  heights  and 
causes,  is  obtainable  by  consulting  the  files  of  historical  societies, 
public  and  private  libraries,  newspapers,  old  diaries,  private  records, 
and  unpublished  matter  of  various  kinds.  Extensive  researches  by 
the  writer  in  this  field  have  taught  him  that  there  is  a  vast  quantity 
of  good  material  awaiting  him  who  will  take  the  trouble  to  unearth  it. 
Such  material,  when  properly  interpreted,  and  utilized  with  care,  so 
as  to  eliminate  erroneous  data,  can  be  made  of  great  value,  covering 
as  it  usually  does  the  major  portion  of  the  history  of  any  river,  in  point 
of  time.  Obviously,  a  150-year  record,  consisting  of  fairly  complete 
data  relating  to  great  floods,  will  be  of  much  greater  value  in  determin- 
ing a  future  flood  control  policy,  than  a  40-ycar  record  of  daily  gauge 
heights  obtained  on  the  same  stream  by  a  $5  per  month  uneducated 
observer. 

Some  attempts  have  been  made  to  compile  flood  records  for  a  few  of 
the  more  important  streams  of  the  United  States,  the  data  extending 
b:ick  to  the  earliest  days  of  settlement.     Tlie  reason  more  has  not  been 
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done  along  this  line  is  that  it  has  not  been  made  anybody's  business  to  _  Mr 
attend  to  it,  and  because,  also,  of  a  certain  amount  of  prejudice  generally 
prevailing  against  the  use  of  non-technical  data.  Federal  and  State 
bureaus  have  made  little  effort  to  collect  information  of  this  kind, 
principally  for  lack  of  appropriations,  and  partly  because  of  inertia  to 
be  overcome  in  stepping  out  of  the  beaten  paths  of  regular  routine. 
The  nearest  approach  to  work  of  this  kind  was  undertaken  by  the 
Water  Resources  Branch  of  the  U.  S.  Geological  Survey,  when,  in 
Water  Supply  Papers  i!^os.  96,  147,  and  162,  it  published  accounts  of 
destructive  floods  during  the  years,  1903,  1904,  and  1905,  respectively, 
including  many  references  to  early  floods.  The  Weather  Bureau  has 
also  listed  early  floods  for  a  few  streams.  Without  doubt,  both  these 
bureaus  i)ossess  a  large  quantity  of  material,  which,  if  carefully  checked 
and  amplified,  would  become  most  valuable  contributions  to  flood 
literature.  In  its  present  condition,  such  information  lies  dormant, 
and  is  of  no  benefit  to  the  Profession. 

Reverting  next  to  Class  3,  High-water  marks,  it  appears  that  man- 
kind, since  the  earliest  times,  has  manifested  a  keen  interest  in  the 
destructive  action  of  rivers.  Before  the  days  of  regular  observations, 
it  had  become  a  frequent  practice  to  perpetuate  by  permanent  marks 
the  height  attained  by  great  floods.  The  extent  to  which  this  has  been 
done  along  the  streams  in  the  early  settled  portions  of  the  United 
States  is  remarkable,  as  will  be  testified  to  by  those  who  have  had  oc- 
casion to  make  systematic  search  for  such  marks.  Here,  as  elsewhere, 
in  dealing  with  information  pertaining  to  floods,  it  is  of  the  utmost 
importance  to  guard  against  errors,  and  it  is  necessary  to  check  the 
marks,  not  only  against  each  other,  but  by  comparing  the  information 
which  they  furnish  with  that  obtained  from  accounts  and  other  data. 
When  made  on  factories,  mills,  pumping  stations,  and  bridges  by  the 
mechanics,  millers,  or  engineers  thereof,  such  marks,  as  a  rule,  are  well 
recorded  and  reliable. 

The  present  condition  of  our  knowledge  of  floods  is  such  that  few 
practising  engineers  are  placed  in  a  position  where  they  can  utilize 
to  advantage  any  one  of  the  three  classes  of  flood  data  here  discussed. 
Lack  of  facilities,  and  lack  of  access  to  old  files  or  other  sources  of  in- 
formation stand  in  the  way,  and  frequently  the  problem  must  be  solved 
by  guesswork  where  reliable  data  might  have  been  used  had  they  been 
available  in  conveniently  accessible  form.  It  should  be  made  the 
province  of  Federal  or  State  bureaus  to  remedy  this  condition.  To  do 
so  calls  for  considerable  research  and  academic  work,  neither  of  which 
should  devolve  on  the  practising  engineer,  or  become  a  source  of  ex- 
pense to  his  client. 

In  conclusion,  the  writer  wishes  to  state  that  it  is  to  bei  [regretted 
that  the  duties  of  the  Committee  were  limited  to  the  investigation  of 
flood  matters  only ;  they  should  have  included  an  investigation  of  low- 
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Mr.  water  conditions.  The  subjects  are  closely  related,  and  the  methods 
■  which  may  be  utilized  for  systematizing  the  knowledge  concerning  the 
one  could  without  doubt  be  made  to  apply  to  the  other.  It  is  to  be 
hoped  that  this  important  feature  will  not  be  overlooked  when  an  agency 
is  created  such  as  suggested  in  the  Minority  Report.  Such  an  agency 
could  handle  advantageously  matters  relating  to  low  as  well  as  to  high 
water.  Great  floods  have  left  their  imprints  where  they  may  be  seen 
for  generations  to  come;  but  low- water  stages  have  left  no  such  records 
behind  them.  Unless  an  effort  is  made  soon  to  trace  back  the  happen- 
ings of  this  class  which  took  place  in  years  past,  it  will  become  increas- 
ingly difficult  to  glean  much  on  this  important  subject. 

Mr.  H.  K.  Barrows,*  M.  Am.  Soc.  C.  E.   (by  letter). — The  writer  has 

'  been  much  interested  in  the  report  of  the  Special  Committee  on  Floods 
and  Flood  Prevention,  the  Minority  Report  by  Mr.  Knowles  submitted 
therewith,  and  the  subsequent  discussions  by  Messrs.  Eakin,  Hill,  Leigh- 
ton,  Grant,  and  Groat. 

The  writer  is  in  general  accord  with  the  suggestions  made  by  ^[r. 
Knowles  in  the  way  of  amplifying  the  report  of  the  Committee,  and 
particularly  with  regard  to  a  special  National  agency  for  making  gen- 
eral studies  of  the  subject  of  floods  and  flood  prevention  and  procuring 
systematic  and  comprehensive  data  necessary  for  carrying  on  such 
studies. 

Mr.  Grant  states  the  situation  exactly  when  he  says  that  data  are 
not  now  available  with  which  to  design  intelligently  and  economically 
the  works  to  carry  out  the  purposes  contemplated  by  the  enormous 
appropriations  for  river  regulation  and  water  conservation  which  have 
been  urged  continually  before  Congress. 

The  Water  Resources  Branch  of  the  United  States  Geological 
Survey  is  the  only  Government  Bureau  carrying  on  systematic  river 
measurements,  and,  up  to  the  present  time,  its  appropriation  for  this 
purpose  has  been  very  limited.  The  entire  amount  appropriated 
annually  for  gauging  purposes  is  only  $150  000,  which  is  only  partly 
available  for  river  measurements  and  must  also  be  used  for  the  admin- 
istrative and  other  expenses  of  this  Bureau.  This  sum  is  absurdly 
small,  and,  in  the  writer's  judgment,  the  Committee  could  well  make 
a  specific  recommendation  to  aid  in  the  advancement  of  our  knowledge 
relative  to  floods  and  other  river  conditions  by  urging  strongly  upon 
Congress  that  the  amount  of  this  appropriation  be  increased  very  mate- 
rially. When  the  great  value  of  such  data  is  considered  from  the  point 
of  view,  not  only  of  flood  investigation,  but  of  water  power  and  water 
supply  in  general,  it  would  seem  that  the  annual  appropriation  for 
this  j)urpose  should  be  at  least  $500  000. 

The  discussion  of  the  use  of  levees  in  flood  prevention  brings  out 
clearly   the   fact    that   on    large    interstate   streams    a    comprehensive 
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sclienie  for  the  entire  river  should  be  developed,  as  the  use  of  levees      Mr. 
often  means  a  change  in  hydraulic  gradient  at  flood  times  extending 
manv  miles  up  stream  from  the  point  of  the  works. 

Although  the  necessity  for  the  use  of  levees  in  the  lower  Missis- 
sippi seems  to  have  been  proved,  the  writer  is  not  greatly  impressed 
by  the  figure  of  1  365  000  000  000  cu.  ft.  cited  by  the  Committee  as  the 
storage  capacity  of  levees  on  the  Mississippi  between  the  mouths  of 
the  Ohio  and  Red  Rivers.  Although  the  figures  in  themselves  are 
large,  it  must  be  kept  in  mind  that  the  eifect  of  storage  capacity  on 
a  stream  depends  on  the  tributary  drainage  area  as  well  as  the  quantity 
of  storage.  The  total  drainage  area  of  the  Mississippi  above  the  Red 
River  is  about  1259  000  sq.  miles,  and  the  1365  000  000  000  cu.  ft. 
of  storage  capacity  between  levees  corresponds  to  a  little  less  than 
i  in.  in  depth  over  this  drainage  area,  a  quantity  which  obviously  of 
itself  is  not  of  great  importance  in  retarding  flood  waters.  Considering 
only  the  drainage  area  of  about  329  000  sq.  miles  between  the  Ohio 
and  Red  Rivers,  the  storage  in  the  levees  would  be  only  about  1.8  in. 
in  depth  orer  this  area,  or  not  enough  to  affect  greatly  the  run-off 
of  even  this  smaller  district.  The  writer  agrees  with  Mr.  Knowles 
in  this  respect,  that  the  potential  storage  over  the  surrounding  country 
and  overflowed  land  is  much  greater  than  the  volume  confined  between 
levees.  The  important  function  of  the  levees  is  in  increasing  the 
carrying  capacity  of  the  channel  and  confining  the  flow,  rather  than 
in  storage. 

The  recent  report  of  the  Miami  Conservancy  District  is  an  excellent 
example  of  an  intelligent  solution  of  the  flood  problem  on  one  stream 
wholly  within  one  State.  For  the  larger  or  more  extended  problems 
involving  interstate  streams,  obviously,  studies  should  be  made  by 
some  National  agency,  and  the  writer  believes  that  the  Committee 
might  well  take  a  more  positive  stand  on  this  matter  and  urge  the 
creation  of  such  an  agency,  supported  by  an  adequate  appropriation. 

N.  C.  Grover,*  M.  A^r.  Soc.  C.  E.  (by  letter).— With  the  occu-  Mr. 
pancy  of  the  river  banks  and  bottom  lands  by  cities,  towns,  and  farms,  ''"^*^''- 
the  damages  caused  by  floods  have  increased,  until  the  problem  of 
their  control  has  become  of  National  importance.  Recent  disastrous 
floods  have  led  to  the  appointment  of  municipal,  State,  and  Federal 
commissions  for  the  study  of  local  conditions  or  special  phases  of 
the  flood  problem.  The  appointment  of  a  Special  Committee  of  the 
American  Society  of  Civil  Engineers  for  study  and  report  on  floods 
and  their  prevention  is  a  manifestation  of  the  interest  in  and  im- 
portance of  the  problem. 

The  duty  of  the  Society  to  make  a  broad,  comprehensive,  and 
unbiased  study  of  the  flood  situation  having  been  recognized  by  the 
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Mr.  appointment  of  this  Committee,  a  heavy  burden  of  responsibility  rests 
on  the  membership  in  its  attempt  to  guide  the  various  governmental 
organizations  to  an  adequate  solution  of  the  flood  problems.  The 
Society  must  now  see  to  it  that  this  responsibility  is  discharged  prop- 
erly and  adequately,  and  its  final  action  should  be  sound  in  principle, 
broad  in  scope,  and  definite  in  application,  so  that  it  may  serve  as  a 
basis  for  safe,  adequate,  and  unbiased  legislation. 

At  the  present  time  flood  work  is  scattered  through  many  organiza- 
tions. Several  States  and  municipalities  have  investigated  local  flood 
problems.  The  United  States  Weather  Bureau  has  developed  an 
efficient  service  for  flood  warnings  on  the  principal  rivers  of  the 
country,  and  has  collected  many  valuable  records  of  river  stage.  The 
United  States  Geological  Survey  has  collected  many  records  of  flood 
discharge,  as  a  part  of  its  work  in  systematic  stream  gauging,  and 
has  made  topographic  maps  of  river  basins  and  of  reservoir  sites  that 
are  invaluable  in  a  study  of  floods  and  their  control.  The  Corps  of 
Engineers,  United  States  Army,  has  charge  of  all  construction  on 
navigal)le  streams,  and,  incidentally,  has  collected  much  information 
relative  to  floods  on  such  streams.  Each  of  these  various  organizations 
has  conducted  its  work  in  full  recognition  of  the  work  of  the  others, 
but  with  little  actual  co-operation.  There  has  been,  however,  no 
organization  to  undertake  a  broad,  comprehensive .  study  of  the  whole 
problem. 

Flood  i)roblems  range  in  complexity  and  importance  from  those 
surrounding  a  local  flood  affecting  only  a  small  area  in  a  single  State 
to  those  involving  the  welfare  of  the  people  of  several  States,  or  even 
important  international  questions.  Present  methods  of  treatment  are 
almost  invariably  local  and  piecemeal,  without  proper  consideration 
of  the  general  situation,  of  possible  antagonistic  results  of  different 
projects  and  methods,  or  of  the  possibility  of  disastrous  effects  of 
projects  on  unimf)roved  parts  of  the  river  system.  They  do  not  bring 
about,  therefore,  that  general  orderly  improvement  in  the  condition 
of  river  stage  and  erosion  that  should  result  from  correct  and  adequate 
methods  of  treatment.  The  co-ordijiation  of  projects  according  to 
sound  and  harmonious  methods  should  also  eliminate  useless  efforts 
and  waste,  and  secure  the  desired  results  at  a  minimum  cost. 

The  elements  of  a  general  programme  for  Hood  control,  on  which 
recommendations  sliould  be  made  in  tiie  report  of  the  Society,  are: 

1. — The  development  by  appropriate  research  of  a  fuller  knowledge 
of  the  laws  of  river  hydraulics  and  i)liysiograpliic  jirocesses 
which  is  prerequisite  to  a  sound  practice  of  river  control; 

2. — The  expansion  and  improvement  of  methoils  of  control,  on 
the  basis  of  fuller  scientific  knowledge,  including,  possibly, 
vertical    as   well   as  horizontal   control   of  streams,    witli   con- 
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sequent  reduction  of  necessary  levee  heights,  contraction  of     Mf. 
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levee  systems,  and  elimination  of  harmful  reactions  between 

different  projects  and  methods; 
3. — The  co-ordination  and  standardization  of  the  collection  of  data 

as   to   quantity   of   water,   debris   in   transit,   and   consequent 

adjustment  of  grades  and  channel  forms; 
4. — Surveys  necessary  as  a  basis  for  the  design  of  regulatory  works, 

estimates  of  cost,  and  of  the  effects  of  such  works; 
5. — Agencies  to  be  used  in  collecting  data  and  in  building  and 

operating  the  necessary  structures; 
6. — Division  of  cost  of  such  structures  among  the  organizations 

co-operating,  or  the  parties  benefited; 
7. — Possible  combination  of  flood  control,  navigation,  water  power, 

drainage,  and  irrigation,  under  the  same  general  regulative 

programme ; 
8.— The   organization   of    a    special   Federal   bureau   equipped   to 

execute  a  full  programme  of  river  improvement. 

The  Report  of  the  majority  of  the  Special  Committee  on  Floods 
and  Flood  Prevention,  which  was  presented  at  the  Annual  Meeting, 
was  discussed  by  the  minority  as  a  Progress  Report.  The  Chair- 
man, later,  requested  that  the  report  be  considered  as  the  Final  Report 
of  the  Committee.  It  is  unsatisfactory  to  the  writer,  however, 
either  as  a  progress  or  a  final  report,  largely  because  of  its  apparent 
lack  of  clear  insight  into  several  important  phases  of  the  flood  question 
and  of  definite  suggestions  or  recommendations.  It  calls  attention 
only  to  the  need  for  additional  and  standardized  physical  data,  and 
discusses  certain  suggested  methods  of  flood  control  in  a  manner  that 
favors  those  now  in  vogue.  It  ignores  the  necessity  for  developing  a 
science  of  river  hydraulics  and  improving  the  practice  of  river  control, 
for  active  co-operation  of  agencies  in  collecting  data,  in  building  and 
operating  structures,  and  in  dividing  costs,  and  for  the  co-ordination 
of  all  flood  work  under  one  directing  head  and  in  one  programme. 
The  Minority  Report  is  a  great  improvement  on  that  of  the  majority, 
in  many  respects,  but  does  not  accomplish  the  purposes,  as  they 
appear  to  the  writer,  of  a  final  report  of  a  committee  of  this  Society. 

It  is  believed,  therefore,  that  both  the  Majority  and  Minority 
Reports  should  be  received,  the  Committee  discharged,  and  a  new 
committee  appointed  to  consider  again  the  important  problems  involved, 
in  the  hope  that  a  more  comprehensive  and  definite  report  may  serve 
as  a  basis  for  the  final  action  of  this  Society  on  the  important  problems 
involved  in  the  flood  situation. 
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mittee  has  wisely  called  attention  to  the  paucity  of  data  available  for 
studies  of  flood  control,  but  it  does  not  seem  consistent  in  the  same 
report  to  draw  definite  conclusions  with  respect  to  the  relative  merits 
of  the  various  methods  of  flood  control  and  flood  prevention.  The 
writer  agrees  with  the  statement  of  ^Ir.  Knowles,  on  page  1230, 
that  the  Committee  has  given  a  single  view  "on  controversial  sub- 
jects on  which  it  must  be  recognized  that  much  more  information 
can  and  should  be  obtained". 

For  example,  on  page  1228,  the  Committee  says: 

"As  you  proceed  down  stream  the  influence  of  reservoirs  on  flood 
prevention  rapidly  diminishes,  and  the  influence  of  levees  correspond- 
ingly increases  in  importance  as  a  method  of  flood  protection.  On 
the  lower  alluvial  reaches  of  long  rivers,  such  as  the  Mississippi  and 
Colorado,  they  afford  the  only  sure  means  of  flood  control." 

This  statement  is  not  correct  when  applied  to  the  Colorado  River. 
The  writer  has  recently  completed  a  report,  entitled,  "The  Colorado 
River  and  its  Utilization", f  in  which  it  is  shown  that  reservoirs  may 
prove  an  effective  rneans  of  preventing  floods  on  the  lower  Colorado. 
The  area  of  the  Colorado  River  Basin  is  244  000  sq.  miles.  The  pre- 
cipitation and  run-off  from  the  lower  half  of  the  basin  is  small  com- 
pared with  that  on  the  upper  half.  At  Yuma,  Ariz.,  92%  of  the 
annual  run-off  is  contributed  by  that  part  of  the  drainage  basin  lying 
above  the  Utah-Arizona  line,  which  is  700  miles  above  Yuma.  Green 
find  Grand  Rivers,  which  unite  to  form  the  Colorado  in  southeastern 
Utah,  drain  70  300  sq.  miles,  which  is  only  28.8%  of  the  Colorado 
River  Basin;  yet  these  rivers  contribute  76%  of  the  water  that  passes 
Yuma.  A  dam  constructed  to  raise  the  water  level  270  ft.,  imme- 
diately below  the  junction  of  Green  and  Grand  Rivers,  would  create 
a  reservoir  having  a  storage  capacity  of  8  600  000  acre-ft.  On  June 
14th,  1914,  a  maximum  flood  of  137  000  scc-ft.  occurred  at  Yuma. 
The  crest  of  this  flood  at  the  junction  of  Green  and  Grand  Rivers 
was  120  000  sec-ft.,  and  passed  that  point  on  June  3d.  By  utilizing 
the  reservoir  site  at  the  junction  of  the  Green  and  Grand,  this  flood 
of  137  000  sec-ft.  at  Yuma  could  have  been  reduced  to  17  000  sec-ft. 
This  reservoir  site  is  880  miles  by  river  above  Yuma,  and  about  1  000 
miles  above  the  mouth  of  the  Colorado.  It  is  clear,  therefore,  that 
in  this  basin,  at  least,  the  influence  of  reservoirs  on  flood  prevention 
does  not  rapidly  diminish  down  stream.  The  Colorado  tends  to  over- 
flow its  banks  in  the  vicinity  of  Yuma  at  the  25-ft.  stage  on  the  gauge. 
The  average  carrying  capacity  of  the  channel  at  the  25-ft.  stage  is 
about   f)0  000   sec-ft.     The   writer,   therefore,   believes   that  nearly   all 

♦  Salt  Lake  City,   Utah. 
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overflow  can  be  prevented  on  the  lower  Colorado,  and  that  the  flow  Mr. 
can  be  regulated  to  meet  the  demand  for  water  for  irrigation,  if  the 
reservoir  site  at  the  junction  of  Green  and  Grand  Rivers  is  utilized, 
and  detention  basins  and  reservoirs  are  constructed  on  the  San  Juan 
and  Gila  Rivers  for  the  purpose  of  reducing  the  violent  floods  that 
happen  occasionally  on  these  tributaries.  On  the  lower  reaches  of  the 
Colorado  the  river  bed  is  being  slowly  built  up,  and  at  the  present 
time  the  river  is  flowing  on  the  highest  ridge  of  its  delta.  When  the 
flow  of  the  Colorado  is  regulated,  the  cost  of  constructing  levees  and 
bank  revetments  will  be  reduced  to  a  minimum.  It  is  probable, 
therefore,  that  the  final  plan  for  the  control  and  prevention  of  floods 
on  the  Colorado  will  involve  the  construction  of  reservoirs,  detention 
basins,  and  levees. 

As  to  the  proper  methods  of  controlling  and  preventing  floods, 
there  are  nearly  as  many  opinions  as  there  are  engineers  engaged  in 
the  study  of  the  problem.  Each  drainage  basin  or  river  system  pre- 
sents a  different  problem,  and  perhaps  this  fact  accounts  for  the 
divergence  in  the  opinions  expressed  by  engineers  as  to  the  eflFective- 
ness  of  the  respective  methods  of  flood  control  and  flood  prevention. 
The  opinion  of  each  engineer  will  probably  be  influenced  largely  by 
conditions  in  drainage  basins  with  which  he  is  familiar. 

The  Committee,  no  doubt,  did  not  intend  its  report  to  be  inter- 
preted as  an  invitation  to  engineers  to  discuss  the  relative  merits  of 
reservoirs  versus  levees  as  a  means  of  flood  control,  but  the  discus- 
sions that  have  been  published  indicate  a  tendency  in  this  direction. 
To  the  writer  it  seems  no  more  consistent  for  engineers  to  discuss 
the  relative  merits  of  the  various  methods  of  flood  control  without 
confining  their  discussions  to  conditions  in  a  particular  basin  than 
it  would  be  for  two  engineers  to  debate  the  applicability  of  the  Cip- 
poletti  weir  vei'sus  the  current  meter  as  a  means  of  measuring  water, 
without  agreement  as  to  the  quantity  of  water  to  be  measured  and  the 
conditions  controlling  such  measurement.  One  engineer,  having  in 
mind  the  measurement  of  streams  in  which  the  maximum  discharge 
does  not  exceed  10  sec-ft.,  might  advocate  the  use  of  the  Cippoletti 
weir;  the  other,  having  in  mind  the  measurement  of  the  flow  of  the 
Mississippi  at  Xew  Orleans,  might  as  strongly  advocate  the  use  of 
the   current   meter. 

When  adequate  data  are  obtained,  reports  will  be  prepared  present- 
ing plans  for  the  control  of  floods  in  particular  drainage  basins. 
Discussion  of  such  reports  will  be  of  great  value,  in  that  it  will  con- 
centrate the  attention  of  engineers  on  specific  problems.  With  this 
concentration  of  effort,  in  solving  one  problem  at  a  time  with  but 
one  set  of  conditions,  no  doubt  most  engineers  will  come  to  agreement, 
and  possibly  all  will  agree  that  under  certain  conditions  a  reservoir 
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Mr.     may  serve  more  than  one  purpose;  that  in  some  drainage  areas  de- 
^    "^"  tention  basins  will  solve  the  problem;  that  in  others  reservoirs  must 
be  constructed;  and  that  on  long  rivers  it  may  be  necessary  to  con- 
struct check  dams,  detention  basins,  reservoirs,  and  levees. 

So  far  as  the  problem  of  flood  control  and  flood  prevention  is 
concerned,  it  would  seem  that  the  most  valuable  service  that  can  be 
performed  by  the  Engineering  Profession  at  present  is  that  of  urging 
(page  1234)  the  establishment  of  a  "special  agency,  supported  by  ade- 
quate appropriations,  for  the  purpose  of  studying  stream  regulation  in 
its  largest  sense,  and  under  whose  direction  all  data  shall  be  collated, 
according  to  uniform  standards  and  systems,  so  that  appropriate  de- 
velopment of  the  science  shall  be  made". 
^  Mr.  Farley  Gannett,*  Assoc.  M.  Am.  Soc.  C.  E.f  (by  letter).— After 

Gannett,  reading  the  report  of  the  Special  Committee  on  Floods  and  Flood 
Prevention,  the  thought  presents  itself:  ''What  is  to  be  done  next"? 
It  was  hoped  that  the  Committee  would  indicate  a  definite  course 
of  procedure  to  be  followed  in  order  to  accomplish  the  gradual 
reduction  of  the  flood  hazard,  but  it  seems  that  it  has  not  done  this. 
Some  members  of  the  Society  doubtless  expected  to  find  in  the  report 
tables  showing  the  magnitude  and  frequency  of  floods,  together  with 
flood  damage  estimates,  and  other  information,  but  it  is  thought  the 
Committee  was  wise  in  not  publishing  these  data.  Such  data  are 
most  useful  and  necessary  to  accomplish  the  control  of  floods,  and  their 
wide  distribution  would  facilitate  the  intelligent  construction  of  such 
works,  but,  without  a  bountiful  appro^iriation,  the  Committee  could 
not  have  been  expected  to  collect,  correct,  arrange,  and  tabulate  the 
vast  store  of  records  which  it  could  have  found  available.  A  list 
of  references  to  published  sources  of  flood  information,  however, 
would  have  been  a  useful  addition. 

Flood  data  should  be  collected,  studied,  analyzed,  revised,  and 
made  available  to  the  Profession;  and  would  not  such  work  be  a 
proper  avenue  for  the  expenditure  of  the  funds  of  the  Society?  Cer- 
tain States  are  undertaking  to  do  this;  the  United  States  Govern- 
ment, in  several  different  Bureaus,  is  doing  some  work  along  these 
lines;  individual  engineers  have  done  a  great  deal,  but  they  have 
not  the  resources  in  time  or  money  to  treat  the  data  in  the  proper 
way;  and,  therefore,  it  seems  that,  if  this  information  is  to  be  placed 
at  the  disposal  of  the  Profession,  the  American  Society  of  Civil  Engi- 
neers is  the  proper  organization  to  do  it,  even  though  it  may  cost 
many  thousands  of  dollars.  It  is  recognized  that  there  are  other  fields 
which  probably  deserve  equal  attention  by  the  Society,  and  that  all 
desirable  fields  cannot  be  covered  simultaneously,  but  is  there  a 
reason  for  doing  nothing  simply  because  all  cannot  be  done  at  once? 

♦  HarrlHburK.  Pa. 
t  Now  a  Mcinbrr. 
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The  Flood  Coniinittee  might  have  been  expected  to  publish  flood  Mr. 
height  and  damage  data  or  to  recommend  concurrent  State  and  National 
legislation  which  would  tend  toward  reducing  the  flood  hazard.  The 
latter  is  believed  to  be  bv  far  the  more  important.  It  is  one  thing, 
however,  to  recommend  remedial  legislation  and  another  thing  to  have 
it  adopted,  and  that  is  where  the  real  work  would  come. 

Channel  Reduction  by  Encroachments. — The  writer  must  disagree 
with  the  Committee  in  its  statement  that  "the  obstruction  of  the 
flood  plain  by  the  works  of  man  has  in  many  cases  largely  increased 
flood  heights  for  the  same  volume  of  discharge".  In  this  discussion 
we  are  dealing  with  great  and  damaging  floods  on  large  streams,  and,  as 
a  result  of  an  intensive  study  of  past  floods  and  experience  in  passing 
upon  proposed  encroachments  in  stream  channels,  in  enforcing  the 
laws  of  the  State  of  Pennsylvania  in  this  respect,  the  writer  thinks 
that,  except  for  small  floods  which  are  confined  within  well-defined 
channels,  river  bank  encroachments,  and  obstructions,  have,  with  but 
a  few  exceptions  in  Pennsylvania,  had  small  effect  on  flood  heights. 
When  floods  are  confined  to  channels  between  normal  banks,  their 
height  is  raised  by  bank  extensions,  bridge  piers,  buildings,  founda- 
tions, etc.,  but  great  floods,  in  Pennsylvania  at  least,  almost  everywhere 
leave  the  well-defined  channel  and  inundate  the  whole  valley  from 
hill  to  hill.  During  such  floods,  which  overtop  the  river  banks,  the 
extension  of  such  banks  makes  little  or  no  difference  in  the  gauge 
height  attained. 

With  small  streams  the  statement  of  the  Committee  applies  more 
truly,  however,  because  railroad  embankments,  highways,  etc.,  cross- 
ing such  streams  over  culverts  of  insufficient  capacity,  with  long, 
high  approach  fills,  often  retard  the  flow  and  back  up  the  water  to 
damaging  heights.  When  such  accumulations  of  water  finally  overtop 
the  embankments  and  cut  them  away,  the  damage  and  stage  below 
are  often  far  increased. 

On  Mill  Creek,  at  Erie,  Pa.,  with  a  tributary  water-shed  of  13 
sq.  miles,  $2  000  000  damage  was  done  by  a  flood  on  August  3d,  1915. 
This  was  the  third  great  flood  during  the  last  40  years,  each  doing 
vastly  more  damage  than  the  one  previous,  not  so  much  because  there 
was  more  water,  but  because  each  time  there  was  vastly  more  prop- 
erty, in  houses,  stores,  and  factories,  to  be  damaged,  and  also  because 
inadequate  culverts  carrying  streets  over  the  creek,  with  approach 
fills,  became  clogged,  backed  up  the  water,  were  overtopped,  and  the 
approaches  cut  away,  to  disgorge  the  accumulated  water  down  to 
the  next  culvert,  where  the  process  was  repeated. 

One  of  the  greatest  obstructions  which  can  be  placed  in  a  big 
river,  as  far  as  impeding  the  area  is  concerned,  is  a  masonry  arch 
bridge.     Yet  when  the  Cumberland  Valley  Railroad  Company  asked 
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Mr.  permission  to  place  such  a  structure  nearly  a  mile  long  over  the 
Gannett,  g^squehanna  River  at  Harrisburg,  it  was  found  that  its  effect  on 
an  estimated  maximum  flood  of  900  000  sec-ft.  (previous  actual  maxi- 
mum flood  TOO  000  sec-ft.)  would  be  to  raise  it  0.9  ft.  over  what  it 
would  be  without  a  bridge. 

Encroachments,  however,  are  going  on  in  every  place  where  no 
control  over  them  is  being  exercised;  and,  if  permitted  to  continue, 
will  in  time  become  of  consequence.  Heretofore,  except  at  a  certain 
limited  number  of  places  (considering  only  large  streams),  they  have 
not  become  of  damaging  dimensions,  but,  as  every  little  bit  tends 
in  the  wrong  direction,  all  encroachments  which  would  tend  to  restrict 
flood  discharge  below  safe  limits  should  be  prohibited.  Few  States 
have  legislation  on  this  subject.  Until  recently,  the  National  law 
regarding  the  building  of  structures  in  navigable  rivers  was  not 
enforced  from  this  point  of  view.  The  length  of  rivers  classed  as 
navigable  is  so  great,  and  the  corps  of  engineers  available  to  the  War 
Department  to  enforce  this  law  is  so  small,  that  an  attempt  to  carry 
out  its  provisions  is  only  made  at  certain  points. 

Pennsylvania  has  had  a  good  law,  well  enforced,  for  9  years,  con- 
trolling encroachments  along,  or  obstructions  in,  stream  channels, 
and  a  vast  benefit  has  resulted,  not  so  much  in  bettering  previously 
existing  conditions  as  in  preventing  worse  conditions  from  arising; 
and  improvements  over  previous  conditions  have  been  obtained  at 
many  points.  This  law  prevents  the  dumping  of  wastes  of  all  kinds 
over  river  banks,  unless  the  slopes  are  protected,  and  thus  tends  to 
reduce  silt  carriage  by  the  streams,  to  be  deposited  lower  down.  None 
of  the  neighboring  States  has  such  laws,  and  there  is  nothing  to 
protect  Pennsylvania  from  receiving  in  its  rivers  the  washings  of 
refuse  from  banks  in  States  up  stream. 

Such  a  law,  enacted  by  all  States,  modified  as  necessary  to  meet 
local  conditions,  is  a  prime  requisite  and  a  most  proper  recom- 
mendation for  the  Flood  Committee  to  make,  in  order  to  preserve  the 
streams  as  they  are,  prevent  them  from  getting  worse,  as  far  as  channel 
capacity  is  concerned,  and  to  effect  a  measure  of  improvement  when- 
ever opportunity  offers. 

The  Popular  Fear  of  Dams.— Another  thing  which  the  Society  can 
do  to  further  flood  control  is  to  assist  in  disabusing  the  public  mind 
of  the  idea  that  a  dam  is  a  dangerous  structure.  As  a  result  of 
several  disastrous  dam  failures,  two  of  them  in  Pennsylvania,  the 
public  has  the  idea  that  a  dam  is  bound  to  be  a  grave  source  of 
danger,  and  the  location  of  such  a  structure  above  a  city  a  menace. 
The  broadest  schemes  of  flood  control  cannot  be  developed  unless 
this  feeling  is  removed,  and  it  can  only  be  removed  by  a  concerted 
campaign  of  publicity  such  as  could  and  should  bo  carried  on  by 
the   American   Society  of   Civil   Engineers. 
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Surveys  and  estimates  at  Erie  showed  that  the  most  satisfactory  Mr. 
as  well  as  the  most  economical  method  of  controlling:  floods  in  Mill 
Creek  was  by  tlie  construction  of  a  detention  reservoir  and  a  conduit 
IS  ft.  wide;  but,  on  account  of  the  feeling  in  Erie  against  a  dam  of 
any  kind,  and  of  the  necessity  of  going  before  the  people  with  a 
bond  issue  election  for  funds  with  which  to  construct  the  flood 
control  works,  it  was  decided  to  adopt  an  alternative  plan  of  a 
much  larger  conduit  and  omit  the  dam  entirely,  at  an  added  cost  of 
more  than  $100  000.  It  was  believed  by  the  City  Commission  that 
if  a  plan  involving  a  dam  was  submitted  to  the  voters  the  bond 
issue  would  fail.  Without  the  dam,  the  bond  issue  of  $950  000 
carried  by  a  five  to  one  vote.  The  City  Commission  of  five  members 
was  unanimously  in  favor  of  the  plan  involving  a  dam,  as  opportunity 
was  afforded  to  convince  them  of  its  advantages  by  frequent  discus- 
sions; but  such  methods  could  not  be  applied  to  the  entire  population 
in  the  short  time  available.  Therefore  the  furtherance  of  a  propaganda 
favorable  to  dams,  and  the  spreading  of  the  conviction  that  dams 
are  not  dangerous,  would  be  an  important  function  which  the  Society 
could  assume  in  furthering  flood  control. 

Multiple  Use  of  Reservoirs. — The  writer  believes,  with  Gen.  Chit- 
tenden, that  reservoirs  may  be  utilized  satisfactorily  for  flood  control 
and  other  purposes  as  well.  He  had  occasion  to  work  out  this  prob- 
lem on  two  large  storage  projects,  and  in  one  of  these  cases  it  was 
thoroughly  proved  that  a  reservoir,  designed  primarily  for  increasing 
the  dry-weather  flow  for  industrial  use,  would  reduce  floods  in  the 
congested  section  of  the  river  below,  by  30%  in  height,  and  would 
practically  eliminate  damage.  In  the  other,  by  raising  a  proposed 
masonry  dam  for  water  power  a  very  few  feet,  almost  complete 
control  of  floods  on  a  water-shed  of  1  200  sq.  miles,  would  be  effected. 
In  the  former  case,  the  reservoir  is  long,  wide,  and  shallow,  covering 
30  sq.  miles,  on  a  water-shed  of  150  sq.  miles.  The  absorption  of 
flood  flow  by  this  reservoir  would  be  enormous,  a  3-ft.  rise  absorbing 
an  8-in.  rainfall  on  the  water-shed.  The  freeboard  on  the  dam  is 
10  ft.  In  the  latter  case,  the  dam  is  about  260  ft.  high,  and  the 
reservoir  more  than  40  miles  long.  The  capacity  curve  of  this 
reservoir  is  such  that  a  few  feet  on  top  gives  capacity  equal  to  a 
large  percentage  of  the  volume  below  the  level  required  for  water 
power. 

With  few  exceptions,  storage  in  the  upper  part  of  a  reservoir  is 
the  cheapest,  so  that,  by  increasing  the  height  of  dams  erected  for 
other  purposes  to  a  height  greater  than  necessary  for  that  primary 
purpose,  the  necessary  storage  for  flood  absorption  will  be  obtained 
at  more  reasonable  cost  than  if  a  dam  or  reservoir  is  built  only  for 
flood  control. 
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Mr.  Several  of  the  European  nations  have  in  this  way  created  effective 

control  and  utilization  of  important  streams.  Thus,  storage  devel- 
opments on  the  Oder  River,  in  Silesia,  has  effected  flood  protection 
in  the  valley  below  and  has  also  permitted  the  generation  of  several 
thousand  horse-power;  storage  for  navigation  improvements  on  the 
River  Rhone  has  reduced  flood  heights  below  storage  reservoirs  con- 
structed with  both  ends  in  view. 

Floods  come  so  seldom,  strike  at  such  widely  different  parts  of  the 
land,  and  at  such  varied  seasons,  that  in  the  popular  mind  they  have 
come  to  be  accepted  as  acts  of  Providence.  This  superstition  is  being 
gradually  eliminated,  but  the  feeling  is  still  prevalent  that  floods, 
like  lightning,  never  strike  twice  in  the  same  place,  and  so  there 
is  no  use  trying  to  do  anything  about  it.  Furthermore,  the  writer 
thinks  most  engineers  will  agree  that  it  is  impossible  to  construct 
flood  control  measures,  where  a  likelihood  exists,  if  a  damaging  flood 
has  not  occurred,  that  the  financial  and  governing  bodies  will  refuse 
to  "lock  the  barn  door  before  the  horse  is  stolen,"  even  though  one 
can  show  the  presence  of  thieves  in  the  vicinity  and  the  absence 
of  locks  on  the  doors.  Flood  protection  or  control  measures  are 
usually  very  costly,  and  floods  seldom  recur  in  any  one  place,  and 
it  is  impossible  to  prophesy  how  soon  the  next  one  will  come,  so 
that  it  is  impossible  to  determine  exactly  the  amount  of  money 
which  can  be  expended  economically  for  such  works.  Again,  it  is 
usually  necessary  in  large  flood  control  projects  to  obtain  the  co-opera- 
tion of  corporations,  cities,  counties.  States,  and  the  Federal  Govern- 
ment, or  several  of  them.  All  these  conditions,  as  well  as  numerous 
others,  make  the  final  accomplishment  of  water  storage  measures,  for 
flood  control  alone,  a  long  and  laborious  undertaking,  so  long  that 
often  the  necessity  therefor  and  the  losses  and  horrors  of  the  last 
flood  have  been  measurably  forgotten  before  all  these  steps  can  be 
accomplished,  and  the  project  fails. 

For  these  reasons  the  writer  believes  that  real  widespread  flood 
control  through  reservoir  construction  and  storage  will  be  brought 
about  by  the  construction  of  reservoirs  i)rincipally  for  other  utiliza- 
tion purposes,  such  as  water  supply,  water  ])owcr,  industrial  use. 
navigation,  irrigation,  and  for  esthetic  puri)Oses,  sucli  as  park  lakes, 
improvement,  sanitation,  etc. 

Our  existing  State  laws,  under  whicli  most  works  of  this  kind 
would  be  and  are  built,  will  have  to  be  amended  in  most  States  to 
provide  a  means  by  which  such  multiple  use  may  be  made  of  reser- 
voirs through  the  division  of  cost  between,  for  example,  a  corporation 
building  a  water-power  reservoir  and  a  city  desiring  Hood  control,  or 
between  one  city  desiring  water  supply  and  another  requiring  flood 
control,  etc. 
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Such  legislation  has  been  suggested  for  Pennsylvania,  but  has  Mr. 
not  yet  been  placed  on  the  statute  books.  Projects  involving  several 
hundred  thousand  continuous  horse-power  are  now  chartered  by  this 
State,  but  remain  unbuilt,  because  of  the  lack  of  definite  and  favor- 
able water-power  laws  under  which  they  may  be  built  and  operated. 
Others  are  too  costly,  as  water-power  projects  alone,  to  warrant  con- 
struction in  this  State,  the  home  of  coal.  With  favorable  water-power 
laws,  and  with  the  right  to  co-operate  with  municipalities,  counties, 
and  the  State,  many  hundreds  of  thousands  of  horse-power,  now 
going  to  waste,  would  be  developed;  many  towns  and  cities  would 
have  reduced  flood  hazards,  navigation  on  several  large  rivers  would 
be  improved,  and  sanitary  conditions  along  the  water-fronts  of  many 
river  communities  would  be  greatly  benefited. 

Thus  another  line  of  legislative  enactment,  essential  to  the  pro- 
mulgation of  flood  control,  is  the  passage  of  laws  permitting  and 
facilitating  the  generous  development  of  water  supply,  water  power, 
and  irrigation  projects,  and  the  division  of  the  cost  of  constructing 
and  operating  them  between  corporations  desiring  Such  works  for 
financial  return,  and  municipalities,  counties.  States,  and  the  Federal 
Government  desiring  them  for  flood  control  and  navigation. 

The  "Water  Supply  Commission  of  Pennsylvania  approved  of  the 
incorporation  of  a  large  water-power  project  in  the  western  part  of 
the  State,  involving  the  construction  of  large  storage  reservoirs  and 
the  installation  of  200  000  h.  p.,  on  condition  that  the  operation  of 
the  main  storage  reservoir  be  subject  to  the  direction  of  the  Com- 
mission, as  respects  maintaining  a  certain  dry-weather  flow  below 
it,  and  as  respects  absorbing  floods. 

Forests. — The  writer  thoroughly  agrees  with  Gen.  Chittenden  in 
his  contention  that,  though  forests  may  and  probably  do  mitigate 
ordinary  floods  to  a  certain  extent,  they  do  not  affect  the  volume  of 
discharge  in  great  floods.  Anything  but  circumstantial  and  theoreti- 
cal evidence  on  this  point  is  impossible  to  obtain.  The  studies  which 
were  made  of  Pennsylvania  river  floods  showed  that  whenever  we 
could  go  back  75  or  100  years,  substantial  and  reliable  records  of 
floods  were  often  found  exceeding  anything  in  more  recent  years, 
since  the  forests  were  largely  removed.  This  was  clearly  shown  by 
finding  accurate  records  of  two  floods  at  Pittsburgh,  in  1762  and 
1763,  considerably  exceeding  that  of  1907.  Also  by  finding  records 
of  a  flood  on  the  Susquehanna  River  at  Wilkes-Barre,  in  1865, 
exceeding  that  of  1902  by  several  feet  in  height,  and  floods  in  1784 
and  1807  nearly  as  great.  A  flood  in  the  Schuylkill  River  in  1850 
exceeded  that  of  1902  materially.  These  facts  prove  nothing,  but 
they  show  that  the  dense  forest  growth,  which  covered  the  State  at 
the  earlier  dates,  did  not  prevent  great  floods,  which,  if  they  occurred 
to-day,  would  be  truly  disastrous. 


Grannett 
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Mr.^^  Detention  Reservoirs. — The  writer  cannot  but  feel  that  on  large 
streams,  where  water  power  might  be  obtained,  or  where  navigation 
improvement  might  be  gained  by  storage,  detention  reservoirs  are  an 
economic  waste.  It  is  unfortunate  that  the  greatest  and  most  spec- 
tacular 'flood  control  project  of  our  time,  the  Dayton  project,  is 
planned  on  that  principle.  The  conditions  there  apparently  made 
that  the  only  plan  that  could  be  adopted,  just  as  at  Erie,  conditions 
made  the  plan  without  a  dam  the  only  one  that  could  be  put  through. 
The  Erie  case  also  is  unfortunate,  but  being  smaller,  the  failure  to 
utilize  the  best  and  most  economical  method  is  not  so  harmful,  as 
it  is  not  so  widely  known  and  will  not  be  pointed  to  so  frequently 
as  a  precedent  as  will  the  Dayton  project.  The  failure  to  utilize  the 
power  of  the  Scioto  River  and  its  tributaries,  which,  with  permanent 
reservoirs  of  greater  capacity,  might  have  been  made  available,  will 
set  a  precedent  which  will  undoubtedly  lead  to  the  utilization  of  this 
plan  elsewhere,  where  the  conditions  are  not  the  same  and  where 
complete  utilization  and  conservation  would  have  been  practicable. 
1  Flood  Warning. — The  worst  feature  of  floods  is  the  damage  they 
do  to  life  and  property.  There  are  two  ways  of  reducing  this  damage, 
one  is  to  control  the  floods  and  lessen  their  height,  and  the  other  is  to 
get  out  of  the  way  of  them  and  remove  perishable  property  to  places 
above  flood  height.  The  first  proposition  has  been  much  discussed, 
but  the  latter,  it  seems,  has  not  received  the  attention  it  deserves. 
This  involves  flood  warnings.  By  timely  warnings  many  lives  can 
be  saved  and  much  valuable,  perishable  property  can  be  removed  beyond 
the  danger  zone.  Until  the  far-distant  day  when  flood  control  is  gen- 
eral, more  attention  should  be  devoted  to  early  and  accurate  flood 
warnings. 

The  Federal  Government  maintains  a  flood  warning  service  which 
has  proved  itself  of  great  value.  It  is  a  Herculean  task,  however, 
to  send  flood  warnings  over  this  vast  land  of  ours,  and  the  means  at 
the  disposal  of  this  bureau  have  confined  its  work  to  certain  points 
and  a  limited  number  of  streams. 

Following  the  flood  of  March,  1913,  which  visited  streams  in  West- 
ern Pennsylvania,  a  law  was  enacted,  and  $10  000  was  appropriated 
by  the  State  Legislature,  with  which  to  give  to  the  people  a  more 
intensified  flood  warning  service  than  was  possible  by  the  United 
States  Government.  This  law  was  drafted  with  the  approval  of  a 
United  States  Weather  Bureau  representative,  and  in  the  3  years 
during  which  it  has  been  enforced  by  the  Water  Supply  Commission, 
a  great  quantity  of  property  has  been  saved  from  daiuage.  A  larger 
appropriation  would  make  greater  savings  possible.  In  Tennsylvauia, 
however,  this  .service  is  hami)ered  by  the  lack  of  similar  service  on 
the  head-waters  of  the  Susquehanna,  Allegheny,  and  Delaware  Rivers. 
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which   rise   in   Xew   York   and   pass  through  or   along  the  border  of     Mr. 
Ponnsvlvania  for  hundreds  of  miles. 

Either  by  vastly  increasing  the  resources  of  the  United  States 
Weather  Bureau  for  flood  warnings,  so  that  it  could  give  attention 
to  other  than  the  few  great  rivers  of  the  country,  or  by  adopting 
uniform  flood  warning  legislation  in  the  several  States,  much  loss  in 
life  and  property  could  be  prevented  while  we  are  waiting  for  control 
works  to  be  built. 

An  important  duty  of  such  a  service  is  also  that  of  warning  pros- 
pective constructors  of  railroads,  highways,  bridges,  factories,  mills, 
and  dwellings  of  the  limits  of  the  flood  zones  of  rivers,  so  that  they 
may  not  locate  within  such  area,  or  if  they  do,  that  the  building  site 
may  be  elevated  above  flood  level.  If  there  were  such  an  organization 
in  each  State,  under  State  or  Federal  control,  and  the  people  knew 
of  its  existence,  as  they  would  if  proper  publicity  was  given  to  it 
and  its  work,  then  it  would  be  possible  to  reduce  greatly  the  increase 
in  the  damageable  property  which  is  constantly  being  placed  in  the 
way  of  floods. 

In  conclusion  the  writer  would  suggest  that  it  is  the  province  of 
this  Society  to  do  three  things: 

1. — -Place  at  the  disposal  of  its  members  full  and  accurate  flood 
data; 

2. — Change  the  popular  fear  of  dams  into  an  understanding  of 
their  security; 

3. — Formulate  and  push  through  the  adoption  of  legislation  along 
these  lines : 

A. — To  control  obstructions  and  encroachments  in  or  along 
streams ; 

B. — To  permit  of  co-operation  between  corporations,  States, 
municipalities,  and  the  Federal  Government  in  the  construc- 
tion and  operation  of  storage  reservoirs  for  water  power,  water 
supply,  and  other  commercial  uses,  so  as  to  adapt  them  for 
flood  control  as  well ; 

C. — To  extend  the  Federal,  or  establish  a  State,  flood  warning 
service. 

C.  E.  Gruxsky,*  M.  Am.  Soc.  C.  E.   (by  letter). — The  discussion      Mr. 
which   the   Committee's   report  has  provoked  is  of  a   character  fully  ^^^^^  ^' 
justifying  the  report,   notwithstanding  the  fact   that  the   Committee 
was  not  in  a  position  to  attempt  to  say  the  last  word  on  the  subject 
of  flood  control. 

Some  of  the  statements  made  by  those  who  point  out  the  incom- 
pleteness   of    the   report   merit   reply,    in   order    that   wrong   impres- 

*  San  Francisco,  Cal. 
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Mr.  sions  may  be  corrected.  Mr.  Eakin  says:  "It  is  indirectly  stated  that 
the  use  of  levees  effects  an  increased  channel  storage  that  induces  a 
lowering  of  flood  levels."  No  one  who  knows  anything  about  the  propa- 
gation of  a  flood  wave  could  by  any  possibility  intentionally  make 
the  statement  that  the  reduction  of  the  flooded  area  which  results  from 
the  construction  of  levees  will  reduce  the  elevation  to  which  water 
will  thereafter  rise  between  the  levees.  The  language  used  by  the 
Committee  (of  which  the  writer  was  a  member)  is  therefore  unfor- 
tunate. The  levees  are  put  on  the  banks  of  rivers  for  the  purpose  of 
confining  the  water  to  a  restricted  channel  and  thereby  increasing 
the  rate  of  flow  in  this  channel,  and  this  cannot  be  done  without 
causing  the  water  between  the  levees  and  within  the  channel  to  rise 
to  greater  height  than  that  which  would  have  been  attained  without 
levees.  It  takes  the  crest  of  a  flood  wave  10  days,  or  about  that  time, 
to  travel  in  the  Mississippi  River  from  Cairo  to  New  Orleans.  Let 
it  be  assumed  that  at  flood  the  volume  of  flow  is  such  that  levees  confine 
the  water  to  the  river  and  to  bank-laud  areas  between  the  levees.  It 
is  evident  that  in  such  a  case  the  discharge  of  the  river  in  excess  of 
Ordinary  flow  for  about  10  days  before  the  cresting  of  the  flood  at 
New  Orleans  has  been  consumed  in  filling  the  river  channel  above 
that  point  from  a  low  to  a  high  stage.  It  is  also  evident  that  this 
channel  storage  is  greater  than  it  would  have  been  if  there  had  been 
no  levees.  To  the  extent  that  this  increase  of  channel  storage  is  made 
possible  by  the  levees  it  is  a  factor  making  for  a  reduction  of  the 
maximum  flow  at  all  down-stream  points.* 

Channel  storage  between  levees  does  not  reduce  the  total  run-off, 
and  it  does  not  reduce  the  water  surface  elevation  of  the  river  at 
flood,  unless  this  be  in  the  exceptional  case  of  scour,  which  may  result 
from  the  higher  velocities  in  the  channel  between  levees  than  existed 
under  natural  conditions.  No  claim  can  be  made,  and  none  was 
intended  to  be  made  by  the  Committee,  that  the  confinement  of  water 
by  levees  will  decrease  the  original  maximum  stream  flow  at  the 
mouth  of  the  river.  Levees  are  built  for  the  purpose  of  reducing 
flooded  areas.  They  are  built  to  keep  water  away  from  land  that  with- 
out them  would  be  less  desirable  for  agricultural,  industrial,  and  other 
uses.  Consequently,  for  the  same  volume  of  flood  flow,  the  opportunity 
for  storage,  taking  the  river  basin  in  its  entirety,  is  less  after  levees 
are  built  than  before.  The  flood  wave  reaches  the  mouth  of  the  leveed 
river  with  less  elongation  than  under  natural  conditions,  and  con- 
sequently the  discharge  at  the  peak  must  be  greater.  As  an  illustration, 
the  Sacramento  Flood  Control  project  may  be  referred  to.  Under 
natural  conditions  the  floods  of  Sacramento  River  inundated  broad 
lateral   basins,   and  the  lower   reaches  of  the  river   had   a   maximum 

•  Sne  TransaclioHS,  Am.  Sor.  C.  10„  Vol.  L,XI,  p.  332  ;  and  also  Report  of  Coin- 
mlsKloner  of  Public  Work.s  of  Califdnil.i,    l.S<)r>,  p.   l.'?0. 
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flow   of   about   200  000   sec-ft.      The    withdrawal   from   inundation   of     Mr. 

GruDsky 
the  islands  of  the  delta  region  of  this  river  and  of  the  various  flood- 
basins  which  border  the  river  will  increase  the  momentary  flood  maxi- 
mum to  more  than  500  000  sec-ft.  Of  this  quantity,  in  the  latitude 
of  Sacramento,  it  is  proposed  to  hold  as  much  as  possible  in  the  river, 
20  to  30f^.  confined  between  levees  of  reasonable  height,  but  at 
elevations  which  at  extreme  flood  will  be  about  7  ft.  higher  than  the 
original  river  flood-plain.  It  is  the  additional  channel  storage  repre- 
sented by  this  added  depth  of  water  which  the  Committee  had  in 
mind  when  it  referred  to  **the  resultant  reduction  of  flood  height.'' 
What  the  Committee  desired  to  do  was  to  call  attention  to  the  added 
storage  as  a  factor  making  for  elongation  of  the  flood  wave  and  con- 
sequent reduction  of  maximum  discharge,  without  any  intention  of 
claiming  that  channel  flood  heights  as  originally  existing  would  be 
reduced  by  the  construction  of  levees. 

In  connection  with  this  matter,  and  in  reply  to  the  remarks  of 
Gen.  Chittenden,  the  general  principle  should  be  kept  in  mind  that 
the  elongation  of  a  flood  wave  as  it  passes  down,  stream  is  due  to  the 
effect  of  storage.  If  there  were  no  change  possible  in  the  volume  of 
water  in  storage  between  an  up-stream  and  a  down-stream  point,  as 
in  the  case  of  a  closed  conduit,  there  could  be  no  elongation  of  the 
flood  wave.  The  accession  of  water  at  the  upper  point  would  at  once 
be  manifest  by  an  increased  discharge  in  equal  quantity  at  the  lower 
point.  Storage,  whether  in  the  channel  or  in  overflow  basins,  has 
the  effect  of  elongating  in  some  measure  every  flood  wave  that  travels 
down  a  river,  and  by  such  elongation  the  time  of  passage  is  increased 
and  the  flow  at  the  peak  is  correspondingly  reduced.  It  follows,  as 
demonstrated  by  the  writer  in  a  paper  prepared  in  1880  while  he  was 
Assistant  State  Engineer  of  California,  and  published  in  1895  in  the 
Report  of  the  Commissioner  of  Public  Works  of  California,*  that  the 
maximum  discharge  of  a  river  which  receives  no  accessions  from 
tributaries  will  decrease  with  distance  down  stream.  Every  decrease 
of  available  storage  space,  such  as  may  result  from  a  contraction  of 
the  waterway,  will  reduce  the  effect  of  storage  and  will  tend  to 
increase  the  maximum  discharge  at  down-stream  points.  Every 
increase  of  storage  space,  resulting  from  the  raising  of  levees  or  the 
adding  of  retention  reservoirs,  on  the  other  hand,  will  decrease  the 
maximum  flow  at  down-stream  points. 

The  Committee  shares  the  view  expressed  by  Mr.  Eakin  when 
he  says : 

"Xo  individual  or  organization  has  as  yet  commanded  such  pro- 
ficiency in  all  these  sciences  as  to  enable  them  to  outline  a  programme 
of  river  treatment  wnth  dependable  authority." 

•  See  also  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXI,  p.  332. 
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Mr.  Herein    lies    the   justification   of   the    Committee   in   presenting   a 

y.  j.pppj.^  Ijj  which  the  shortcomings  were  known  to  the  members,   and 

which  was  not  put  forward  as  exhaustive  on  the  subject  of  flood  control, 

a  subject  which  necessarily  presents  as  many  different  aspects  as  there 

are  river  systems. 

It  happens  frequently,  as  in  the  case  of  the  Sacramento  and  San 
Joaquin  Rivers,  in  California,  that  some  of  the  natural  flood  basins 
along  these  streams,  such  as  Butte  Basin  to  the  northward  of  the 
Marysville  Buttes,  Upper  Colusa  Basin  on  the  west  side  of  Sacramento 
River,  and,  to  a  lesser  extent,  Sutter  Basin,  Lower  Colusa  Basin, 
and  American  Basin,  and  some  of  the  submersible  lands  along  the 
San  Joaquin  River,  partake  of  the  nature  of  the  lands  which  in  con- 
nection with  flood-control  projects  on  other  river  systems  are  selected 
for  detention  reservoirs.  The  demand  is  strong  in  the  California  case 
for  the  protection  of  these  submersible  valley  lands  against  overflow. 
It  becomes  an  economic  question,  then,  to  determine  where  the  line 
should  be  drawn,  and  it  is  by  no  means  certain  that  complete  pro- 
tection against  floods  is  in  all  cases  justified.  Occasionally,  it  will  be 
found  advisable  to  retain  a  natural  overflow  basin,  not  only  for  the 
control  of  the  floods  which  it  helps  to  effect,  but  also  as  a  recipient 
of  some  of  the  silt  carried  by  the  stream.  The  permanent  utilization 
of  a  natural  flood  basin  seems  particularly  desirable  when  the  basin 
is  situated  so  that,  while  acting  as  a  detention  reservoir,  it  can  be 
drained  of  its  water  in  time  to  leave  the  land  available  for  the  culti- 
vation of  summer  crops.  In  1850  the  United  States  gave  to  Arkansas 
and  a  number  of  other  States,  for  the  purpose  of  reclamation,  the  land 
which  was  segregated  as  swamp  and  overflow,  and  these  several  States 
thereupon  proceeded  to  divest  themselves  of  ownership  as  rapidly  as 
possible.  They  blundered.  The  land  subject  to  inundation  should  have 
remained  in  public  ownership  until  comprehensive  plans  for  flood 
control  were  made.  It  would  then  have  been  a  simple  matter  to  have 
the  plans  carried  out  in  proper  sequence,  and  much  embarrassment 
would  have  been  avoided  that  now  results  from  the  demand  that 
protection  be  provided  for  lands  which,  if  they  were  not  in  private 
ownership,  would  to  no  inconsiderable  extent  be  put  in  a  class  re- 
quiring only  partial  protection  or  fair  protection  against  ordinary 
and  not  extraordinary  floods. 

Mr.  Hill  points  out  that  the  extreme  floods  of  recent  years  are  not 
due  to  changed  climatic  or  physical  conditions.  The  example  which 
he  supplies  of  an  extreme  flood  stage  in  the  Great  Miami  in  1S05 
before  forests  had  been  removed  suggests  that  it  would  not  be  out  of 
place  to  refer  to  some  additional  facts  to  show  that  a  connection 
between  deforestation  and  stream  flow  will  remain  dilhcult  to 
establish. 
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The  writer,  iu  a  paper  presented  to  the  Society  some  years  ago,*  Mr. 
has  shown  that  the  dominating  cause  of  changes  in  the  surface  eleva-  ™"^  ^' 
tion  of  the  Great  Lakes  is  the  climate,  and  that  a  long  period  of  less 
than  normal  rain  and  snow  may  be  followed  by  another  with  more 
than  the  normal.  A  still  better  example  to  illustrate  the  variation  in 
the  rainfall  and  rmi-oif  is  the  Great  Salt  Lake.  This  lake  was  very 
low  when  visited  and  sounded  by  Capt.  Stansbury  in  1849.  It  was 
low  when  visited  by  Fremont  some  years  earlier.  In  the  years  pre- 
ceding 1869  it  rose,  ultimately  reaching  an  elevation  about  11  ft. 
above  that  of  1849,  and  then,  with  numerous  minor  fluctuations, 
decreased  in  extent  and  in  elevation  until  1906,  when  its  water  sur- 
face was  about  4  ft.  lower  than  it  had  been  in  1849.  It  was  supposed 
by  many  that,  on  account  of  the  increasing  utilization  of  water  for 
irrigation  on  its  water-shed,  the  lake  would  never  again  rise  to  any- 
where near  the  high  stages  of  1868  to  1876,  but  this  view  was  in 
error.  The  lake  is  now  about  8  ft.  higher  than  it  was  at  its  lowest 
stage  in  1904,  having  maintained  this  high  stage  for  several  years. 
For  a  long  time  preceding  the  low  period  of  1849,  and  extending  to 
about  1861,  the  rainfall  in  the  region  tributary  to  Salt  Lake  as  a 
water-shed  must  have  been  less  than  normal.  Then  followed  a  num- 
ber of  j-ears  in  which,  taken  collectively,  there  was  more  than  normal 
rain,  until  about  1876,  after  which  there  came  another  period  with 
less  than  normal  rain  as  the  average  for  a  number  of  seasons.  The 
consequent  decrease  of  run-off  and  the  increasing  use  of  water  for 
irrigation  brought  the  lake  to  its  lowest  stage  in  1906.  In  the  case 
of  this  lake,  which  has  no  outlet,  the  rise  and  fall  is  a  fairly  good 
index  of  the  run-off,  and  therefore  of  the  rainfall,  when  groups  of 
consecutive  years  are  considered.  The  problem,  moreover,  is  not  here 
complicated  by  deforestation.  It  appears  from  this  and  numerous 
similar  cases  that  very  large  variation  in  the  seasonal  water  produc- 
tion of  any  region  may  be  anticipated,  and  that  the  persistence  of  any 
tendency  whicii  the  seasonal  run-off  may  have  to  increase  or  decrease 
for  a  number  of  years  is  not  to  be  accepted  as  conclusively  demon- 
strating either  a  permanent  change  of  climate,  nor  yet  that  such 
increase  or  decrease  is  in  any  way  related  to  aforestation  or  to 
deforestation  of  water-shed  areas.  The  same  general  statement  will 
apply  also  to  the  possible  momentary  maximum  stream-flow.  The 
factors  affecting  the  rate  of  run-off  are,  moreover,  so  many  and  so 
inter-related  that  it  will  remain  difficult  if  not  impossible  to  make  a 
conclusive  determination  of  the  effect  of  forest  growth  on  flood 
discharge. 

Mr.  Leighton  is  evidently  of  the  opinion  that  no  report  on  the  sub- 
ject of  flood  control  can  be  a  well-considered  report  which  does  not 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXIII,  p.  31. 
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Mr.  recognize  the  forest  as  one  of  the  material  factors  which  influence  the 
TFuns-y.  jy,r,frnitude  and  frequency  of  floods.  Much  as  the  writer  has  studied 
this  subject,  he  has  yet  to  find  any  convincing  demonstration  that 
there  is  such  an  effect.  Generally,  the  individual  cases  cited  are  so 
complicated  by  related  circumstances  that  the  evidence  is  not  con- 
clusive. The  writer  is  not  prepared  to  accept,  and  does  not  believe 
that  the  Profession  will  accept,  as  final,  any  mathematical  demon- 
stration that  forest  growth  will  markedly  reduce  or  meliorate  flood 
conditions.  If  the  statement  made  by  the  Committee  gives  the  impres- 
sion that  the  quantitative  influence  of  the  forest  on  the  frequency  and 
magnitude  of  floods  is  not  proved,  this  is  exactly  what  one  member  of 
the  Committee,  at  least,  intended.  This  is  without  prejudice  to  the 
forest,  which  the  writer  would  like  to  see  extended  and  maintained  to 
meet  fully  at  all  times  the  requirements  of  the  country.  The  writer, 
moreover,  does  not  wish  to  be  classed  among  those  who  will  not  con- 
cede that  it  may  yet  be  possible  to  demonstrate  the  true  relation  of  the 
forest  to  the  flood;  and,  for  that  reason,  he  subscribed  to  the  state- 
ment in  the  report  that  the  exclusion  of  the  forest  as  a  method  of 
flood  prevention  had  not  yet  been  demonstrated,  though  he  believes 
that,  except  in  the  rarest  cases,  conditions  will  never  be  such  that  the 
forest  will  become  a  material  factor. 

The  maximum  stream  flow  is  not  dependent  solely  on  tlie  rainfall 
and  the  rate  at  which  snow  is  melting;  it  depends  also  on  the  condition 
of  the  surface  of  the  ground  on  which  the  snow  lies  or  the  rain  falls. 
Usually,  the  period  of  intense  rain  which  produces  flood  stages  is  pre- 
ceded by  rain  which  saturates  more  or  less  thoroughly  the  top  layers 
of  the  soil.  This  is  least  likely  to  occur  in  sandy  and  gravelly  regions 
and  where  loamy  soils  are  well  tilled  and  are  deep.  It  is  most  likely 
to  occur  in  regions  where  the  ground  is  swampy  and  naturally  full  of 
water,  or  where  the  flood-producing  rain  falls  on  frozen  ground  which 
requires  but  little  water  for  complete  saturation.  It  follows  that, 
whenever  a  region  which  in  its  natural  condition  was  swamp  has  been 
made  arable  and  brought  under  cultivation,  the  probability  of  com- 
plete saturation  preceding  a  flood-producing  rain  will  have  been 
reduced,  and  some  effect  on  the  frequency  and  intensity  of  the  flood 
condition  in  such  a  region  will  have  to  be  conceded  to  the  reclamation 
work.  The  main  effect  of  any  such  modification  of  surface  conditions 
should  be  sought  in  terms  of  water  storage  and  retardation  ot"  tlie 
flood  wave,  because,  if  thereby  the  resultant  elongation  of  the  Hood 
wave  can  be  determined,  some  basis  will  exist  for  estimating  the 
quantitative  effect  on  the  maximum  flow.  The  writer  agrees  with  the 
comments  of  Gen.  Chittenden  in  this  regard,  and  shares  his  view 
that  the  modification  of  the  effect  of  soil  cover  and  absorption  by  Man's 
occupancy  and  use  of  the  soil  will  be  a  negligible  factor  in  the  exces- 
sive rainfalls  which  produce  great  floods. 


I 
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lu   the   light   of  present   information,   the  writer   agrees   too   -with      Mr. 
Gen.    Chittenden   when,   after   referring   to   the   aggravation   of   flood    ™"*  ^' 
damage    which    results    from    the    obstruction    and    use    by    Man    of 
Nature's  overflow  channels,  he  says: 

"The  foregoing  remarks  disclose  the  reason  why  flood  destructive- 
ness  is  increasing.     It  is  not  because  floods  themselves  are  increasing, 
either    in    frequency    or    intensity,    but   because    property    subject    to 
destruction  is  very  greatly  increasing,  and  as  yet  protective  work  does      . 
not  keep  pace  with  this  increase." 

The  writer,  though  having  qualifiedly  subscribed  to  the  Com- 
mittee report,  is  not  in  full  accord  with  its  reference  to  outlets.  Con- 
centration of  the  flood  flow  in  one  channel  is  desirable.  Separation 
into  a  number  of  channels  is  undesirable.  The  conditions,  however, 
are  not  always  such  that  a  single  channel  can  be  given  adequate 
capacity  to  carry  all  the  water  presented  at  flood.  The  study  of  the 
question  what  to  do  when  this  is  the  case  led  the  writer  to  formulate 
certain  principles  for  the  treatment  of  Sacramento  Eiver  floods,*  sub- 
stantiallj'  as  follows: 

First. — !Make  the  river  carry  as  much  water  as  possible  between 
levees  of  reasonable  height. 

Second. — Let  the  flood-water  in  excess  of  capacity  between  levees 
go  out  of  the  channel  at  selected  points  under  control. 

Third. — Confine  the  outgoing  surplus  waters  to  limited  areas,  and 
keep  them  under  control  until  they  may  re-enter  the  river  or  can  be 
delivered  into  the  bay. 

The  writer  has  not  modified  his  views  in  this  respect,  having,  sub- 
ject to  these  principles,  always  been  in  favor  of  relief  weirs  or  con- 
trolled outlets.  These  are  not  to  be  confounded  with  ordinary  outlets 
which  begin  to  function  before  the  river  has  reached  the  danger  line 
and  which  become  secondary  branches  of  the  stream.  It  is  outlets 
of  the  latter  kind,  in  the  sense  of  a  division  of  the  stream,  which  with 
good  reason  are  disapproved  by  the  Committee. 

The  writer  is  pleased  to  find  Gen.  Chittenden  in  accord  with  the 
writer's  view  that  the  cut-off  is  generally  a  desirable  improvement, 
and  that  the  fear  that  shortening  a  river  channel  will  interfere  with 
its  usefulness  as  a  commercial  highway  is  not  ordinarily  well  grounded. 
The  sketch.  Fig.  5,  is  from  an  old  dociunent,  and  shows  the  extent 
to  which,  by  intelligent  direction  and  restraint,  the  course  of  the 
Rhine  in  the  vicinity  of  Germersheim  was  modified  during  the  period 
from  1817  to  1861.  This  sketch  shows  channel  shortening  and  align- 
ment modification  quite  comparable  to  that  which  might  be  carried 
out  on  the  Mississippi,  on  the  Missouri,  or  on  the  Colorado,  if  the 
necessary  outlay,  including  permanent  bank  revetment,  were  justified, 
and  the  occupancy  and  use  of  the  bank-lands  do  not  already  set  a 

•  Report  of  Commissioner  of  Public  Works  of  California.   1894-95,   p.    59. 
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limit  to  the  alignment  corrections  which  might  otherwise  ultimately      Mr. 

Grunsky. 

be  hoped  for. 

In  the  case  of  the  Rhine,  the  1817  channel  length  of  63.5  miles, 
covered  by  the  diagram,  was  reduced  by  cut-offs  and  corrections  of 
alignment  to  27.6  miles.  The  river  was  shortened  in  this  stretch  by 
46"^  of  its  original  length.  Though  a  stream  of  considerable  magni- 
tude, having  a  width  of  about  800  ft.,  the  channel  control  was  effected 
successfully  by  excavating  guide  channels,  by  constructing  training 
walls  of  fascines  and  brushwork,  by  obstructing  the  old  channel  with 
dams  and  dikes  and,  finally,  by  bank  revetment  and  protection  wherever 
the  river  in  its  meanderings  reached  the  prescribed  alignment.  The 
channel  improvement  of  the  Rhine  was  not  confined  to  the  stretch 
shown  by  Fig.  5,  but  extended  for  miles  in  both  directions  therefrom — 
up  stream  as  far  as  the  Swiss  boundary  and  down  stream  to  below 
Mannheim  at  the  mouth  of  the  Neckar. 

C.  ITcD.  TowxsEXD,*  M.  Am.  Soc.  C.  E.  (by  letter).— In  submit-  _  Mr, 
ting  a  closure  to  the  discussion  of  the  Report  of  the  Special  Com- 
mittee on  Floods  and  Flood  Prevention,  the  writer  has  been  impressed 
with  the  force  of  Bishop  Warburton's  remark  that  "Orthodoxy  is  my 
doxy".  There  is  a  tendency  by  various  members  of  the  Society  to 
criticize  the  Committee  for  not  giving  special  emphasis  to  the  par- 
ticular "ism"  they  advocate,  without  giving  due  consideration  to  the 
difficulties  of  formulating  any  report  on  which  the  Committee 
could  agree. 

The  subjects  which  were  before  the  Committee  have  been  dis- 
cussed for  many  years,  and  most  of  its  members  had  positive  convic- 
tions which,  if  each  had  insisted  on  expressing,  would  have  led  to  as 
many  reports  as  there  were  members.  A  series  of  such  essays  would 
not  have  had  much  weight  with  legislators  or  the  general  public.  Mr. 
Leighton  lays  particular  stress  on  the  necessity  of  engineers — and  par- 
ticularly of  this  great  National  Society  of  Civil  Engineers — influencing 
legislation.  The  only  way  such  results  can  be  obtained  is  by  united 
action.  It  became  necessary,  therefore,  for  the  Committee  to  seek 
some  common  ground  on  which  its  members  could  agree.  It  was  the 
realization  of  the  necessity  of  adjusting  divergent  views,  if  results  of 
value  were  to  be  obtained,  not  the  shirking  of  duty,  which  led  the  Com- 
mittee to  make  the  safe  and  conservative  report  which  Mr.  Leighton 
criticizes. 

Others  criticize  the  report  because  it  does  not  discuss  the  subject 
in  sufficient  detail.  This  phase  of  the  subject  was  considered  by  the 
Committee,  and  it  was  found  that  the  territory  is  so  vast,  the  problems 
arising  in  various  sections  of  the  country  so  different,  that  either 
general  principles,  alone,  could  be  enunciated,  or  a  treatise  of  inter- 
minable length,  based  on   incomplete  data,   would  have  resulted.     A 
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Mr.  brief  report,  therefore,  was  agreed  upon,  leaving  to  the  members  the 
■  privilege  of  elaborating,  in  the  discussion,  such  details  as  they  con- 
sidered advisable. 

The  science  of  river  hydraulics  is  not  in  such  a  nebulous  condition 
as  Mr.  Eakin  appears  to  think,  nor  does  the  river  engineer  have  to  be 
guided  solely  by  the  classic  work  of  Humjihreys  and  Abbot.  Although, 
possibly,  American  engineers  have  not  investigated  sufficiently  the 
laws  governing  the  flow  of  rivers,  those  of  Europe  have  given  the  sub- 
ject profound  study.  The  researches  of  Fargue  on  the  Loire,  Girardon 
on  the  Khone,  Liliavski  on  the  Dnieper,  Hagen,  Schlichting,  and 
Jasmund  on  the  rivers  of  Germany,  and  others,  have  revolutionized 
the  science  in  recent  years.  Moreover,  the  Conmiittee  was  not 
appointed  to  write  a  treatise  on  river  hydraulics,  and  could  assume 
that  the  rudimentary  laws  governing  the  flow  of  water  in  rivers  were 
known  to  members  of  the  American  Society  of  Civil  Engineers.  It 
is  evident  from  the  discussion,  however,  that  many  do  not  realize  suf- 
ficiently the  differences  between  the  laws  governing  the  flow  of  water 
in  pipes,  sewers,  and  other  channels  having  an  immovable  bed,  and 
those  which  govern  the  flow  in  a  stream  having  a  bed  which  fills  or 
scours  with  changes  in  velocity.  Van  Ornum's  ''Treatise  on  the 
Regulation  of  Rivers"  and  the  second  edition  of  Thomas  and  Watt's 
"Improvement  of  Rivers"  throw  considerable  light  on  the  subject, 
and  are  more  suitable  sources  from  which  to  seek  information  than  a 
report  on  Flood  Prevention. 

In  the  minority  report,  a  similar  assumption  is  made.  Although 
the  majority  of  the  Committee  states  that  the  physical  data  are  lack- 
ing on  many  streams  to  enable  them  to  solve  the  jjroblem  of  flood 
control  properly,  they  are  not  i)repared  to  admit  that  "extensive 
studies  are  needed  regarding  the  i)hysical  and  physiographic  laws 
affecting  stream  loads,  rate  of  transportation  and  deposition  and  the 
variation  of  those  factors  with  different  conditions"  bt'fore  they  can 
solve  the  problem  if  the  i)hysical  data  are  supplied. 

It  is  so  self-evident  that,  at  such  tini(\><  as  the  ground  is  frozen  and 
trees  are  without  foliage,  these  conditions  prevent  the  utilization  of 
reforestation  or  ground  storage,  that  there  is  no  necessity  of  making 
such  a  statement  in  a  report.  The  point  the  majority  of  the  Com- 
mittee makes  is  that,  if  floods  occur  under  such  conditions,  there  is 
no  need  of  discussing  the  effects  of  reforestation  or  ground  storage. 
It  would  be  just  as  ])ertinent  to  investigate  the  porosity  of  the  soil 
under  an  asphalt  pavement  when  designing  a  sewer  to  carry  tlio  water 
which  flows  over  its  surface. 

It  is  the  writer's  opinion  that  all  investigations  of  the  absorptive 
powers  of  different  varieties  of  vegetation  and  the  iiercohition  through 
dift'ercnt  kinds  of  soils  arc  more  valuable  for  studying  i)roblenis  of 
irrigation  and  drainage  than  those  of  flood  control.     Though  it  is  con- 
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sidered  perfectly  feasible  to  measure  these  elements  within  a  limited  Mr. 
area  and  for  a  single  river,  the  writer  agrees  with  Gen.  Chittenden 
that  a  determination  for  one  situation,  or  season,  or  stream,  would 
never  apply  reliably  to  any  other.  Moreover,  to  determine  absorption 
of  soils,  it  is  necessary  first  to  measure  the  run-off.  When  the  discharge 
of  a  stream  is  determined,  it  is  of  no  particular  value  to  the  problem 
of  flood  control  whether  the  remainder  of  the  rainfall  has  disappeared 
by  evaporation  or  soil  absorption. 

The  writer  has  recently  investigated  floods  in  Kansas,  and  they 
afford  a  pertinent  illustration  of  this  principle.  During  the  summer 
the  soil  of  Kansas  provides  a  reservoir  of  enormous  capacity,  having  a 
power  of  absorption  which  has  been  approximately  measured  by  the 
Geological  Survey.  AVhen  the  soil  is  prepared  to  receive  it,  a  heavy 
rainfall  will  be  accompanied  by  an  exceptionally  small  run-off,  but 
such  conditions  are  of  no  value  in  determining  flood  prevention,  as 
violent  floods  do  not  then  occur.  The  floods  in  Kansas  arise  either 
from  storms  in  February  or  March,  when  the  ground  is  frozen  and 
cannot  absorb  moisture,  or  in  summer  from  a  second  storm  which 
sweeps  over  the  country  within  a  few  days  after  the  reservoir  capacity 
has  been  exhausted  by  a  preceding  rain.  The  run-off  during  ordinary 
conditions  does  not  enter  into  the  problem. 

The  majority  report  emphasizes  the  fact  that  reservoirs  cannot  be 
utilized  simultaneously  to  reduce  floods,  to  regulate  the  low-water  dis- 
charge, and  to  increase  the  water-power  that  can  be  developed.  The 
minority  report  seeks  to  minimize  the  effect  of  this  statement. 

There  have  been  constructed  at  the  head-waters  of  the  Mississippi 
River  a  series  of  reservoirs  primarily  to  increase  its  low-water  flow. 
The  practical  manipulation  of  these  reservoirs  forcibly  illustrates  the 
necessity  of  the  remarks  in  the  majority  report.  Those  who  have 
meadows  below  the  reservoirs  demand  that  the  flow  be  regulated  so  as 
not  to  interfere  with  their  hay  crop,  those  who  raft  logs  want  sufficient 
current  to  assist  their  business,  and  those  who  control  water-power 
want  a  constant  flow;  in  times  of  floods,  those  living  above  the  dams 
are  insistent  that  the  gates  be  opened  so  as  to  reduce  gauge  heights  on 
the  upper  river,  and  those  below  demand  that  the  gates  be  closed  to 
protect  their  property  from  overflow. 

The  statement  that  levees  increase  the  reservoir  capacity  of  the 
river  channel  appears  to  require  further  explanation.  The  construc- 
tion of  levees  has  increased  flood  heights  on  the  Mississippi  River 
between  Cairo  and  New  Orleans  from  6  to  10  ft.,  and,  as  the  levees  are 
several  miles  apart,  there  is  an  enormous  increase  in  •  the  channel 
capacity  during  floods  in  this  distance  of  1  000  miles.  As  an  illustra- 
tion, the  channel  capacity  above  the  overflow  stage  is  given  and  com- 
pared with  that  of  the  Roosevelt  Dam,  but,  as  Gen.  Chittenden  states, 
the  channel  capacity  of  a  river  is  by  no  means  comparable  in  effect 
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Mr.  with  that  of  a  reservoir.  The  slope  of  the  river  is  an  important  factor 
Townsend.  -^^  ^^le  problem.  The  greater  the  slope  the  less  being  the  influence  of 
the  channel  capacity  on  flood  heights;  but,  under  favorable  conditions, 
its  influence  is  very  large.  Notwithstanding  the  inflow  of  tributaries, 
the  maximum  discharge  of  the  Mississippi  Eiver  at  Vicksburg  rarely 
equals  that  at  Cairo,  nor  at  New  Orleans  that  below  Red  River 
Landing. 

The  straightening  of  a  river  has  been  a  subject  of  discussion  by 
European  engineers  for  many  years.  Prior  to  1890,  German  engineers 
generally  adopted  the  idea  that,  in  improving  rivers  for  navigation, 
the  channel  should  be  given  a  uniform  width,  bends  should  be 
eliminated,  or  at  least  be  given  as  gentle  a  curvature  as  practicable, 
and  the  river  forced  to  a  uniform  slope,  the  natural  gentle  slope  in 
pools  in  some  cases  being  destroyed  by  submerged  dikes  extending  out 
from  the  concave  banks.  The  improvement  of  the  Rhine,  cited  by 
Mr.  Grunsky,  and  that  of  the  Danube,  cited  by  Gen.  Chittenden,  are 
examples  of  this  type  of  improvement.  It  was  also  adopted  by  the 
Missouri  River  Commission  for  that  portion  of  the  Missouri  River 
between  Jefferson  City  and  the  Gasconade. 

Difficulties,  however,  were  experienced  with  this  method  of  improve- 
ment. No  matter  how  much  care  was  exercised,  the  slopes  through 
the  improved  reach  could  not  be  maintained  as  designed.  At  the 
upper  portion,  the  water  surface  was  gradually  lowered,  and  a  bar  as 
invariably  formed  below  it;  an  improvement  in  navigation  was  created 
through  the  reach,  but  the  channel,  both  above  and  below,  had  less 
depth  than  existed  formerly. 

In  a  paper  presented  to  the  International  Navigation  Congress  of 
1894,  on  the  "Improvement  of  the  Rhone",  M.  Girardon  called  atten- 
tion to  these  difficulties,  citing  as  an  example  the  portion  of  the 
Rhone  called  the  Canal  de  Miribel. 

He  states:* 

"The  works  were  carried  out  according  to  this  programme  and 
finished  in  1857 ;  the  resulting  improvement  was  very  evident  and  the 
navigation,  in  place  of  the  continual  uncertainty  in  which  this  pas- 
sage left  it,  found  in  the  canal  of  Miribel  a  channel  easy  to  follow  and 
of  sufficient  depth  at  any  time  of  year.  For  several  years  this  improve- 
ment appeared  to  be  the  only  result  of  the  works  and  nothing  indicated 
that  they  could  have  any  inconvenient  consequences.  Nevertheless 
the  bottom  of  the  canal  was  attacked;  lower  measurements  l^egan  to  be 
registered  at  low  water  than  before  the  works  were  executed  and  these 
got  lower  and  lower,  while  at  the  exit  they  marked  higher  and  higher; 
then  the  fovmdation  of  the  works,  which  bad  been  made  at  low  water- 
level,  appeared  in  the  upper  portion  of  the  canal  and  was  even  un- 
covered at  the  mean  summer  level  of  the  water,  while  below  the  same 
water-level  the  tow-path  was  submerged  and  became  useless  throughout 
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the  greater  part  of  the  year.  It  became  necessary  to  improve  this  Mr. 
situation  which  might  at  any  time  become  very  serious.  The  tow-  Townsend. 
path  was  first  raised  over  half  the  length,  that  is  the  part  submerged; 
then  to  arrest  the  movement  it  was  decided  to  lower  the  dividing  dike 
and  to  cut  down  the  dam  of  Thil  as  low  as  possible,  in  order  to  allow 
the  greatest  possible  volume  of  water  to  find  its  way  through  the 
false  branches,  not  only  in  floods  but  also  at  the  mean  water-level.  It 
was  supposed  that  by  this  means  the  main  branch  would  be  relieved 
and  that  by  decreasing  the  volume  of  water  which  crossed  it  its  scour- 
ing action  would  cease.  The  result  aimed  at  has  been  partly  realized; 
the  movement  of  the  profile  has  become  much  slower,  but  has  not 
entirely  ceased;  and  although  the  volume  of  water  which  passes  into 
the  canal  has  become  notably  less,  the  incline  [slope]  which  will  set  up 
any  equilibrium  between  the  resistance  of  the  bottom  and  the  effective 
force  of  the  current  under  the  new  conditions  of  depth  has  not  yet 
been  attained. 

******* 

"Thus  in  spite  of  the  improvement  realized,  in  spite  of  the 
enormously  extensive  alterations  that  the  river  has  undergone  while 
passing  between  the  constant  banks,  neither  regularity  in  the  cross- 
section  has  been  obtained,  nor  constancy  in  the  mean  depth,  nor  uni- 
formity in  the  incline  [slope] ;  and  the  bed  that  has  been  opened 
remains  formed  as  everywhere  else  of  a  series  of  hollows  [pools] 
separated  by  ridges  [bars],  while  the  profile  presents  a  series  of  reaches 
with  a  comparatively  feeble  incline  [slope]  separated  by  falls. 

''Outside  the  canal  the  general  incline  [slope]  of  the  combined 
streams  at  the  entrance  to  Lyons,  at  kilometre  5,  where  the  profiles 
join,  has  not  sensibly  varied;  it  was  and  still  is  0.81  m.  per  kilometre, 
but  its  distribution  has  changed  considerably.  Throughout  the  canal, 
from  kilometre  8  to  kilometre  25,  it  was  0.883  m. ;  it  is  not  more  than 
0.696  m.  per  kilometre  on  the  other  hand  above  the  canal;  from  kil- 
ometre 25  to  kilometre  34  it  has  been  raised  from  0.75  m.  to  0.96  m., 
and  below  kilometre  8  to  kilometre  5  it  has  been  raised  from  0.49  m. 
to  1.06  m.  per  kilometre." 

The  profile,  Fig.  6,  derived  from  De  Mas'  "Rivieres  a  Courant 
Libre",  illustrates  the  condition. 

Similar  effects  have  been  observed  on  western  rivers  of  the  United 
States.  In  the  improvement  of  the  Middle  Mississippi  below  St.  Louis 
the  river  was  straightened  for  more  than  20  miles.  As  a  result,  the 
slope  was  reduced  at  low  water  from  above  0.6  to  0.25  ft.  per  mile, 
and  the  low-water  surface  of  the  river  at  the  Eads  Bridge  was  lowered 
about  3  ft.  An  excellent  channel  exists  through  the  improved  reach, 
but  the  slope  on  the  Chain  of  Rocks,  above  the  city,  has  been  increased, 
and  dredging  is  required  annually  immediately  below  this  reach  in 
order  to  maintain  the  required  channel  depth.  Similarly,  the  Kas- 
kaskia  cut-off,  above  Chester,  which  shortened  the  river  about  6  miles, 
has  a  low-water  slope  through  it  of  0.23  ft.  per  mile,  but  dredging  is 
required  annually  on  the  crossings  above  and  below. 
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Mr.  The  improvement  of  the  Missouri   Eiver  reduced  perceptibly  the 

Townsend.  low-water  plane  at  Jefferson  City,  and  a  cut-off  at  Camden  Bend, 
which  occurred  in  1915,  has  created  a  bar  2  miles  below  it  over  which 
on  November  3d,  1916,  during  an  inspection  trip  made  by  the  writer, 
a  boat  drawing  3^  ft.  had  to  be  sparred,  the  gauge  at  Kansas  City 
reading  7.8  ft.  At  the  bend  above  Omaha  Mission,  about  764  miles 
above  the  mouth,  during  the  June  flood  of  1916,  another  cut-off 
occurred,  and  on  October  20th  the  snagboat  McPherson,  drawing 
3  ft.,  had  to  be  sparred  over  shoals,  both  above  and  below  this  cut-off, 
the  Omaha  gauge  reading  6.4  ft. 

On  the  Arkansas  River,  a  very  forcible  illustration  of  the  effect  of 
cut-offs  was  also  afforded  during  the  flood  of  1916.  In  prehistoric 
times  the  Arkansas  River,  by  the  caving  of  its  banks,  broke  into  the 
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White  River,  about  10  miles  above  its  mouth,  and,  until  this  season, 
the  low-water  discharge  of  the  Arkansas  emptied  into  the  Mississippi 
through  the  mouths  of  the  White.  The  cut-off  between  the  two  rivers 
gradually  increased  in  length,  and  a  sharp  bend  developed.  During 
the  flood  of  1916  a  cut-off  occurred  across  this  neck,  resulting  in  such 
a  shoaling  in  other  portions  of  the  old  channel  that  at  the  present  time 
(November,  1916)  the  Arkansas  River  has  resumed  its  old  outlet  into 
the  Mississippi  and  now  discharges  its  low-water  flow  in  a  separate 
channel  from  the  White  River. 

On  the  Red  River  numerous  cut-offs  have  occurred,  with  results 
equally  disastrous.  Near  Duke's  Plantation,  below  Garland,  the  cut-off 
of  1915  created  a  bar  below  it  over  which  at  the  next  low  water  the 
depths  of  the  navigable  channel  did  not  exceed  1  ft.,  and  the  efforts  of 
the  river  to  increase  its  length  by  caving  after  these  cut-offs  occurred 
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have  been  destructive  of  the  levee  line  which  had  been  constructed       Mr. 

,  1  •  1        1  Townsend. 

along  the  river  banks. 

It  is  the  raising  of  the  river  bed,  not  the  increase  of  the  discharge, 
which  raises  the  water  surface  below  cut-offs.  The  French  engineers 
have  called  attention  to  this,  and  their  views  are  now  generally  accepted 
in  both  Germany  and  Austria. 

In  his  work  on  the  improvement  of  the  Rhine,  Mr.  Jasmund  dis- 
cusses the  straightening  of  that  river  (cited  by  Mr.  Grimsky)  and 
explains  that  it  is  due  to  a  previous  undue  reduction  of  slope,  in 
former  attempts  to  improve  the  river,  that  renders  these  cases  excep- 
tional, and  conveys  the  impression  that  he  disapproves  of  cut-offs  on 
other  portions  of  the  Rhine. 

The  straightening  of  the  Danube  River  in  the  vicinity  of  Vienna, 
quoted  by  Gen.  Chittenden,  did  not  improve  the  navigation  of  the  river 
as  much  as  was  anticipated.  About  3  500  000  cu.  m.  of  material  were 
scoured  out  of  the  cut,  and  deposited  in  the  river  below,  raising  its 
bed,  and  extensive  work  has  since  been  required  to  adjust  the  low-water 
channel  to  these  new  conditions.  It  has  even  been  necessary,  in  order 
to  stabilize  the  bars,  to  create  in  the  low-water  channel  new  sinuosities 
to  replace  those  cut  out  in  the  original  improvement. 

The  view  that  a  sedimentary  stream  seeks  to  regain  its  length  after 
a  cut-oflf  did  not  originate  on  the  Mississippi  River,  but  is  a  corollary 
to  views  advanced  by  Guglielmini  more  than  200  years  ago  from 
observations  he  then  made  on  the  Po.  Observations  made  recently  by 
the  Mississippi  River  Commission  confirm  this  theory.  Guglielmini's 
general  principle,  that  there  is  a  relation  between  discharge,  slope,  and 
the  character  of  the  soil,  has  also  been  verified  by  the  changes  which 
have  taken  place  recently  in  the  Atchafalaya  and  Illinois  Rivers.  In 
both  these  rivers  a  change  in  their  discharge  created  by  artificial 
means  has  been  accompanied  by  a  marked  change  in  the  radius  of 
curvature  of  bends.  A  citation  of  an  unreliable  reconnaissance  by 
Lewis  and  Clark  is  not  considered  sufficient  proof  to  overcome  the  over- 
whelming evidence  that  can  be  cited  to  prove  that  rivers  do  strive  to 
adjust  their  length  to  their  discharge  and  slope. 

Gen.  Chittenden  also  takes  exception  to  the  distinction  made  by 
the  Committee  between  streams  created  by  glacial  action  and  those 
carrying  a  large  quantity  of  sediment.  Although  not  agreeing  with 
Mr.  Fuller,  that  there  is  a  necessity  for  a  new  variety  of  engineer, 
called  by  him  the  geological  engineer,  the  writer  believes  that  all  engi- 
neers who  investigate  river  problems  should  have  knowledge  of 
geology.  The  methods  of  improvement  which  are  successful  with  the 
gentle  slope  of  rivers  created  by  glacial  action  have  frequently  failed 
when  applied  to  streams  carrying  large  quantities  of  sediment.  Thus, 
on  the  rivers  connecting  the  Great  Lakes  a  permanent  channel  of 
21  ft.  can  be  dredged,  but  on  the  Mississippi  a  channel  dredged  to 
9  ft.  fills  annually.     The  permeable  dikes,  so  successful  on  the  Middle 


1310  DISCUSSION  ON  FLOODS  AND  FLOOD  PREVENTION 

Mr.       Mississippi,  were  failures  when  applied  to  the  Upper  Mississippi  above 
ownsen  .  j^g^i^^jj     Qj^  ^j^g  Illinois  River  a  cut-off  could  be  made  with  impunity, 
but  the  writer  believes  it  is  impossible  to  improve  the  Missouri  River 
permanently  unless  cut-offs  are  prevented. 

In  reference  to  outlets  or  spillways,  the  writer  does  not  apprehend 
the  danger  to  the  channel  of  the  main  river  from  their  construction 
that  some  do.  He  is  a  firm  believer  in  the  idea  that  rivers  have  a 
tendency  to  correct  man's  errors,  and  that,  if  outlets  are  constructed, 
a  fill  will  occur  in  the  outlets  rather  than  in  the  river  channel;  but,  if 
the  outlet  is  given  such  dimensions  that  it  begins  to  enlarge,  there  is 
imminent  danger  that  the  main  channel  will  not  only  fill  but  be 
abandoned,  vmless  the  process  is  checked.  A  river  exhibits  an  objec- 
tion to  serving  two  masters. 
Mr.  Morris  Knowles,*  M.  Am.  Soc.  C.  E.  (by  letter). — In  contributing 

"  to  the  closure  for  the  Minority,  the  writer  expresses  the  conviction 
that  the  character  of  the  discussion  presented  demonstrates  conclusively 
that  the  attempted  premature  discharge  of  the  Committee,  on  two 
occasions,  and  before  a  final  report  was  submitted,  was  an  unfortunate 
mistake.  It  is  evident,  also,  that  the  discussion  has  fully  justified 
the  contention  of  the  Minority  that  assertive  statements,  with  a  limited 
point  of  view  only,  and  in  the  face  of  present  divided  opinion  on  the 
subject,  will  not  promote  progress  or  the  development  of  a  much 
needed  comprehensive  programme  for  stream  control,  but  will  rather 
intensify  discord  where  it  is  not  necessary.  The  object  of  the  Com- 
mittee, in  so  far  as  it  could  not  agree  on  a  final  pronouncement,  ought 
to  be  to  promote  further  investigation  and  discussion,  and  not  to 
attempt  to  close  the  door  by  dogmatif  cx])ression  of  a  single  point  of 
view. 

It  is  apparent,  at  a  time  when  the  importance  of  regulation  of 
stream  flow  in  its  largest  sense,  which  includes  flood  control  as  a 
part,  is  engaging  the  attention  of  the  country  and  impressing  itself 
on  laymen,  that  the  Society  has  lost  a  wonderful  opportunity  to  pro- 
mote sound  thinking  and  the  development  of  a  in-ogramme  looking 
toward  wise  legislation.  It  is  plain  from  the  public  interest,  general 
discussion,  and  proposed  laws,  that  no  one  type  of  control  is  a  universal 
panacea,  or  will  do  for  all  classes  of  streams;  also,  that  the  opinion 
of  a  single  branch  of  scientific  men,  not  in  sympathy  with  all  phases 
of  stream  regulation,  will  long  satisfy  the  country,  for  such  opinion 
will  stifle  progress  and  miduly  lengthen  the  period  required  for  reaching 
the  desired  results. 

The  writer  expresses  the  hope,  therefore,  that,  at  some  latcn-  date, 
the  Society  may  take  up  this  important  subject  again  and  continue 
its  consideration  until  it  becomes  possible  to  prepare  a  report  which 
will  merit  the  consideration  justified  by  the  lii^^li  standing  of  the 
Society. 

•  Pittsburgh,  Pa. 
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PREFACE. 


In  presenting-  this  report  to  the  Members  of  the  American  Society 
of  Civil  Enjrineers,  the  Committee  is  fully  alive  to  the  fact  that  the 
art  of  valuation  is  still  in  formative  condition,  as  is  evidenced  by  the 
conflicting  views  expressed,  or  principles  enunciated,  even  by  the 
higher  Courts.  That  debatable  subjects  arise  frequently,  ■  and  will  con- 
tinue to  do  so,  is  indicated  by  the  record  of  the  Committee's  work 
incident  to  the  rendering  of  this  report,  for  in  spite  of  the  prior,  knowl- 
edge of  its  members  on  this  subject,  and  professional  experience  in  it, 
five  years  have  elapsed  since  their  appointment,  in  which  forty-eight 
joint  meetings  have  been  held,  many  of  them  consisting  of  three  ses- 
sions, and  a  voluminous  correspondence  has  been  carried  on,  aggrega- 
ting thirteen  substantial  volumes. 

Nevertheless,  the  fact  that  nine  men  of  widely  different  training 
and  experience,  practising  in  dift'erent  professional  lines  and  fields, 
have  been  able  to  come  finally  to  common  belief  upon  most  of  the 
subjects  discussed — the  principles  which  should  control  the  valuation 
of  normal  public  utility  properties — leads  the  Committee  to  hope 
that  this  report  may  be  helpful  to  others,  and  may  serve  to  clarify  this 
very  involved  subject,  to  the  common  advantage  of  public  service 
corporations  and  the  public  served,  by  aiding  in  the  establishing  of 
procedure  and  in  the  reducing  of  th(>  uncertainties  of  valuation  and 
rating  of  public  utility  properties. 

Where  differences  of  opinion  have  developed,  the  conflicting  views 
of  the  Court  have  been  cited,  the  effect  of  the  application  of  different 
theories  indicated,  and  the  course  of  action  most  likely  to  lead  to  a 
fair  settlement  of  debatable  questions  has  been  outlined. 

The  Committee  bespeaks  a  thorough  and  open-minded  study  of 
the  whole  report,  by  the  members  of  the  Society  int(>rested  in  the 
subject.  Only  with  such  a  background  will  its  full  significance  be 
apparent.  The  subject  is  so  involved  and  many-sided  that  brevity 
and  conciseness  are  not  always  possible,  and  that  brief  statements 
may  not  always  be  capable  of  isolation  from  the  context  without  the 
possibility  of  causing  ambiguity;  therefore,  though  the  Committee  has 
l)repared  an  abstract  of  its  conclusions  for  tlie  convenience  of  the 
readers  of  the  report,  it  hopes  that  the  members  of  the  Society  will 
l)ase  th(>ir  conclusioiis  and  discussions  on  the  main  report,  rather 
than  on  the  abstract. 

The  tal)lo  of  contents  follows.  Thereafter  arc  i^iven.  successively, 
the  abstract,  ibc  introduction  and  other  ch:ii)t('rs  of  the  rejiort,  and 
finally  a  detailed  glossary. 

OCTOUKI!  L^Stii,  1910. 
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ABSTRACT  OF  llEPORT. 

The  Committee,  in  its  consideration  of  the  subject  assigned  to  it, 
has  been  guided  by  the  belief  that  stress  should  be  laid  on  fundamental 
principles  and  on  general  methods  rather  than  on  details  which  neces- 
sarily vary  under  different  circumstances;  that  the  discussions,  unless 
otherwise  stated,  should  be  confined  to  normal  properties;  that  valua- 
tion should  have  its  f oimdation  in  fact ;  that  where  there  are  alternative 
methods  equally  fair  to  the  parties  affected,  the  one  should  be  selected 
which  is  most  capable  of  being  carried  out  effectively  under  present 
laws,  as  defined  by  the  Courts,  and  which  is  most  desirable  for  general 
use  in  the  direction  of  uniformity;  that  recognition  should  be  given 
to  the  interdependence  of  the  various  elements  which  enter  into  the 
problem;  that  while  major  attention  should  be  given  to  the  ascertain- 
ment of  the  cost  of  creating  the  property  in  question  and  its  business, 
due  consideration  should  be  given  to  intangible  values,  and  that  the 
important  item  of  interest,  in  this  report  meaning  interest  compounded 
annually,  should  always  be  considered. 

In  the  light  of  this  preliminary  understanding  and  of  the  discus- 
sions which  ensued,  the  following  conclusions  have  be-^  :  reached. 

Fundamental  Principles  of  Valuation. 

The  principles  and  methods  must  be  such  that  when  properly 
applied  the  result  will  be  fair  to  all  parties  affected  and  of  a  nature 
that  will  attract  to  the  service  of  the  public  capital  necessary  for 
building  new  properties  and  for  improving  and  extending  old  ones. 

New  Properties. — In  the  valuation  of  a  new  property,  if  the  question 
of  a  fair  return  is  at  stake,  the  actual  investment  in  the  portion 
devoted  to  public  use,  including  working  capital  and  development 
expense,  should  be  taken  as  the  basis  for  "fair  value";  if  the  same 
property  just  ready  for  operation  is  to  be  valued  for  public  acquisition, 
the  basis  of  "fair  value"  should  be  the  actual  cost,  including  the  money 
value  of  services  and  other  considerations  involved;  if  the  valuation 
is  to  be  used  for  capitalization,  the  result  should  be  attained  in  the 
same  way  as  the  return  base,  except  that  all  parts  of  the  property 
should  be  included;  and  if  for  taxation,  whether  of  a  new  or  old 
property,  the  result  must  accord  with  the  laws  of  the  State,  or,  where 
not  governed  by  such  laws,  should,  to  make  it  equitable,  be  fixed  at 
a  sum  consistent  with  the  valuation  of  other  property  for  taxation. 

Old  Properties  Under  Continuous  Regulation. — In  the  valuation 
of  an  old  property,  operating  without  competition  and  from  its  incep- 
tion under  commission  control  as  to  rates  and  methods  of  accounting, 
and  assumed  to  have  been  entitled  to  earn  sums  sufficiently  large  to 
provide  for  all  expenses  of  maintenance,  operation  and  taxation,  depre- 
ciation allowances,  and  a  fair  return  on  the  "fair  value"  of  the  prop- 
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erty.  the  owner  should  be  compensated  in  some  way  for  losses  that 
he  may  have  sustained  during  the  early  years  of  operation  before  the 
property  was  tuned  up  and  the  business  developed,  either  by  including 
in  the  valuation  the  sum  of  the  deficiency  of  earnings  in  the  early  years, 
with  interest,  or  by  allowing  higher  rates  of  return  in  subsequent 
years  to  offset  the  early  deficiency. 

Old  Properties  Not  Under  Continuous  Regulation. — In  the  valua- 
tion of  an  old  property  which  has  not  been  subject  to  continuous 
regulation,  not  only  are  the  foregoing  principles  important,  but  there 
are  many  cases  in  which  equity  calls  for  the  inclusion  of  not  only  the 
sum  representing  the  sacrifice  by  the  owner  but  also  a  further  positive 
or  negative  sum  representing  valuable  property  or  rights  which  may 
have  been  acquired  or  lost  by  the  owner  as  a  result  of  time  or  through 
the  failure  of  the  public  or  the  owner  to  assert  their  authority,  the 
Courts  holding  that  the  present  value  of  the  property  should  be 
used  rather  than  its  cost. 

Physical  Property  to  be   Included   in   Valuation. 

This  varies  in  different  cases  with  the  use  to  which  the  valuation 
is  to  be  put  and  the  law  governing  the  case. 

Used  and  Unused  Property. — In  cases  of  rate  regulation,  only  the 
property  considered  to  be  devoted  to  public  use  should  be  included, 
embracing  that  which  is  in  active  use  and  also  that  which  is  properly 
and  reasonably  held  in  reserve  to  insure  the  safety,  economy,  suffi- 
ciency, and  continuity  of  service.  In  valuations  for  capitalization 
and  public  acquisition  it  is  obvious  that  all  of  the  property  in  question 
should  be  included. 

Retired  or  Discarded  Property. — Plant  units  which  have  been 
definitely  abandoned  and  are  not  likely  again  to  be  used,  due  to 
having  been  worn  out  in  service  or  by  reason  of  the  reconstruction  of 
the  property,  should  be  excluded  from  the  valuation  and  should  appear 
either  in  a  separate  schedule  of  retired  or  discarded  property,  or  such 
full  statement  of  the  conditions  should  be  made  as  will  definitely 
fix  the  status  of  the  units  or  parts.  Temporary  works  necessarily  built 
in  connection  with,  or  required  for,  the  construction  of  permanent 
works,  or  for  furnishing  service  to  the  public  at  an  earlier  date  than 
it  could  be  furnished  by  the  permanent  works,  should  be  included 
in  the  valuation. 

Excessive  Size  or  Capacity. — No  reduction  should  be  made  in  the 
valuation  on  account  of  excessive  size  or  capacity,  except  when  the 
excess  is  so  great  as  to  be  clearly  unreasonable  and  is  the  result  of 
not  using  proper  foresight. 

Donated  Property. — Lands  or  other  property  voluntarily  donated 
to  a  public  utility  should  be  included  when  determining  the  reproduc- 
tion cost,  on  the  same  basis  as  land  and  property  otherwise  acquired. 
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Leased  Property. — In  the  case  of  leased  property,  either  the  prop- 
erty itself  or  the  lease  should  be  valued,  as  circumstances  may  dictate. 

Title  to  Property  Not  Conclusive. — Structures  located  on  land 
to  which  the  owner  of  a  public  utility  has  no  title  should  be  included 
in  the  valuation  of  the  property  where  the  owner  has  been  required 
by  law  or  necessity  to  pay  their  cost,  including  in  this  class  also 
property  voluntarily  donated;  and  they  should  be  excluded  where  other 
public  service  companies,  the  public,  or  the  users,  other  than  the  owner 
in  question,  have  been  required  by  law  or  necessity  to  pay  their  cost. 

Worlcing  Capital. — It  is  customary  to  include  under  the  term 
"working  capital"  the  amount  of  cash,  materials,  and  supplies,  provided 
for  use  in  the  plant,  but  not  yet  forming  a  part  of  it,  and  other  current 
assets  which  are  essential  for  the  proper  maintenance,  operation,  and 
administration  of  a  property.  There  should  be  included  in  a  valuation 
an  amount  of  working  capital  sufficiently  large,  not  only  to  meet  the 
usual  requirements,  but  to  provide  for  emergencies. 

Securities  Owned. — Ordinarily,  the  valuation  of  property  devoted 
to  public  use  should  not  include  securities  owned,  or  surplus  cash 
not  forming  a  part  of  working  capital,  except  in  instances  where  such 
securities  and  surplus  cash  are  an  offset,  in  whole  or  in  part,  for 
depreciation  deducted  from  the  cost  of  the  property. 

Original  Cost  to   Date. 

As  defined  by  the  Committee,  this  is  the  first  cost  of  the  identical 
property  units  now  in  use,  including  overhead  charges. 

Difficulties.— While  much  of  the  difficulty  of  determining  original 
cost  as  thus  defined  in  some  cases  may  be  removed,  especially  in 
the  case  of  short-lived  property,  it  is  not  feasible  to  obtain  a  depend- 
able result  where  the  absence  of  reliable  historic  data  makes  necessary 
a  resort  to  estimates,  as  in  the  case  of  old  properties  consisting  mainly 
of  long-lived  items. 

Schedule. — Generally,  it  will  be  found  necessary  to  prepare  a  sched- 
ule in  the  same  way  that  one  would  be  made  for  determining  the  cost 
of  reproduction,  many  adjustments  in  the  records  often  being  required, 
even  under  the  most  favorable  conditions,  in  order  to  obtain  correct 
results. 

Costs — Unit  Costs. — When  a  schedule  is  necessary,  the  correspond- 
ing costs  or  unit  costs  are  essential  to  the  completion  of  the  inventory, 
and  where  these  are  unobtainable,  as  is  usually  true  in  the  case  of 
property  units  acquired  or  created  long  ago,  the  ascertainment  of  the 
original  cost  is  impossible. 

Overhead  Charges. — These  are  recited  at  length  in  the  section 
relating  to  cost  of  reproduction.  They  are  inadequately  reflected  in  the 
records,  as  a  rule,  and  therefore  adjustments  are  required  which  are 
largely    matters    of    opinion    and    speculation,    and    which,    in    couse- 
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quence.  make  more  imcertain  the  final  result  thus  often  destroying  its 
usefulness. 

Development  Expense. — The  expense,  actually  incurred  in  connec- 
tion with  the  tuning  up  and  creation  of  the  business  of  a  property, 
should  be  included  as  a  part  of  the  original  cost  to  date. 

Cost  of   Reproduction. 

Theory  of  Reproduction. — Estimates  of  the  cost  of  reproduction 
should  be  based  on  the  assumption  that  the  identical  property  is  to  be 
reproduced,  rather  than  a  substitute  property;  that  while  apparent 
present-day  conditions,  that  would  affect  the  cost  of  reproducing  the 
property,  must  be  considered  in  any  logical  estimate,  yet  history  must 
also  be  considered,  to  determine  what  is  to  be  reproduced,  the  condi- 
tions mider  which  it  is  to  be  reproduced,  and  how  the  estimates  must 
be  made;  that  for  all  those  items  concerning  which  there  can  be  no 
doubt  the  engineer  should  use  the  basis  plainly  applying,  and  that  for 
those  that  are  doubtful,  or  have  been  questioned,  he  should  present  the 
eifect  of  the  use  of  the  different  bases  clearly,  that  the  determining 
body  may  have  the  data  for  a  wise  decision;  and  that  normal  present 
conditions  shall  determine  the  prices  and  methods  for  doing  the  work. 

Preliminary  Work. — The  first  step  in  estimating  the  reproduction 
cost  of  a  property  is  such  a  study  of  the  property  and  its  history  as 
will  enable  the  estimator  to  make  a  complete  list  of  all  items,  lay  out 
a  proper  financial  and  construction  programme,  and  fix  proper  unit 
prices  to  the  several  items  of  the  schedule,  after  which  the  property 
should  be  divided  into  groups  of  items  or  units  which  will  lend  them- 
selves to  the  depreciation  study  and  accounting,  preferably  following 
some  well  established  classification  of  accounts. 

The  field  schedules  and  inventories,  suitably  recorded  on  appro- 
priate forms,  should  be  based  not  only  on  full  and  complete  surveys 
and  inspections  of  the  visible  physical  property,  but  they  should  also 
reflect  a  careful  historical  search  of  existing  records  of  original  con- 
ditions, and  other  reliable  sources  of  information,  bearing  on  items  of 
material  or  work  which  entered  into  or  were  incidental  to  actual  ex- 
isting units,  special  care  being  exercised  to  exclude  that  which  is  not 
capable  of  definite  proof,  and  to  limit  the  speculative  uncertainties  as 
far  as  possible. 

Unit  Prices. — In  determining  unit  prices  a  rational  sequence  of 
construction  should  be  assumed  for  the  reproduction  of  a  property; 
and  rational  assumptions  should  be  made  as  to  the  manner  of  doing 
the  different  parts  of  the  work,  whether  by  the  forces  of  the  company 
or  by  contract.  Unit  prices  based,  where  possible,  on  the  actual  cost 
of  doing  similar  work,  in  a  similar  manner,  under  similar  circum- 
stances, should  be  determined  by  persons  of  experience  and  sound 
judgment.     They  should  be  based  on  the  normal  average  cost  of  work 
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for  a  considerable  period — say,  5  or  10  years — in  order  to  give  sta- 
bility to  the  valuation,  so  that  it  may  be  used  for  a  subsequent  term  of 
years.  In  the  case  of  items  which  are  steadily  increasing  or  decreasing 
in  value,  the  prices  adopted  should  be  normal  for  the  time  of  the  valua- 
tion. Full  consideration  should  be  given  to  the  time  allowed  for  con- 
struction, to  climatic  conditions,  and  to  the  effect  of  any  other  sig- 
nificant conditions  or  limitations  upon  the  cost  of  the  work. 

Land  Holdings. — Separate  parcels  of  land,  such  as  one  or  two  lots, 
or  a  tract  of  not  unusual  size,  not  connected  with  other  lands  of  the 
utility  in  a  strip  or  body,  and  where  freedom  of  choice  in  selection  may 
be  exercised,  should  be  valued  on  the  same  basis  as  other  lands  in  the 
vicinity,  used  for  general  purposes. 

Where  large  tracts  have  been  acquired,  made  up  of  a  niunber  of 
separate  entire  parcels,  the  history  of  the  transaction  should  be  com- 
pletely investigated  and  allowance  made  in  the  estimate  for  costs  of 
vacation  of  streets,  or  acquisition  of  other  rights,  incident  to  the  use 
of  the  property  as  a  whole.  Such  further  allowances  should  be  made, 
as  may  seem  to  be  justified  by  experience,  to  cover  excess  costs,  over 
and  beyond  the  normal  market  values  which  existed  at  the  beginning 
of  the  project,  and  which  were  due  to  fluctuations  of  price  or  other 
causes  beyond  control.  Normal  market  values  of  similar  and  near-by 
property,  as  of  the  time  of  appraisal,  should  be  the  basis,  with  such 
additions  as  are  warranted  by  the  investigation  in  each  case. 

In  the  consideration  of  values  of  lands,  for  rights  of  way  for  a 
railroad,  an  electric  railroad,  an  aqueduct,  or  other  like  property,  or, 
lands  for  a  water-works  or  an  hydro-electric  reservoir,  where  freedom 
of  choice  is  restricted  and  where  all  the  land  must  be  acquired, 
radically  different  methods  must  prevail. 

In  the  valuation  of  lands  of  this  class,  a  clear  distinction  should  be 
made  between: 

(a)  Lands  where  the  entire  tract  or  parcel  is  taken  and  there  is  no 

element  of  severance  damages; 
(h)  Lands  where  only  a  portion  of  the  tract  is  taken  and  where  the 
element  of  severance  damages  is  present; 

and  the  extent  of  lands  of  both  classes  should  be  shown. 

Historic  conditions,  where  ascertainable,  should  be  given  due 
weight  in  fixing  the  extent  and  character  of  the  severance.  All  ele- 
ments of  value  to  the  seller,  including  recognition  of  all  damages  to 
the  portions  of  his  property-  not  taken,  which  would  prevail  in  the  case 
of  condemnation  of  the  lands  under  reproduction,  should  be  considered. 

A  determination  of  the  relation  existing  between  actual  recent 
acquisition  costs  and  the  normal  market  value  of  the  lands  out  of  whicli 
the  strip  or  parcel  was  taken  at  the  time  of  acquisition  is  midoubtedly 
possible  in  many  cases.     It  would  seem  that  where  such  relation  can 
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be  determined,  its  use  in  connection  with  the  normal  market  values  of 
these  or  similar  lands  at  the  time  of  appraisal  should  establish  a  rea- 
sonable cost  of  reproduction. 

The  determination  of  the  figure  to  be  used  should  be  based  in  all 
cases  on  full  consideration  of  the  present  normal  market  value  of  the 
area  of  land  acquired  and  of  other  recent  purchases  by  the  same  or 
other  companies  of  similar  lands  in  the  vicinity  or  in  districts  of  like 
characteristics;  the  damage  to  the  remaining  land,  net  required,  due 
to  severance  and  all  consequential  injuries;  the  amount  and  character 
of  the  costs  of  acquisition  and  overhead  charges;  enhanced  prices  due 
to  active  demand;  and  any  other  real  items  of  cost  which  would  be 
included  in  case  of  purchase.  But  no  allowance  should  be  included 
for  special  values  coming  after  the  acquisition  of  the  property  on 
accoimt  of  its  new  use  or  on  account  of  a  greater  earning  power  under 
the  new  use,  or  for  any  other  hypothetical  "value". 

Estimates  should  be  based  on  prices  and  values  as  of  the  time  of 
appraisal,  be  they  higher  or  lower  than  those  prevailing  at  the  time 
of  original  acquisition.  The  thing  sought  in  reproduction  is  the  fair 
cost  of  acquiring  the  property  as  of  the  date  of  valuation. 

The  treatment  of  the  valuation  of  land  holdings  is  not  yet 
thoroughly  crystallized;  therefore  the  valuing  engineer  will  do  well 
to  confer  with  counsel  upon  the  interpretation  of  past  Court  decisions 
and  the  legal  principles  which  are  most  fairly  applicable  to  the  case 
under  review. 

Overhead  Charges. — There  are  certain  expenses  called  overhead 
charges,  inseparable  from  the  construction  of  any  property,  which  are 
a  necessary  and  proper  part  of  its  cost,  but  which  are  not  capable  of 
physical  identification  after  the  completion  of  construction  work. 
These  expenses  cannot  be  covered  in  the  estimate  of  "Cost  of  Reproduc- 
tion" by  the  application  of  specific  unit  prices;  from  their  nature  they 
attach  to  the  whole  or  large  parts  of  the  property  rather  than  to  any 
particular  units. 

Among  the  expenditures  which  must  be  provided  for,  and  classed 
as  overhead  charges  are: 

(a)  Cost  of  promotion; 

(fe)  Cost  of  financing  and  securing  the  necessary  capital  with 
which  to  carry  out  the  enterprise; 

(c)  Cost  of  organization,  including  the  incorporation  and  organi- 
zation of  the  company,  securing  of  franchises,  and  other  like 
expenditures ; 

(d)  Engineering,  including  the  making  of  the  preliminary  inves- 
tigations and  plans,  plans  for  the  construction  of  the  entire 
property,  the  engineering  supervision  of  all  construction  and 
other  work  involved  in  the  development  of  a  property,  except 
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such  direct  supervision  as  may  properly  be  included  in  the 
unit  prices  of  various  property  units,  or  as  specific  charge 
against  some  particular  schedule  or  group  of  units; 

(e)  Administration,  including  salaries  for  general  officers,  agents, 
accountants,  clerks,  and  other  assistants,  not  included  in  the 
engineering  and  legal  departments,  and  all  administration 
expenses ; 

(/)  Legal,  including  salaries  and  expenses  of  law  officials  and 
costs  of  litigation  which,  depending  on  the  character  of  the 
property  and  its  location,  may  be  a  comparatively  minor  item 
or  a  very  large  one; 

(g)  Interest  during  the  period  of  construction,  on  money  borrowed, 
or  on  money  invested  in  the  property  by  its  owners ; 

(h)  Taxes  and  insurance  during  construction;  and 

(i)  Contingencies,  representing  expenditures  which  cannot  be 
foreseen  but  which  from  one  cause  or  another  are  always  of 
considerable  size  in  the  construction  or  reproduction  cost  esti- 
mate of  any  great  enterprise. 

Depreciation   and    Appreciation. 

With  a  desire  to  remove  the  ambiguity  and  resulting  confusion 
that  has  attended  the  use  of  the  term  "depreciation"  in  connection 
with  valuation,  the  Committee  has  considered  the  subject  from  three 
standpoints:  (1)  the  cause,  decretion  or  loss  of  service  life;  (2)  the 
record,  accounting  depreciation,  or  the  money  allowance  made  in  book- 
keeping to  oflFset  accruing  loss  of  service  life;  and  (3)  the  amount 
sought,  depreciation  of  valuation  or  fair  depreciation,  the  sum  which 
should  be  deducted  from  original  cost  to  date  or  from  estimated  cost 
of  reproduction  new  as  a  step  in  finding  that  which  the  Courts  have 
called  "fair  value". 

Decretion. — This  is  the  fact  of  loss  of  service  life  of  a  physical 
property,  or  property  unit,  or  item,  regardless  of  its  effect  on  value 
or  anything  else.  It  may  be  due  to  use,  or  inadequacy,  or  obsolescence 
or  accident,  either  singly  or  in  combination  in  a  given  plant  or 
plant  unit. 

Although,  in  a  well-maintained  property,  decretion  is  always  pres- 
ent in  some  degree,  yet  in  some  cases  this  decretion,  converted  into 
loss  of  value,  which  loss  is  hereafter  called  cost  of  decretion,  should 
not  be  considered  to  be  a  deductible  quantity  in  finding  the  value  of 
the  property — that  is,  it  should  not  be  considered  as  depreciation  of 
valuation,  or  fair  depreciation.  Unfortunately,  this  has  not  been 
entirely  understood. 

Whether  or  not,  and  to  what  extent,  if  any,  the  loss  of  vahio  due  to 
existing  decretion  shall  be  deducted  from  original  cost  to  date  or  cost 
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of  reproduction  new,  when  finding  "fair  value"  for  any  purpose,  is  the 
great  troublesome  problem  of  depreciation  in  valuation. 

Accounting  Depreciation. — The  fundamentals  of  the  methods  of 
accounting  for  depreciation  are  that  the  owner  of  a  public  utility 
is_under  obligation  to  the  investors  in  its  securities  to  maintain  the 
integrity  of  the  investment  as  a  continuing  property  and  to  furnish  ( 
suitable  ser\ ice  to  the  public;  that  the  public  is  under  obligation  to  | 
the  owner  to  pay  a  fair  price  for  the  service  rendered,  which  should 
cover  all  operating  expenses,  a  proper  allowance  for  depreciation  and 
a  fair  return  upon  the  "fair  value"  of  the  property;  and  that  the 
return  to  the  investor  and  the  rates  to  the  consumer  should  be  kept 
reasonably  stable  and  uniform  from  year  to  year  and  should  be  fair. 

The  four  accounting  methods  in  use  for  accounting  for  deprecia- 
tion, the  replacement  method,  the  straight-line  method,  the  com- 
pound-interest method  (formerly  called  by  the  Committee  the  "equal- 
annual-payment  method"),  and  the  sinking-fund  method,  yield 
identical  total  costs  when  the  whole  life  of  a  property  unit  is 
considered,  and  any  one  of  them  seeming  to  be  the  most  convenient 
may  be  chosen,  provided  only  that  under  the  circumstances  it  is  legal, 
safe,  and  fair. 

The  replacement  method  is  applicable  to  those  short-lived  proper- 
ties or  parts  of  properties  made  up  of  a  large  number  of  items,  the 
replacement  or  retirement  of  which  proceeds  after  a  time  with  fair 
regularity  and  causes  no  troublesome  variations  in  return  or  service 
rates;  the  straight-line  method  applies  to  any  property  units  having 
more  than  a  year  of  service  life,  which  are  assumed  to  depreciate  uni- 
formly from  the  beginning  to  the  end  of  service  life;  the  compound- 
interest  and  sinking-fund  methods  apply  to  property  units  the  deprecia- 
tion of  which  is  assumed  to  progress  at  the  same  rate  as  a  sinking  fund 
grows  from  an  annuity,  accumulating  at  compound  interest. 

In  addition  to  these  four  methods  there  is  the  unit  cost  method, 
eminently  sound  in  theory  but  not  readily  applicable  to  accounting 
purposes,  which  is  based  on  the  conception  that  the  value  of  a 
plant  unit  should  be  decreased  from  year  to  year  to  such  an  extent 
that  the  cost  per  unit  of  output  or  service,  taking  into  account  all 
annual  charges  for  interest,  depreciation,  repairs,  cost  of  operating, 
etc.,  should  be  constant  during  each  year  of  the  estimated  service 
life  of  the  unit. 

The  great  discrepancy  in  the  growth  of  depreciation  of  long-lived 
units  under  the  straight-line  and  compound-interest  theories  should 
be  carefully  noted  when  determining  which  method  to  use. 

This  report  is  particularly  concerned  with  depreciation  accounting 
as  it  relates  to  valuation,  and  the  determination  of  the  depreciation  of 
valuation.  It  would  seem  to  be  fair  in  any  given  case  to  give  the 
method  of  accounting  used  by  the  utility  in  setting  up  depreciation 
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allowances  its  proper  effect  in  determining  deductible  depreciation  or 
the  depreciation  of  valuation. 

Depreciation  of  Valuation  Dependent  on  Accounting  Methods  and 
Regulations. — Finding  the  cost  of  decretion,  here  defined  as  the  loss 
of  service  life  of  an  item  converted  into  loss  of  value,  is  a  step  in 
the  determination  of  depreciation,  but  whether  and  to  what  extent, 
if  at  all,  the  estimate  thus  found  shall  be  treated  as  depreciation  of 
valuation  may  be,  and  very  probably  will  be,  dependent,  at  least  in 
part,  on  the  methods  of  accounting  for  depreciation  and  the  character 
of  regulation  that  have  prevailed. 

Depreciation  of  Valuation  under  Replacement  Method. — If  by  order 
or  sanction  of  a  regulating  body,  or  by  long-continued  proper  custom 
under  no  regulation,  a  property,  as  for  instance  a  railroad,  has  been 
maintained  in  normal  working  condition,  necessarily  less  than  new  in 
some  or  all  of  its  parts,  by  the  replacement  method,  and  at  any  given 
date  is  being  valued  for  any  public  purpose  and  at  that  date  shows 
normal  condition,  all  its  several  parts  being  in  as  good  condition  as 
could  be  expected,  the  accounts  showing  that  those  amounts  have  been 
expended  in  renewals  that  were  necessary  to  keep  the  property  in 
normal  working  condition,  and  the  fact  appearing  that  no  expenditure 
reasonably  to  be  expected  could  put  the  property  in  better  than  the 
normal  condition  in  which  it  is  found,  and  that  no  unusually  large 
expenditure  is  presently  to  be  necessary  for  this  purpose,  then,  in  spite 
of  the  fact  that  there  is  an  existing  decretion  in  its  several  parts, 
there  should  be  found  no  depreciation  of  valuation.  Under  the  method 
of  accounting,  the  public  has  not  paid,  and  could  not  pay,  for  the  ac- 
crued depreciation,  and  under  this  condition  its  accrued  obligation  to 
pay  should  be  considered  an  asset  of  the  company  owner. 

If  parts  of  the  property  are  maintained  under  the  replacement 
method  and  part  by  some  proper  allowance  method,  then,  except  as 
noted  below,  depreciation  of  valuation  should  be  found  with  respect 
to  those  parts  maintained  under  the  allowance  method,  but  this  de- 
preciation of  specific  physical  units  will  be  made  good  in  whole  or 
in  part  by  existing  funds  or  property  purchased  with  allowances,  either 
or  both  of  whicli  will  bo  included  in  the  valuation  as  they  are  foxmd. 

If  in  the  judgment  of  the  valuing  engineer,  the  replacement  method 
may  not  be  used  with  propriety  for  a  given  property,  either  because 
not  in  accordance  with  law,  or  because  the  method  is  not  adapted  to 
the  property,  then,  whether  or  not  the  property  has  been  maintained 
in  the  past  under  this  method,  the  valuing  engineer  should  estimate 
depreciation  of  valuation  in  the  amount  of  the  cost  of  the  decretion 
he  finds.  There  can  be  no  certainty  that  the  property  will  be  properly 
maintained  in  the  future. 

When  a  comparatively  new  property,  other  than  a  railroad,  is  to 
1)0  valued,  and  it  has  not  been  \indcr  any  regulation  that  has  affected 
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its  accounting  methods,  the  law  as  laid  down  in  the  Knoxville  decision 
would  seem  to  make  it  necessary  to  find  depreciation  of  valuation  in 
amount  equal  to  the  cost  of  decretion  found  for  all  items,  whether  or 
not  maintained  by  the  replacement  method.  The  Committee,  however, 
believes  that  this  may  work  hardship  and  injustice  in  some  instances, 
and  suggests  that  in  such  cases  the  facts  be  reported  with  such  recom- 
mendations as  to  equity,  as  may  seem  fair  to  the  engineer. 

Depreciation  of  Valuation  under  Allowance  Methods. — If  either 
the  straight-line,  compovmd-interest,  or  sinking-fund  method  has  been 
used  in  computing  depreciation,  and  the  method  of  accounting  for  it 
has  been  prescribed  by  a  regulating  body  or  voluntarily  followed  by  a 
company  owner  from  the  beginning,  the  same  theory,  so  far  as  it 
applies  to  the  property  in  question,  should  be  used  for  estimating  the 
cost  of  decretion;  and  the  entire  cost  so  found,  lessened  by  any  accumu- 
lated depreciation  funds,  will  appear  as  depreciation  of  valuation,  unless 
the  sinking-fund  method  of  accounting  has  been  used.  In  the  latter 
case,  if  the  valuation  has  to  do  with  the  reasonableness  of  the  return 
and  the  accounting  is  to  go  on  as  before,  apparently  existing  deprecia- 
tion would  not  be  depreciation  of  valuation,  and  therefore  would  not  be 
deductible;  but  if  the  valuation  has  to  do  with  condemnation  or  pur- 
chase, then,  as  in  other  cases,  the  apparently  existing  depreciation  is 
depreciation  of  valuation,  and  the  owner  should  receive  the  depreciated 
value  of  the  physical  property  and  the  existing  fund. 

Effect  of  Regulation  on  Depreciation  of  Valuation. — Regulation 
which  determines  the  method  of  accounting  will  in  part  determine  the 
amount  of  depreciation  of  valuation  when  finding  "fair  value",  becaiise 
it  determines  the  method  by  which  the  public  shall  pay  for  the  loss  of 
service  life.  If  the  regulating  body  has  prescribed  the  replacement 
method  for  the  whole  period  that  units  have  been  in  existence,  then, 
although  depreciation  may  exist,  it  is  not  depreciation  of  valuation, 
because,  under  the  method  of  accounting,  the  public  has  not  paid,  and 
could  not  pay,  for  the  accruing  depreciation,  and  is  still  under  obliga- 
tion to  pay  for  it. 

Methods  of  accounting  in  force  at  the  present  time  which  make 
proper  provision  for  the  accruing  depreciation  should  not  have  full 
weight,  if,  in  previous  years  during  the  life  of  the  property  units,  other 
methods  were  in  use  which  did  not  make  provision  for  such  deprecia- 
tion. The  amount  of  depreciation  of  valuation  in  such  cases  should 
be  equivalent  to  the  accumulated  contributions  of  the  public  for  depre- 
ciation allowances  \inder  the  various  methods  of  accounting  which  have 
affected  the  property  unit  from  time  to  time.  The  public  is  still  under 
obligation  to  make  good  that  part  of  the  loss  of  service  life  not  yet 
paid  for,  and  this  obligation  should  be  considered  to  be  as  much  the 
property  of  the  company  usable  to  offset  accrued  depreciation  as  re- 
newal funds  or  property  actually  in  existence. 
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Whether  or  not  this  reasoning  will  stand  in  any  case  is  for  the 
Court  to  determine.  Valuing  engineers  and  accountants  should  report 
what  they  find  as  to  the  actual  cost  of  decretion,  and  the  sitms  which 
have  been  received  to  offset  such  cost,  under  the  methods  prescribed  by 
the  regulating  body  from  time  to  time.  They  may  give  their  opinions 
as  to  the  amount  of  depreciation  that  should  be  deducted  from  cost  to 
find  cost  less  depreciation  as  an  element  in  the  quantity  known  as 
"fair  value". 

If  regulation  has  not  fixed  accomiting  methods,  but  has  limited 
the  earnings,  it  should  be  permissible  to  inquire  whether  the  limited 
earnings  have  been  siifficieiit  to  pay  operating  expense,  depreciation, 
and  fair  return.  If  so,  depreciation  found  should  be  considered  depre- 
ciation of  valuation  to  the  extent  warranted  by  the  accounting  methods 
lawfully  or  properly  followed;  if  not,  a  question  arises.  It  is  remem- 
bered that  the  duty  of  the  company  owner  is  first  to  maintain  the  prop- 
erty "before  coming  to  the  question  of  profit  at  all",  and  that  it  is 
the  duty  of  the  regulating  body  to  see  that  rates  are  such  as  to  permit 
the  company  owner  to  earn  operating  expense,  depreciation,  and  fair 
return.  If  the  regulating  body  has  made  sufficient  earnings  impossible, 
is  it  still  the  duty  of  the  company  owner  to  maintain  the  property 
before  paying  fair  return  to  its  security  holders  ?  If  it  is,  depreciation 
of  valuation  should  be  found  in  the  amount  of  the  total  cost  of  decre- 
tion or  so  far  as  warranted  by  the  accounting  methods  followed.  If 
not,  depreciation  found  should  not  be  considered  depreciation  of  valua- 
tion except  to  the  extent  covered  by  earnings  after  deducting  operating 
expense  and  fair  return.  This  is  a  matter  of  equity  to  be  determined 
by  a  Court.  If  under  regulation  the  property  is  a  losing  venture,  it  is 
not  included  in  the  class  of  properties  now  being  considered.  In  any 
event  the  depreciation  existing  should  be  found  and  reported,  together 
with  all  pertinent  facts,  that  the  Court  may  determine  the  equities 
of  the  case. 

Conclusion  upon  Depreciation. — The  valuing  engineer  should  bear 
in  mind  that  when  a  company  owner  has  invested  a  reasonable  sum  in 
a  property  for  public  service,  it  is  entitled  to,  but  not  guaranteed,  a 
fair  return  on  its  investment,  so  long  as  the  money  remains  in  the 
property,  either  as  property,  or  funds,  or  accrued  public  obligation  to 
pay.  Therefore,  so  long  as  the  company  owner  keeps  a  sum  equivalent 
to  the  total  investment  at  work  for  the  public,  cither  as  property  serv- 
ing the  public,  or  funds  held  in  reserve  for  such  property,  no  policy 
should  be  followed  in  estimating  depreciation  that  will  reduce  the  prop- 
erty to  a  value  less  than  the  investment,  or,  when  using  cost  of  repro- 
duction less  depreciation,  iis  a  basis  of  "fair  value",  to  a  value  less 
than  the  cost  of  reproduction  of  that  part  of  the  property  estimated  to 
have  been  created  with  company  fund.s,  acquired  by  gift,  or  in  any  way 
not  the  result  of  i)ublic  coiitril)uti()iis  to  cover  deprreiatiim. 
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Appreciation. — Appreciation,  largely  the  result  of  solidification, 
seasoning  and  adaptation,  represents  the  improvement  in  quality  and 
usefulness  of  certain  parts  of  the  physical  properties  of  a  railroad  or 
other  public  utility  property,  and  it  results  from  the  lapse  of  time, 
from  work  not  specifically  charged  to  capital  account,  from  main- 
tenance, from  use,  etc.,  and  covers  items,  not  represented  either  by  the 
quantities  or  unit  prices,  that  are  determined  in  connection  with  a 
valuation. 

There  should  be  no  general  setting  off  of  appreciation  against  depre- 
ciation, but  appreciation  should  be  determined  independently  from 
depreciation.  Care  must  be  taken  that  items  of  labor  and  expense 
included  in  the  estimate  may  not  be  duplicated  in  development  expense. 

Development  Expense. 

In  the  production  of  a  normal  going  property,  development  expense, 
almost  invariably,  is  an  unavoidable  real  cost,  and  is  measured  by  the 
difference  between  the  amount  which  the  company  is  entitled  to  earn 
in  the  early  years  and  the  amount  which  it  actually  does  earn.  The 
portion  of  this  expense  incurred  in  tuning  up  the  property  and  bring- 
ing it  to  its  present  state  of  operating  efficiency  may  be  included  in 
the  cost  of  construction,  and  the  remainder  may  be  treated  as  the  cost 
of  acquiring  the  business. 

Intangible  Value. 

The  intangible  value  that  pertains  to  a  property  and  should  be 
given  due  weight  in  the  ascertainment  of  "fair  value"  is  the  difference 
between  the  tangible  value — that  is  to  say,  proper  cost  including  de- 
velopment expense,  less  depreciation  of  valuation — and  exchange  value, 
in  which  is  reflecced  existing  and  potential  dependable  income  and 
beneficial  results.  It  embraces  going  value,  in  which  is  merged  good 
will,  franchise  value,  efficiency,  favorable  business  arrangements  and 
design;  and  it  also  includes  other  elements,  such  as  leases,  easements, 
water  rights,  traffic  and  operating  agreements,  strategic  location  and 
advantages,  and  other  privileges. 
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CHAPTER  I. 


INTRODUCTION. 

The  Special  Committee  of  seven,  appointed  by  the  Board  of  Direc- 
tion in  September,  1911,  to  Formulate  Principles  and  Methods  for  the 
Valuation  of  Railroad  Property  and  Other  Public  Utilities,  presented 
to  the  Board,  early  in  December,  1913,  a  Progress  Report  on  the  sub- 
ject of  Valuation  for  the  Purpose  of  Rate-Making. 

One  member  of  the  Committee  was  unable  to  take  any  part  in  its 
deliberations,  and  consequently  did  not  wish  his  name  attached  to  the 
report,  which  was  signed  by  all  the  remaining  members,  consisting  of 
Frederic  P.  Stearns,  Chairman,  Leonard  Metcalf,  Secretary,  Thomas 
H.  Johnson,  Alfred  Noble,  William  G.  Raymond,  and  Jonathan 
P.  Snow. 

The  report  was  presented  at  the  Annual  Meeting  of  the  Society  on 
January  21st,  1914,  and,  after  a  brief  discussion,  the  following  resolu- 
tions were  adopted:  First,  a  resolution  offered  by  the  Chairman,  as 
follows : 

"Resolved,  That  the  Progress  Report  of  this  Committee,  together 
with  all  discussion  thereon  up  to  September  1st,  1914,  or  to  such  later 
date  as  the  Board  of  Direction  may  fix,  be  referred  back  to  the  Com- 
mittee for  further  consideration;  and  that  in  the  meantime  the  Board 
of  Direction  be  requested  to  assign  a  date  for  the  written  and  oral 
discussion  on  the  subject." 

Second,  a  resolution  offered  by  a  member: 

"That  inasmuch  as  each  member  of  the  Society  has  a  copy  of  that 
report,  that  it  be  not  published  in  the  Proceedings  until. the  final  report 
of  the  Committee  is  issued." 

A  special  meeting  for  the  discussion  of  the  Progress  Report  of  the 
Committee  was  held  on  March  11th,  1914,  when  the  report  was  discussed 
by  ten  members  of  the  Society,  and  the  meeting  was  adjourned  until 
April  2d,  1914,  when  it  was  again  discussed  in  the  afternoon  and 
evening  by  fourteen  members  of  the  Society.  The  total  number  of 
written  discussions  to  the  present  time  is  sixty-three,  covering  340 
printed  pages  of  the  Proceedings. 

The  Committee  suffered  a  great  loss  by  the  death  of  two  of  its 
members:  Thomas  H.  Johnson  on  April  IGth,  1914,  and  Alfred  Noble 
on  April  19th,  1914.  To  fill  the  vacancies  thus  created,  and  a  further 
vacancy  caused  by  the  wish  of  Henry  M.  Byllesby  not  to  remain  on 
the  Committee,  the  Board  of  Direction  on  May  Gth,  1914,  appointed 
to  the  Committee  Charles  S.  Cliurcliill,  William  J.  Wilgus,  and  Henry 
E.  Riggs. 
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Several  of  those  discussing  the  Progress  Report  contended  that 
the  Committee,  in  making  a  report  on  Valuation  for  the  Purpose  of 
Rate-Making,  should  have  omitted  railroads  from  its  discussion,  prin- 
cipally on  the  ground  that  railroads  are  competitive,  and  that  their 
rates  are  to  a  large  extent  interdependent  and  must  be  fixed  in  accord- 
ance with  these  conditions.  Some  have  gone  so  far  as  to  infer  that 
it  was  the  aim  of  the  Committee  to  suggest  methods  for  determining 
individual  rates  to  be  included  in  a  tariff,  although  there  was  no  sug- 
gestion of  this  kind  in  the  Progress  Report,  which  dealt  only  with 
returns  as  a  whole;  that  is,  with  the  aggregate  sum  to  be  earned  by 
means  of  the  rates. 

The  Committee  recognizes  fully  that  an  engineering  valuation  of 
the  property  of  a  public  utility  is  only  an  element  in  fixing  rates,  and 
that  this  is  especially  so  in  the  case  of  railroads  and  other  competitive 
public  utilities.  It  agrees  with  the  view  as  to  railway  rates,  ex- 
pressed by  Judge  Prouty  in  his  address  to  the  United  States  Chamber 
of  Commerce  on  February  11th,  1914,  when  he  says: 

"The  rates  of  public  utilities  are  at  the  present  day  usually  fixed 
by  commissions,  both  state  and  federal.  It  is  perhaps  the  natural 
inference  that  when  the  value  of  the  property  has  been  determined  and 
the  rate  of  return  fixed  the  work  of  the  commission  in  establishing  the 
cliarge  of  the  public  utility  is  comparatively  easy.  It  is  only  neces- 
sary to  multiply  the  value  by  the  rate  and  to  allow  a  charge  which  will 
yield  that  income. 

"And  this,  with  some  important  qualifications,  is  true  as  to  certain 
kinds  of  public  utilities.  Take,  for  instance,  a  water  plant  or  a  gas 
plant.  This  serves  a  single  community.  As  a  rule  it  meets  no  com- 
petition in  that  service.  The  amount  of  its  business  is  known  or 
can  be  forecast  with  reasonable  accuracy.  Even  matters  of  deprecia- 
tion and  such  like  have  come  to  be  pretty  accurately  understood.  It 
IS  possible,  therefore,  to  &x  with  some  confidence  the  rates  of  such  a 
utility  when  the  value  of  the  investment  is  known. 

"With  the  railroads,  however,  this  is  entirely  different  for  the 
reason  that  it  seldom  happens  that  a  single  railroad  can  be  considered 
by  itself.  The  greater  part  of  the  business  of  the  railways  of  the  United 
States  is  subject  to  competitive  conditions  of  one  sort  and  another 
which  are  largely  controlling  so  that  the  rates  of  one  are  necessarily 
bound  up  with  those  of  another.  A  moment's  thought  will  show  the 
extent  to  which  this  is  true." 

Also: 

"*  *  *  the  railroads  of  this  country  are  so  bound  up  together 
that  their  rates  are  largely  interdependent.  It  is  impossible  to  shake 
a  single  railroad  free  from  every  other  and  fix  its  charges  upon  the 
basis  of  a  fair  return  upon  its  fair  value  as  you  would  in  case  of  a  gas 
or  water  plant.  The  rate  established  for  one,  of  necessity,  influences 
and  frequently  absolutely  determines  the  rate  of  all,  a  fact  which 
must  never  be  forgotten  in  discussing  this  subject." 
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In  the  same  speech,  however,  he  adds: 

"While,  however,  I  wish  to  make  it  perfectly  plain  that  the  prob- 
lem of  establishing  railway  rates  will  not  be  solved  by  this  valuation, 
I  desire  to  say  with  even  greater  emphasis  that  the  problem  will  be 
enormously  simplified.  It  can  be  known  with  certainty  whether  the 
general  level  of  rates  is  or  is  not  too  high,  and  in  establishing  the 
charges  to  be  observed  by  a  single  carrier,  even  in  fixing  the  rate  upon 
a  single  commodity,  it  will  be  of  much  benefit  to  know  the  value  of 
the  property  involved.  Every  railroad  commissioner  will  join  with  me 
in  saying  that  here  is  the  only  solid  foundation  upon  which  he  can 
stand;  that  the  determination  of  these  values  is  indispensable  to  the 
just  and  intelligent  administration  of  his  work. 

"While  this  valuation  will  be  of  incidental  benefit  to  the  investor, 
while  it  is  essential  to  the  work  of  the  rate-making  tribunal,  it  seems 
to  me  that  its  greatest  immediate  value  is  political.  The  state  of  the 
public  mind  towards  our  railways  is  such  that  this  information  is 
absolutely  necessary." 

Whether  or  not  it  is  proper  to  base  rates  on  the  so-called  "value" 
of  the  property  is  no  concern  of  the  Committee.  The  fact  is  that  in 
many  instances,  including  cases  of  railroad  rates,  the  reasonableness 
of  rates  has  been  so  determined,  and,  in  making  their  decisions  in 
disputed  cases,  the  Courts  have  quite  uniformly  held  that  a  public 
utility  corporation  is  entitled  to  earn  a  "fair  return"  on  the  "fair 
value"  of  its  property  used  in  the  public  service. 

Whenever  the  determination  of  the  reasonableness  of  rates  is 
reached  in  this  way,  it  is  necessary  to  value  the  property,  and  to  value 
it  in  such  a  way  that  justice  shall  be  done  to  the  corporation  and  to 
the  public.  As  this  use  of  valuation  of  public  utility  properties  was 
and  now  is  prominently  in  the  public  mind,  it  seemed  desirable  to 
consider  first  the  methods  of  valuation  for  this  purpose.  Hence,  the 
Progress  Report  was  limited  to  this  field. 

There  seemed  to  be  a  failure  to  understand  completely  what  the 
Committee  proposed  in  its  Progress  Report,  and  there  were  those  who 
contended  that  there  could  be  but  one  value  for  any  plant  operated 
for  gain,  no  matter  what  the  purpose  of  the  valuation.  Further  con- 
sideration by  the  Committee  leads  it  to  believe  that  much,  if  not  all, 
of  the  misund(>rstanding  is  due  to  the  unfortunate  multiple  meaning 
of  the  word  value.  In  its  own  discussion  the  Committee  has  had 
difficulty  in  reaching  conclusions,  due  to  this  cause.  In  its  Progress 
Report  the  Committee  adopted  the  current  usage  of  the  word  value 
in  accordance  with  the  precedent  set  by  Courts,  authors,  and  legis- 
latures. One  of  the  most  prominent  of  the  authors  of  works  on  valu- 
ation has  recognized  the  difficulties  attached  to  the  multiple  meanings 
in  the  current  u.sage  of  the  word,  but  dismisses  the  subject  with  the 
fltatemont  that  the  sub.stitution  of  other  terms  is  not  without  diffi- 
culties. 
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After  careful  consideration,  the  Committee  has  concluded  that 
the  general  use  of  a  modified  terminology  would  go  far  toward  les- 
sening the  opportunity  for  misunderstanding,  and  therefore  suggests 
that  the  use  of  the  word  "value"  be  restricted  in  general  to  its  ordinary 
significance  as  defined  by  the  Standard  Dictionary:  ''The  desirability 
or  worth  of  a  thing  as  compared  with  the  desirability  of  something 
else,"  and  has  recognized  the  propriety  of  the  use  of  other  terms  than 
"value"  to  express  the  bases  on  which  purchase,  rate-making,  or  the 
determination  of  the  reasonableness  of  rates,  capitalization,  or  taxation 
must  rest.     (See  Glossary  imder  Value.) 

The  Committee  adopts  this  terminology  except  when  it  is  necessary 
to  use  the  terms  "value"  and  "fair  value"  with  the  meanings  attached 
to  them  by  the  Courts,  in  which  case  they  will  be  enclosed  in  quotation 
marks. 

The  Committee  has  attempted  in  this  report  to  cover  the  whole 
subject  assigned  to  it,  which  requires  a  very  extended  report,  even 
when  it  is  limited  to  the  general  features  of  the  subject.  To  cover 
all  questions  which  arise  in  connection  with  valuation  would  be  im- 
practicable in  a  report  by  a  committee  of  this  Society. 

The  following  preliminary  statements  may  assist  to  an  under- 
standing of  the  discussions  which  follow: 

1. — Although  the  report  deals  with  the  principles  and  methods  of 
valuation,  it  lays  stress  on  the  fundamental  principles.  General 
methods  are  indicated,  but  little  attention  is  given  to  detailed  methods 
which  necessarily  vary  under  different  circumstances. 

2. — The  discussions,  unless  otherwise  stated,  are  confined  to  normal 
properties  which  are  neither  overbuilt,  inadequate,  nor  improperly 
located. 

3. — It  is  the  view  of  the  Committee  that  valuation  should  have  its 
foundation  in  fact,  and  that  the  results  obtained  should  be  those  which 
u-ill  be  fair  to  the  parties  affected. 

4. — The  interdependence  of  methods  of  valuation  and  of  regulation 
of  public  service  properties  must  be  recognized.  Different  methods 
of  regulation  may  be  adopted,  which,  taken  in  connection  with  the 
appropriate  methods  of  valuation  and  consistently  followed,  will  be 
fair  to  the  parties  affected.  It  is  not,  however,  immaterial  which  of 
the  fair  methods  are  adopted,  because  one  may  be  more  closely  in 
accordance  with  the  law  as  defined  by  the  Courts  than  another,  and 
hence  may  be  more  capable  of  being  carried  out  effectively. 

5. — Where  there  may  be  two  or  more  practicable  and  lawful  methods 
of  procedure,  it  is  still  desirable  to  aim  toward  uniformity  and  to  select 
the  most  approved  methods  for  general  use,  as  this  will  tend  toward 
simplicity  and  the  avoidance  of  that  confusion  of  thought  and  action 
which   occurs   when   such   uniformity   does   not   exist.      The   methods 
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recommended  by  the  Committee  are  those  which,  all  things  considered, 
are  in  its  judgment  most  desirable  for  general  use. 

6. — The  various  elements  which  enter  into  the  valuation  of  a 
property  are  frequently  interdependent,  and  equitable  results  can  be 
obtained  only  by  a  recognition  of  this  fact. 

7. — As  indicated  by  the  preceding  paragraphs,  a  sharp  distinction 
should  be  made  between  what  may  be  done  now  under  present  laws 
and  what  may  be  done  under  future  legislation  and  continuous  com- 
mission control.  The  recommendations  applying  to  present  conditions 
should  not  be  confused  with  those  which  can  become  practicable  only 
with  such  legislation  and  control. 

8. — The  Committee  has  devoted  the  major  portion  of  this  report 
to  a  consideration  of  principles  and  methods  which  should  govern  in 
the  valuation  of  the  physical  property  plus  development  expense,  or, 
in  other  words,  what  it  has  cost  or  would  cost  to  create  the  property 
and  to  create  the  business.  The  valuation  so  determined  does  not 
cover  all  the  elements  of  value  which  should  receive  consideration 
from  the  Courts  and  the  various  regulating  bodies;  therefore,  a  por- 
tion of  the  report  is  devoted  to  a  discussion  of  intangible  values  and 
to  other  matters  which  may  in  many  cases  have  an  important  bearing 
in  the  final  determination  of  "value". 

9. — Until  the  science  of  valuation  and  the  adoption  of  sound 
accounting  methods  have  advanced  much  further  than  at  the  present 
time,  it  is  probable  that  different  methods  will  have  to  be  used  in 
different  cases  to  produce  fair  results,  and  special  cases  will  always 
continue  to  arise  which  require  methods  adapted  to  them.  The  aim. 
however,  should  be  toward  uniformity. 

10. — In  questions  relating  to  valuation,  interest  is  an  important 
item  which  should  always  be  considered,  and  when  interest  is  men- 
tioned in  this  report  it  means  interest  compounded  annually. 

The  valuation  of  public  utilities  has  obtained  special  importance 
in  recent  years,  and  most  of  the  literature  relating  to  this  subject 
has  been  issued  within  the  last  sixteen  years.  The  principles  and 
methods  involved  are  now  being  carefully  considered  by  many  public 
service  commissions  and  the  Courts,  as  well  as  by  engineers,  lawyers, 
and  committees  of  various  societies  having  to  do  with  public  utilities. 
The  subject  is  still  in  the  developmental  stage.  Until  recently,  there 
were  no  engineering  or  legal  works  devoted  exclusively  to  the  valuation 
of  public  service  properties,  but  since  1911  several  important  and 
valuable  books  on  this  subject  have  been  published.* 


•  See  "Valuation  of  Public  Service  Corporations,"  by  Robert  H.  Whitten. 
New  York,  1912  and  1914,  a  comprehensive  work  in  two  volumos  In  legal  form,  which 
contains  a  discussion  of  the  various  principles  involved  in  the  valuation  of  the  property 
of  public  service  corporations,  and  Is  replete  with  extended  quotations  from  the  opinions 
of  the  Courts;  also,  the  foIlowlnR  :  "Valuation  of  Public  Utility  Properties,"  New  York, 
1912,    and    "Value   for    Rate-Making,"    New    York,    1916,    by    Henry    Floy;    "Public 
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The  Committee,  in  preparing  this  report,  has  carefully  considered 
the  views  expressed  in  these  recent  works  and  in  the  many  written 
discussions  on  the  Proarress  Report. 

utilities.  Their  Cost  New  and  Depreciation."  New  York,  1913,  and  "Public  Utilities, 
Their  Fair  Present  Value  and  Return,"  New  York,  1915,  by  Hammond  V.  Hayes; 
"Principles  oi  Depreciation,"  New  York.  1915,  by  Earl  A.  Saliers ;  and  "Public 
Utility  Rates,"  New  York,  1916,  by  Harry  Barker. 

See  also  Bibliography  to  July  16th,  1913,  containing  61  pages,  prepared  in  the 
Library  of  the  American  Society  of  Civil  Engineers,  under  the  direction  of  the  Secre- 
tary, at  the  request  of  the  Committee,  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXVI, 
December.  1913,  p.  2133.  This  bibliography,  together  with  an  additional  72  pages, 
bringing  it  up  to  December  23d,  1915,  has  been  published  by  the  American  Electric 
Railway  Association. 
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CHAPTER  II. 


FUNDAMEiNTAL  PRINCIPLES   OF   VALUATION. 

A  fundamental  principle  of  primary  importance  is  that  a  valuation 
shall  be  made  so  that  it  will  be  fair  to  all  parties  affected. 

So  long  as  it  is  desired  that  public  service  corporations  and  not 
government  shall  provide  the  utilities  required  by  the  public,  it  will 
be  necessary,  in  the  exercise  of  public  regulation,  to  use  principles  and 
methods  of  valuation  which,  when  properly  applied,  will  attract  the 
capital  necessary  for  building  new  properties,  for  extending  old  ones, 
and  for  rendering  satisfactory  service. 

Under  normal  conditions,  the  investor  is  induced  to  create  new 
property  by  the  prospect  of  obtaining  a  fair  return  on  the  amount  of 
his  investment*,  and  such  investment  is  a  fair  basis  for  valuing  such 
new  property,  but  is  not  necessarily  the  "value". 

Not  many  years  ago,  it  was  very  common  to  value  public  service 
property  by  capitalizing  the  net  earnings,  and  though  the  sum  thus 
obtained  may  be  a  proper  element  for  consideration  under  some  con- 
ditions in  the  valuation  of  a  property,  it  is  manifestly  not  a  proper 
basis  on  which  to  predicate  reasonable  returns. 

The  fundamental  principles  involved  in  the  valuation  of  a  new 
property  are  necessarily  different  in  some  respects  from  those  involved 
in  the  valuation  of  an  old  one,  because  a  new  property,  which  has  not 
begun  to  earn  or  to  have  the  value  of  its  parts  affected  by  appre- 
ciation or  depreciation,  stands  in  a  different  position  from  an  old  one 
which  has  been  in  operation  and  earning  for  many  years,  and  has 
many  parts  which  may  have  appreciated  or  depreciated  in  value.  More- 
over, in  the  case  of  an  old  property,  valuable  property  or  rights  may 
have  been  acquired  or  lost,  without  the  payment  or  receipt  of  money 
therefor,  as  a  result  of  time  or  through  the  failure  of  the  public  or  the 
owner  of  the  property  to  assert  their  authority.  Property  or  rights 
so  gained  or  lost  affect  the  valuation  materially,  and  a  failure  to  recog- 
nize them  would  be  inequitable  to  the  present  owners  of  the  property 
and  to  the  public. 

A  more  extended  statement  will  be  given  of  the  fundamental  prin- 
ciples involved  in  the  valuation  for  various  purposes  of  these  three 
classes  of  property,  namely: 
New  properties; 

Old   properties   under  commission   control   from   their   inception; 
Old  properties  which  have  not  been  subject  to  continuous  reg- 
ulation. 


•  The  word,  as  used  here,  Is  intended  to  mean,  the  reaaonahle  and  proper  Invest- 
ment for  creating  the  property,  and  not  a  reckless  or  Improvident  Investment. 
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Valuation  of  New  Properties. 

If  a  new  property,  just  ready  for  operation,  is  to  be  valued  in  con- 
nection with  the  determination  of  fair  return,  then,  because  working 
capital  will  be  required,  unfinished  work  must  be  completed,  and 
development  expense  incurred,  a  reasonable  and  proper  basis  for  what 
the  Courts  have  called  "fair  value"  is  the  actual  investment  in  the 
property  devoted  to  public  use  plus  an  estimated  sum  for  working 
capital,  final  completion,  and  development  expense,  the  word  "invest- 
ment" being  defined,  as  in  this  report,  to  include  not  only  the  outlay 
of  money  but  also  the  money  value  of  services  and  other  considerations 
involved.  Such  a  basis  is  the  most  rational  one  to  use  in  this 
connection,  because  a  fair  return  on  such  a  sum,  would  be  a  fair 
return  on  the  investment,  and  this  is  what  is  needed  to  attract  capital 
to  such  properties. 

If  the  same  property,  just  ready  for  operation,  is  to  be  valued  for 
public  purchase  or  in  connection  with  condemnation  proceedings  by  a 
public  body,  such  as  a  municipality,  the  public  purchase  base  of  a  suc- 
cessfully constructed  property  should  be  the  actual  cost,  including 
the  money  value  of  services  and  other  considerations  involved. 

A  valuation  of  the  same  new  property  for  capitalization  should  be 
determined  in  the  same  way  as  the  return  base,  except  that  all  parts 
of  the  property,  whether  devoted  to  the  public  use  or  not,  should  be 
included. 

A  valuation  for  taxation  of  a  public  service  property,  whether  new 
or  old,  must  accord  with  the  laws  of  the  State  in  which  it  is  situated, 
whether  or  not  the  laws  are  equitable,  and,  where  not  governed  by 
such  laws,  should,  to  make  it  equitable,  be  fixed  at  a  sura  consistent 
with  the  valuation  of  other  property  for  taxation. 

Valuation    of    Old    Properties    Under    Commission    Control    from 

Their  Inception. 

Some  of  the  basic  principles  involved  in  the  valuation  of  old  prop- 
erties can  be  discussed  best  by  taking  a  hypothetical  case  of  a  normal, 
well-established  property,  operating  without  competition  and  under 
commission  control  as  to  rates,  methods  of  accounting,  etc.,  from  its 
inception.  It  is  assumed  that  such  a  commission  would  have  acted 
throughout  the  life  of  the  property  in  accordance  with  the  basic  prin- 
ciples which  should  govern  in  such  a  case.     Some  of  these  are : 

(a)  The  owner  of  the  property  is  entitled  to  reimbursement  through 
the  earnings  for  all  current  expenses  for  operating  the  property  and 
maintaining  in  good  condition  the  units  of  which  it  is  composed,  in- 
cluding the  amounts  paid  for  taxes. 

(h)  The  owner  of  the  property  is  entitled  to  an  allowance  sufficient 
to  provide  for  the  net  depreciation  in  the  value  of  all  units  of  physical 
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property,  whether  resulting  from  decay,  wear  and  tear,  or  other  causes, 
the  amoimt  of  such  depreciation  allowance  to  be  sufficient  to  pay  for 
all  such  property  units  by  the  time  they  cease  to  have  value. 

(c)  The  owner  of  the  property  is  entitled  to  a  fair  return  on  a 
"fair  value"  of  the  property,  and  such  return  should  include,  not  only 
the  ordinary  rate  of  interest  for  the  use  of  well-secured  capital,  but 
in  addition  a  profit  commensurate  with  the  risks  incidental  to  the 
investment. 

(d)  If,  during  the  early  years  of  operation,  before  the  property  is 
tuned  up  and  the  business  developed,  it  is  impracticable,  as  generally 
is  the  case,  to  earn  the  current  expenses  (a),  a  suitable  depreciation 
allowance  (6),  and  a  fair  return  (c),  the  owner  of  the  property  should 
be  compensated  in  some  way  for  the  loss  during  the  early  years. 

The  first  of  these  basic  principles  (a)  is  universally  recognized. 

The  second  (&)  does  not  define  whether  the  depreciation  allowance 
shall  be  annual  or  otherwise,  but  the  decision  of  the  United  States 
Supreme  Court  in  the  Knoxville  case  supports  the  equitable  principle 
that  the  allowance  for  depreciation  should  be  earned  annually  and 
should  be  of  sufficient  size  to  keep  the  investment  intact.  A  portion  of 
the  decision  is  as  follows: 

"  *  *  *  the  company  is  entitled  to  earn  a  sufficient  sum  an- 
nually to  provide,  not  only  for  current  repairs,  but  for  making  good 
the  depreciation  and  replacing  the  parts  of  the  property  when  they 
come  to  the  end  of  their  life.  The  company  is  not  bound  to  see  its 
property  gradually  waste,  without  making  provision  out  of  earnings 
for  its  replacement.  It  is  entitled  to  see  that  from  earnings  the  value 
of  the  property  invested  is  kept  unimpaired,  so  that,  at  the  end  of  any 
given  term  of  years,  the  original  investment  remains  as  it  was  at  the 
beginning." 

The  third  basic  principle  (c)  is  applicable  to  normal  properties  and 
esj)ecially  to  those  not  subject  to  competition,  and  is  in  accordance 
with  the  general  view  which  has  been  expressed  by  the  United  States 
Supreme  Court  for  many  years,  namely,  that  the  owner  of  a  property 
is  entitled  to  a  fair  return  on  the  "fair  value"  of  the  property. 

The  fourth  basic  principle  (d)  can  be  applied  in  practice  either  by 
increasing  the  "fair  value"  of  the  property  by  the  sum  of  the  de- 
ficiency of  earnings  in  the  early  years,  with  interest,  or  by  allowing 
higher  rates  of  return  in  subsequent  years  to  offset  the  early  deficiency. 
This  subject  is  further  discussed  under  the  head  of  "Development 
Expense". 

Vai-uation   of   Old   Puopkrties   Which    have   not  been   Sub.iect  to 
Continuous  Reoulation. 
The  basic  principles  (a),  (h),  (c),  and  (d),  given  on  the  preceding 
pages,  are  important  in  connection  with  old  properties  not  subject  to 
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continuous  regulation,  but  there  is  another  basic  principle  already 
referred  to,  relating  to  such  property,  which  in  many  cases  makes  the 
sum  representing  the  sacrifice  by  the  owner  an  inequitable  basis  of 
"fair  value".    This  is : 

(e)  Valuable  property  or  rights  may  have  been  acquired  or  lost  by 
the  owner  of  a  public  service  property,  as  a  result  of  time  or  through 
the  failure  of  the  public  or  the  owner  to  assert  their  authority. 

A  failure  to  recognize  such  property  or  rights  in  a  valuation  at  the 
present  time  would  be  unfair  to  the  present  owner  or  owners  of  the 
property  or  to  the  public. 

The  basic  principle  (e)  may  apply  to  many  features  of  an  old 
public  service  property,  but  two  illustrations  will  indicate  what  is 
intended. 

Years  ago,  in  the  absence  of  restrictions  on  rates,  a  public  service 
corporation  may  have  had  very  large  earnings,  and,  after  paying  out 
adequate  dividends,  may  have  had  a  large  surplus,  which  it  expended 
in  increasing  and  improving  its  property.  Such  action  was  then  re- 
garded as  commendable.  If  the  public  for  many  years  has  neglected  to 
exercise  its  right  to  regxdate  rates,  it  is  only  just  and  equitable  that 
the  increase  and  improvement  in  the  property  thus  created  should  be 
recognized,  and  that  the  present-day  owners  should  not  be  penalized  for 
this  neglect. 

As  an  instance  of  a  loss  by  the  owner  of  an  old  property,  he  may 
long  ago  have  neglected  to  charge  rates  sufficient  to  maintain  his  invest- 
ment intact,  with  a  resulting  diminution  in  the  value  of  his  property. 
The  public,  many  years  afterward,  could  not  be  expected  to  make  good 
the  deficiency  of  former  years.  This  is  the  view  taken  by  the  United 
States  Supreme  Court  in  the  Knoxville  case,  where  it  states : 

"If,  however,  a  company  failed  to  perform  this  plain  duty  and  to 
exact  sufficient  returns  to  keep  the  investment  unimpaired,  whether 
this  is  the  result  of  unwarranted  dividends  upon  over  issues  of  secu- 
rities, or  of  omission  to  exact  proper  prices  for  the  output,  the  fault 
is  its  own.  When,  therefore,  a  public  regulation  of  its  prices  comes 
under  question,  the  true  value  of  the  property  then  employed  for  the 
purpose  of  earning  a  return  cannot  be  enhanced  by  a  consideration  of 
the  errors  in  management  which  have  been  committed  in  the  past." 

The  foregoing  discussion  is  based  chiefly  on  grounds  of  equity,  but 
it  is  also  true  that  the  Courts  recognize  as  a  general  rule  that  it  is  the 
present  value  of  property  which  should  be  used,  and  not  its  cost. 

Where  the  sum  representing  the  sacrifice  by  the  owner  cannot  be 
accepted  as  a  basis  for  valuation,  it  is  necessary  to  find  other  bases, 
and  a  discussion  of  these  and  the  fundamental  principles  in  each 
case  will  be  found  in  the  chapters  headed  "Original  Cost  to  Date" 
and  "Cost  of  Reproduction". 
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CHAPTER  III. 


FHYSICAL  PROPERTY  TO  BE  INCLUDED  IN  VALUATION. 

The  physical  property  to  be  included  in  valuation  varies  in  dif- 
ferent cases  wi^h  the  use  to  which  tlie  valuation  is  to  be  put  and  the 
law  governing  the  case.  It  is  desirable  to  cover  the  entire  property, 
placing  different  classes  in  separate  schedules,  so  that  full  information 
may  be  available  to  the  Court  or  commission  having  the  final  decision 
as  to  the  property  to  be  included. 

The  most  important  questions  which  arise  in  making  schedules 
are  those  which  ask  whether,  and  to  what  extent,  property  not  devoted 
to  the  public  use,  property  retired  from  service,  temporary  works, 
donated  property,  leased  property,  working  capital,  and  securities 
owned  shall  be  included.  Is  it  proper  to  exclude  a  part  of  the  total 
value  of  works  on  the  ground  that  they  have  been  built  of  a  size  in 
excess  of  that  required  for  the  service?  Is  the  title  to  a  property  a 
controlling  feature  in  determining  whether  or  not  it  shall  be  included 
in  the  schedule?    All  these  questions  will  be  discussed  in  this  chapter. 

Used  and  Unused  Property. 

It  is  the  well-established  rule  of  the  Courts  that  when  a  valuation 
is  made  for  the  purpose  of  rate  regulation,  only  that  property  is  to  be 
included  which  is  devoted  to  the  public  use  or  is  used  for  the  pub- 
lic convenience.  In  a  valuation  for  capitalization,  it  is  obvious  that 
all  the  property  should  be  included.  In  the  case  of  condemnation  of 
a  property  which  is  taken  over  by  the  public  authorities,  all  the  prop- 
erty condemned  would  be  subject  to  valuation,  and  according  to  law 
every  element  of  its  value  should  be  included. 

Tlie  opinion  of  the  United  States  Supreme  Court  with  regard  to 
the  property  to  be  included  in  valuation  for  rate  regulation  is  shown 
by  the  following  brief  quotations  from  decisions,  covering  the  period 
from  1898  to  1913: 

"The  fair  value  of  the  property  being  used  by  it  for  the  convenience 
of  the  public."  "What  the  company  is  entitled  to  ask  is  a  fair  return 
on  the  value  of  that  which  it  employs  for  the  public  convenience." 
(Smyth  V.  Ames,  1G9  U.  S.,  400,  March  Tth,  1898,  page  540.) 

"The  then  value  of  the  property  actually  used  for  the  purpose  of 
supplying  water."  (Stanislaus  County  v.  San  Joaquin  and  King'.>i 
River  Canal  and  Irrigation  Co.,  192  U.  S.,  201,  January  18th,  1904. 
page  213.) 

"The  fair  value  of  its  property  devoted  to  the  public  use."  "The 
value  of  its  property  actually  u.'^ed  for  the  public."  (Willcox  v.  Con- 
solidated Gas  Co.,  212  U.  S.,  19,  January  4th,  1909.  page  50.) 
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"The  basis  of  calculation  is  the  fair  value  of  the  property  used  for 
the  convenience  of  the  public."  (Minnesota  Rate  Cases:  Simpson 
ef  al.  V.  Shepard;  Same  v.  Kennedy;  Same  v.  Shillaber,  230  U.  S.,  352, 
June  9th,  1913,  page  434.) 

In  view  of  these  decisions,  it  is  clear  that  the  law  does  not  provide 
for  the  inclusion  of  miused  property  in  a  valuation  for  the  purpose  of 
rate-regulation,  but  there  must  necessarily  be  much  latitude  in  the  de- 
termination of  the  property  to  be  classed  as  "used"  and  "unused". 
Although  a  few  of  the  discussions  by  the  Courts  indicate  a  tendency 
toward  the  exclusion  of  all  property  not  "actually  used",  in  cases  of 
doubt  both  Courts  and  commissions  have  in  practice  favored  including 
rather  than  excluding  property. 

Clearly  it  is  a  narrow  construction  of  the  law  to  claim,  as 
has  sometimes  been  done,  that  all  property  not  actively  in  use  at  the 
time  of  the  valuation  should  be  excluded.  A  broader  policy  is  desir- 
able, both  in  the  interests  of  the  owner  of  the  property  and  of  the 
public.  The  property  considered  to  be  devoted  to  the  public  use,  and 
therefore  to  be  valued,  should  include,  not  only  that  in  active  use  in 
the  every-day  operations,  but  that  which  is  properly  and  reasonably 
held  in  reserve  to  insure  the  sufficiency  and  continuity  of  the  service. 

In  general,  it  is  not  proper  to  apply  any  arbitrary  rules  excluding 
property  temporarily  out  of  use.  Railroad  equipment  may  be  stored 
during  periods  of  depression;  snow-plows  and  flangers  are  in  use  only 
a  small  part  of  the  time,  and  thousands  of  other  cases  might  be  cited 
of  property  not  actually  in  service  at  the  time  of  the  appraisal,  but 
useful,  and  essential  as  a  part  of  the  equipment  of  the  property.  In 
like  manner,  the  duplicate  pumps  in  a  water-works,  and  reserve  power 
units  of  all  kinds,  are  essential  to  the  proper  operation  of  the  property 
and  necessary  in  times  of  emergency,  although  not  actually  used  any 
considerable  proportion  of  the  time.  No  rule  of  valuation  which  ex- 
cluded such  property  could  be  sustained  by  sound  reasoning,  as  the 
very  life  of  the  service  depends  to  a  large  extent  on  sufficient  reserve 
to  tide  over  emergency  or  peak  of  business.  Such  property  should  be 
included  in  regular  schedules. 

Recognizing  that  the  erection  of  manufactories  and  other  build- 
ings, the  opening  of  new  streets,  the  laying  out  of  parks,  and  the  making 
of  other  customary  improvements  in  the  neighborhood  of  public  utili- 
ties, as  well  as  increases  in  the  value  of  adjoining  property,  will  make 
the  future  acquisition  of  lands  for  the  expanding  needs  of  such  public 
utilities  difficult  and  expensive,  if  not  impossible,  it  has  been  cus- 
tomary for  public  utilities  to  exercise  foresight  in  the  purchase  of  sur- 
plus land  at  crucial  points,  and  in  the  opinion  of  the  Committee  it  is  in 
the  interest  of  both  the  owner  of  the  property  and  of  the  public  that 
such  land  purchased  in  good  faith  and  held  in  reserve  for  future  use 
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should  be  included  in  the  valuation,  even  though  portions  are  for  a  time 
not  in  active  use. 

The  following  extract  from  a  decision  of  the  New  York  Public 
Service  Commission  for  the  Second  District,  in  a  rate  case,  is  quoted 
as  an  instance  of  what  appears  to  be  a  rational  treatment  of  the  prob- 
lem of  determining  what  portion  of  certain  lands  should  be  included 
as  used  property  (Buffalo  Gas  Co.  v.  City  of  Buffalo,  3  P.  S.  C,  K  Y., 
2  D.,  553,  February  4th,  1913,  pages  578-579)  : 

"All  of  the  land  at  the  Genesee  Street  plant  should  be  treated  as  in 
the  public  service.  The  contention  of  the  city  that  a  certain  parcel 
next  to  the  canal  is  not  in  the  public  service  should  not  be  allowed. 
It  is  not  in  fact  used  at  this  moment,  but  it  is  directly  adjacent  to  the 
generating  plant  of  the  company,  and  with  any  growth  in  the  business 
would  undoubtedly  be  needed;  and  justice  and  fair  dealing  do  not  allow 
for  a  moment  the  quantity  of  land  to  be  scaled  down  to  the  lowest 
point  possible  under  present  circumstances.  The  company  is  fairly 
entitled  to  a  reserve  of  land  of  this  character  at  this  location    *    *    *. 

"At  East  Ferry  Street  there  are  5^  acres  of  land.  The  only  use  it 
has  in  the  public  service  is  that  of  a  holder  station;  5 J  acres  for  this 
purpose  is  not  shown  by  any  evidence  in  the  case  to  be  warranted.  As 
a  matter  of  fact,  but  a  portion  of  this  land  is  used  for  that  purpose; 
and  there  is  no  evidence  showing  that  more  will  be  required  for  public 
use  within  a  reasonable  time  in  the  future  or  in  fact  at  any  time.  An 
allowance  of  one-half  of  this  land  as  being  in  the  public  service  is 
liberal  to  the  company. 

"At  Forest  Avenue  there  are  two  parcels  of  land  separated  by  the 
tracks  of  the  New  York  Central  railroad.  The  smaller  tract  is  rented 
for  and  used  as  a  coal  yard,  and  has  no  connection  whatever  with  the 
public  service.  A  considerable  portion  of  the  larger  tract  next  to  the 
water  is  not  in  fact  used  in  the  public  service  at  the  present  time.  The 
holder  and  engine-house  are  situated  at  one  end  of  the  lot,  and  some 
small  cheap  buildings  at  the  other  end  which  are  not  used  for  gas  pur- 
poses. Owing  to  connection  with  the  street,  location  of  piping,  etc., 
it  is  believed  that  it  may  not  be  unreasonable  to  treat  the  whole  tract 
as  being  in  the  public  service." 

Although  the  Committee  believes  that  the  law  relating  to  used  and 
unused  property  should  be  interpreted  liberally,  as  above  indicated,  it 
recognizes  that,  were  it  the  policy  to  value  all  land  which  the  owners 
of  a  public  utility  might  purchase,  on  the  ground  that  it  would  be 
needed  for  future  use,  such  policy  might  lead  to  speculation  in  land  to 
be  held  for  a  time  at  the  expense  of  the  public  and  subsequently  sold 
at  a  profit,  without  having  served  it. 

A  very  narrow  view  is  sometimes  taken  on  the  area  of  land  to  be 
included  in  a  valuation  for  rate  regulation,  as  for  instance  in  the  case 
of  a  recent  railroad  rate  investigation  where  it  was  claimed  that  there 
sliould  be  excluded  from  the  valuation  (a)  all  lands  owned  in  terminals 
and  large  cities  not  actually  in  present  use  and  covered  with  tracks, 
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buildings,  or  company  materials,  and  (6)  all  portions  of  the  right  of 
way  not  actually  included  within  the  slopes  of  cuts  or  fills. 

The  width  of  a  railroad  right  of  way  is  determined  by  the  depth 
of  excavations  or  embankments,  the  necessity  of  securing  materials  for 
forming  the  banks,  the  need  of  providing  room  for  the  operations 
of  contractors,  as  well  as  by  consideration  of  the  necessities  of  oper- 
ation. 

Another  case  called  to  the  attention  of  the  Committee  is  an  objec- 
tion to  the  inclusion  of  lots  in  a  city  making  a  right  of  way  225  ft. 
in  width,  while  the  present  use  of  the  property  is  to  support  a  double- 
track  bridge  65  ft.  from  the  top  of  rail  to  ground  surface,  the  present 
structure  covering  the  central  50  ft.  In  this  case  the  entire  strip 
was  amply  justified  on  three  grounds:  (1)  that  it  was  all  needed  for 
the  construction  and  maintenance  of  the  present  large  timber  struc- 
tures and  that  any  less  would  give  insufficient  room;  (2)  that  the 
land  owned  was  barely  sufficient  to  support  an  earth  embankment 
if  that  form  of  permanent  structure  should  finally  be  determined 
upon;  and  (3)  that  the  land  was  necessary  for  the  protection  of  its 
existing  structure  from  encroachment  of  buildings  which  would  create 
a  fire  hazard. 

It  is  the  opinion  of  the  Committee  that,  in  a  valuation  for  the 
purpose  of  rate  regulation,  there  should  be  included,  not  only  the 
lands  actively  in  use  and  covered  by  the  construction,  but  such  addi- 
tional area  as  is  necessary  to  permit  the  economical  construction  of 
the  works,  to  safeguard  the  property  and  protect  it  from  such  en- 
croachments as  might  interfere  with  its  operation  or  create  an  extra 
hazard  and  to  provide  for  permanent  in  place  of  temporary  construc- 
tion. Good  business  judgment  in  the  acquisition  of  land  frequently 
requires  the  purchase  of  a  whole  parcel  of  land  where  the  greater  part 
of  the  parcel  is  required  for  the  purposes  of  the  utility.  All  the  land 
thus  acquired  should  be  included  in  a  valuation. 

If  a  100-ft.  strip  of  land  constituted  a  proper  width  for  con- 
structing a  certain  single-track  railroad  and  permitted  the  construc- 
tion operations  to  be  handled  economically  and  properly,  no  part  of 
that  right  of  way  should  be  excluded  on  the  ground  that  the  embank- 
ments only  occupied  space  equivalent  to  41  ft.  average  width. 

Equally  important  is  the  question  of  inclusion  or  exclusion  in 
valuation  for  rate  regulation  of  lands  held  in  reserve  for  future 
extensions. 

In  very  many,  if  not  most,  cases  where  this  question  is  raised 
it  will  be  found  that  a  tract  of  land  has  been  acquired  sufficient  to 
provide  a  suitable  site  for  the  proposed  plant  and  to  provide  for 
such  extensions  as  are  reasonably  likely  to  be  made  in  the  near 
future.      It    is    poor    business    judgment    to    build    a    gas    plant,    an 
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electric  plant,  a  railroad  shop  yard,  or  other  like  property,  on  land 
just  sufficient  to  hold  the  buildings  and  other  improvements  imme- 
diately necessary,  without  reasonable  provision  for  expansion.  The 
history  of  all  properties  that  have  been  built  in  response  to  reasonable 
demand  for  their  services  has  been  a  history  of  growth,  development, 
and  expansion.  Good  business  policy  would  provide  for  this  expan- 
sion so  far  as  it  can  be  reasonably  anticipated,  and  all  property  should 
be  included  which  is  not  in  excess  of  a  reasonable  amount  for  devel- 
opment of  the  business  over  a  reasonable  period  of  time  in  advance 
of  the  valuation.  Such  a  determination  is  not  a  matter  of  pure 
speculation.  An  investigation  into  the  history  of  the  growth,  expan- 
sion of  business,  and  expansion  of  physical  property  of  the  company, 
together  with  a  consideration  of  existing  conditions  at  each  site, 
should  easily  determine  the  reasonableness  or  unreasonableness  of  the 
inclusion. 

A  very  mooted  question  as  to  the  inclusion  of  land  is  found  in  the 
case  of  a  company  which  has  bought  such  property,  disconnected  from 
existing  works,  for  future  use  and  development.  Often  many  large 
holdings  are  acquired  some  time  in  advance  of  development,  at  prices 
much  lower  than  would  prevail  if  bought  when  the  need  was  pressing 
and  the  transaction  forced.  The  general  policy  of  the  Courts  appears 
to  have  been  to  exclude  such  holdings  in  cases  relating  to  rate  regu- 
lation, unless  it  was  apparent  that  the  property  was  to  be  used  in 
the  near  future. 

While  the  rulings  of  the  Court  in  regard  to  the  exclusion  of  such 
reserve  properties,  or  properties  which  have  not  yet  come  into  use, 
may  be  justified  on  the  ground  that  the  company  may  defer  its  pur- 
chase unless  it  is  willing  to  take  the  risk  that  the  advance  in  value 
will  furnish  sufficient  compensation  for  holding  the  property,  and 
while  it  is  true  that  there  are  cases  in  which  to  include  all  such 
properties  would  lead  to  abuse,  the  Committee  is  of  the  opinion  that 
there  are  other  cases  in  which  it  is  very  desirable,  in  the  interests 
of  economy  and  efficiency,  that  corporations  should  anticipate  the 
future  needs  of  the  service,  and  that  the  reserve  properties  held  to 
meet  such  future  needs  should  be  includod  in  valuation.  Instances 
might  be:  a  distributing  reservoir  site  on  the  top  of  a  hill,  purchased 
before  the  hill  property  is  sub-divided  into  streets  and  house  lots; 
a  dock  site  on  a  deep-water  harbor  for  the  future  use  of  a  railroad; 
and  water  rights  acquired  when  they  can  be  obtained  at  small  cost, 
lest  by  reason  of  later  developments  the  company  may  have  to  pay 
heavy  consequential  damages  or  substantially  monopoly  prices  for 
them,  or  even  be  \mable  to  obtain  thorn  if  they  have  been  appropriated 
by  others,  the  last  instance  being  particularly  applicable  to  the  semi- 
arid  and  arid  regions  in  the  Western  and  Southwestern  United  Statp>^. 
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The  foregoing  views  may  be  less  applicable  when  the  valuation  of 
the  land  purchased  for  future  iise  is  based  on  the  reproduction  cost, 
than  when  based  on  original  cost,  because,  if  the  public  is  required 
to  pay  an  increased  rate  on  account  of  the  inclusion  of  land  which 
is  not  used,  and  the  increase  in  the  value  of  land  as  shown  by  the 
difference  between  reproduction  and  original  cost  inures  to  the  com- 
pany, an  inequitable  result  may  be  reached. 

In  the  actual  work  of  making  a  valuation,  there  are  many  cases  in 
which  there  would  be  no  difficulty  in  reaching  a  decision  as  to  whether 
or  not  a  given  property  should  be  classed  as  a  part  of  that  used  for  the 
convenience  of  the  public.  For  instance,  property  used  for  the  com- 
mercial mining  of  coal,  although  owned  by  a  railroad  company,  obvi- 
ously should  not  be  included  in  a  valuation  of  the  property  of  that 
company  devoted  to  the  public  use,  but  there  are  other  cases  in  which 
it  is  more  difficult  to  decide.  Among  these  may  be  mentioned  office 
buildings  owned  by  public  service  companies,  which  are  rented  wholly 
or  in  part  to  the  public,  property  temporarily  leased  to  others,  pending 
its  active  use  in  the  service  of  the  public,  and  hotels  and  parka  owmed 
by  railroad  companies.  Matters  of  this  kind  generally  have  to  be 
settled  by  a  consideration  of  the  specific  cases,  on  the  basis  that  prop- 
erties which  are  a  part  of  the  operating  plant  of  the  company  or  are 
being  used  for  the  convenience  or  benefit  of  the  public  should  be 
included.  When  so  included,  the  income  arising  from  the  operation 
of  these  properties  should  be  duly  credited. 

Retired  or  Discarded  Property. 

Closely  allied  with,  and  in  fact  a  part  of,  the  unused  i^roperty  is 
that  which  has  been  used  by  a  public  service  company  and  has  been 
retired  or  discarded  prior  to  the  time  of  the  valuation. 

Under  the  rulings  of  the  Supreme  Court,  and  in  accordance  with 
many  rulings  of  other  Courts  and  of  commissions,  such  property 
would  be  excluded  from  a  valuation.  There  are  cases  in  which  such 
rulings  seem  to  be  opposed  to  fair  dealing  to  the  owner  of  the  prop- 
erty abandoned.  Instances  of  this  kind  may  be  found  where  a  tele- 
phone or  electric  light  company  is  suddenly  ordered  to  remove  all 
overhead  wires  and  place  them  undergroimd,  before  the  company  has 
had  an  opportunity  to  charge  off  the  cost  of  the  overhead  wires. 

Under  public  regulation  at  the  present  time,  due  account  is  some- 
times taken  of  that  part  of  the  cost  of  the  discarded  property  which 
has  not  been  charged  off,  and  the  public  service  company,  instead  of 
being  required  to  charge  the  remaining  cost  of  the  discarded  property 
at  once  to  operating  expense,  is  permitted  to  charge  it  to  a  suspense 
account  for  the  purpose  of  distributing  the  loss  to  the  operating  ex- 
pense of  a  succeeding  period  of  years. 
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The  Interstate  Commerce  Commission,   in  its  uniform  system  of 

accounts    for    telephone    companies,    referring    to  such    losses,    states 

("Uniform    System    of    Accounts    for    Telephone  Companies",    First 
Issue,  effective  January  1st,  1913,  page  68)  : 

"Losses  of  this  sort  may  be  due  to  the  requirement  by  lawful  au- 
thority or  public  necessity  of  improvements  involving  the  abandon- 
ment of  a  considerable  portion  of  plant  and  equipment  before  it  has 
attained  its  normal  life  in  service,  or  to  an  extraordinary  casualty 
entirely  unforeseen  and  unprovided  for.  The  original  cost  of  the 
property  so  abandoned  or  destroyed  should  be  credited  to  the  fixed 
capital  accounts  in  which  it  was  carried,  and  such  portion  of  the  cost 
as  may  be  authorized  by  the  Commission  may  be  charged  to  the  sus- 
pense account,  the  remainder  of  the  cost,  less  any  salvage,  being 
charged  out  as  elsewhere  provided  in  case  of  retirements  of  property. 
The  suspense  account  so  raised  should  be  credited  and  account  No.  609, 
'Extraordinary  Depreciation',  debited  monthly  with  such  an  amount 
as  will,  through  its  regular  application,  amortize  the  amount  of  the 
loss  at  the  end  of  the  period  designated." 

Similar  provisions  occur  in  the  systems  of  accounts  for  other  car- 
riers. 

In  a  few  instances  public  service  commissions  have  permitted  the 
inclusion  of  discarded  property  in  the  valuation  for  a  term  of  years. 
As  an  instance,  a  decision  by  the  California  Railroad  Commission  in 
a  rate  case  is  quoted  (Solari  v.  Tuolumne  County  Electric  Power 
and  Light  Co.,  3  Cal.  R.  C.  R.,  July  29th,  1913,  pages  1051-1052). 
The  valuation  was  that  of  an  electric  plant. 

"It  seems  fair,  however,  to  permit  the  defendant  during  each  of 
the  ensuing  ten  years  to  collect  rates  high  enough  to  permit  it  to 
charge  off  such  sum  on  its  books  that  by  the  end  of  the  ten  years  the 
principal  so  charged  off,  together  with  the  interest,  shall  have 
amounted  to  the  entire  value  of  the  line  at  the  present  time.  I  be- 
lieve that  it  will  be  very  liberal  on  the  part  of  the  rate-fixing  authori- 
ties to  permit  this  to  be  done." 

Where  plant  units  have  been  worn  out  in  service  and  definitely 
abandoned,  or  by  reason  of  the  reconstruction  of  property,  parts  have 
been  abandoned,  and  are  not  only  unused  but  not  likely  again  to  be 
used,  such  units  and  parts  should  appear  either  in  a  separate  schedule 
of  retired  or  discarded  property,  or  such  full  statement  of  the  condi- 
tions should  be  made  as  will  definitely  fix  the  status  of  the  units  or 
parts. 

There  is  another  class  of  property  which,  even  though  out  of  use, 
should  not  be  excluded  from  a  valuation  on  the  ground  that  it  is 
retired  or  discarded  property.  This  includes  the  temporary  works  re- 
quired for  the  construction  of  the  permanent  items  of  physical  prop- 
erty, as,  for  instance,  the  temporary  falseworks  used  to  support  a 
bridge  during   its   construction,   the   coffer-dam   required   to   keep   the 
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site  of  a  dam  or  a  bridcre  pier  free  from  water,  or  material  and  labor 
of  preliminary  track  surfacinc:  required  for  the  protection  of  rails 
from  injury  under  construction  traffic  prior  to  the  commencement 
and  completion  of  permanent  ballasting.  Although  such  temporary 
works  are  discarded  after  the  completion  of  the  permanent  works, 
their  cost  is  clearly  a  part  of  the  cost  of  the  permanent  works,  and 
is  properly  includible  when  determining  unit  prices. 

Similarly,  the  cost  of  temporary  works  which  are  necessarily  built 
in  connection  with  the  construction  of  permanent  works,  as,  for  in- 
stance, the  cost  of  a  pile  bridge  built  in  advance  of  the  completion  of 
a  permanent  bridge  for  the  purpose  of  expeditious  and  economic  con- 
struction, should  be  included  in  the  cost  of  the  permanent  bridge. 

In  accordance  with  the  same  general  principle,  it  seems  proper  to 
include  in  a  valuation  the  cost  of  temporary  works  built  to  furnish 
service  to  the  public  at  an  earlier  date  than  it  could  be  furnished  by 
the  permanent  works.  For  instance,  a  temporary  water-works  pump- 
ing station  is  sometimes  provided  for  use  during  the  construction  of 
a  permanent  pumping  station.  Such  works  may  be  advantageous  to 
the  public  as  well  as  to  the  owner  of  the  public  utility,  and  their  cost 
may  be  regarded  as  a  part  of  the  cost  of  construction,  although  due 
allowance  should  be  made  for  receipts  from  operation. 

Excessive  Size  or  Capacity. 

Somewhat  allied  to  the  question  of  used  and  unused  property  is 
that  of  excessive  size  or  capacity.  It  is  sometimes  claimed  that  the 
public  should  not  be  required  to  pay  rates  on  works  having  a  size  or 
capacity  in  excess  of  that  required  for  the  purposes  of  the  community 
served.  Rulings  on  this  feature  of  valuation  have  been  made  by  the 
Courts  and  commissions  in  several  instances. 

Judge  Savage  of  the  Maine  Supreme  Court  used  this  illustration 
(Brimswick  and  Topsham  Water  District  i;.  Maine  Water  Co.,  99 
Maine,  371,  Dec.  14th,  1904)  : 

"Suppose  that  a  five-hundred  horse-power  engine  was  used  for 
pumping  when  a  one-hundred  horse-power  engine  would  do  as  well. 
As  property  to  be  fairly  valued,  the  larger  engine  might  be  more  valu- 
able than  the  smaller  one,  yet  it  could  not  be  said  that  it  would  be 
reasonable  to  compel  the  public  to  pay  rates  based  upon  the  value  of 
the  unnecessarily  expensive  engine." 

Judge  Pitney,  of  the  New  Jersey  Chancery  Court,  diminished  the 
valuation  of  a  water  plant  by  nearly  $130  000  out  of  a  total  of 
$1  400  000,  on  the  ground  that  a  36-in.  main  was  used  where  a  30-in. 
main  would  have  been  sufficient,  and  because  a  dam  was  made  of  exces- 
sive width  for  present  purposes  in  order  that  it  might  be  raised  subse- 
quently. (Long  Branch  Commission  v.  Tintem  Manor  Water  Co.,  70 
N.  J.  Eq.,  71,  November,  1905.) 
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In  most  of  the  commission  decisions  stress  is  laid  on  the  necessity 
of  providing  adequately  for  future  needs  in  order  that  satisfactory 
service  may  be  furnished  continuously,  and  it  is  stated  that  it  is  not 
desirable  in  the  general  interest  of  consumers  to  discourage  a  reason- 
ably liberal  provision  for  the  future. 

The  Canada  Board  of  Railway  Commissioners,  in  the  application 
of  the  City  of  Montreal  for  the  reduction  of  telephone  rates,  made 
the  following  statement,  October  28th,  1912 : 

"There  is  no  question  that  preparation  for  future  needs  is  one  of 
the  incidents  of  the  proper  management  of  a  public  utility  corpora- 
tion. If  it  is  to  allow  demands  for  service  to  pile  up  and  then  make 
an  expansion  only  after  the  urgency  is  sufficiently  great,  the  public 
will  be  subjected  to  the  disadvantage  of  delay  in  obtaining  service,  and 
at  the  same  time  the  piecemeal  method  of  construction  this  will  neces- 
sitate will  undoubtedly  add  to  the  cost  of  the  plant.  A  comprehensive 
system  of  preparation  for  future  needs  must  be  followed  if  there  is  to 
be  proper  expansion.  Undoubtedly  this  will  normally  lessen  the  cost 
of  construction  to  the  company.  It  is  also  of  advantage  to  the  public 
using  telephone  service  because  it  gives  a  decreased  basis  on  which 
earnings  are  to  be  obtained." 

In  the  case  of  the  Des  Moines  Water  Co.  v.  City  of  Des  Moiues, 
the  Master,  in  his  report  of  September  16th,  1910,  says: 

"*  *  *  the  company  has  the  right  to  anticipate  the  growth  of 
its  business  and  to  be  allowed  a  proper  return  on  a  plant  of  sufficient 
capacity  for  such  growth." 

The  Massachusetts  Gas  and  Electric  Light  Commission,  in  the 
Haverhill  gas  rate  case,  decided  December  31st,  1912,  made  this  state- 
ment : 

"The  Board  can  not,  in  the  general  interest  of  consumers,  dis- 
courage the  reasonably  liberal  provision  for  the  future  which  this 
company  seems  to  have  made." 

It  is  the  judgment  of  the  Committee  that  there  should  not  bo  a 
reduction  in  the  valuation  on  account  of  excessive  size  or  capacity, 
except  when  the  excess  is  so  great  as  to  be  clearly  unreasonable  and  is 
the  result  of  not  using  proper  foresight.  The  opinions  of  engineers 
and  others  engaged  in  building  public  service  proi)erty  differ  materially 
as  to  the  length  of  time  for  which  it  is  economical  and  proper  to  make 
provision  under  the  different  circumstances,  nud  property  built  with 
reasonable  foresight  should  not  have  its  valu(>  diminished  because 
expectations  have  not  been  fulfilled  by  subsequent  developments. 

If  the  opposite  course  is  pursued,  corporations  may  be  deterred 
from  making  wise  provision  for  the  future,  thereby  increasing  the 
hazard  of  the  investor,  probably  increasing  the  ultimate  cost  by  reason 
of  premature  retirement,  duplication,  or  piecemeal  construction,  and 
hence  ultimately  increasing  the  cost  of  service  to  the  public. 
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Donated  Property. 

The  Committee  believes  that  land  or  other  property  which  has  been 
voluntarily  donated  by  the  public  or  by  private  parties  to  a  railroad  or 
other  public  utility  should  be  included  when  determining  the  repro- 
duction cost,  on  the  same  basis  as  land  and  property  otherwise  acquired. 

It  is  especially  true  that  property  donated  many  years  ago  should 
be  so  included,  because  the  company  which  has  held  such  property  for 
a  long  term  of  years,  with  the  acquiescence  of  the  public,  has  acquired 
full  rights  therein,  even  if  it  did  not  have  them  originally.  Such 
donations  were  generally  made  because  companies  could  not  profitably 
furnish  a  demanded  service  without  such  assistance.  The  donations 
were  necessary  to  prevent  the  proposed  project  from  becoming  a 
'losing  venture". 

There  are  some  instances  in  which  a  company  has  the  title  to  a 
given  property  which  should  not  be  included  in  the  reproduction  cost, 
and,  conversely,  other  instances  in  which  a  company  has  no  title  to  a 
given  property  which  should  be  included  in  such  cost.  This  subject 
is  discussed  on  subsequent  pages  of  this  chapter,  under  the  heading 
"Title  to  Property  not  Conclusive". 

Leased   Property, 

In  the  case  of  leased  property,  either  the  property  itself  or  the 
lease  should  be  valued,  as  circumstances  may  dictate. 

When  a  valuation  is  made  for  the  purpose  of  rate  regulation,  it  is 
usually  customary  and  proper  to  include  in  it  property  owned  or  leased 
for  long-term  periods  and  used  for  the  convenience  of  the  public, 
although  the  valuations  of  the  owned  and  leased  property  should  be 
kept  separate  for  the  information  of  the  Court  or  commission.  Short- 
term  leases  may  be  given  a  i)ositive  or  negative  value,  according  to 
whether  they  represent  prospective  profit  or  loss. 

When  a  valuation  is  made  for  the  purpose  of  capitalization,  prop- 
erty leased  to  and  not  owned  by  the  corporation  whose  property  is 
being  valued  should  be  excluded,  although  there  may  be  exceptions 
to  this  rule  in  the  case  of  leases  which  for  any  reason  are  practically 
equivalent  to   ownership. 

When  a  valuation  is  made  as  a  basis  for  selling  the  property  of  the 
operating  company,  the  value  assigned  to  leaseholds  should  depend 
on  the  duration,  character  of  control,  and  advantages  or  disadvantages 
accruing  to  the  lessee  by  reason  thereof. 

The  foregoing  statements  are  chiefly  applicable  to  leases  made 
between  public  service  corporations,  and  may  not  apply  to  the  many 
instances  in  which  minor  leases  are  made  between  a  public  service 
corporation  and  private  parties. 
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Title  to  Property  Not  Conclusive. 
When  a  valuation  of  a  public  service  property  is  made,  it  is  fre- 
quently necessary,  in  order  to  be  fair  to  all  parties  interested,  to  depart 
from  the  usual  rules  relating  to  ordinary  private  property,  and  to 
include  in  the  valuation  more  or  less  property  situated  on  land  to  which 
the  owner  of  the  public  utility  has  no  title,  and,  on  the  other  hand,  to 
exclude  property  situated  on  land  to  which  he  has  a  title. 

The  proper  general  rule,  subject  to  exceptions,  appears  to  be  that 
the  owner  of  a  public  utility  is  entitled  to  have  included  m  the  valua- 
tion of  his  property  all  those  works  for  Avhich  he  has  been  required  by 
law  or  necessity  to  pay  the  cost,  including  in  this  class  also  property 
voluntarily  donated,  and  that  there  should  be  excluded  all  those  works 
for  which  other  public  service  companies,  the  public  or  the  users 
have  been  required  by  law  or  necessity  to  pay  the  cost. 

For  instance,  it  would  be  unfair  to  require  a  railroad  company,  as 
a  part  of  the  work  of  abolishing  grade  crossings,  to  raise  highways  m 
order  to  furnish  suitable  approaches  to  an  overhead  bridge,  and  to 
exclude  the  embankments  thus  formed  from  a  schedule  of  the  com- 
pany property  to  be  valued,  on  the  ground  that  the  company  did  not 
have  the  title  to  the  land  on  which  they  were  located,  or  for  the  same 
reason  to  exclude  from  the  schedule  in  the  valuation  of  street  railway 
property  the  pavements  which  the  company  may  have  been  required  to 
lav  in  connection  with  its  tracks.  _ 

^  Similarly,  in  valuing  a  water  or  gas  property,  it  would  be  unfair 
to  include  in  the  schedule  those  service  pipes  from  the  mams  to  the 
street  line  that  have  been  paid  for  and  are  maintained  by  the  consumer, 
of  the  water   or  gas,   unless  contractual   obligations   shall   dotormme 

°*^Thrpavements  over  the  mains  laid  by  gas  and  water  companies 
furnish  further  instances  of  property  to  which  the  c-^P^;"!^/;;^^^  "^, 
title  but  it  is  generally  conceded  that  the  companies  arc  entitled  to  have 
Llded  in  an  estimated  cost  of  reproduction  the  cost  of  removing 
and  replacing  such  pavements  as  were  actually  removed  and  replaced 
by  them  when  laying  the  mains. 

The  propriety  of  the  inclusion  or  exclusion  of  the  cost  of  removing 
n,ul  replacing  the  paving  over  mains  not  actually  removed  and  re- 
nlacod  is  discussed  in  the  chapter  on  reproduction  cost.  I  here  is. 
however,  a  difference  of  opinion  as  to  whether  the  cost  of  reinoving 
and  replacing  pavements  laid  at  the  expense  of  the  public  after  ho 
mains  were  in  place  should  be  so  included.  In  accordance  with  tlu> 
rule  above  state.l,  they  should  not  be  included,  though  upon  a  strict 
interpretation  of  reproduction  under  present  conditions,  the  pave- 
incmts  would  have  to  be  cut,  and  if  they  can  be  shown  in  fact  to 
increase  the  value  of  the  pipe  system,  and  the  property   as  a   wliole. 
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this  increase  in  vahie  nmy  be  considered.  In  the  most  recent  decision 
of  the  F.  S.  Supreme  Court,  however,  the  Court  has  held  that  they 
did  not  in  fact  increase  value  in  the  case  under  review. 

The  more  recent  and  important  Court  and  commission  decisions 
exclude  from  ''fair  value''  those  pavements  and  other  items  laid  or  con- 
structed without  expense  to  the  company. 

In  1907,  the  decision  of  District  Judge  Hough,  of  the  Federal 
Court,  in  the  Consolidated  Gas  Co.  case  (Consolidated  Gas  Co.  v.  City 
of  Xew  York,  157  Fed.,  S49,  December  20th,  1907),  included  in 
"fair  value"  the  increased  construction  expense  of  pipe  systems  over 
which  pavements  had  been  placed  at  the  expense  of  the  city.  On  appeal, 
the  United  States  Supreme  Court  (Willcox  v.  Consolidated  Gas  Co., 
212  TJ.  S.,  19,  January  4th,  1909)  did  not  take  up  the  question  of  the 
inclusion  of  pavements,  but  concurred  with  the  Court  below  to  this 
extent : 

"And  we  concur  with  the  court  below  in  holding  that  the  value 
of  the  property  is  to  be  determined  as  of  the  time  when  the  inquiry  is 
made  regarding  the  rates.  If  the  property,  which  legally  enters  into 
the  consideration  of  the  question  of  rates,  has  increased  in  value  since 
it  was  acquired,  the  company  is  entitled  to  the  benefit  of  such  increase. 
This  is,  at  any  rate,  the  general  rule." 

In  1912,  District  Judge  McPherson,  of  the  Federal  Court,  in  the 
case  of  the  Des  Moines  Gas  Co.  v.  City  of  Des  Moines  (199  Fed.,  204, 
August  21st,  1912),  supported  the  exclusion  by  the  Master  of  the 
reproduction  cost  of  pavements  laid  at  the  expense  of  the  city,  thus 
taking  a'  position  diametrically  opposite  that  taken  by  Judge  Hough. 

Upon  appeal,  this  case  went  to  the  United  States  Supreme  Court 
(238  U.  S.,  171,  June  14th,  1915),  which  supported  the  attitude  of  the 
Master  and  of  Judge  McPherson  regarding  the  exclusion  of  pavements 
laid  at  the  expense  of  the  city.     Mr.  Justice  Day  says: 

"As  to  the  item  of  $140  000,  which,  it  is  contended,  should  be  added 
to  the  valuation,  because  of  the  fact  that  the  Master  valued  the  prop^- 
erty  on  the  basis  of  the  cost  of  reproduction  new,  less  depreciation,  and 
it  would  be  necessary  in  such  reproduction  to  take  up  and  replace 
pavements  on  streets  which  were  unpaved  when  the  gas  mains  were 
laid,  in  order  to  replace  the  mains,  we  are  of  opinion  that  the  court 
below  correctly  disposed  of  this  question.  These  pavements  were 
already  in  place.  It  may  be  conceded  that  they  would  require  removal 
at  the  time  when  it  became  necessary  to  reproduce  the  plants  in  this 
respect.  The  Master  reached  the  conclusion  that  the  life  of  the  mains 
would  not  be  enhanced  by  the  necessity  of  removing  the  pavements, 
and  that  the  Company  had  no  right  of  property  in  the  pavements  thus 
dealt  with,  and  that  there  was  neither  justice  nor  equity  in  requiring 
the  people  who  had  been  at  the  expense  of  paving  the  streets  to  pay  an 
additional  sum  for  gas  because  the  plant,  when  put  in,  would  have  to 
be  at  the  expense  of  taking  up  and  replacing  the  pavements  in  building 
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the  same.  He  held  that  such  added  value  was  wholly  theoretical,  when 
no  benefit  was  derived  therefrom.  We  find  no  error  in  this  disposition 
of  the  question." 

One  of  the  modern  decisions  along-  these  lines  is  that  of  the  Court 
of  Appeals  of  the  State  of  New  York  (Kings  County  Lighting  Co.. 
People  ex  rel.  v.  Willcox,  210  N.  Y.,  479,  March  24th,  1914).  The  New 
York  Public  Service  Commission  for  the  First  District  declined  to 
include  in  a  valuation  of  the  property  of  the  Kings  County  Lighting 
Company  the  pavement  over  its  mains  in  cases  where  such  pavements 
were  not  laid  at  the  expense  of  the  company. 

The  Appellate  Division  of  the  Supreme  Court  of  New  York 
reversed  the  determination  of  the  Commission.  The  case  was  taken 
to  the  Court  of  Appeals,  which  reversed  the  action  of  the  Appellate 
Division  and  sustained  the  ruling  of  the  Commission.  Judge  Miller 
says  (at  pages  494-495)  : 

"Li  determining  the  cost  of  reproduction,  the  Commission  allowed 
$12  717  as  the  cost  of  restoring  the  pavement  as  it  existed  when  the 
mains  and  service  pipes  were  laid  in  the  streets.  The  relator  claimed 
an  allowance  of  at  least  $200  000  for  the  cost  of  restoring  pavements 
subsequently  laid,  on  the  theory  that  the  cost  would  have  to  be  incurred 
if  the  mains  were  to  be  laid  to-day.  But  the  new  pavements  iu  fact 
added  nothing  to  the  property  of  the  relator.  Its  mains  were  as  ser- 
viceable and  intrinsically  as  valuable  before  as  after  the  new  pavements 
were  laid.  The  controlling  considerations  under  the  preceding  point 
also  determine  this.  The  rights  of  the  public  are  not  to  be  ignored. 
The  question  has  a  double  aspect.  What  will  be  fair  to  the  public  as 
well  as  to  the  relator?  (Smyth  v.  Ames,  supra.)  Should  the  public 
pay  more  for  gas  simply  because  improved  pavements  have  been  laid  at 
public  expense?  It  is  no  answer  to  say  that  the  new  expensive  pave- 
ments suggest  improved  conditions  which,  though  adding  to  the  value 
of  the  plant,  will  not,  by  reason  of  the  greater  consumption,  add  to 
the  expense  per  thousand  feet  of  the  gas  consumed.  The  public  are 
entitled  to  the  benefit  of  the  improved  conditions,  if  thereby  the  relator 
is  enabled  to  supply  gas  at  a  less  rate.  The  relator  is  entitled  to  a  fair 
return  on  its  investment,  not  on  improvements  made  at  public  expense. 
It  is  said  that  the  mains  will  have  to  be  relaid.  So  will  the  new 
pavements,  and  much  oftener.  Both  might  possibly  be  relaid  at  the 
same  time.  The  case  is  not  at  all  parallel  to  the  so-called  unearned 
increment  of  land.  That  the  company  owns.  It  does  not  own  the 
pavements,  and  the  laying  of  them  docs  not  add  to  its  iuvostmeut  or 
increase  the  cost  to  it  of  producing  gas.  The  cost  of  rejiroduction  less 
accrued  depreciation  rule  seems  to  be  the  one  generally  employed  in 
rate  cases.  But  it  is  merely  a  rule  of  convenience  and  must  be  applied 
with  reason.  On  the  one  hand,  it  should  not  be  so  applied  as  to  deprive 
the  corporation  of  a  fair  return  at  all  times  on  the  reasonable,  proper 
and  necessary  investment  made  by  it  to  serve  the  public,  and  on  the 
other  hand  it  should  not  be  so  applied  as  to  give  the  cori)oration  a 
return  on  iniprovomonts  made  at  public  expense  which  in  no  way 
increase  the  cost  to  it  of  performing  that  service. 


VALUATION   OF   PUBLIC   UTILITIES  1353 

"The  Appellate  Division  felt  bound  by  the  decision  of  the  United 
States  Circuit  Court  in  the  Consolidated  Gas  Case  (157  Fed.  Rep., 
S49).  and  it  is  true  that  such  an  allowance  was  made  in  that  case. 
But  the  United  States  Supreme  Court  held  in  that  case  (212  U.  S.,  19) 
that  the  rate  established  was  not  confiscatory,  and  did  not  pass  on  the 
propriety  of  that  allowance.  What  was  said  in  the  opinion  on  the 
subject  of  present  value  was  merely  a  general  statement  having  no 
necessary  relation  to  the  question  now  under  consideration." 

The  more  recent  decisions  of  the  California,  Illinois,  Indiana, 
Maryland,  New  Jersey,  New  York,  Washington,  and  Wisconsin  Com- 
missions have  excluded  from  "fair  value"  the  cost  of  pavements  laid 
without  expense  to  the  company. 

This  subject  is  discussed  further  under  the  caption  "Shall  Present 
or  Original  Physical  Conditions  Govern?"  on  pages  13G3  to  1370. 

Under  special  laws  providing  for  the  creation  of  some  public 
utilities,  of  which  elevated  railroads  and  large  storage  reservoirs  are 
examples,  it  is  required  that  the  owner  of  the  utility  shall  pay  inci- 
dental damages  on  account  of  property  injured,  but  of  which  no  part 
is  taken.  Such  damages  are  an  important  factor  in  the  original  cost 
of  a  property,  and  a  corresponding  item  should  appear  in  the  repro- 
duction cost,  irrespective  of  the  fact  that  the  owner  of  the  public 
utility  has  no  title  to  the  property  in  question. 

Working  Capital. 

It  is  customary  to  include  tinder  the  term  "working  capital"  the 
amount  of  cash,  materials  and  supplies  provided  for  use  in  the  plant 
but  not  yet  forming  a  part  of  it,  and  other  current  assets  which  are 
essential  for  the  proper  maintenance,  operation,  and  administration  of 
a  property. 

There  should  be  included  in  a  valuation  an  amount  of  working 
capital  sufficiently  large,  not  only  to  meet  the  usual  requirements, 
but  to  provide  for  emergencies. 

Securities  Owned. 

Ordinarily,  the  valuation  of  property  devoted  to  public  use  should 
not  include  securities  owmed  or  surplus  cash  not  forming  a  part  of 
working  capital,  except  in  instances  where  such  securities  and  sur- 
plus cash  are  an  offset,  in  whole  or  in  part,  for  depreciation  deducted 
from  the  cost  of  the  property.  The  treatment  of  such  cases  is  covered 
in  Chapter  YI,  "Depreciation  and  Appreciation." 
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CHAPTER  IV. 


ORIGINAL  COST  TO  DATE. 

The  term  "original  cost  to  date"  is  used  in  the  Federal  Valuation 
Act,  and  appears  to  have  substantially  the  same  meaning  as  the  terms 
"original  cost",  "original  cost  plus  improvements",  and  "actual  cost". 

In  the  absence  of  any  generally  accepted  or  well-defined  legal 
meaning  of  this  term,  the  Committee  has  defined  it  as  "the  cost  of 
the  original  construction,  plus  all  charges  against  capital  proper,, 
under  approved  accounting  principles,  for  expenditures  incurred  there- 
after, and  minus  all  proper  credits  to  capital  for  the  cost  of  property 
which  has  been  disposed  of  or  otherwise  retired". 

Under  tjiis  definition,  the  original  cost  to  date  of  a  property  is 
the  first  cost*  of  the  identical  property  units  now  in  use,  including 
overhead  charges.  This  definition  accords  with  modern  methods  of 
accounting,  by  which  the  cost  of  property  retired  is  credited  to  the 
fixed  capital  accountf  to  which  it  stands  charged,  or  to  some  corre- 
sponding account,  and  the  cost  of  property,  added  as  a  replacement, 
or  otherwise,  is  debited  to  the  fixed  capital  account  or  other  corre- 
sponding account;  it  seems,  also,  to  conform  more  nearly  than  any 
other  definition  with  the  decisions  of  the  Courts  that  property  which 
has  been  retired  shall  be  excluded  (excepting  its  salvage  value)  when 
making  a  valuation. 

In  the  case  of  properties  built  by  present  owners,  original  cost 
to  date  should  agree  with  the  book  or  accounting  cost  in  most  respects, 
if  modern  methods  of  accounting  have  been  followed  from  the  begin- 
ning, but,  even  with  such  properties,  correct  accounting  in  accord- 
ance with  modern  practice  is  rare,  and  book  cost,  even  when  the  books 
have  been  well  kept,  may  differ  greatly  from  original  cost  to  date, 
as  above  defined. 

♦  The  definition  of  cost  given  by  the  Committee  includes  "not  only  money  outlay, 
but  also  the  money  value  of  services  rendered  and  of  other  considerations  involved". 

t  In  "Uniform  System  of  Accounts  for  Telephone  Companies",  as  prescribed  by 
the  Interstate  Commerce  Commission,  First  Issue,  10lT>'rti\c  Jiinuary  1.  IDK!.  tixcii 
capital  is  defined  as  "property,  both  tangible  and  intangible,  which  Is  devoted  to 
the  accomplishment  of  the  principal  purposes  of  Us  business",  and  It  "consists  of 
original  capital,  additions,  betternionts,  and  rciilnceniciit-". 

Referring  to  replacements,  which  It  defines  as  "the  substitution  of  one  building, 
structure,  piece  of  equipment,  or  machinery  for  another  which  It  has  become  neces- 
sary to  retire,  the  substitute  having  substantially  no  greater  capacity  than  the 
properly  replaced",  it  provides  the  following  nictlKHl  of  ncrounl  ing  : 

"The  cost  of  the  fixed  capital  retired  should  be  credited  to  the  fixed  capital 
accounts  In  which  11  is  carried  and  the  cost  of  the  fixed  capital  installed  in  place  of 
fixed  capital  so  retired  should  be  charged  to  the  appropriate  subaccounts  under 
account  No.   101,   'Fixed  Capital   Installed  Since  December  31,   1912'." 

Under  the  head  "Fixed  capital    withdrawn   or   retired".   It  provides: 

"When  any  tangible  fixed  capital  acquired  subsociucnt  to  December  ."^1,  1912, 
Is  withdrawn  or  retired  from  service  for  any  cause  the  amount  at  which  It  stands 
charged  should  bo  credited  to  the  fixed  capital  account  In  wliicli  it  is  cliarijcd,  and 
such  amount,  plus  the  expenses  Incident  to  the  retirement,  less  the  value  of  salvage, 
should  be  charged  to  account  No.  102,  'Reserve  for  Accrued  Depreciation — Cr.'  " 
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One  imix>rtant  difference  between  book  or  accounting  cost  and 
original  cost  to  date  has  arisen  from  a  former  method  of  bookkeeping 
which  is  still  in  use  for  some  classes  of  property,  by  which, 
when  a  plant  unit  is  replaced  by  an  identical  unit,  no  entry  is  made 
on  the  books,  and  consequently  the  cost  of  the  original  unit  is  retained 
and  not  the  cost  of  the  succeeding  unit. 

For  instance,  if  a  pipe  costing  $20  per  ton  for  material  is  replaced 
by  one  of  the  same  size  and  weight  costing  $25  per  ton  for  material, 
the  cost  at  $20  per  ton  remains  on  the  books.  Similarly,  if  a  plant 
imit  is  replaced  by  one  of  larger  size  or  heavier  weight,  the  cost  of 
the  additional  size  or  weight  is  entered  on  the  books  at  the  prices 
existing  at  the  time  of  the  replacement,  and  added  to  the  cost  of  the 
original  unit,  so  that  the  new  unit  appears  in  part  at  one  price  and 
in  part  at  another. 

Difficulty  ijf  Obtaininc  Original  Cost  to  Date. 

The  statement  has  frequently  been  made,  by  those  dealing  with 
tlie  valuation  of  public  service  properties,  that  it  is  not  feasible  to 
obtain  the  original  cost  to  date  of  most  old  properties,  and  this  is 
undoubtedly  true  in  most  cases  in  regard  to  the  older  portions  of 
such  properties  and  to  the  overhead  charges.  The  difficulty,  however, 
has  been  magnified  in  some  cases  by  the  conception  that  original 
cost  to  date  deals  with  the  money  paid  for  original  property  units 
which  have  been  replaced,  and  not  with  that  paid  for  existing  units. 
In  some  cases  much  of  the  difficulty  may  be  removed  under  the 
definition  given  by  the  Committee,  especially  in  the  case  of  short-lived 
property. 

As  original  cost  to  date,  with  comparatively  few  exceptions,  is  not 
the  book  cost  of  the  property  but  the  cost  of  the  existing  items,  it 
will  be  necessary  as  a  rule  to  make  a  schedule  of  the  various  existing 
property  items,  in  the  same  way  that  one  would  be  made  for  deter- 
mining the  cost  of  reproduction;  then  reference  would  have  to  be 
made  to  the  accounts,  to  ascertain  the  unit  costs  of  the  items. 

It  would  seem  that  almost  any  system  of  accounts  which  was  cor- 
rectly kept,  even  if  not  based  on  modern  accounting  principles,  should 
show  the  cost  of  those  items  which  have  been  purchased  in  the  last 
10  to  20  years.  The  cost  of  longer-lived  items  may  not  appear  on 
the  books,  or  the  books  for  the  earlier  years  may  not  be  available, 
especially  if  the  properties  have  changed  hands.  In  such  cases,  the 
only  way  in  which  the  determination  of  original  cost  to  date  could 
be  completed  would  be  by  estimating,  from  the  best  information  which 
could  be  obtained,  the  unit  prices  existing  at  the  time  the  property 
items  were  constructed  or  acquired. 
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In  the  case  of  an  old  property  consisting  mainly  of  long-lived 
items,  it  is  seldom  practicable  to  obtain  the  original  cost  to  date,  ex- 
cept for  the  additions  made  in  recent  years,  and  if  such  cost  could  be 
obtained  it  would  have  little  value. 

In  every  case  where  records  of  original  costs  of  presently  existing 
items  are  not  to  be  had,  an  attempt  to  determine  original  cost  to  date 
becomes  an  estimate,  the  correctness  of  which  will  depend  on  the  com- 
pleteness and  accuracy  of  existing  historic  data.  The  result  is  likely 
to  be  less  inaccurate  in  the  case  of  a  recently  built  property  than  in 
the  case  of  an  old  property,  but  in  no  case  in  which  estimate  must  be 
resorted  to  can  the  result  properly  be  called  original  cost  to  date. 

Schedule. 

To  ascertain  original  cost"  to  date,  it  is  necessary,  as  a  rule, 
that  a  schedule  be  made  of  the  various  existing  property  items  in 
the  same  way  that  one  would  be  made  for  determining  the  cost  of 
reproduction.  (See  further  discussion  of  "Schedule"  on  pages  1377 
to  1380.) 

Exceptional  cases,  in  which  a  detailed  schedule  may  not  be  neces- 
sary for  all  parts  of  a  property,  include  those  in  which  the  whole  or 
a  part  of  a  property  has  been  built  at  so  late  a  date  that  the  original 
units  are  still  in  existence,  and  those  other  properties  of  comparatively 
recent  date  where  the  accounting  has  been  such  that  additions  and 
betterments  are  charged  to  the  fixed  capital  account  and  the  cost 
of  property  retired  has  been  credited  to  this  or  a  similar  account. 
However,  even  in  these  cases,  an  inventory  may  be  desirable  for  the 
purpose  of  checking  the  results  obtained  from  the  books.  Under  the 
most  favorable  conditions  as  to  records,  it  may  be  necessary  to  make 
many  adjustments  in  order  to  obtain  correct  results. 

Costs — Unit  Costs. 

In  cases  where  a  schedule  is  necessary,  the  corresponding  costs  or 
unit  costs  are  also  necessary  in  order  to  complete  the  inventory. 
Whether  these  are  the  actual  costs  of  units  or  groups  of  units,  or  the 
unit  costs,  will  depend  on  the  method  of  bookkeeping  which  has  been 
used. 

There  may  be  many  cases  in  which  work  which  covers  many  items 
has  been  done  by  a  contractor  for  a  lump  sum,  in  which  case  it  may 
be  necessary,  in  making  the  schedule,  to  group  the  items  included  in 
the  contract  and  to  place  opposite  them  the  total  sum  paid  the  con- 
tractor, together  with  all  the  incidental  charges  properly  attributable 
to  the  work. 

When  practicable,  however,  it  is  preferable  to  keep  the  items  on 
the  schedule  separate,  or  in  groups  of  identical  items  of  the  .same  age, 
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and  to  apply  unit  costs,  either  given  directly  in  the  books  or  which 
may  be  determined  from  them,  including  in  such  costs  the  direct 
incidental  expenses,  such  as  inspection,  freight,  carting,  storing,  lay- 
ing or  placing,  etc. 

In  the  case  of  property  units  acquired  or  created  long  ago,  it  will 
be  impracticable,  as  a  rule,  to  obtain  the  costs  or  unit  costs  from  the 
books,  and  in  such  cases  the  ascertainment  of  the  original  cost  is 
impossible,  and  it  would  have  little  significance  if  it  could  be 
ascertained. 

Overhead  Charges. 

The  expenses  to  be  included  in  overhead  charges  are  discussed  more 
fully  under  this  head  in  the  succeeding  chapter  relating  to  cost  of 
reproduction. 

In  brief,  however,  they  may  be  said  to  consist  of  the  preliminary 
expenses  of  promoting,  investigating,  organizing,  and  financing,  and 
the  incidental  expenses  during  construction,  which  may  be  classified 
under  the  heads  of  engineering,  general  expenses  (including  the  ad' 
ministrative,  legal  and  financial  expenses,  taxes  and  insurance),  and 
interest. 

When  the  detailed  accounts  giving  the  cost  of  a  property  are 
available,  these  items  should  appear  in  them,  but  in  many  cases  no 
account  may  have  been  taken  of  the  value  of  the  services  of  those  en- 
gaged in  promoting  and  constructing  the  work,  or  proper  allowance 
for  interest  on  the  capital,  or  the  records  may  be  in  such  shape  as  to 
defy  analysis. 

Bonds  may  have  been  sold  at  discounts.  Under  the  ruling  of  the 
Interstate  Commerce  Commission,  that  proportion  of  discounts  and 
commissions  on  bonds  is  to  be  included  in  capital  which  is  represented 
by  the  proportion  of  the  construction  period  to  the  life  of  the  bonds. 
The  remainders  of  the  discounts  and  commissions  are  not  to  be  con- 
sidered as  capital,  but  are  to  be  amortized  over  the  remaining  life  of 
the  bonds. 

The  Committee  believes  that  reasonable  commissions  for  selling 
securities  of  any  kind  should  be  included  as  a  capital  charge,  but  that 
discounts  on  bonds  over  and  above  such  reasonable  commissions  should 
be  treated  as  a  capital  charge  only  in  such  proportion  as  the  con- 
struction period  bears  to  the  life  of  tho  bonds,  the  remainder  being 
amortized  over  the  remaining  life  of  the  bonds. 

After  the  construction  period  has  ended  and  the  regular  operation 
of  a  property  has  begun,  the  method  of  accounting  is  frequently  such 
that  the  salaries  and  exi)enses  of  the  permanent  engineering,  adminis- 
trative, and  legal  staff  are  charged  wholly  to  operating  expenses,  al- 
though a  part  of  the  time  of  this  staff  is  devoted  to  the  construction  of 
additions  to  the  property,  and  should  properly  be  included  as  a  part  of 
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their  cost.  Similarly,  there  is  frequently  a  failure  to  charge  to  the 
proper  account  the  interest  during  the  construction  of  such  additions. 
Adjustments  should  be  made  so  as  to  include  in  the  cost  of  such  ad- 
ditions the  overhead  charges  properly  attributable  to  them.  On  the 
other  hand,  there  may  be  occasion,  when  determining  the  overhead 
charges  from  the  book  accounts  of  an  old  property,  to  make  deductions 
of  such  charges  as  are  properly  attributable  to  plant  units  which  have 
gone  out  of  use. 

The  statements  in  the  last  paragraph  may  invite  the  criticism  that, 
if  the  method  of  bookkeeping  is  such  that  a  part  of  the  overhead 
charges  for  additions  to  the  property  has  been  placed  in  operating 
expenses,  it  has  been  paid  for  by  the  public  and  not  by  the  company, 
and  hence  should  not  appear  in  a  valuation  of  the  property.  In  this 
matter  the  Committee  makes  a  distinction  between  valuation  and 
regulation,  and  takes  the  ground  that  in  valuation  the  total  cost  of  the 
property  should  be  included,  regardless  of  past  methods  of  bookkeeping. 
It  recognizes,  however,  that  in  continuous  regulation,  including  the 
control  of  rates  by  a  public  service  commission,  there  should  be  no 
duplications  by  charging  items  to  both  the  capital  and  the  expense 
accounts. 

Development  Expense. 

The  development  expense  actually  incurred  in  connection  with  the 
tuning  up  and  creation  of  the  business  of  a  property  should  be  in- 
cluded as  a  part  of  the  original  cost  to  date.  The  subject  is  fully 
^discussed  in  Chapter  VII. 
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CHAPTER  V. 


COST  OF  REPRODUCTION. 

The  Theory  of  Reproduction. 

Different  Applications  of  Reproduction  in  Past  Practice. — Cost  of 
Reproduction  is  defined  by  the  Committee  as: 

"The  estimated  cost  of  reproducing  the  property  without  deduction 
for  the  loss  of  value  due  to  age  or  other  causes." 

The  practice  of  those  engaged  in  valuation  work,  from  the  beginning 
of  such  work  up  to  the  present  time,  has  varied  widely  in  the  matter 
of  determining  the  cost  of  reproduction.  Some  base  such  cost  on  exist- 
ing physical  conditions,  others  on  historic  conditions,  and  still  others 
combine  the  two.  Some  engineers  have  included  only  those  physical 
property  units  which  were  actually  created  in  the  construction  of 
the  property,  that  is,  they  have  used  historic  conditions,  as  to  items 
of  cost,  with  present-day  prices  for  labor  and  material.  Others  have 
used  substitute  units,  or  historic  prices,  or  original  instead  of  present 
methods  of  work,  and  still  others  have  used  original  conditions,  original 
prices,  and  original  methods,  in  making  an  estimate  of  reproduction 
cost. 

This  failure  of  engineers  engaged  in  valuation  practice  to  agree 
on  a  uniform  conception  of  reproduction  has  cast  some  doubt  on  the 
real  worth  of  Cost  of  Reproduction  as  one  of  the  measures  of  value. 

The  United  States  Supreme  Court,  in  the  Nebraska  rate  case, 
states  the  various  matters  to  be  considered  in  determining  value,  as 
follows:  (Smyth  v.  Ames,  169  U.  S.,  466,  March  7th,  1898). 

"And  in  order  to  ascertain  that  value,  the  original  cost  of  construc- 
tion, the  amount  expended  in  permanent  improvements,  the  amount 
and  value  of  its  stocks  and  bonds,  the  present  as  compared  with  the 
original  cost  of  construction,  the  probable  earning  capacity  *  *  * 
are  all  matters  for  consideration  and  are  to  be  given  such  weight  as 
may  be  just  and  right  in  each  case." 

This  case  has  been  cited  in  most  valuation  cases,  and  the  use  of 
the  word  '^Reproduction"  has  been  very  general  in  subsequent  decisions, 
although  it  is  to  be  noted  it  is  not  used  in  the  decision  in  Smyth  vs. 
Ames.  It  is  clear  that  the  Courts  in  many  cases  have  recognized  the 
reproduction  estimate  as  one  of  the  most  important  bases  for  deter- 
mining value  (Louisville  &  Nashville  R.  R.  Co.  v.  Railroad  Com- 
mission of  Alabama,  196  Eed.,  800  (1912),  Hon.  Thomas  G.  Jones, 
District  Judge,  N.  &  M.  D.,  Alabama). 

"In  reference  to  the  question  of  value  with  the  view  of  rate  regula- 
tion, the  most  reliable  test  ordinarily  is  the  cost  of  reproduction  of 


1360  VALUATION    OF   PUBLIC    UTILITIES 

the  road  as  it  exists.  I  say  'ordinarily'  because  there  may  be  instances, 
which  is  not  the  case  here,  where  by  reason  of  paralleling  the  road  by 
a  new  road,  and  diverting  its  business  or  from  other  causes,  its  value 
may  be  far  less  than  what  it  will  cost  to  reproduce  it  as  it  is  at  the 
time  of  the  inquiry.  The  original  cost  of  the  road  may  in  some  cases 
reflect  light  on,  or  even  determine,  the  present  value,  as  when  it  is 
of  very  recent  construction.  But  ordinarily  it  is  of  little  assistance 
in  that  regard,  since  many  items  of  value  may  be  donations  by  the 
government  or  by  individuals  *  *  *  or  the  road  may  have  been 
built  long  before  the  period  of  inquiry  at  greatly  less  or  greatly  higher 
prices  than  those  prevailing  at  the  time  of  the  inquiry.  *  *  * 
Therefore,  while  looking  at  all  collateral  matters  reflecting  light  on 
the  subject,  the  court  regards  reproduction  cost  as  the  final  test  of 
present  value.     *    *    *" 

In  the  Knoxville  decision  it  is  stated  that: 

"The  cost  of  reproduction  is  one  way  of  ascertaining  the  present 
value  of  a  plant." 

In  this  and  practically  all  other  cases  in  recent  years,  in  which  the 
values  of  old  properties  were  under  consideration,  the  evidence  re- 
lating to  cost  which  has  served  as  a  basis  for  determining  value  has 
been  the  reproduction  cost. 

In  the  case  of  the  Consolidated  Gas  Co.  vs.  City  of  New  York  (157 
Fed.  Rep.,  849,  December  20th,  1907),  District  Judge  Hough  says: 

"The  complainant  demands  a  fair  return  upon  the  reproduction 
value  thereof,  which  is  the  same  thing  as  the  present  value  properly 
considered.  *  *  *  Upon  authority,  I  consider  this  method  of  valu- 
ation correct.  What  the  court  should  ascertain  is  the  'fair  value  of 
the  property  being  used';  what  complainant  'employs  for  the  public 
convenience';  the  'present'  as  compared  with  'original  cost'  (Smyth 
vs.  Ames.  169  U.  S.,  at  page  547  *  *  *) ;  and  it  is  also  the  'value 
of  the  property  at  the  time  it  is  being  used'  (Ran  Diego  Land  Co.  vs. 
National  City,  174  U.  S.,  at  page  757  *  *  *,  and  see  also  Stanislaus 
Co.  vs.  San  Joaquin  Co.,  192  U.  S.  201  *  *  *).  It  is  impossible  to 
observe  this  continued  use  of  the  present  tense  in  these  decisions  of 
the  highest  court  without  feeling  that  the  actual  or  reproductive  value 
at  the  time  of  inquiry  is  the  first  and  most  important  figure  to  be 
ascertained." 

In  this  decision  A'alue  is  used  in  two  senses :  one,  value  as  the  Com- 
mittee has  defined  it;  and  two,  as  synonymous  with  cost. 

In  the  Minnesota  rate  cases,  it  is  stated  that: 

"The  cost  of  reproduction  method  is  of  service  in  ascertaining  the 
present  value  of  the  plant  when  it  is  reasonably  applied,  and  when  the 
cost  of  reproducing  the  property  may  be  ascertained  with  a  proper 
degree  of  certainty.  But  it  does  not  justify  the  acceptance  of  results 
which  depend  upon  mere  conjecture." 

This  statement  follows  a  discussion  of  the  cost-of-reproduction 
metlind   as   applied   to   the  determination    of   the  value  of  a    right  of 
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way,  which  consisted  kirgely  of  terminal  property,  in  which  it  was 
held  that  the  cost  of  reproduction  did  not  give  proper  results. 

This  case  sounds  a  note  of  warning  against  the  use  of  irrational, 
or  unsound,  theories  of  reproduction,  and  the  use  of  mere  conjecture 
in  making  a  reproduction  estimate. 

The  Supreme  Court  has  held  consistently,  in  the  older  cases,  tiiat 
in  determining  value,  original  cost  imder  original  conditions,  and  re- 
production cost  under  present  conditions,  were  of  the  greatest  im- 
portance, though  other  considerations,  such  as  selling  (market)  price 
of  the  securities,  worth  of  the  service  to  the  consumer,  etc.,  were  also 
of  significance.  In  these  older  cases  the  Courts  seem  to  have  said 
that  reproduction  cost  should  be  determined  on  the  basis  of  present- 
day  conditions,  whether  or  not  the  corporation  years  ago  had  to  take 
a  series  of  steps  involving  expense  which  would  not  now  have  to  be 
taken,  or  whether  or  not  the  property  was  built  by  piecemeal  construc- 
tion at  a  necessarily  higher  cost  than  would  prevail  if  all  built  at  one 
time;  that  "present-day  conditions"  means  present-day  prices,  present- 
day  methods,  and  present-day  facilities  for  doing  work,  and  that  these 
should  be  applied  under  existing  physical  conditions. 

With  the  original  cost  and  reproduction  figures  in  hand,  determined 
as  outlined  above,  and  with  such  other  information,  historic  and  other- 
wise, as  was  available,  the  Courts  have  held  that  valuation  should  be 
summed  up  as  a  matter  of  judgment,  giving  due  weight,  not  only  to 
the  results  obtained  by  the  application  of  these  diiferent  measures,  but 
incidentally  to  the  degree  to  which  the  measures  are  equitably 
applicable. 

The  more  recent  and  authoritative  decisions  of  the  higher  Courts, 
though  they  still  lean  toward  defining  the  cost  of  reproduction  as  the 
cost  under  present  conditions,  thus  following  precedent,  also  give  strong 
support  to  the  use  of  historic  physical  conditions,  since,  in  determin- 
ing the  "fair  value"  of  pipes  originally  laid  in  streets  having  no  pave- 
ments, but  in  which  pavements  were  subsequently  laid  at  the  expense 
of  the  city,  they  exclude  from  "fair  value"  the  cost  of  taking  up  and 
replacing  the  pavements  which  would  be  included  if  one  were  to  base 
"fair  value"  on  the  cost  of  reproduction  under  existing  conditions.  In 
other  words,  the  sums  allowed  by  the  Courts  in  determining  "fair  value" 
are  the  sums  which  it  would  cost  to  lay  the  pipes  under  the  physical 
conditions  which  existed  at  the  time  the  pipes  were  laid.  The  subject 
seems  to  be  in  a  developmental  stage  in  the  Courts. 

In  effect,  the  Courts  in  some  instances  appear  to  have  recognized 
that  a  split  standard,  so  to  speak,  or  one  which  might  be  defined  as 
reproduction  cost  under  present-day  material  and  labor  prices,  and 
historic  or  past  physical  conditions,  in  certain  particulars,  would  do 
more  substantial  justice,   or  be  more  equitable  in  the   results  of  its 
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application,  than  either  the  original-cost  theory  under  historic  or 
past  conditions  on  the  one  hand,  or  the  reproduction-cost  theory  under 
present  conditions  on  the  other.  Under  such  a  standard  the  owner 
enjoys  the  advance  in  general  value  standards  indicated  by  the  advance 
in  cost  of  labor  and  materials,  or  suffers  from  the  decrease  thereof, 
if  these  have  declined  in  value,  and  has  recognition  given  to  the  con- 
ditions under  which  he  made  his  investment. 

May  not  the  question  fairly  be  raised:  Has  the  conception  of  re- 
production, based  on  present  conditions,  been  a  proper  conception? 

In  the  opinion  of  the  Committee,  this  subject  is  of  sufficient  im- 
portance to  justify  full  discussion  of  the  question :  What  is  the  proper 
conception  of  cost  of  reproduction  new?  In  this  discussion  the  Com- 
mittee will  point  out  some  of  the  difficulties  to  be  met  in  formulating 
a  rational  conception  of  the  problem,  will  then  try  to  answer  four 
questions,  and  finally  draw  its  conclusion. 

Difficulties  to  he  Met  in  Formulating  a  Theory. — The  original  con- 
ception of  reproduction  undoubtedly  grew  out  of  simple  conditions, 
such  as  would  be  met  in  estimating  the  cost  of  reproducing  a  building 
or  a  single  structure.  In  this  case,  the  difference  between  the  original 
cost  of  the  building  or  structure  and  the  reproduction  estimate  would 
be  due  wholly  to  changes  in  prices  of  labor  and  materials  and  the 
change  in  methods  of  doing  work.  This  simplicity  of  condition  does 
not  obtain  in  the  case  of  a  great  property,  the  actual  construction  of 
which  has  extended  over  many  years,  many  of  the  plant  units  of  whicli 
have  been  renewed  or  replaced  by  larger  ones  than  were  originally  in 
stalled,  which  has  undergone  changes  and  alterations,  and  the  history 
and  records  of  which  have  not  been  kept  fully  and  completely.  In  such 
a  case  the  making  of  a  complete  estimate  of  the  cost  of  replacement  or 
reproduction  is  a  very  involved  undertaking. 

When  there  are  added  the  complexities  due  to  the  effect  of  works 
built  by  other  companies  than  the  one  under  investigation,  or  by 
municipalities,  or  to  the  growth  of  a  community  or  rearrangement  of 
transportation  facilities  of  a  community  or  section  of  country,  elements 
are  introduced,  the  proper  treatment  of  which  is  vital  to  a  reasonable 
estimate  of  the  cost. 

To  obtain  the  reproduction  cost  of  the  property,  shall  it  be  assumed 
that  all  those  things  must  be  done  that  are  or  were  necessary  to  create 
a  new  property  in  the  same  location  as  that  of  the  existing  one?  It 
is  usually  assumed  that  all  other  existing  properties  or  conditions 
affording  facilities  for,  or  offering  difficulties  to,  the  reconstruction 
of  the  property  under  consideration  continue  to  exist  as  at  present, 
in  so  far  as  they  affect  the  cost  of  reconstruction ;  but  one  cannot 
forgot  that  the  property  in  quivstion  was  not  built  in  a  day — nor 
during  one  construction  period. 
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Xearly  all  the  second,  third,  and  fourth  tracks,  and  side  tracks, 
of  steam  railroads  have  actually  been  built  years  after  the  original 
construction,  with  certain  disadvantages  arising  from  maintaining 
traffic  but  with  the  advantages  to  be  derived  from  the  existence  of 
a  well-organized  railroad  over  the  entire  route.  The  same  thing  is 
true  of  the  construction  of  many  existing  structures,  such  as  large 
buildings,  bridges,  signal  and  interlocking  systems,  and  other  more 
recent  and  modern  adjuncts  of  the  railroad  systems  of  to-day. 

The  actual  historic  development  of  railroads  has  seldom  been  the 
springing  to  life  of  a  new  complete  up-to-date  property,  but  a  growth 
over  a  long  period  of  years,  each  company  adding  to  its  track  and 
facilities  as  the  needs  of  its  territory  and  its  business  demanded.  The 
same  thing  is  true  of  water-works,  gas,  or  electric  properties,  and  other 
utilities  in  large  cities.  Under  these  conditions,  it  is  clear  that  great 
care  must  be  exercised  in  outlining  the  basis  for  estimates. 

The  four  main  questions  to  be  asked  and  discussed  are: 

1. — Shall  present  or  original  physical  conditions  govern? 
2. — Shall  present  or  original  prices  govern? 
3. — Shall  identical  or  substitute  plant  be  considered? 
4. — What  is  meant  by  the  word  "new' ,  as  frequently  used  in  con- 
nection wdth  reproduction? 

1. — Shall  Present  or  Original  Physical  Conditions  Govern? — A 
few  examples  of  actual  conditions  encountered  in  connection  with 
construction  are  presented. 

Wachusett  Reservoir. — This  reservoir  was  built  to  supply  water  to 
the  Metropolitan  District  of  Massachusetts.  To  construct  it,  it  was 
necessary  to  acquire  land  on  which  there  were  many  buildings,  and 
mills  with  their  water  powers.  Included  in  the  reservoir  site  there 
were  also  many  highways  and  two  railroads.  As  a  substitute  for  the 
highways  obliterated,  others  had  to  be  built  around  the  margin  of  the 
reservoir,  and  some  were  raised  above  the  water  level.  One  of  the 
railroads  was  relocated  for  many  miles  at  one  side  of  the  reservoir, 
and  another  was  raised.  To  make  the  reservoir  a  better  receptacle  for 
water,  the  surface  soil  was  stripped  from  its  whole  area.  One  main 
dam  and  two  subsidiary  dams  were  necessary  for  holding  the  water. 
Incidentally,  under  special  laws,  damages  had  to  be  paid  for  real 
estate  which  was  not  acquired,  but  which  was  said  to  be  damaged  in- 
directly by  the  construction  of  the  reservoir. 

Kensico  Dam. — This  dam,  of  the  New  York  Water- Works,  was 
necessarily  located  within  the  limits  of  an  existing  reservoir,  the 
water  of  which  could  not  be  drawn  down  until  two  new  temporary 
reservoirs  had  been  created  farther  up  stream  to  maintain  the  water 
supply.  After  these  had  been  completed,  the  old  Kensico  Reservoir 
was  drained  and  the  old  dam  removed.     After  the  completion  of  the 
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new  Kensico  Reservoir,  the  two  temporary  dams  and  reservoirs  will 
be  useless. 

The  AuSable  Dams. — By  buildinp:  three  dams  on  the  AuSable 
River  in  Michigan,  the  Commonwealth  Power  Company  flooded  hun- 
dreds of  acres  to  a  depth  of  40  ft.  There  was  not  a  house,  not  a  mile 
of  road,  no  railroads,  no  damage  to  property  of  any  kind  such  as  was 
encountered  in  the  other  reservoirs.  It  was  only  necessary  to  acquire 
the  needed  lands  and  flowage  and  build  the  dams,  without  property 
damages  in  any  appreciable  amount. 

There  are  now  no  buildings,  roads,  or  railroads  in  the  basins  of 
any  of  these  reservoirs,  nor  does  the  connection  of  the  Kensico 
auxiliary  reservoirs  with  the  construction  of  the  main  dam  appear. 
Therefore,  in  these  three  cases,  presently  existing  conditions  are  not 
indicative  of  work  done  or  difficulties  encountered  in  actual  construc- 
tion in  the  past,  nor  of  what  it  is  fair  to  assume  would  be  the  con- 
ditions to  be  found  had  the  reservoirs  not  been  built.  Conditions 
may  be  now  essentially  similar,  immediately  about  these  reservoir 
sites,  but  it  would  seem  to  be  unfair  for  this  reason  to  assume  like 
conditions  to  govern  the  estimate  of  reproduction  cost  to  be  used 
as  a  basis  of  "fair  value". 

The  theory  of  reproduction  cost  under  existing  conditions  evidently 
was  based  on  the  reproduction  of  property  units  which  now  exist,  such 
as,  for  instance,  buildings,  bridges,  and  other  structures  and  works,  and 
did  not  take  into  account  that,  in  creating  public  service  property, 
there  may  be  much  destruction  as  well  as  construction.  The  destroyed 
property  obviously  does  not  exist,  and  therefore  would  not  be  included 
in  the  inventory  of  property  to  be  valued  if  the  theory  of  determining 
the  cost  of  property  under  existing  conditions  were  followed  strictly. 

In  addition  to  the  destruction  of  physical  property,  cited  in  the  fore- 
going, there  may  be  the  destruction  of  business  and  resulting  damage 
to  surrounding  property,  all  of  which  may  prove  to  be  a  large  element 
of  cost. 

On  account  of  the  destruction  of  business,  it  became  necessary  in 
the  case  of  the  Wachusett  Reservoir  to  pay  for  the  resulting  loss,  not 
only  to  those  owning  the  business,  but  to  the  workmen  who  were 
thrown  out  of  employment,  and  to  the  owners  of  surrounding  property 
not  acquired  for  the  reservoir  but  affected  in  value  by  the  destruction 
of  the  manufacturing  and  other  business  in  a  well-populated  valley. 
It  is  clear  that  such  business  will  not  exist  at  the  time  a  rci)roduction 
coat  is  being  ascertained,  and  therefore  will  not  be  an  element  of  cost 
under  existing  conditions  rigidly  interpreted.  The  destruction  of  the 
business  was  i)roi)crly  an  important  element  of  cost  in  the  creation  of 
a  reservoir  at  this  site,  would  be  reasonably  certain  to  be  an  element 
of  cost  in  the  production  of  a  reservoir  at  this  site  at  any  date  of 


VALUATION    OF    PUBLIC    UTILITIES  1365 

estimate,  if  the  existing  reservoir  had  not  been  built,  and  therefore 
iiliould  be  included  as  an  element  of  cost  of  reproducing  the  reservoir. 

Tour  Committee  is  of  the  opinion  that  all  such  items  of  cost,  due 
to  damages,  destruction  of  property,  purchase  of  rights,  and  temporary 
works,  as  cited  in  these  illustrations,  are  clearly  proper  items  to  be 
included  in  the  reproduction  estimate  when  capable  of  historic  proof. 
It  would  seem  that,  in  such  cases  as  these,  fairness  to  the  owners  of 
the  property  and  to  the  public  would  necessitate  the  use  of  historic 
conditions,  at  least  to  determine  the  extent,  magnitude,  and  character 
of  property  imits  created,  destroyed,  or  removed,  physical  evidence  of 
which  passed  with  the  construction  of  the  property  itself,  and  which  it 
may  reasonably  be  assumed  it  would  still  be  necessary  to  create,  destroy, 
or  remove  were  the  property  to  be  built  new  at  the  date  of  valuation. 

Another  series  of  examples  may  be  found  in  the  conditions  which 
existed  at  the  time  of  construction  of  certain  great  railway  terminals. 

The  Pennsylvania  Railroad  Terminal,  New  York  City. — This  struc- 
ture was  pioneer  construction.  Land  was  purchased  extending  in  a 
strip  across  the  greatest  city  in  the  country.  The  property  was  built 
up  solid  with  buildings,  which  were  not  only  purchased,  but  wrecked, 
and  the  entire  value  thereof  thrown  away.  There  was  no  steam  rail- 
road traffic  to  maintain,  but  there  was  consequently  no  benefit  to  be 
derived  from  the  existence  of  tracks  for  the  removal  of  earth  and 
construction  debris. 

The  New  York  Central  Terminal,  New  York  City. — This  terminal 
replaced  an  old  structure,  which  in  turn  had  succeeded  others  on  the 
same  site.  The  existing  plant  covers  an  extensive  area,  the  larger 
portion  of  which  was  originally,  with  respect  to  the  present  under- 
taking, covered  with  buildings  of  all  kinds  and  intersected  with  streets 
requiring  treatment  in  various  ways,  as  in  the  case  of  the  Pennsylvania 
terminal,  but  in  building  this  terminal,  the  company  maintained  a  for- 
merly created  traffic  without  interruption,  and  though  thereby  the  ex- 
pense of  consti'uction  was  increased  by  the  cost  of  temporary  structures 
to  provide  facilities  for  its  patrons,  longer  time  of  construction,  and  cost 
due  to  the  hampering  of  operations  by  not  having  the  entire  site  avail- 
able for  working  purposes,  it  is  probable  that  these  elements  of  addi- 
tional cost  were  largely  offset  by  the  savings  that  resulted  from  the 
utilization  of  the  existing  accessorial  tracks  for  the  handling  of  con- 
etruction  materials  and  the  disposition  of  excavated  materials  in  four- 
tracking  the  Hudson  and  Harlem  Divisions. 

Except  with  respect  to  the  value  of  near-by  lands,  the  present  con- 
ditions about  these  two  properties  are  much  alike,  and,  for  anything 
that  appears,  a  reconstruction  programme  for  one  would  be  much  like 
that  for  the  other,  under  present  surrounding  conditions,  and  the 
offsetting  effect  of  the  revenue  earned  by  the  New  York  Central  Rail- 
road, against  its  increased  cost  due  to  maintenance  of  traffic,  gives 
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color  to  the  propriety  of  making?  like  assumptions  for  both  properties. 
But  it  should  be  remembered  that  onb'  a  part  of  the  property  of  the 
New  York  Central  Terminal  had  to  be  acquired  in  modern  times. 
Much  of  it  was  acquired  years  ago,  when  it  was  not  covered  by  valuable 
buildings,  and  it  would  seem  to  be  unfair  to  assume,  in  a  reproduction 
estimate  which  is  to  serve  as  a  basis  for  "fair  value",  that  all  of  it 
would  be  covered  with  valuable  improvements,  to  be  purchased  and 
wrecked  simply  because  surrounding  land  is  now  so  covered,  or  because 
the  property  acquired  by  the  Pennsylvania  Company  was  so  covered. 
Without  the  existence  of  the  railroad,  the  City  would  not  be  the  city 
that  it  is;  it  is  what  it  is,  partly  as  the  result  of  the  existence  of  the 
railroad,  therefore  it  cannot  be  said  that  if  the  railroad  had  not  been 
built,  the  surrounding  lands,  and  presumably  the  site  of  the  terminal, 
would  be  covered  with  the  valuable  improvements  now  in  evidence. 
Here  again  it  would  seem  to  be  fair  to  refer  to  history  to  determine 
what  was  done,  and  would  reasonably  be  supposed  still  to  be  necessary 
to  do,  to  construct  the  property  new. 

One  illustration  brought  to  the  attention  of  the  Committee  is  a 
case  of  a  highway  which  originally  crossed  a  steam  railroad  at  a  verv 
acute  angle,  making -a  dangerous  crossing  to  both  railroad  and  public. 
At  its  own  expense,  the  railroad  acquired  land  parallel  with  its  own. 
changed  the  course  of  the  road  for  several  hundred  feet  and  made  n 
right-angled  crossing.  It  was  argued  that,  "in  case  of  reproduction, 
all  other  property  remaining  as  at  present",  the  highway  would  be  in 
its  new  location  and  would  not  have  to  be  reproduced.  On  this  basis, 
many  items  which  the  owner  of  a  railroad  or  other  public  utility  wa>; 
compelled  to  pay  for  might  be  cut  out  of  an  appraisal.  But  the  high- 
way would  be  in  its  original  place  were  it  not  for  the  act  of  the  railroad, 
and  would  have  to  be  moved  by  any  railroad,  building  presently,  if 
the  existing  road  had  not  been  built;  the  evidence  of  the  necessity, 
however,  having  been  destroyed  in  the  doing.  The  cost  was  a  proper 
cost,  capable  of  historic  proof;  and  the  Committee  believes  that  it 
f^hould  be  included  as  a  cost  in  the  estimate  of  reproduction. 

A  certain  railroad  was  built  through  a  heavily  forested  section  of 
country,  largely  to  develop  the  lumber  industry  in  that  section.  The 
land  was  worth,  and  cost  the  railroad  company,  upwards  of  $40  an 
acre  because  of  its  timber  value,  and  the  company  paid  another  $40 
or  $50  an  acre,  for  clearing  and  grubbing.  The  timber  industry 
develo[)ed,  the  surrounding  lands  were  cleared  and  proved  to  be  imat- 
tractive  for  agricultural  development,  and  no  large  cities  built  uj) 
along  the  railroad.  To-day  the  timber  is  gone,  there  is  no  clearing 
to  do,  and  the  land  has  depreciated  to  a  value  of  $5  or  $6  an  acre.  In 
this  ca.se  human  progress  has  taken  away  from  the  value  of  the  ter- 
ritory, rather  than,  as  is  more  usual,  added  to  it.     The  railroad  Ims 
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suffered  as  well,  because  its  local  business  is  largely  gone.  It  has, 
however,  as  a  part  of  a  large  property  that  has  taken  it  over,  developed 
a  good  through  business.  It  would  seem  that  all  these  things  must 
be  considered,  when  determining  whether  the  original  conditions  for 
right  of  way  and  clearing,  capable  of  proof,  shall  be  used  in  an  esti- 
mate of  reproduction  cost,  or  on  the  other  hand  what  would  be  the 
present-day  cost  of  acquiring  the  already  cleared  right  of  way.  It  is 
manifest  that  the  railroad  company  contributed  to  the  present  condi- 
tion, by  providing  the  means  for  removing  the  lumber.  Presumably 
its  promoters  should  have  been  able  to  foresee  what  the  general  result 
of  the  lumbering  operations  would  be,  and  should  have  reimbursed 
themselves,  in  the  early  days  of  the  enterprise,  for  the  possible  future 
loss  in  value,  due  to  the  changed  conditions,  and  in  general  it  must  be 
said  that  such  enterprises  assume  the  hazards  of  such  results  of 
human  progress,  particularly  those  to  which  they  themselves  contri- 
buted largely.  Nevertheless  this  line,  while  apparently  not  now  needed 
for  the  country  through  which  it  operates,  and  which,  but  for  its  con- 
nection with  a  greater  property,  would  certainly  have  to  be  depreciated 
in  value  by  at  least  the  diminished  cost  of  reproduction;  yet,  as  a 
going  property,  adequately  serving  the  public  in  its  through  business, 
it  would  seem  to  be  unjust  to  take  away  from  it  all  hope  of  future  life 
as  might  result  from  a  limitation  of  its  return  to  "fair  return"  on  a 
greatly  depreciated  actual  investment. 

One  element  of  cost,  being  typical  of  a  class  and  easily  separable, 
deserves  discussion  by  itself.  This  is  the  cost  of  removing  and  replac- 
ing paving  of  streets  over  and  around  public  utility  properties.  It  is 
of  importance  in  connection  with  street  railways  and  all  underground 
conduit  lines  for  gas,  electricity,  water,  or  other  commodities. 

Street  railway  properties  occupying  the  streets  of  large  cities  do 
so  under  grants  which  vary  widely  in  terms  as  to  paving.  In  every 
case  the  burden  is  on  the  company  to  build  such  a  type  of  construc- 
tion as  will  permit  that  part  of  the  public  not  depending  on  the  railway 
company  for  transportation  to  enjoy  the  free  and  unrestricted  use  of 
the  street. 

A  certain  street  railway  company  owns  a  large  mileage  of  track  in 
paved  streets.  In  addition  to  the  not  uncommon  case  of  tracks  which 
were  laid  before  the  streets  were  paved,  several  different  cases  of  com- 
plication as  to  paving  are  found: 

Case  1.— The  street  railway  company  built  all  the  track  founda- 
tions, track  superstructures,  and  pavement. 

Case  2. — The  street  railway  company  built  all  the  track  founda- 
tions and  superstructures,  but  the  city  built  the  pavement. 

Case  3. — The  street  railway  company  built  the  track  superstruc- 
ture, but  the  city  built  the  track  foundations  and  pavement. 
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Case  4. — The  street  railway  company  built  the  track  foundations 
and.  superstructure  and  took  out  and  rebuilt  existing  pave- 
ments, but  subsequently  the  city  repaved  the  entire  street  at  no 
expense  to  the  company. 

In  making  an  appraisal  of  this  property  it  will  be  necessary  to 
define  clearly  what  items  shall  be  included  in  the  reproduction  esti- 
mate, and  to  answer,  among  others,  these  questions:  Shall  allowance 
be  made  for  the  removal  of  paving  on  all  streets,  whether  they  were 
unpaved  or  paved  when  the  tracks  were  built?  Shall  allowance  be 
made  for  all  track  foundations,  or  shall  investigation  be  made  as  to 
what  was  done  by  the  city,  and  that  part  excluded?  Shall  allowance 
be  made  for  paving  in  all  streets  in  which  there  is  paving? 

The  Committee  is  of  the  opinion  that  in  all  cases  where  such  ques- 
tions are  at  issue,  the  terms  of  the  contract  should  govern.  The  prop- 
erty built  by  the  corporation  under  the  terms  of  its  charter  or  fran- 
chise, whether  the  items  belong  to  the  corporation  or  the  public,  is  the 
property  to  be  reproduced.  Franchise  or  contract  provisions  usually 
settle  all  questions  of  ownership  or  of  division  of  joint  expense.  Such 
provisions  should  govern  as  to  the  inclusion  of  all,  or  part,  of  the 
expense  in  the  reproduction  estimate.  It  is  immaterial  whether  another 
corporation  or  the  public  is  the  other  joint  owner.  The  division  should 
be  made  on  a  proper  interpretation  of  contract  or  franchise,  and  in 
such  cases  as  those  cited,  no  expense  to  be  borne  by  the  city  under  the 
contract  should  be  appraised  to  the  railway  company,  and  no  exi)ense 
to  be  borne  by  the  railway  company  imder  the  contract  should  be 
omitted  in  determining  the  reproduction  cost.  The  position  taken  in 
some  cases,  that  such  an  expense  as  paving  is  not  a  permissible  capital 
charge  and  therefore  not  an  item  of  cost  of  reproduction  in  the  case 
of  a  street  railwaj%  does  not  seem  to  be  tenable  when  the  expense  is 
borne  by  the  railway  company. 

When  a  corporation  is  required,  as  is  usual,  to  remove  and  replace 
paving  when  constructing  works  requiring  such  removal  and  replace- 
ment, there  can  be  no  doubt  that  the  existence  of  pavement  in  a  street 
makes  the  construction  of  tracks,  or  the  laying  of  pipes  or  conduits, 
more  costly  than  if  the  pavement  were  not  there.  When  pavement 
exists,  therefore,  at  the  date  of  estimate,  its  effect  on  the  cost  of  re- 
production cannot  be  ignored,  even  though  the  extra  cost  should  not  be 
included  when  using  the  reproduction  cost  as  an  element  of  ''fair 
value".  The  item  when  included  should  be  scheduled  separately,  so 
that  it  can  be  omitted  if  that  be  the  will  of  the  determining  body. 

This  subject  has  already  been  refcrrc<l  to  under  the  caption  "Title 
to  Property  Not  Conclusive",  on  pages  l;;.")!)  to  135;]. 

The  item  of  clearing  and  grubbing  railroad  rights  of  way  is 
one  concerning  which  question  has  been  raised.     On  few  if  any  rail- 
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roads,  is  there  any  forest  on  the  right  of  way.  Along  many  miles  of 
existing  railroad  there  is  to-day  no  evidence  that  there  ever  was  any 
forest  growth  on  the  right  of  way,  where  history  shows  the  existence 
of  dense  forests  at  the  time  of  original  construction.  It  is  true  that 
this  is  a  minor  question,  because  the  rise  in  land  values,  if  allowed, 
will  in  general — but  not  always — more  than  offset  any  possible  loss  to 
the  company-owner  by  reason  of  the  exclusion  of  the  item  of  clearing 
and  grubbing  actually  paid  for,  but  no  longer  in  evidence  as  ever 
having  been  necessary.  The  fact,  that  there  may  be  offsetting  advan- 
tages and  disadvantages,  does  not  affect  the  principle  involved.  The 
effort  is  to  get  a  basis  for  the  present-day  value  of  the  owners'  invest- 
ment. If,  as  a  result  of  human  progress,  it  would  be  reasonable  to 
suppose  that,  at  the  date  of  valuation,  the  land  occupied  by  the  rail- 
road would  have  been  cleared,  regardless  of  the  existence  of  the 
railroad,  and  it  is  so  cleared,  it  would  seem  to  be  fair  to  omit  clearing 
from  a  reproduction  estimate.  If,  on  the  other  hand,  it  is  fair  to  assume 
that,  but  for  the  presence  of  the  railroad,  the  forest  would  still  be 
there,  the  cost  of  clearing  and  grubbing  should  be  allowed.  There  are 
cases  in  which  one,  or  the  other,  of  the  assumptions  herein  made  is 
clearly  the  correct  assumption,  there  are  other  cases  in  which  it  is  not 
so  clear,  as  to  whether  the  changed  conditions  are  due  to  the  railroad 
itself.  Let  it,  as  the  party  bearing  hazards,  be  given  the  benefit  of 
the  doubt. 

Another  class  of  expenditures,  that  may  be  greatly  affected  by  the 
choice  of  historic  or  present-day  conditions,  is  that  including  i^romo- 
tion,  organization,  financing,  interest  during  construction,  and  some 
other  overhead  charges,  development  expense,  and  the  excess  cost  of 
piecemeal  construction. 

There  will  be  no  difficulty  with  respect  to  newly  created  properties. 
The  question  occurs  with  respect  to  old  properties  of  magnitude,  that 
have  grown  from  relatively  small  beginnings. 

In  such  cases  most  of  these  expenses  would  be  relatively  large  for 
the  original  enterprise,  and  relatively  small,  or  nothing  at  all,  for  the 
smaller  additions  as  they  have  been  made  from  time  to  time — 
although  interest  would  always  be  an  expense,  and  the  others  named 
would  be  incurred  in  greater  or  less  degree  on  all  but  minor  additions.- 
And  it  may  very  well  happen  that  important  additions  may  be  of  such 
relative  magnitude  that  all  of  this  class  of  expenditures  will  be  as 
large,  in  percentages  of  the  property  to  which  they  apply,  as  were  the 
original  expenses  of  this  class  of  the  original  property. 

It  would  seem,  therefore,  that  with  respect  to  these  items,  the 
policy  should  prevail,  of  referring  to  the  history  of  the  property,  to 
determine  to  what  portion  of  the  property,  and  how  these  items  of 
expense,  are  properly  applicable,  just  as  has  been  advised  for  the 
determination  of  those  items  of  physical  property  that  are  to  be  in- 
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eluded,  not  forgetting  that  at  least  the  item  of  interest  is  applicable 
to  the  whole  of  the  construction,  but  for  varying  lengths  of  time,  and 
that  development  expense  attaches  to  practically  all  additions  of  any 
considerable  relative  magnitude,  and  the  excess  cost  of  piecemeal  con- 
struction to  all  minor  additions. 

Concerning  facilities  for  doing  work  in  general  it  would  seem  to  be 
logical  to  use  those  of  the  period  of  valuation,  but  with  respect  to  trans- 
portation agencies,  this  may  work  injustice  in  some  cases.  Tlie  Los 
Angeles  Aqueduct,  and  certain  other  works,  all  built  without  near-by 
railroads  to  bring  materials,  men,  and  supplies  to  the  site  of  the  work, 
could  now  have  the  advantage  of  more  recently  constructed  railroads. 
Have  these  great  works,  fully  serving  their  several  purposes,  lost  a 
considerable  portion  of  their  value  by  the  development  of  transporta- 
tion facilities  not  in  existence  when  they  were  built?  It  would  seem 
fair  to  say  "no",  even  though  this  may  seem  to  be  inconsistent  with 
the  position  taken  with  respect  to  most  old  properties.  The  uncer- 
tainties with  respect  to  the  details  of  facilities  existing,  or  used  in  the 
construction  of  old  properties,  and  the  effect  of  these  on  unit  prices, 
which,  as  will  appear  later,  the  Committee  thinks  should  be  as  of  the 
period  of  valuation  for  reproduction  estimates,  make  it  seem  desirable 
and  consistent  to  use  present-day  transportation  facilities  for  most  old 
properties,  and  historic  facilities  for  some  exceptional  cases  of  old  or 
recently  constructed  properties. 

The  conclusion  of  the  Committee  is  that,  while  apparent  present- 
day  conditions,  that  would  affect  the  cost  of  reproducing  the  property, 
must  be  considered  in  any  logical  estimate,  yet  history  must  also  be 
considered  to  determine  what  is  to  be  reproduced,  the  conditions  under 
which  it  is  to  be  reproduced,  and  how  the  estimates  must  be  made; 
that  for  all  those  items,  concerning  which  there  can  be  no  doubt,  the 
engineer  should  use  the  basis  plainly  applying,  and  that  for  those  that 
are  doubtful,  or  have  been  questioned,  he  should  present  the  effect  of 
the  use  of  the  different  bases  clearly,  that  the  determining  body  may 
have  the  data  for  a  wise  decision. 

2. — Shall  Present  or  Original  Prices  Govern? — Prices  for  labor 
and  materials  rise  and  fall,  and  the  cost  of  doing  work  varies,  as  new 
machinery  and  appliances  are  invented. 

The  term  "present  prices"  has  sometimes  been  held  to  mean  the 
prices  of  the  day  of  estimate;  sometimes  the  average  prices  of  a 
greater  or  less  period  just  preceding  the  day  of  estimate;  and  some- 
times the  prices  of  a  similar  period  just  following  the  day  of  esti- 
mate. By  the  term  "present  prices"  the  Committee  means  prices 
averaged  over  a  period  of  time  to  produce  what  may  be  called  normal 
prices,  as  is  fully  discussed  \nider  the  cai)tion,  "Unit  Prices". 

One  of  the  recognized  bases  of  "value"  of  property  is  the  sum 
that  it  would  cost  to   produce  that  property  or  an  exactly  identical 
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property  at  the  present  time.  Estimates  of  the  "cost  of  reproduc- 
tion" are  made  to  show  what  the  property  could  be  produced  for  new  at 
the  time  of  appraisal,  and  therefore  unit  prices  which  were  actually 
paid  many  years  ago  may  not  now  apply.  It  would  seem  to  be  clear 
that,  in  estimating  the  cost  of  producing  any  property  at  a  given  time, 
unit  prices  which  do  not  and  cannot  prevail  at  the  time  of  the  in- 
vestigation should  not  be  used;  and,  conversely,  it  would  seem  to  be 
equally  clear,  without  argument,  that  the  prices  for  materials  and 
labor  should  be  those  of  the  assumed  time  or  period  of  construction. 
Important  decisions  of  the  United  States  Supreme  Court,  on  which 
the  Committee  bases  its  conclusion,  that  present  prices  for  materials 
and  labor  should  be  used,  are  Willcox  vs.  Consolidated  Gas  Company 
and  the  Minnesota  rate  case.  In  the  former,  Mr.  Justice  Pecl^ham 
says  (212  U.  S.,  19,  January  4th,  1909) : 

"And  we  concur  with  the  court  below  in  holding  that  the  value  of 
the  property  is  to  be  determined  as  of  the  time  when  the  inquiry  is 
made  regarding  the  rates.  If  the  property  which  legally  enters  into 
the  consideration  of  the  question  of  rates  has  increased  in  value  since 
it  was  acquired,  the  company  is  entitled  to  the  benefit  of  such  increase. 
This  is  at  any  rate  the  general  rule." 

The  decision  referred  to  is  that  of  Judge  Hough  in  Consolidated 
Gas  Co.  vs.  City  of  New  York  (157  Fed.,  849,  December  20th,  1907). 

"Upon  authority,  I  consider  this  method  of  valuation  correct.  What 
the  court  should  ascertain  is  the  'fair  value  of  the  property  being 
used'  (Smyth  v.  Ames,  169  U.  S.,  at  page  546,  18  Sup.  Ct.,  at  page 
434  (42  L.  ed.  819));  the  'present'  as  compared  with  'original'  cost; 
what  complainant  'employs  for  the  public  convenience'  (169  IT.  S., 
at  page  547,  18  Sup.  Ct.,  at  page  434  (42  L.  ed.  819));  and  it  is  also 
the  'value  of  the  property  at  the  time  it  is  being  used'  (San  Diego 
Land  Co.  r.  National  City,  174  U.  S..  at  page  757,  10  Sup.  Ct.,  at  page 
811  (43  L.  ed,  115)).  And  see,  also,  Stanislaus  Co.  v.  San  Joaquin  Co., 
192  U.  S.,  201,  24  Sup.  Ct.,  241,  48  L.  ed.,  406.  It  is  impossible  to 
observe  this  continued  use  of  the  present  tense  in  these  decisions  of  the 
higher  court  without  feeling  that  the  actual  or  reproductive  value  at 
the  time  of  inquiry  is  the  first  and  most  important  figure  to  be  ascer- 
tained, and  these  views  are  amplified  by  San  Diego  Land  Co.  v.  Jasper 
(C.  C),  110  Fed.,  at  page  714,  and  Getting  v.  Kansas  City  Stock 
Yards  (C.  C),  82  Fed.,  at  page  854,  where  the  subject  is  more  fully 
discussed.  Upon  reason,  it  seems  clear  that  in  solving  this  equation 
the  plus  and  minus  quantities  should  be  equally  considered,  the  appre- 
ciation and  depreciation  treated  alike.  *  *  *  The  so-called  'money 
value'  of  real  or  personal  property  is  but  a  conveniently  short  method 
of  expressing  present  potential  usefulness,  and  'investment'  becomes 
meaningless  if  construed  to  mean  what  the  thing  invested  in  cost  gen- 
erations ago.  Property,  whether  real  or  personal,  is  only  valuable 
when  useful.  Its  usefulness  commonly  depends  on  the  business  pur- 
poses to  which  it  is  or  may  be  applied.    Such  business  is  a  living  thing, 
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and  may  flourish  or  wither,  appreciate  or  depreciate;  but,  whatever 
liappens,  its  present  usefulness,  expressed  in  financial  terms,  must  be 
its  value." 

"As  applied  to  a  private  merchant  or  manufacturer,  the  foregoing 
would  seem  elementary;  but  some  difference  is  alleged  to  exist  where 
the  manufacturer  transacts  his  business  only  by  governmental  license — 
whether  called  a  franchise  or  by  another  name.  Such  license,  however, 
cannot  change  an  economic  law,  unless  a  different  rule  be  prescribed 
by  the  terms  of  the  license,  which  is  sometimes  done.  ISTo  such  un- 
usual condition  exists  here,  and,  in  the  absence  thereof,  it  is  not  to  be 
inferred  that  any  American  government  intended,  when  granting  a 
franchise,  not  only  to  regulate  the  business  transacted  thereunder,  and 
reasonably  to  limit  the  profits  thereof,  but  to  prevent  the  valuation  of 
purely  private  property  in  the  ordinary  economic  manner,  and  the 
property  now  under  consideration  is  as  much  the  private  property'  of 
this  complainant  as  are  the  belongings  of  any  private  citizen.  Nor 
can  it  be  inferred  that  such  government  intended  to  deny  the  applica- 
tion of  economic  laws  to  valuation  of  increments  earned  or  unearned, 
while  insisting  upon  the  usual  results  thereof  in  the  case  of  equally 
unearned,  and  possibly  unmerited,  depreciation." 

"I  think  the  method  of  valuation  applied  by  the  report  to  land, 
plant,  mains,  services,  and  meters  lawful." 

In  the  Minnesota  rate  cases,  Mr.  Justice  Hughes  says  (230  U.  S., 
352,  June  9th,  1913)  : 

"It  is  clear  that  in  ascertaining  the  present  value  we  are  not  limited 
to  the  consideration  of  the  amount  of  the  actual  investment.  If  that 
has  been  reckless  or  improvident,  losses  may  be  sustained  which  the 
community  does  not  underwrite.  As  the  company  may  not  be  pro- 
tected in  its  actual  investment,  if  the  value  of  its  property  be  plainly 
less,  so  the  making  of  a  just  return  for  the  use  of  the  property  involves 
the  recognition  of  its  fair  value  if  it  be  more  than  its  cost.  The 
property  is  held  in  private  ownership  and  it  is  that  property,  and  not 
the  original  cost  of  it,  of  which  the  owner  may  not  be  deprived  with- 
out due  process  of  law." 

The  Committee  believes  that  the  foregoing  decisions  require  the 
use  of  present  rather  than  original  prices  in  estimating  reproduction 
cost.  It  recognizes,  however,  that  undesirable  fluctuations  in  the  es- 
timated value  of  property  valued  at  intervals  would  occur  owing  to 
changes  in  prices.  It  suggests  that  this  may  be  avoided  and  the  value 
from  year  to  year  of  a  property  which  has  been  once  properly  valued 
may  be  determined  if  proper  methods  of  accounting  are  adopted. 

In  the  case  of  a  new  or  recently  created  property,  which  has  had 
from  the  beginning,  under  continuous  and  proper  regulation,  a  modern 
system  of  accounting,  which  has  taken  account  of  all  proper  capital 
charges  and  credits,  so  that  the  amount  of  invested  capital  would  be 
known  at  all  times,  such  invested  capital  would  be  entitled  to  greater 
weight  on   equitable  grounds   as   an    indication   of   tlio   so-called   "fair 
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value"  than  an  estimate  of  cost  of  reproduction  less  depreciation  which 
might  involve  radical  changes  of  prices;  but  we  are  not  now  discussing 
original  cost  to  date,  nor  what  is  the  proper  basis  for  "fair  value".  For 
reproduction  cost  the  Committee  recommends  that,  in  estimating,  the 
prices  prevailing  at  the  assumed  time  of  reproduction  shall  be  used, 
meaning  the  normal  prices  obtained  by  averaging  prices  for  a  proper 
period,  as  is  fully  discussed  subsequently  in  this  chapter  under  the 
caption,  "Unit  Prices". 

S. — Shall  Identical  or  Substitute  Plant  he  Considered? — Occasion- 
ally an  estimate  has  been  made,  not  of  what  it  would  cost  to  reproduce 
the  existing  unit,  but  of  what  it  would  cost  to  produce  some  substitute 
unit  which  would  perform  the  same  function  as  the  existing  unit. 

For  example,  in  a  valuation  of  an  old  railroad,  it  was  found  that 
all  the  bridge  piers  and  abutments  and  retaining  walls  built  in  the 
early  years  of  the  property  were  of  stone  masonry  which  would  cost  to 
reproduce  new  from  $12  to  $16  per  cu.  yd.,  and  that  all  work  built  dur- 
ing the  last  10  years  was  of  concrete  costing  from  $7  to  $11  per  cu.  yd. 
It  was  argued  that  the  modern  construction,  built  at  less  expense,  ful- 
filled exactly  the  same  functions,  and  that,  if  the  property  were  actually 
to  be  reproduced,  stone  would  not  be  thought  of.  Undoubtedly,  the 
original  construction  was  used  because  it  was  the  best  available,  and, 
in  the  judgment  of  the  engineer  and  directors,  this  was  a  proper 
expenditure. 

In  one  other  case  an  engineer  was  making  an  appraisal  of  a  large 
electric  plant  furnishing  lights  to  a  large  city  and  power  to  several 
hundred  miles  of  railroad.  The  power  plant  as  originally  built  had 
been  outgrown,  and  a  second  plant  had  been  built  alongside  with  about 
equal  capacity.  Both  plants  were  working  to  capacity  during  the  peak 
load,  and  both  plants  were  well  maintained.  It  was  argued  that  one 
modern,  up-to-date  plant  could  be  built  which  would  cost  less  than  the 
reproduction  cost  of  the  two  and  perform  the  same  function. 

Other  illustrations  of  properties,  which  have  been  expanded  to  meet 
the  need  of  rapidly  growing  cities  and  which  in  their  present  form 
represent  very  much  larger  investments  of  capital  than  would  be 
necessary  were  actual  new  construction  to  take  place  at  the  present 
time,  are  afforded  by  the  water  supplies  of  some  American  cities.  One 
western  State  capital  affords  an  excellent  example.  The  first  water 
supply  was  obtained  by  pumping  from  a  near-by  source.  Later,  a 
supply  was  secured  some  20  miles  distant,  but,  in  order  to  make  use  of 
an  infiltration  gallery,  the  water  was  taken  at  a  point  elevated  only 
slightly  above  the  distributing  reservoir  in  the  city,  so  that  the  capacity 
of  the  pipe  was  small  in  proportion  to  its  size,  on  account  of  the 
limited  fall.  Large  filter  beds  were  located  at  this  place;  still  later, 
an  intake  was  located  farther  up  stream,  which  made  available  a 
greater  fall  to  the  reservoir  in  the  city;  another  feature  is  a  large 
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natural  lake  used  as  a  reservoir,  fed  by  a  small  stream,  not  very  far 
from  the  pipe  line  between  the  main  source  and  the  city,  but  at  a 
higher  level;  still  later,  a  great  reservoir  with  a  dam  more  than  200  ft. 
high  was  built  in  the  mountains,  far  above  the  main  source  of  supply. 

It  probably  cannot  be  said  that  the  company  did  not  use  reasonable 
judgment  in  the  laying  of  each  of  the  pipes  and  the  building  of  the 
reservoirs  and  filters  referred  to,  but  if  one  were  to  design  an  equally 
efficient  plant  at  the  present  day  the  water  could  be  taken  from  farther 
up  stream,  so  as  to  have  an  adequate  head;  it  could  be  brought  quite 
near  to  the  city  in  a  masonry  conduit  which  would  cost  much  less  for 
the  same  quantity  of  water  than  the  existing  pipes;  the  lake  or  reser- 
voir could  be  utilized  at  this  level  as  a  storage  reservoir  connected 
with  the  main  supply;  a  single  filter  plant  at  the  proper  elevation,  much 
higher  than  the  present  one,  could  be  located  comparatively  near  the 
city  as  a  substitute  for  several  independent  filter  plants;  and  two  pipes 
having  the  same  aggregate  capacity  as  all  the  existing  pipes  leading 
from  this  filter  plant  to  the  city  would  cost  much  less  than  the  existing 
pipes  because  of  the  much  greater  available  fall.  To  use  the  estimated 
cost  of  the  substitute  plant  in  this  city  in  lieu  of  the  estimated  repro- 
duction cost  of  the  present  property  would  ignore  a  large  investment 
actually  and  properly  made  by  the  water  company. 

The  cost  of  reproduction  being  always  required  for  the  establish- 
ment of  some  relation  between  the  public  and  its  servant,  the  service 
corporation,  either  with  respect  to  rates  for  service,  purchase  price, 
capitalization,  or  taxation,  it  would  seem  that  the  company  should  be 
credited  with  what  it  has  actually  produced  in  good  faith  and  with 
what  seemed  to  be  good  judgment  at  the  time  the  property  was  created. 

In  the  cases  cited,  the  cost  of  substitute  plants  or  property  units 
altogether  different  from  those  actually  built  would  vary  very  much 
from  the  reproduction  cost  of  the  existing  property,  and  although 
such  a  substitute  i)roperty,  much  less  costly  than  the  existing  plant, 
might  furnish  equal  or  better  service,  it  is  not  reproduction  of  service, 
but  of  property,  that  is  under  consideration;  and  clearly  the  estimate 
should  be  of  existing  property  created  with  public  approval,  rather 
than  of  a  substituted  property. 

In  the  case  of  the  valuation  of  obsolete  units  of  property  still  in 
service,  where  the  unit  is  of  a  type  not  on  the  market  and  not  possible 
to  reproduce  in  kind  at  the  present  time  at  reasonable  cost,  it  may 
be  desirable  to  use  the  cost  of  a  modern  unit  capable  of  performing 
the  same  service,  but  this  would  appear  to  be  the  only  exception,  and 
would  seem  to  apply  only  to  individual  units,  such  as  machines,  which 
are  not  capable  of  being  estimated  by  ordinary  standards  used  in 
reproduction. 

Keproductioii  in  kind  deals  with  facts,  with  properties  that  have 
physical  existence  and  can  be  measured,  inspected,  and  in  many  cases 
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their  actual  cost  determined.  Production  of  a  substitute  would  be 
based  more  largely  on  speculation;  different  engineers  would  un- 
doubtedly differ  in  their  views  as  to  the  location,  design,  and  cost 
of  the  substitute  plant,  and  an  estimate  based  on  such  a  plant  would 
be  more  difficult  to  support  than  one  based  on  an  existing  plant, 
by  reason  of  conflicting  expert*opinion  as  to  the  proper  procedure. 

Although  the  cost  and  efficiency  of  the  substitute  plant  may  have 
some  bearing  on  the  value  of  the  existing  plant,  remote  though  it 
may  be,  it  has  none  on  reproduction  cost  of  the  existing  property. 

These  views  are  in  accord  with  the  general  practice  of  engineers 
who  have  engaged  in  appraisal  work.  These  engineers  have  valued 
the  identical  property,  and  this  method  of  valuation,  when  brought 
before  the  various  Courts,  including  the  Supreme  Court  of  the  United 
States,  has  met  with  approval,  although  the  relative  merits  of  the 
two  methods  have  not  been  discussed  by  the  Supreme  Court.  The 
principle  that  the  identical  property  should  be  valued  has  been 
accepted  apparently  without  discussion. 

In  the  case  of  the  Consolidated  Gas  Co.  vs.  City  of  New  York, 
Judge  Hough  says : 

"In  every  instance,  however,  the  value  assigned  in  the  report 
is  what  it  would  cost  presently  to  reproduce  each  item  of  property 
in  its  present  condition  and  capable  of  giving  service  neither  better 
nor  worse  that  it  now  does.  *  *  *  Upon  authority,  I  consider  this 
method  of  valuation  correct." 

In  the  case  of  the  Kennebec  Water  District  vs.  City  of  Waterville, 
Judge  Savage  says  (at  page  19) : 

'^e  think  the  inquiry  along  the  line  of  reproduction  should, 
however,  be  limited  to  the  replacing  of  the  present  system  by  one 
substantially  like  it.  To  enter  upon  a  comparison  of  the  merits  of 
different  systems — to  compare  this  one  with  more  modern  systems — 
would  be  to  open  a  wide  door  to  speculative  inquiry,  and  lead  to  dis- 
cussions not  germane  to  the  subject.  It  is  this  system  that  is  to 
be  appraised,  in  its  present  condition  and  with  its  present  efficiency." 

In  harmony  with  the  foregoing  arguments,  it  is  recommended  that, 
for  whatever  purpose  in  connection  vnth  the  relations  of  the  public 
and  the  service  corporation  the  cost  of  reproduction  is  required  or 
desired,  the  estimate  should  be  made  with  respect  to  the  identical 
property,  and  not  with  respect  to  some  substitute  property  to  perform 
the  same  service. 

Jf. — What  is  Meant  by  the  Word  "New",  in  the  Phrase  "Cost  of 
Reproduction  New"? — The  words  "Cost  of  Reproduction  New"  are  of 
such  frequent  occurrence  in  valuation  cases,  and  seem  to  have  given 
rise  to  such  diverse  views,  that,  before  the  proper  conception  can  be 
finally  determined,  it  is  necessary  to  give  consideration  to  the  proper 
weight  to  attach  to  the  word  "New". 
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For  example,  a  certain  logging  railroad  is  51  miles  long.  It  was 
laid  entirely  with  relayer  rails;  ten  second-hand  locomotives  and 
certain  second-hand  cars  were  purchased  and  have  been  used  for  some 
years.  It  would  be  permissible  under  some  conceptions  of  reproduc- 
tion to  estimate  all  this  rail  and  equipment  as  new,  but,  such  a  con- 
ception would  not  appear  to  be  proper.  The  term  "new"  in  a  case 
of  this  kind  would  apply  to  the  character  and  condition  of  the  second- 
hand materials  as  they  were  originally  installed,  and  their  depreciation 
would  be  measured  by  the  difference  between  their  condition  at  that 
time  and  at  the  date  of  valuation.  The  rail  and  the  equipment  are 
larger  and  more  expensive  than  the  road  would  be  justified  in  buying 
if  it  bought  them  new.  The  property  as  "reproduced",  if  conceived  to 
be  new  rail  and  equipment,  is  not  identical  with  the  original  prop- 
erty when  it  was  "new"  or  first  built.  There  are  costs  estimated  which 
did  not  enter  into  the  original  investment. 

Another  example. — On  a  little  draw-bridge  a  motor  has  been 
installed  which  is  in  fact  an  old  street  railway  motor  capable  of 
performing  its  new  function  indefinitely.  It  is  of  much  greater 
capacity  than  would  be  needed  for  the  bridge,  and  if  a  new  motor 
had  been  installed  a  much  smaller  and  less  expensive  type  would 
liave  been  selected. 

In  the  examples  cited  it  would  seem  that  the  properties  when 
created  "new"  were  partly  second-hand,  and  the  reproduction  esti- 
mate should  include  relayer  rails  at  relayer  prices,  second-hand  equip- 
ment and  second-hand  motor  at  prices  fair  for  the  actual  items  at 
second-hand. 

The  Federal  Valuation  Act  particularly  requires  that  there  shall  be 
found:  "The  original  cost  to  date;  the  cost  of  reproduction  new;  the 
cost  of  reproduction  less  depreciation." 

In  view  of  the  wording  of  the  Valuation  Act,  some  have  assumed 
that  the  word  "new"  requires  the  assumption  of  new  rail  in 
making  a  valuation,  but  that  where  records  show  that  the  material 
in  the  road  was  originally  second-hand  material,  and  is  at  present 
second-hand  material,  an  initial  depreciation  equivalent  in  amount 
to  the  difFerence  between  the  cost  per  ton  of  new  rail  and  the  cost 
per  ton  of  relayer  rail,  such  as  was  used,  may  be  entered  under  the 
depreciation  column.  A  further  examination  of  the  property  itself 
at  date  of  valuation  will  determine  whether  or  not  there  is  any  addi- 
tional   depreciation,    and    to    what    extent    it    exists. 

We  speak  of  a  new  property  and  thereby  refer  to  a  property  which 
has  been  created  where  no  such  property  existed  before.  It  may  be 
of  new  material  in  all  its  parts,  or  it  may  be  "new"  as  to  grading, 
ownership  of  land,  and  many  other  of  its  elements,  but  have  second- 
liand  material  and  equipment  entering  largely  into  its  construction. 

If  substitute  units  are  to  be  excluded  from  consideration,  consist- 
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eucy  demands  that  original  conditions  of  existing  units  in  their 
present  service  must  be  restored,  and  that  no  interpretation  of  the  word 
"new-"  is  to  be  permitted  which  phices  a  property  unit  in  any  better 
or  worse  condition  that  it  was  in  when  first  installed  in  present 
service.  The  property  to  be  reproduced  is  the  existing  property.  Each 
unit  of  property  which  is  in  existence  is  to  be  reproduced  in  the  same 
condition  as  it  was  Avhen  it  was  put  to  its  present  service. 

Conclusion  as  to  the  Proper  Conception  of  Reproduction. — In  line 
with  the  foregoing  discussion,  the  Committee  recommends  that  repro- 
duction estimates  be  based  on  the  assumption  that  the  identical  prop- 
erty is  to  be  reproduced,  rather  than  a  substitute  property;  that  while 
apparent  present-day  conditions,  that  would  affect  the  cost  of  repro- 
ducing the  property,  must  be  considered  in  any  logical  estimate,  yet 
history  must  also  be  considered,  to  determine  what  is  to  be  repro- 
duced, the  conditions  under  which  it  is  to  be  reproduced,  and  how  the 
estimates  must  be  made;  that  for  all  those  items,  concerning  which 
there  can  be  no  doubt,  the  engineer  should  use  the  basis  plainly  apply- 
ing, and  that  for  those  that  are  doubtful,  or  have  been  questioned, 
he  should  present  the  effect  of  the  use  of  the  different  bases  clearly, 
that  the  determining  body  may  have  the  data  for  a  wise  decision;  and 
that  normal  present  conditions  shall  determine  the  prices  and  methods 
for  doing  the  work. 

"Work  Pkeliminary  to  the  Making  of  the  Estimate  of  Reproduction. 

The  Schedule. — The  first  step  in  estimating  the  reproduction  cost 
of  a  property  is  such  a  study  of  the  property  and  its  history  as  will 
enable  the  estimator  to  make  a  complete  list  of  all  items,  lay  out  a 
proper  financial  and  construction  programme,  and  fix  proper  unit 
prices  to  the  several  items  of  the  schedule. 

Every  appraisal  offers  its  own  problems,  and  it  would  be  impossible 
for  the  Committee  to  lay  down  any  fi:xed  rules  for  the  detail  of  ap- 
praisal that  would  be  of  imiversal  or  even  of  general  application. 

^Tien  the  records  of  a  company  owner — maps,  plans,  specufications, 
deeds,  and  other  titles  to  property — engineering  records  of  construc- 
tion and  accounting  records  are  sufficiently  complete,  it  may  be  possible 
and  permissible  to  make  up  schedules  from  the  records  and  depend  on 
inspection  in  the  field  to  furnish  a  check  on  the  records  and  to  apply  in- 
formation to  make  good  any  deficiencies.  Where,  however,  as  is  often 
the  case,  the  records  are  incomplete  and  fragmentary,  it  becomes  neces- 
sary to  make  most  careful  field  schedules  of  the  property,  using  the 
records  as  far  as  practicable  to  check  field  measurements  and  to  furnish 
as  much  light  as  possible  on  the  history  of  the  construction. 

Classification  of  Property. — Eor  scheduling,  the  property  should  be 
divided  into  groups  of  items  or  imits,  preferably  following  some  well- 
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established  classification  of  accounts.  For  example,  in  railroad  valua- 
tion, the  grouping  of  items  in  each  schedule  should  follow  the  group- 
ing in  the  corresponding  account  of  the  Interstate  Commerce  Com- 
mission's Classification  of  Property  chargeable  to  capital  accounts. 
Where  units  of  property  or  items  of  cost  appear  to  have  no  place  in 
such  classification  of  accounts,  but  are  clearly  part  of  the  cost  of  the 
property  or  are  claimed  as  such,  they  should  be  set  up  as  a  sub-group, 
in  the  account  that  appears  to  be  most  appropriate. 

Field  Schedules. — When  it  becomes  necessary  to  make  surveys  or 
field  inspections  in  order  to  prepare  the  schedules,  it  is  desirable  that 
each  property  unit  in  each  schedule  be  described  so  fully,  and  identified 
by  such  complete  measurements,  that  no  question  could  be  raised  as 
to  its  identification  or  as  to  the  propriety  of  the  use  of  the  unit  price 
that  is  subsequently  assigned  to  it.  It  is  entirely  possible  to  prepare, 
based  on  field  work  alone,  complete  schedules  of  all  visible  physical 
property  of  a  company  operating  any  sort  of  a  public  utility,  but  it 
must  be  borne  in  mind  that  such  schedules  are  not  complete,  because 
they  ignore  the  history  of  the  construction,  and  that  by  no  means  all 
the  legitimate  cost  of  creating  or  reproducing  any  property  is  repre- 
sented by  visible  physical  property,  even  where  every  item  is  capable 
of  being  fully  measured.  Careful  consideration  must  be  given  to  such 
history  as  shows  any  specially  favorable  or  unfavorable  conditions  that 
may  have  been  encountered  during  the  construction  of  these  items. 

It  must  be  emphasized  that  all  items  of  material  or  work  which  en- 
tered into  or  were  incidental  to  actual  existing  units  are  to  be  con- 
sidered in  the  reproduced  units  as  far  as  they  can  be  determined. 

Use  of  Records. — Most  careful  study  of  all  existing  records  consti- 
tutes an  essential  part  of  the  work  of  a  reproduction  estimate.  Every 
plan,  note,  or  cost  record  existing  which  relates  to  a  plant  unit  meas- 
ured and  described  in  the  field  should  be  studied  so  that  error  may  be 
eliminated  and  full  data  secured.  It  frequently  occurs  that  plans  are 
made  for  a  structure  and  that  during  construction  changes  were  made 
without  notation  on  the  original  plans,  such  changes  being  indicated 
by  fragmentary  sujii^lementary  plans  which  are  not  preserved,  or  by 
no  plans  at  all.  In  all  such  cases  the  appraisal  record  should  correct 
the  existing  record  as  completely  as  practicable.  Existing  records 
should  be  used  to  the  fullest  extent  to  identify  invisible  items  of  ])rop- 
erty,  such  as  underground  construction  or  other  inaccessible  property, 
and  to  establish  the  nature  and  condition  of  existing  items  when 
originally  installed. 

Additional  Information  Not  in  Official  Records. — Occasionally  a 
case  will  be  encountered  wliere  the  history  of  the  property  is  not  to  be 
determined  with  any  degree  of  completeness  from  existing  records,  but 
on  inquiry  among  former  officials,  former  employees,  consulting  engi- 
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neers,  contractors,  or  others  who  may  have  had  connection  with  the 
property  during  all  or  a  part  of  the  building  period,  a  large  amount 
of  thoroughly  reliable  information  may  be  had  which  will  throw  great 
light  on  history  and  on  costs.  The  use  of  all  such  data  is  highly 
desirable. 

Little  dependence  should  be  placed  on  mere  gossip  or  recollection 
unaided  in  any  way  by  record,  especially  if  it  involves  any  increase 
in  cost  beyond  a  normal  figure. 

An  illustration  of  the  advantages  to  be  gained  from  such  an  inquiry 
occurred  in  a  recent  valuation  on  a  mid-western  interurban  railway. 
One  of  the  branches  of  this  road  had  been  built  as  an  independent  line 
which  changed  owners  once  before  coming  into  the  hands  of  the  pres- 
ent company.  Aside  from  maps,  a  top-of-rail  profile,  and  general  data 
as  to  structures,  all  of  which  had  been  secured  by  a  recent  survey,  the 
company  had  no  records,  not  a  word  as  to  history,  and  nothing  as  to 
original  cost.  Inquiry  developed  the  fact  that  all  the  construction 
records  had  been  stored  in  the  office  of  one  of  the  officials,  had  not  been 
turned  over  to  the  second  owner,  and  after  the  death  of  this  former 
official  had  been  sold  for  old  paper.  Further  inquiry  yielded  the  names 
of  one  or  two  contractors.  One  of  these  men  was  visited.  He  went 
through  his  vault  and  unearthed  complete  profiles,  copies  of  all  progress 
and  final  estimates  for  grading,  bridging,  and  track  laying,  plans  for 
several  bridges,  and  a  large  volume  of  construction  photographs. 
With  his  aid,  the  men  who  purchased  the  right  of  way  were  found,  and 
by  their  correspondence  and  receipts  the  original  cost  of  most  of  the 
right  of  way  (none  of  which  was  disclosed  by  deeds)  was  secured.  This 
search  disclosed  the  fact  that  many  expenses  were  incurred  which 
would  not  be  even  surmised  by  an  examination  of  the  property. 

It  is  clearly  the  duty  of  the  men  engaged  on  an  appraisal  to  take 
every  precaution  to  secure  to  the  fullest  extent  all  data  bearing  on  the 
actual  work  of  construction  as,  in  making  an  estimate  of  the  cost  of 
reproductio]!,  due  weight  must  be  given  to  all  evidence  showing  what 
the  actual  construction  of  the  property  included. 

No  Specific  Assumptions  as  to  DijficuUies  Where  Not  Capable  of 
Proof. — In  cases  where  no  records  are  obtainable  which  will  s\i])ple- 
ment  actual  field  measurements  and  observed  conditions,  it  would  ap- 
pear that  the  only  proper  course  is  to  base  the  estimate  of  cost  of  re- 
production on  each  unit  of  property  as  measured,  assuming  it  to  have 
been  built  under  conditions  which  may  be  presumed  from  recent  sur- 
roundings. To  assume  that  the  unit  in  question  would  cost  less  or 
more  than  the  average  unit,  or  that  work  has  been  omitted,  or  extra 
work  done,  in  the  case  of  a  specific  unit,  when  there  are  no  records 
or  obtainable  data  and  nothing  in  the  general  property  to  justify  the 
assumption,  would  be  conjectural  and  carry  little  weight. 
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The  Field  Inspection. — I'he  Conmiittee  deems  it  to  be  no  part  of 
its  duty  to  undertake  to  outline  methods  in  detail.  It  is  proper  to 
emphasize  the  necessity  of  full  and  complete  records  of  field  inspection 
in  such  form  that  they  may  be  readily  used  in  computation  and  fully 
indexed  for  filinpr.  There  is  always  a  possibility  of  doubt  rej^ardiuff 
plans  and  records  of  old  projierties,  uncertainty  as  to  changes  or 
abandonment,  and,  unless  supported  by  field  work,  many  really  valuable 
records  may  be  minimized  in  importance.  It  must  be  borne  in  mind 
that  valuation  work,  especially  the  making  of  schedules,  is  of  perma- 
nent value  as  a  record  of  property,  and  that  its  value  as  a  record  for 
the  Courts  depends  on  the  completeness  of  the  description  and  identi- 
fication of  each  property  unit. 

Many  uncertainties  can  be  cleared  up,  and  much  of  the  speculative 
character  of  estimating  past  conditions  can  be  eliminated  by  good 
field  work.  There  is  a  lack  of  significance,  a  failure  to  meet  the  re- 
quirements of  appraiser  or  Court  in  every  case  where  field  inspection 
is  hastily  or  carelessly  made  or  no  adequate  record  is  made  of  the  work. 

Forms  for  Field  and  Office  Record. — The  use  of  forms  is  becoming 
so  general  and  their  value  in  securing  uniform  information  from  dif- 
ferent field  men  is  so  great  that  there  seems  to  be  no  ground  for  ques- 
tioning their  desirability  or  the  proi)riety  of  their  use.  There  are  so 
many  difi"erent  forms  required  on  a  large  appraisal  and  so  many  have 
been  devised  in  connection  with  appraisal  work  in  progress  in  the 
United  States  that  no  attempt  is  made  to  discuss  the  subject  or  to 
make  suggestions.  The  adoption  of  full,  complete,  and  carefully  drawn 
field  and  office  forms  for  field  notes,  schedules,  and  inventories  is  ap- 
proved practice.  The  more  completely  all  pertinent  data  regarding  any 
.class  of  property  can  be  developed  on  a  single  set  of  forms  without 
transcribing,  the  more  satisfactory  and  convincing  is  the  record. 

Unit  Prices  on  Physical  Pkopektv  Other  Than  Land. 

There  is  no  more  important  consideration  in  connection  with  valu- 
ation work  than  the  correct  determination  of  unit  prices. 

Necessarily,  every  large  valuation  involves  a  special  study  of  the 
conditions  which  affect  cost  of  work  in  the  community  and  on  the 
property,  and  of  actual  costs  of  various  classes  of  work  on  the  property 
under  investigation.  The  prevailing  rate  of  wages  for  different  classes 
of  labor,  local  prices  on  material,  freight  rates  on  material,  or  local 
contract  prices,  are  by  no  means  the  only  matters  which  are  to  be 
considered  and  taken  into  account. 

Unit  prices,  or  unit  costs,  which  are  finally  determined  upon  and 
adopted  as  multipliers  in  the  schedule  should  contain  every  element 
of  cost  which  can  be  determined  and  allocated  to  each  particular  item. 
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A  very  erroneous  result  is  likely  to  be  secured  if  the  appraiser  adopts 
net  ct">st  for  materials  delivered  to  the  property  as  shown  by  the  vouch- 
ers for  material,  and  actual  contract  figures  for  labor  items,  because 
in  general  these  do  not  take  into  account  all  elements  of  cost  to  the 
owner. 

In  arriving  at  unit  prices  for  final  application,  all  relevant  facts 
must  be  considered,  and  eventually  sound  judgment  must  be  brought 
to  bear  on  all  data,  if  a  proper  unit  is  to  be  secured.  The  Committee 
desires  to  emphasize  the  fact  that  in  the  adoption  of  unit  prices  there 
is  wide  room  for  variation  and  error.  A  schedule  may  be  made  with 
the  greatest  of  accuracy,  field  inspection  may  be  most  elaborate,  and 
every  possible  check  may  be  applied  to  the  computations,  but,  if  unit 
prices  are  carelessly  adopted,  which  are  too  low  or  too  high,  a  con- 
siderable error  may  be  made  easily  in  the  valuation  of  tangible  prop- 
erty. 

The  unit  prices  on  most  of  the  items  entering  into  a  valuation  are 
not  capable  of  exact  and  absolute  determination  or  proof.  This  is 
especially  true  of  all  items  in  which  labor  largely  enters  into  the  cost. 

The  correctness  of  the  figure  finally  adopted  in  every  case  depends 
in  large  measure  on  the  reliability  of  records  of  actual  costs,  of  similar 
units  in  recent  years,  the  thoroughness  of  the  study  that  has  been 
made  of  those  records,  and  the  experience  and  soundness  of  judgment 
of  the  appraiser  in  the  use  of  these  studies  and  of  other  support- 
ing data. 

In  the  determination  of  unit  prices  the  following  general  matters 
must  be  considered: 

1. — "What  allowances  should  be  made  for  co^itractor's  profit  in 
fixing  prices? 

2. — Shall  unit  prices  be  averaged  over  a  period  of  time  or  shall 
actual  prices  as  of  the  date  of  valuation  be  used? 

3. — -To  what  extent  shall  prices  prevalent  in  piecemeal  construc- 
tion be  considered? 

4. — What  should  be  included  as  elements  of  unit  cost  in  fixing 
the  price  to  be  used? 

1. — Contractor's  Profit. — In  assuming  the  reproduction  of  a  prop- 
erty, the  most  reasonable  assumption  in  general  is  that  it  would  be 
let  by  contract,  and  that  prices  should  be  applied  which  would  include 
the  profit  of  contractors  engaged  on  the  work. 

The  fair  total  contract  cost  of  the  work,  after  award  on  fair  com- 
petitive bidding,  constitutes  an  equitable  basis  of  unit  cost  determina- 
tion, such  cost  including  a  reasonable  profit  to  the  contractor  and 
necessary   sub-contractors.      To   this   should  be  added   incidental   unit 
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costs,  overhead,  administrative,  and  general  costs  incurred  by  the 
corporation,  which  are  definitely  assignable  to  the  different  units  of 
property  as  part  of  the  unit  price. 

There  are  cases,  however,  in  which  it  would  be  a  proper  assumption 
that  the  company  would  establish  its  own  organization,  purchase  its 
own  plant  and  material,  and  do  its  own  work. 

The  extent  and  character  of  the  property  under  investigation,  the 
actual  history  of  the  construction  of  the  property  itself,  or  the  general 
practice  in  the  part  of  the  country  in  which  it  is  located,  will  be  the 
determining  factors  in  arriving  at   the  proper  assumption  to  adopt. 

When  it  is  proper  to  assume  that  the  company  does  the  work  itself, 
the  estimated  full  cost  to  it  should  govern,  including  in  the  estimate 
proper  recognition  of  the  use  of  plant,  hazards,  and  the  fact  that 
changes,  modifications,  and  adaptation  of  the  original  plans  generally 
occur  and  involve  increased  cost  over  the  estimate,  but  no  contractor's 
profit;  unit  prices  should  then  be  used,  which  represent  what  the  esti- 
mated total  unit  cost  to  the  company  would  be,  by  the  method  assumed 
to  be  proper. 

2. — Sliall  Average  Prices  or  Prices  as  of  a  Certain  Date  he  Used? 
— When  a  valuation  is  made  as  of  a  certain  date,  it  must  be  deter- 
mined whether  prices  of  materials  and  labor  as  of  the  date  in  question 
shall  be  used,  or  whether  prices  averaged  over  a  period  of  years  are 
more  proper. 

A  study  of  the  trend  of  prices  of  various  commodities  shows 
widely  differing  conditions.  For  example,  Bessemer  steel  rail  has 
remained  steadily  at  $28  per  ton,  f .  o.  b.  mills,  since  1901  until  recently ; 
in  some  sections  of  the  country  lumber  has  increased  with  a  fair  degree 
of  uniformity  from  1901  to  the  present  time,  oak  showing  more  than 
50%  increase,  white  pine  more  than  100%  increase,  and  hemlock 
more  than  50%  increase;  Portland  cement,  on  the  other  hand,  has 
decreased  in  some  localities  from  $3  in  1880  to  about  $1  per  bbl.  in  1915, 
but  increased  in  the  year  following;  labor  has  steadily  increased  in 
recent  years,  with  the  upward  trend  still  noticeable. 

Other  materials — an  example  of  which  is  copper — have  fluctu- 
ated, going  up  and  down  from  extreme  high  to  extreme  low  figures 
without  any  relation  to  changes  in  labor  or  other  material  prices. 
These  facts  compel  most  careful  analyses  of  the  records  of  the  prop- 
erty under  appraisal,  and  of  other  like  properties  in  the  same  vicinity, 
to  determine  price  tendencies,  actual  costs  of  work  done,  and  special 
local  conditions  which  affect  costs,  if  average  prices  are  to  be  used. 

The  illustration  afforded  by  the  Buffalo  gas  case  (3  P.  S.  C,  2d 
Dist.  N.  Y.,  1913),  is  given  as  showing  the  effect  on  valuation  of  price 
fluctuation.     Tliere  were  almost  exactly  30  000  tons  of  cast-iron  gas 
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pipe  in   question.      The   Commission   summarizes   the   fluctuations   as 
follows : 

In   1S97   when   the  property   was  taken   over   this 

%vould  have  been  worth,  at  the  prevailing  price .      $547  500 

Had  a  valuation  been  made  in  1907,  it  would  have 

been  worth,  at  the  price  of  that  year 1200  000 


617  700 
746  700 
944  400 
720  600 


On  the  average  prices  of  5  years,  1893  to  1897. 
On  the  average  prices  of  5  years,  1898  to  1902.  ., 
On  the  average  prices  of  5  years,  1903  to  1907.  . 
On  the  average  prices  of  5  years,  1908  to  1912.  . 

It  seems  to  the  Connuittee  that  what  is  desired  is  what  may  be 
termed  normal  present-day  prices. 

By  normal,  present-day  prices  is  meant  such  prices,  actual  or 
average,  as  will  be  fairly  representative  of  the  period,  but  which  do 
not  reflect  violent  fluctuations  up  or  down.  These  normal  prices 
will  be  to  some  extent  affected  by  changes  in  the  market. 

Many  commodities,  of  which  cement  is  an  example,  have  had  a 
downward  trend,  owing  to  increase  in  home  manufacture  and  to  im- 
provements in  the  art.  Other  commodities,  like  lumber  and  timber  of 
all  kinds,  have  steadily  increased  in  price  owing  to  decreasing  supply 
and  greater  demand.  There  can  be  no  serious  question  as  to  the  pro- 
priety of  the  use  of  normal,  present  prices,  or  prices  averaged  over  2  or 
3  years  at  most,  rather  than  the  use  of  a  long  average  which  would 
bring  the  price  above  or  below  a  proper,  normal,  present  price. 

In  the  case  of  such  materials  as  iron  pipe  and  copper,  the  price 
fluctuations  of  which  have  been  violent  during  short  periods,  the  prob- 
lem becomes  specially  difficult.  The  actual  construction  of  all  large 
properties  has  extended  over  a  period  of  years.  An  investigation  of 
actual  costs  of  construction  on  large  properties  will  generally  disclose 
the  fact  that  materials  have  actually  been  bought  at  both  high  and  low 
figures ;  frequently  large  quantities  will  be  bought  near  one  limit  or  the 
other.  Actual  cost,  where  ascertainable,  gives  actual  investment  in 
this  material.  Actual  cost  is  not  always  capable  of  determination 
over  the  entire  life  of  a  property,  and  for  such  material  as  entered 
in  during  such  period  some  arbitrary  unit  must  be  adopted,  even  in 
the  case  of  "original  cost"  estimates. 

The  practice,  adopted  on  some  recent  appraisals,  of  using  a  price 
derived  from  a  weighted  average  of  actual  purchases  over  a  period 
of  from  5  to  10  years  on  the  property  under  investigation,  has  the 
merit  of  using  actual  investment  in  recent  years  as  a  basis  for 
determining  a  unit  to  be  used  on  the  entire  property,  and  meets  the 
objection  raised  by   the   Second  District   Commission   of   New  York. 

Present-day  labor  prices  can  be  determined  by  an  analysis  of  pay- 
rolls over  such  a  length  of  time  as  will  give  proper  actual  averages 
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for  each  class  of  labor.  By  a  comparison  with  similar  data  derived 
from  records  of  other  properties  in  the  immediate  vicinity,  prices 
may  be  derived  which  are  actual  and  are  capable  of  proof.  Prices 
thus  determined  would  seem  to  be  proper  bases  on  which  to  build  up 
estimates  of  total  labor  entering  into  the  various  units. 

Any  price  which  is  used  must  be  a  matter  of  judgment,  in  the 
light  of  all  available  facts,  but  the  arbitrary  selection  of  a  certain 
specific  date  as  the  date  of  appraisal  does  not  seem  to  justify  the 
use  of  prices  which  are  abnormal.  However  derived,  the  prices  used 
for  fluctuating  materials  should  be  proper  for  the  estimated  period  of 
reproduction  which  should  end  with  the  date  as  of  which  the  investi- 
gation is  made,  and  which  should  be  sufficiently  stable  so  that  no  reap- 
praisal within  a  short  time  thereafter  should  make  violent  changes  in 
estimates  of  reproduction  cost. 

S. — Piecemeal  Construction. — Piecemeal  construction  has  been 
defined  to  mean  that  kind  of  construction  which  is  done  piece  by 
piece,  and  not  at  a  single  operation. 

For  example,  the  original  pipe  system  of  water-works  and  some 
important  additions  may  be  laid  continuously  in  one  construction 
period,  either  by  forces  of  the  company  or  by  contract,  but  many 
additions  must  be  made  from  time  to  time  to  meet  the  needs  of  an 
increasing  population  and  a  growing  demand  for  water.  These  are 
necessarily  short  stretches  of  pipe,  widely  scattered,  and  are  almost 
universally  laid  by  the  forces  of  the  company  at  considerably  higher 
costs  than  would  prevail  if  the  work  could  be  done  in  connection  with 
the  building  of  an  entire  distribution  system. 

There  are  many  kinds  of  construction,  which  always  are  built  in 
what  may  be  termed  a  piecemeal  manner,  which  are  not  built  at 
the  time  of  original  construction.  Such  work  as  the  installing  of 
water,  electric,  or  telephone  services,  the  building  of  industrial  tracks 
and  spur-tracks  on  the  line  of  a  railroad,  the  setting  of  meters  and  other 
forms  of  construction,  is  generally  done  in  response  to  the  demands  of 
business  development.  Every  effort  of  the  management  is  bent  to 
securing  the  greatest  economy  in  doing  this  class  of  work;  records 
are  kept,  and  actual  costs  can  bo  obtained  over  almost  any  period 
desired.  Unit  costs  for  this  class  of  work  can  be  determined  from 
actual  costs  which  are  capable  of  very  exact  analysis  and  very  definite 
proof   by   comparison   with   similar   actual   costs   on   other  properties. 

Whether  or  not  unit  costs  should  be  determined  on  the  basis  of 
piecemeal  construction,  or  on  the  basis  of  doing  the  work  in  a  whole- 
sale manner,  depends  upon  the  assumptions  which  are  made  with  regard 
to  the  method  of  development  of  the  property  under  which  the  estimate 
of  reproduction  cost  is  to  bo  made.  If  on  the  basis  of  historic 
sequence,  then  the  extra  unit  cost  of  piecemeal  construction  should 
be    included;    if   on    the   basis    of    reproduction    under    present    con- 


VALUATION   OF   PUBLIC   UTILITIES  1385 

ditious,  during  one  construction  period,  then  the  extra  unit  cost  of 
piecemeal  construction  should  in  general  be  excluded — the  exceptions 
occur  when  it  is  assumed  that  the  business  is  to  be  gradually  developed 
in  an  assumed  further  period,  in  which  cases  it  would  be  proper  to  use 
piecemeal  iniit  prices  for  those  items  which  would  be  so  produced. 

In  the  reproduction  estimate,  the  property  should  be  assumed  as 
reproduced  in  the  most  economical  manner  and  in  reasonable  sequence. 
Such  assumption  of  necessity  involves  the  building  of  some  items  of 
property  that  develop  with  the  growth  of  business,  not  as  part  of  the 
main  property,  but  as  following  the  main  property,  and  at  unit  prices 
which  would  represent  the  actual  cost  of  similar  items  of  property 
built  as  they  necessarily  were  or  w^ould  be  likely  to  be  built  by  methods 
different  from,  and  in  some  cases  more  expensive  than,  those  that 
could  be  used  on  the  main  property. 

Jt. — What  Should  he  Included  as  Elements  of  Cost  in  the  Unit 
Pncei? — There  has  been  an  unfortunate  lack  of  uniformity  in  valua- 
tion practice  in  the  manner  of  arriving  at  the  estimate  of  reproduction 
cost. 

Apparently,  some  engineers  have  used  material  prices  which  were 
based  on  net  costs  at  the  point  of  delivery,  and  labor  costs  based  on 
contract  prices  for  performing  certain  work,  and  then,  realizing  that 
these  do  not  give  complete  cost,  but  without  making  a  full  analysis, 
have  added  percentages  to  the  total  valuation  for  omissions,  con- 
tingencies, incidentals,  errors,  contractors'  profit,  or  other  blanket 
items. 

It  may  be  that  such  a  method,  when  used  with  good  judgment,  will 
lead  to  a  result  which  is  as  close  to  the  truth  as  when  a  more  elaborate 
analysis  is  made,  but  it  is  much  more  difficult  of  satisfactory  proof. 

In  the  opinion  of  the  Committee,  the  unit  prices  which  are  applied 
to  specific  items  of  property  should  include  every  element  of  cost  to 
the  owner  capable  of  definite  assignment  to  those  items,  and  no  such 
elements  should  be  included  as  a  blanket,  overhead  charge. 

For  example,  the  material  may  be  purchased  in  the  open  market, 
the  normal  price  may  be  capable  of  determination,  and  the  freight 
rate  to  the  point  of  use  may  be  secured  and  applied,  but  to  these  two 
main  elements  there  should  be  added,  wherever  they  are  properly 
applicable  and  obtainable: 

(a) — The  cost  of  purchasing; 

(&) — House  or  material  yard  service; 

(c) — Local  transportation; 

(d) — Waste,  loss,  and  breakage; 

(e) — Direct  supervision. 

(a) — The  Cost  of  Purchasing. — The  organization  and  expense  of 
the  purchasing  department  might  with  propriety  be  treated  as  an  over- 
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head  charge;  it  may  with  equal  propriety  be  treated  as  a  charge  to 
material,  and  is  capable  of  determination  with  definiteness  in  most 
cases.  In  the  case  of  a  large  operating  company,  where  purchases 
cover  material  for  maintenance  and  also  large  expenditures  for  con- 
struction, there  is  grave  danger  of  overlooking  this  item  of  expense. 
Usually  an  analysis  of  the  accounts  will  give  actual  costs  of  purchas- 
ing of  large  quantities  of  material,  thus  permitting  an  allocation  of 
purchasing  costs  on  construction  material. 

(&) — House  Service  or  Material  Yard  Service. — The  cost  of  ware- 
housing, material  yard  handling,  or  what  may  be  termed  "House 
Service"  or  "Material  Yard  Service",  is  an  expense  which  on  a  large 
property  is  great  in  the  aggregate  although  a  comparatively  small  per- 
centage on  cost  of  material  purchased.  The  extent  of  the  charge  and 
its  division  depends  on  how  much  of  the  material  is  purchased  for 
direct  delivery,  how  much  goes  through  a  material  or  storage  yard, 
and  how  much  goes  into  a  warehouse  for  delivery  in  small  lots  as 
needed. 

(c) — Transportation. — In  almost  all  valuations,  the  greater  part 
of  the  material  involved  incurs  a  transportation  expense  over  and 
beyond  the  railroad  freight  rate  to  the  point  of  delivery.  In  the  case 
of  railroad  materials  of  all  kinds,  the  material  is  usually  purchased, 
f.  o.  b.  cars,  at  the  most  convenient  delivery  point  on  the  line  of  the 
road,  and  a  haul  of  possibly  several  hundred  miles  on  the  company's 
own  line  is  necessary.  The  determination  of  the  average  length  of  haul 
for  the  material  of  each  class  on  a  railroad  and  the  determination 
of  a  proper  rate  to  apply  constitute  a  very  important  element  in  the 
determination  of  the  correct  \mit  prices.  In  connection  with  this 
matter  of  the  rate,  attention  may  be  called  to  the  fact  that,  under  con- 
struction conditions,  on  a  new  road,  with  traffic  all  in  one  direetion, 
without  the  advantage  of  an  old  established  operating  organization, 
the  cost  will  exceed  the  cost  of  service  on  an  old  road.  This  has  been 
recognized  by  the  Oklahoma  and  California  Commissions. 

The  local  transportation  may  consist  of  haul  by  truck  or  wagon  to 
the  site,  and,  if  so,  is  a  present  element  to  be  computed,  if  not  other- 
wise provided  for.  In  estimating  cost  of  transportation,  it  is  to  be 
assumed  that  all  transportation  facilities  existing  at  the  date  of  esti- 
mate— except  the  property  under  consideration  in  case  it  is  a  trans- 
portation proi)erty — are  available. 

{d) — Waste,  Loss  and  Breakage,  or  Overplus  Over  Measurements. — 
These  are  elements  of  either  unit  cost  or  of  allowance  in  measurement 
of  quantities  rather  than  of  contingencies,  for  the  reason  that  they  vary 
80  greatly,  from  nothing  at  all  on  some  materials  to  a  very  considerable 
percentage  on  others.  In  this  class  would  come  allowances  for  sag  in 
wire  or  cable,  waste  in  lumber,  loss  and  breakage  in  fragile  materials, 
and  all  otlier  allowances  over  net  quantities  which  are  necessary  to  in- 
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sure  enough  material  to  complete  the  work.  In  the  case  of  some  ma- 
terials, quantities  are  derived  by  rules  which  give  theoretical  or  geo- 
metric quantities,  though  the  actual  quantities  moved  and  paid  for 
may  considerably  overrun. 

One  very  notable  example  of  this  is  given  in  the  Panama  Canal 
Report  for  the  year  ended  June  30th,  1912,  which  states  that  the 
geometrical  quantity  in  the  dredged  channel  of  the  Panama  Canal, 
from  deep  water  on  the  Atlantic  side  to  a  short  distance  beyond  the 
shore  line,  was  to  that  date  10 169  000  cu.  yd.,  though  the  actual 
quantity  taken  out  of  the  channel  amounted  to  22  886  000  cu.  yd.,  an 
excess  of  125  per  cent.  The  great  excess  of  dredging  in  this  case  over 
the  geometrical  quantity  was  due  to  the  quantity  of  material  washed 
into  the  channel  by  waves  and  currents. 

There  are  certain  standard  weights  of  cast-iron  water  pipes,  and 
pipes  of  these  weights  are  ordered.  As  the  pipe  foundries  cannot  make 
pipes  of  the  exact  weight,  the  full  price  per  ton  is  paid  for  any  ad- 
ditional weight  that  there  may  be,  up  to  a  certain  limit.  The  pipes 
are  not  allowed  to  run  much  below  the  standard,  because  it  is  provided 
that  the  thickness  of  the  metal  shall  not  be  less  than  the  prescribed 
thickness  at  any  place  by  more  than  a  very  limited  amount.  The 
average  actual  weights,  therefore,  are  more  than  the  standard  weights. 

In  valuing  an  earthen  dam,  the  net  volume  in  the  embankment 
is  generally  measured  or  computed  from  the  records,  and  it  might  be 
correct  to  use  this  net  volume  if  the  unit  prices  to  be  used  were 
derived  from  the  cost  per  cubic  yard  of  other  similar  embankments. 
If,  however,  the  unit  prices  to  be  used  were  derived  from  measure- 
ments of  the  quantity  of  material  taken  from  borrow-pits  for  the 
purpose  of  building  the  dam,  a  considerable  allowance  should  be  made 
for  the  shrinkage  of  the  material  when  placed  in  the  embankment 
and  consolidated,  and  for  the  waste  of  material  which  almost  inevitably 
takes  place  in  building  a  dam  across  a  stream  as  the  result  of  floods 
and  other  causes.  The  waste,  as  a  rule,  is  exceptionally  large  when  a 
dam  is  built  by  the  hydraulic  fill  process. 

It  seems  much  better  that  judgment  should  be  used  in  deter- 
mining the  actual  quantities  of  material  involved  in  a  given  construc- 
tion than  to  make  an  allowance  for  such  additional  material  as  a 
contingency. 

(e) — Direct  Supervision. — Inspection. — It  has  been  the  custom  in 
many  appraisals  to  treat  as  an  overhead  charge,  under  the  account 
"Engineering"  all  charges  for  Engineering,  Inspection,  and  Super- 
vision of  work,  and  to  base  such  charges  on  a  general  percentage  of 
the  entire  physical  property  estimate. 

The  Committee  holds  the  opinion  that,  wherever  it  is  possible  to 
do  so,  charges  for  direct  supervision  should  attach  to  the  different 
units  or  groups,  rather  than  to  the  property  as  a  whole,  and  that  all 
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such  charges  as  can  be  localized  to  certain  materials,  units,  or  groups 
should  be  treated  as  affecting  the  unit  price,  and  should  not  be  added 
as  a  percentage.  This  would  permit  the  charge  for  general  engineer- 
ing to  be  treated  as  an  "Overhead  Charge"  and  include  only  those 
costs  of  general  engineering,  surveying,  design,  and  supervision  which 
were  applicable  to  the  property  as  a  whole,  and  not  capable  of 
definite  assignment  to  different  groups  of  units  or  individual  "luiits 
of  property. 

As  examples  of  elements  of  cost  properly  assignable  to  units  or 
groups  of  units,  the  Committee  cites  the  following  cases : 

The  inspection  cost  on  rail,  water  pipe,  structural  steel,  and  other 
materials  purchased  is  capable  of  separation  and  inclusion  in  the  unit 
price. 

The  local  engineering  and  inspection  costs  of  a  large  building,  a 
dam,  an  underground  conduit  line,  or  other  individual  units  or 
groups  of  units  may  be  capable  of  analysis  and  comparison  with  like 
costs  incurred  in  the  construction  of  other  like  units,  and  a  more 
accurate  estimate  is  likely  to  be  secured  than  if  the  total  engineering 
charges  be  found  as  a  percentage  of  the  cost  of  the  entire  property, 
based  on  the  experience  with  similar  properties. 

Each  valuation  must  of  necessity  be  an  independent  work,  and 
each  unit  price  should  have  such  consideration  as  will  insure  that 
it  is  applicable  to  the  case  in  hand,  and  that  all  elements,  of  which 
those  above  stated  are  only  a  part,  have  been  taken  into  ■  account. 
When  unit  prices  for  different  items  in  the  schedule  are  made  up 
on  the  basis  of  the  amount  of  labor  involved,  it  must  be  remembered 
that  the  labor  costs  are  by  no  means  covered  by  the  sums  included 
for  laborers  on  the  pay-roll.  There  must  be,  in  addition,  proper 
allowances  for  insurance,  injuries,  and  damages,  lost  time  of  monthly 
men,  costs  or  losses  due  to  interruption,  or  failure  to  co-ordinate  the 
work  at  all  times,  decreases  in  efficiency  due  to  such  conditions,  the 
cost  of  supervision,  including  accounting  and  timekeeping,  and  other 
actual  costs. 

When  unit  prices  are  based  on  contractor's  prices,  most  of  the  items 
above  mentioned  would  naturally  be  included  by  the  contractor  in 
such  prices  or  as  extra  work,  for  which  payment  must  be  made  to  the 
contractor;  but,  wherever  contract  work  is  done,  there  is  generally  a 
considerable  additional  cost  to  the  company  as  the  result  of  subse- 
quent woi'k  by  its  own  forces. 

Illustrations  of  Actual  Cost  Affecting  the  Cost  ix'i-  Unit, — One 
illustration  which  shows  the  extent  of  tlicse  items  that  have  been 
referred  to,  and  the  desirability  of  more  detailed  analysis  of  costs 
than  is  frequently  made,  is  that  of  an  electric  light  and  power  prop- 
erty in  tlie  Middle  West,  in  a  city  of  more  than  400  000  population. 
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Durins:  a  period  of  2i  years,  the  company  spent  in  construction 
$9  476  000,  divided  as  follows: 

Actual  material  entering  into  permanent  construction.  $6  808  000 
Actual  labor  costs  in  building  permanent  work 1  515  000 

Total    cost    of    labor    and    material    in    structures 

capable    of   scheduling $8  323  000 

A.— Construction  tools $110  000 

B. — Store   and   supply   expense 288  000 

C — Purchasing  expense 39  000 

D. — Injuries   and   damages 48  000 

E. — Engineering,    general 122  000 

F. — Engineering,    direct    supervision 546  000     1153  000 


$9  476  000 


This  does  not  take  into  account  costs  for  interest,  taxes,  organization, 
or  other  costs  which  were  incurred  in  the  nature  of  actual  overhead 
costs. 

The  aggregate  cost,  over  and  above  those  of  bare  labor  and  mate- 
rial, was  12.1%  of  the  total,  or  13.8%  of  the  items  capable  of  inventory. 

It  was  found  that  full  analysis  of  these  costs  gave  very  different 
percentages  for  different  classes  of  construction,  as  for  example: 

Tool  expense  was  approximately  2%  of  labor  and  material  on  over- 
head and  underground  construction,  and  1%  on  buildings  and 
equipment. 

Stores  and  supplies  expense,  or  the  cost  of  handling,  warehousing, 
and  material  yard,  varied  even  more  widely,  as  follows,  being  based 
on  total  material  in  each  account: 

Buildings     2.78% 

Steam   plant   equipment 0.74% 

Electric  plant  equipment 5.96% 

Lines    overhead    and    underground 7.35% 

Other    property 2.45% 

Direct  supervision,  or  those  engineering  and  inspection  charges 
which  were  capable  of  exact  assignment,  bore  the  following  relation 
to  total  labor  and  material  charges  to  each  account : 

Buildings     8.46% 

Steam  and  electric  plant  equipment.  ..  .  7.36% 

Lines  overhead  and  underground 4.60% 

Other  property 1.37% 

These  varying  percentages  are  a  strong  argument  in  favor  of  more 
careful  cost  keeping  on  construction  work  and  of  more  careful  analysis 
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of  existing  records  of  actual  cost,  when  a  valuation  of  property  is 
made. 

Illustrations  of  Earthwork  Unit  Costs. — There  are  various  classes 
of  construction,  such  as  earthwork,  masonry,  concrete,  and  other 
like  construction,  in  which  labor  largely  enters,  where  the  conditions 
of  construction  may  vary  widely,  and  where  there  are  available  many 
contract  prices,  published  or  unpublished.  The  danger  of  basing  a 
series  of  unit  prices  on  contract  prices,  without  analysis  of  further 
actual  costs,  may  be  showm  by  the  discussion  of  one  of  these,  and 
earthwork  appears  to  offer  a  number  of  excellent  examples. 

In  building  a  railroad  or  other  property  involving  large  quantities 
of  earthwork,  it  is  usual  to  pay  for  material,  according  to  classification, 
as  earth,  loose  rock,  solid  rock,  etc.  It  is  also  usual  to  pay  for  over- 
haul beyond  a  certain  specified  haul  limit. 

In  making  estimates  of  cost  of  reproduction,  unless  all  original 
notes,  profiles,  and  estimates  are  available,  it  is  a  difficult  and  expen- 
sive matter  to  secure  even  a  close  approximation  of  actual  yardage, 
and  practically  impossible  to  determine  classification  of  loose  rock, 
hardpan,  or  other  material  the  character  of  which  changes  due  to  the 
effect  of  weather,  or  the  identity  of  which  may  be  concealed  by  growth 
of  vegetation  or  otherwise.  It  is  equally  difficult  to  determine  the 
quantity  of  overhaul  or  the  amount  of  work  which  may  have  been 
done  as  a  necessary  incident  to  the  grading  of  the  embankment,  such 
as  changing  of  stream  channels  or  roads. 

All  these  things  were  encountered  in  the  building  of  the  property, 
and  must  in  some  way  be  accounted  for  in  its  reproduction.  In  some 
cases  the  unit  price  on  unclassified  earth  in  place  is  the  fairest  figure, 
and  capable  of  better  support  than  would  be  the  attempt  to  classify 
or  to  separate  overhaul. 

In  addition  to  these  elements  of  cost  which  may  be  encountered 
in  all  earthwork,  the  railroad  company  encounters  the  expense  to 
the  company  of  transportation  of  men  and  contractor's  plant,  and 
the  cost  of  work  done  after  the  contractor  leaves  the  job. 

The  adopted  unit  price  should  be  such  a  figure  as  will  cover  all 
expense,  of  every  nature  whatsoever,  as  is  directly  chargeable  to  grad- 
ing the  measurable  embankment.  Three  or  four  examples  will  illus- 
trate the  possibility  of  grave  error  in  failure  to  analyze  unit  costs 
sufficiently : 

Example  1.— A  high-class  interurban  railroad  built  in  Michigan 
during  1912-13-14.— 

Total  material  moved 924  630  cu.  yd. 

Contract  price  of  overhaul 0.01  per  yd.  station. 

Hardpan,  if  encountered,  to  be  paid  by  agreement. 
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In  this  case  the  company  actually  paid  on  its  final  estimate  for: 

774  3S7  cu.  yd.  earth    at  $0.28  $216  828.36 

1 860    "     "    loose  rock   "     0.40  744.00 

300    "      "     solid  rock    "     1.00  300.00 

776  547  Total    classified    material    at    prices 

named    in   the   contract $217  872.36 

In  addition  to  which,  there  was  allowed: 
148  083  cu.  yd.  "Hardpan"  and  "Wet  Earth"  at  38, 

40,   and  50   cents 60  912.94 


924  630  Total  cu.  yd.,  unclassified,  at  $0.30,  average.     $278  785.30 

It  thus  appears  that  the  "rock"  is  a  negligible  item,  but  that 
the  average  cost  of  the  unclassified  material  exceeded  the  contract 
price  of  earth  by  2  cents  per  cubic  yard. 

In  addition,  the  company  paid: 

For  overhaul $29  237.51 

For  force  account  on  work  after  contractors  left...         13  988.42 


Total $43  255.93 

Thus  making  the  total  direct  cost  of  the  work  $322  011.23,  or  an 
average  of  $0,348  per  cu.  yd. 

Practically  all  of  this  excess  was  for  elements  of  cost  which  could 
not  be  determined  from  either  a  careful  reinspection  of  the  property 
or  from  most  accurate  measurement,  and,  if  reflected  in  the  repro- 
duction estimate  at  all,  must  appear  in  the  unit  price. 

Example  2. — Among  the  exhibits  introduced  in  the  Minnesota  rate 
case  was  one  by  A.  H.  Hogeland,  M.  Am.  Soc.  C  E.,  Chief  Engineer, 
Great  Northern  Railway,  entitled  "Hogeland,  2d  Amended  Exhibit  4", 
which  gives  in  detail  the  cost  of  grading  on  lines  built  between  1898 
and  1910  aggregating  1  553.2  miles.  This  exhibit  shows  the  contract 
prices  for  each  class  of  material,  and  also  the  total  charges  to  grading. 
The  exhibit  shows  the  details  for  each  line  built  during  those  years, 

A  very  brief  abstract  of  this  exhibit  shows: 

Earth.  .  .28  693  523  cu.  yd.  average  contract  price  19.3  cents  $5  545  074.31 
Hardpan  9  260 156    "     "  "  "  "     34.7     "         3  211  293.53 

Loose 

rock..    3115  093    "     "         "  "  "    40.7     "        1270  666.25 

Solid 

rock..    6  209  349    "     "  "  "  "     94.7     "         5  876  720.69 


47  278  121    "     "    average  of  all 33.6  cents $15  903  754.78 
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Brought   forward $15  903  754.78 

It  is  to  be  noted  that,  over  and  above  these  contract 
prices,  the  company  paid  for  overhaul,  force  account 
items,  transportation,  and  other  such  charges,  the  total 
sum    of 4  928  725.25 

Total    cost $20  832  410.03 

Average  cost  per  cubic  yard 44.11  cents 

Cost  in  excess  of  contract  price 10.5     cents 

These  figures  are  affected  by  the  large  yardage  of  rock,  which  pre- 
sumably could  be  largely  determined  in  a  valuation.  In  order  that  rock 
be  eliminated,  an  analysis  of  this  exhibit  was  made  and  300.29  miles 
having  no  rock  were  tabulated  separately. 

On  this  mileage  the  total  yardage  moved  was  3  293  244  cu.  yd. 

Total  contract  price,  $506  869,  an  average  of  15.4  cents  per  cu.  yd. 

Total  Company  cost  over  contract,  $264  727,  or  8  cents  per  cu.  yd. 

A  total  cost  of  $771  596,  or  23  cents  per  cu.  yd. 

It  is  here  shown  that  actual  cost  per  unit  exceeded  contract  price 
per  unit  by  52.22  per  cent. 

Example  3. — A  steam  railroad  built  in  Wisconsin  in  1912  and  1913 : 

Total  contract  price  for  grading $1  259  567.81 

Extras 

Contractors  extra  bills $42  830.86 

Railway    Company   labor 8  413.74 

Train    service 215.03 

Rental   of   equipment 522.79 

Miscellaneous  material  and  labor.....  2  028.98 
Transportation  of  contractors  men ...  46  736.96 
Transportation  of  equipment 73  483.36  174  267.72 


Percentage  of  extras  to  contract  price  13.84  per  cent. 

In  this  contract  there  were  the  following  quantities: 

Earth  excavation,  4  097  881  cu.  yd.  at  20  and  22  cents.  . .  $868  314.66 

236  300"     "     classified    material..  137  589.38 


4  334  181  cu.  yd.,  at  average  23.2  cents       $1  005  904.04 
Added  to  this  was  overhaul 253  663.77 


$1  259  567.81 

Thus  the  overhaul  added  to  the  cost  6  coats  per  cu.  yd.,  or  25  per 
cent. 

"Example  4. — In   the  construction  of  the  Musconetcong  tunnel  of 
the  Lehigh  Valley   Railroad,  the  contract  cost,  ba.^ed  on   unit  prices, 
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a  list  of  wMcK  is  given  in  Drinker's  'Tunneling'  (page  1085),  was 
$SS3  938.  -u-hereas  the  actual  final  cost,  including  the  payment  of  con- 
tractors' claims  not  settled  until  four  years  after  the  completion  of  the 
tunnel,  was  $1  282  149,  an  increase  of  nearly  50%  over  the  cost  as 
refiocted  in  the  commonly  accepted  unit  prices." 

These  few  examples  indicate  clearly  the  danger  of  adopting  arbi- 
trarily, as  a  iniit  price  for  reproduction  cost,  some  figure  based  on  a 
contract  price  or  an  average  of  contract  prices,  without  most  thorough 
study  of  the  results  of  actual  similar  work.  Many  other  illustrations 
as  to  the  effect  of  the  several  elements  of  cost  on  the  final  price  of 
various  classes  of  work  into  which  labor  largely  enters,  and  in  which 
the  hazards  of  construction  are  great,  might  be  cited.  Enough  has 
been  said,  however,  in  the  opinion  of  the  Committee,  to  emphasize 
the  statement  that  in  each  case  conditions  must  be  examined  to  find 
out  what  elements  of  cost  do  enter  into  the  unit  price,  and  that  each 
unit  price  must  be  supported,  if  supported  at  all,  by  actual  costs  of 
similar  work  under  similar  conditions. 

Unit  costs  found  by  general  inquiry  of  supplying  companies,  engi- 
neers, contractors,  and  others  are  rarely  reliable  because  of  the  lack 
of  full  knowledge  on  the  part  of  those  furnishing  the  information  con- 
cerning the  character  of  the  work  and  the  specifications  and  conditions 
under  which  it  is  to  be  done,  and  because  of  the  fact  that  they  are  not 
likely  to  make  the  detailed,  intelligent  study  which  might  justify  sub- 
sequent expression  of  opinion.  Even  competitive  bids  on  detailed 
specifications  may  not  furnish  reliable  figures.  Recent  actual  final 
construction  costs  on  the  plant  being  estimated  or  on  similar  prop- 
erties, located  under  similar  conditions,  furnish  the  safest  criteria. 
All  such  data  should  be  interpreted  in  the  light  of  sound  judgment  and 
wide  construction  experience. 

An  examination  of  the  tabulated  bids  of  any  large  contract  letting 
will  disclose  the  unreliability  of  individual  opinion.  It  must  be  borne 
in  mind  that  such  bids  are  based  on  identical  plans  and  specifications 
and  conditions.  It  is  not  at  all  unusual  to  find  variations  in  bids  on 
individual  items  varying  from  15  to  40%  to  as  much  as  100%  or  more. 
In  some  cases  the  opinions  of  contractors,  as  expressed  by  their  bids, 
may  represent  a  proper  figure  based  on  wide  experience  and  full  knowl- 
edge of  local  conditions,  but  other  bids  may  be  in  no  wise  repre- 
sentative, and  be  radically  high  or  low. 

To  conclude  the  discussion  of  unit  prices,  the  Committee  is  of  the 
opinion  that  a  rational  sequence  of  construction  should  be  followed 
in  the  reproduction  of  a  property;  and  that  rational  assumptions  should 
be  made  as  to  the  manner  of  doing  the  different  parts  of  the  work, 
whether  by  the  forces  of  the  company  or  by  contract.  Unit  prices, 
based  where  possible  on  the  actual  cost  of  doing  similar  work,  in  a 
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similar  manner,  under  similar  circumstances,  should  be  determined  by 
persons  of  experience  and  sound  judgment. 

If,  on  the  basis  of  the  assumed  conditions,  piecemeal  construction 
is  required,  and  if  the  most  appropriate  way  of  executing  such  piece- 
meal construction  is  by  doing  the  work  directly  by  the  company's 
forces  within  the  assumed  periods  of  construction  and  development, 
then  the  cost  of  work  done  in  this  way  should  be  used  in  determining 
the  reproduction  cost.  If  the  assumed  conditions  indicate  that  other 
portions  of  the  work  could  be  done  more  economically  by  contract, 
then  the  unit  prices  should  have  as  their  basis  the  price  which  a  con- 
tractor would  charge  for  doing  such  work,  but  to  this  must  be  added 
all  other  elements  of  cost  or  expense  to  the  owner  which  can  be 
separately  allocated. 

The  unit  prices  should  be  based  on  the  normal  average  cost  of 
work  for  a  considerable  period — say,  5  or  10  years — in  order  to  give 
stability  to  the  valuation,  so  that  it  may  be  used  for  a  subsequent 
term  of  years.  In  the  case  of  items  which  are  steadily  increasing 
or  decreasing  in  value,  the  prices  adopted  should  be  normal  for  the 
time  of  the  valuation. 

Full  consideration  should  be  given  to  the  time  allowed  for  con- 
struction, and  due  weight  given  to  climatic  conditions  and  the  effect 
of  weather  on  the  cost  of  the  work. 

The  Committee  emphasizes  the  necessity  for  full  information  from 
trustworthy  sources  as  to  the  actual  complete  cost  of  doing  similar 
work  under  similar  circumstances.  The  greater  the  amount  of  such 
data,  making  possible  the  adoption  of  complete  and  correct  unit  costs, 
the  smaller  the  amount  of  overhead  percentages  which  are  necessary 
for  providing  for  proper  total  construction  costs. 

The  Cost  of  Eeproducing  Land  Holdings. 

For  the  reproduction  cost  of  land  holdings  the  Committee  will 
base  its  arguments  and  conclusions  on  the  law  as  expressed  by  selected 
and  apparently  authoritative  Court  decisions,  and  on  those  results  of 
attempts  of  public  or  private  purchasers  to  acquire  properties  for 
public  purposes  which  are  of  comnwn  knowledge  to  engineers  and 
others  having  to  do  with  such  matters.  Examples  of  some  of  these 
results,  fortifying  the  arguments  and  conclusions  of  the  Committee, 
will  be  given. 

Lands  not  All  of  Similar  Character. — Classes  of  Land. — Not  all 
lands  acquired  by  public  service  corporations  fall  under  one  class;  there 
are  radical  differences,  and  it  is  essential  that  a  proper  classification 
of  them  be  made  in  any  valuation. 
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Three  classes  result  from  a  consideration  of  the  extent  and  char- 
acter of  the  acquisition : 

1.— The  acquisition  of  a  single  whole  parcel,  which  may  be  selected 
from  among  several  available  parcels. 

'2. — The  acquisition  of  a  number  of  whole  contiguous  parcels  to 
form  a  tract  of  moderate  size. 

3. — The  acquisition  of  a  number  of  parcels,  both  whole  parcels  and 
parts  of  parcels,  to  form  a  continuous  strip,  such  as  a  rail- 
road right  of  way,  or  a  large  body,  like  a  collecting  or  storage 
reservoir. 

1. — Single  or  Detached  Parcels  of  Land. — In  many  instances  lands 
are  acquired  and  used  by  public  service  companies,  which  are  in 
detached  parcels  of  ordinary  size,  not  connected  with  the  other  lands 
owned  or  used  in  the  conduct  of  the  business.  These  lands  are  not 
acquired  in  response  to  a  need  for  the  particular  parcel.  Any  parcel 
of  the  same  or  similar  area,  in  the  same  general  locality,  would  meet 
the  requirement  of  the  company  nearly  or  quite  as  well.  Examples 
of  this  class  are  seen  in  lands  acquired^  for  electric  generating-  or 
sub-stations,  car  barns,  warehouses  or  material  yards,  gas  plants  or 
gas-holders,  office  buildings,  and  other  similar  uses. 

It  may  be  that  location  on  a  water-front,  or  a  point  of  convenient 
access  to  side-track  facilities,  is  a  desideratum,  but  any  one  of  several 
parcels,  which  meets  those  requirements  in  the  vicinity,  may  serve 
the  purpose.  It  would  seem  to  be  clear  that  in  such  cases  the  same 
general  laws  which  regulate  values  of  land  for  any  other  purpose  in 
the  immediate  neighborhood  would  govern,  and  that  the  reproduction 
cost  of  the  land  would  be  fixed  by  the  value  of  other  lands  used  for 
general  purposes,  as  shown  by  sales,  asking  prices,  or  in  any  other 
manner  that  is  usual  and  proper. 

Presumably,  the  public  service  corporation,  in  the  same  way  as 
an  individual  seeking  a  factory  site  or  residence,  would  have  a  fairly 
wide  range  of  selection  and  would  choose  that  tract  which  would 
meet  the  requirements  and  could  be  had  at  the  most  reasonable 
price.  It  is  fair  to  assume  that  such  purchases  would  be  at  substan- 
tially the  market  value  of  lands  in  the  vicinity  at  the  time  of  acquisi- 
tion, and  would  be  subject  to  the  same  increase  or  decrease  in  value 
as  other  near-by  similar  lands  the  values  of  which  would  be  affected 
by  the  same  causes. 

Therefore,  it  would  appear  that  the  reproduction  cost  of  such  a 
holding  as  an  ordinary  lot,  or  a  tract  of  not  unusual  size,  which  is 
entirely  disconnected  from  other  holdings,  should  be  based  on  adjacent 
or  near-by  land  values  for  general  purposes,  should  include  no  severance 
damages,  but  should  include  a  reasonable  allowance  for  the  costs  of 
acquisition. 
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2. — Tracts  of  Land. — Tracts  of  land  of  considerable  area,  including 
a  number  of  lots  or  blocks,  offer  a  more  difficult  case,  for,  aside  from 
any  such  expenses  as  vacation  of  streets  or  alleys,  or  other  work  done 
to  bring  the  tract  as  a  whole  into  a  usable  condition,  there  is  likely 
to  have  been  originally  an  element  of  enhanced  cost,  due  to  the  fact 
that  the  demand  for  a  large  number  of  contiguous  small  parcels 
tends  to  enhance  the  price  rapidly,  and  even  in  a  district  where  a 
large  part  of  the  lands  are  for  sale,  the  demand  affects  the  price 
before  all  can  be  acquired.  Usually,  in  the  acquisition  of  such  a 
body  of  land,  made  up  of  many  small  parcels,  some  owners  will  have 
to  be  dealt  with  who  are  unwilling  sellers  and  who  hold  out  for  an 
extreme  price,  making  necessary  either  condemnation,  or  the  forced 
payment  of  a  higher  consideration  than  would  ordinarily  be  the  case. 
Any  condition  necessitating  the  purchase  of  a  number  of  adjacent 
parcels  and  uniting  them  into  one  large  tract  suitable  for  a  specific 
purpose  tends  to  remove  the  transaction  from  the  simpler  fi^rst  case 
and  take  away  the  free  choice  of  sites.  Such  cases  demand  a  much 
more  careful  study  of  costs,  especially  with  reference  to  recent 
accumulation  of  property  of  the  same  kind. 

It  may  be  seen  readily,  for  example,  that  the  purchase  of  50 
or  GO  lots  from  numerous  o%vners  may  increase  the  price  per  lot  far 
above  the  normal  price  under  a  demand  for  only  one  lot  or  a  few  lots. 
The  immediate  demand  for  all  the  lots  may  and  usually  does  add 
materially  to  the  cost  of  the  whole.  Later,  the  demand  being  supplied 
and  ceasing,  prices  drop  to  the  old  level,  so  that  a  valuation  based  on 
later  sales  of  neighboring  lots  would  show  less  than  original  cost  and 
less  than  any  possible  cost  of  reproduction  at  the  time  of  making 
the  estimate. 

Although  general  land  values  will  have  an  important  bearing  on 
the  price,  consideration  based  on  actual  experience  in  comparable 
situations  should  be  given  to  the  effect  of  the  large  and  pressing  demand. 

It  is  argued  that,  in  such  a  case  as  the  one  cited,  actual  original 
cost,  and  not  reproduction  cost  based  on  present  land  values,  would 
be  ample  allowance,  especially  as  in  many  cases  the  actual  original 
cost  of  the  assembled  tract  would  be  considerably  in  excess  of  the 
present  value  of  neighboring  lots  for  general  purposes.  It  would  seem 
to  be  fair,  however,  in  those  cases  in  which  the  original  cost  of  an 
entire  assembled  tract  exceeded  th(>  total  market  value  of  all  the 
separate  parcels  at  the  time  the  acquisition  was  cmnmenced,  to  assume 
that,  if  general  values  of  lots  incr(>ase  in  the  vicinity,  the  cost  of 
reproduction  of  the  tract  acquired  for  a  specific  purpose  should,  as 
a  general  rule,  increase  pro  rala. 

Similar  questions  are  raised  whcrc^  lands  are  acquired  for  the  exten- 
sion of  an  existing  plant.  In  such  cases,  prices  may  be  and  some- 
times arc  demanded  and  necessarily  paid  which  are  far  above  normal. 
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In  the  cases  cited  there  may  be  some  freedom  of  choice  as  to  the 
exact  lands,  but  the  difficulties  due  to  acquisition  of  numerous  parcels 
will  be  encountered  no  matter  which  of  several  possible  tracts  is 
selected.  The  reproduction  estimate  should  be  based  on  the  value 
of  land  in  the  vicinity,  the  figure  adopted  including  the  incidental 
costs  of  acquisition  of  private  titles,  severance  damages,  if  there  was 
any  severance,  and  the  cost  of  acquiring  any  rights  requisite  for  the 
use  of  the  tract  as  a  whole,  such  as  vacation  of  streets  or  alleys,  and 
the  purchase  of  leases.  All  recorded  excess  costs  above  a  normal 
market  value  should  be  given  due  weight.  Only  thus  will  the  present 
reasonable  cost  of  reproduction  be  obtained. 

S. — Connected  Strips  or  Bodies  of  Land. — By  far  the  greatest  diffi- 
culty arises  when  required  lands  constitute  a  connected  strip  or  body, 
and  there  is  no  option  in  the  choice  of  lands,  all  of  which  must  be 
acquired  to  form  the  required  strip  or  body. 

An  example  of  this  class  is  furnished  by  a  steam  or  electric  railroad 
right  of  way.  Here,  the  lands  are  a  narrow  strip,  not  purchased  in 
ordinary  commercial  units  of  10,  20,  or  ^0-acre  tracts,  or  of  lots  or 
other  subdivisions  of  a  plat,  but  in  small  fractions  of  such  tracts  taken 
without  reference  to  the  effect  on  the  remainder  of  the  tract  from 
which  they  were  taken.  The  location  is  determined  by  topography 
and  continuity  of  route,  and  may  not  be  varied  on  account  of  the 
objections  of  a  land-owner.     All  the  right  of  way  must  be  acquired. 

Another  example  is  that  of  flowage  lands  for  a  reservoir.  In  this 
instance,  many  entire  parcels  must  be  acquired,  and  unless  a  greatly 
excessive  acreage  is  taken,  many  irregular  fractions  must  be  bought. 
Here,  as  in  the  railroad  right  of  way,  conditions  of  topography  and 
continuity  govern.  It  must  be  this  particular  land  and  no  other,  and 
all  of  it  must  be  had. 

All  valuations  of  lands  acquired  for  any  use  where  all  must  be 
had,  and  no  choice  or  option  as  to  the  selection  is  left  the  purchaser, 
must  rest  on  the  same  general  principles  of  valuation.  The  Courts 
have  clearly  established  the  general  principles  which  govern  the  fixing 
of  value  of  property  condemned  for  public  use. 

All  elements  of  value  must  be  considered.  The  owner  must  be 
recompensed,  not  only  for  the  value  of  the  land  taken,  but  for  all  dam- 
ages or  losses  of  value  suffered  by  him  on  account  of  the  taking. 

Under  the  law  interpretation  of  just  compensation,  there  can  be 
no  doubt  that  in  cases  of  water-works  reservoirs,  railroad  rights  of 
way,  flowage  lands,  or  other  properties  of  like  nature,  where  the 
lands  are  not  necessarily  in  uniform  parcels,  and  where  part  of  the 
land  is  taken  and  part  cut  off  and  left,  just  compensation  will  include 
the  value  of  the  lands  taken  and  the  money  equivalent  of  any  dam- 
ages suffered  by  the  owner  by  reason  of  the  taking.  This  is  all  value 
to  the  seller  and  represents  what  is  taken  from  him. 


1398  VALUATION   OF   PUBLIC   UTILITIES 

It  would  seem  that  these  same  principles  are  applicable  in  the 
valuation  of  such  property  in  making  a  reproduction  estimate. 

The  Term  "Just  Compensation"  as  Defined  hij  the  Courts. — The 
Constitution  prescribes  that  private  property  shall  not  be  taken  with- 
out just  compensation.  The  rules  governing  the  condemnation  of 
private  property  have  been  thoroughly  established  by  a  long  line  of 
decisions.  All  elements  of  value  must  be  considered.  The  owner  must 
be  recompensed,  not  only  for  the  value  of  the  land  taken,  but  for  all 
damages  or  losses  of  value  suffered  by  him  on  account  of  the  taking. 

The  terms,  "compensation",  "just  compensation",  "due  compensa- 
tion", etc.,  have  been  defined  in  many  cases. 

In  Virginia  &  Truckee  E.  R.  Co.  vs.  Henry,  the  Court  said  (8 
Nev.,  165)  : 

"It  is  difficult  to  imagine  an  unjust  compensation;  but  the  word 
'just'  is  used  evidently  to  intensify  the  meaning  of  the  word  'com- 
pensation'; to  convey  the  idea  that  the  equivalent  to  be  rendered  for 
property  taken  shall  be  real,  substantial,  full,  ample;  and  no  legisla- 
ture can  diminish  by  one  jot  the  rotund  expression  of  the  constitution. 
So  are  all  the  decided  cases.  While  courts  have  differed  upon  minor 
points,  two  of  which  the  statute  of  this  state  settles,  namely,  the 
dllowance  for  particular  benefit  derived  from  the  construction  of  the 
railroad  and  the  exclusion  from  the  calculation  of  damages  of  the 
cost  of  necessary  cattle  guards  and  fences  when  the  petitioner  offers 
to  construct,  yet  upon  the  great  substantial  underlying  basis  upon 
which  only  can  arise  a  constitutional  law  for  the  taking  of  private 
property  for  public  use — the  absolute  protection  of  the  individual  by 
just  compensation — there  has  been,  could  be,  no  dispute." 

In  Pick  V.  Rubicon  Hydraulic  Co.  (27  Wis.,  445),  the  Court  said: 

"In  the  case  of  Bigelow  vs.  The  Western  Wisconsin  Railway  Co., 
decided  by  this  court  at  the  present  term,  it  was  held  that  'just  com- 
pensation' consists  in  making  the  owner  good,  by  an  equivalent  in 
money,  for  the  loss  he  sustains  in  the  value  of  his  property  by  being 
deprived  of  a  portion  of  it;  and  that  it  includes  not  only  the  value 
of  the  portion  taken,  but  also  the  dimunition  in  value  of  that  from 
which  it  is  severed.  In  establishing  this  rule,  we  followed  the  reason- 
ing of  this  court  in  Robbins  v.  Milwaukee  and  Horican  R.  Co.,  6 
Wis.,  630;  in  Snyder  vs.  Western  Union  R.  Co.,  25  Wis.,  60;  and  in 
Welch  V.  Milwaukee  and  St.  Paul  R.  Co.,  27  Wis.,  108;  and  adopted 
the  doctrine  of  numerous  adjudications  by  the  courts  of  other  states 
upon  the  same  subject." 

The  cases  cited  show  the  general  rule  as  to  the  taking  of  lands  by 
condemnation.  There  can  be  no  doubt  tliat,  in  the  case  of  a  water- 
works reservoir,  a  railroad,  flowage  lands,  or  other  property  of  like 
nature,  where  the  lands  are  not  necessarily  in  uniform  parcels,  and 
where  part  of  the  land  is  taken  and  part  cut  off  and  loft,  any  amount 
necessarily  paid  as  just  compensation  or  as  damages  is  a  cost  which 
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cannot  be  evaded  by  the  purchaser.  It  is  value  to  the  seller,  reim- 
bursing him  for  what  has  been  taken  from  him.  It  is  an  actual  cost 
to  the  purchaser  which  is  properly  chargeable  to  the  capital  account. 

The  reproduction  cost,  or  present  cost  of  acquisition,  does  not 
include  elements  of  value  arising  subsequently  to  and  because  of  the 
taking  for  utility  purposes.  It  includes  only  such  sums,  for  the  land 
itself,  as  the  several  owners  would  be  entitled  to  in  case  of  present 
acquisition,  plus  costs  of  purchasing. 

Same  Elements  Must  he  Considered  in  Valuation  as  in  Fixing 
"Just  Compensation." — It  would  seem  to  be  clear  from  a  study  of 
all  the  cases  that,  in  valuation  of  lands  which  partake  of  the  nature 
of  rights  of  way  or  flowage  lands,  the  same  principles  should  govern 
as  in  condemnation,  and  all  such  elements  should  be  considered  in 
valuation  as  are  taken  into  account  in  fixing  just  compensation  in  con- 
demnation. Thus,  the  cost  to  the  utility  at  the  time  of  acquisition 
is  not  to  be  substituted  for,  or  taken  to  be,  the  equivalent  of  reproduc- 
tion cost,  because  the  land  may  have  declined  or  increased  in  value 
since  the  acquisition.  Nor  does  the  source  of  the  title,  or  of  the  funds 
used  to  acquire,  affect  the  matter,  because  that  which  is  paid  for  out 
of  surplus,  or  that  which  is  donated,  is  as  much  the  property  of  the 
company  owner  as  that  acquired  by  the  expenditure  of  other  capital 
and  payment  of  full  value. 

The  market  value  of  the  land  actually  taken  from  an  ovsmer  is  one 
element  of  cost,  the  damage  to  remaining  and  adjacent  lands  of  the 
same  owner  is  another,  the  costs  of  all  investigations  of  title,  attorneys' 
or  agents'  fees,  surveys,  plans,  and  expenses,  and  all  other  costs  in  con- 
nection with  the  transaction,  constitute  another.  All  taken  together 
make  up  the  price  of  the  property  acquired,  and,  as  a  general  rule,  in 
the  absence  of  mistakes,  dishonesty,  or  extravagance,  may  be  taken  as 
the  value  at  the  time  of  investigation.  As  said  in  the  Minnesota  rate 
cases  (page  451)  : 

"It  [the  utility]  would  be  free  to  stand  upon  its  legal  rights  and 
it  cannot  be  supposed  that  they  would  be  disregarded." 

Thus,  the  presumption  is  that  the  amounts  in  condemnation  judg- 
ments are  not  excessive.  And,  as  a  general  rule,  in  the  case  of  acquisi- 
tion by  purchase,  it  may  be  assumed  that  the  utility  does  not  pay 
more  than  the  owner  is  legally  entitled  to  receive. 

All  these  elements  of  value  for  which  "just  compensation"  would 
be  rendered  in  a  condemnation,  exist  in  greater  or  less  degree  and 
must  be  considered,  whether  the  land  was  actually  acquired  by  con- 
demnation or  by  private  purchase.  It  occasionally  happens  in  the  case 
of  many  corporations  not  having  the  right  of  eminent  domain,  such  as 
hydro-electric  power  properties  in  some  States,  that  the  prices  paid 
are  excessive  of  necessity. 
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Market  Value  of  Adjacent  Lands,  per  Acre,  Not  Always  Con- 
clusive.— It  must  be  remembered  that  general  land  values  are  based 
on  sales  where  a  willing  seller  deals  with  a  willing  buyer.  In  the 
case  of  farm  lands,  for  example,  a  man  who  desires  a  farm  in  a  certain 
locality  has  the  choice  between  a  number  of  pieces  that  are  on  the 
market.  He  may  be  satisfied  with  one  40-acre  farm,  but  considers  the 
price  too  high.  He  has  the  option  of  paying  the  price  or  taking 
another  farm  at  a  lower  price.  As  has  been  said,  the  railroad  or  the 
water  company  has  no  such  option,  but  must  take  that  parcel  and  no 
other.  Experience  has  shown  that  condemnation  juries  often  fix  a 
high  price  and  that  often  it  is  better  business  judgment  to  pay  as 
large  a  sum  as  the  condemnation  prices,  in  order  to  avoid  the  expenses 
of  condemnation,  the  delay  caused  by  the  proceeding,  and  the  feeling 
aroused  in  a  community  by  litigation.  It  often  occurs  that  contiguous 
lands  have  not  the  same  availability  or  value  as  the  lands  acquired  by 
a  utility,  and  only  when  they  are  comparable  can  the  market  value  of 
such  lands  be  used  as  a  basis  for  estimate. 

From  the  nature  of  the  strips  of  land  acquired  for  public  utilities, 
the  compensation  paid,  when  measured  in  terms  of  dollars  per  acre 
on  lands  actually  taken,  appears  to  be  very  high  compared  with  the 
per  acre  price  paid  in  sales  of  similar  lands  for  general  purposes. 

For  example,  a  railroad  company  condemned  a  strip  of  land,  100  ft. 
wide,  across  a  tract  containing  approximately  40  acres,  cutting  it  in 
two  nearly  in  the  middle.  The  strip  taken  was  1  600  ft.  long  and  con- 
tained 3.65  acres,  leaving  36.25  acres  to  the  owner,  divided  approxi- 
mately 20  acres  on  one  side  of  the  road  and  16  on  the  other.  The 
building  of  the  railroad  necessitated  changing  fields  and  drainage, 
introduced  two  farm  crossings  with  gates  to  open  and  shut  in  per- 
petuity, and  not  only  cut  off  a  corner  of  an  orchard,  but  introduced 
a  fire  hazard,  as  the  stables  were  near  the  line. 

All  these  considerations  caused  a  jury  to  fix  as  compensation  the 
sum  of  $100  per  acre  for  land  taken,  which  was  a  fair  figure  based  on 
several  recent  sales,  and  the  further  allowance  of  $15  per  acre  as  the 
damages  to  the  remainder.  The  compensation,  therefore,  was,  for  land, 
$305,  for  damages,  $545,  a  total  of  $910,  to  which  was  added  acquisi- 
tion and  overhead  costs  in  excess  of  $170,  or  a  total  cost  to  the  com- 
pany, exclusive  of  interest,  of  $1  080,  or  almost  exactly  throe  times 
the  acreage  price  fixed  by  the  jury. 

Several  purchases  at  private  sale  in  the  same  county  were  at  approxi- 
mately the  same  figure. 

In  some  of  the  early  valuations,  notably  the  State  railroad  valua- 
tions in  Michigan,  Wisconsin,  and  Minnesota,  the  attempt  was  made 
to  estal)li.sh  the  relation  between  sales  to  railroads  and  sales  to  indi- 
viduals  by   a   study   of   the   record   of  actual   sales.     Based  on   these 
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studies,  a  system  for  fixing  the  cost  of  reproduction  of  railroad  lands 
by  the  use  of  multiples  applied  to  farm  land  values  was  adopted.* 

The  Michigan  tax  cases,  in  which  this  method  of  valuation  was 
used,  reached  the  Courts  without  any  contention  being  raised  as  to 
the  methods  or  results  of  the  valuation,  but  on  other  issues.  Hence, 
the  question  was  not  passed  on.  The  Mimiesota  valuation  of  land  by 
this  method  became  an  issue  in  the  Minnesota  rate  cases,  and  the 
method  was  not  approved  by  the  Supreme  Court. 

The  Minnesota  Rate  Case  Decision. — In  many  respects  the  most 
important  decision  bearing  on  land  valuation  is  that  of  Mr.  Justice 
Hughes  in  the  Minnesota  rate  cases.  This  decision  is  of  such  impor- 
tance, and  has  had  so  many  interpretations  placed  on  it,  that  extended 
quotation  from  it  appears  to  be  desirable.  The  decision  must  be  con- 
strued as  a  whole,  and  all  parts  of  it  bearing  on  the  subject  of  land 
must  be  studied  together,  in  arriving  at  a  conclusion  as  to  the  exact 
meaning.  (Simpson  et  al.,  constituting  the  Railroad  and  Warehouse 
Commission  of  the  State  of  Minnesota  v.  Shepard,  230  U.  S.,  352, 
et  seq.  (1912),  Syllabus,  page  355.) 

"For  fixing  rates  the  basis  of  calculation  of  value  is  the  fair  value 
of  the  property  of  the  carrier  used  for  the  convenience  of  the  public." 
(Smyth  r.  Ames,  1G9  U.  S.,  466.) 

"There  is  no  formula  for  the  ascertainment  of  the  fair  value  of 
property  used  for  convenience  of  the  public,  but  there  must  be  a  rea- 
sonable judgment  having  its  basis  in  a  proper  consideration  of  all 
relevant  facts.     *     *     * 

"Assets  and  property  of  a  carrier  not  used  in  the  transportation 
business  cannot  be  included  in  the  valuation  as  a  basis  for  rate- 
making. 

"Property  of  a  railroad  company  cannot  be  valued  for  a  basis  of 
rate-making  at  a  price  above  other  similar  property  solely  by  reason 
of  the  fact  that  it  is  used  as  a  railroad,  and  increases  in  value  over 
cost  cannot  be  allowed  beyond  the  normal  increase  of  other  similar 
property." 

After  setting  forth  the  values  allowed  by  the  Master  and  the  Court 
below  for  land  in  the  Northern  Pacific  case,  stating  the  contentions  in 
the  case,  and  quoting  from  Mr.  Cooper's  testimony  at  some  length,  in 
order  to  show  how  he  arrived  at  his  estimates  of  value,  and  after 
bringing  out  the  fact  that  "market  value",  as  used  by  Mr.  Cooper, 
was  intended  to  mean,  not  the  value  of  land  for  general  purposes,  but 
what  it  would  cost  the  railroad  to  acquire  the  land,  the  Court  says: 

l.f  '1u  reviewing  the  findings,  the  court  below  reached  the  con- 
clusion that  'the  master  in  effect  found  that  the  cost  of  reproduction 

•  "The  Valuation  of  Public  Service  Corporation  Property",  by  Henry  E.  Riggs, 
Vr.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII,  pp.  59-64,  inclusive. 
Discussion  by  the  Inte  W.  D.  Taylor,  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E., 
Vol.  LII,  p.  359.  Report  of  Mr.  Dwight  C.  Morgan  to  Minnesota  Railroad  and  Ware- 
house Commi.ssion. 

+  Paragraphs  are  numbered  by  the  Committee  for  convenience  in  referring  to  them 
in  discussion. 
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and  the  present  value  of  the  lands  for  the  terminals  in  the  three  great 
cities,  including  therein  all  cost  of  acquisition,  consequential  dam- 
ages, and  value  for  railroad  use  which  he  allowed,  was  only  about  30 
per  cent,  more  than  the  normal  value  of  the  lands  in  sales  between 
private  parties.  He  found  the  value  of  the  lands  outside  the  terminals 
to  be  only  twice  their  normal  value.' 

2.  "From  our  examination  of  the  evidence  we  are  unable  to  con- 
clude that  the  excess  stated  may  be  thus  limited.  What  is  termed  the 
normal  value  does  not  satisfactorily  appear.  It  further  will  be  observed 
— from  the  summary  of  valuations  we  have  set  forth  in  the  margin — 
that  the  amount  thus  allowed  in  item  1  for  lands,  yards,  and  terminals, 
both  in  and  out  of  the  three  cities  ($21,024,562),  was  included  in  the 
total  on  which  4^  per  cent,  was  allowed  in  item  30  for  'engineering, 
superintendence,  legal  expenses',  and  again  was  included  in  the  total 
on  which  5  per  cent,  was  allowed  in  item  37  for  'contingencies',  and, 
in  addition,  was  included  in  the  total  on  which  10  per  cent,  was 
allowed  in  item  39  for  'interest  during  construction'. 

3.  "These  are  the  results  of  the  endeavor  to  apply  the  cost-of- 
reproduction  method  in  determining  the  value  of  the  right  of  way.  It 
is  at  once  apparent  that,  so  far  as  the  estimate  rests  upon  a  supposed 
compulsory  feature  of  the  acquisition,  it  cannot  be  sustained.  It  is 
said  that  the  company  would  be  compelled  to  pay  more  than  what  is 
the  normal  market  value  of  property  in  transactions  between  private 
parties;  that  it  would  lack  the  freedom  they  enjoy,  and,  in  view  of  its 
needs,  it  would  have  to  give  a  higher  price.  It  is  also  said  that  this 
price  would  be  in  excess  of  the  present  market  value  of  contiguous  or 
similarly  situated  property.  It  might  well  be  asked,  who  shall  describe 
the  conditions  that  would  exist,  or  the  exigencies  of  the  hypothetical 
owners  of  the  property,  on  the  assumption  that  the  railroad  were 
removed?  But,  aside  from  this,  it  is  impossible  to  assume,  in  making 
a  judicial  finding  of  what  it  would  cost  to  acquire  the  property,  that 
the  company  would  be  compelled  to  pay  more  than  its  fair  market 
value.  It  is  equipped  with  the  governmental  power  of  eminent 
domain.  In  view  of  its  public  purpose,  it  has  been  granted  this 
privilege  in  order  to  prevent  advantage  being  taken  of  its  necessities. 
It  would  be  free  to  stand  upon  its  legal  rights  and  it  cannot  be  sup- 
posed that  they  would  be  disregarded. 

4.  "It  is  urged  that  in  this  view  the  company  would  be  bound  to 
pay  the  'railroad  value'  of  the  property.  But  supposing  the  railroad 
to  be  obliterated  and  the  lands  to  be  held  by  others,  the  owner  of 
each  parcel  would  be  entitled  to  receive  on  its  condemnation  its  fair 
market  value  for  all  its  available  uses  and  purposes.  (United  States 
V.  Chandler-Dunbar  Water  Power  Co.,  decided  May  2G,  1913,  229 
U.  S.,  53.)  If,  in  the  case  of  any  such  owner  his  property  had  a 
peculiar  value  or  special  adaptation  for  railroad  purposes,  that  would 
be  an  element  to  be  considered.  (IMississippi,  etc.,  Boom  Company  v. 
Patterson,  98  U.  S.,  403;  Shoemaker  v.  United  States,  147  U.  S.,  282; 
United  States  v.  Chandler-Dunbar  Co.,  supra.)  But  still  the  inquiry 
would  be  as  to  the  fair  market  value  of  the  property — as  to  what 
the  owner  had  lost,  and  not  what  the  taker  had  gained.  (Boston 
Chamber  of  Commerce  v.  Boston,  217  U.    S.,  189,   195.)      The  owner 
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Mould  not  be  entitled  to  demand  payment  of  the  amoiuit  which  the 
property  mi^ht  be  deemed  worth  to  the  company,  or  of  an  enhanced 
value  by  virtue  of  the  purpose  for  which  it  was  taken,  or  of  an 
increase  over  its  fair  market  value,  by  reason  of  any  added  value 
supposed  to  result  from  its  combination  with  tracts  acquired  from 
others,  so  as  to  make  it  a  part  of  a  continuous  railroad  right  of  way 
held  in  one  ownership.  (United  States  v.  Chandler-Dunbar  Co., 
£upra ;  Boston  Chamber  of  Commerce  v.  Boston,  supra.)  There  is  no 
evidence  before  us  from  which  the  amount  which  would  properly  be 
allowable  in  such  coudemnntion  proceedings  can  be  ascertained. 

5.  "Moreover,  it  is  manifest  that  an  attempt  to  estimate  what 
"would  be  the  actual  cost  of  acquiring  the  right  of  way,  if  the  railroad 
were  not  there,  is  to  indulge  in  mere  speculation.  The  railroad  has 
long  been  established ;  to  it  have  been  linked  the  activities  of  agri- 
culture, industry,  and  trade.  Commimities  have  long  been  dependent 
upon  its  service,  and  their  growth  and  development  have  been  con- 
ditioned upon  the  facilities  it  has  provided.  The  uses  of  property 
in  the  communities  which  it  serves  are  to  a  large  degree  determined 
by  it.  The  values  of  property  along  its  line  largely  depend  upon  its 
■existence.  It  is  an  integral  part  of  the  communal  life.  The  assump- 
tion of  its  non-existence,  and  at  the  same  time  that  the  values  that 
rest  upon  it  remain  unchanged,  is  impossible  and  cannot  be  enter- 
tained. The  conditions  of  ownership  of  the  property  and  the  amounts 
which  would  have  to  be  paid  in  acquiring  the  right  of  way,  supposing 
the  railroad  to  be  removed,  are  wholly  beyond  reach  of  any  process 
of  rational  determination.  The  cost  of  reproduction  method  is  of 
service  in  ascertaining  the  present  value  of  the  plant,  when,  it  is 
reasonably  applied  and  when  the  cost  of  reproducing  the  property 
may  be  ascertained  with  a  proper  degree  of  certainty.  But  it  does 
not  justify  the  acceptance  of  results  which  depend  upon  mere  con- 
jecture. It  is  fundamental  that  the  judicial  power  to  declare  legislative 
action  invalid  upon  constitutional  grounds  is  to  be  exercised  only 
in  clear  cases.  The  constitutional  invalidity  must  be  manifest,  and 
if  it  rests  upon  disputed  questions  of  fact  the  invalidating  facts 
must  be  proved.     And  this  is  true  of  asserted  value  as  of  other  facts. 

6.  "The  evidence  in  these  cases  demonstrates  that  the  appraisement 
of  the  St.  Paul  and  Minneapolis  properties  which  were  accepted  by 
the  master  were  in  substance  appraisals  of  what  was  considered  to 
be  the  peculiar  value  of  the  railroad  right  of  way.  Efforts  to  express 
the  results  in  the  terms  of  a  theory  of  cost  of  reproduction  fail,  as 
naturally  they  must,  to  alter  or  obscure  the  essential  character  of  the 
work  undertaken  and  performed.  Presented  with  an  impossible 
hypothesis,  and  endeavoring  to  conform  to  it,  the  appraisers — men  of 
ability  and  experience — were  manifestly  seeking  to  give  their  best 
judgment  as  to  what  the  railroad  right  of  way  was  worth.  And 
doubtless  it  was  believed  that  it  might  cost  even  more  to  acquire  the 
property,  if  one  attempted  to  buy  into  the  cities  as  they  now  exist 
and  all  difficulties  that  might  be  imagined  as  incident  to  such  a  'repro- 
duction' were  considered.  The  railroad  right  of  way  was  conceived 
to  be  a  property  sui  generis,  'a  large  body  of  land  in  a  continuous 
ownership,'    representing   one   of   the   'highest    uses'   of   property    and 
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possessing  an  exceptional  value.  The  estimates  before  us,  as  approved 
by  the  master,  with  his  increase  of  25  per  cent,  in  the  case  of  the 
Duluth  property,  must  be  taken  to  be  estimates  of  the  'railway  value' 
of  the  land;  and  whether  or  not  this  is  conceived  of  as  paid  to  other 
o^vner3  upon  a  hypothetical  reacquisition  of  the  property  is  not  con- 
trolling when  we  come  to  the  substantial  question  to  be  decided. 

7.  "That  question  is  whether,  in  determining  the  fair  present  value 
of  the  property  of  the  railroad  company  as  a  basis  of  its  charges  to 
the  public,  it  is  entitled  to  a  valuation  of  its  right  of  way  not  only 
in  excess  of  the  amount  invested  in  it,  but  also  in  excess  of  the  market 
value  of  contiguous  and  similarly  situated  property.  For  the  purpose 
of  making  rates,  is  its  land  devoted  to  the  public  use  to  be  treated 
(irrespective  of  improvements)  not  only  as  increasing  in  value  by 
reason  of  the  activities  and  general  prosperity  of  the  community,  but 
as  constantly  outstripping  in  this  increase,  all  neighboring  lands  of 
like  character  devo^,ed  to  other  uses?  If  rates  laid  by  competent 
authority.  State  or  national,  are  otherwise  just  and  reasonable,  are 
they  to  be  held  to  be  unconstitutional  and  void  because  they  do  not 
permit  a  return  upon  an  increment  so  calculated? 

8.  "It  is  clear  that  in  ascertaining  the  present  value  we  are  not 
limited  to  the  consideration  of  the  amount  of  the  actual  investment. 
If  that  has  been  reckless  or  improvident,  losses  may  be  sustained  which 
the  community  does  not  underwrite.  As  the  company  may  not  be 
protected  in  its  actual  investment,  if  the  value  of  its  property  be 
plainly  less,  so  the  making  of  a  just  return  for  the  use  of  the  property 
involves  the  recognition  of  its  fair  value  if  it  be  more  than  its  cost. 
The  property  is  held  in  private  ownership  and  it  is  that  property, 
and  not  the  original  cost  of  it,  of  which  the  owner  may  not  be  deprived 
without  due  process  of  law.  But  still  it  is  property  employed  in  a 
j)i]blic  calling,  subject  to  governmental  regulation,  and  while  under 
the  guise  of  such  regulation  it  may  not  be  confiscated;  it  is  equally 
true  that  there  is  attached  to  its  use  the  condition  that  charges  to 
the  public  shall  not  be  unreasonable.  And  where  the  inquiry  is  as 
to  the  fair  value  of  the  property,  in  order  to  determine  the  reasonable- 
ness of  the  return  allowed  by  the  rate-making  power,  it  is  not  admis- 
sible to  attribute  to  the  property  owned  by  the  carriers  a  speculative 
increment  of  value,  over  the  amount  invested  in  it  and  beyond  the 
value  of  similar  property  owned  by  others  solely  by  reason  of  the 
fact  that  it  is  used  in  the  public  service.  That  would  be  to  disregard 
the  essential  conditions  of  the  public  use  and  to  make  the  public 
use  dostructiv(?  of  tlic  i)ublic  right. 

9.  "The  increase  sought  for  'railway  value'  in  these  cases  is  an 
increment  over  all  outlays  of  the  carrier  and  over  the  values  of  similar 
land  in  the  vicinity.  It  is  an  increment  which  canjiot  bo  referred 
to  any  knouTi  criterion,  but  must  rest  on  a  mere  expression  of  judg- 
ment which  finds  no  proper  test  or  standard  in  the  transactions  of 
the  business  world.  It  is  an  increment  which  in  the  last  analysis 
must  rest  on  an  estimate  of  the  value  of  the  railroad  use  as  compared 
with  other  business  Uvses;  it  involves  an  appreciation  of  the  returns 
from  rates  (wIhmi  rates  thoniselves  are  in  dispute)  and  a  sweeping 
generalization  embracing  substiintially  all  the  activities  of  the  com- 
munity.    For  an  allowance  of  this  character  there  is  no  warrant. 
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10.  "Assuniiiii;  that  the  company  is  entitled  to  a  reasonable  share 
in  the  sreneral  prosperity  of  the  communities  which  it  serves,  and  thus 
to  attribute  to  its  p)roperty  an  increase  in  value,  still  the  increase  so 
allowed,  apart  from  any  improvements  it  maj'  make,  cannot  properly 
extend  beyond  the  fair  average  of  the  normal  market  value  of  land 
in  the  vicinity  having  a  similar  character.  Otherwise  we  enter  the 
realm  of  mere  conjecture.  We  therefore  hold  that  it  was  error  to 
base  the  estimates  of  value  of  the  right  of  way,  yards,  and  terminals 
upon  the  so-called  railway  value  of  the  property.  The  company  would 
certainly  have  no  ground  of  complaint  if  it  were  allowed  a  value  for 
these  lands  equal  to  the  fair  average  market  value  of  similar  land 
in  the  vicinity,  without  additions  by  the  use  of  multipliers,  or  other- 
wise, to  cover  hypothetical  outlays.  The  allowances  made  below  for 
a  conjectural  cost  of  acquisition  and  consequential  damages  must 
be  disapproved;  and  in  this  view  we  also  think  it  was  error  to  add 
to  the  amount  taken  as  the  present  value  of  the  lands  the  further 
sums  calculated  on  that  value,  which  were  embraced  in  the  items  of 
'engineering,  superintendence,  legal  expense',  'contingencies',  and 
'interest  during  construction.'  " 

Conclusions  to  he  Drawn  from  the  Minnesota  Rate  Case. — Careful 
study  of  this  case  seems  to  indicate  that  the  Court  did  not  intend  to 
exclude  from  railway  lands  any  of  those  elements  of  cost  which  neces- 
sarily must  be  met  in  their  acquisition;  on  the  contrary,  it  is  distinctly 
stated  that 

"It  is  impossible  to  assume  that  the  company  would  be  required 
to  pay  more  than  its  fair  market  value.  It  is  equipped  with  the  power 
of  eminent  domain.  *  *  *  It  would  be  free  to  stand  upon  its  legal 
rights  and  it  would  not  be  supposed  they  would  be  disregarded." 

Thus,  the  Court  makes  the  cost  of  acquiring  by  condemnation  the 
test.  The  utility  cannot  claim  any  more  in  the  reproduction  estimate 
than  would  be  paid  were  all  the  land  to  be  condemned,  giving  the 
owners  its  fair  market  value  for  all  available  uses  and  purposes. 

Another  point  that  is  strongly  brought  out  is  the  fact  that  land 
valuation  must  be  capable  of  proof  by  reference  to  kno^vn  and  estab- 
lished criteria  and  must  not  be  based  on  speculation  or  hypothesis. 
Among  the  paragraphs  quoted  by  the  Court  from  Mr.  Cooper's  tes- 
timony, is  the  following: 

«  <Q_  *  *  *  There  is  nothing  in  any  of  your  exhibits  which  will 
show,  nor  are  you  now  prepared  to  state,  the  difference  in  what 
might  be  termed  the  normal,  true,  ordinary  market  value  of  the 
lands  to  the  ordinary  individual,  and  the  sum  which  you  have  fixed 
as  the  market  value  to  the  railroad  company  if  it  were  now  compelled 
to  purchase?       A.  That  is  correct.'" 

Again,  after  discussing  all  the  elements  of  value  which  would  be 
allowable  in  case  of  condemnation,  the  Court  says: 
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"There  is  no  evidence  before  us  from  which  the  amount  which  would 
be  properly  allowable  in  such  condemnation  proceedings  can  be  ascer- 
tained." 

and,  in  the  next  to  the  last  paragraph  quoted: 

"The  amount  of  the  fair  value  of  the  company's  land  cannot  be 
satisfactorily  determined  from  the  evidence." 

This  decision  must  be  looked  on  as  sounding  a  strong  note  of 
warning  against  adding  elements  of  value  which  are  hypothetical,  or 
increments  which  are  based  on  generalization  or  speculation. 

The  adoption  of  a  sweeping  rule  and  its  application,  when  "it 
cannot  be  referred  to  any  known  criterion",  and  has  "no  proper  test 
or  standard  in  the  transactions  of  the  business  world",  is  not  endorsed 
in  this  case.  The  problem  in  the  valuation  of  lands  of  the  class  under 
consideration  is  to  find  such  a  rule  as  will  apply,  as  will  be  capable 
of  direct  proof,  and  as  will  be  supported  by  the  standard  of  ordinary 
transactions  in  the  business  world  and  by  actual  experience  in  the 
buying  of  lands  for  similar  purposes  under  similar  conditions. 

Although  the  decision  does  not  seem  to  be  capable  of  such  an 
interpretation  as  would  exclude  any  elements  of  value  which  would 
actually  be  paid  for  in  acquiring  the  land,  it  does  unequivocally 
bar  from  consideration  any  intangible  values  which  would  attach 
to  the  property  by  reason  of  its  new  ownership  and  new  use.  No 
hypothetical  "railway  value"  is  to  be  considered.  The  decision, 
throughout  the  discussion  of  land  values,  is  full  of  references  to  these 
speculative  elements  of  value  and  the  impossibility  of  their  deter- 
mination by  any  known  rules.  It  would  appear  to  be  clear  that  the 
Courts  will  not  approve  any  attempt  to  attach  to  land  values,  in 
connection  with  the  valuation  of  physical  property,  "a  speculative  incre- 
ment of  value,  over  the  amount  invested  in  it  and  beyond  the  value 
of  similar  property  owned  by  others  solely  by  reason  of  the  fact  that 
it  is  used  in  public  service." 

There  is  one  element  of  loss  to  the  owner  which  is  not  mentioned 
in  the  decision,  but  the  Committee  feels  sure  that  the  omission  was 
not  intended  to  deny  the  propriety  of  including  the  element,  because, 
as  seems  to  be  indicated  in  Paragraphs  6  to  10,  the  Court  satisfied 
itself  with  the  decision  that  an  attempt  had  been  made  to  show  "rail- 
way value",  "what  the  taker  had  gained",  for  the  land,  that  this  was 
improper,  and  that  there  was  no  evidence  submitted  to  show  what  the 
real  value  might  l)o,  and  hence  that  other  questions  which  might  be 
pertinent  were  not  considered.  The  element  to  which  reference  is 
made  is  that  of  damage  to  the  remaining  property  by  reason  of  the 
taking  of  a  part  of  it — severance  damages. 

There  is  a  long  line  of  Court  decisions  in  condemnation  cases, 
and  some  State  statutes  wliicli  sustain  the  inclusion  of  this  element  of 


VALUATION   OF   PUBLIC   UTILITIES  1407 

cost  wherever  condeniiiation  is  necessary.  It  is  not  believed  by  the 
Committee  that  this  decision  is  to  be  construed  as  arbitrarily  exclud- 
ing this  element  of  just  compensation,  or  value  to  the  seller,  where 
it  would  occur,  and  would  be  capable  of  proper  proof. 

Although  the  decision  seems  to  exclude  another  item  of  cost  to  the 
company — namely,  the  costs  of  acquisition — the  Committee  believes 
that  this  exclusion  is  apparent  rather  than  real,  and  that  a  proper 
estimate  of  the  costs  of  acquisition,  which  should  be  made  on  a 
rational  basis,  the  result  of  experience  in  or  knowledge  of  similar  pur- 
chases, would  undoubtedly  have  been  approved.  The  testimony  before 
the  Court  seemed  to  include  all  the  elements  of  cost  over  "fair  value" 
as  "fair  value",  and  then  to  add  to  this  and  resulting  sums  successive 
percentages  for  engineering,  etc.,  contingencies,  and  interest;  all  of 
which  appealed  to  the  Court  as  creating  a  purely  hypothetical  or  con- 
jectural value. 

Therefore,  in  spite  of  the  quite  positive  character  of  the  latter  half 
of  Paragraph  10,  the  Committee  believes  that  this  wording,  taken 
in  connection  with  the  last  three  sentences  of  Paragraph  3,  the  second 
sentence  of  Paragraph  4,  the  well-known  interpretation  at  lawr  of  the 
term  "just  compensation",  and  the  character  of  the  testimony  offered 
in  the  Minnesota  rate  case,  does  not  exclude  properly  estimated  "fair 
market  value",  "severance  damage"  where  it  would  be  incurred,  or 
proper  "costs  of  acquisition",  from  an  estimate  of  the  cost  of  repro- 
duction, however  the  Court  may  regard  any  of  these  items  when  finally 
determining  "fair  value". 

All  three  are  certainly  elements  of  the  cost  recognized  by  all  per- 
sons who  have  had  to  do  with  the  purchase  of  properties  for  public 
utilities  whether  privately  or  publicly  owned.  The  Court  contented 
itself  with  showing  that  the  evidence  before  it  was  to  sustain  the 
value  as  what  the  taker  would  gain,  not  what  the  seller  would  lose; 
and  that  this  is  not  a  proper  basis  for  cost  pi  reproduction. 

The  Meaning  of  the  Term  "Market  Value." — The  words  "market 
value"  in  the  ordinary  acceptance  of  the  term  mean  the  price  of  a 
commodity  in  the  open  market,  the  price  at  which  it  is  bought  and  sold. 

The  market  value  of  land  for  general  purposes,  as  used  in  con- 
demnation and  similar  cases,  has  been  defined  many  times.  As  com- 
prehensive and  satisfactory  a  definition  as  any  is  that  of  the  Supreme 
Court  of  Kansas,  as  follows  (Kansas  City,  etc.,  Rd.  Co.  vs.  Fisher,  49 
Kans.,  17) : 

"The  market  value  means  the  fair  value  of  the  property  as  between 
one  who  wants  to  purchase  and  one  who  wants  to  sell,  not  what  could 
be  obtained  for  it  under  peculiar  circumstances  when  a  greater  than 
its  fair  price  could  be  obtained,  nor  its  speculative  val'ie;  not  a  value 
obtained  from  the  necessities  of  another;  nor  on  the  other  hand  is  it 
to  be  limited  to  that  price  which  the  property  would  bring  when  forced 
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off  at  auction  under  the  hammer.     It  is  what  it  would  bring  at  a  fair 
public  sale  when  one  party  wanted  to  sell  and  the  other  to  buy." 

Mr.  Justice  Hughes  fixed  condemnation  as  the  measure. 

"It  is  impossible  to  assmne  *  *  ^  that  the  company  would  be 
compelled  to  pay  more  than  its  fair  market  value.  It  is  equipped  with 
the  governmental  power  of  eminent  domain.  *  *  *  The  owner  of 
each  parcel  would  be  entitled  to  receive  on  its  condemnation  its  fair 
market  value  for  all  its  available  uses  and  purposes." 

What  is  the  measure  of  damages  in  condemnation?  What  would 
the  seller  of  the  land  be  compelled  to  take  as  the  fair  market  value? 
Lewis  in  "Eminent  Domain",  Section  4G3,  states: 

"Measure  of  damages  ivhen  entire  tract  is  taken.  This  case  presents 
but  little  difficulty,  and,  so  far  as  we  have  observed,  there  is  iio  differ- 
ence in  the  authorities  as  to  the  proper  measure  of  damages.  A  fair 
equivalent  for  any  entire  piece  of  property  is  its  value  in  money." 

Also,  in  Section  464: 

"]V}ie7i  part  is  iahen.  Just  Compensation  includes  damages  to  the 
remainder.  Upon  this  point  there  is  entire  unanimity  of  opinion. 
The  constitutional  provision  cannot  be  carried  out,  in  its  letter  and 
spirit,  by  anything  short  of  a  just  compensation  for  all  the  direct 
damages  to  the  owner  of  the  lot,  confined  to  that  lot,  by  the  taking  of 
his  land.  The  paramount  law  intends  that  such  owner,  so  far  as  that 
lot  is  in  question,  shall  be  put  in  as  good  a  condition,  pecuniarily,  by 
a  just  compensation,  as  he  would  have  been  in  if  that  lot  of  hind  had 
remained  entire,  as  his  own  property.  How  much  less  is  that  lot,  and 
its  erections  thereon  remaining,  worth  to  the  owner,  as  property  to  be 
used  or  leased  or  sold  the  day  after  the  part  was  taken,  to  be  used  for 
tlie  purposes  designed,  than  the  whole  lot  intact  was  the  day  before 
such  taking  (Bangor  &  Piscataqua  K.  li.  Co.  vs.  ]\IcComb,  GO  M.  E., 
2*J0).  In  considering  damages  to  the  remainder  however,  the  whole 
remainder  must  be  taken  into  account.  Jf  part  is  damaged  and  part 
benefited,  tlie  question  will  be  whether  the  whole  is  worth  less  than  be- 
fore the  taking." 

The  same  use  of  the  word  "just"  is  to  be  found  in  nearly  every 
State  Constitution  wherein  "just  compensation"  is  used  to  express  the 
measure  of  damages  for  taking  of  property  under  the  right  of  eminent 
domain. 

I'he  value  to  be  used,  therefore,  is  the  fair  market  value  of  the 
property  taken  and  the  damages  to  that  not  taken,  and  "just  compensa- 
tion" shall  take  into  account  all  elements  of  value  heretofore  discussed. 

The  Committee  is  of  the  opinion  that  in  estimating  cost  it  is  not 
error  to  consider  each  parcel  originally  acquired,  and  to  attach  to  it 
such  roi)roduction  cost  as  would  be  fixed  in  condemnation,  inchiding 
severance  damages,  where  severance  would  actually  occur,  and  that 
the  reproduction  cost  so  found  should  be  accepted  as  significant.     To 
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assume  arbitrarily  a  rule  of  valuation,  based  on  the  use  of  hypothetical 
multiples,  and  apply  it  to  the  entire  acreage  of  lands  in  a  State  cannot 
be  sustained.  The  failure  to  point  out  what  proportion  of  lands  bear 
severance  damages,  and  the  failure  to  support  by  actual  recent  costs 
or  actual  recent  experience  in  the  acquisition  of  similar  lands,  and  the 
further  failure  to  indicate  the  relation  existing  between  the  price  per 
acre  measure  when  applied  to  utility  lands,  many  if  not  most  of  which 
have  a  large  element  of  consequential  damages,  and  the  price  per 
acre  measure  applied  to  entire  tracts  taken  or  tracts  sold  for  general 
purposes,  is  likely  to  be  serious  and  defeat  the  object  of  the  valuation. 

Value  to  Owner  and  Taker. — The  Element  That  Must  he  Excluded 
in  Valuation. — Turning  to  Boston  Chamber  of  Commerce  v.  Boston 
(217  U.  S.,  189,  195),  we  find  the  origin  of  the  expression  of  the  quoted 
paragraph,  "as  to  what  the  owner  had  lost,  and  not  what  the  taker  had 
gained",  and  the  facts  in  that  case  clearly  indicate  that  in  condemna- 
tion cases  the  inquiry  must  be,  "What  has  the  owner  lost?" 

It  is  somewhat  difficult  to  understand  that  the  taker  may  fairly 
obtain  something  with  which  the  owner  does  not  part,  but,  taken  in 
connection  with  Paragraphs  478  and  479  of  Lewis  on  "Eminent 
Domain",  and  with  decisions  heretofore  quoted,  it  seems  to  be  quite 
apparent  that  Mr.  Justice  Hughes  made  what  he  meant  sufficiently 
clear  when  he  said : 

"The  owner  would  not  be  entitled  to  demand  payment  of  the  amount 
which  the  property  might  be  deemed  worth  to  the  company,  or  of  an 
enhanced  value  by  virtue  of  the  purpose  for  which  it  was  taken,  or  of 
an  increase  over  its  fair  market  value,  by  reason  of  any  added  value 
supposed  to  result  from  its  combination  with  tracts  acquired  from 
others,  so  as  to  make  it  a  part  of  a  continuous  railroad  right  of  way 
held  in  one  ownership." 

This  language  harmonizes  with  the  well-settled  principles  set  forth 
by  Lewis,  and  shows  that  there  may  be  something  gained  by  the  taker 
that  is  not  properly  a  part  of  the  damages  which  the  owner  sustains. 
This  additional  value  is  not  properly  to  be  included  in  the  reproduc- 
tion estimate. 

The  subject  is  gone  into  at  some  length  in  IT.  S.  v.  Chandler- 
Dunbar  (229  U.  S.,  pages  79-81),  where  a  strategic  value  was  claimed 
for  certain  property.     Therein,  the  Court  said: 

"That  the  property  may  have  to  the  public  a  greater  value  than 
the  fair  market  value,  aifords  no  just  criterion  for  estimating  what 
the  owner  should  receive.  It  is  not  proper  to  attribute  to  it  any  part 
of  the  value  which  might  result  from  a  consideration  of  its  value  as  a 
necessary  part  of  a  comprehensive  system  of  river  improvement  which 
should  include  the  river  and  the  upland  upon  the  shore  adjacent.  *  *  * 
A  'strategic  value'  might  be  realized  by  a  price  fixed  by  the  necessities 
of  one  person  buying  from  another,  free  to  sell  or  refuse  as  the  price 
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suited.  But  in  a  condemnation  proceeding,  the  value  of  the  property 
to  the  Government  for  its  particular  use  is  not  a  criterion.  The  owner 
must  be  compensated  for  what  is  taken  from  him,  but  that  is  done 
when  he  is  paid  its  fair  market  value  for  all  available  uses  and  pur- 
poses, Lewis,  Eminent  Domain,  2d  Ed.,  Sec.  706 ;  Moulton  v.  ISTewbury- 
port  Water  Co.,  137  Mass.,  163,  167;  United  States  v.  Senfert  Bros. 
Co.,  78  Fed.  Eep.,  520;  Alloway  v.  Nashville,  88  Tenn.,  510,  514;  United 
States  V.  Honolulu  Co.,  122  Fed.  Eep.,  581." 

The  Committee  interprets  the  decision  of  the  Court  to  support  quite 
clearly  the  contention  that  all  elements  of  value  and  damages  to  the 
seller  considered  in  condemnation  must  be  considered  in  valuation, 
but  that  special  values  due  to  increased  earning  power  by  reason  of  a 
new  use  are  not  approved  in  these  decisions.  This  feature  is  especially 
emphasized  in  City  of  New  York  vs.  William  Sage,  Jr.,  (229  U.  S.,  372). 

In  this  case,  the  Commissioners  appointed  by  the  City  reported  that : 

"The  sum  of  $7  624.45  for  lands  and  buildings  and  the  further 
sum  of  $4  324.45  for  reservoir  availability  and  adaptability  being  a 
grand  total  of  the  sum  of  $11  948.90  is  the  sum  ascertained  and  deter- 
mined by  us  *  *  *  to  be  paid  to  the  owners  of  and  all  persons  in- 
terested in  said  land  for  the  taking  of  the  fee  thereof,  designated 
*     *     *     as  Parcel  733." 

The  report  was  confirmed  by  the  Circuit  Judge  (190  Fed.,  413) 
and  by  the  Circuit  Court  of  Appeals  (124  C.  C.  A.,  251,  206  Fed., 
369)  but  was  reversed  by  the  U.  S.  Supreme  Court,  which  said  (229 
U.    S.,   372): 

''Upon  an  inspection  of  the  record  it  appears  to  us,  as  the  language 
of  the  Commissioners  on  its  face  suggests,  that  their  report  does  not 
mean  that  the  claimant's  land  had  a  market  value  of  $11  948.90 — that 
it  would  have  brought  that  sum  at  a  fair  sale — but  that  they  considered 
the  value  of  the  reservoir  (site)  as  a  whole  and  allowed  what  they 
thought  a  fair  proportion  of  the  increase,  over  and  above  the  market 
value  of  the  lot,  to  the  owner  of  the  land,  subject  to  the  opinion  of 
the  Court  upon  the  point  of  law  thus  raised.  *  *  *  But  the  only 
explanation  of  the  separation  of  items  by  the  Commissioners  is  that 
they  were  not  prepared  to  say  that  the  market  value  of  the  lot  was 
$11  948.90,  seeing  that  the  claimant  bought  it  a  few  days  before  for 
$4  500,  but  that  they  thought  the  additional  value  gained  by  the  City's 
act  should  be  taken  into  account  and  shared  between  the  City  and  the 
owner  of  the  land — a  proposition  to  which  we  cannot  assent  (Minne- 
sota Hate  Cases,  230  U.  S.,  352,  451;  McGovern  v.  New  York,  229 
U.  S.,  363,  372)." 

"The  decisions  appear  to  us  to  have  made  the  principles  plain.  No 
doubt  when  this  class  of  questions  first  arose  it  was  said  in  a  general 
way  that  adaptability  to  the  purposes  for  which  the  land  could  be  used 
most  profitably  was  to  be  coniidercd;  and  that  is  true.  *  •  •  But 
it  is  to  be  considered  only  so  far  as  the  public  would  have  considered 
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it  if  the  land  had  been  oflFered  for  sale  in  the  absence  of  the  City's 
exercise  of  the  power  of  eminent  domain. 

"The  fact  that  the  most  profitable  use  could  be  made  only  in  con- 
nection with  other  land  is  not  conclusive  against  its  being  taken  into 
account,  if  the  union  of  the  properties  necessary  is  so  practicable  that 
the  possibility  would  affect  the  market  price.  *  *  *  But  what  the 
owner  is  entitled  to  is  the  value  of  the  property  taken,  and  that  means 
what  it  fairly  may  be  believed  that  a  purchaser  in  fair  market  condi- 
tions would  have  given  for  it  in  fact — not  what  a  tribunal  at  a  later 
date  may  think  a  purchaser  would  have  been  wise  to  give,  nor  a  pro- 
portion of  the  advance  due  to  its  union  with  other  lots. 

''The  city  is  not  to  be  made  to  pay  for  any  part  of  what  it  has 
added  to  the  land  by  thus  uniting  it  with  other  lots  if  that  union  would 
not  have  been  practicable  or  have  been  attempted  except  by  the  inter- 
vention of  eminent  domain. 

"Any  rise  in  value  before  the  taking,  not  caused  by  the  expectation 

of  that  event,  is  to  be  allowed,  but  we  repeat,  it  must  be  a  rise  in  what 

a  purchaser  might  be  expected  to  give." 

******  * 

"The  enhanced  value  of  the  laud  as  a  part  of  the  Ashokan  Reser- 
\oir  depends  on  the  whole  land  necessary  being  devoted  to  that  use. 
"  *  *  If  the  parcels  were  not  brought  together  by  a  taking  under 
eminent  domain,  the  chance  of  their  being  united  by  agreement  or 
purchase  in  such  a  way  as  to  be  available  well  might  be  regarded  as 
too  remote  and  speculative  to  have  any  legitimate  effect  upon  the 
valuation." 

This  case  well  illustrates  the  fact  that  in  condemnation  proceed- 
ings the  owner  is  not  entitled  to  the  enhanced  value  of  the  land  which 
comes  to  it  as  a  part  of  the  enterprise  for  which  it  is  taken ;  that  is  ta 
say,  the  additional  value  gained  by  the  company's  act  of  taking  the 
land  and  combining  it  with  other  parcels  should  not  be  taken  into 
account,  and  the  owner  is  not  entitled  to  participate  in  such  addi- 
tional value  so  gained.  The  company  is  not  bound  to  pay  any  part  of 
what  it  adds  to  the  land  by  uniting  it  with  other  tracts.  In  determin- 
ing the  reproduction  cost — what  the  owners  are  entitled  to  receive — 
adaptability  to  the  purposes  for  which  the  land  can  be  used  most 
profitably  may  be  considered,  but  only  so  far  as  the  public  would  have 
considered  such  adaptability  if  the  land  had  been  offered  for  sale  in  the 
absence  of  the  company's  exercise  of  the  power  of  eminent  domain. 
The  available  uses  and  purposes  referred  to  may  not  properly  include 
any  more  than  what  it  may  be  fairly  believed  a  purchaser  under  fair 
market  conditions  would  pay  lor  the  land  in  advance  of  its  union  with 
other  lots  for  more  profitable  use.  Any  value  which  exists  before  the 
taking  of  the  land,  and  which  is  not  caused  by  the  expectation  of  that 
event,  is  to  be  allowed. 

Normal  Cost  of  Public  Utility  Lands  as  Compared  with  General 
Land   Values. — As   has   already  been   pointed   out.    sales   of  land    for 
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general  purposes  are  made  under  conditions  which  are  very  difFerent 
from  those  that  prevail  in  the  case  of  sales  for  railroad  or  reservoir 
lands.  In  one  case,  the  sale  is  of  the  entire  parcel,  both  parties  to  the 
transaction  being  willing  parties,  the  buyer  being  free  to  take  or  leave 
the  bargain.  In  the  other  case,  the  purchaser  must  take  this  particular 
parcel  or  part  thereof  and  no  other.  He  may  condemn,  but  if  he  takes 
only  a  part,  he  must  include  the  element  of  severance  and  other  dam- 
ages in  his  price.  These  considerations  lead  the  Committee  to  the 
conclusion  that  fair  comparison  can  only  be  made  with  similar  pur- 
chases, that  is,  railroad  land  costs  for  inclusion  in  a  valuation  by  the 
reproduction  method  must  be  determined  by  a  study  of  railroad  pur- 
chases of  lands  of  the  same  class,  in  the  same  locality.  It  may  be  that 
in  certain  districts  the  cost  of  lands  for  railroad  right  of  way  exceeds 
little,  or  not  at  all,  the  cost  of  lands  for  farming  or  other  general  pur- 
poses, while  a  few  miles  away  the  development  of  the  country  is  such 
that  very  heavy  severance  damages  will  be  incurred,  thereby  increas- 
ing the  resulting  cost  per  acre  to  several  times  that  of  the  general  pur- 
pose land.  It  devolves  on  the  evaluator,  therefore,  to  support  his  esti- 
mate by  actual  history  as  to  the  extent  of  inclusion  of  damages,  and 
by  actual  recent  costs  of  like  accumulations  of  property  in  the  same 
or  contiguous  territory  or  in  territory  where  all  general  conditions  are 
similar. 

That,  as  a  general  rule,  a  right  of  way  for  a  railroad  or  a  body  of 
lands  acquired  for  a  dam  or  reservoir  does  cost  more  per  acre  or 
square  foot  than  other  lands  is  clearly  shown  by  a  study  of  records 
of  actual  costs  of  such  tracts. 

Professor  David  Friday,  in  making  the  land  valuation  of  the  Pare 
Marquette  Railroad,  in  Michigan,  cites  several  instances  of  land  pur- 
chases, as  follows: 

(1). — The  right  of  way  from  Greenville  to  Stanton,  purchased  in 
1900,  cost  $22  435.  This  includes  several  $1  considerations 
and  does  not  include  such  costs  of  acqiiisition  as  services  of 
real  estate  agents,  registration  fees,  legal  and  recording  fees, 
and  other  similar  items  of  expense.  The  value  of  this  record, 
on  the  basis  of  contiguous  lands,  would  be  only  $6  738,  mani- 
festly an  absurdly  low  figure  in  view  of  the  fact  that  land  in 
this  district  has  increased  in  value  more  than  G0%  since 
the  date  of  purchase. 

(2). — The  right  of  way  from  Belding  to  Lowell,  purchased  at 
various  times  between  1892-1900,  cost  $32  518.  The  present 
value,  on  the  basis  of  adjoining  lands,  is  $13  13G.  Here,  also, 
the  increase  in  value  lias  boon  large. 
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(3). — The  right  of  way  from  Oak  to  Delvay,  purchased  in  1891- 
1892,  cost  $191  013.  The  present  value,  on  the  basis  of  ad- 
joining lands,  would  be  $121 120.  The  proximity  of  this 
land  to  the  City  of  Detroit  has  increased  general  values  by 
more  than  100%  since  the  acquisition  of  the  right  of  way. 

(4). — The  land  for  the  right  of  way  for  the  new  track  at  New 
Buffalo,  consisting  of  199  acres,  was  purchased  in  1911  at 
an  average  cost  of  more  than  $185  per  acre.  This  is  at  least 
three  times  the  unit  value  of  adjoining  lands. 

The  following,  also  cited  by  Professor  Friday,  serve  as  further 
examples  of  the  cost  of  railroad  rights  of  way  in  various  locations  and 
under  various  conditions: 

The  Benton  Harbor-St.  Joe  Interurban  Road,  from  Benton 
Harbor  to  Coloma,  Mich.,  a  distance  of  12  miles,  bought,  in 
1910,  100.46  acres  for  its  right  of  way  at  an  average  cost  per 
acre  of  $267.30.  This  was  bought  through  a  territory  which 
desired  the  road  and  in  which  land  was  worth  from  $60  to 
$100   per   acre. 

The  ^Milwaukee,  Sparta  and  Northwestern  Railway  in  the  State 
of  "Wisconsin  purchased  the  5  127  acres  in  its  right  of  way  and 
station  grounds  for  $1 129  531.  The  market  value  of  these 
lands  on  the  basis  of  values  of  adjoining  lands  was  $361  015, 
or  less  than  one-third  the  amount  actually  paid  therefor. 

The  Chicago,  Burlington  and  Quincy  Railway  bought,  some  years 
ago,  land  in  the  City  of  Moline  for  $112  000.  The  market 
value  of  these  lands,  as  estimated  on  the  basis  of  adjoining 
values,  was  $66  600. 

The  "Soo"  line  paid  for  3  460  acres  in  Wisconsin,  purchased  in 
extending  its  road  from  Glenwood  north  to  the  State  line 
and  from  Thief  River  Falls  west  to  the  State  line,  the  sum 
of  $190  950.  The  value  per  acre  of  land  in  the  immediate 
vicinity  as  estimated  by  the  Wisconsin  Tax  Commission 
was  $19.30;  the  price  paid  by  the  Railroad  Company  was 
$55.20,  or  2.85  times  the  ordinary  value. 

Purchases  for  the  Illinois  Central  through  Mower  and  Freeborn 
Counties  in  Minnesota  some  years  ago,  amounting  to  228 
acres,  cost  the  Railroad  $125  per  acre,  while  the  adjoining 
lands  were  estimated  by  the  Minnesota  Railroad  and  Ware- 
house Commission  as  having  a  value  of  $49  per  acre. 

The  Hastings  and  ISTorthwestern  Railroad  Company,  a  subsidiary 
of  the  Union  Pacific  Railroad,  purchased  its  right  of  way 
between  August,  1912,  and  May,  1914,  at  a  cost  of  $221  355.06. 
The  value  of  this  land,  on  the  basis  of  unit  values  of  adjoining 
land  was  $96  729.  -=- 
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In  1903,  an  extended  series  of  investigations  of  actual  considera- 
tions paid  by  railroads  for  rights  of  way  for  new  lines,  changes  of  line, 
and  for  lands  for  widening  right  of  way,  were  made  by  Mr.  Van  Kanst 
Pond  and  H.  E.  Eiggs,  M.  Am.  Soc.  C.  E. 

These  investigations  were  supported  by  a  large  mass  of  testimony 
given  by  registers  of  deeds,  land  owners,  and  others,  in  the  Michigan 
tax  cases.    There  are  very  few  condemnations  in  the  many  hundreds  of 
transfers  investigated.     Some  typical  examples  of  these  data  follow: 
The  Jackson  and  Battle  Creek  Railway  was  an  electric  interurban 
line,  partly  paralleling  the  highways,   and  for  a  number  of 
miles  being  parallel  with  and  adjoining  the  Michigan  Central 
right   of   way — all   country   lands ;    average   considerations  to 
owners    in    Jackson    County,   $239.53   per   acre;    in    Calhoun 
County,  $218.74  per  acre.    Farm  land  values  in  these  counties 
range  from  $60  to  $100  per  acre,  with  $75  to  $80  per  acre  as  a 
liberal  average. 
In  Monroe  County,  Michigan,  several  lines  of  road  have  been  built 
since   1900.     This  is  good  farming  land  worth  from  $80  to 
$100  per  acre.    Considerations  (average  for  the  entire  Coimty) 
,  were  paid  for  railroad  lands  as  follows:  Flint  and  Pere  Mar- 

quette, $215.21;  Toledo  and  Monroe  (electric),  $461.13;  and 
the  Detroit  and  Toledo  Shore  Line,  $262.49. 
The  Grand  Trunk  Railwaj'  made  certain  changes  of  its  lines  near 
Flint  and  near  Battle  Creek,  which  involved  in  each  instance 
building  several  miles  of  new  line.  This  was  far  enough 
away  from  the  old  line  to  get  out  of  the  same  farms  and, 
except  at  the  extreme  ends,  there  were  no  complications  due 
to  crossing  lands  already  cut.  There  were  no  condemnations. 
The  line  near  Flint,  in  Genesee  Coimty,  was  entirely  across 
good  farm  land  worth  from  $100  to  $115  per  acre.  The 
average  paid  per  acre  was  $337.56.  West  of  Battle  Creek,  in 
Calhoun  County,  the  land  was  sandy  and  not  high-class, 
and  worth  from  $60  to  $85  per  acre.  The  average  consideration 
"  was  $491.13  per  acre.     In  neither  case  were  values  affected  by 

proximity   to   the   cities,    as   there   was   no    plotting   of   new 
additions  near  the  city  nor  of  either  cut-off. 
In  1896,  the  Ann  Arbor  Railroad  built  a  new  main  line  10  miles 
^'  north  in  "Washtenaw  County.    This  line  left  the  old  line  about 

3  miles  north  of  Aim  Arbor  and  was  several  miles  west  of  the 
old  road.  It  was  wholly  in  farming  lands,  part  of  poor  quality. 
Values  ranged  from  $50  to  $90  per  acre,  averaging  about  $75. 
The  considerations  averaged  $285  per  acre. 

The  foregoing  examples  are  only  a  few  of  the  many  investigated  in 
Michigan.     In  those,  the  railroad  lands,  no  matter  how  acquired,  cost 
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from  two  and  oue-half  to  six  times  as  much  as  general  lands,  due, 
doubtless,  in  gre^t  measure,  to  the  amount  of  severance  damages  paid 
by  the  companies,  but  which  elements  of  cost  were  not  segregated  in 
the  work  in  Michigan. 

In  none  of  the  examples  cited  are  costs  of  acquisition  or  overhead 
cost  included. 

Among  the  illustrations  presented  by  the  railroads  to  the  Inter- 
state Commerce  Commission  in  1915  was  a  statement  showing,  for  a 
number  of  roads  in  several  States,  the  actual  cost  of  recent  acquisitions 
of  railway  lands.  This  statement  includes  purchases  on  a  total  of  more 
than  4G5  miles  of  line,  and  is  summarized  as  follows: 

Total  pyrchase.      Bare  land      Percentage        other         ^ase'^of 
Mi.esofline.  ^"^^.llfrof "'      Ln^'^nemf      vallre''!.        ^'^^'^ts    other  ele- 

Hcqu,sitio..        '\Smer'       t^fal'eost.        «*  «°«t-      ZTcoll 

Right  of  way,  465.4.  $7  868  213     $3  857  783      49       $4  009  831       51 
Yards  and  terminals.     2  005158       1144  774      57.2         856  384      42.8 

These  figures  indicate  so  clearly  that  railroad  purchases  exceed 
purchases  for  general  purposes  that  it  would  appear,  with  a  proper 
presentation  as  to  the  percentages  of  the  total  acreage  affected  by  other 
elements  of  cost,  and  proper  support  by  reference  to  actual  recent  rail- 
road costs  imder  conditions  similar  to  those  under  investigation,  that 
the  proof  might  be  considered  to  be  convincing  as  to  the  relation  of 
actual  costs  to  general  values  of  lands. 

That  lands  belonging  to  other  classes  of  utilities  present  the  same 
relation  to  general  lands  is  more  difficult  of  exact  illustration  on 
account  of  the  scarcity  of  reliable  records. 

Certain  records  are  available,  showing  the  considerations  paid  for 
lands  and  the  amounts  paid  for  damages  and  incidental  costs  other 
than  land  in  connection  with  the  acquisition  of  lands. 

'•'         New  York  City— Catskill  Water  Supply— Cost  of  Lands.* 

Direct  cost  of  21  327  acres $10  699  946;  average  $509  per  acre 

Interest    (actual) 1648  801  "  78     "       " 

Indirect  and  consequential  damages.        294  801  "  14     "       " 

Fees,  legal,  and  sundry  expense 4  188  795  "  200     "       " 

Total  cost  of  lands $16  808  344;  average  $801  per  acre 

Excluding   interest $723     "       " 

The  cost  of  acquisition,  or  overheads,  excluding  interest,  aggre-- 
gates  39,26  per  cent.  .  . ,) 

•  Based  on   Board   of  Water  Supply  figures   of   December   Slst,    1914,    litigation 
■till  pending  as  to  value  of  345  acres. 
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An  analysis  of  this  figure  is  of  great  interest  as  showing  the  same 
wide  range  between  cost  of  land  and  expenses  that  occur  in  railroad 
lands. 


Division  of  work. 

Acres. 

Cost  of 

laud  per 

acre,  award. 

Expenses 
per  acre. 

Expenses, 
percentage 
of  land  cost. 

Total  per 
acre  cost. 

Ashokan    Reservoir  . .  . 

15  221 

$    243 

$    155 

61.41 

$     398 

Northern    Aqueduct .  . . 

1637 

470 

428 

91.08 

898 

Kensico    Reservoir.  . .  . 

3182 

742 

404 

53.17 

1146 

Hill  View      " 

163 

8  796 

3  871 

44.01 

12  667 

Southern    Aqueduct... 

957 

1987 

787 

39.66 

2  774 

City       Aqueduct,       90 

acres  owned    by    city 

(bought)    

76 

6  585 

962 

15.03 

7  547 

A  recent  case  in  Michigan  is  very  interesting,  as  throwing  light 
on  the  cost  and  value  of  lands  for  flowage  purposes. 

A  power  company  was  organized  to  take  over  a  tract  of  17  000 
acres  of  land  on  the  Sturgeon  River  and  build  two  hydro-electric 
plants.  In  1911,  the  Duluth,  South  Shore  and  Atlantic  Railway  valua- 
tion placed  the  company's  right  of  way  in  these  counties  (Houghton 
and  Baraga)  at  from  $25  to  $45  per  acre  for  country  lands  near  the 
proposed  site  of  the  reservoir  (about  2  to  5  miles  distant).  The  State's 
attorney  contended  for  values  of  from  $5  to  $10  per  acre.  Actual  land 
sales  throughout  that  part  of  the  country  occupied  by  reservoir  and 
railroad  had  ranged  from  $2  to  $10  per  acre  plus  the  value  of  the  timber 
on  the  lands,  or  an  average,  land  and  timber,  of  about  $12.  Under  the 
law,  the  power  company  applied  to  the  Michigan  Railroad  Commis- 
sion for  authority  to  issue  stock  and  bonds.  The  opinion,  by  Commis- 
sioner Lawton  T.  Hemans,  is  dated  June  11th,  1913,  and  is  in  part 
as  follows  :* 

"We  believe  that  the  lands  described  in  the  application  herein  shovild 
be  capitalized  at  their  fair  market  value,  as  represented  by  their  initial 
cost,  plus  reasonable  compensation  for  the  time,  energy,  and  ability 
bestowed  in  their  acquisition,  for  the  risk  involved,  and  for  the  use  of 
the  capital  invested  during  the  interval  that  must  elapse  between  the 
inception  of  the  project,  in  carrying  forward  negotiations  and  pur- 
chases of  distinct  parcels,  and  their  final  utilization  as  an  assembled 
whole.  It  may  be  contended  that  the  various  elements  which  it  is 
suggested  should  form  the  basis  of  the  capitalization  allowed  for  lands 
and  flowage  rights  are,  except  as  to  initial  cost,  as  indefinite  as  cap- 
italization computed  upon  any  of  the  bases  which  the  Commission 
rejects,  but  the  Commission  is  persuaded  that  with  the  various  ele- 
ments stated,  disproportion  between  them,  if  any  exists,  becomes  more 
apparent  with  correspondingly  greater  certainty  in  arriving  at  correct 
values.  

•  Northern  Michigan  Power  Coiupany,   Orders  and   Oplnlona,   Michigan   Railroad 
Commission,  Vol.  2,  No.  1,  p.  25. 
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"It  is  not  to  be  understood  from  the  foregoing  that  the  Commission 
holds  that  the  initial  cash  payment  for  lands  of  the  character  involved 
is  to  be  considered,  of  necessity,  the  all  controlling  factor  in  the  fixing 
of  their  value  for  purposes  of  capitalization.  Cases  can  be  readily 
imagined  where  the  cash  cost  of  the  physical  property  embraced  in  the 
lands  and  flowage  rights  was  the  least  important  of  the  factors 
enumerated.  Indeed,  the  tract  of  land  under  consideration  partakes 
strongly  of  this  character.  It  is  located  in  a  comparatively  undeveloped 
portion  of  the  State,  although  in  close  proximity  to  the  copper  mining 
district  of  the  State  and  possessed  of  some  timber  value,  the  physical 
features  of  the  greater  portion  of  the  tract  are  such  as  to  make  it  un- 
suited  for  agricultural  purposes,  compared  with  like  areas  alike  suit- 
able for  water  power  development  in  other  and  more  populous  districts, 
the  market  value  of  the  land  is  markedly  less.  The  record  does  not  dis- 
close the  exact  cost  of  the  assembled  lands,  although  it  does  appear 
that  they  have  been  acquired  at  prices  ranging  from  ten  to  one  hundred 
and  seventy  dollars  per  acre,  and  that  more  than  thirty  thousand  dollars 
was  expended  for  lands  at  the  last  named  sum.  We  are  satisfied,  from 
the  record,  that  the  sum  of  fivv3  hundred  thousand  dollars  would  amply 
cover  the  cash  outlay  for  the  purchase  of  the  lands.  But  it  appears 
that  the  work  of  acquiring  the  titles  has  been  in  progress  since  1902, 
a  period  of  more  than  ten  years.  If  interest  upon  the  real  estate  invest- 
ment be  allowed  at  six  per  cent,  for  half  the  time,  which  would  seem 
to  be  just,  it  represents  the  sum  of  one  hundred  and  fifty  thousand 
dollars.  The  extended  area  of  the  lands  necessary  for  this  develop- 
ment have  required,  as  the  record  discloses,  the  making  of  several 
sui-veys,  the  prosecution  of  legal  proceedings,  and  extended  negotiations 
with  more  than  one  hundred  separate  owners  of  distinct  parcels,  who 
have  been  found  as  widely  scattered  as  the  boundaries  of  the  Union. 
Under  the  laws  of  this  State,  the  powers  of  eminent  domain  are  not 
accorded  corporations  which  seek  to  develop  hydraulic  utilities.  The 
last  description  of  land  necessary  for  the  purposes  of  the  enterprise 
must  be  acquired  by  purchases  before  the  project  is  assumed,  and 
while  the  element  of  risk  involved  in  the  ultimate  purchase  of  so  large 
a  body  of  lands,  held  under  such  diversity  of  ownership,  is  difficult  to 
estimate  in  dollars  and  cents,  it  is  still  a  risk  that  is  very  real,  and 
which  enters  materially  into  the  value  of  the  property  acquired." 

The  testimony  in  this  case  shows  that  the  lands  varied  in  cost  from 
$10  to  $170  per  acre,  averaging  about  $30.  This  was  more  than  two 
and  one-half  times  the  average  price  per  acre  of  lands  sold  in  ordinary 
tracts.  The  costs  of  acquisition,  allowing  a  moderate  per  diem  for 
the  actual  time  of  the  promoter  plus  the  expense,  were  equal  to  the  con- 
sideration paid  to  owners  of  land. 

The  examples  cited  are  not  exceptions.  They  are  typical  of  all  the 
cases  which  have  come  to  the  attention  of  the  Committee.  There  is 
no  general  relation  between  the  normal  cost  of  lands  acquired  for 
railroad  or  reservoir  purposes,  and  the  market  value  of  farm  lands,  or 
other  general  purpose  lands,  which  can  be  considered  fixed  and  definite. 
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Such  a  relation,  however,  may  be  established  for  limited  districts.  No 
rule  can  be  formulated  or  multiple  determined  on,  which  can  be  uni- 
versally applied,  or  even  generally  applied  in  any  one  State. 

There  have  been,  in  the  past,  instances  of  the  construction  of  rail- 
roads in  timber  tracts,  or  in  the  western  prairie  States,  in  advance  of 
settlement,  where  the  benefits  to  be  derived  from  the  line  equalled  or  in 
cases  far  outweighed  any  damages ;  and,  in  such  cases,  it  is  easy  to  con- 
ceive that  the  price  paid  for  the  land  would  not  greatly  exceed  the 
general  average  value  of  lands  in  the  district. 

Such  conditions  rarely  exist  in  an  old  settled  community.  For 
many  years  the  conditions  prevailing  in  all  such  communities  have 
made  the  normal  cost  of  railroad  and  reservoir  lands  higher  when  the 
attempt  is  made  to  compute  them  on  the  basis  of  a  price  per  acre. 

Costs  of  Acquisition. — To  What  Extent  Includable  in  Valuaticnf — 
The  Interstate  Commerce  Commission  in  its  classification  of  Invest- 
ment in  Road  and  Equipment,  effective  July  1st,  1914,  includes  as 
Items  of  Expense  relating  to  land  the  following: 

Abstracts  Plats 

Appraisals  Premiums  on  condemnation  bonds 

Arbitrators  in  condemnation  cases  Recording  deeds 

Commissions  paid  to  others  Payments    for   relinquishments   of 

Condemnation   expenses   including       cattle  passes  and  other  rights 
Court  costs  and  special  counsel  Removal  and  relocation  of  build- 
fees  ings    and    other    structures    not 

Damages  to  property  of  others  purchased 

Deferred    payments    for    right    of  Rent   of   land   when   part  of   con- 
way  sideration  for  purchase 

Ditches  for  waterways   when  part  Right-of-way     agents'     corapcnsa- 
of  consideration  tion  when  engaged  solely  in  ac- 

Judgments    and    decreed    costs    to       quiring  right  of  way 

clear  or  defend  titles  Taxes  accrued  and  assumed  at  the 

Notarial  fees  time  of  purchase. 

Every  one  of  these  items  is  a  necessary  expense,  not  all  incurred 
in  connection  with  every  parcel,  but  every  parcel  involving  some  of 
them,  and  all  are  chargeable  to  capital  account  as  a  legitimate  cost. 

The  amount  is  considerable,  in  some  cases  a  very  large  percentage 
of  the  purchase  price  of  the  parcel  of  land,  but  it  is  somewhat  difficult 
to  compute,  for  when  it  is  reduced  to  a  per  acre  basis  or  a  percentage 
of  cost  basis  it  is  extremely  variable.  The  cost  of  condemning,  or 
acquiring  by  purchase,  a  small  fragment  of  land  one-tenth  of  an  aero 
in  area  may  be  as  great  as  th(-  cost  of  similarly  acquiring  a  farm  of 
many  acres. 
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Examples  of  actual  cost  of  acquisition  of  lands  are  of  value  as 
showing  the  extreme  variations  in  percentage  and  per  acre  rates  of  siich 
costs. 

Land  Purchases  of  the  Buffalo,  Rochester  and  Pittsburgh  Railway. 

Cost  of  Acquisition  : 
Consider-       Total      Percentage 
Year  ending         No.  of  Total  atiou  for  costs  of  ac-  of  consid-  Per 

June  3<.ith.         parcels.  acres.  land.       quisition.     eration.     Per  acre,  parcel. 

lltlO :^5  165.789  §20  086  to  828  2.9  .S35.30S166 

1911 10  .58.694  16  604     1521  9.1  26.00       95 

l\n-2 29  60.732  33  506     1718  5.1  26.50       59 

1913 63  109.705  73  469     3  486  4.7  .31.70       55 

1914 24  28.730  50  292      3  677  7.3  126.40     153 


Total   and 
average.      167        423.646  S193  958  S16  231        8.38     $38.31      S97 

These  variations  in  costs  of  acquisition  in  percentages  from  less 
than  6  to  29,  in  cost  per  acre  from  $26  to  $126,  in  cost  per  parcel  from 
$55  to  $166,  are  such  as  to  show  the  necessity  of  careful  investigation 
of  varying  local  conditions  before  fixing  the  estimated  amounts. 

Land  purchases  of  the  Chicago  and  Northwestern,  on  one  of  its 
new  lines,  show  ratios  as  follows :  3  620.41  acres ;  land  consideration, 
$594169;  expense,  $72  685;  being  7.62%,  or  $20  per  acre. 

Statistics  presented  by  Mr.  Thomas  W.  Hulme,  in  the  argument 
recently  held  before  the  Interstate  Commerce  Commission,  show  pur- 
chases by  twenty  different  corporations  for  forty-five  different  pieces 
of  construction.  The  percentages  vary  from  a  minimum  of  0.86  to  a 
maximum  of  38.4. 

Total  consideration,  all  lines,  $8  389  730. 

Costs  of  acquisition,  $452  656,  average  5.4  per  cent. 

Water-works  properties  afford  an  illustration  of  a  class  of  proper- 
ties carrying  a  high  cost  of  acquisition.  This  is  shown  by  the  land 
costs  of  the  New  York  City  Catskill  water  supply.*  The  whole  matter 
may  be  briefly  summarized,  as  follows : 

Amount  of  awards  for  land,   including 

payments  for  land  purchased $10  669  946 

Awards   for   indirect   damages 135  007 

Estimated  awards  for  land  and  damages 
during  1915,  proportionate  part  of 
$500  000    323  000 

Total  payments  for  land  and  damages $11 127  953 

*  Information  furnished  and  arranged  by  Allen  Hazen.  M.  Am.  Soc.  C.  E., 
from  records  and  published  reports  and  with  the  aid  of  engineers  of  the  Department. 
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Brought   forward $11 127  953 

Expenses  of  acquiring  land  not  includ- 
ing interest,  as  per  Auditor's 
report    $4  188  795 

Do.  in  connection  with  damages  awards  159  794 

Do.  in  connection  with  estimated  awards 
during  1915,  proportionate  part  of 
$500  000    127  000 

Total    expenses $4  475  589 

Sum,  being  the  cost  of  land,  with  ex- 
penses of  acquiring  it,  but  not  in- 
cluding interest    $15  603  542 

Interest  on  awards  allowed  by  Commis- 
sioners and  included  in  the  Audi- 
tor's report,  as  part  of  the  cost  of 
land    $1  648  802 

Estimated  interest  on  awards  allowed 
for  1915,  proportionate  part  of 
$500  000    50  000 

Total    interest   on   awards $1  698  802 

Total  actual  payments  for  property  to 

January    1st,    1916,    including    an 

estimate  of  $500  000  for  payments 

in   1915 $17  302  344 

Cost  of  carrying,  after  acquiring,  up  to 

the  time  when  the  system  is  to  be 

put    in    service,    taken    as    January 

Ist,  1910: 

Taxes  paid   $216  534 

Taxes  estimated  for   1915 25  000 

Interest   on    amounts   paid    to    January 

1st,  1916,  at  4.15% 3  746  652 

Total  carryiiif--  charges $3  988  186 

Total  cost  of  land  and  damages,  with 
carrying  charges  up  to  date  of  first 
use  of  property,  January  1st,  1910 $21  300  530 

Calculating  the  percentages  corresponding  to  these  figures,  it 
appears  that  the  expenses  of  condemnation  amounted  to  40.1%  of 
the  awards  and  costs;  that  the  interest  on  the  awards  allowed  by  the 
Commissions  and  included  by  the  Auditor  aa  part  of  the  cost  of  the 
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Kind  amounted  to  10.85%  of  the  awards  and  expenses;  that  the  taxes 
paid  by  the  city  amounted  to  1.5%  of  the  cost  of  the  preceding  items; 
and  that  the  interest  on  the  various  payments,  from  the  dates  of  the 
payments  until  the  property  is  put  into  use  on  January  1st,  1916, 
will  amount  to  21.3  per  cent. 

As  a  result  of  all  these  charges,  the  cost  of  the  land  to  the  city, 
with  carrying  charges  to  the  date  of  first  use,  is  91.3%  greater  than 
the  purchase  prices  and  awards.  In  other  words,  the  overhead  charges 
on  the  land  are  91.3  per  cent. 

The  expenses  of  acquiring  land  as  stated  by  the  Auditor,  in  the 
sum  of  $4  188  795,  are  given  below. 

This  particular  case  represents  the  acquisition  of  land  by  a  city 
under  a  law  which  proved  in  its  execution  to  be  unusually  burdensome. 
It  is  of  value  for  illustrative  purposes,  on  account  of  the  prominent 
character  of  the  work  and  the  detail  as  to  costs. 

The  total  costs  aggregated  39.26%  of  the  purchase  price,  and  were: 

Per  ceut. 

Advertising    $433  946.46  4.16 

Commissioners'   fees 1  062  498.72  9.96 

Expenses  of   Commissioners 79  898.40  0.75 

Stenographers  and  clerks 62  606.70  0.59 

Special  counsel  fees 358  679.20  3.36 

Special  counsel  expenses 27  493.06  0.26 

Obtaining  orders 8  375.00  0.08 

Closing  title 1 370.00  0.01 

Counsel  fees  on  appeal 3  275.00  0.03 

Costs  on  appeal 4  499.97  0.04 

Searching  titles 211 138.64  1.98 

Preparing  abstracts 125  312.50  1.17 

Appraisers'  fees 482  512.53  4.52 

Appraisers'  expenses 5  792.72  0.06 

Rent  of  New  York  office 26  269.40  0.25 

Stenographers'     services     and     printing 

testimony    265  684.24  2.49 

Counsel  fees  of  parcel  owners 384  405.99  3.60 

Expenses    and    disbursement    of    parcel 

owners   261 275.36  2.45 

Engineering  salaries  and  expenses 373  760.65  3.50 


$4  188  794.54        39.26 

Another  detailed  statement  regarding  the  acquisition  of  land  by  a 
State  commission,  under  a  law  which  was  not  burdensome,  is  afforded 
by  the  experience  on  the  Metropolitan  Water- Works  of  Massachusetts. 
In  this  case  the  principal  acquisition  of  land  was  for  the  Wachusett 
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Reservoir,  the  construction  of  which  was  not  started  until  several 
years  after  other  portions  of  the  work  were  begim.  The  policy  was 
followed,  therefore,  of  acquiring  this  land  as  it  could  be  obtained  by 
negotiation,  without  resorting  to  condemnation  except  in  special  cases. 
Much  of  the  land  was  acquired  in  this  way,  considerably  in  advance 
of  the  needs  of  the  work,  at  a  much  lower  price  than  it  would  have 
been  obtained  by  condemnation,  but  with  an  increase  in  the  charges 
to  taxes  and  interest  during  construction.  From  the  accounts  of  all 
real  estate  purchased,  from  the  initiation  of  the  work  in  1895  to 
December  1st,  1909,  the  following  summary  is  obtained : 

Total  paid  directly  for  real  estate,  including  mill 
7,jio   f       properties    and    water    rights    acquired    by 

negotiation    $3  390  723 

Awards    for    real    estate    condemned,    including 

interest  to  the  date  of  payment 170  446 

Total  direct  payments  for  real  estate $3  661 169 

Legal  and  expert  services,  including  con- 
veyancers, experts,  appraisers,  and 
court  expenses,  in  acquiring  above 
real  estate,  exclusive  of  counsel  fees.  $179  944 

Estimated  proportion  of  total  adminis- 
tration expenses  attributable  to  real 

8'      estate  60  000 

Engineering  expenses  are  shown  by  the 
accounts  to  amount  to  $83  582  for 
the  Wachusett  Reservoir  alone. 
Assuming  that  other  real  estate 
acquisition  would  require  the  same 
percentage  of  engineering  expenses, 
the  total  would  be 104  700 

Estimated  expenses  for  counsel  in  real 
estate  cases,  charged  to  the  general 

61      expenses   of   the   State,   and,   there- 

' '       fore,  not  included  in  the  water- works 

accounts    20  000 

Estimated  expenses  for  financing  and 
financial  officers,  attributable  to  real 
estate   and   charged   to   the  general 

■^  expenses  of  the  State  and,  therefore, 
not  included  in  the  water-works 
accounts    20  000 


Total  cost  of  acquisition Iftfifurti*  *  •  '^^^  ^"^ 
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Brought   forward $384  644 

Total  cost  of  real  estate,  exclusive  of  taxes  and 

interest  during  construction, 3  045  813 

Taxes  durincr  construction 68  182 

Interest  during  construction  on  Wachusett  Reser- 
voir, real  estate  alone,  on  the  basis  of  6% 
compounded  annually,  would  have  amounted 
to  $957  000,  or  31%  of  the  expenditures  for 
this  real  estate,  including  incidental  ex- 
penses, to  the  time  when  the  reservoir  was 
first  operated.  It  is  estimated  that  the  inter- 
est during  construction  on  other  real  estate 
would  have  increased  this  sum  to 1  000  000 


Total  cost  of  real  estate $5  013  995 

Calculating  the  percentages  corresponding  to  the  different  figures, 
it  appears  that  the  incidental  expenses  of  acquiring  the  real  estate 
amounted  to  10.8%  of  the  direct  payments  for  it;  that  the  taxes  paid 
during  the  construction  of  the  works  amounted  to  1.9%  of  the  direct 
payments;  and  that  the  interest  on  the  various  payments,  from  the 
dates  of  the  payments  until  the  property  was  put  in  use,  on  a  5% 
basis,  would  have  amounted  to  28.1%  of  the  direct  payments. 

As  a  result  of  all  these  charges,  the  cost  of  the  real  estate,  with  over- 
head and  carrying  charges  to  the  date  of  the  operation  of  the  property, 
is  40.8%  greater  than  the  direct  payments  for  it. 

The  incidental  expenses  of  10.8%  previously  given  may  be  sub- 
divided as  follows: 

Amount.       Percentage. 

Legal  and  expert  expenses,  including  counsel 

fees    $199  944  5.62 

Administration    , 60  000  1.68 

Engineering  104  700  2.94 

Financial  expenses  20  000  0.56 

Totals $384  644       10.80 

The  records  of  the  Metropolitan  Water-Works  show  the  relation 
between  the  value  of  the  real  estate  of  the  Wachusett  Reservoir,  exclu- 
sive of  mill  property,  for  general  purposes,  and  the  sums  which  were 
paid  for  it. 

Before  deciding  on  the  project,  an  estimate  of  cost  of  the  required 
real  estate  was  made.  To  obtain  a  basis  for  this  estimate,  local  experts 
were  secured  in  each  tovm,  who  went  over  all  the  lands,  parcel  by 
parcel,  appraising  the  value  of  land  and  buildings  separately.  Their 
instructions  were  to  value  the  property  very  liberally,  and  the  results 
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obtained  were  much  above  its  value  as  determined  by  sales  which  had 
been  made  about  that  time.  Some  of  the  experts  owned  property  which 
would  be  taken  for  the  reservoir.  The  assessed  valuations  in  this 
district  are  supposed  to  be  well  up  toward  the  full  value  of  the  property, 
but  the  value  fixed  by  the  experts  was  one  and  three-quarter  times  the 
assessed  value  of  the  property.  As  a  result  of  the  appraisal  by  the 
experts,  the  aggregate  valuation  obtained  was,  as  follows : 

Land,  4  772  acres $244  000 

Buildings    453  000      $697  000 


The  cost  of  acquiring  the  same  property,  exclusive  of  overhead 
charges,  was  $1  182  000,  equal  to  $485  000,  or  69%  in  excess  of  the 
original  liberal  appraisal  of  the  value. 

It  is  to  be  noted  that  this  is  a  case  where  the  appraised  general 
value  of  the  buildings  was  nearly  twice  that  of  the  land.  The  accounts 
do  not  show  a  separation  between  the  amounts  paid  for  buildings  and 
land,  but  if  these  amounts  could  be  obtained,  they  would  show  that 
the  sums  paid  on  account  of  the  land,  in  excess  of  the  appraised  value, 
would  be  a  large  part  of  the  $485  000  excess,  for  the  reason  that  it  is 
difficult  to  sustain  a  claim  for  the  value  of  a  building  much  in  excess 
of  its  value  for  general  purposes. 

The  69%  previously  stated  is,  therefore,  probably  much  more  than 
the  excess  cost  of  the  buildings,  and  much  less  than  the  excess  cost 
of  the  land,  over  their  values  for  general  purposes.  It  is  to  be  noted, 
also,  that  in  the  acquisition  of  this  property  most  of  the  land  was  taken 
in  whole  tracts  or  parcels,  so  that  there  were  no  severance  damages  in 
connection  with  such  portions  of  the  property. 

The  accounts  do  not  show  the  sums  paid  for  strips  of  land  taken 
for  aqueducts  or  pipe  lines  in  comparison  with  general  land  values, 
but  the  original  estimate  of  the  cost  of  these  strips  was  obtained  by 
multiplying  the  general  value  of  the  land  by  six,  and  adding  a  per- 
centage for  overhead  charges.  The  actual  cost  corresponded  very  nearly 
to  the  estimate. 

An  illustration  which  is  in  marked  contrast  to  the  New  York 
Catskill  water  supply  is  that  of  a  railroad  line  in  friendly  territory, 
and  is  as  follows: 

Land  Purchases. 

Details  of  Knife  River  Branch,  N.  Dak.,  Northern  Pacific  Railway. 

Meroer  ( 'oiinty,  Dunn  County, 
N.  Dak.  N.  Dak. 

Valuation  of  naked  land  per  acre,  made 

by  real  estate  men  and  bankers,  not 

by  employoos $22.07  $22.13 

Total    $15  709.42  $12  065.12 
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Mercer  County.  Dunn  Con  nt  v, 
N.  Dak.  N.  Dak. 

Total  number  of  deeds 86  63 

Total  acres  conveyed 784.97  615.55 

Average  acres  per  transfer 9.12  9.77 

Total  consideration   $24  460.  $17  106 

Average  consideration  per  acre $35.00  27.80 

Total  number  of  considerations 4  ISTone 

Acres  condemned  70.83  .... 

Award  in  condemnation  cases $1  966.52  .... 

Average  per  acre,  award $27.70  .... 

Summary,  both  Counties : 

Total  naked  land  value $27  774.54  62.32% 

All  other  elements  of  value 16  791.89  37.68% 

Total  purchase  price $44  566.43      100% 

Expense   of    acquisition $9  258.79 

Percentage    expense    of    acquisition    to 

purchase  price 20.77 

Expense  of  Acquisition: 

Average     Average 
per  deed,    per  acre. 

Services  and  expenses,  right  of  way 

agents    $6  790.75  $46.19  $4.85 

Services  and  expenses  of  attorneys.  705.69  4.80  0.50 
Costs  of  abstracts  and  opinions  of 

title    1 227.80  8.35  0.93 

Cost  of  recording  deeds 329.55  2.24  0.23 

Automobile  hire    205.00  1.40  0.15 


$9  258.79      $62.98      $6.66 

This  case  affords  an  illustration  of  the  extremely  favorable  cost  of 
acquisition.  The  line  was  desired  by  the  people.  There  was  but  little 
contest,  as  two  of  the  condemnation  cases  were  to  acquire  land  owned 
by  the  State  of  North  Dakota,  the  other  two  being  against  land  com- 
panies. Every  individual  owner  was  settled  with,  yet,  in  spite  of  these 
facts,  the  land  cost  was  $27  774.54,  while  "other  elements"  plus  cost 
of  acquiring  was  $26  050.68,  or  93.8%  of  the  bare  land  price. 

The  conclusion  to  be  drawn  from  a  study  of  all  the  figures  available 
to  the  Committee  is  that  costs  of  acquisition,  like  the  element  of 
damages  in  the  consideration,  are  variable,  that  each  valuation  must 
stand  by  itself,  and  that,  in  fixing  a  figure  for  land  reproduction,  the 
appraiser  must  take  into  account  all  special  local  conditions.  It  is 
perfectly  clear  that  no  general  average  percentage  which  is  universally 
applicable  is  to  be  derived  from  these  figures. 


14:26  VALUATION    OF   PUBLIC    UTILITIES 

Conclusions. — Cost  of  Reproducing  Land  Holdings. — Separate 
parcels  of  land,  such  as  one  or  two  lots,  or  a  tract  of  not  unusual  size 
not  connected  with  other  lands  by  the  utility  in  a  strip  or  body,  and 
where  freedom  of  choice  in  selection  may  be  exercised,  should  be  valued 
on  the  same  basis  as  other  lands  in  the  vicinity  used  for  general  pur- 
poses, plus  a  reasonable  allowance  for  costs  of  acquisition  and  other 
proper  overhead  costs.  The  normal  market  value  of  parcels  of  like 
size,  character,  and  availability,  in  the  immediate  vicinity  should  be 
accepted  as  a  basis  for  reproduction  cost  determination. 

Where  large  tracts  have  been  acquired,  made  up  of  a  number  of 
separate  entire  parcels,  the  history  of  the  transaction  should  be  com- 
pletely investigated  and  allowance  made  in  the  estimate  for  costs  of 
acquisition  and  costs  of  vacation  of  streets  or  acquisition  of  other 
rights  incident  to  the  use  of  the  property  as  a  whole.  Such  further 
allowances  should  be  made,  as  may  seem  to  be  justified  by  experience, 
to  cover  excess  costs  over  and  beyond  the  normal  market  values 
which  existed  at  the  beginning  of  the  project  and  were  due  to  fluctua- 
tions of  price  or  other  causes  beyond  control.  Normal  market  values 
of  similar  and  near-by  property  as  of  the  time  of  appraisal  should  be 
the  basis,  with  such  additions  as  are  warranted  by  the  investigation 
in  each  case. 

In  the  consideration  of  values  of  lands,  such  as  rights  of  way  for 
a  railroad,  an  electric  railroad,  an  aqueduct,  or  other  like  property, 
or,  such  as  lands  for  a  water-works  or  an  hydro-electric  reservoir,  free- 
dom of  choice  is  restricted,  and  where  all  the  land  must  be  acquired, 
radically  different  methods  must  prevail. 

In  the  valuation  of  lands  of  this  class,  a  clear  distinction  should 
be  made  between : 

(a)  Lands  where  the  entire  tract  or  parcel  is  taken  and  there  is 

no  element  of  severance  damages. 
(&)   Lands  where  only  a  portion  of  the  tract  is  taken  and  where 

the  element  of  severance  damages  is  present, 

and  the  extent  of  lands  of  both  classes  should  be  shown. 

Historic  conditions,  where  ascertainable,  should  be  given  due  weight 
in  fixing  the  extent  and  character  of  the  severance.  The  estimate  of 
reproduction  sliould  include  a  proper  figure  for  such  as  was  actually 
incurred,  but  should  not  include  allowance  to  cover  speculative  or 
hypothetical  damages  on  account  of  changed  conditions.  All  elements 
of  value  to  the  seller,  including  recognition  of  all  diunages  to  the  i)or- 
tions  of  his  property  not  taken,  which  would  prevail  in  the  case  of  cou- 
demnation  of  the  lands  under  reproduction,  should  be  considered. 
,1  A  determination  of  the  relation  existing  between  actual  recent 
acquisition   costs  and  the  normal   market  value  of   the  lands  out  of 
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which  the  strip  or  parcel  was  taken  at  tlie  time  of  acquisition  is 
undoubtedly  possible  in  many  cases.  It  would  seem  that  where  such 
relation  can  be  determined,  its  use  in  connection  with  the  normal 
market  vahies  of  these  or  similar  lands  at  the  time  of  appraisal  should 
establish  a  reasonable  cost  of  reproduction. 

There  must  be  kept  in  mind  the  fact  that  no  general  rule  can  be 
established  capable  of  universal  application.  Conditions  that  will  apply 
in  the  acquisition  of  railroad  lands  in  a  large  city,  or  in  a  fully  devel- 
oped rural  community  where  lands  are  subdivided  into  relatively  small 
tracts  and  with  many  improvements  upon  them,  may  not  be  at  all 
applicable  in  districts  where  lands  are  held  in  large  tracts  with  few 
improvements,  such  as  grazing  districts  or  a  heavily  timbered  district. 

The  determination  of  the  figure  to  be  used  must  be  based  on  full 
consideration  of  present  normal  values  of  general  purpose  lands,  recent 
purchases  by  the  same  or  other  companies  of  similar  lands  in  the 
vicinity  or  in  districts  of  like  characteristics,  the  extent  to  which 
damages  enter  into  the  cost  of  lands,  and  the  amount  and  character 
of  costs  of  acquisition  and  overhead  charges.  All  elements  of  costs — 
normal  market  values  of  individual  parcels,  including  improvements 
thereon,  severance  and  consequential  damages,  enhanced  prices  induced 
by  active  demand,  expenses  of  acquisition  and  overhead  costs,  and 
any  other  real  items  of  cost  which  would  be  included  in  case  of  pur- 
chase— should  be  included  in  reproduction,  but  no  allowance  for  special 
values  coming  after  the  acquisition  of  the  property,  on  account  of 
its  new  use  or  on  account  of  a  greater  earning  power  under  the  new 
use,  or  any  other  hypothetical  "value",  should  be  included. 

Estimates  should  be  based  on  prices  and  values  as  of  the  time  of 
appraisal,  be  they  higher  or  lower  than  those  prevailing  at  the  time 
of  original  acquisition.  The  thing  sought  in  reproduction  is  the  fair 
cost  of  acquiring  the  property  as  of  the  date  of  valuation. 

The  treatment  of  the  valuation  of  land  holdings  is  not  yet  thor- 
oughly crystallized,  therefore  the  valuing  engineer  will  do  well  to 
confer  with  coimsel  upon  the  interpretation  of  past  Court  decisions 
and  the  legal  principles  which  are  most  fairly  applicable  to  the  case 
under  review. 

Overhead  Charges. 

General  Nature  of  Overhead  Charges. — There  are  certain  expenses, 
inseparable  from  the  construction  of  any  property,  which  are  a  neces- 
sary and  proper  part  of  its  cost,  but  which  are  not  capable  of  physical 
identification  after  the  completion  of  construction  work.  These 
expenses  cannot  be  covered  in  the  estimate  of  "Cost  of  Reproduction" 
by  the  application  of  specific  unit  prices;  from  their  nature  they  attach 
to  the  whole  or  large  parts  of  the  property  rather  than  to  any  particu- 
lar units.     These  are  called  "Overhead  Charges". 
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If  the  reproduction  estimate  is  to  be  complete,  and  is  to  include 
allowances  for  all  the  lal)or  that  was  performed,  all  services  that  were 
rendered,  and  all  expenses  that  were  incurred  in  the  construction  of 
the  property  under  investigation,  it  is  clear  that  a  proper  allowance, 
in  some  form,  must  be  made  for  these  expenditures. 

Recognition  of  Overhead  Charges  hy  Courts  and  Commissions. — 
Overhead  charges  in  one  form  or  another  have  been  allowed  in  all 
past  valuations.  Commissions  have  recognized  their  propriety,  and 
Courts  have  endorsed  their  allowance. 

One  of  the  most  recent  cases  involving  the  allowance  was  the 
Des  Moines  Gas  Company  case.  A  part  of  the  decision  (238  TJ.  S., 
153)  is  quoted  as  supporting  the  argument  of  the  Committee  that  these 
allowances  should  be  made  in  amount  sufficient  to  cover  all  real  ele- 
ments of  overhead  costs,  and  no  more. 

"What  is  called  in  this  summary  'the  present  value  of  physical 
property',  the  report  shows  was  arrived  at  by  the  Master  in  the  manner 
following : 

"He  first  found  what  he  thought  was  the  base  value  of  the  property, 
i.  e.,  'what  it  would  cost  to  produce  it  at  the  present  time  new,  without 
adding  thereto  any  overhead  charges'.  This  figure  he  fixed  at 
$1  975  026.  To  this  he  added  overhead  charges,  15  per  cent.,  $296  254. 
From  this  he  deducted  depreciation,  $333  878,  leaving  as  the  value 
of  the  property  thus  ascertained,  $1  937  402." 

Mr.  Justice  Day  further  said: 

"These  items  of  expense  in  development  are  often  called  overhead 
charges,  for  which,  as  we  have  already  seen,  the  Master  allowed  15 
per  cent,  upon  the  base  value  (exclusive  of  real  estate),  or  $296  254, 
in  addition  to  his  allowance  of  $6  923  for  organization  expenses.  Of 
these  charges  the  Master  said : 

"  'In  reaching  the  physical  value  of  the  plant  in  question  by  the 
process  of  reproduction,  it  is  necessary  to  bear  in  mind  that  the  present 
value  thereof  represents  much  more  than  the  machinery  therein,  the 
labor  of  installing  and  constructing  them,  and  putting  them  in  place 
to  perform  their  various  functions,  ready  for  the  manufacture  and 
distribution  of  gas  to  its  customers.  Were  the  City  of  Des  Moines 
without  such  a  plant,  and  such  a  one  as  the  Complainant  now  owns 
was  proposed,  it  would  be  found  that  much  more  than  the  mere  cost 
of  labor  and  material  would  be  expended.  Such  expenditures  are 
termed  overhead  charges,  and  are  as  follows' : 

"  '1.  Time  and  money  expended  in  the  promotion  of  the  enterprise, 
in  the  organization  of  the  conii)any  and  interesting  capital  therein, 
including,  also,  legal  expenses,  obtaining  the  necessary  franchise,  as 
well  as  the  costs  of  incorporating  the  company.' 

"'2.  Then  a  competent  engineer  must  be  employed  to  prepare  the 
plans  and  specifications  for  the  plant,  and  make  the  necessary  surveys, 
and  when  the  work  began,  to  superintend  the  construction  thereof, 
and  SCO  that  it  is  done  properly  and  according  to  plans  and  specifica- 
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tioiis.  The  successful  operation  of  the  plant  depends  largely  upon 
its  proper  construction.' 

"  "3.  Then  losses  arising  from  accidents  and  injuries  to  workmen 
as  well  as  the  material  during  its  construction,  which  is  such  an 
amount  as  the  cost  of  insuring  against  such  losses,  which  is  between 
1  and  2  per  cent.' 

■'  '4.  Contingencies  are  such  expenditures  as  arise  from  the  lack 
of  foresight  and  care  in  preparing  the  plans  and  specifications.  No 
matter  how  carefully  the  engineer  may  prepare  them,  such  expenditures 
invariably  arise.  Mr.  Alvord  testified  that  his  allowance  therefor 
would  depend  very  much  upon  his  knowledge  of  the  engineer  who 
prepared  them,  but  that  no  matter  who  prepared  them,  they  would 
invariably  occur,  and  an  allowance  should  be  made  therefor.  The  care- 
ful and  thorough  inventory  in  this  case  reduces  very  greatly  the  allow- 
ance therefor.' 

'■  '5.  The  cost  of  administration,  which  includes  the  time  and 
money  expended  by  the  parties  who  are  engaged  in  the  enterprise, 
purchasing  the  material,  procuring  the  money  for  their  payment  as 
needed,  and  generally  superintending  the  entire  enterprise  during  the 
construction  of  the  plant.' 

"  '6.  It  is  estimated  that  it  would  take  three  years  to  complete  the 
plant  in  question,  and  that  at  least  one-half  the  time  and  money 
invested  therein  would  give  no  return,  and  that  a  loss  of  interest 
would  result  therefrom  and  that  such  loss  would  be  included  in  the 
overhead  charges.' 

"  '7.  Taxes  during  the  construction.' 

"  'The  latter  is  regarded  by  me  as  very  questionable.  It  is  in  a 
certain  sense  making  taxes  an  asset  rather  than  a  liability,  and  the 
amount  is  so  vague  and  uncertain  that  it  has  been  given  very  little 
consideration  and  weight  in  fixing  the  overhead  charges.  Either  the 
money  or  the  property  should  pay  taxes.' 

■'  'It  must  be  borne  in  mind  that  these  expenditures  are  all  made 
diiring  the  promotion  and  construction  of  the  plant,  and  are  neces- 
sarily a  part  of  the  cost  thereof.  No  overhead  charges  that  do  not 
inhere  in  and  add  to  the  cost  thereof,  should  be  allowed  as  a  part  of 
its  physical  value.  It  is  not  a  question  of  what  was  actually  expended 
therefor  in  the  plant  in  question,  but  what  would  it  cost  to  reproduce 
a  similar  plant  at  the  present  time.' " 

In  the  actual  construction  of  any  property  the  expenses  properly 
includible  under  "Overhead  Charges"  are  actual  physical  costs  of  con- 
struction. They  are  in  no  sense  intangible  or  non-physical  values; 
they  are  not  to  be  confused  with  development  expense,  as  defined  by 
the  Committee,  or  going  value;  and  must  be  set  up  as  part  of  the 
physical  property  itself. 

The  late  Judge  R.  W.  Taylor,  acting  as  arbitrator  in  the  Cleveland 
Street  Railway  franchise  hearing,  said: 

"Overhead  charges  as  I  have  used  that  term  and  applied  it  to  this 
situation  means  only  those  things  for  which  money  has  been  spent 
in   the  necessary   work  of   constructing   the  property   and   putting   it 
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into  operation  *  *  *.  "What  I  want  to  emphasize  is  that  every 
dollar  of  overhead  charge  vphich  is  allowed  for  by  me  is  a  dollar  that 
is  necessarily  spent  in  the  production  of  the  physical  property." 

What  is  true  in  this  respect  of  an  actual  construction  is  also  true 
of  a  reproduction  estimate. 

Expenses  to  he  Provided  for: 

Among  the  expenditures  which  must  be  provided  for,  and  classed 
as  overhead  charges  are: 

(a) — Cost  of  promotion; 

(&) — Cost  of  financing  and  securing  the  necessary  capital  with 
which  to  carry  out  the  enterprise; 

(c) — Coat  of  organization,  including  the  incorporation  and  organi- 
zation of  the  company,  securing  of  franchises,  and  other  like 
expenditures ; 

{d) — Engineering,  including  the  making  of  the  preliminary  inves- 
tigations and  plans,  plans  for  the  construction  of  the  entire 
property,  the  engineering  supervision  of  all  construction  and 
other  work  involved  in  the  development  of  a  property,  except 
such  direct  supervision  as  may  properly  be  included  in  the 
unit  prices  of  various  property  units,  or  as  specific  charge 
against  some  particular  schedule  or  group  of  units; 

(e) — Administration,  including  salaries  for  general  officers,  agents, 
accountants,  clerks,  and  other  assistants,  not  included  in  the 
engineering  and  legal  departments,  and  all  administration 
expenses ; 

(/) — Legal,  including  salaries  and  expenses  of  law  officials  and 
costs  of  litigation  which,  depending  on  the  character  of  the 
property  and  its  location,  may  be  a  comparatively  minor  item 
or  a  very  large  one; 

{g) — Interest  during  the  period  of   construction   on   money   bor- 
rowed, or  on  money  invested  in  the  property  by  its  owners; 
{h) — Taxes  and  insurance  during  construction; 

(.i) — Contingencies  representing  expenditures  which  cannot  be 
foreseen  but  which  from  one  cause  or  another  are  always  of 
considerable  size  in  the  construction  or  reproduction  cost  esti- 
mate of  any  great  enterprise. 

These  expenditures,  and  in  some  cases  others  of  like  character,  are 
all  involved  in  greater  or  less  amoxmts  in  the  construction  of  every 
property.  They  are  represented  by  no  physical  property  item  which 
can  be  weighed  or  measured.    They  attach  to  tlio  projjorty  as  a  whole. 

Reasonable  amounts  can  bo  determined  for  each  property  by  a 
study    of    the    history    and    accounting   records    of   tliat   property    and 
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of  other  similar  properties  similarly  located  and  built  mider  like 
conditions. 

It  is  a  fundamental  principle  of  valuation  recognized  by  the  Courts 
and  commissions,  and  accepted  by  this  Committee,  that  under  normal 
circumstances  the  cost  of  recently  created  property  furnishes  the  best 
basis  for  determining  the  reproduction  cost  of  such  property. 

The  Committee  recogiiizes  the  value  of  the  study  of  overhead  ex- 
penses, incurred  in  connection  with  the  construction  of  properties 
similar  to  the  one  under  consideration,  but  it  does  not  endorse  the  inclu- 
sion of  any  allowance  which  does  not  represent  a  legitimate  expendi- 
ture of  money  or  service  in  connection  with  the  creation  of  the  property 
under  valuation,  merely  because  such  expenditures  have  been  incurred 
for  other  properties.  It  does,  however,  endorse  the  inclusion  of  sviffi- 
cient  allowances  to  cover  all  legitimate  expenditures,  and  it  favors 
the  use  of  the  percentage  on  physical  costs  or  any  other  method  that 
will  give  fair  and  correct  allowances.  ^'' 

See  also  the  discussion  under  the  caption  "Shall  Present  or  Original 
Physical  Conditions  Govern"  (pp.  1363  to  1370). 

Auxilianj  or  Collateral  Costs. — Some  engineers,  particularly  on  the 
Pacific  Slope,  where  large  public  works  are  more  often  executed  by 
day  labor  than  by  contract,  are  in  the  habit  of  keeping  their  cost 
record  data,  and  hence  of  estimating  the  cost  of  work,  by  including 
the  so-called  "Auxiliary"  or  "Collateral  Costs",  comprising  incidental 
road  or  railroad  construction  and  maintenance  during  the  execution 
of  the  work,  machinery  and  plant  required,  and  various  other  similar 
classes  of  expenditures  incident  to  the  building  of  the  works,  in  a 
percentage,  applied  to  the  basic  material  and  labor  costs  involved  in 
the  various  units  or  classes  of  work.  Thus,  for  instance,  though  the 
labor,  cement,  sand,  and  gravel  costs  would  be  included  by  these 
engineers  in  the  unit  cost  per  yard  for  concrete,  the  cost,  rental,  or 
maintenance  of  the  machinery  used  in  the  mixing  of  the  concrete, 
the  cost  of  the  construction  and  scrapping  after  the  completion  of 
the  work  of  the  bins,  railroad  tracks,  towers  or  travelers  of  one  kind 
or  another,  used  in  the  mixing,  delivery,  and  placing  of  the  concrete, 
would  be  included  in  the  percentage  applied  to  the  above  stated  unit 
costs  to  cover  so-called  "Auxiliary"  or  "Collateral  Costs",  In  this 
report  it  is  assumed  that  the  auxiliary  and  collateral  costs  are  included 
in  the  basic  imit  prices. 

Character  of  the  Items  Classed  as  Overhead  Charges. — It  is  deemed 
proper  by  the  Committee  to  present  the  considerations  which  prevail 
in  the  allowance  of  various  items  of  overhead  charges,  some  examples 
of  actual  costs  and  allowances  mider  each  head,  and  some  of  the 
more  authoritative  decisions  approving  such  allowances. 

(a) — TIlc  Cost  of  Promotion. — The  period  prior  to  the  commence- 
ment of  actual  construction  of  physical  properties  is,  in  the  case  of 
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most  properties,  divided  into  two  parts:  the  period  of  promotion  and 
the  period  of  corporate  organization  after  the  promotion  has  been 
brought  to  a  successful  issue. 

It  is  clear  that  the  amount  of  money  actually  spent  in  promotion 
may  have  a  wide  range.  In  the  case  of  such  properties  as  hydro- 
electric power  developments,  years  of  time  and  large  sums  of  money 
may  be  required  to  secure  title  to  lands  and  flowages  and  to  bring 
the  project  to  such  form  as  to  justify  the  attempt  to  raise  funds  for 
actual  construction.  Other  properties  may  involve  but  little  expense 
or  but  little  outlay  or  money.  Still  other  properties  may  have  a  large 
or  small  outlay  on  the  initial  construction,  but  the  major  part  of 
the  property,  developing  after  operation  of  the  pioneer  lines,  and  built 
as  additions  to  an  existing  operating  property,  may  have  very  little 
actual  cost  of  promotion. 

The  argument  supporting  the  allowance  of  cost  of  promotion  is 
ably  stated  in  the  decision  of  the  Michigan  Railroad  Commission  in 
the  hearing  on  the  application  of  the  Northern  Michigan  Power  Com- 
pany for  authority  to  issue  securities.  The  decision,  written  by  Com- 
missioner Lawton  T.  Hemans,  discusses  "Cost  of  Promotion",  in 
connection  with  the  cost  of  acquisition  of  lands  for  hydraulic  pur- 
poses, as  follows  (19  A.  T.  and  T.  Co.  Com.  L-253-254,  June  11th, 
1913) : 

"Another  item  which  it  seems  to  the  Commission  is  properly  in- 
cluded in  the  value  of  lands  for  hydraulic  purposes,  under  the  Com- 
mission's general  designation  of  'reasonable  compensation  for  the  time, 
energy  and  ability  bestowed  in  their  acquisition',  is  the  item  quite  gen- 
erally denominated  'promoter's  profit',  but  which  this  Commission  be- 
lieves would  be  more  truly  descriptive  if  denominated  'cost  of  promo- 
tion'. The  man  who  devotes  his  genius  to  enlisting  support  for  great 
enterprises  of  public  benefit,  which  his  clearer  foresight  and  keener 
vision  has  first  perceived  in  the  great  world  of  material  development,  has 
performed  services  quite  as  valuable  to  the  public  as  the  engineer  who 
later  makes  computations,  plans  and  specifications,  or  the  man  who 
in  any  other  position  contributes  to  the  creation  of  the  utility. 

"In  passing  upon  the  value  of  services  of  this  character,  the  New 
York  Public  Service  Commission  has  said  that  such  services  'should 
be  fairly  and  even  liberally  rewarded  by  the  public  which  receives  the 
benefit  of  these  works.  Such  rewards,  however,  should  be  put  upon 
a  clear  basis  of  business  principles,  should  be  of  suflBcient  magnitude 
to  encourage  rather  than  discourage  enterprise,  and  should  not  be 
so  great  as  to  make  an  exorbitant  demand  which  is  perpetual  in  its 
nature  upon  the  community  to  be  served.  They  are  to  be  treated 
simply  as  just  payments  for  services  performed  for  the  corporation, 
which  services  are  valuable!  and  in  many  caso>!  ovon  indispensable. 
Such  services  should  be  paid  for  upon  the  basis  of  what  they  arc  fairly 
worth,  having  regard  to  all  the  circumstances  of  the  case'.  (In  re  appli- 
cation, Kocliostcr,  Corning,  Elmira  Traction  Co.,  1  P.  S.  C,  2d  D., 
N.  Y.,  lOG.) 
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"In  the  above  case  the  award  was  made  upon  the  basis  of  five 
per  cent,  on  the  entire  cost  of  the  enterprise,  which  had  a  total  cost 
approximating  seven  inillion  dolUirs.  Other  awards  have  been  made 
by  the  Xew  York  Commission  of  varying  percentages  upon  the  esti- 
mated cost  of  the  particular  utility. 

"In  the  matter  under  consideration,  request  is  made  to  include  in 
capitalization  as  compensation  for  promotion,  two  and  one-half  per 
cent,  on  the  estimated  cost.  The  Commission  is  persuaded  that  in  cases 
of  this  character  the  item  of  cost  of  promotion  attaches  peculiarly 
to  the  lands  and  flowage  rights  of  the  development,  for,  if  it  is  to 
be  justified,  as  we  have  indicated  our  belief  it  should  be,  as  com- 
pensation for  a  peculiar  service  incident  to  every  comprehensive 
scheme  of  material  development,  then  it  should  in  principle  inure 
to  the  value  of  the  thing  in  relation  to  which  the  particular  service 
was  rendered.  It  should  be  compensation  to  the  pioneer,  rather  than 
to  those  who  claim  neither  originality  of  conception  or  to  have  assumed 
any  of  the  risks  of  development." 

That  this  element  of  cost  is  recognized  by  the  Interstate  Com- 
merce Commission  is  shown  by  the  provision,  in  the  account  designated 
as  "Organization  Expenses"  for 

"*  *  *  Cost  of  preparing  and  distributing  prospectuses;  cost 
of  soliciting  subscriptions  for  stock;  cash  fees  paid  to  promoters,  and 
the  actual  cash  value  (at  the  time  of  the  organization)  of  securities 
paid  to  promoters  for  their  service  in  organizing  the  enterprise." 

Examples  of  actual  costs  of  promotion  are  difficult  to  cite,  for 
the  reason  that  the  accounting  for  such  costs  has  been  as  a  rule  under 
the  head  of  general  expense,  or  of  organization,  and  have  been  merged 
with  other  costs  which  belong  properly  in  organization,  administration, 
or  legal  exi)enses. 

(h) — TJie  Cost  of  Financing. — When  the  project  of  the  promoter 
has  been  investigated  and  found  to  be  soxmd,  and  after  a  plan  for  the 
financing  of  the  company  has  been  adopted,  there  is  incurred  consider- 
able expense  in  connection  with  the  issue  and  sale  of  stocks  or  the 
issuing  and  marketing  of  bonds  and  the  payment  of  commissions  to 
brokers.  There  can  be  no  question  as  to  the  necessity  for  such  expen- 
ditures. They  are  unavoidable,  and  should  be  allowed  in  proper 
amount. 

Whether  discount  on  securities  is  an  allowable  item,  is  an  open 
question.  Discount  may  be  a  partial  capitalization  of  the  commercial 
risk  had  in  making  the  investment,  it  may  be  an  indication  of  lack  of 
credit  on  the  part  of  the  company,  or  it  may  indicate  that  the  interest 
rate  on  the  bonds  is  lower  than  the  conditions  of  the  market  would 
warrant,  and  the  discount  is  in  effect  an  adjustment  of  the  interest  rate 
or  a  prepayment  of  interest.  If  the  company  secures  the  benefit  of  the 
low  interest  rate,  it  would  be  unfair  to  capitalize  the  discount.  Nor 
would  it  seem  any  more  fair  to  capitalize  excessive  risk  or  poor  credit. 
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That  regulating  authorities  and  Courts  are  not  in  perfect  accord,  ia 
shown  by  the  conflicting  opinions  quoted. 

In  a  Montana  rate  case  (198  Fed.,  1003),  Judge  Hunt  says: 

"The  master  allowed  15  per  cent,  of  $562  715.89,  or  $84  407.38,  as 
a  necessary  and  usual  item  of  cost  of  reproduction.  There  was  no 
evidence  offered  on  behalf  of  the  Railroad  Commission  tending  to  dis- 
pute the  conditions  which  the  witnesses  for  the  complainant  said  existed 
generally  throughout  investing  communities,  namely,  that  a  railroad, 
such  as  the  one  under  investigation,  is  only  able  to  make  its  financial 
arrangements  by  regarding  as  a  part  of  the  construction  cost  to  which 
it  is  subjected  a  discount  representing  the  difference  between  the 
amount  derived  from  the  sale  of  its  bonds  and  the  amount  which  the 
bonds  must  eventually  cost  the  company.  Recognition  of  discounts  on 
securities,  based  upon  the  considerations  just  expressed,  has  been  made 
by  the  courts.  Of  course  there  never  could  be  any  allowance  whereby 
a  corporation  can  be  allowed  to  capitalize  its  own  lack  of  credit;  but 
where  the  bonds  are  sold  at  a  reasonable  discount,  and  bear  a  low  rate 
of  interest,  it  would  seem  to  be  the  equivalent  of  selling  the  bonds  at 
par  with  a  high  rate  of  interest.  Here  the  15  per  cent,  seems  to  be 
reasonable,  the  testimony  showing  that  upon  such  a  discount  the  bonds 
are  put  upon  an  equality  in  marketable  conditions  Vv'ith  the  bonds  of 
some  of  the  very  largest  and  most  successful  railroads  in  the  country." 

Commissioner  Hemans,  in  the  ITorthern  Michigan  Power  Company 
case,  says: 

"The  application  filed  herein  makes  request  for  the  allowance  of  an 
item  of  2^  per  cent,  on  the  cash  cost  of  construction  and  physical  prop- 
erties to  cover  the  item  of  banking  and  brokerage.  Unqiiestionably 
every  comprehensive  development  of  the  character  being  considered 
finds  it  expedient  to  enlist  the  services  of  a  reputable  broker  who  must 
be  compensated  for  the  investigation  he  shall  make  into  the  basis  of 
the  securities,  which,  if  found  satisfactory  and  desirable,  he  shall 
recommend  to  his  clientage,  but  it  is  a  service  that  is  incidental  to  the 
sale  of  the  securities  or  the  borrowing  of  capital.  It  is  an  item  most 
intimately  connected  with  bank  discoimt  which  is  in  part  the  rate  which 
a  given  concern  must  pay  for  its  loans.  We  believe  that  under  pre- 
vailing practices,  in  view  of  the  discount  at  which  it  is  desired  that  the 
bonds  to  be  authorized  herein  may  be  sold  and  at  which  like  securities 
are  sold,  thei'e  is  no  justification  for  the  inclusion  of  this  item  in 
capitalization,  but  that  it  should  be  included  with  the  bond  dis- 
count and  ultimately  extinguished  by  amortization  from  the  profits  of 
■operation." 

In  the  Des  Moines  gas  case  (238  U.  S.,  153),  already  quoted,  Mr. 
Justice  Day  quotes  the  Master,  as  follows: 

"Time  and  money  expended  in  the  promotion  of  the  enterprise  in 
the  organization  of  the  company  and  interesting  capital  therein,  includ- 
ing also  legal  expenses,  obtaining  the  necessary  franchise  as  well  as 
the  costs  of  incorporating  the  company."  <[  bfuow 
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The  Committee  is  of  the  opinion  that  the  cost  of  financing  should 
include  all  fair  costs  for  interesting  capital  and  issuing  and  market- 
ing securities.  Discount  on  securities  should  not  be  included  in  capital, 
but  should  be  amortized  over  the  period  of  the  life  of  the  securities. 
The  fair  cost  of  financing  will  depend  on  the  probable  rate  of  return, 
the  credit  of  the  promoters,  and  the  degree  of  hazard  attending  the 
project.  If  a  sufficiently  high  rate  of  return  is  assured  and  the  credit 
of  the  promoters  is  good,  the  cost  of  financing  should  be  low,  little  more 
than  an  ordinary  brokerage  rate.  Poor  credit  should  not  be  considered 
in  estimating  cost  of  reproduction,  but  probable  rate  of  return  and  the 
hazard  of  the  enterprise  should  be  considered,  and  the  fair  cost  of 
financing  estimated  as  affected  thereby. 

(c) — The  Cost  of  Organization. — Under  this  caption  is  included  a 
class  of  expenditures  common  to  all  properties,  distinct  from  "Cost  of 
Promotion"  in  that  they  usually  follow  the  promotion,  and  are  incurred 
after  the  project  is  assured.  There  may  be  many  cases  in  which  they 
merge  with  the  cost  of  promotion.  There  are  undoubtedly  some  cases 
where  '"'Cost  of  Promotion",  "Cost  of  Financing",  and  "Cost  of  Organi- 
zation" may  all  be  includible  under  the  head  of  organization.  The 
class  of  expenses  specifically  referred  to  includes  costs  connected  with 
incorporation  and  securing  a  charter,  cost  of  securing  franchise,  local 
grants,  consents  of  property  owners,  consents  of  the  Government,  as 
in  case  of  construction  over  or  under  navigable  waterways,  and  all 
other  expenses  connected  with  the  organization  of  the  company  which 
is  to  build  the  property,  and  the  securing  of  all  the  necessary  rights, 
grants,  and  privileges  necessary  to  permit  it  to  proceed  with  actual 
construction. 

In  Bonbright  vs.  Geary  (210  Fed.,  44),  already  quoted,  there  were 
included  "The  legal  expenses  of  organization." 

In  the  Des  Moines  gas  case  (236  U.  S.,  153)  there  were  included 
"legal  expenses  obtaining  the  necessary  franchise,  as  well  as  the  costs 
of  incorporating  the  company." 

In  the  Knoxville  case  (212  U.  S.,  1)  the  sum  of  $10  000  was  allowed 
for  "Organization,  Promotion,  etc."  The  Court  assumed  this  to  be 
a  proper  allowance  without  deciding. 

(d) — Engineering. — As  an  "Overhead  Charge"  there  should  be 
included  all  engineering  costs  not  capable  of  specific  assignment  to 
property  units  or  special  parts  of  the  property. 

The  general  engineering  charge,  in  the  case  of  most  properties,  is 
a  very  considerable  item,  in  some  cases  amounting  to  a  large  per- 
centage. The  percentage  differs  with  the  character  of  the  works  and 
with  the  care  and  skill  exercised  in  their  construction. 

In  the  case  of  a  railroad  property,  general  engineering  includible 
as  an  "Overhead  Charge"  would  cover  all  the  reconnaissance  or  gen- 
eral investigation  of  the  territory  through  which  the  line  was  to  run. 
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the  preliminary  surveys,  the  final  location,  the  general  supervision  of 
the  chief  engineer  and  assistants  whose  time  is  devoted  to  general, 
not  specific,  work,  all  services  of  consulting  engineers  not  capable  of 
definite  assignment  to  specific  units  of  property,  and  much  •  of  the 
expense  of  the  office  staff  of  the  chief  engineer's  office. 

In  the  case  of  most  old  properties,  it  is  difficult  to  draw  exact  lines 
between  these  general  engineering  expenses  and  the  engineering  and 
inspection  during  construction,  and  in  many  instances  it  may  be 
desirable  to  include  all  engineering  as  an  overhead  charge. 

In  connection  with  a  water-works  property,  large  expenditures 
must  be  made  for  investigations  of  drainage  areas,  general  surveys, 
plans  and  specifications,  and  general  supervision  of  all  construction. 

In  the  illustrations  cited  of  actual  engineering  costs,  no  attempt 
has  been  made  to  segregate  general  engineering  charges  and  direct 
supervision,  all  preliminary,  general  and  direct  charges  being  lumped. 
In  case  the  segregation  can  be  made,  it  will  be  found  in  every  case 
that  the  overhead  charge  for  general  engineering  is  a  very  considerable 
item,  which  cannot  be  overlooked  or  dismissed  because  of  charges  to 
direct  supervision. 

Examples  of  actual  costs  of  engineering  indicate  that  there  is  a 
rather  wide  range  in  the  percentage,  even  on  the  same  kinds  of  prop- 
erty, due  to  the  presence  or  absence  of  a  large  number  of  property 
units  which  carry  high  costs  of  direct  supervision.  This  goes  far 
toward  supporting  the  argument  of  the  Committee  that  these  figures 
should  be  analyzed. 

The  construction  of  an  important  dam  or  aqueduct,  built  in  place 
and  requiring  skill  in  designing,  and  a  careful  inspection  of  every  part 
of  the  work  as  it  is  built,  requires  a  larger  expenditure  for  engineering 
than  a  large  cast-iron  pipe  line,  where  the  cost  of  laying  the  pipes  in 
a  trench  is  but  a  small  percentage  of  the  total  cost  of  the  line,  and  the 
work  progresses  so  rapidly  that  the  inspection  cost  is  small  in  pro- 
portion to  the  total  cost.  The  charge  to  direct  supervision  would  be 
nmch  greater  in  one  case  than  in  the  other,  and  if  such  charge  be 
made,  general  engineering  overhead  charge  will  be  more  nearly  com- 
I)aruble  with  other  like  i)roperties. 

The  cost  of  engineering  varies,  not  only  with  the  class  of  work, 
but  with  the  character  of  the  design  and  method  of  its  execution — 
whether  by  day  labor  or  contract,  and  in  the  latter  case  the  nature  of 
the  contract.  Works  may  be  built  with  little  inspection,  from  crude 
designs  prepared  by  unskillful  engineers,  with  the  result  that  the  cost 
of  works  may  be  large,  although  the  percentage  paid  for  engineering 
may  be  small.  Works  skillfully  designed  and  efliciontly  constructed 
imi)ly  a  larger  cost  for  engineering,  which  should  be  recognized  in  any 
valuation  when  the  works  give  evidence  of  such  skill  and  efficiency. 
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(e) — Administration. — Under  this  head  should  be  included  all 
allowances  to  cover  the  salaries  and  expenses  of  executive  officers 
during  the  period  of  construction.  Also  all  clerks  and  other  employees, 
office  rent,  and  expenses  in  connection  with  the  supervising,  accounting, 
and  other  offices,  except  law  or  engineering. 

This  allowance  should  cover,  when  necessary,  all  general  police 
and  sanitary  department  employees. 

These  expenses,  like  those  for  engineering,  vary,  depending  on 
the  character  and  location  of  the  work,  legal  requirements,  and 
methods  of  construction  followed. 

As  accounting  records  have  been  kept  in  the  past,  they  are  difficult 
of  exact  analysis  by  examination  of  old  records  of  construction,  as 
they  have  often  been  merged  with  other  accounts.  There  has  been  such 
a  universal  recognition  of  the  propriety  of  the  inclusion  of  an  allowance 
in  proper  amount  that  no  argument  is  considered  necessary. 

(/) — Legal  Expense. — The  law  expense  incident  to  construction 
will  vary  greatly,  depending  on  the  character  of  the  work,  the  popu- 
lation in  the  territory  in  which  the  work  is  being  done,  and  the  laws 
which  control  the  operations  of  corporations  as  to  securing  rights  or 
as  to  construction. 

One  property  may  be  situated  so  that  few  if  any  obstructions  are 
placed  in  the  way  of  its  construction,  and  another  similar  property, 
in  another  State,  may  have  not  only  to  pay  large  sums  for  legal 
services  necessary  to  carry  out  the  requirements  of  statutes  and  ordi- 
nances, but  may  have  to  resort  to  extended  litigation  before  the  work 
is  completed.  This  fact  makes  necessary  a  consideration  of  the  his- 
tory of  the  property  in  connection  with  the  allowance  for  "Legal 
Expense".  This  allowance  has  been  made  in  nearly  all  past  valuations. 
It  is  a  proper  allowance,  and  should  be  made  in  such  amount  as  will 
adequately  cover  the  expense  in  each  case. 

(g) — Interest  During  Construction. — Before  the  construction  of 
works  of  magnitude  can  be  undertaken,  financial  arrangements  must 
be  made  for  the  advance  of  the  necessary  funds.  If  the  period  of 
construction  involved  be  comparatively  short,  such  as  one  or  two 
years,  it  has  generally  been  found  advantageous,  if  not  necessary,  to 
borrow  the  entire  sum  needed  in  advance  of  construction.  If,  on 
the  other  hand,  the  period  of  construction  is  a  long  one,  such  as  from 
5  to  10  years,  as  is  true  in  the  case  of  most  large  properties,  or  large 
parts  of  properties  which  have  been  built  during  one  construction 
period,  instead  of  developing  from  small  beginnings,  it  is  generally 
found  advantageous  to  make  arrangements  for  the  advance  of  stated 
sums  at  different  times  during  the  construction  period.  Generally, 
bankers  and  underwriting  syndicates  prefer,  however,  to  make  arrange- 
ments on  the  basis  of  purchase  of  the  entire  bond  issue,  though  the 
bonds  be   delivered   at   stated   intervals   in   blocks,    and   allowance   be 
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made  for  repayment  of  a  nominal  rate  of  interest,  such  as  2%  on 
unexpended  bank  balances. 

Necessary  financial  arrangements  involve  the  payment  during  the 
construction  period  of  interest  on  the  funds  borrowed,  or  advanced 
by  the  owner  of  the  property.  It  is  logical  to  include  these  interest 
payments  in  the  construction  cost  of  the  property  up  to  the  time  when 
the  workable  units  of  the  plant  are  put  into  actual  revenue-producing 
operation;  then  the  interest  payments  involved  by  the  investment  in 
the  unit  of  operating  property  should  be  accounted  in  development- 
expense  dviring  the  period  involved  in  the  acquisition  or  establish- 
ment of  the  business  to  the  point  where  the  earnings  are  sufficient 
to  meet  the  fixed  charges,  as  well  as  the  operating  expenses  and  depre- 
ciation allowance;  thereafter,  the  interest  payments  should  be 
accounted  as  fi^ed  charges,  to  be  met  from  the  net  revenue  or  divisible 
earnings  of  the  property. 

The  determination  of  the  exact  time  when  the  different  workable 
units  of  the  property  may  fairly  be  assumed  to  have  crossed  the  dividing 
line  between  the  "construction-period"  and  the  "physical  development- 
period"  is  difiicult;  but  this  is  not  a  matter  of  controlling  importance 
if  proper  allowance  be  made  for  the  development  expense  element  of 
the  value  in  the  property. 

All  the  arguments  for  the  inclusion  of  a  proper  allowance  for 
"Interest"  are  stated  so  fully  by  the  Wisconsin  Railroad  Commission 
in  the  Madison  Gas  and  Electric  Company  case  (4  Wis.  R.  C.  R., 
501-541,  decided  March  8th,  1910),  that  no  further  discussion  appears 
to  be  necessary: 

''While  all  these  points  are  interesting,  and  contribute  to  an  intel- 
ligent discussion  and  determination  of  the  question  at  issue,  it  would 
seem  that  the  interest  during  construction,  correctly  allowable  in 
a  valuation  under  ordinary  conditions,  would  be  interest  at  the  current 
rate  on  the  cost  of  each  part  of  the  plant  during  its  construction.  The 
element  of  cost  by  reason  of  interest  during  construction  is  one  which 
cannot  be  escaped.  It  is  present  to  some  extent  no  matter  what  the 
method  of  financing  the  construction  may  be.  From  the  time  the 
investment  for  construction  is  made  until  the  completion  of  the 
entire  plant  enables  the  investment  to  become  active  as  an  integral 
part  of  a  working  whole,  there  is  the  element  of  interest,  for  that  in- 
vestment is  necessarily  involved  and  is  necessarily  idle  until  the 
completion  of  the  plant  to  a  working  point.  The  fact  of  interest, 
like  the  fact  of  depreciation,  is  present,  no  matter  what  method  is 
employed  for  financing  it.  This  is  as  true  when  the  money  is  fur- 
nished by  the  owners  as  when  it  is  borrowed  by  them.  The  theory 
upon  which  such  interest  rests  is  sound,  and  remains  so  even  in  isolated 
cases  where  the  investors  decide  to  charge  no  interest,  and  choose  to 
donate  the  same  to  the  consumers  in  the  way  of  lower  charges  for  the 
services  rendered.  Even  if  the  company  let  a  contract  for  the  com- 
plete construction  of  a  plant,  to  be  paid  for  in  no  part  \uitil  wholly 
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completed  to  the  operating  point,  interest  cost  would  come  in  as  a 
pan  of  the  contract  price,  even  though  not  expressly  set  forth.  In 
that  case  the  contractor  would  have  to  ask  a  higher  price  to  cover 
the  interest  cost.  Some  additional  compensation  is  needed  for  the 
investment  made  by  him  during  the  progress  of  the  work  and  which 
is  necessarily  idle  until  the  completion  of  the  plant.  Should  the 
company  itself  construct  the  plant  and  be  able  to  arrange  to  do  the 
entire  work  on  credit — gathering  the  material,  machines  and  equip- 
ment, labor  and  everything  additional  needed  on  credit,  to  be  paid 
for  at  the  completion  of  the  plant,  at  the  point  of  operation — the 
interest  cost  would  nevertheless  enter  in  some  form  in  the  entire  cost 
of  construction." 

It  has  been  the  practice  on  many  valuations  to  assume  a  period  of 
construction,  and  to  assume  that  the  interest  during  the  period  of 
construction  would  equal  the  interest  for  the  entire  period  on  one-half 
the  total  cost.  In  making  the  assumption  as  to  a  proper  period  of  time 
in  which  any  property  could  be  constructed  in  connection  with  the  re- 
production estimate,  due  consideration  should  be  given  to  the  actual 
history  of  the  development  of  the  property,  and  to  the  sequence  in  which 
the  various  parts  of  the  property  were  built  or  would  be  built  under 
present-day  methods,  and  making  use  of  existing  facilities.  Allowances 
for  interest  and  other  overhead  charges  should  be  based  on  actual 
experience  in  the  construction  of  the  property  under  investigation, 
or  similar  new  properties,  as  far  as  possible,  and  not  on  any  such 
general  assumption  as  stated,  as  such  assumption  is  likely  to  give 
results  which  would  be  too  small  in  many  instances  and  excessive 
in  others,  and  the  attempt  should  be  to  determine  a  figure  which  will 
be  just  and  equitable  in  each  case. 

Some  of  the  earlier  railroad  appraisals  assumed  that  the  property 
would  be  produced  in  short  sections,  each  taking  one  year  for  con- 
struction, and  that  an  allowance  of  3%  on  the  entire  cost,  or  an 
average  of  one-half  year's  interest,  would  be  ample. 

While  it  is  undoubtedly  true  that  some  properties  have  been  built 
and  opened  to  traffic  in  short  sections,  and  have  thus  carried  a  small 
interest  charge,  and  some  of  these  properties  would  be  so  built  if  they 
were  to  be  reproduced,  such  an  assumption  is  not  applicable  to  all 
properties. 

From  the  viewpoint  of  reproduction  under  present  conditions,  in- 
terest during  construction  should  be  based  on  carefully  prepared  con- 
struction and  financial  programmes  which  will  provide  for  a  proper 
period  for  reproduction,  giving  due  regard  to  the  history  of  the  enter- 
prise and  to  the  periods  of  times  required  for  the  construction  of  dif- 
ferent portions  of  the  property,  as  well  as  a  reasonable  sequence  in 
the  order  of  reproduction,  and  will  provide  fully  for  all  economies. 
The  financial  programme  should  be  so  adequate  as  to  provide  ample 
funds  and  materials,  as  needed  during  construction,  and  to  eliminate 
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delays.  The  rate  of  interest  should  be  based,  not  on  the  financial  credit 
of  the  property  at  the  time  of  appraisal,  but  on  the  assumption  that  the 
property  is  a  new  property,  and  will  be  developed  during  the  repro- 
duction period  assumed,  and  giving  due  weight  to  the  hazards  at- 
tached to  each  property. 

From  a  strictly  historic  point  of  view,  the  time  for  which  interest 
during  construction  should  be  allowed  should  be  determined  on  the 
basis  of  historic  conditions,  in  the  same  way  as  other  items  entering 
into  the  estimate  of  cost,  except  that  normal  present  conditions  should 
be  used  in  fixing  the  rate  or  rates  of  interest  to  be  used.  Due  regard 
should  be  given  the  history  of  the  property  as  to  its  effect  upon  the 
credit  of  the  company,  having  in  mind  that  in  some  existing  utilities 
large  parts  have  been  built  piecemeal  after  the  original  property  had 
been  fully  established,  without  the  degree  of  risk  and  hazard  attending 
the  building  of  the  original  property,  and  that  in  some  other  utilities 
the  risks  attending  the  development  of  the  additions  were  fully  as 
great  as  those  attending  the  construction  of  the  original  property.  The 
financial  programme  should  be  so  adequate  as  to  provide  such  ample 
funds  and  materials  as  would  be  needed  during  the  construction  periods 
of  the  different  parts  of  the  property  to  eliminate  delays. 

It  is  not  intended  by  the  above  statement  to  suggest  that  it  is 
necessary  to  obtain  the  history  of  each  item  added  to  the  original 
property  or  used  to  replace  an  item  which  has  reached  the  end  of  its 
life,  because  this  would  be  impracticable  and  unnecessary;  but  that 
the  historical  basis  should  be  used  as  a  guiding  factor  in  determin- 
ing the  period  for  which  the  interest  during  construction  of  such  items 
or  classes  of  items  should  be  computed.  In  other  words,  the  interest 
during  construction  allowance  for  items  added  to  a  property  from 
time  to  time  after  the  original  construction  should  extend  only  over 
the  period  of  time  required  to  build  each  particular  item  and  put  it  in 
operation,  with  a  reasonable  addition  to  provide  for  procuring  the 
money  in  advance  of  the  beginning  of  construction. 

Interest  should  then  be  computed  on  the  various  parts  of  the  prop- 
erty, taking  into  account  the  time  required  to  construct  each  and  the 
total  time  that  must  elapse  from  the  completion  of  that  part  until  the 
operating  units  of  property  reach  the  point  of  revenue-producing 
operation. 

(h)— Taxes. — The  money  paid  out  for  taxes  on  lands,  buildings, 
materials,  and  equipment  during  the  period  of  construction  of  a  utility 
property  would  seem  to  be  so  obviously  a  proper  charge  to  capital 
invested  in  plant  as  to  require  no  supporting  argument,  yet  it  has  not 
received  the  unqualified  endorsement  of  the  Courts.  An  illustration 
may  be  cited  in  the  case  of  an  electric  light  and  power  company  in  a 
large  mid-western  city.  The  rapid  growth  of  the  city  and  increase  of 
the  business  necessitated  very  large  increase  in  the  plant  facilities,  and 
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it  was  determined  to  build  a  new  power  station  in  a  new  location.  A 
tract  of  22  acres  was  acquired  in  1911,  and  work  was  at  once  com- 
menced on  preparation  of  plans.  Actual  construction  was  begun  in 
the  spring  of  1912,  and  the  plant  was  put  in  operation  during  the 
summer  of  1915.  During  this  period  3  full  years  taxes  on  the  land 
were  paid,  and  the  increase  each  year  in  the  assessments,  on  account 
of  the  improvements,  resulted  in  a  payment  during  the  period  of  more 
than  four  times  the  tax  that  would  have  been  paid  on  the  basis  of  the 
assessed  valuation  at  the  time  of  purchase.  This  expense  is  unavoid- 
able; it  is,  like  interest,  a  charge  that  must  be  provided  for,  and  met 
out  of  funds  raised  for  construction.  The  percentage  of  the  total 
construction  cost  may  vary  on  diiferent  kinds  of  property,  and  care 
must  be  taken  to  make  sufficiently  full  investigations  to  insure  the 
accuracy  of  the  estimate.  The  Committee  believes  that  an  allowance 
for  taxes,  in  proper  amount,  is  a  fair  charge  to  construction,  and  should 
always  be  included  in  the  reproduction  estimate. 

(t) — Contingencies. — Contingencies  in  construction  are  those  added 
costs  or  added  items  of  construction  which  are  made  necessary  by 
unforeseen  difficulties,  or  events  beyond  the  control  of  the  builders,  or 
are  due  to  conditions  which  were  not  fully  determined  at  the  inception 
of  the  work.  Similarly,  the  contingencies  in  an  estimate  of  reproduc- 
tion are  those  due  to  conditions  which  could  not  be  fully  determined 
at  the  time  of  making  such  estimate  of  cost  and  such  conditions 
always  prevail,  in  greater  or  less  degree,  depending  upon  the  character 
of  the  property  and  local  conditions,  the  age  of  the  property,  the 
available  records,  and  many  other  factors. 

Contingencies  vary  in  amount  with  different  kinds  of  property  and 
with  different  property  units.  On  classes  of  work  in  which  the  con- 
tingency item  is  likely  to  be  large,  the  proper  percentage  to  allow  for 
contingencies  will  depend  largely  on  the  extent  and  accuracy  of  the 
investigation. 

Perhaps  no  one  item  of  overhead  charges  on  past  appraisals  has 
drawn  more  criticism,  and  in  some  instances  ridicule,  than  the  allow- 
ance for  contingencies.  The  Committee,  at  the  outset  of  its  discussion 
of  the  subject,  desires  to  state  that  no  allowance  for  contingencies  is 
advocated  that  is  not  a  reasonable  one. 

It  must  be  emphasized  that  the  allowance  for  contingencies  is  an 
allowance  for  the  unseen  and  indeterminate  cost  in  reproduction  which 
could  not  be  seen,  investigated,  and  determined  in  advance  of  original 
construction,  or  at  the  date  of  valuation.  Many  people  appear  to  be 
unable  to  realize  the  fact  that  it  is  not  possible  to  see  all  the  things 
that  were  done  and  know  all  the  conditions  that  accompanied  the  doing 
of  them  when  investigating  an  existing  great  public  utility. 

It  is  fully  as  difficult  to  estimate  correctly  the  cost  of  reproducing 
an  existing  property  as  it  is  to  estimate  the  cost  of  producing  one 
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which  does  not  exist,  and  it  may  be  more  difficult.  To  illustrate, 
assume  one  of  the  large  hydro-electric  developments  or  water- 
works reservoirs.  The  property  is,  let  us  say,  12  or  15  years  old. 
The  valuation  engineer  finds  a  massive  masonry  dam,  some  build- 
ings and  equipment  capable  of  definite  measurements,  and  a  large 
lake  or  water  covering  several  hundred  acres.  All  roads,  railroads,  and 
other  property  surrounding  the  reservoir  are  in  good  condition, 
and  their  appearance  would  not  indicate  whether  they  were  12  or  40 
years  old.  The  plans,  field  notebooks,  and  construction  records  may 
be  complete,  but  are  more  likely  not  to  have  been  fully  preserved,  as  in 
many  properties  the  value  of  old  notes  and  construction  records  has 
not  been  recognized.  The  problem  is  to  estimate  the  cost  of  repro- 
ducing the  property.  There  will  be  many  costs  which  can  be  covered 
only  by  a  contingency  allowance. 

The  construction  engineer,  about  to  enter  upon  the  construction  of 
such  a  property,  finds  in  the  valley  to  be  occupied  all  the  various  prop- 
erties and  constructions  that  are  to  be  removed,  he  has  available  the 
results  of  explorations,  surveys,  soundings,  borings,  and  other  investi- 
gations which  will  determine  what  will  be  encountered.  He  has  equal 
knowledge  with  the  valuation  engineer  as  to  costs  of  material,  labor, 
transportation,  tools  and  equipment,  and  other  things  needed,  and  his 
facilities  for  accurate  estimating  are  just  as  good.  Yet,  in  producing 
the  property,  he  encounters  costs  not  foreseen,  due  to  weather,  floods, 
labor  troubles,  transportation  difficulties,  delays,  and  many  other  causes. 

The  contingencies  cannot  be  listed  in  advance — otherwise  they  would 
not  be  contingencies. 

Those  who  ridicule  or  omit  contingent  allowances,  or  argue  that  they 
i^PPly  to  individual  items  rather  than  to  the  plant  costs  as  a  whole, 
ignore  general  construction  experience.  The  allowance  for  contin- 
gencies is  not  an  allowance  to  cover  error,  as  has  often  been  assumed. 
To  some  extent  contingencies  in  both  construction  and  reproduction 
are  due  to  failure  to  schedule  completely  all  work  to  be  done,  but,  to 
a  far  greater  extent,  contingencies  are  due  to  those  unseen,  unavoidable, 
and  uncontrollable  causes  that  neither  engineer,  nor  owner,  nor  con- 
tractor can  foresee. 

Errors  of  judgment  may  occasionally  add  to  the  cost  of  construc- 
tion, and  the  Committee  is  of  the  opinion  that  a  provision  for  this  is 
justifiable. 

The  Committee  endorses  no  allowance  for  contingencies  which  will 
add  arbitrarily  a  percentage  to  a  thing  that  is  known  and  definite;  but 
it  does  contend  for  an  allowance  in  all  cases  except  those  in  which  it  is 
certainly  known  that  contingencies  would  not  be  incurred. 

Character  of  Coniingencii  Expenses. — Omissions  from  ScJiedule. — In 
both  construction  and  reproduction  estimates  on  large  properties,  where 
many  thousands  of  items  of  property  are  scattered  over  a  wide  area, 
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or,  as  in  the  case  of  railroads,  over  lumdreds  of  miles  of  territory,  there 
are  certain  to  be  omissions,  not  only  of  minor  items,  but  of  large  items 
of  property.  This  applies,  not  only  to  property  which  is  capable  of  easy 
identification,  but  to  a  greater  extent  to  that  which  was  built  in  con- 
nection with  the  construction,  and  was  essential  to  it,  but  which  is  not 
in  constant  use,  and  of  which  ownership  consequently  is  finally  lost 
sight  of. 

Hidden  Construction. — Unless  the  most  complete  records  are  avail- 
able, much  of  the  expense  which  adds  to  the  cost  of  foundations  of  all 
kinds  is  apt  to  be  overlooked.  Pumping  or  coffer-dams  in  some  localities, 
and  quicksand  or  other  treacherous  material  often  increasing  the  size 
or  depth  of  foundations,  makes  the  cost  not  only  greater  per  unit  but 
adds  largely  to  actual  quantities  in  excess  of  the  plans.  Costs  incident 
to  settlement  of  the  surface  on  marshes,  causing  a  large  increase  in 
the  fill  required,  are  sometimes  included  in  contingencies,  but  should 
be  allowed  for  preferably  in  the  schedule  of  quantities. 

Losses  Due  to  Flood,  Storm,  or  Bad  Weather. — Frequent  and 
unavoidable  expenses  are  those  due  to  storms,  floods,  slides,  and 
wash-outs.  There  is  also  the  added  expense  due  to  freezing  or  wet 
weather.  The  examples  of  this  class  are  very  numerous;  hardly  any 
large  property  has  been  built  which  has  not  had  to  contend  with  such 
difficulties. 

Strikes,  Lahor  Troubles,  Delays  in  Delivery  of  Materials. — Labor 
troubles  are  a  frequent  and  expensive  occurrence,  and,  at  times,  not 
only  delay  completion,  but  add  materially  to  the  cost.  The  non- 
delivery of  material,  often  necessitating  the  purchase  of  small  quan- 
tities at  high  prices,  or  causing  expensive  delays,  is  another  class  of 
contingency  expense  which  is  continually  met.  Delays  are  often  caused 
by  injunction,  or  other  legal  processes  or  failure  to  raise  the  necessary 
funds  as  needed,  causing,  not  only  extra  expense  on  the  work,  but 
loss  of  interest.  The  failure  of  contractors  or  the  abandonment  of 
v.-ork  by  them,  is  often  a  serious  cause  of  contingent  expense. 

Moreover,  it  often  happens  on  large  works  that  the  losses  due  to 
interruption  of  or  delay  in  construction  are  largely  augmented  by 
the  loss  in  efficiency  of  the  working  force,  incident  to  building  up  a 
partly  new  organization  upon  the  continuation  of  construction.  The 
suspension  of  active  work  upon  the  construction  of  the  Los  Angeles 
aqueduct,  due  to  temporary  lack  of  funds,  is  stated  in  the  report  to 
have  caused  an  additional  expense  of  $250  000. 

Construction  Outside  of  the  Main  Property. — In  nearly  all  large 
properties  it  will  be  found  that,  either  owing  to  the  special  location 
or  conditions,  or  on  account  of  relations  with  the  public  or  other 
owners,  it  is  frequently  necessary  to  build  considerable  work  which  is 
in  no  wise  a  part  of  the  property  under  investigation,  but  is  reqiiired 
to  readjust  existing  conditions  to  permit  the  work  to  proceed. 
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Illustrative  Examples  of  Actual  Contingencies. — In  building  an 
electric  road  near  Toledo,  Ohio,  contracts  for  grading  were  let  at  22 
cents  per  cu.  yd.  for  earth.  One  section  involved  a  crossing  under  a 
railroad.  The  presence  of  quicksand  and  water  in  the  cut  made  ordi- 
nary methods  of  handling  material  ineffective,  and  the  contractor 
failed.  The  work  was  completed  on  the  basis  of  cost  plus  a  percentage, 
at  a  cost  of  84  cents  per  cu.  yd. 

In  1895  the  Ann  Arbor  Railroad  was  raising  an  embankment  over 
a  swamp.  A  "sink  hole"  developed  which  broke  im.der  a  freight  train, 
causing  not  only  a  loss  of  many  thousands  of  yards  of  earth,  but 
damages  to  property  of  more  than  $25  000. 

In  March,  1905,  the  flood  conditions  in  Ohio  and  Indiana  were 
unusually  severe.  An  electric  railway  bridge  over  the  Maumee  River 
was  under  construction,  and  seven  high  concrete  piers  were  completed 
ready  for  superstructure.  An  ice  gorge  formed  about  2  miles  above 
the  bridge,  and  when  it  broke  two  piers  were  swept  away,  involving 
a  contingency  expense  of  more  than  15%  of  the  entire  cost  of  the 
bridge. 

The  Cleveland  Railway,  in  the  construction  of  a  new  car-house,  lost 
the  entire  structure  in  a  tornado  after  more  than  70%  of  the  work 
had  been  completed. 

Elliot  Holbrook,  M.  Am.  Soc.  C.  E.,  cites  examples  of  contin- 
gencies, as  follows: 

"A  piece  of  construction  with  which  the  writer  was  concerned  con- 
sumed over  two  years  in  construction,  while  it  was  expected  it  would 
be  completed  in  one  season.  The  result  was  that  owing  to  increased 
outlay  and  greater  length  of  construction  period,  interest  alone  was 
increased  by  an  amount  equal  to  5  per  cent,  of  the  original  estimate 
of  total  construction  cost.  A  steel  bridge  near  Anoka,  estimated  to 
cost  $21 000,  actually  cost  $32  000,  on  account  of  floods  taking  the 
coffer-dam  out.  Pipe  line  at  Dassel,  Minn.,  estimated  to  cost  $6  600, 
actually  cost  $8  300,  owing  to  delays  that  carried  the  work  into  winter, 
necessitating  excavation  in  frozen  ground.  Bank  widcnings  in  Dakota, 
estimated  to  cost  $15  000,  actually  cost  $27  000,  owing  to  excessive 
rains.  Change  of  line  from  Teton,  Mont.,  to  Timis,  Mont.,  estimated 
to  cost  $10  500,  actually  cost  $33  000,  on  account  of  a  hill  giving  way 
and  burying  a  steam  shovel.  A  change  of  grade,  estimated  to  cost 
$7  100,  actually  cost  $12  000,  owing  to  slides  and  wot  conditions  of 
material.  New  yard  at  Blair,  Mont.,  estimated  to  cost  $41  500,  cost 
$66  700,  owing  to  heavy  storms  washing  out  grading  and  causing 
delay.  Drainage  tunnel  at  Alvin,  estimated  to  cost  $16  700,  actually 
cost  $23  000,  on  account  of  trouble  encountered  with  water.  In  fact, 
in  the  construction  of  a  railroad,  there  is  almost  a  continuous  succes- 
sion of  unforeseen  and  unforeseeable  difficulties  that  increase  the  time 
necessary  for  construction  and  the  total  outlay  required." 

In   the  case  of  subway   construction  now   under  way   in   the  City 
of   New   York   the   provision   originally   made   for   contingencies,   6%, 
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has  becB  foiind  to  be  inadequate,  and  additional  elements  of  cost  have 
so  far  developed  to  indicate  that  they  will  amount  to  upward  of  1-1%, 
exclusive  of  the  provision  that  may  have  to  be  made  for  contractor's 
claims,  and  further  charges  for  interest  on  money  during  construction 
caused  by  the  non-synchronizing  of  completed  portions  of  the  system. 

Many  other  examples  have  been  cited  to  the  Committee.  It  is 
believed  that,  if  it  were  possible  to  separate  from  the  bare  cost  of  nearly 
all  large  works  those  items  that  were  actually  contingencies,  the  list 
might  be  greatly  lengthened.  Attention  should  be  directed  specially  to 
tiie  fact  that  nearly  all  available  cost  records  give  total  actual  con- 
struction, but  do  not  give  original  estimates  or  originally  estimated 
quantities.  To  determine  contingencies  therefor,  it  is  necessary  to  go 
in  most  cases  to  the  original  records  and  make  special  analyses.  This 
will  account  for  the  comparatively  small  number  of  cases  in  which  this 
item  of  overhead  charges  has  actually  been  segregated. 

The  close  estimation  of  cost  is  an  art,  of  which  comparatively  few 
men  are  masters.  In  its  final  analysis  it  is  a  matter  of  judgment, 
founded  upon  knowledge  and  breadth  of  experience  in  engineering 
construction,  and  discrimination  in  the  determination  of  the  relative 
eflEect  of  different  conditions  and  factors  entering  into  the  problem, 
as  well  as  in  the  application  of  well  kept  records  of  previously  built 
works.  Synthetic  cost  analysis  has  some  advantages,  if  limited  to  the 
main  and  readily  determinable  cost  influencing  items,  though  it  has 
the  grave  danger  of  implying  a  degree  of  accuracy  in  the  results 
obtained,  not  actually  realized,  and  the  tendency  to  minimize  and 
uuder-estimate  the  elements  of  hazard  and  uncertainty,  which  always 
exist  to  a  greater  or  less  degree,  on  any  large  construction  work. 
Direct  comparison  with  costs  of  other  works,  of  similar  character, 
under  similar  conditions,  when  possible,  furnishes  the  most  reliable 
guide.  The  method  of  always  comparing  the  cost  of  different  classes 
of  work,  on  broad  lines,  with  a  previously  determined  "average-scale", 
based  on  general  experience  under  more  or  less  similar  conditions,  and 
getting  the  coefficient  or  factor,  as  compared  with  the  average-scale, 
of  each  work,  is  most  helpful,  particularly  to  the  young  engineer. 

Allen  Hazen,  M.  Am.  Soc.  C.  E.,  has  discussed  this  subject  in  an 
admirable  article  on  "The  Art  of  Making  Eapid  and  Reliable  Pre- 
liminary Estimates  of  Cost",*  from  which  the  following  paragraphs 
have  been  abstracted. 

Extra  Cost  of  Novel  Designs. — Work  on  novel  designs  commonly 
costs  more  than  work  following  standard  designs.  This  is  true  even 
when  well  tried  methods  are  first  introduced  in  new  places.  Such  work 
may  be  too  small  to  attract  bidders  from  a  distance.  The  unit  cost 
will  then   overrun   anticipated  prices.     An   luider-estimate  of  cost  is 

^Engineering  Contracting,  March  18th,  1914.       '  '  '"  I'^i    '.',^>    aa 
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frequently  made  on  work  because  the  estimator  fails  to  realize  what 
a  great  effect  familiarity  with  the  methods  of  performing  work  has 
upon  the  cost.  To  realize  this  one  has  but  to  think  of  the  difference 
between  present  methods  and  costs  of  building  tunnels  and  subways 
and  deep  foundations,  and  the  methods  and  costs  of  only  10  or  20 
years  ago.  ISTot  only  is  the  risk  which  the  contractor  takes  now  less, 
but  methods  which  have  been  thoroughly  tried  out  are  at  his  disposal 
as  well  as  experienced  foremen  and  laborers,  to  do  the  work  more 
economically.  For  a  structure  of  new  or  novel  design  much  caution 
in  using  prices  that  may  be  standard  on  other  kinds  of  work  must 
be  used. 

Small  Jots  Cost  more  in  Proportion  than  Large  Ones. — Another 
common  cause  of  under-estimating  costs  is  the  use  of  figures  on  large 
pieces  of  work  for  estimating  small  work.  The  engineer  often  over- 
looks the  large  cost  of  overhead  charges,  the  waste  of  labor  and  the 
cost  of  plant  caused  by  organizing  a  force  to  perform  a  small  piece 
of  work.  He  too  often  forgets  that  for  small  work  the  work  must  be 
done  by  less  efficient  methods,  or  the  cost  of  plant  prohibits  the  use 
of  expensive  machines.  Perhaps  the  most  common  case  of  such  under- 
estimating is  where  the  job,  although  a  large  one  in  the  aggregate,  con- 
sists of  many  small  pieces  of  work  of  widely  varied  character.  Such 
a  job  is  troublesome  and  costly  for  the  contractor,  and  the  experienced 
man  knows  it  and  puts  in  a  corresponding  bid. 

It  must  be  remembered  that  bids  follow  the  law  of  supply  and 
demand;  that  general  slackness  in  construction  work  calls  out  bidders 
and  low  prices.  The  condition  of  the  money  market,  the  cost  of 
materials,  and  the  general  opinion  of  the  condition  of  contract  work 
are  of  course  matters  of  much  importance.  It  seems  scarcely  necessary 
to  say  that  the  engineer  should  know  where  and  how  the  contractor 
is  to  obtain  his  materials  and  have  a  fairly  definite  idea  of  the  cost, 
either  in  dollars  and  cents  or  as  a  comparative  figure  to  other  work. 

The  engineer  in  estimating  should  try  to  look  at  the  work  from  the 
standpoint  of  the  contractor,  should  try  to  remember  that  no  work 
runs  as  smoothly  along  as  the  contractor  wishes,  that  labor  conditions 
and  other  matters  often  spoil  the  best  laid  plans.  He  should  endeavor 
to  keep  in  mind  the  various  work  he  has  watched  or  performed  and  tho 
numerous  times  when  unexpected  conditions  added  largely  to  the  cost. 

Generally  speaking,  estimates  on  proposed  work  by  men  of  limited 
experience  are  too  low,  yet  it  is  not  unusual  for  an  engineer  to  be  so 
impressed  with  the  difficulty  of  a  piece  of  work  that  he  over-estimates 
the  actual  cost,  and  it  is  more  common  to  find  that  he  has  over-estimated 
the  bids  of  the  contractors. 

It  is  of  much  value  to  have  two  methods  of  arriving  at  estimates. 
If  an  independent  check  method  can  be  made,  even  though  a  rough 
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one.  a  failure  of  the  two  results  to  agree  ofteu  leads  to  the  discovery 
of  serious  errors  in  the  application  of  one  or  the  other  method. 

Conditions  of  Success  in  Estimating. — One  of  the  first  requisites 
for  successful  estimating  is  a  fair  and  unprejudiced,  and  moderately 
pessimistic  mind.  The  estimator  must  be  alert  for  new  and  cheaper 
processes  and  methods,  and  conservatively  sceptical  concerning  their 
merits.  Moreover  a  successful  estimator  must  have  had  experience  in 
actual  construction.  As  a  general  rule  an  engineer  should  not  make  an 
estimate  for  a  structure  that  he  would  not  know  how  to  build. 

Xe^t,  as  a  requisite  to  successful  estimating,  may  be  mentioned  a 
broad  basis  of  cost  records  of  actual  work,  more  or  less  similar  to  that 
for  which  estimates  are  to  be  made.  A  good  and  safe  method  of  using 
the  cost  data  and  adjusting  it  for  application  to  new  conditions  is 
equally  important. 

And,  finally,  the  estimator  must  have  the  will  to  refuse  to  make 
estimates  for  work  that  he  does  not  understand. 
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CHAPTER  VI. 


DEPRECIATION  AND  APPRECIATION. 

Depreciation  in  Valuation. — Perhaps  there  is  no  single  subject  in 
connection  with  valuation  that  has  caused  more  trouble  than  deprecia- 
tion. This  has  been  due  to  various  causes,  perhaps  not  the  least  of 
which  has  been  confusion  in  the  use  of  the  term.  Depreciation  is  some- 
times used  to  mean  decretion,  which  is  loss  of  service  life,  sometimes 
to  mean  the  money  allowance  made  in  the  bookkeeping  to  offset 
accruing  loss  of  service  life,  and  sometimes  the  loss  of  value  existing 
at  any  time  due  to  the  loss  of  service  life  or  any  other  cause.  The 
Committee  will  use  it  only  as  meaning  the  loss  of  value  or  worth  of 
property  units  which  are  parts  of  going  concerns.  Although  this  may 
be  due  to  many  causes,  the  general  discussion  will  include  considera- 
tion only  of  those  effects  which,  like  wear  and  tear,  age,  use,  and 
obsolescence,  or  inadequacy,  bring  a  physical  property  unit  gradually 
to  the  end  of  its  service  life. 

Another  difficulty  has  been  the  failure  of  owners  and  Courts  to 
comprehend  depreciation.  Neither  of  these  have  realized  in  the  past 
the  necessity  for  and  equity  of  earning  and  setting  aside  allowances 
to  provide  for  accruing  loss  of  capital  due  to  the  accruing,  but  not  yet 
total,  loss  of  service  life  of  the  parts  of  a  property.  Nor  is  this  difficulty 
wholly  removed  at  the  present  time.  In  the  earliest  decisions  of  the 
United  States  Courts  bearing  on  this  subject  (Union  Pacific  R.  R.  Co. 
V.  United  States,  99  U.  S.,  402,  and  United  States  v.  Kansas  Pacific  Ry. 
Co.,  99  U.  S.,  455,  both  decided  October,  1878),  it  was  held:  in  the  first 
case,  that  all  expenses  for  maintenance  of  the  property  should  be 
included  in  operating  expense,  only  cost  of  original  construction  and 
subsequent  enlargement  and  improvement  of  the  works  being  capital 
expenditures;  and  it  was  even  held  that  ordinary  betterments  wisely 
might  be  made  from  earnings,  apparently  without  a  charge  to  capital, 
a  practice  now  generally  disapproved  by  Courts  and  commissions;  and 
in  the  second  case,  that  no  allowance  for  depreciation  that  does  not 
represent  cash  actually  spent  can  be  included  in  operating  expense. 

Nineteen  years  later  the  Supremo  Court  of  California  (in  San 
Diego  Water  Co.  v.  San  Diego,  118  Cal.,  55G,  1897),  mentions  depre- 
ciation, and  in  the  prevailing  opinion  given  by  Justice  Van  Fleet, 
reinforced  by  the  concurring  opinion  of  Justice  Garouette,  distinctly 
holds  that  an  allowance  should  not  be  collected  from  \]\o  rate-payers 
for  it,  the  concurring  opinion  saying: 

"But  such  a  thing  is  all  wrong,  for  it  results  in  the  consuniers  of 
water  buying  the  phiiit  and  paying  for  it  in  installments." 
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But  it  is  fair  to  say  that  this  concurring  opinion  is  based  on  the 
notion  that  such  things  as  tunnels,  wells,  reservoirs,  water  rights,  and 
real  estate  suffer  no  depreciation ; 

"*  *  *  there  is  no  wear  and  tear,  no  permanent  and  gradual 
destruction  bv  use  and  age.  Most  of  them  stand  everlasting  as  the 
hills." 

and  that  it  further  admits  that  the  replacement  of  worn  out  items  is 
a  proper  charge  to  operating  expenses,  saying: 

"If  improvements  are  made  in  the  plant  as  it  stands,  as,  for  example, 
a  new  pipe  substituted  for  an  old  piece  of  the  same  size  and  quality, 
such  charge  should  be  considered  operating  expenses." 

which  seems  clearly  to  uphold  what  will  be  described  later  as  the 
replacement  method  of  maintaining  property  that  is  supposed  to  wear 
out.  The  decision  makes  the  mistake  of  finding  that  certain  items  of 
property  which  do  go  out  of  service  for  one  reason  or  another  are  "ever- 
lasting as  the  hills." 

It  is  interesting  to  note  that  there  was  a  dissenting  opinion,  handed 
down  by  Chief  Justice  Beatty,  which  says  that  after  including  as  cur- 
rent expenses  all  operating  expenses  reasonably  and  properly  incurred, 
taxes,  and  the  cost  of  current  repairs,  there  should  be  added  to  the  sum 
to  be  collected  annually  an  allowance  for  a  sinking  fund  sufficient 
to  replace  any  parts  of  the  plant  which,  at  the  end  of  a  term 
of  years,  will  be  so  worn  out  as  to  require  restoration,  when  this  restora- 
tion occurs. 

The  foregoing  is  introduced  because  of  the  appearance,  apparently 
for  the  first  time,  of  a  discussion  of  the  propriety  of  collecting  and  set- 
ting aside  a  depreciation  allowance,  and  particularly  the  approval  of 
such  a  course  as  given  in  the  dissenting  opinion.  A  year  later,  the 
same  Court  (in  Redlands,  etc.,  Water  Co.  v.  Redlands,  212  Cal.,  312, 
1898)  said: 

"In  a  municipal  ordinance  fixing  rates  *  *  *  the  water  com- 
pany is  not  entitled  to  be  reimbursed  from  the  income  derived  from 
rates,  fixed  by  the  ordinance,  for  interest  upon  its  indebtedness,  nor  for 
depreciation  of  its  plant,  aside  from  the  amount  requisite  for  its  main- 
tenance and  repairs  during  the  year." 

This  decision  was  consistent  with  that  in  the  San  Diego  case,  and 
referred  to  it,  and  is  here  quoted  because  the  United  States  Supreme 
Court  (in  San  Diego  Land  and  Town  Co.  v.  Jasper,  189  TJ.  S.,  439, 
1903)  referred  to  this  case  with  approval.  And  this  was  as  late  as 
1903.     The  language  used  at  page  446  of  the  report  is  as  follows : 

"TTe  will  say  a  word  about  the  opposite  contention  of  the  appellant 
that  there  should  have  been  an  allowance  for  depreciation  over  and 
above  an  allowance  for  repairs.  From  a  constitutional  point  of  view 
we  see  no  sufficient  evidence  that  the  allowance  of  six  per  cent,  on  the 
value  get   by   the   supervisors,   in   addition   to   what   was   allowed  for 
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repairs,  is  confiscatory.  On  the  other  hand,  if  the  claim  is  made  under 
the  statute,  although  that  would  be  no  ground  for  bringing  the  case  to 
this  court,  it  has  been  decided  by  the  Supreme  Court  of  California  that 
the  statute  warrants  no  such  claim." 

Four  years  later,  at  least  one  Court  had  seen  a  light,  for  (in  Per- 
kins V.  Northern  Pacific  Ry.,  155  Fed.,  445,  1907)  Judge  Lochran,  of 
the  Circuit  Court  of  Minnesota,  states,  among  other  things: 

"It  is  evident  *  *  *  that  a  railroad,  like  everything  else,  will 
wear  out  in  time,  and  they  have  been  used  so  long  in  this  country  that 
there  can  be  a  reasonable  estimate  of  the  percentage  of  loss  each  year 
from  depreciation  of  the  roadbed,  cxilverts,  bridges,  and  rolling  stock; 
that  it  would  be  proper  to  lay  aside  a  reasonable  amoim^t  to  furnish 
replacements,  renewals,  and  repairs  when  needed;  and  that  if  that  was 
not  done  the  railroad  company  might  soon  be  in  a  position  in  which  it 
could  not  keep  up,  with  the  rates  that  it  was  getting,  and  maintain  its 
property  in  an  efficient  state  to  render  such  service  as  the  public  is 
entitled  to  receive  from  it.  Now  this  is  a  matter  in  which  the  public  has 
an  interest  as  well  as  the  railroad  companies  and  the  stockholders  of 
the  railroad  companies." 

"There  is  a  danger  that  this  feeling  of  selfishness  may  lead  them 
too  far  and  reduce  this  compensation  so  much  tliat  it  will  not  enable 
the  railroads  to  serve  them  with  efficiency — to  keep  up  their  roadbed, 
culverts,  bridges,  and  everything  so  that  they  will  be  entirely  safe  for 
the  transportation  of  passengers  and  freight,  and  to  keep  the  rolling 
stock  in  the  best  state  of  efficiency  and  enable  them  to  provide  the 
best  service  attainable,  and  that  is  exactly  what  those  corporations 
are  required  to  do.  They  are  required  to  exercise  the  highest  degree 
of  care  in  relation  to  the  transportation  of  passengers,  and  a  high 
degree  of  care  in  relation  to  the  transportation  of  freight,  and  it  is 
certainly  for  the  interests  of  the  people  that  they  should  be  enabled 
to  do  this;  and  it  would  be  a  very  short  sighted  policy  which  would 
reduce  the  compensation  of  these  railroads  to  a  degree  that  would 
disable  them  from  performing  these  services  fully  and  fairly  for  the 
benefit  of  the  people." 

It  was  not  until  1909,  however,  that  the  Supreme  Court  of  the 
United  States  recognized  the  character  of  depreciation  and  the 
necessity  for  collecting  an  allowance  to  cover  it  as  it  accrues.  This 
recognition  appears  in  the  decision  handed  down  by  Mr.  Justice  Moody, 
in  what  has  come  to  be  known  as  the  Knoxville  case.  (City  of  Knox- 
ville  V.  Knoxville  Water  Co.,  212  U.  S.,  1,  decided  January  4th,  1909.) 

This  decision,  here  quoted  somewhat  at  length,  holds  that,  not  only 
is  it  proper  to  set  aside  periodically  an  allowance  to  cover  the  accruing 
loss  of  value  of  aging  property,  but  that  it  is  the  plain  duty  of  operat- 
ing companies  so  to  do  and  to  collect,  from  the  public  served,  enough 
to  maintain  at  all  times  the  value  of  the  investment  unimpaired. 

It  also  holds  that  though  the  cost  of  reproduction  is  one  way  of 
ascertaining  the  present  value  of  a  plant,  like  that  of  a  water  company, 
which  has  been  in  use  for  many  years,  the  test  would  lead  to  obviously 
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incorrect  results  if  the  cost  of  reproduction  is  not  diminished  by  the 
depreciation  which  has  come  from  age  and  use. 

"The  cost  of  reproduction  is  one  way  of  ascertaining  the  present 
value  of  a  plant  like  that  of  a  water  company,  but  that  test  would  lead 
to  obviously  incorrect  results,  if  the  cost  of  reproduction  is  not  di- 
minished by  the  depreciation  which  has  come  from  age  and  use.  The 
company  contends  that  the  master,  in  fixing  upon  the  valuation  of  the 
tangible  property,  did  make  an  allowance  for  depreciation,  but  we  are 
unable  to  agree  to  this.  The  master  nowhere  says  that  he  made  allow- 
ance for  depreciation,  and  the  language  of  his  report  is  inconsistent 
with  such  a  reduction.  The  figures  which  he  adopts  are  those  of  a 
'fair  contractor's  price.'  The  basis  of  his  calculation  was  the  testi- 
mony of  an  opinion  witness  called  from  the  company.  That  witness 
submitted  a  table,  which  avowedly  showed  the  cost  of  reproduction, 
without  allowance  for  depreciation.  The  values  testified  to  by  him 
were  adopted  by  the  master  in  the  great  majority  of  cases.  The  wit- 
ness's valuation  of  the  tangible  property  was  somewhat  reduced  by  the 
master,  but  the  reductions  were  not  based  on  the  theory  of  deprecia- 
tion, but  upon  a  difference  of  opinion  as  to  reproduction  cost. 

"The  cost  of  reproduction  is  not  always  a  fair  measure  of  the 
present  value  of  a  plant  which  has  been  in  use  for  many  years.  The 
items  composing  the  plant  depreciate  in  value  from  year  to  year  in 
varying  degree.  Some  pieces  of  property,  like  real  estate  for  instance, 
depreciate  not  at  all,  and  sometimes,  on  the  other  hand,  appreciate  in 
value.  But  the  reservoirs,  the  mains,  the  service  pipes,  structures  upon 
real  estate,  standpipes,  pumps,  boilers,  meters,  tools  and  appliances  of 
every  kind  begin  to  depreciate  with  more  or  less  rapidity  from  the  mo- 
ment of  their  first  use.  It  is  not  easy  to  fix  at  any  given  time  the 
amount  of  depreciation  of  a  plant  whose  component  parts  are  of  differ- 
ent ages  with  different  expectation  of  life.  But  it  is  clear  that  some 
substantial  allowance  for  depreciation  ought  to  have  been  made  in  this 
case.  The  officers  of  the  company,  alio  intuituo,  estimated  what  they 
called  'incomplete  depreciation'  of  this  plant  (which  we  understand 
to  be  the  depreciation  of  the  surviving  parts  of  it  still  in  use)  at  $77  000 
which  is  14  per  cent,  of  the  master's  appraisement  of  the  tangible 
property. 

"A  witness  called  by  the  city  placed  the  reproduction  value  of  the 
tangible  property  at  $363  000,  and  estimated  the  allowance  that  should 
be  made  for  depreciation  at  $118  000,  or  32  per  cent.  In  the  view  we 
take  of  the  case,  it  is  not  necessary  that  we  should  undertake  the  diffi- 
cult task  of  determining  exactly  how  much  the  master's  valuation  of 
the  tangible  property  ought  to  have  been  diminished  by  the  deprecia- 
tion which  that  property  had  undergone.  It  is  enough  to  say  that  there 
should  have  been  a  considerable  diminution,  sufficient  at  least  to  raise 
the  net  income  found  by  the  court  above  6  per  cent,  upon  the  whole 
valuation  thus  diminished. 

"The  company's  original  case  was  based  upon  an  elaborate  analysis 
of  the  cost  of  construction.  To  arrive  at  the  present  value  of  the 
plant,  large  deductions  were  made  on  account  of  the  depreciation. 
This  depreciation  was  divided  into  complete  depreciation  and  incom- 
plete depreciation.     The  complete  depreciation  represented  that  part 
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of  the  origiual  plant  which  through  destruction  or  obsolescence  had 
actually  perished  as  useful  property.  The  incomplete  depreciation 
represented  the  impairment  in  value  of  the  parts  of  the  plant  which 
remained  in  existence  and  were  continued  in  use.  It  was  urgently 
contended  that,  in  fixing  upon  a  reasonable  return,  the  amounts  of 
complete  and  incomplete  depreciation  should  be  added  to  the  present 
value  of  the  surviving  parts.  The  court  refused  to  approve  this 
method,  and  we  think  properly  refused.  A  water  plant,  with  all  its 
additions,  begins  to  depreciate  in  value  from  the  moment  of  its  use. 
Before  coming  to  the  question  of  profit  at  all,  the  company  is  entitled 
to  earn  a  sufficient  sum  annually  to  provide,  not  only  for  current 
repairs,  but  for  making  good  the  depreciation  and  replacing  the  parts 
of  the  property  when  they  come  to  the  end  of  their  life.  The  company 
is  not  bound  to  see  its  property  gradually  waste,  without  making 
provision  out  of  earnings  for  its  replacement.  It  is  entitled  to  see 
that  from  earnings  the  value  of  the  property  invested  is  kept  unim- 
paired, so  that  at  the  end  of  any  given  term  of  years  the  origiual 
investment  remains  as  it  was  at  the  beginning.  It  is  not  only  the 
right  of  the  company  to  make  such  a  provision,  but  it  is  its  duty  to  its 
bond  and  stockholders,  and,  in  case  of  a  public  service  corporation 
at  least,  its  plain  duty  to  the  public.  If  a  different  course  were 
pursued,  the  only  method  of  providing  for  replacement  of  property 
which  has  ceased  to  be  useful  would  be  the  investment  of  new  capital 
and  the  issue  of  new  bonds  or  stocks.  This  course  would  lead  to  a 
constantly  increasing  variance  between  present  value  and  bond  and 
stock  capitalization — a  tendency  which  would  inevitably  lead  to 
disaster,  either  to  the  stockholders  or  to  the  public,  or  both.  If,  how- 
ever, a  company  fails  to  perform  this  plain  duty  and  to  exact  sufficient 
returns  to  keep  the  investment  unimpaired,  v;hether  this  is  the  result 
of  unwarranted  dividends  upon  over-issues  of  securities,  or  of  omission 
to  exact  proper  prices  for  the  output,  the  fault  is  its  own.  When, 
therefoi-e,  a  public  regulation  of  its  prices  comes  under  question,  the 
true  value  of  the  property  then  employed  for  the  purpose  of  earning 
a  return  cannot  be  enhanced  by  a  consideration  of  the  errors  in  man- 
agement which  have  been  conimitted  in  the  past." 

This  decision  has  been  supported  in  all  subsequent  decisions  of 
the  United  States  Supreme  Court  having  to  do  with  the  matter,  ond 
therefore  it  stands  to-day  the  law  in  this  country.  Questions  of 
interpretation  have  been  raised  by  public  utility  owners,  lower  Courts 
have  not  all  followed  the  decision  literally,  and  there  are  certain 
practical  questions  arising  in  connection  with  the  determination  of 
depreciation  in  the  valuation  of  a  property,  all  of  which  require  careful 
consideration  and  will  be  discussed  in  this  chapter. 

Depreciation  being  defined  primarily  as  loss  of  value  or  worth, 
the  depreciation  that  is  of  concern  in  valuation  proceedings  is  that 
which  is  measured  by  the  sum  that  should  be  deducted  from  original 
cost  to  date  or  from  estimated  cost  of  reproduction  new,  as  a  step  in 
finding  that  which  the  Courts  have  called  "fair  value."  The  Commit- 
tee will  call  this  the  "depreciation  of  valuation",  or  ''fair  depreciation". 
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Three  Aspects. 

The    Committee    will    consider    depreciation    from    three    aspects: 

1. — The  cause — decretion  or  loss  of  service  life  of  physical  property; 
:. — Tiie  record — accounting  depreciation; 

3. — The    amount   sought — the    depreciation    of    valuation,    or    fair 
depreciation. 

By  ''decretion"  is  meant  that  loss  of  service  life  of  a  physical  prop- 
erty, or  property  xmit,  or  item,  which  may  be  estimated  by  an  inspec- 
tion of  the  property,  considering  the  history  of  its  past  service  and 
the  probable  character  of  its  future  service,  the  method  and  character 
of  its  maintenance,  and  all  other  pertinent  facts  concerning  it.  It  is 
the  fact  of  loss  of  service  life,  regardless  of  its  effect  on  value  or  any- 
thing else.  Consciously  or  unconsciously,  the  result  will  be  expressed 
as  a  fraction  of  the  estimated  total  service  life  (elapsed  life  plus 
expectation  of  life)  of  the  property,  or  property  unit,  or  item, 
and  this  must  be  converted  into  a  corresponding  fraction  of  cost,  in 
order  to  find  the  loss  of  value  resulting  from  the  decretion.  Some 
minds  may  not  consciously  go  through  the  elementary  process,  but 
will  estimate  at  once  the  final  money  sum. 

By  "accounting  depreciation"  is  meant  that  sum  which,  in  the  book- 
keeping of  the  owners  of  the  property,  has  been  charged  to  operating 
expense  and  deducted  from  the  capital,  either  directly  or  by  setting  up 
a  reser\-e,  to  allow  for  an  estimated  or  actual  depreciation  of  a  property 
unit  or  item.  A  definition  conforming  to  methods  prescribed  by  the 
Interstate  Commerce  Commission  is  the  sum  charged  to  operating 
expense  to  provide  a  reserve*  to  cover  the  cost  less  salvage  of  a  given 
property  when  it  is  retired  from  service.  Accounting  depreciation 
may  or  may  not  be  equivalent  to  the  actual  or  fair  depreciation  at  any 
time.  Whether  or  not  it  is  approximately  equivalent,  will  depend  on 
the  methods  used  and  the  accuracy  of  the  forecast  of  service  life  of 
the  property  units  or  items. 

The  "depreciation  of  valuation"  or  "fair  depreciation"  has  been 
defined  above. 

In  valuation  discussions,  depreciation  cannot  be  treated  wholly 
independently  of  its  cause  or  of  accounting  methods,  but,  so  far  as 
possible,  the  Committee  will  consider:  first,  only  decretion  or  the 
cause;  second,  only  accounting  depreciation;  and,  third,  the  deprecia- 
tion of  valuation. 

Decretion. 

Causes  of  Decretion.— Decretion  may  be  due  to  use.  A  machine 
may  have  been  purchased  new,  may  have  been  in  use  a  year,  may  show 
no  signs  of  wear,  and  yet  experience  tells  that  the  machine  when  new 

*  For  a  definition  of  this  term,  see  p.  1460. 
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was  probably  good  for  only  10  years.  One  of  these  years  has  elapsed; 
the  machine  is  as  valuable  in  its  present  output  of  service  as  ever  it 
was,  but,  a  year  of  its  life  has  gone  into  service,  and  hence,  approxi- 
mately one-tenth  of  the  life  of  the  machine  must  be  estimated  as  gone, 
and  therefore  decretion  exists  to  that  extent.  Examination  of 
the  particular  machine  may  lead  the  examiner  to  estimate  that  it  has 
still  11  years  of  service  before  it,  in  which  case  its  total  life  will  be 
estimated  at  12  years,  and  only  one-twelfth  of  its  service  life  will 
be  gone.  Examination  always  should  be  made,  and  consideration 
should  be  given  to  the  character  of  past  and  probable  future  service, 
and  the  method  and  character  of  maintenance,  because,  on  all  these 
will  depend  the  estimate  of  total  service  life.  Units  of  service  may  be 
of  more  consequence  than  years  of  service  in  estimating  service  life. 

Decretion  may  be  due  to  age  alone,  as  some  properties  grow  old 
regardless  of  the  use  to  which  they  are  put.  Sometimes  this  aging 
depends  on  the  care  given  the  properties.  Wood  decays,  iron  oxidizes, 
brick  disintegrates,  even  stone  is  destroyed  by  the  elements,  some 
kinds  more  rapidly  than  others.  The  particular  use  to  which  these 
substances  are  put,  whether  in  sheltered  or  exposed  situations,  may 
determine  the  rate  of  decretion,  which  for  some  uses  may  be  prac- 
tically or  actually  nil,  within  the  range  of  human  estimates.  The 
effect  of  weathering  often  may  be  overcome  by  periodic  repairs,  and 
a  given  structure  may  remain  in  use  for  many  years,  and  even  per- 
petually, the  structure  of  a  given  day  having  in  it  no  item  that  was 
in  it  when  it  was  first  built.  Such  structures  will  always  show  some 
physical  deterioration — the  immediate  or  approaching  need  of  some 
replacements  or  repairs. 

Decretion  may  be  due  to  immediate  or  approaching  inadequacy. 
A  given  machine  may  be  doing  a  work  of  constantly  increasing  mag- 
nitude which  now  or  later  will  require  a  larger  machine  before  the 
present  one  is  worn  out.  The  present  machine  may  be  good  for 
a  considerable  service  within  its  capacity.  It  may  have,  therefore,  a 
large  salvage  value,  but,  for  the  purpose  for  which  it  is  being  used, 
it  ia  approaching  the  end  of  its  service  life. 

Decretion  may  be  due  to  obsolescence.  A  machine  may  belong  to 
a  class  that  is  more  or  less  rapidly  changing  patterns  and  forms,  due 
to  an  advancing  art  or  science.  Long  before  it  is  worn  out,  new  forms 
may  have  been  devised  which  are  so  much  more  efficient  that  it  may  no 
longer  pay  to  keep  the  old  machine  in  service.  Or  advancing  civiliza- 
tion, growth  of  poi)ulation,  and  changing  clianictor  of  social  life  niay 
call  for  a  different  service  from  that  rendered  with  satisfaction  to  the 
people  served  under  the  old  conditions.  This  sort  of  decretion  is  not 
due  to  inadequacy,  but  to  obsolescence. 

The  several  causes  mentioned  may  exist  singly  or  together  in  a 
given  plant,  or  plant  unit. 
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Decretion  of  a  plant  unit  may  also  be  caused  by  accident. 

Decretion  always  Present  in  a  Going  Property. — Decretion  is  likely 
to  exist  in  almost  every  physical  item  of  a  going  property  except  land. 
Even  the  Pyramids  are  slowly  passing  away,  and,  between  items  of  very 
long  life  and  those,  like  working  tools,  of  very  short  life,  there  are  all 
degrees  of  length  of  service  life.  Some  properties,  like  water-works 
or  gas  properties,  are  essentially  all  new  when  they  begin  to  operate, 
because,  though  some  pipes  may  have  been  in  the  ground  for  some 
time,  their  total  service  life  is  so  long  that  this  preliminary  exposure 
to  decay  may  be  neglected.  Shortly  after  a  water  or  gas  property 
begins  to  operate,  its  machinery  and  structures  have  begun  to  deterio- 
rate, and  could  not  be  inventoried  as  new,  even  for  the  purpose  for 
which  they  are  used,  although  they  may  be  giving  just  as  efficient 
service  as  new  machinery  and  structures  could  give.  Other  properties, 
like  railroads,  have  some  items  that  are  essentially  old  when  regular 
service  begins.  Ties,  for  instance,  begin  to  decay  with  some  rapidity 
as  soon  as  they  are  laid  in  the  track,  and  often  by  the  time  a  newly 
created  extensive  property  has  reached  the  operating  stage  they  are 
being  replaced  almost  or  quite  at  the  usual  normal  rate  on  the  older 
part  of  the  road. 

Due  to  these  facts,  no  going  property  could  ever  be  inventoried  as 
new  if  taken  item  by  item  or  unit  by  unit,  because  some  of  the  service 
life  of  practically  every  item  or  unit  will  have  passed.  As  a  result 
of  this  fact  it  can  be  shown  that  when  the  properly  weighted  average 
of  all  the  decretion  of  the  various  units  of  a  well-maintained  railroad, 
for  instance,  is  found,  the  railroad  property  as  a  whole  cannot  show 
more  than  from  80  to  90%  of  new  condition,  or  there  is  estimated, 
say,  15%  loss  of  value  due  to  decretion  of  various  units. 

The  Troublesome  Problem. — Although,  in  a  well-maintained  prop- 
erty, decretion  is  always  present  in  some  degree,  yet  in  some  cases  this 
decretion,  converted  into  loss  of  value,  should  not  be  considered  to  be 
a  deductible  quantity  in  finding  the  value  of  the  property — that  is,  it 
should  not  be  considered  as  depreciation  of  valuation,  or  fair  depre- 
ciation.   Unfortunately,  this  has  not  been  entirely  understood. 

Whether  or  not,  and  to  what  extent,  if  any,  the  loss  of  value  due 
to  existing  decretion  shall  be  deducted  from  original  cost  to  date  or 
cost  of  reproduction  new,  when  finding  fair  value  for  any  purpose,  is 
the  great  troublesome  problem  of  depreciation  in  valuation.  This  prob- 
lem will  be  discussed  after  explaining  accounting  depreciation. 

Accounting  Depreciation. 

General  Statement. — To  understand  accounting  depreciation,  as 
defined  in  the  Glossary,  it  is  necessary  to  know  something  of  the 
fundamentals  of  methods  of  accounting  for  depreciation.     Bringing 
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depreciation  into  the  accounts  of  a  company  owner  is  one  of  the  steps 
necessary  to  keep  the  earnings  and  property  statements  correct. 

Many  owners  have  not  vmderstood,  and  some  do  not  now  under- 
stand, the  necessity  for  charging  off  depreciation  as  it  accrues.  Sooner 
or  later,  such  owners  are  brought  face  to  face  with  the  necessity  of 
renewing  plant  units  with  no  means  available,  because  profits  have 
been  over-estimated  and  a  part  of  the  capital  has  been  distributed  in 
the  past  by  reason  of  the  failure  to  account,  as  it  progressed,  for 
depreciation,  which  though  not  apparent,  was  nevertheless  accruing. 

Moreover,  with  respect  to  public  service  properties  likely  at  some 
time  to  be  valued  for  purchase,  or  the  settlement  of  some  rate  or  other 
public  question  by  a  regulating  body,  or  a  Court,  the  owner  may  find 
the  Knoxville  decision  troublesome,  tending  to  prevent  a  finding  of 
the  real  value  of  his  property,  if  he  has  not  been  careful  to  account 
for  depreciation  as  it  has  accrued. 

There  are  various  methods  of  accounting  for  depreciation.  In 
many  cases  the  method  is  prescribed  by  a  public  regulating  body. 
When  it  is  not  thus  prescribed,  the  method  applicable  to  any  given 
property  may  depend  on  the  law,  or,  with  different  methods  conform- 
ing to  the  law,  on  fairness  or  convenience.  What  is  fair  or  convenient 
may  depend  in  part  on  the  character  of  the  property  to  be  accounted 
for,  whether  made  up  of  long-  or  short-lived  items,  whether  stationary, 
growing  rapidly  or  slowly.  The  method  to  be  adopted  for  a  given 
property  should  accord  with  a  reasonable  interpretation  of  law,  and 
sound  business  principles. 

Fundamental  Principles. — 

1. — The  owner  of  a  public  utility  is  under  obligation  to  the  in- 
vestors in  its  securities  to  maintain  the  integrity  of  the  investment. 

2. — The  public  is  under  obligation  to  the  utility  owner  to  pay  a 
fair  price  for  the  service  rendered  and  to  meet  fairly  its  other  con- 
tractual obligations  fairly.  Of  concern  in  the  present  discussion  is 
the  obligation  to  include,  in  the  fair  price  for  service,  an  allowance 
for  the  maintenance  of  the  integrity  of  the  investment;  that  is,  an  allow- 
ance to  cover  the  gradual  destruction  or  deterioration,  including  esti- 
mated inadequacy  and  obsolescence,  of  the  physical  property  as  this 
occurs.  This  means  that  when,  for  any  ordinary  reason,  an  item  of 
physical  property  is  retired,  a  sum  equal  to  its  cost,  or  some  equivalent 
of  this  sum,  paid  by  the  people  who  have  been  served,  should  be  in 
the  hands  of  the  company  owner  to  make  good  tlie  loss  due  to  the 
retirement  of  the  item. 

It  is  inunaterial  to  the  maintenance  of  me  service  how  this  is  paid 
by  the  people,  whether  in  a  lump  sum  when  the  item  goes  out  of  service, 
or  a  little  at  a  time,  more  or  less  in  proportion  to  the  gradually  lessen- 
ing service  life  of  the  item;  but  law  or  convenience  may  dictate  the 
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manner  of  payment.  As  a  matter  of  convenience,  and  of  fairness  to 
the  using  public  and  the  owner,  those  methods  of  payment  should  be 
adopted  which,  conforming  to  law,  avoid  great  irregularities  in  operat- 
ing expense,  in  dividends,  or  in  rates  for  service — that  is  to  say: 

3. — The  return  to  the  investor  and  the  rates  to  the  consumer  should 
be  kept  reasonably  stable  and  uniform  from  year  to  year,  and  should 
be  fair. 

The  respective  obligations  of  the  public  and  the  corporation  are  set 
forth  in  numerous  Court  decisions;  the  obligations  of  the  utility  to 
the  investors  in  its  securities  are  plainly  stated  in  the  KJnoxville  case. 

Classification  of  Property  Units. — Simplicity  of  accounting  re- 
quires the  use  of  different  methods  for  different  property  units.  It 
will  be  plain,  perhaps,  that  the  cost  of  such  property  as  fuel,  oil, 
waste,  and  supplies  in  general,  which  one  can  see  are  consumed  in 
quantity  from  day  to  day  and  from  hour  to  hour,  do  not  represent 
investment,  as  the  term  is  generally  used,  but  operating  expense;  and 
such  property  used  during  any  fiscal  period  should  be  paid  for  by  the 
public  during  that  period.  The  usual  fiscal  period  is  a  year,  and  it 
may  be  said  fairly  that  the  cost  of  any  property  used  up  during  a  year 
is  properly  a  part  of  operating  expense. 

This  reasoning  would  apply  also  to  parts  of  units,  such  as  tubes  of 
boilers,  tires  on  locomotive  driving  wheels,  shingles  on  buildings,  etc., 
the  replacement  of  which,  though  not  occurring  annually,  may  be 
classed  as  repairs  rather  than  as  renewals.  The  units  are  not  retired, 
they  are  only  repaired.  All  replacements  that  properly  may  be  called 
repairs  may  without  question  be  provided  for  in  operating  expense. 

Closely  allied  to  fuel  and  other  supplies,  but  really  representing 
investment,  are  certain  other  classes  of  property,  like  telegraph  poles, 
railroad  ties,  etc.  These  last  for  a  number  of  years,  but  not  all  of  any 
kind  last  the  same  number  of  years,  and  a  condition  gradually  comes 
about,  in  a  stationary  or  slowly  growing  property,  that  calls  for  a 
renewal  of  a  certain  fairly  regular  percentage  of  all  the  poles  or  all 
the  ties  each  year.  The  maintenance  of  the  normal  condition  of  poles 
or  ties,  which  condition  is  necessarily  less  than  new,  properly  may  be 
charged  in  operating  expense.  The  depreciation  actually  accruing 
during  any  year  is  offset  approximately  by  equivalent  expenditures  for 
renewals.  Simplicity  of  accounting  does  not  "require"  this  method 
of  handling  tie  accounts,  but  they  have  nevertheless  been  handled  in 
this  way.  The  integrity  of  the  original  investment,  if  that  is  measured 
by  the  service  life  of  physical  items,  is  not  maintained  by  this  method, 
because  initial  depreciation  is  not  made  good. 

The  difference  between  normal  condition  and  condition  new,  of 
such  items  as  have  been  mentioned  above,  may  be  called  initial  decre- 
tion,   producing   what   is   sometimes    estimated   as   depreciation.     Ap- 
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parently,  under  a  strict  interpretation  of  the  law,  such  initial  depre- 
ciation must  be  lost  to  the  owner  in  a  valuation  unless: 

1. — He  has  collected  an  adequate  allowance  for  depreciation  from 

the  beginning;  or 
2. — The   whole   thing   is    ignored   as   not   reducing   the   value   of 

the  property  as  a  going  concern;  or 
3. — It  is  considered  that  this  depreciation  is  a  development  cost 

which,  added  to  the  other  costs,  will  offset  itself  when  full 

depreciation  is  estimated. 

Forming  a  link  between  such  property,  as  ties  and  poles  and  the 
next  distinct  class  to  be  mentioned  below,  is  such  property  as  the 
rolling  stock  of  a  great  railroad.  The  items  are  much  larger  than 
the  separate  ties,  but  the  aggregate  yearly  expenditures  for  renewals 
may  be  not  more  than  those  for  ties,  and  in  the  past  the  cost  of 
renewals  has  been  put  into  operating  expense  as  the  renewals 
occurred,  under  the  head  of  repairs  and  renewals;  but  it  may  be 
met  just  as  well  by  moneys  taken  from  a  fund,  maintained  by 
sufficient  annual  contributions  for  depreciation  from  the  patrons 
of  the  utility,  or  by  new  capital  furnished  by  the  owner  in 
lieu  of  that  contributed  by  the  patrons  as  depreciation  allowances, 
but  invested  otherwise  in  the  property  by  the  owner.  The  Interstate 
Commerce  Commission  now  requires  that  reserves  be  set  up  for  the 
rolling  stock  of  railroads,  but,  with  respect  to  initial  depreciation 
existing  before  such  reserves  were  established,  when  retirements  were 
handled  as  operating  expense,  the  owners  are  situated  exactly  as  they 
are  with  respect  to  ties,  and  they  must  lose  such  depreciation  in  a 
valuation  unless  the  commissions  or  Courts  will  accept  in  their  favor 
one  of  the  two  alternatives  last  mentioned  in  the  foregoing  paragraph. 

Theoretically,  the  public  contributes  only  the  cost  of  the  items 
retired.  The  items  purchased  in  place  of  these  may  cost  more  or 
less  than  the  items  retired.  Only  the  cost  of  the  items  retired  should 
be  charged  against  the  depreciation  contributions,  and  this  should 
be  charged,  whether  or  not  a  new  item  is  purchased. 

The  depreciation  of  certain  other  property  units,  as  the  very  large 
and  costly  structures  of  a  great  railroad,  the  cast-iron  pipe  lines,  or 
the  pumping  engines  of  a  water-works  property,  the  buildings,  pipe 
lines,  and  holders  of  a  gas  property,  etc.,  all  having  long  life,  and 
some  of  them  involving,  for  the  maintenance  of  the  service  rendered, 
relatively  large  expenditures  at  irregular  intervnls,  can  be  provided 
for  best  without  question  by  regular  annual  allowances  established 
for  the  purpose,  and  accruing  from  year  to  year  for  each  item  some- 
what in  proportion  to  the  spent  life  of  the  item.  If  proper  accounting 
is  provided,  it  is  immaterial,  except  an  a  matter  of  public  policy  and 
economy,  whether  the  allowances  for  any  particular  item  bo  held  as 
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cash  at  interest  or  as  convertible  securities  until  that  item  is  retired, 
or  be  invested  in  additions  or  betterments  to  the  property.  In  either 
case  the  integrity  of  the  investment  is  maintained. 

The  Replacement  Method. — The  replacement  method  is  an  account- 
ing method  which  provides  that  the  owner  shall  be  reimbursed  for 
the  cost  of  a  property  unit  at  the  time  it  reaches  the  end  of  its  service 
life  and  is  retired.  That  is,  the  cost  is  charged  to  operating  expense 
at  that  time.  Operating  expense  being  collected  from  the  public, 
it  is  said  that  the  owner  is  reimbursed  when  the  charge  to  operating 
expense  is  made.  Some  owners  do  not  charge  the  cost  of  the  retired 
item,  but  rather  the  cost  of  the  item  which  replaces  it — if  such 
there  be — which  may  be  more  or  less  than  the  cost  of  the  item  retired. 
If  it  is  more,  the  public  is  contributing  capital  to  this  extent;  if 
less,  the  owner  is  losing  capital  to  this  extent.  This  practice  is 
prohibited  by  the  Interstate  Commerce  Commission  for  large  telephone 
companies,  although  permitted  for  many  classes  of  railroad  property. 

The  replacement  method  is  the  most  convenient  one  to  use  for 
some  short-lived  property  units,  but,  under  a  possible  interpretation 
of  the  law  as  laid  down  in  the  Knoxville  case  and  the  Minne- 
sota rate  cases,  the  method  is  not  strictly  applicable  to  any  wasting 
property  imits,  because  it  seems  not  to  keep  the  investment  intact 
at  all  times.  However,  the  method  should  be  legally  proper  for  rail- 
road use  for  all  units  except  equipment,  because  the  regulating  body, 
the  Interstate  Commerce  Commission,  has  sanctioned  it,  and  the  Com- 
mittee believes  that  a  proper  interpretation  of  the  Knoxville  decision 
would  also  permit  the  use  of  the  method  in  some  other  cases,  certainly 
to  the  extent  that  replacements  may  be  properly  classed  as  current 
repairs.  For  the  language  is  to  the  effect  that  the  public  utility  "is 
entitled  to  see  that  from  earnings  the  value  of  the  property  invested 
is  kept  unimpaired,"  and  that:  "before  coming  to  the  question  of 
profit  at  all,  the  company  is  entitled  to  earn  a  sufficient  sum  annually 
to  provide  not  only  for  current  repairs,  but  for  making  good  the 
depreciation  and  replacing  of  parts  of  the  property  when  they  come 
to  the  end  of  their  life." 

To  explain  the  method  more  fully,  let  railroad  ties  be  considered: 
They  are  an  elementary  part  of  the  omit  known  as  track,  and,  in 
estimating  cost,  would  be  an  item  in  the  inventory.  If  an  old  track 
is  properly  maintained,  about  the  same  percentage  of  the  ties  will 
be  replaced  with  new  ones  each  year — ties  will  not  all  disappear  and 
be  replaced  at  once.  In  the  beginning  they  were  all  new,  though,  in 
the  case  of  a  railroad  of  magnitude  built  in  one  operation,  some 
of  the  ties  first  laid  will  have  reached  nearly  the  ends  of  their  lives 
by  the  time  the  whole  line  is  completed.  What  will  come  about  with 
such  a  road  will  be  a  condition  such  that  at  any  given  time  there  will 
be  some  ties  ready  to  be  replaced,  some  new  ties  that  have  just  been 
put   in,   and   perhaps   approximately   equal   numbers   in   all   stages   of 
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life,  SO  that  the  whole  would  inventory  about  50%  of  new  condition.  Ties 
never  can  be  much  better  than  this  nor  much  worse  in  an  old,  well- 
maintained  track.  In  northern  latitudes  they  may  be  a  little  under 
normal  in  the  spring,  just  before  renewals  begin  and  a  little  above 
normal  by  the  end  of  the  summer,  when  renewals  for  the  season  have 
been  completed.  Ties  in  such  track  are  kept  in  normal  condition 
with  respect  to  investment  and  service  if  they  are  kept  in  about  50% 
condition  by  annual  renewals  accounted  for  in  operating  expense. 
This  is  not  exactly  true  when  there  is  much  recently  added  new  track, 
but  relatively  small  additions  do  not  greatly  disturb  the  balance. 

When  property  is  maintained  in  this  way  it  is  said  to  be  main- 
tained under  the  replacement  method  of  accounting;  theoretically,  the 
cost  of  the  old  item  is  charged  off,  that  is,  credited  to  capital  and 
charged  to  operating  expense,  and  the  cost  of  the  new  item  is  charged 
to  capital  when  the  replacement  is  made,  and  no  accumulating  depre- 
ciation allowances  are  provided  or  needed.  Really,  no  entry  need 
be  made  in  the  capital  account  unless  the  new  item  is  cheaper  or 
more  costly  than  the  old,  and,  in  the  matter  of  ties,  is  not  made  usually 
in  any  event,  ties  being  considered  much  like  fuel. 

It  has  frequently  been  insisted  that  allowances  for  depreciation 
are  strictly  for  the  purpose  of  making  replacements,  and  from  this 
point  of  view  property  units  retired  without  being  replaced  would 
not  be  provided  for  by  the  replacement  method,  but,  in  modern  account- 
ing, a  unit  which  is  retired  and  not  replaced  is,  and  in  equity  should 
be,  treated  in  the  same  way  as  if  it  were  replaced.  That  is,  its  cost 
should  be  made  good  to  the  owner,  and  is  made  good  by  charging  it 
to  operating  expense. 

Before  describing  other  methods  of  accounting,  an  effort  will  be 
made  to  distinguish  between  depreciation  reserve  and  depreciation 
funds,  and  to  state  the  depreciation  theories  on  which  accounting 
methods  are  based. 

Depreciation  Reserve  vs.  Depreciation  Fund. — Depreciation  re- 
serve and  depreciation  fund  are  two  entirely  distinct  and  separate 
things  which  are  frequently  confused,  largely  because  of  the  loose 
terminology  used  in  the  past  by  accountants,  valuation  engineers, 
Courts,  and  commissions,  all  of  whom  have  used  the  terms  inter- 
changeably, and  have  sometimes  increased  the  confusion  by  speaking 
of  either  as  the  "depreciation  reserve  fund."  The  depreciation  reserve 
represents  merely  the  result  of  a  series  of  entries  on  the  books,  made  for 
the  purpose  of  preventing  overstatement  of  earnings  or  property,  as 
will  be  explained  later;  but  a  fund  is  money  or  its  equivalent  set  aside 
to  be  devoted  to  some  particular  purpose,  a  depreciation  fund  being 
set  aside  to  provide  for  depreciation  of  property. 

On  the  balance  sheet  of  iiny  enterprise,  various  items  of  assets 
appear,  and  among  these  will  be  the  value  of  the  property.  If  this 
property  is  carried  at  its  full  original  value  or  cost  on  the  asset  side, 
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but  has  been  in  service  some  time  and  has  lost  some  of  its  value,  this 
fact  shoTild  appear  on  the  balance  sheet  in  some  way,  or  the  actual 
value  of  the  property  on  any  given  date  will  be  over-stated  by  the 
amount  of  the  depreciation.  Hence,  in  modern  bookkeeping  the  item 
of  depreciation  reserve  appears  on  the  liability  side  of  the  balance 
sheet,  which  makes  the  property  showing,  at  least  so  far  as  the  effect 
of  depreciation  is  concerned,  correct,  provided  the  depreciation  has 
been  properly  estimated.  This  same  result  could  be  achieved  by  simply 
writing  off  a  certain  part  of  the  value  of  the  property,  carrying  the 
property  on  the  asset  side  at  its  depreciated  or  written-off  value  and 
making  no  entry  on  the  liability  side  of  the  balance  sheet.  This, 
however,  is  not  considered  to  be  as  valuable  a  method  from  an  historical 
standpoint  as  that  which  carries  property  at  its  full  value  on  the  asset 
side  and  sets  up  a  reserve  on  the  liability  side  of  the  balance  sheet  to 
allow  for  the  depreciation. 

When  a  depreciation  reserve  is  established  for  the  balance  sheet, 
one  or  more  depreciation  reserve  accoimts  are  carried  in  the  ledger. 
As  illustrating  the  use  of  the  depreciation  reserve  accounts,  let  it  be 
supposed  that  a  certain  item  of  property  has  depreciated  $100  during 
a  given  year,  and  that  no  cash  has  been  expended  for  it,  nor  is  any 
expenditure  to  be  made  immediately.  Although  no  expenditure  is 
to  be  made  immediately,  or  has  been  made,  the  fact  of  the  depreciation 
means  the  consumption  of  $100  of  invested  capital,  and,  unless  an 
entry  is  made  to  show  this,  the  net  revenue  for  the  year  will  be  over- 
stated. Therefore,  although  no  cash  is  spent,  the  operating  expense 
account  is  charged  with  $100;  but,  operating  expense  being  charged 
with  $100  which  is  not  spent,  a  surplusage  of  cash  or  its  equivalent  to 
the  amount  of  $100  will  be  found.  To  offset  this  and  prevent  the  over- 
statement of  the  assets,  the  depreciation  reserve  account  will  be  credited 
with  SIOO.  As  time  goes  on,  the  item  will  continue  to  depreciate,  and 
the  depreciation  will  be  charged  periodically  in  operating  expense 
and  credited  to  the  reserve  account,  until  finally  the  item  will  be 
retired.  At  this  time,  assuming  that  it  has  no  salvage  value,  it  will 
be  written  off  from  the  property  statement  on  the  asset  side  of  the 
balance  sheet,  and  at  the  same  time  its  value  must  be  taken  from  the 
reserve  in  order  still  to  preserve  proper  balance.  Therefore,  the  reserve 
will  be  charged  with  the  whole  value  of  the  item,  which,  if  the  estimates 
of  depreciation  from  time  to  time  have  been  correct,  will  be  jtist  equiva- 
lent to  the  sum  of  the  credits  to  depreciation  reserve  for  this  item. 

Whenever  a  charge  is  made  against  operating  expenses  for  deprecia- 
tion, the  depreciation  reserve  account  is  credited.  When  property  is 
retired,  the  cost  new  less  salvage  recovered  is  charged  against  the 
depreciation  reserve.  At  any  given  date,  therefore,  the  amount  that 
should  appear  in  the  depreciation  reserve  on  the  balance  sheet  would 
be  a  summary  of  the  credit  balances  of  the  various  depreciation 
reserve  accounts  appearing  in  the  ledger.     If  the  estimates  made  for 
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depreciation  from  time  to  time  happen  to  agree  with  the  fact,  the 
amount  standing  in  the  depreciation  reserve  item  on  the  balance  sheet 
at  any  time  will  represent  the  accrued  depreciation  in  the  property, 
but  this  is  likely  seldom  to  be  the  case. 

The  depreciation  reserve  exists  in  modern  bookkeeping,  whether 
or  not  there  is  a  depreciation  fund.  The  depreciation  fund  is  a  part 
of  the  assets,  and  is  established  merely  by  charging  the  fund  and 
crediting  cash  or  some  other  asset  item  with  any  amount  that  at  any 
time  may  be  deemed  proper.  This  double  operation  does  not  disturb 
or  change  the  amount  of  the  assets,  but  merely  changes  the  names 
under  which  they  are  carried. 

It  should  be  borne  in  mind  that  the  setting  aside  of  assets  in  a 
depreciation  fund  is  not  charging  depreciation.  This  is  accomplished 
only  by  making  a  charge  against  operating  expenses  and  so  decreasing 
the  showing  of  net  earnings.  Depreciation  is  not  provided  for  until 
it  is  charged  in  operating  expense,  and  it  is  not  deducted  from  the 
property  until  it  is  credited  to  depreciation  reserve,  or  written  off 
from  the  property  statement  on  the  asset  side. 

Practically,  of  course,  collection  may  be  made  from  the  public 
without  any  depreciation  entry  in  the  books,  that  is,  enough  may  be 
collected  in  rates  to  pay  operating  expense,  depreciation,  and  fair 
return,  but  that  part  which  should  be  applied  to  the  property  to  cover 
depreciation  may  be  otherwise  disposed  of,  as,  for  instance,  distributed 
as  unwarranted  dividends;  and,  when  this  is  done  wittingly,  a  theft 
has  been  committed  from  the  property,  and,  when  done  unwittingly, 
error  of  management  is  shown.  The  argument  in  the  foregoing  para- 
graph assumes  an  honest  and  proper  management. 

Under  the  replacement  method  of  accounting,  there  would  be  neither 
depreciation  reserve  nor  depreciation  fund,  the  reserve  being  estab- 
lished only  when  operating  expense  is  charged  without  expenditure 
of  cash,  and  under  this  method  at  any  time  the  property 
will  be  over-stated  by  the  amount  of  the  depreciation  accrued  but 
not  yet  realized  through  retirements. 

If  no  charge  is  made  to  operating  expense  or  credit  to  reserve  for 
depreciation  of  an  item  previous  to  its  abandonment,  but  specific  assets 
are  set  aside  as  a  fund  to  offset  the  accruing  depreciation  of  the  item, 
"depreciation  fund"  will  appear  among  the  assets,  but,  as  before,  the 
profits  and  the  property  will  be  over-stated  at  any  time  by  the  amount 
of  depreciation  accrued  but  not  realized  by  retirement. 

Depreciation  Theories. — Depreciation  of  physical  units  used  in  con- 
nection with  public  utilities,  or,  indeed,  with  any  other  industries, 
does  not  proceed  in  accordance  with  any  mathematical  law.  One 
unit,  identical  with  anotlicr,  and  used  for  the  same  purpose  in  the 
same  way,  goes  out  of  service  before  the  other,  perhaps  because  of 
some  accident;  or  a  unit  goes  out  of  service  before  it  is  worn  out. 
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because  of  some  new  invention  that  displaces  it,  or  some  new  require- 
ment of  service  that  makes  its  use  no  longer  possible;  another  unit, 
performing  hard  service,  requires  so  much  more  repair  during  its 
later  than  during  its  earlier  life,  and  yields  so  many  fewer  units  of 
service  per  unit  of  time,  that,  long  before  it  is  actually  worn  out,  it  be- 
comes uneconomical  to  use  it,  and  it  is  replaced  some  time  before  it  is 
incapable  of  service.  There  is  no  regularity  in  the  development  of 
the  increasing  need  for  repairs;  there  is  no  regularity  in  the  progress 
of  depreciation;  but,  in  order  to  devise  a  reasonable  plan  for  laying 
aside  allowances  from  year  to  year  to  make  good  the  depreciation 
as  it  accrues,  and  to  provide  for  the  accumulation  of  a  sum  equivalent 
to  the  cost  less  salvage  of  a  unit  by  the  time  it  is  retired,  some  theory 
of  depreciation  progress  must  be  assumed  on  which  such  allowances 
may  be  based.  Several  such  theories  have  been  suggested,  and  corre- 
sponding accounting  methods  have  been  developed  for  some  of  them 
and  have  been  adopted  by  accountants  and  approved  by  Courts  and 
commissions.  Three  of  the  more  generally  mentioned  theories  will 
be  explained,  namely:  The  straight-line  theory,  the  compound-interest 
theory,  and  the  imit-cost  theory;  and  the  corresponding  accounting 
meihods  will  then  be  discussed. 

The  Straight-Line  Theory. — The  straight-line  theory  assumes  that 
depreciation  progresses  uniformly  from  the  beginning  of  service  to 
the  end  of  service  life;  that  when  service  life  is  half  gone,  value  less 
salvage  is  half  gone,  when  service  life  is  nine-tenths  gone,  value  less 
salvage  is  nine-tenths  gone.  Thus,  if  a  unit  cost  $100  and  has  a 
salvage  value  of  $10,  after  an  estimated  total  service  life  of  10  years, 
and  has  been  in  service  for  5  years,  it  has  depreciated  in  value  one-half 
of  $90,  or  $45,  and  is  worth  $45  plus  $10  salvage,  or  $55;  if  it  has 
been  in  service  9  years,  it  has  depreciated  $81  and  is  worth  only  $19. 
This  is  the  simplest  depreciation  theory,  and  because  of  its  simplicity 
it  has  been  widely  adopted.  Its  application  in  accounting  and  valu- 
ation is  sometimes  attended  with  certain  apparent  inequities  which 
will  appear  in  the  discussion  of  accounting  under  this  theory. 

The  Compound-Interest  Theory. — This  theory  assumes  that  depre- 
ciation progresses  at  the  same  rate  as  a  sinking  fund  grows  from  an 
annuity  accumulating  at  compound  interest.  Thus,  if  a  unit  cost  $100 
and  has  a  salvage  value  of  $10  after  a  total  service  life  of  10  years,  an 
annuity  may  be  determined  such  that,  with  its  accumulation  of  in- 
terest, it  will  equal  $90  at  the  end  of  10  years,  and  the  depreciation 
of  the  ■unit  at  the  end  of  any  year  will  be  equivalent  to  the  accumula- 
tion of  the  annuity  and  its  accretions  to  that  time.  If  the  rate  of 
interest  be  r;  the  cost  less  salvage  of  a  unit  be  C;  and  the  estimated 
service  life  N  years;  the  annuity  necessary  to  set  aside  to  equal  C 
in  N  years  is  given  by  ^ 

^  =  (1  +  rr^  1 ^'^ 


1464  VALUATION    OF   PUBLIC    UTILITIES 

and  the  sum  to  which  this  will  amount  in  n  years  is  given  by 

C[(l  -l-r)"— 1] 

S  =  — y^-^ — — ^- (2) 

(1   +ry-\  ^ 

This  may  be  solved  by  logarithms,  or  the  result  may  be  taken  from 
amortization  tables,  many  of  which  have  been  published  covering 
Equations  (1)  and  (2).  In  applying  these  equations  to  a  particular 
example,  let  it  be  assumed  as  before  that  a  service  unit  costs  $100, 
has  a  salvage  value  of  $10  after  a  total  service  life  of  10  years;  that 
it  has  served  5  years,  and  that  interest  is  at  the  rate  of  5  per  cent. 
Then  $90  must  be  accumulated  in  10  years,  and  the  necessary  annuity, 
A,  at  5%  is  $7.16.  This  annuity,  with  its  accumulation  of  interest, 
will  amount  to  $39.54  in  5  years,  and  the  imit  is  then  worth  $50.46 
plus  $10.00  salvage,  or  $60.46.  After  9  years  of  service,  the  depreci- 
ation amounts  to  $78.90,  and  the  unit  is  worth  $11.10  plus  $10.00  sal- 
vage, or  $21.10.  The  depreciation  during  any  one  year  is  equivalent  to 
the  annuity  for  that  year  plus  the  interest  on  the  accumulation  of 
previous  annuities  and  interest. 

This  theory  may  have  a  certain  practical  advantage  over  the 
straight-line  theory  when  applied  to  newly  created  properties,  because 
it  requires  the  setting  aside  of  a  less  sum  to  offset  accruing  depreciation 
in  the  earlier  years  of  the  enterprise,  when  expense  is  likely  to  be  rela- 
tively high  and  income  relatively  low.  On  the  other  hand,  when  applied 
to  a  unit  for  which  the  cost  for  repairs  and  upkeep  is  much  greater 
toward  the  end  of  its  life  than  at  the  beginning,  this  theory  bxmches 
tlie  larger  deductions  from  income  for  repairs  and  depreciation;  and 
the  straight-line  theory  would  tend  to  produce  less  inequality  in  the 
deductions  throughout  the  years  of  service  life,  so  far  as  this  influence 
is  concerned. 

With  some  imits,  such  as  locomotives,  the  expense  for  repairs  is 
so  large  that  the  depreciation  deduction  is  relatively  insignificant  and, 
rio  far  as  inequality  of  deductions  is  concerned,  it  is  of  less  consequence 
which  theory  is  adopted  than  it  is  when  units  like  water  pipe  are 
under  consideration,  because  the  item  of  repairs  on  such  units  is 
relatively  insignificant  when  compared  with  the  accruing  depreciation. 

The  discrepancy  between  accrued  depreciation  under  the  straight- 
line  theory  and  tinder  the  compound-interest  theory  is  much  greater 
when  the  units  are  long-lived  than  when  they  are  short-lived.  Thus, 
a  10-year  unit  having  no  salvage  value  loses  half  its  value  in  5  years 
under  the  straight-line  theory,  regardless  of  the  rate  of  interest,  and  at 
5%  under  the  compound-interest  theory  it  loses  nearly  as  much — 
about  44%  of  its  value  in  the  same  time  (45.1%  at  4%  and  41.6%  at 
7%) ;  but  a  50-year  unit,  losing  half  of  its  value  in  25  years,  under 
the  straicrht-line  theory,  loses  only  22.8%  of  its  value  at  5%  under  the 
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compound-interest  theory.  It  will  be  shown  later,  however,  that 
the  total  cost  for  service  during  the  service  life  of  a  property  unit, 
including  interest  on  the  value  in  the  unit,  depreciation  annuity  or 
allowance,  and  interest  on  both  these  annual  costs,  is  exactly  the  same 
under  one  theory  as  under  the  other,  and  indeed  is  the  same  as  under 
the  replacement  method  of  maintaining  property  already  described, 
but,  notwithstanding  this  equality,  the  theories  are  not  equally  applic- 
able to  all  classes  of  property,  as  will  also  be  shovsru  later. 

The  Unit-Cost  Theory. — This  theory  holds  that  the  depreciation 
of  a  service  unit  at  any  stage  of  the  service  life  is  the  difference  between 
what  it  cost  new  and  what  could  be  paid  for  it  in  its  depreciated  con- 
dition without  increasing  or  diminishing  the  cost  per  unit  of  service 
during  its  remaining  service  life.  In  other  words,  it  is  equivalent  to 
the  difference  in  worth  of  two  units  which  would  perform  the  same 
service  at  the  same  total  cost  per  unit  of  service,  one  having  an 
estimated  service  life  equal  to  the  total  estimated  service  life  of  the 
imit  under  consideration,  and  the  other  an  estimated  service  life  equal 
to  the  estimated  remaining  service  life  of  the  unit.  Comparing  the 
relative  economy  of  two  such  units  in  general,  the  engineer  solves  a 
question  like  this :  If  Unit  A  costs  $100  and  lasts  20  years,  how  much 
can  be  paid  with  equal  economy  for  Unit  B  for  the  same  service,  if 
it  will  last  but  10  years?  The  costs  must  include  all  costs  necessary 
to  put  the  units  in  place  and  at  work.  The  estimate  should  include 
consideration  of  the  effect  of  the  lessened  output  of  service  and  greater 
cost  for  operation  and  repair  of  the  imits,  as  they  draw  near  the  ends 
of  their  lives;  but  this  effect  is  sometimes  ignored.  When  excluded, 
the  "unit-cost  theory"  becomes  the  "compoimd-interest  theory",  which, 
therefore,  may  be  considered  to'  be  a  special  case  of  the  "unit-cost  theory". 
On  the  basis  of  this  theory  of  difference  in  worth,  considering  Unit  A 
as  the  unit  new  and  Unit  B  as  the  depreciated  unit,  a  formula  for 
the  present  worth  of  the  depreciated  unit  is  developed  thus,  ignoring 
output  and  cost  of  operation  and  repairs:  The  two  units  are  com- 
pared on  the  basis  of  equal  annual  cost  for  interest  and  depreciation 
annuity.  If  C  be  the  cost  new  of  Unit  A  and  c  the  present  worth  of 
the  depreciated  unit,  B;  r  the  rate  of  interest;  N  the  estimated  service 
life  of  A ;  and  n  the  estimated  service  life  of  B;  the  total  annual  costs 
for  interest  and  annuity  will  be: 

Cr 

For  A  .  . . .  Interest,  C  r Annuity, 

■^    (1  -f  r)A^— 1 

c  V 

For  B . . . .  Interest,  c  r Annuity,  

^'  (1  +  r)"—  1 

Making  these  two  equal  and  solving  for  c  gives 

c=C(l  +  r)--.«l+^"_^L] 
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and  C  —  c  would  be  the  depreciation  during  JV  —  n  years,  which  will 
be  found  to  be  identical  with  the  8  of  Equation  (2),  if  {N  —  n)  be 
substituted  for  n  in  that  equation.  This  is  the  compound-interest 
theory. 

If  the  items  of  increased  cost  of  operation  and  repairs  be  included, 
the  application  of  the  unit-cost  theory  becomes  quite  complex.  The 
comparison  is  made  in  the  same  way  by  making  total  annual  costs 
equivalent,  but  the  annual  cost  is  first  reduced  to  cost  per  unit  of 
service  by  dividing  by  the  estimated  output  capacity  of  the  new  and 
depreciated  property  units.  Thus,  if  A  and  a  are  costs  of  operation 
and  repairs  for  the  longer-  and  shorter-lived  units  (new  and  depreciated 
units),  respectively;  C  and  c  the  respective  costs,  C  being  the  actual 
or  estimated  cost  of  the  new  unit  of  longer  life  and  c  the  price  that 
could  be  paid  for  the  shorter-lived  (depreciated)  unit  to  produce  the 
same  cost  per  unit  of  service;  B  and  fe  the  respective  depreciation 
annuity  multipliers  of  C  and  c  under  the  sinking-fund  theory;  if  D 
units  of  service  may  be  realized  annually  from  the  longer-lived  (new) 
unit  and  d  units  from  the  shorter-lived  (depreciated)  unit;  and  if  r 
be  the  rate  of  interest,  the  following  equations  of  annual  costs  may  be 
written : 

A  +  B  C  +  r  C_  a  +  he  +  re 

D  ~  d 

Solving  this  equation  for  c,  the  price  that  could  be  paid  for  the 
shorter-lived  (depreciated)  vmit  is  found  to  be: 

^{A  +  BC+  r  C)  —  a 


b  +    r 

The  difference  between  C  and  c  is  the  accrued  depreciation  at  the  date 
of  estimate.    The  amounts  of  B  and  h  may  be  obtained  from 

V 

B 


(1  +  ry—  1 

^"'^  ^  =  (l  +  rr-l 

or  from  amortization  tables.  The  capacities,  D  and  d,  of  the  new 
and  old  units  should  be  their  actual  or  estimated  capacities  for  service 
under  normal  conditions,  not  the  respective  outputs  under  varying 
business  conditions  which  might  readily  make  the  older  unit  more 
valuable  than  the  newer  one. 

The  compound-interest  theory  produces,  in  its  application  in 
accounting,  equal  annual  charges  for  the  sum  of  interest  and  de- 
preciation allowances,  while  the  unit-cost  theory  is  based  upon  equal 
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annual  charges  for  the  sura  of  interest,  depreciation  allowance,  and 
operating  expense  (including  repairs)  per  unit  of  output.  This 
theory  is  probably  the  soundest  theory  of  depreciation,  and,  wlien 
applied  with  intelligence,  probably  furnishes  the  truest  measure 
of  accrued  depreciation.  It  is  not  readily  applicable  to  accounting 
purposes,  because  its  formulas  cannot  be  tabulated,  but  it  may  be 
used  for  the  purpose  of  checking  the  results  of  the  application  of 
other  theories  and  for  finding  the  accrued  depreciation  of  any  property 
at  any  time,  in  connection  with  a  public  valuation,  when  there  has 
been  no  proper  accounting  in  the  past,  or  for  finding  remaining  value 
for  the  purpose  of  inaugurating  a  proper  accounting  system  for  an 
old  property. 

Methods  of  Accounting  Applicable  to  the  Straight-Line  and  Compound- 
Interest  TheoHes  of  Depreciation. 

This  discussion  will  be  approached  from  the  standpoint  of  the 
proper  payments  of  the  public  to  company  ovraers  and  the  proper 
disposition  of  these  payments  by  the  company  owners,  rather  than 
from  the  standpoint  of  the  bookkeeping  methods  of  the  company 
owners.  It  should  be  remembered  here  that  it  is  the  duty  of  the 
public  served  to  pay  operating  expense  incurred  in  its  service,  interest 
on  capital  invested  for  its  service,  and  the  cost  of  property  con- 
sumed in  its  service;  but  operating  expense  is  omitted  from  this 
discussion  as  being  independent  of  the  other  two  items,  which  are 
to  some  extent  mutually  dependent  on  each  other,  and  because  it  is 
only  depreciation  accounting  that  is  now  under  consideration. 

Accounting  Under  the  Straight-Line  Theory. — Under  this  theory 
the  public  will  pay  the  full  amount  of  the  depreciation  as  it  accrues, 
a  certain  uniform  fraction  of  the  whole  cost,  less  salvage  value,  of  any 
unit  each  year  of  its  life,  and,  paying  this  each  year,  thus  returning 
a  part  of  the  invested  capital,  it  should  pay  a  correspondingly  decreased 
interest  on  invested  capital  each  succeeding  year.  A  tabular  statement 
of  a  particular  example  will  illustrate:  A  certain  unit  costs  $100,  has 
a  life  of  20  years,  and  no  salvage  value.  The  cost  or  book  value  in  the 
unit  and  the  payments  of  the  public  with  interest  at  5%  are  shown  in 
Table  1. 

Remembering  that  the  property  must  be  considered  to  be  a  con- 
tinuing property  and  that  the  company  owner  is  bound  to  preserve  the 
integrity  of  the  investment,  it  must  be  clear  that  the  allowances  paid 
by  the  rate-payers  belong  to  the  property  and  must  be  considered  to 
be  a  part  of  it.  If  taken  out  of  the  property,  the  investment  is 
impaired,  and  if  paid  to  the  stockholders,  then,  although  they  lose 
nothing,  the  bondholders'  security  is  reduced,  and  the  public  and  later 
stock  purchasers   are   not   protected   against   the   gradual   destruction 
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of  the  property  that  should  be  a  continuing  property.  Practically, 
therefore,  the  depreciation  allowances  paid  by  the  rate-payers  must 
be  considered  a  part  of  the  property,  not  to  be  distributed  to  the 
stockholders,  but  to  be  kept  in  the  property  in  some  form,  in  order 
to  preserve  the  integrity  of  the  investment. 

TABLE  1. — Illustration  of  the  Straight-Line  Method. 

Showing   Book   Value   and   Payments  by   the  Public   on   Account   of 
Fair  Return  and  Depreciation. 

Property  Unit  Costing  $100.00,  Lasting  20  Years,  No  Salvage  Value, 
Interest  at  5  Per  Cent. 


(1) 

(2) 

(3) 

(4) 

(5) 
Combined 

Age. 

Remaining 

value  at  end 

of  year. 

Depreciation 
allowance. 

Return  on 
remaining  value, 

5%. 

depreciation 

and  return, 

5%. 

0 

$100.00 

$5.00 

$5.00 

810.00 

1 

95.00 

5.00 

4.75 

9.75 

2 

90.00 

5.00 

4.50 

9.50 

3 

85.00 

5.00 

4.2.-) 

.9.25 

4 

80.00 

5.00 

4.00 

9.00 

.5 

75.00 

5.00 

3.75 

8.75 

6 

70.00 

5.00 

3.50 

8.50 

7 

65.00 

5.00 

3.25 

8  25 

8 

60.00 

5.00 

8.00 

8.00 

9 

55.00 

5.00 

2.75 

7.75 

10 

50.00 

5.00 

2.50 

7.50 

11 

45.00 

5.00 

2.25 

7.25 

12 

40.00 

5.00 

2.00 

7.00 

18 

35.00 

5.00 

1.75 

6.75 

14 

30.00 

5.00 

1.60 

6.50 

15 

2.1.0(1 

.1.00 

1.25 

6.25 

10 

20.00 

5.00 

1.00 

6.00 

17 

15.00 

5.00 

0.75 

5.75 

f          18 

10.00 

5.00 

0.50 

5.50 

19 

5.00 

5. IK) 

0.2.1 

5.25 

90 

0 

$52.50 

Totals. 

SKNI.OO 

$152.50 

atttf'"t-'V"ttf  'fautiti-Aj...  m!,(  ■ 

1, 

VAi.r.vrioN  OF  imibmg  utii.itiks  1469 

The  allowances,  being  part  of  the  property,  oiight  to  earn  at  the 
same  rate  as  the  capital  remaining  in  the  property.  That  is,  persons 
having  invested  in  a  given  property  do  not  wish  the  investment 
continually  to  vary  either  in  amount  or  return  rate,  they  desire  that 
the  investment  shall  remain  and  shall  earn  at  a  uniform  rate.  The 
allowances  may  be  made  to  earn  at  the  same  rate  as  the  remaining 
property,  if  reinvested  immediately  in  the  property;  they  may  earn 
at  nn  even  greater  rate,  if  fortunately  invested  otherwise;  or  they  may 
and  probably  will  earn  at  a  less  rate,  if  placed  in  bank.  Immediate 
investment  in  the  property  itself,  which  should  insure  a  continuance 
of  the  full  rate  of  return,  may  not  be  possible,  often  will  not  be  when 
a  property  is  not  rapidly  growing,  and  lack  of  opportunity  for  other 
investment  may  require  the  banking  of  allowances.  It  would  seem, 
therefore,  that  the  public  should  make  up  the  shortage  in  return,  if 
any  there  be.  Theoretically  then,  proper  accounting,  under  regulation 
that  determines  fair  return  by  which  full  return  on  the  entire  in- 
vestment is  secured,  would  charge  to  operating  expense  any  deficiency 
of  return  on  allowances  and  credit  to  income  any  excess  of  return 
over  the  fair  rate. 

When  only  a  single  item  is  considered,  this  method,  as  the  table 
shows,  makes  payments  from  year  to  year  ununiform,  with  much  larger 
payments  in  the  beginning  than  toward  the  end,  which  is  undesirable 
unless  repairs  are  enough  greater  toward  the  end  to  equalize  the  pay- 
ments. "When  there  are  many  items  of  varying  ages  and  expectations 
of  life,  this  defect  largely  vanishes.  This  is  not  a  defect  of  the 
accounting,  but  a  necessary  resiilt  of  using  the  straight-line  theory  of 
depreciation. 

Accounting  Under  the  Compound-Interest  Theory. — Under  this 
theory,  the  public  pays  interest  on  the  invested  capital  and  depreciation 
as  it  accrues,  according  to  the  compound-interest  theory,  but  there  are 
different  ways  of  considering  these  payments  and  distributing  them  in 
the  accovmting,  leading  to  two  or  more  different  methods  of  accoimting. 
The  Committee  will  discuss  two  methods,  namely:  1,  the  compound- 
interest  method,  heretofore  called  the  equal-annual-payment  method, 
and  2,  the  sinking-fund  method. 

1.  The  Compound-Interest  Method. — Confining  the  discussion  to  a 
single  unit  without  salvage  value,  for  simplicity,  the  amount  of  the 
annual  payment  for  interest  and  depreciation  is  found  thus :  If  (7  be  the 
cost  of  the  unit;  N  the  years  of  service  life;  r  the  rate  of  interest  for 
fair  return;  and  /  the  rate  to  be  used  in  amortizing  the  property;  the 
total  annual  payment,  P,  by  the  public  for  fair  return  and  depreciation 
is  given  by 

'    ='^'         (l-fr')--l 
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the  second  term  being  evaluated  by  logarithms  or  taken  from  amor- 
tization tables.  It  will  perhaps  be  plain  that  this  should  be  the 
payment  for  the  first  year,  but  for  the  second  year  the  payment  should 
include  interest  on  the  amortization  annuity  of  the  first  year,  if 
the  public  served  is  to  pay  the  full  depreciation  as  it  accrues,  and 
the  return  should  be  on  the  original  cost  reduced  by  the  first  annuity, 
just  as  in  the  straight-line  method.  For  the  third  year,  the  cost, 
or  value,  should  be  reduced  by  the  depreciation  payments  of  the  first 
two  years,  and  the  depreciation  payment  should  include  interest  on 
the  sum  of  the  two  preceding  depreciation  payments,  and  so  on. 
Now  it  may  be  shown  that  if  r'  equals  r,  all  these  several  annual  total 
payments  for  interest  and  depreciation  are  identical  in  amount  and 
equal  to  that  first  above  written  for  the  first  year.  If  /  does  not 
equal  r,  the  total  payments  are  not  the  same  throughout  the  years. 
Table  2  will  show  the  remaining  value,  depreciation  accruing,  and  total 
payments  on  account  of  fair  return  and  depreciation,  when  the  amor- 
tization interest  rate  is  assumed  the  same  as  the  fair  rate  of  return — 
5%,  and  when  the  latter  is  the  larger — 7  per  cent. 

This  method  of  disposing  of  the  payments  of  the  public  on  account 
of  fair  return  and  depreciation  was  called,  in  the  Progress  Report, 
the  equal-annual-payment  method,  because  it  seemed  to  make  the 
total  payments  on  account  of  operation,  return,  and  depreciation  more 
nearly  equal  from  year  to  year  than  other  methods  that  had  been  dis- 
cussed. As  it  does  not  necessarily  do  this  in  all  cases,  it  might  better 
be  distinguished  from  other  methods  by  a  more  exact  title.  Under 
this  method  the  total  payment  of  the  public  served,  for  interest  and 
depreciation,  is  divided  into  two  parts,  one  the  full  annually  accruing 
depreciation  under  the  compound-interest  theory,  and  the  other,  return 
on  the  depreciated  cost  of  the  unit.  This  is  exactly  analogous  to  the 
straight-line  accounting  method,  the  only  difference  being  in  the  amount 
of  the  accruing  depreciation.  It  is  the  complete  and  logical  method  of 
accounting  for  the  payments  of  the  public  for  interest  and  depreciation 
under  the  compound-interest  theory  of  depreciation,  and  the  method 
will  be  given  the  name  of  the  theory  and  Avill  be  called  the  "compound- 
interest  method",  logically  comparable  with  the  use  of  the  "straight- 
line  method"  under  the  "straight-line  theory".  Although  the  name 
"equal-annual-payment"  has  gotten  into  valuation  and  accounting 
literature,  this  literature  is  in  a  transition  stage,  and  the  Committee 
thinks  there  is  good  reason  in  the  preceding  argument  for  the  new 
name. 

2.  The  Sinhing-Fund  Meihod. — Sinking  fund  is  a  very  old  term  and 
has  long  been  connected  with  the  plan  of  providing  for  the  payment 
of  a  debt,  which  is  to  become  due  in  the  future,  by  setting  aside  and 
investing  a   properly   determined  annuity,  such  that,  with   accumula- 
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TABLE    '2. — Illustration    of    Compound-Ixterest    (Equal-Annual- 
Payment)  Method  of  Accounting  for  Depreciation. 

Assumptions  :  Property  havin^i'  iO-year  Life,  Valued  when  New  at  SIOO. 
Computations  of  Deju-ociation  Allowances  Based  on  5%  Interest, 
Compounded  Annually.  Annual  Return  on  Capital  Invested.  ;"  and 
7  per  cent. 
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tions  of  interest,  the  amount  of  the  funds  in  hand  when  the  debt 
matures,  will  be  equal  to  the  amount  of  the  debt.  Only  in  compara- 
tively recent  years  has  the  method  been  used  for  the  amortization  of 
wasting  properties.     It  is  not  so  well  adapted  to  this  purpose,  as  to 
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the  amortization  of  a  debt,  particularly  when  the  propertj-  is  a  public 
utility.  The  method  contemplates  the  creation  and  maintenance  of 
a  fund  which,  considering  the  danger  that  it  may  be  misapplied,  is 
against  good  public  policy.  Moreover,  when  a  property  is  growing  it 
is  good  economy  to  use  the  annuities  in  extensions  of  the  property ; 
but  there  is  danger,  when  this  is  done,  that  confusion  in  the  accounting 
will  result,  and  there  is  always  danger  that  some  persons  may  confuse 
annuities  without  their  accretions,  with  the  depreciation  that  the 
annuities  plus  their  accumulations  of  interest  are  intended  to  cover. 
Under  this  method,  the  public  served  is  credited  with  paying  only  the 
annuity  toward  depreciation,  its  payments  on  this  account,  therefore, 
being  equal  from  year  to  year.  The  remainder  of  the  total  payment 
for  interest  and  depreciation  is  treated  as  fair  return  computed  on  the 
undepreciated  cost  of  the  unit  concerned.  As  this  is  also  always  the 
same,  the  total  payments  of  the  public  for  fair  return  and  deprecia- 
tion are  always  the  same  throughout  the  years,  and  the  amount  is  that 
above  written, 

C  r' 
r=Cr  +  ^^-  - 

(l  +  r'y^—l 

If  /  equals  r,  the  total  annual  payments  agree  in  amount  with  those 
of  the  compound-interest  method,  but,  if  the  return  rate  is  higher 
than  the  amortization  rate,  as  has  been  usual  in  practice  heretofore, 
the  total  annual  payments  by  the  sinking-fund  method  are  larger  in 
the  later  years  than  those  of  the  compound-interest  method  as  shown 
in  Column  (7)  of  Table  2,  and  thus  the  company  owner  is  over- 
paid. It  has  already  been  argued  that  the  same  rate  of  return 
should  be  earned  by  all  capital  kept  in  or  held  for  the  property, 
and  hence  it  should  be  true  that  amortization  rates  of  interest 
should  be  the  same  as  fair  return  rates,  and  they  will  be  so  considered 
in  the  remaining  discussion.  Thus,  the  total  annual  payments  by 
both  methods  will  be  identical.  As  full  payment  for  interest  and 
depreciation  is  made  under  the  compound-interest  method  and  the 
same  totals  are  paid  under  the  sinking-fund  method,  full  payment  must 
be  made  under  this  method. 

To  defend  crediting  the  public  with  only  the  annuities  toward 
depreciation  and  full  return  on  the  undiminished  cost  of  service  units, 
one  of  two  arguments  is  invoked : 

1. — The  annuities  are  paid  to  the  company  before  it  has  occasion 
to  use  them  to  retire  the  units  they  are  intended  to  cover;  hence,  the 
company  owner  can  earn  interest  on  thorn,  and  therefore  they  are 
discounted  and  considered  parts  of  a  fund  held  in  trust  by  the  company 
owner  and  invested  for  the  purpose  of  earning  that  interest  necessary  to 
make  it  amount  to  the  payment  required  of  the  public  when  the  unit 
covered  is  retired.     As  the  company  may  not  cam  distributable  profits 
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ou  the^je  annuities,  it  must  be  allowed  its  fair  return  on  the  undimin- 
ished cost  of  the  units  covered  imtil  such  time  as  the  fund  matures, 
which  in  theory  should  be  when  the  item  is  retired.  If  the  fund  is  then 
immediately  reinvested  in  the  property,  the  cost  value  goes  on  as 
before;  if,  for  any  reason,  it  is  withdrawn  from  the  property,  the  cost 
value  should  be  reduced  accordingly. 

2. — The  public  is  assumed  to  make  full  payment  on  account  of 
depreciation  yearly  as  it  accrues;  but,  because  it  makes  these  payments 
in  advance  of  the  time  when  they  must  be  used  to  retire  the  imit  they 
cover,  the  company  owner  will  be  able  to  use  them  to  earn  interest, 
and  hence  the  public  charges  the  company  for  the  use  of  these  pay- 
ments assumed  to  be  due  only  when  the  item  is  retired;  that  is,  the 
public  pays  the  present  worth  of  payments  assumed  to  be  due  on  the 
retirement  of  the  unit  covered.  But,  again,  the  company  owner  must 
invest  these  annuities  so  that  with  their  earnings  they  shall  equal  the 
cost  of  the  unit  covered  when  it  is  retired;  they  cannot  be  used  to  earn 
distributable  profits,  and,  therefore,  as  before,  the  public  should  pay 
a  fair  return  on  the  undiminished  cost  value  of  the  units  concerned 
until  they  are  retired  or  the  payments  mature.  Under  this  concep- 
tion, it  must  be  assumed,  either  that  the  last  paypient  due  is  made 
first  and  discounted,  or  that  the  growth  of  depr^',iation  is  reversed, 
the  larger  annual  g^o^vth  being  at  the  beginning  and  the  smaller  at 
the  end  of  service  life.    The  conception  seems  not  to  be  defensible. 

Comparisons. — The  entries  to  be  made  in  the  accounting  under 
the  compotmd-interest  and  sinking-fund  methods  must  of  necessity 
be  different.  Under  the  compound-interest  method,  the  book  value 
of  the  service  unit  must  be  reduced  from  year  to  year  in  the 
amount  of  the  full  accruing  depreciation  by  a  credit  to  depreci- 
ation reserve;  imder  the  sinking-fund  method,  the  public  paying 
return  on  the  undiminished  cost,  there  should  be  no  deduction 
from  book  value  xmtil  the  unit  is  retired  or  the  sinking  fund 
matures,  which  times  are  theoretically  the  same.  Thus,  the 
sinking-fund  method  becomes,  so  far  as  the  property  account  is  con- 
cerned, the  same  as  the  replacement  method  of  maintaining  property. 
Unfortunately,  this  has  not  been  understood  clearly,  and  the  sinking- 
fund  method  of  accounting  has  not  proceeded  under  this  theory;  con- 
fusion has  resulted,  and,  indeed,  is  likely  to  result,  from  any  attempt 
to  account  for  depreciation  under  this  method. 

The  Entries  Under  the  Compound-Interest  Method  are,  and  are 
explained,  as  follows:  Income  in  the  amount  of  the  depreciation 
allowance  is  charged  to  operating  expense  to  keep  the  income  state- 
ment correct.  Depreciation  reserve  is  credited  in  the  same  amount 
to  keep  the  property  statement  correct.  We  now  have  assets  consisting 
of  property  depreciated  by  the  depreciation  reserve  and  cash  or  other 
assets  equivalent  to  that  allowance.    The  depreciated  property  will  earn 
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fair  return  the  next  year,  and  the  allowance  also  should  earn  fair  return. 
It  may  be — and  should  be,  if  possible — at  once  re-invested  in  the  prop- 
erty, but,  however  it  is  used,  unless  retained  as  working  capital,  cash 
will  be  credited  and  the  particular  asset  purchased  will  be  charged, 
thus  making  no  change  in  the  total  assets.  If  the  allowance  is  in- 
vested in  the  property,  fair  return  presumably  will  be  earned.  If  this  is 
not  immediately  possible,  so  that  the  allowance  must  be  held  for  a  time 
until  needed  in  the  property,  it  should  be  invested  in  outside  securi- 
ties, and  the  deficiency  of  fair  return,  if  any,  should  be  charged  next 
year  in  operating  expense,  and  the  excess  above  fair  return,  if  any, 
should  be  credited  to  income,  reducing  the  necessary  payment  of  the 
public  on  account  of  depreciation.  Only  on  such  an  assumption  is  it 
fair  to  use  fair  rate  of  return  in  computing  annuities.  If  the  com- 
pany owner  must  take  his  chances  of  earning  more  or  less  than  the 
fair  rate  of  return  on  the  annuities,  then  that  rate  should  be  used 
which  experience  shows  to  be  probably  obtainable.  In  the  case  of  a 
reasonably  growing  property,  investment  in  the  property  will  usually 
be  possible  though  perhaps  not  immediate;  in  the  case  of  a  stationary 
property,  it  will  in  general  be  impossible. 

There  is  no  ambiguity  in  the  foregoing  described  method;  no 
chance  for  confusion ;  the  method  is  exactly  analogous  to  that  described 
under  the  straight-line  theory  of  depreciation. 

The  Entries  Under  the  Sinhing-Fund  Method  should  be.  and  are 
explained,  as  follows: 

Operating  income,  in  the  amount  of  the  annuity,  is  charged  to 
operating  expense  in  order  to  keep  the  operating  income  account 
correct.  As  fair  return  is  based  on  book  value,  there  must  be  no  reduc- 
tion in  this  below  original  value,  excei)t  as  units  are  retired,  so  there 
will  be  no  credit  to  depreciation  reserve,  which  will  reduce  book  value, 
but  to  some  other  liability  account  as  trust  fund  reserve.  Among  the 
assets,  cash  or  other  assets  will  be  credited,  and  sinking  fund  charged 
with  the  amount  of  the  depreciation  annuity.  The  fund  will  be 
credited  only  as  cash  is  expended  for  the  replacement  of,  or  in  lieu  of, 
units  covered  by  the  fund.  The  fund  must  be  carried  as  an  undis- 
tributable  asset  belonging  to  and  going  with  the  property,  to  offset  the 
trust  fund  reserve.  Accounting  must  go  on  within  the  fund; 
its  cash  must  be  invested  and  its  income  accounted  for  separately  from 
the  operating  income.  If  its  cash  is  reinvested  in  the  property  itself, 
purchasing  new  units  and  increasing  the  income  producing  but  de- 
preciating property,  the  earnings  from  such  new  units  should  be  charged 
to  the  fund.  These  units  being  depreciating  units  must  also  earn 
depreciation  annuities,  which  must  in  turn  be  invested  and  in  effect 
a  new  sinking  fund  must  be  set  up  for  each  addition  to  depreciating 
property.  It  would  be  manifestly  impossible  to  separate  the  earnings 
of  the  several  units  of  a  complex  property,  but  the  operating  income 
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can  be  separated  into  two  parts,  respectively  proportioned  to  the 
investment  from  the  fund  and  that  from  other  capital,  and  its  due 
share  charged  to  the  fund.  This  will  be  but  an  approximation  to  the 
truth  and  again  it  must  be  remembered  that  the  additions  are  of 
depreciating  property.  Moreover,  in  a  valuation  it  will  be  impossible 
to  distinguish  between  units  purchased  from  the  fund  and  those 
acquired  otherwise.  If  the  fund  is  invested  outside  the  property, 
no  difficulty  arises  in  determining  the  income.  Theoretically,  if 
it  is  invested  so  that  it  earns  less  than  the  rate  assumed  in 
determining  the  annuities  (which,  as  has  been  pointed  out,  should 
be  the  fair  rate  of  return),  the  deficiency  may  be  put  in  operating 
expense  and  so  collected  from  the  public ;  and,  if  it  earns  more  than  the 
fair  rate  of  return,  the  excess  should  be  credited  to  the  public  sinking- 
fund  reserve  to  the  relief  of  the  public.  However  the  fund  is  invested, 
it  must  be  held  to  be  a  part  of  the  undistributable  property,  an  asset 
to  be  included  in  a  valuation  offsetting  trust  fund  reserve. 

The  foregoing  procedure  is  more  complex  than  that  involved  in 
the  compound-interest  method,  and  the  sinking-fund  method  has  no 
advantage  over  that  method  in  any  way.  It  does  not  show  directly  in 
the  property  account  what  the  accrued  depreciation  is  at  any  time,  as 
does  the  compound-interest  method,  but  presents  the  fiction — possibly 
justified  by  the  existence  of  the  trust  fund  reserve — of  an  undepre- 
ciated property.  It  must  be  remembered  that  the  company  owner 
has  two  elements  of  value  in  his  property — money  and  time — that 
is  to  say,  cost  and  length  of  service  life,  both  of  which  must  be  pro- 
tected. It  is  not  enough  that  when  a  property  unit  goes  out  of  service 
there  shall  be  a  new  unit  of  equal  cost  to  replace  it,  but  the  new  unit 
must  have  a  s,ervice  life  equal  to  that  of  the  retired  unit,  or,  there 
must  be  more  units  of  less  life,  or  less  units  of  more  life.  Under  a 
strict  application  of  the  sinking-fund  method,  when  the  fund  is  in- 
vested in  the  property,  the  foregoing  result  is  realized  only  if  the 
funds  be  set  up  for  each  separate  addition,  purchased  with  fund 
money,  based  upon  the  cost  and  service  life  of  the  addition.  The 
intricacies  of  this  method  when  strictly  followed,  the  confusion  likely 
to  result  when  the  fund  is  invested  in  additions  to  the  property,  and 
the  desirability  of  such  (latter)  form  of  investment,  seem  to  make 
this  method  of  accounting,  for  depreciation  of  a  growing  property, 
undesirable. 

The  sinking-fund  methods  in  common  use  in  the  past  have  varied 
from  the  foregoing  pi'ocedure.  Either  annuity  or  full  amount  of 
accruing  depreciation  has  been  charged  to  operating  expense,  and 
credited  to  reserve,  thus  reducing  book  value.  When  only  the  annuity 
has  been  charged  and  credited,  the  property  account  shows  deprecia- 
tion, but  not  enough,  and  explanation  must  be  forthcoming  to  justify 
the  accounts  and  the  distribution  of  public  payments.     The  acco\m.t9 
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do  not  tell  the  whole  story,  as  in  the  compound-interest  method.  If 
the  full  accruing  depreciation  is  charged  and  credited,  no  sinking 
fund  is  required,  and  no  explanation  can  justify  any  other  distribution 
of  the  public  payments  than  that  of  the  compound-interest  method 
which  this  procedure  then  becomes. 

The  sinking-fund  methods  heretofore  generally  used  are  incomplete 
accoxmting  methods,  under  the  compound-interest  theory,  in  that  out- 
side explanation  is  required  to  justify  the  accounts  and  the  distribution 
of  public  payments  for  return  and  depreciation.  Since,  as  has  been  said 
before,  there  is  full  and  complete  payment  by  the  public  for  return  and 
depreciation  under  the  compound-interest  method,  and  since,  with  equal 
rates  for  return  and  annuity,  the  payments  are  the  same  in  total  amount 
under  the  sinking-fund  method,  they  must  be  complete  under  both 
methods,  and  it  would  appear  that  the  sinking-fund  method  so  widely 
used  must  have  been  the  outgrowth  of  a  failure  to  comprehend  the 
problem  completely.  At  any  rate,  it  seems  no  longer  desirable. 
Comparison  of  Four  Methods. — 

(o) — Compared  to  Bond  Payments. — The  four  methods  of  account- 
ing for  depreciation  may  be  compared  to  four  ways  of  making  and  pay- 
ing bonds.  Thus,  the  replacement  method  corresponds  to  a  bond  pay- 
able n  years  from  date,  with  interest  at  the  rate  of  r  per  cent,  per 
annum  until  paid;  the  straight-line  method  corresponds  to  a  set  of  n 
serial  bonds  of  equal  amounts,  with  interest  at  the  rate  of  r  per  cent, 
per  annum,  giving  diminishing  annual  payments;  the  compound- 
interest  method  corresponds  to  a  set  of  n  serial  bonds  of  unequal 
amounts,  respectively  equivalent  to  the  annuity  accumulations  of 
the  several  years  that  the  bonds  run,  giving  equal  annual  payments. 
The  sinking-fund  method  corresponds  to  bonds  payable  n  years  after 
date,  and  requiring  a  trust  fund  to  be  accumulated  with  a  bank  or 
trust  company  to  meet  the  payments  when  due,  also  giving  equal 
annual  payments. 

(6) — On  a  Basis  of  Costs. — To  compare  the  four  methods  thus  far 
described  on  a  basis  of  cost,  it  will  be  assumed  that  the  property  is 
made  up  of  a  single  unit,  costing  $100,  having  no  salvage  value,  and 
lasting  20  years — of  course,  a  purely  hypothetical  case.  If  interest 
for  all  purposes  is  at  5%,  the  annual  and  total  payments  by  the  public 
to  the  owners  will  be  as  in  Table  3. 

In  preparing  Table  3,  the  return  under  the  replacement  and 
sinking-fund  methods  has  been  figured  as  5%  on  the  midiminished 
cost  of  the  property  unit,  while  under  the  straight-line  and  compt)und- 
interest  methods  it  has  been  based  on  the  depreciated  value  of  the  \niit. 

The  headings  in  Cohmms  9  and  10,  while  representing  what  is  fre- 
quently considered  to  bo  "depreciation"  and  "return",  are  not  expres- 
sive of  the  facts.  The  figures  in  Column  !»  r('i)resent  the  sinking-fund 
annuity  for  each  year,  which  is  only  a  jmrt  of  the  dejireciation,  as  may 
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be  seen  by  reference  to  the  total  at  the  foot  of  the  column,  which  is 
only  $60.40  instead  of  $100.  The  remainder  of  the  depreciation  is 
incorporated  in  the  figures  in  the  column  headed  "Return",  where  in 
each  year  it  represents  5%  on  the  difference  between  the  midiminished 
cost  of  the  unit  and  its  depreciated  value  in  that  year.  Of  the  $100 
represented  by  the  total  of  this  cohimn,  $39.60  is  "depreciation"  and 
$60.40  is  "return". 

TABLE  o. — Comparison  of  Combined  Annual  Deprkciation  and  Ee- 
TiKN  Upon  a  Property  Unit  of  20- Year  Life,  Under  Different 
Methods  of  Providing  for  Depreciation.  Assumed  Rate  5  Per 
Cent. 
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J200.00 
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852.50 

8152.50 
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860.40 
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$60.40 
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Although  the  total  payments  by  the  public  for  return  and  depreci- 
ation appear  from  the  footings,  under  the  various  headings,  to  be 
different  under  the  different  theories,  this  apparent  variation  is  the 
result  of  ignoring  interest  on  the  payments  or,  in  other  words,  the 
effect  of  time. 

The  real  total  cost  of  the  unit  in  the  20  years,  for  interest 
and  depreciation,  is  the  accumulation  of  the  annual  allowances  for 
these  items  at  compound  interest  during  the  20  years,  and  this  is 
the  same  for  the  four  methods  and  is  equivalent  to  the  sum  to  which 
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the  cost  of  the  unit  would  amount  at  compound  interest  in  the  life 
time  of  the  unit,  as  will  be  shown. 

Referring  to  Table  3 :  by  the  replacement  method,  the  total  return 
of  $5.00  each  year  may  be  considered  as  an  annuity  which  at  5%  in 
20  years  amounts  to  $165.33,  to  which  must  be  added  $100.00,  the 
retiring  payment,  making  $265.33.  By  the  straight-line  method,  the 
payment  for  the  first  year  is  $10.00,  which  at  compound  interest  for 
19  years  amounts  to  $14.57;  the  second  payment  is  $9.75,  which  in  18 
years  amounts  to  $13.92 ;  and  so  on,  the  total  for  the  20  years  summing 
$265.33,  as  before.  The  payments  by  the  two  other  methods  are  alike, 
$8.02,  and  these,  treated  as  annuities,  also  amount  to  $265.33  in  20 
years;  but  $100.00,  the  first  cost  of  the  unit,  if  placed  at  compound 
interest  at  5%  for  20  years,  also  amounts  to  $265.33.  Thus  is  the 
statement  of  equal  cost  for  the  four  methods  and  its  equivalent  shown 
for  the  particular  case.    It  may  be  proved  mathematically,  as  follows: 

The  sum  to  which  any  principal,  P,  will  amount  at  r  compound 
interest  in  n  years  is 

,S  =  P  (1  +  r)" (3) 

The  annuity  F  that  must  be  set  aside  each  year  at  r  compound 
interest  in  order  to  realize  P  dollars  in  n  years  is 

F  = (4) 

and  conversely  the  sum,  P,  to  which  mi  annual  allowance  at  r  com- 
pound interest  will  amount  in  n  years  is 

^_J-[(l  +  rr-l] ^.^ 

r 

The  total  cost  of  any  unit  in  n  years,  being  the  amount  of  the  total 
allowances  for  interest  and  depreciation  at  compound  interest,  if  n  be 
taken  as  the  life  of  a  unit  costing  P  dollars,  then: 

By  the  replacement  method,  the  annual  payments  are  Pr  for  in- 
terest, and,  at  the  end  of  the  nth  year,  a  gross  sum  of  P  dollars  to 
make  good  the  worn-out  item.  In  the  n  years,  the  total  cost  will  be 
the  sum  of  the  annual  allowances  of  Pr  dollars  at  compound  interest 
plus  P  dollars.  Therefore,  using  Equation  (5),  in  which  F  becomes 
Pr,  we  have 

Total  cost  =  ^^     ^     ^ -J  +  P  -  T'  (H    ry  ....  (G) 

'/• 

which  by  Etjuation  (3)   is  the  amount  of  P  at  compound  interest  for 

n  years. 

By  the  straight-line  method,  the  annual  contributions  are  not  equal. 

/' 
Thev  are    for    each    year  for   depreciation,  and    a   varviuu:   amount 

■'  '  n 
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for  interest,  as  tlie  depreciation  is  deducted  from  the  principal.     The 
series  of  payments  for  interest  may  be  expressed  as  follows: 

I  First  year P  r 

Second  year (  P )  r 

Third  year [^  ^ )'' 

etc., 


nth  year I  P 


{' 


(n  -  1)  P^ 


The  total  annual  contribution  then  will  be 

P 

First  year -\-  P  r 

n 


year +  \  P )*' 

n  ^  n/ 

+  (P-~)  r 

n  \  n  J 


Third  year 

etc., 

nth  year -  +    (  P  —  ^^ —  ) 

n         \  n         J 


Substituting  those  separate  sums  in  a  series  of  equations  based  on 
Equation  (3)  making  the  exponent  of  the  parenthesis  n  —  1  for  the 
first  equation,  n  —  2  for  the  second,  and  n  —  n  =  0  for  the  last  equa- 
tion, there  results: 

For  the  first-year  allowance ..  >S  =  ( \-  Pr\   (1  +  r)"  -  ^ 


tP        /  P  \ 

— y  \P  — ) '  I  (1  +  "^y 

r  P        /          2P\     -1 
For  the  third-year  allowance. >S  = V  iP )r    (1  +  r)" 


For  the  ?ith-year  allowance »S 


P           /„       (n  — 1)P\ 
—   +    (P  —  - —)r 


and  the  sum  of  these  several  sums  is  P  (1  -|-  r)",  the  same  as  given  by 
Equation  (.3). 

By  the  sinking-fund  method,  the  annuity  payment.  Equation  (4),  is 

Pr 

,  and  the  total  annual  payment  is  this  plus  interest,  Pr. 

(1  -f  r)"  —  1'  *    -^  ^  ' 
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Hence  the  total  cost  in  n  years  is  the  accumulation  of  these  two  items 

Pr 

or,  substituting,  — +  Pr  for  the  F  of  Equation  (5), 

[(,+^»-i  +  i][(i+'-)"-'J 

Total  cost  =  Pr     ^    ^    ' = =  i'  (1  +  '•)"•  -(7) 

r 

or  the  same  as  by  the  replacement  method,  and  as  Equation  (3). 

Since  the  compound-interest  method  involves  exactly  the  same 
annual  contributions  as  the  sinking-fund  method,  the  total  cost  must 
be  the  same,  or,  P  (l-j-r)". 

For  the  particular  example  assumed,  namely,  a  $100.00  unit  lasting 
20  years,  with  interest  at  5%,  the  total  sacrifice  for  the  20  years,  by 
any  one  of  the  methods,  is 

^  =  P  (1  -f  r)"  =  $100.00  (1.05)20  =  $265.33. 

(c) — With  Respect  to  Legality  and  Safety. — The  four  methods 
showing  identical  costs,  any  one  of  them  seeming  to  be  most  convenient 
may  be  chosen  for  a  particular  property  or  for  a  part  of  a  property, 
provided  only  that  it  is  legal,  safe  and  fair,  but  the  sinking-fund  method, 
being  incomplete  within  itself,  is  not  recommended.  The  replacement 
method  is  open  to  the  danger  that  a  Court,  valuing  a  property  at  any 
time,  will  charge  against  it  whatever  depreciation  may  be  fomid,  hold- 
ing that  depreciation  of  physical  property  is  always  loss  of  value  of  in- 
vestment, and  that,  under  the  Knoxville  decision,  it  must  be  deducted, 
whether  or  not,  under  accounting  methods  theretofore  used,  the  depre- 
ciation had  been  collected  from  the  public.  Thus,  the  property  would 
lose  the  accrued  obligation  of  the  public  to  pay  for  depreciation,  which 
obligation  must  be  considered  an  asset  of  the  property  in  an  equitable 
treatment  of  property  maintained  under  the  repliiceinont  method  of 
accounting.  When  the  method  is  ordered  or  authorized  by  a  public 
regulating  body,  as  has  been  done  in  the  past  by  the  Interstate  Com- 
merce Commission  with  respect  to  all  railroad  property,  and  is  still 
approved  for  most  classes  of  such  property,  it  should  be  considered 
to  bo  legal  and  should  be  safe,  but  not  always  has  it  been  safe. 

The  straight-line  and  compound-interest  methods  plainly  are 
safe,  as  they  return  the  full  amount  of  the  depreciation  presumably 
as  it  accrues. 

The  sinking-fund  method  perhaps  requires  interpretation  to  make 
clear  when  it  is  safe,  as  the  public  apparently  does  not  return 
(ho  full  amount  of  the  depreciation  to  the  owner,  and  unless  fully 
understood  and  properly  ajiplied  by  regulating  or  valuing  bodies,  it  is 
not  safe.  Since  the  total  annual  payments  for  interest  and  depreciation 
by  this  method  are  exactly  the  same  as  by  the  compound-interest  method, 
it  must  follow  that  if  full  payment  is  made  in  one  case  it  is  also  made 
in  the  other,  and  that  it  is  merely  the  bookkeeping  distribution  of  the-se 
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payments  which  makes  it  appear  that  full  payment  is  made  in  one  case 
and  not  in  the  other.  Under  the  sinking-fund  method  of  accounting, 
the  annuity  assumed  to  be  paid  by  the  public,  together  with  the  interest 
on  the  accumulated  allowances,  must  be  charged  each  year  to  the  fund 
held  in  trust  for  the  property.  The  fund  must  be  treated  as  a  trust 
fund  belonging  to  the  property,  or  due  from  the  public,  and  equivalent 
to  physical  property  of  equal  value. 

If  for  the  purpose  of  public  purchase  or  capitalization  a  valua- 
tion is  made  at  any  time  of  a  property  maintained  under  this  method, 
depreciation  will  exist  in  amount  equivalent  to  the  accumulation  of 
depreciation  annuities  and  interest,  if  the  various  original  estimates 
on  which  the  annuities  were  figured  have  agreed  with  the  facts  as  they 
have  developed  in  the  life  of  the  property.  To  the  depreciated  value 
foiuid  will  be  added  the  accumulated  allowances  not  invested  in  the 
property  but  treated  as  an  asset  due  from  the  public  and  neither  the 
company  owner  nor  the  public  will  lose  anything,  since  100%  of 
original  value  will  be  found  and  the  accounting  may  go  on  as  before. 
If  part  of  the  fund  is  invested  in  additions  and  betterments,  it  will 
be  difficult,  if  not  impossible,  to  separate  these  from  the  original  prop- 
erty, and  they  will  be  included  ordinarily  in  the  valuation;  but  the 
fund  accounts  should  show  what  sums  have  been  thus  invested  and 
what  amounts  remain  in  the  fund  as  other  assets.  Only  the  portion 
of  the  fund  not  invested  in  the  property  can  be  added  to  the  depre- 
ciated value.  Again  100%  of  original  value  will  be  found  to  result, 
and  purchase  price  will  be  so  fixed,  or  the  accounting  may  proceed  as 
theretofore.  The  sinking-fund  method,  being  likely  to  cause  confu- 
sion and  possible  injustice,  should  not  be  used  in  depreciation  account- 
ing, but,  if  used,  difficulties  may  be  somewhat  avoided  if  the  fund  is 
kept  invested  in  assets  wholly  distinct  from  the  property. 

If  a  valuation  is  for  the  determination  of  fair  return  for  the  future, 
either  of  two  courses  is  open:  (1)  The  property  may  be  listed  at  full 
value  for  the  determination  of  interest,  and  full  value  and  total  service 
life  for  the  determination  of  depreciation  annuity;  or,  (2)  The  prop- 
erty may  be  listed  at  depreciated  value  for  the  determination  of  in- 
terest, and  depreciated  value  and  remaining  service  life  for  deprecia- 
tion annuity.  Either  method  is  equitable,  and  both  give  the  same 
total  annual  allowance.  Thus,  referring  to  Table  2,  if  a  20-year  item 
costing  $100.00  new  has  been  in  service  15  years,  and  interest  is  figured 
at  5%,  the  theoretical  remaining  value,  under  the  compound-interest 
theory,  is  $34.74.  The  interest  for  the  succeeding  year  is  $1.73,  and  the 
depreciation  annuity  to  retire  the  item  in  5  years  is  $6.29,  or  a  total 
of  $8.02,  which  is  just  what  is  required  to  cover  interest  and  annuity 
for  the  item  considered  new.  A  danger  here — shown  by  experience  to 
be  real — is  that  the  property  will  be  listed  at  depreciated  value  for 
interest  and  fuU  value  and  total  service  life  for  depreciation  annuity. 
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Rate  on  Depreciation  Allowances. — As  having  some  bearing  on 
accounting  methods,  the  disposition  of  allowances,  and  the  rate  to  be 
used  for  these  allowances,  the  Committee  desires  to  emphasize  again 
the  fact  that  the  entire  reasonable  sum  devoted  to  public  service  is 
entitled  to  a  uniform  fair  return.  While  thus  devoted,  and  while,  as 
a  matter  of  convenience  or  to  conform  to  law,  allowances  for  deprecia- 
tion may  be  returned  to  the  company  owner  approximately  as  the 
depreciation  goes  on,  thus  theoretically  reducing  the  capital  in  the 
service,  yet  the  obligation  of  the  owner  to  keep  the  investment  in  the 
property  intact,  makes  it  improper  for  him  to  consider  these  allowances 
other  than  as  a  part  of  the  property  not  to  be  distributed  as  income,  or 
returned  to  his  pocket,  without  corresponding  reduction  of  capital,  if 
not  needed  for  the  maintenance  of  the  property.  Therefore,  he  is  enti- 
tled to  a  full  fair  return  on  the  undiminished  investment  so  long  as  its 
value  is  properly  maintained  in  accordance  with  law.  Hence  the  allow- 
ances returned  to  the  investor  to  cover  accruing  depreciations  should 
earn  the  same  fair  return  as  the  value  remaining  in  the  property.  To 
accomplish  this  these  allowances  are  best  invested  in  the  property,  but, 
when  this  is  not  possible,  the  amounts  not  thus  invested  should  be 
placed  in  a  fund  sacred  to  the  property,  and  the  earnings  of  this  fund 
should  be  accounted  for — if  less  than  a  fair  rate  of  return,  the  defi- 
ciency should  be  charged  in  operating  expense;  if  more,  the  excess 
should  be  credited  to  income.  Thus  only  will  the  public  pay  its  just 
payment  and  the  property  receive  its  fair  return  and  no  more.  This 
may  be  difficult  or  impracticable  of  exact  accomplishment. 

This  means  that  interest  on  depreciation  allowances  should  be  at 
the  same  rate  as  the  fair  rate  of  return,  and  that  this  is  the  rate  to 
use  in  computing  annuities,  and  allowances  under  the  compound- 
interest  theory. 

Accounting  Depreciation,  the  Result. — As  a  result  of  approved 
accounting  methods  that  include  a  reserve  account  and  that  have  been 
used  from  the  beginning,  there  ■wall  appear  on  the  books  at  any 
given  time  a  sum  that  may  be  called  accounting  depreciation.  For 
those  items  maintained  by  the  replacement  method  and  for  which 
reserves  are  not  set  up  the  sum  will  be  zero,  there  is  no  accounting 
depreciation  under  this  method.  The  Interstate  Commerce  Commis- 
sion has  recommended  that  reserves  be  established  for  all  in-operties, 
and  there  is  much  to  be  said  in  favor  of  this  recommendation.  If 
a  reserve  account  is  set  up,  the  balance  in  that  account  shows  the 
amount  of  accounting  depreciation  for  property  in  use. 

If  no  reserve  account  is  set  up,  there  is  no  account  that  will 
show  at  once  the  amount  of  the  accounting  doprociution.  The  way  to 
determine  it  is  to  compare  the  i)res('nt]y  carried  pr()j)orty  statement 
with  the  original  costs  of  the  property  in  use,  if  these  can  be  found; 
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the  difference  is  the  accoDiitinc:  depreciation  for  the  methods  of  book- 
keepinir  in  use.  Under  the  sinkintr-fund  method,  there  should  be  no 
reserve  set  up  agrainst  the  property,  but  the  balance  in  the  trust 
fund  reserve,  which  should  in  this  case  equal  the  fund,  is  the  account- 
ing depreciation. 

Unless  reserves  are  set  up  for  all  property,  as  has  been  recommended 
by  the  Interstate  Commerce  Commission,  or  a  full  depreciation  fund  ia 
maintained,  accounting:  depreciation  can  never  asree  with  the  depre- 
ciation present  at  any  given  time,  but  it  should  agree  substantially 
with  it  for  those  units  or  items  which  are  maintained  from  the  begin- 
ning under  depreciation  allowance  methods,  if  the  estimates  of  service 
life  on  which  the  allowances  have  been  based  have  been  correct,  and 
the  property  has  worn  at  the  rate  assumed  by  the  particular  allowance 
method  adopted. 

The  straight-line  method  will  show  at  any  time  a  larger  accounting 
depreciation  than  either  of  the  compound-interest  methods. 

Summary. — None  of  the  allowance  methods  works  out  in  practice 
exactly  as  indicated  in  the  tables.  Accidents,  and  errors  of  judgment 
in  prophetic  estimates  of  service  life,  may  cause  sums  received  for 
depreciation  to  be  excessive  or  deficient,  but,  in  the  accounting  of 
a  continuing  property,  these  differences  can  be  adjusted  from  time  to 
time. 

In  the  opinion  of  the  Committee,  the  several  methods  described 
are  respectively  more  particularly  applicable  as  follows: 

The  replacement  method  is  applicable  to  those  short-lived  prop- 
erties or  parts  of  properties  made  up  of  a  large  number  of  items,  the 
replacement  or  retirement  of  which  proceeds  after  a  time  with  fair 
regularity  and  causes  no  troublesome  variations  in  return  or  service 
rates.  Railroad  ties  are  an  example.  Rails,  when  a  part  of  a  very  large 
property,  and  machines  where  very  many  are  owned  and  used,  may  also 
be  handled  by  the  replacement  method.  Although  applicable  to  all 
such  properties  or  parts  of  properties,  the  replacement  method  is  at 
present  undesirable  because  it  may  result  in  loss  to  the  company 
owner  in  the  case  of  a  valuation,  determined  under  an  interpretation 
of  the  Knoxville  decision,  which  holds  that  all  loss  of  service  life  of 
physical  items,  except  such  as  is  made  good  by  current  repairs,  is  loss  of 
value  of  investment,  and  that  obligation  of  the  public  to  pay  can 
never  be  accepted  as  an  asset  to  offset  accrued  depreciation. 

The  straight-line  method  of  accounting  applies  to  any  property 
units  having  more  than  a  year  of  service  life,  which  are  assumed  to 
depreciate  according  to  the  straight-line  theory.  The  compound- 
interest  theory  applies  similarly  to  property  units  assumed  to  depreciate 
according  to  the  compound-interest  theory.  Under  either  method  it 
may  be  necessary  to  maintain  a  fund  not  invested  in  the  property  itself, 
as  when  the  property  is  stationary  or  consists  of  only  a  very  few  large 
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units  of  long  life.  For  such  properties  the  sinking-fund  method  of 
accounting  could  be  adopted,  if  the  compound-interest  theory  is  held  to 
apply,  provided  it  is  fully  understood  and  correctly  applied,  but  it 
is  not  recommended. 

The  great  discrepancy  in  the  growth  of  depreciation  of  long-lived 
units  under  the  straight-line  and  compound-interest  theories  should  be 
carefully  noted  when  determining  which  theory  to  use.  For  short-lived 
items  there  is  not  much  difference,  and  in  some  cases  the  straight-line 
theory  may  result  in  more  uniform  annual  payments  than  the  com- 
pound-interest theory;  but,  as  already  pointed  out,  there  is  a  very  great 
difference  in  the  results  of  the  two  theories  when  applied  to  long-lived 
units.  For  such  units,  the  Committee  believes  that  the  compound- 
interest  theory  is  more  nearly  in  accord  with  the  truth  as  expressed  by 
the  unit-cost  theory,  which  is  thought  to  give  results  most  closely 
corresponding  to  actual  depreciation,  and  here  the  compound-interest 
theory  would  seem  best  to  apply. 

The  extent  of  the  difference  in  the  amount  of  depreciation  vmder 
the  straight-line  and  compound-interest  theories,  for  property  units 
having  various  lengths  of  service  life,  is  shown  in  Table  4.  It  is  to  be 
noted  that  the  first  column  shows  the  percentage  of  the  total  service 
life  which  has  expired,  and  consequently  the  percentage  of  existing 
depreciation  computed  under  the  straight-line  theory.  The  remaining 
columns  show  the  corresponding  percentage  of  depreciation  under  the 
coinpound-interest  theory  based  on  a  5%  interest  rate  compounded 
annually.  For  example,  when  20%  of  the  life  of  a  property  unit  has 
expired,  the  depreciation  by  the  straight-line  theory  would  be  20%, 
regardless  of  the  length  of  life  of  the  unit,  but  by  the  compound- 
interest  theory  the  depreciation  would  range  from  1G.B%  for  a  unit 
having  a  life  of  10  years  to  1.3%  for  a  unit  having  a  life  of  100  years. 

TABLE  4. 
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This  report  is  particularly  concerned  with  depreciation  account- 
ing as  it  relates  to  valuation,  and  the  determination  of  the  deprecia- 
tion of  valuation.     It  would  seem  to  be  fair  in  any  given  case  to  give 
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the  method  of  accountinc:  used  by  the  utility  in  setting  up  depreciation 
allowances  its  proper  effect  in  determining  deductible  depreciation  or 
the  depreciation  of  valuation.  The  foregoing  discussion  of  the  several 
more  common  methods  is  given  in  order  that  the  proper  effect  of  each 
may  be  better  understood  by  the  valuing  engineer. 

The  Depreciation  of  Valuation,  or  Fair  Depreciation. 

Cost  of  Dccrefion. — Finding  the  cost  of  decretion  is  a  step 
in  the  determination  of  depreciation,  but  the  result  is  not  necessarily 
depreciation  of  valuation.  By  cost  of  decretion  is  meant  the  loss  of 
service  life  of  an  item  converted  into  loss  of  value.  This  produces 
what  is  sometimes  called  depreciation  and  what  is  depreciation  for  the 
particular  item.  As  it  may  or  may  not  be  a  quantity  to  deduct  from 
cost  or  other  base  for  value  when  finding  value  or  ''fair  value",  it  is  not 
called  depreciation  here,  but  cost  of  decretion,  simply  to  avoid  confu- 
sion likely  to  result  from  the  use  of  the  word  depreciation  in  more 
than  one  sense. 

The  first  step  in  estimating  the  cost  of  decretion  is  to  make  the 
necessary  examination  of  the  property  unit  by  unit.  This  examination 
should  include  an  investigation  of  every  element  that  has  any  bearing 
on  the  future  and  past  service  of  each  item  and  the  character  of  its 
maintenance.  From  the  investigation  an  estimate  will  be  made  of 
the  remaining  service  life  of  each  unit  under  the  method  of  main- 
tenance being  followed;  its  past  service  life  will  be  known;  from  these 
its  total  estimated  service  life,  which  may  or  may  not  agree  with 
assumptions  made  for  past  accounting  purposes,  is  found.  Examina- 
tion should  show  also  the  efficiency  of  operation  of  each  unit. 

To  estimate  the  fraction  of  service  life  consumed  requires  a  knowl- 
edge of  past  service  and  an  estimate  of  future  service  life.  There  are 
two  questions  of  importance  to  be  discussed  in  this  connection. 

1. — Treatment  of  Inadequacy  and  Obsolescence. — Experience 
furnishes  a  guide  in  the  making  of  reasonable  estimates  of  service 
life  for  those  property  units  devoted  to  well-known  operations,  unlikely 
to  be  superseded  by  newly  invented  units  to  perform  the  same  service, 
or  to  be  rendered  obsolete  or  inadequate  by  the  changing  requirements 
of  a  shifting  jwpulation,  or  of  commercial  methods,  or  the  changing 
habits  and  demands  of  the  community.  It  is  very  difficult,  in  some 
cases,  however,  to  make  such  estimates  for  property  units  which  are 
likely  to  go  out  of  service  for  one  reason  or  another  before  they  are 
worn  out. 

Nevertheless,  it  is  recognized  to  be  good  business  policy  to  make 
the  best  estimate  possible  in  the  light  of  such  experience  as  may  be 
available,  and  to  fix  a  periodic  allowance  for  depreciation  reserve 
accordingly.  Indeed,  it  is  prescribed  by  the  Interstate  Commerce 
Commissions  and  many  State  Commissions,  that  the  estimated  effect 
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of  inadequacy  and  obsolescence  shall  be  included  in  the  depreciation 
periodically  credited  to  reserve  by  common  carriers.  Many  State 
commissions  make  the  requirement  that  these  causes  shall  be  included, 
not  only  in  fixing  the  depreciation  credited  to  reserve,  but  in  fixing 
the  amount  of  depreciation  to  be  deducted  in  determining  the  "fair 
value"  of  a  property. 

Although  the  matter  has  not  been  definitely  passed  upon  by  the 
United  States  Supreme  Court,  some  Federal  and  higher  State  Courts 
have  recognized  the  propriety  of  including  inadequacy  and  obsolescence 
as  factors  in  the  determination  of  depreciation. 

The  estimation  of  inadequacy  and  obsolescence  is  of  necessity 
somewliat  more  speculative  in  character  than  the  estimation  of  the 
results  of  wear,  tear,  and  decay,  but  there  is  greater  or  less  speculation 
in  all  estimates  of  future  service  life  of  physical  property,  and  it 
would  seem  to  be  inconsistent  to  consider  functional  depreciation  in 
estimating  depreciation  allowances  to  be  charged  to  operating  expense, 
and  then  to  ignore  it  in  a  valuation. 

The  Illinois  Public  Service  Commission,  in  the  case  of  City  of 
Springfield  v.  Springfield  Gas  and  Electric  Company  (March  9th, 
1916),  in  the  course  of  a  long  discussion  and  review  of  the  opinions 
of  the  Courts  on  this  subject,  says : 

"Depreciation,  accordingly,  may  be  divided  into  two  classes: 
physical,  due  to  wear  and  tear;  and  functional,  due  to  inadequacy 
and  obsolescence  which  require  replacement  of  equipment  before  it 
actually  is  worn  out. 

"It  is  the  opinion  of  this  Commission  that  the  weight  of  authority 
compels  a  reasonable  deduction  from  cost  new  for  accrued  depreciation 
— both  physical  and  functional —    *     *     *." 

"In  view  of  all  facts  in  this  case,  the  Commission  finds  that  it  is 
but  reasonable,  proper,  and  equitable  to  make  deductions  from  cost 
new  to  cover  accrued  depreciation,  both  physical  and  functional,  and 
that  it  is  proper  to  treat  depreciation  consistently  in  all  its  features. 
Nothing  in  the  record,  and  no  theoretical  consideration  presented  in 
this  matter,  are  of  sufiicient  weight  to  cause  the  Commission  to 
depart  from  this  reasonable  and  thoroughly  consistent  treatment  of 
depreciation,  which  not  only  possesses  judicial  sanction  but  also  is 
sound  in  both  economic  theory  and  business  policy." 

The  California  Railroad  Commission,  in  the  case  of  the  Central 
Pacific  Railway  Company,  decided  December  8th,  1915,  gives  the  fol- 
lowing definitions  which  refer  to  functional  depreciation: 

"Physical  depreciation  is  caused  by  the  action  of  the  elcinonts 
and  the  wear  to  which  a  facility  is  subjected;  functional  depreciation 
IS  caused  by  the  inade()uncy  or  obsolescence  of  the  facility,  dueto 
developments  which  have  made  it  ineompotent  to  perform  its  function 
properly  or  economically. 

"Reproduction  cost  of  a  railroad  less  depreciation,  in  a  valuation 
for  general  purposes,  is  the  reproduction  cost  less  the  diminution  in 
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tlie  value  of  the  physical  elements  of  the  property,  due  to  use,  age, 
obsolescence,  inadequacy,  or  other  causes,  plus  the  increase  in  value 
of  physical  elements  due  to  age  or  other  causes."     (Italics  ours.) 

In  the  case  of  the  Chesapeake  and  Potomac  Telephone  Company 
of  Baltimore  City,  decided  March  8th,  1916,  the  Maryland  Public 
Service  Commission  made  the  following  statement: 

"Any  theory  for  ascertaining  existing  depreciation  in  the  plant 
of  a  public  utility  which  confines  such  depreciation  solely  to  the  actual, 
visible,  physical,  demonstrable  deterioration  which  can  be  seen  by 
the  human  eye  and  measured  by  the  human  hand,  must  of  necessity 
ignore  that  other  species  of  deterioration  which  the  experience  of 
the  past  has  demonstrated  beyond  peradventure  exists  in  the  property 
of  every  telephone  company,  although  it  can  not  always  be  seen  by  the 
human  eye  or  measured  by  the  human  hand. 

"We  refer  to  that  tendency  upon  the  part  of  all  such  property  to 
become  inadequate  or  obsolete  with  the  lapse  of  time.  We  find  it  in 
the  case  of  practically  every  building  which  this  company  owns.  Ample, 
adequate  to-day,  they  may  become  entirely  inadequate  to-morrow." 

The  Colorado  Public  Utilities  Commission,  in  the  case  of  the 
Colorado  Springs  Light,  Heat  and  Power  Company,  decided  March  1st, 
1916,  made  the  following  statement : 

"This  Commission  is  familiar  with  the  decision  of  the  Idaho 
Supreme  Court  in  Murray  v.  Public  Utilities  Commission,  150  Pac, 
47,  and  with  the  theory  there  announced  that  there  should  be  no  theo- 
retical accrued  depreciation  deducted  from  the  reproduction  cost  of 
the  physical  property,  but  the  court  there  states  that  actual  deprecia- 
tion should  be  deducted.  Just  what  method  an  electrical  engineer  may 
use  in  arriving  at  the  actual  depreciated  value  of  an  electric  property 
without  considering  theoretical  depreciation  is  somewhat  beyond  our 
scope  of  vision." 

A  limited  search  of  the  practice  of  public  service  commissions  indi- 
cated that  inadequacy  and  obsolescence  were  included  either  in  ascer- 
taining the  amount  of  depreciation  to  be  included  in  earnings,  or  to  be 
deducted  from  cost  to  obtain  "fair  value",  by  the  commissions  of  the 
following  states :  Arizona,  California,  Colorado,  Illinois,  Maryland, 
Massachusetts,  Xew  York,  Oregon,  South  Dakota,  Wisconsin. 

The  Board  of  Public  Utility  Commissioners  of  New  Jersey,  in  a 
decision  concerning  the  rates  of  the  Public  Service  Gas  Company 
(1  N.  J.  Bd.  P.  U.  C.  433,  December  26th,  1912),  distinguished  between 
what  is  called,  in  its  decision,  theoretical  depreciation,  which  must  be 
sufficient  to  take  care  of  obsolescence  and  that  depreciation  which  can 
be  determined  by  observation  and  inspection,  and  took  the  view  that, 
in  the  future,  allowance  should  be  made  for  depreciation  on  the  theo- 
retical basis,  but  that  as  applied  to  an  existing  property,  where  it  ap- 
pears that  the  depreciation,  credited  to  depreciation  reserve  in  the  past. 
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has  not  included  the  effects  of  inadequacy  and  obsolescence  and  thus 
been  collected  from  the  people,  nothing  should  be  held  against  the  prop- 
erty for  accrued  depreciation  due  to  these  causes.  The  decision  in- 
cludes this  statement: 

"We  believe  that  from  this  time  forth  allowance  for  depreciation 
should  be  made  where  possible,  on  the  theoretical  basis,  but  where  depre- 
ciation has  been  charged  off,  the  amount  charged  off  appears  to  have 
been  not  theoretical  depreciation,  but  merely  amounts  which  would 
measure  depreciation  ascertained  by  inspection.  We,  therefore,  con- 
clude that  we  are  on  certain  ground  when  the  allowance  for  depreciation 
which  is  deducted  from  the  cost  to  reproduce  the  property  new  is  the 
amount  representing  the  wear  and  tear  and  aging,  and  when  we  do  not 
attempt  to  estimate  the  greater  amount  which  would  allow  for  obso- 
lescence and  inadequacy." 

Although  the  matter  of  the  inclusion  of  obsolescence  and  inadequacy 
has  not  been  passed  upon  definitely  by  the  United  States  Supreme 
Court,  it  is  possible  to  infer  from  the  language  used  in  the  Knoxville 
case  and  in  the  Minnesota  rate  case  that  the  Court  had  in  mind  as 
a  part  of  depreciation  that  due  to  inadequacy  and  obsolescence.  In 
the  Minnesota  rate  case  the  following  language  is  used: 

''As  the  Master  said,  everything  on  and  above  the  roadbed  depre- 
ciates from  wear  and  weather  stress.  The  life  of  a  tie  is  from  8  to  10 
years  only.  Structures  become  antiquated,  inadequate  and  more  or 
less  dilapidated,  *  *  *  cars,  locomotives  and  equipment,  as  time 
goes  on,  are  worn  out  or  discarded  for  newer  types." 

The  use  of  the  terms  ''become  antiquated",  "inadequate",  "are  dis- 
carded for  newer  types"  clearly  indicates  that  the  master  had  in  view 
depreciation  from  obsolescence  and  inadequacy,  and  although  the  Court 
quotes  his  statement  it  makes  no  unfavorable  comment  upon  these 
features. 

The  decision  in  the  Knoxville  case  contains  the  following  language : 

"But  the  reservoirs,  the  mains,  the  service  pipes,  structures  upon 
real  estate,  standpipes,  pumps,  boilers,  meters,  tools,  and  appliances 
of  every  kind  begin  to  depreciate  with  more  or  less  rapidity  from  the 
moment  of  their  first  use." 

Since  about  the  only  way  that  reservoirs  can  depreciate  is  through 
obsolescence,  their  inclusion  in  the  foregoing  statement,  if  not 
accidental,  must  have  been  based  on  a  consideration  of  obsolescence. 

A  case  in  the  Federal  Court,  recognizing  the  inclusion  of  func- 
tional depreciation  in  determining  the  sum  to  be  deducted  from  repro- 
duction cost,  is  that  of  the  Des  Moines  Water  Co.  v.  City  of  Des  Moines 
(192  Fed.,  193,  197,  Sept.  10,  1911),  in  which  it  is  stated: 

"  *  *  *  the  question  is,  Wluit  would  it  cost  to-day  to  reproduce 
the  plant?  and  from  which,  to  get  at  the  value  of  the  present  plant, 
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there  would  be  deducted  the  value  of  depreciation,  either  by  functional 
or  physical  depreciation." 

In  the  Kings  County  Lighting  Company  case,  the  New  York  Public 
Service  Commission  for  the  First  District  included  the  effect  of  inade- 
quacy and  obsolescence  in  the  determination  of  the  amount  to  be  de- 
ilucted  from  cost  for  depreciation.  When  this  case  was  appealed  to 
the  Appellate  Division  of  the  Supreme  Court,  that  Court  decided 
(People  ex  rel.  Kings  Coimty  Lighting  Co.  v.  Willco-x,  156  N.  Y.,  App. 
Div..  603,  May  9,  1913)  to  confirm  the  action  of  the  Commission,  but 
did  not  discuss  obsolescence  or  inadequacy. 

While  most  of  the  opinions  of  public  service  commissions  and  Courts 
m  recent  years  have  favored  the  inclusion  of  inadequacy  and  obso- 
lescence, it  is  by  no  means  uncommon  to  find  in  the  opinions  of  masters 
and  minor  Courts,  and  sometimes  of  higher  Courts,  xhe  expression  of 
the  view  that  all  depreciation  based  on  the  life  of  a  property  unit 
s^hould  be  excluded,  and  this  would  cover  the  exclusion  of  inadequacy 
and  obsolescence.  The  basis  in  such  opinions  appears  to  be  largely 
that,  where  the  service  is  maintained  at  100%  efficiency,  there  is  no 
depreciation.  A  recent  opinion  of  this  kind  was  that  of  the  Supreme 
Court  of  Idaho  (Murray  v.  Public  Utilities  Commission  of  Idaho,  150 
Pac.  R.,  47,  July  1,  1915) : 

''This  Court  is  of  the  opinion  that  the  rule  of  cost  of  reproduction 
less  depreciation,  adopted  by  the  commission,  is  the  correct  general 
rule  or  principle  to  be  applied  in  this  class  of  cases.  However,  we 
believe  that  in  ascertaining  values  in  this  way  the  worth  of  a  new 
plant  of  equal  capacity,  efficiency,  and  durability,  with  proper  discount 
for  defects  in  the  old,  and  the  actual  depreciation  for  use,  should  be 
the  measure  of  value,  rather  than  the  cost  of  exact  duplication. 

"So  far  as  the  question  of  depreciation  is  concerned,  we  think 
deduction  should  be  made  only  for  actual,  tangible  depreciation,  and 
not  for  theoretical  depreciation,  sometimes  called  'accrued  depreciation'. 
In  other  words,  if  it  be  demonstrated  that  the  plant  is  in  good  operat- 
ing condition,  and  giving  as  good  service  as  a  new  plant,  then  the 
question  of  depreciation  may  be  entirely  disregarded."     (Italics  ours.) 

Whitten,  Yol.  11.,  page  1150,  gives  a  part  of  the  decision  of  the 
Railway  and  Canal  Commission  of  Great  Britain  concerning  the  value 
•if  the  property  of  the  National  Telephone  Company  and  its  transfer 
to  the  Postmaster-General  at  the  expiration  of  the  Company's  license 
on  December  31st,  1911.  (16  A.  T.  &  T.  Co.  Com.  L.,  491,  Jan.  13, 
1913.)     Wtitten  makes  the  following  statement: 

'TJnder  the  purchase  agreement  between  the  parties  dated  August 
S,  1905,  the  purchase  price  war  to  be  based  substantially  upon  the  repro- 
duction cost  of  the  physical  property  less  depreciation. 

"In  this  case  the  Postmaster-General  contended  that  in  computing 
the  life  of  the  plant  for  the  purpose  of  estimating  accrued  depreciation. 
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the  life  period  should  be  reduced  on  account  of  a  probable  shorter 
'effective  life'  due  to  inadequacy,  obsolescence,  or  other  factors  requir- 
ing supersession  of  a  particular  unit  before  it  has  been  worn  out.  The 
gi'eater  stress  was  laid  upon  probable  supersession  through  inadequacy 
due  to  the  probable  growth  of  the  telephone  business.  The  court  held, 
however,  that  to  give  weight  to  these  considerations  involved  a  con- 
fusion of  thought  and  that  the  possible  and  even  probable  growth  of 
the  Postmaster-General's  telephone  business  had  no  bearing  upon  the 
present  value  of  the  Company's  plant.  The  court,  however,  attempted 
to  make  due  allowance  for  all  functional  depreciation  actually  existing 
in  the  plant  at  the  time  of  the  valuation." 

The  trend  of  opinion  at  the  present  time  seems  to  be  in  favor  of 
including  inadequacy  and  obsolescence  as  factors  in  determining  depre- 
ciation, both  as  to  the  sum  to  be  deducted  from  cost  to  obtain  cost  less 
depreciation  and  as  to  the  sum  to  be  included  in  earnings.  Until  there 
shall  have  been  authoritative  court  decisions  in  this  country  covering 
this  matter,  the  estimator  should  proceed  with  caution,  giving  the 
^property  the  benefit  of  any  doubt,  lest  by  mental  speculation  he  destroy 
actual,  existing  value.  Where  the  financial  history  of  the  property 
shows  that  the  charges  for  depreciation  have  not  included  obsolescence 
and  inadequacy,  equity  seems  to  require  that  they  should  not  be  in- 
cluded when  determining  the  reproduction  cost  less  depreciation  of  the 
property. 

Under  existing  circumstances  it  is  well  to  segregate  the  depreciation 
due  to  inadequacy  and  obsolescence  from  that  due  to  other  causes, 
that  the  propriety  and  effect  of  its  inclusion  may  be  weighed  by 
the  Court. 

2. — Mortality  Tables  to  be  Used  with  Care. — It  has  been  suggested 
already  that  remaining  service  life  is  determined  as  the  result  of 
examination  and  investigation ;  that  depreciation  is  due  to  several 
causes,  one  or  more  of  which  may  be  chiefly  responsible  for  loss  of 
value  in  any  particular  case.  The  purpose  of  this  paragraph  is  to 
emphasize  this  point  and  to  suggest  that  ordinary  mortality  tables  for 
physical  properties  are  not  to  be  carelessly  used  in  this  connection. 
The  determination  must  be  based  on  an  investigation  which  includes 
not  only  age  but  character  of  past,  present,  and  probable  future  service, 
character  of  past,  present,  and  probable  future  maintenance,  possible 
apparent  or  probable  approaching  inadequacy  or  obsolescence;  and 
often  the  accounts  must  be  examined  to  find  the  amount  of  money 
spent  in  repairs  and  general  upkeep,  and  the  regularity  of  the  ex- 
penditure. Not  only  these  but  experience  with  other  like  properties 
under  similar  conditions  should  be  considered,  and  sometimes  projierly 
prepared  mortality  tables  giving  estimated  service  life  may  be  \iseful. 

As  has  been  suggested,  many  lu-operties  under  lu-opor  maintenance 
will  last  forever,  so  far  as  human  intellect  can  comprehend  the  meaning 
of  that  term. 
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That  this  is  practically  true,  present  existence  of  the  following 
named  structures  seems  to  prove: 

Main   stone   sewer,   Rome Built  COO  B.  C. 

Arch  hridge,  San  Angelo,  Rome "      200  A.  D. 

Several  stone  bridges  at  Nuremburg "     1486-1728 

Wooden  bridge   (Kapollsbriicke) "     1333 

Iron  suspension  bridge,  Nuremburg "     1824 

Westminster  Abbey,  London,  old  portion   stone — Built  13th  Century 
Hattiold  House,  England  (Marquis  of  Salisbury) .  .     "      1611— Stone. 

Saint   Lawrence   Church    (Nuremburg) "      1477 —     " 

South    Church,    Boston "      1750— Brick. 

Church,   Alexandria,   Va "      1784—     " 

Howland  House,  Plymouth,  Mass "      1660 — Frame. 

Windmill,  Nantucket,  wood  and  shingles "      1746 —     " 

Washington's  home,  Mt.  Vernon,  Ya "      1784—     " 

Hobson's  House,  Montgomery,  Ala "      1816 —     " 

On  the  other  hand,  apparently  permanent  structures  have  but  a 
short  life;  what  were  new  high  buildings  only  a  few  years  ago  are 
already  destroyed  to  make  way  for  yet  higher  buildings.  This  means 
inadequacy  and  obsolescence  It  shows  that  mortality  tables  based 
on  the  older  structures  are  not  applicable  to  the  modern  structures, 
and,  based  on  averages,  they  would  be  likely  to  be  far  from  the  truth 
in  any  particular  case. 

At  a  recent  meeting  of  railroad  equipment  officers  from  all  sections 
of  the  United  States  it  was  determined  from  railroad  records  that: 

"Obsolescence  and  inadequacy  have  been  the  cause  of  retiring  prac- 
tically all  equipment  in  this  country,  and  wear  and  age  have  not, 
except  in  very  few  cases,  been  the  cause  of  retirement.  There  is, 
therefore,  little  data  on  which  to  base  life  tables,  and  as  wear  and  age 
have  not  been  the  cause  of  retirement,  experience  is  lacking  which 
would  permit  the  preparation  of  such  life  tables." 

Although  data  may  be  lacking  on  which  to  base  estimates  of  future 
loss  of  service  life  due  to  age  and  use,  it  would  seem  that,  with  all  the 
data  available  with  respect  to  inadequacy  and  obsolescence,  there  might 
be  sufficient  to  estimate  in  a  general  way  what  the  service  life  of 
railroad  equipment  is  under  varying  conditions  of  service.  Indeed, 
some  such  estimate  must  be  made  for  any  given  road,  in  order  to  fix 
reasonable  depreciation  allowances  for  equipment  as  required  by  the 
regulating  body.  An  estimate  prepared  with  care  for  any  given  unit 
from  a  large  number  of  data  covering  the  service  life  of  similar  units 
would  certainly  be  more  trustworthy  than  one  based  solely  on  an  ex- 
amination of  the  particular  unit.  Tables  showing  the  lives  of  certain 
units  will  be  found  in  Appendix  II. 

Depreciation  of  Overhead  General  Expense. — Shall  depreciation  be 
estimated  on  overhead  and  general  expense?     The  Committee  believes 
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that  the  answer  depends  on  the  character  of  those  expenses,  and  divides 
them  into  two  classes:  (1)  Those  which,  like  promotion  expense,  pre- 
liminary and  location  surveys,  legal  and  other  expenses,  connected  with 
the  creation  of  the  property,  cannot  be  segregated  into  parts  assignable 
to  particular  units,  but  apply  to  the  property  as  a  whole;  (2)  Those 
which  would  be  incurred  were  the  units  to  be  reproduced,  not  as  a  part 
of  a  general  reproduction,  but  for  the  maintenance  of  the  property. 

Expenses  of  the  second  class  may  be  included  sometimes  in  unit 
prices,  but  are  not  always  entirely  separable.  Expenses  of  the  first 
class  cannot  be  thus  included.  The  test  as  to  whether  or  not  a  par- 
ticular item  of  overhead  shall  be  depreciated  is :  Will  it  be  incurred  in 
replacing  units  that  are  retired.  If  so,  it  is  part  of  the  cost  of  those 
items  the  service  life  of  which  is  being  consumed,  and  hence  will  be 
a  part  of  the  sum  to  be  depreciated  with  the  loss  of  service  life  of  those 
items.  If  not,  it  is  a  part  of  the  ever  continuing  property,  and  can 
suffer  no  depreciation  except  as  the  exchange  value  of  the  whole  prop- 
erty may  be  lowered,  in  which  case  everything  that  went  to  make  it 
loses  value. 

The  Committee  is  of  the  opinion  that  all  overhead  charges  which 
may  be  included  in  the  unit  prices  of  particular  units,  or  which  are 
specific  charges  against  particular  structures,  should  be  depreciated, 
if  the  particular  units  or  structures  are  to  be  depreciated,  and  as  a 
part  of  the  cost  of  those  units  or  structures;  that  all  overhead  charges 
which  would  be  incurred  in  replacement  of  units  but  which  may  not 
be  easily  separable  in  a  reproduction  cost  estimate,  should  be  depre- 
ciated by  the  average  depreciation  assigned  to  the  units  to  which  they 
belong;  that  overhead  charges  appertaining  to  the  property  as  a  whole 
and  not  to  be  reincurred  in  the  replacement  of  units  should  not  be 
depreciated  at  all,  if  the  property  is  a  continuing  one. 

Depreciaiion  of  Valuation  Affected  hy  Accounting  Methods.^De- 
cretion  or  loss  in  service  life  being  always  present  in  any  going  prop- 
erty, the  cost  of  decretion  is  always  present.  Decretion  is  a  fact,  and 
is  independent  of  methods  of  accounting,  or  character  of  regulation, 
but  is  much  dependent  on  character  of  maintenance.  In  determining 
it,  one  is  not  helped  in  any  way  by  reference  to  the  accounting  methods. 
Pie  must  examine  the  property  units,  estimate  their  remaining  service 
lives,  know  their  elapsed  service  lives,  the  character  of  their  past 
service  and  maintenance,  and  the  prophecy  as  to  future  service  and 
maintenance.  To  estimate  the  cost  of  decretion  one  must  know, 
also,  the  costs  or  estimated  reproduction  costs  of  the  property  units, 
but  the  amount  of  the  estinuitc  and  whether  or  not  it  shall  be  treated 
as  depreciation  of  valuation  may  be,  and  very  probably  will  be,  de- 
pendent, at  least  in  part,  on  nietliods  of  accounting   for  depreciation 
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that  have  prevailed.  \Yhether  or  not  it  will  thus  depend  may  also 
depend  again  on  the  character  of  public  regulation. 

(o) — Keplacement  Method. — If  by  order  or  sanction  of  a  regulating 
body,  or  by  long  continued  proper  custom  under  no  regulation,  a  prop- 
erty has  been  maintained  in  normal  working  condition,  necessarily  less 
than  new  in  some  or  all  of  its  parts,  by  the  replacement  method,  and 
at  any  given  date  is  being  valued  for  any  public  purpose  and  at  that 
date  shows  normal  condition,  all  its  several  parts  being  in  as  good  con- 
dition as  could  be  expected,  the  accounts  showing  that  always  those 
amounts  have  been  expended  in  renewals  that  were  necessary  to  keep 
the  property  in  normal  working  condition,  and  the  fact  appearing  that 
no  expenditure  reasonably  to  be  expected  could  put  the  property  in 
better  than  the  normal  condition  in  which  it  is  found,  and  that  no  un- 
usually large  expenditure  is  presently  to  be  necessary  for  this  pur- 
pose, then,  in  spite  of  the  fact  that  there  is  an  existing  decretion  in  its 
several  parts,  there  should  be  found  no  depreciation  of  valuation. 
Under  the  method  of  accounting,  the  public  has  not  paid,  and  could  not 
pay,  for  the  accrued  depreciation,  and  under  this  condition  its  accrued 
obligation  to  pay  should  be  considered  an  asset  of  the  company  owner. 

If  parts  of  the  property  are  maintained  under  the  replacement 
method  and  part  by  some  proper  allowance  method,  then,  except  as 
noted  below,  depreciation  of  valuation  should  be  found  with  respect  to 
those  parts  maintained  under  the  allowance  method,  but  this  deprecia- 
tion of  specific  physical  units  will  be  made  good  in  whole  or  in  part 
by  existing  funds  or  property  purchased  with  allowances,  either  or 
both  of  which  will  be  included  in  the  valuation  as  they  are  found. 

Railroads  are  properties  of  the  class  just  considered.  Their  owners 
have  long  maintained  the  greater  part  of  their  perishable  properties  by 
the  replacement  method,  and,  except  for  a  comparatively  recent  require- 
ment of  allowances  or  reserves  for  equipment,  this  method  has  been 
sanctioned  by  the  Interstate  Commerce  Commission.  Therefore, 
for  such  properties  as  are  found  in  normal  condition,  as  suggested 
above,  there  will  be  no  depreciation  of  valuation  for  those  items  main- 
tained by  the  replacement  method.  If  these  items  are  found  below 
normal  working  condition,  there  will  be  depreciation  of  valuation,  some- 
times called  deferred  maintenance,  and  it  will  be  measured  by  the  sum 
necessary  to  bring  the  items  to  normal  working  condition — not  new, 
the  initial  decretion  necessarily  present  in  such  items  in  normal  work- 
ing condition  being  ignored,  but  upon  restoration  to  normal  working 
condition,  the  integrity  of  the  investment  should  be  considered  to  be 
renewed. 

If  in  the  judgment  of  the  valuing  engineer,  the  replacement  method 
may  not  be  used  with  propriety  for  a  given  property,  either  because  not 
in  accordance  with  law,  or  because  the  method  is  not  adapted  to  the 
property,  then  whether  or  not  the  property  has  been  maintained  in  the 
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past  under  this  method  the  valuing  engineer  should  estimate  deprecia- 
tion in  the  amount  of  the  cost  of  the  decretion  he  finds.  There  can  be 
no  certainty  that  the  property  will  be  properly  maintained  in  the 
future. 

When  a  comparatively  new  property,  other  than  a  railroad,  is  to 
be  valued,  and  it  has  not  been  under  any  regulation  that  has  affected 
its  accounting  methods,  the  law  as  laid  down  in  the  Knoxville  decision 
would  seem  to  make  it  necessary  to  find  depreciation  of  valuation  in 
amount  equal  to  the  cost  of  decretion  found  for  all  items,  whether  or 
not  maintained  by  the  replacement  method.  The  Committee,  however, 
believes  that  this  may  work  hardship  and  injustice  in  some  instances, 
and  suggests  that  in  such  cases  the  facts  be  reported  with  such  recom- 
mendations as  to  equity,  as  may  seem  fair  to  the  engineer. 

The  public  utility  is  entitled  to  see  that  from  earnings  the  value 
of  the  property  invested  "is  kept  unimpaired"  and  that  '^before  coming 
to  the  question  of  profit  at  all,  the  company  is  entitled  to  earn  a  suffi- 
cient sum  annually  to  provide,  not  only  for  current  repairs,  but  for 
making  good  the  depreciation  and  replacing  the  parts  of  the  property 
when  they  come  to  the  end  of  their  life".  This  is  a  reasonable  right, 
the  existence  of  which  permits  of  renewals  of  parts  of  a  property,  that 
can  be  called  current  repairs,  under  the  replacement  method. 

(&) — Allowance  Methods. — If  either  the  straight-line  or  sinking- 
fund  theory  has  been  used  in  computing  depreciation  and  the  method 
of  accounting  for  it  has  been  prescribed  by  a  regulating  body  or 
voluntarily  followed  by  a  company  owner  from  the  beginning,  the 
same  theory,  so  far  as  it  applies  to  the  property  in  question,  should  be 
used  for  estimating  the  cost  of  decretion,  and  the  entire  cost  so  found 
lessened  by  any  accumulated  depreciation  funds  will  appear  as  depre- 
ciation of  valuation,  unless  the  sinking-fund  method  of  accounting  has 
been  used.  In  the  latter  case,  if  the  valuation  has  to  do  with  the 
reasonableness  of  the  return  and  the  accounting  is  to  go  on  as  before, 
apparently-existing  depreciation  would  not  be  depreciation  of  valua- 
tion, and  therefore  would  not  be  deductable;  but  if  the  valuation 
has  to  do  with  condemnation  or  purchase,  then,  as  in  other  cases,  the 
apparently  existing  depreciation  is  depreciation  of  valuation,  and 
the  owner  should  receive  the  depreciated  value  of  the  physical  property 
and  the  existing  fund. 

As  has  been  said,  the  unit-cost  method  of  estimating  depreciation 
can  hardly  be  used  with  convenience  as  an  accounting  method.  When 
there  has  been  no  regular  depreciation  accounting  method  followed, 
the  unit  cost  method  for  estimating  depreciation  at  any  given  time  may 
be  used  with  fairness. 

The  Committee  has  advised  that  the  proper  interest  •  rate  to  be 
used  in  computing  depreciation  annuities  is  the  same  as  the  fair 
rate  of  return.    This  advice  pertains  to  present  and  future  accounting. 
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If,  however,  an  old  property,  that  has  been  properly  maintained  under 
the  sinking-fund  theory,  is  to  be  valued,  that  rate  of  interest  should 
be  used  in  computing  the  growth  of  theoretical  depreciation  that  has 
actually  been  realized  and  has  produced  the  existing  depreciation  fund 
or  reserve.  If  there  has  been  no  depreciation  accounting  and  it  is 
desired  to  estimate  the  accrued  depreciation  under  the  sinking-fund 
theory,  the  engineer  may  choose  the  interest  rate,  but,  inasmuch  as  new 
accounting  to  be  installed  after  the  valuation  or  rates  to  be  based  on 
the  valuation  should  include,  in  accordance  with  the  Committee's 
advice,  an  interest  rate  for  depreciation  equivalent  to  the  fair  return 
rate  on  capital,  it  is  suggested  that  this  same  rate  be  used  in  computing 
the  accrued  depreciation. 

Effect  of  Investiiig  Allowances  in  the  Property. — Under  the 
Btraight-line  or  compound-interest  method  of  accounting  it  is  con- 
templated that,  so  far  as  possible,  the  depreciation  allowances  shall 
be  invested  in  additions  or  betterments  to  the  property.  If  such  con- 
tributions of  the  public  toward  depreciation  of  existing  property  are 
invested  in  betterments  and  additions,  then  there  must  be  depreciation 
of  valuation  to  whatever  extent  cost  of  decretion  is  found,  because  in 
the  inventory  the  betterments  and  additions  made  with  the  deprecia- 
tion allowances  will  be  listed  as  part  of  the  property  to  be  valued  just 
as  are  the  original  items,  the  depreciation  allowances  for  which  were 
used  to  provide  the  betterments  or  additions.  There  will  be  no  off- 
setting funds,  but  there  will  be  property  contributed  by  the  public 
which  cannot  be  capitalized  and  for  which  credit  can  be  given  to  the 
public  only  by  deducting  an  equivalent  depreciation. 

If,  at  the  time  of  any  valuation;  not  all  the  contributions  of  the 
public  toward  depreciation  have  been  re-invested  in  the  property,  de- 
preciation of  valuation  should  still  be  found  in  the  amount  of  the 
estimated  cost  of  decretion  of  the  physical  property,  but  this  will  be 
offset  to  such  extent  as  other  assets,  such  as  cash  or  outside  securities, 
are  in  hand  representing  the  portion  of  allowances,  not  re-invested  in 
the  property,  but  held  for  this  purpose,  and  which,  therefore,  should 
be  inventoried  and  included  in  the  valuation. 

Effect  of  Regulation  on  Depreciation  of  Valuation. — Regulation 
which  determines  the  method  of  accounting  will  in  part  determine 
the  amount  of  depreciation  of  valuation  when  finding  "fair  value", 
because  it  determines  the  method  by  which  the  public  shall  pay  for 
the  loss  of  service  life. 

It  has  been  said  by  the  Courts  that  it  is  not  possible  to  go  into  the 
unregulated  past  to  find  losses  or  excessive  profits,  but  if  there  has 
been  regulation  determining  the  method  of  accounting  for  deprecia- 
tion from  the  beginning,  or  for  a  long  time,  and  this  regulation  has 
fixed  the  sums  to  be  included  in  the  earnings  for  depreciation,  it  should 
be  permissible  to  inquire  into  the  adequacy  of  these  sums.     It  seems 
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clear  that  in  this  respect  it  is  proper  to  go  back  into  the  past  and 
inquire  to  what  extent  the  public  has  compensated  for  the  loss  of  value 
due  to  loss  of  service  life.  If  the  regulating  body  has  prescribed  the 
replacement  method  for  the  whole  period  that  units  have  been  in 
existence,  then,  although  depreciation  may  exist,  it  is  not  depreciation 
of  valuation,  because,  under  the  method  of  accounting,  the  public 
has  not  paid,  and  could  not  pay,  for  the  accruing  depreciation,  and  is 
still  under  obligation  to  pay  for  it. 

Methods  of  accomating  in  force  at  the  present  time  which  make 
proper  provision  for  the  accruing  depreciation  should  not  have  full 
weight,  if,  in  previous  years  during  the  life  of  the  property  units, 
other  methods  were  in  use  which  did  not  make  proper  provision  for 
such  depreciation.  The  amount  of  depreciation  of  valuation  in 
such  cases  should  be  equivalent  to  the  accumulated  contributions  of 
the  public  for  depreciation  allowances  under  the  various  methods  of 
accounting  which  have  affected  the  property  unit  from  time  to  time. 
The  public  is  still  \mder  obligation  to  make  good  that  part  of  the  loss 
of  service  life  not  yet  paid  for,  and  this  obligation  should  be  con- 
sidered to  be  as  much  the  property  of  the  company  usable  to  offset 
accrued  depreciation  as  renewal  funds  or  property  actually  in  existence. 

Whether  or  not  this  reasoning  will  stand  in  any  case  is  for  the 
Court  to  determine.  Valuing  engineers  and  accountants  should  report 
what  they  find  as  to  the  actual  cost  of  decretion,  and  the  sums  which 
have  been  received  to  offset  such  cost,  under  the  methods  prescribed 
by  the  regulating  body  from  time  to  time.  They  may  give  their 
opinions  as  to  the  amount  of  depreciation  that  should  be  deducted 
from  cost  to  find  cost  less  depreciation  as  an  element  in  the  quantity 
known  as  "fair  value". 

If  regulation  has  not  fixed  accounting  methods,  but  has  limited 
the  earnings,  it  should  be  permissible  to  inquire  whether  the  limited 
earnings  have  been  sufficient  to  pay  operating  expense,  depreciation, 
and  fair  return.  If  so,  depreciation  found  should  be  considered  depre- 
ciation of  valuation  to  the  extent  warranted  by  the  accounting  methods 
lawfully  or  properly  followed;  if  not,  a  question  arises.  It  is  remem- 
bered that  the  duty  of  the  company  owTier  is  first  to  maintain  the 
property  "before  coming  to  the  question  of  profit  at  all",  and  that 
it  is  the  duty  of  the  regulating  body  to  see  that  rates  are  such  as  to 
permit  the  company  owner  to  earn  operating  expense,  depreciation, 
and  fair  return.  If  the  regulating  body  has  made  sufficient  earning.'? 
impossible,  is  it  still  the  duty  of  the  company  owner  to  maintain  the 
property  before  paying  fair  return  to  its  security  holders?  If  it  is, 
depreciation  of  valuation  should  be  found  in  the  amount  of  the  total 
cost  of  decretion  or  so  far  as  warranted  by  the  accounting  methods 
followed.  If  not,  depreciation  found  should  not  be  considered  depre- 
ciation of  valuation  except  to   the  extent  covered  by   earnings  after 
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dcductins:  operating  expense  and  fair  return.  This  is  a  matter  of 
equity  to  be  determined  by  a  Court,  and  the  Committee  will  not 
venture  an  opinion.  If  under  regulation  the  property  is  a  losing 
venture,  it  is  not  included  in  the  class  of  properties  now  being  con- 
sidered. The  depreciation  existing  will  be  found  and  reported, 
together  with  all  pertinent  facts,  and  the  Court  will  determine  the 
equities  of  the  case. 

Concluding  Suggestions. — The  valuing  engineer  should  bear  in 
mind  that  when  a  company  owner  has  invested  a  reasonable  sum  in 
a  property  for  public  service,  it  is  entitled  to,  but  not  guaranteed,  a 
fair  return  on  its  investment,  so  long  as  the  money  remains  in  the 
property,  either  as  property,  or  funds,  or  accrued  public  obligation 
to  pay.  Therefore,  so  long  as  the  company  owner  keeps  a  sum  equiv- 
alent to  the  total  investment  at  work  for  the  public,  either  as  property 
serving  the  public,  or  funds  held  in  reserve  for  such  property,  no  policy 
.=ihould  be  followed  in  estimating  depreciation  that  will  reduce  the 
property  to  a  value  less  than  the  investment,  or,  when  using  cost  of 
leproduction  less  depreciation  as  a  basis  of  "fair  value",  to  a  value  less 
than  the  cost  of  reproduction  of  that  part  of  the  property  estimated  to 
liave  been  created  with  company  funds,  acquired  by  gift  or  in  any  way 
not  the  result  of  public  contributions  to  cover  depreciation. 

Valuing  agencies  should  also  bear  in  mind  the  fact  that  for  30 
years,  iintil  1909,  the  Supreme  Court  of  the  United  States  not  only 
recognized  the  replacement  method  as  a  proper  method  for  the 
maintenance  of  public  utility  property,  but  disapproved  the  practice 
of  charging  the  public  with  depreciation  allowances  in  advance  of  the 
necessity  for  their  use,  holding  that  only  money  actually  expended 
could  be  charged  in  operating  expense  and  so  collected  from  the 
public.  In  1909  the  Court  apparently  reversed  itself  in  the  Knoxville 
case.  For  the  purpose  of  the  present  discussion,  there  is  no  need  to 
speculate  as  to  the  strict  applicability  of  this  decision  to  all  kinds  of 
properties  or  property  units,  but  it  is  thought  to  be  proper  to  advise 
that  valuing  agencies  should  proceed  in  such  a  manner  with  respect  to 
depreciation  of  properties  that  grew  up  under  the  law  as  it  was  before 
1909,  so  that  such  properties  shall  not  be  unfairly  reduced  in  value  by 
strict  application  of  a  current  interpretation  of  the  Knoxville  decision  to 
all  their  parts.  If  the  law  changes,  equity  would  seem  to  demand 
that  the  change  shall  not  be  retroactive;  and  it  may  be  said  fairly, 
we  think,  that  though  law  must  in  general  govern  in  all  matters  on 
which  it  speaks,  yet,  with  respect  to  such  matters  as  the  details  of 
valuation  of  public  utilities,  of  which  depreciation  is  one  of  import- 
ance, in  the  determination  of  which  there  never  can  be  more  than 
approximate  results,  and  concerning  which  the  minds  of  men  have 
been  and  are  changing,  equity  should  not  be  ignored. 
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clear  that  in  this  respect  it  is  proper  to  go  back  into  the  past  and 
inquire  to  what  extent  the  public  has  compensated  for  the  loss  of  value 
due  to  loss  of  service  life.  If  the  regulating  body  has  prescribed  the 
replacement  method  for  the  whole  period  that  units  have  been  in 
existence,  then,  although  depreciation  may  exist,  it  is  not  depreciation 
of  valuation,  because,  under  the  method  of  accounting,  the  public 
has  not  paid,  and  could  not  pay,  for  the  accruing  depreciation,  and  is 
still  under  obligation  to  pay  for  it. 

Methods  of  accoxmting  in  force  at  the  present  time  which  make 
proper  provision  for  the  accruing  depreciation  should  not  have  full 
weight,  if,  in  previous  years  during  the  life  of  the  property  units, 
other  methods  were  in  use  which  did  not  make  proper  provision  for 
such  depreciation.  The  amoiont  of  depreciation  of  valuation  in 
such  cases  should  be  equivalent  to  the  accumulated  contributions  of 
the  public  for  depreciation  allowances  under  the  various  methods  of 
accounting  which  have  affected  the  property  imit  from  time  to  time. 
The  public  is  still  \mder  obligation  to  make  good  that  part  of  the  loss 
of  service  life  not  yet  paid  for,  and  this  obligation  should  be  con- 
sidered to  be  as  much  the  property  of  the  company  usable  to  offset 
accrued  depreciation  as  renewal  funds  or  property  actually  in  existence. 

Whether  or  not  this  reasoning  will  stand  in  any  case  is  for  the 
Court  to  determine.  Valuing  engineers  and  accountants  should  report 
what  they  find  as  to  the  actual  cost  of  decretion,  and  the  sums  which 
have  been  received  to  offset  such  cost,  under  the  methods  prescribed 
by  the  regulating  body  from  time  to  time.  They  may  give  their 
opinions  as  to  the  amount  of  depreciation  that  should  be  deducted 
from  cost  to  find  cost  less  depreciation  as  an  element  in  the  quantity 
known  as  "fair  value". 

If  regulation  has  not  fixed  accounting  methods,  but  has  limited 
the  earnings,  it  should  be  permissible  to  inquire  whether  the  limited 
earnings  have  been  sufficient  to  pay  operating  expense,  depreciation, 
and  fair  return.  If  so,  depreciation  found  should  be  considered  depre- 
ciation of  valuation  to  the  extent  warranted  by  the  accounting  methods 
lawfully  or  properly  followed;  if  not,  a  question  arises.  It  is  remem- 
bered that  the  duty  of  the  company  owner  is  first  to  maintain  the 
property  "before  coming  to  the  question  of  profit  at  all",  and  that 
it  is  the  duty  of  the  regulating  body  to  see  that  rates  are  such  as  to 
permit  the  company  owner  to  earn  operating  expense,  depreciation, 
and  fair  return.  If  the  regulating  body  has  made  sufficient  earning.'? 
impossible,  is  it  still  the  duty  of  the  company  owner  to  maintain  the 
property  before  paying  fair  return  to  its  security  holders?  If  it  is, 
depreciation  of  valuation  should  be  foimd  in  the  amount  of  the  total 
cost  of  decretion  or  so  far  as  warranted  by  the  accounting  methods 
followed.  If  not,  depreciation  found  should  not  be  considered  depre- 
ciation of  valuation  except  to  the  extent  covered  by  earnings  after 
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deducting  operating  expense  and  fair  return.  This  is  a  matter  of 
equity  to  be  determined  by  a  Court,  and  the  Committee  will  not 
venture  an  opinion.  If  under  regulation  the  property  is  a  losing 
venture,  it  is  not  included  in  the  class  of  properties  now  being  con- 
sidered. The  depreciation  existing  will  be  found  and  reported, 
together  with  all  pertinent  facts,  and  the  Court  will  determine  the 
equities  of  the  case. 

Concluding  Suggestions. — The  valuing  engineer  should  bear  in 
mind  that  when  a  company  owner  has  invested  a  reasonable  sum  in 
a  property  for  public  service,  it  is  entitled  to,  but  not  guaranteed,  a 
fair  return  on  its  investment,  so  long  as  the  money  remains  in  the 
property,  either  as  property,  or  funds,  or  accrued  public  obligation 
to  pay.  Therefore,  so  long  as  the  company  owner  keeps  a  sum  equiv- 
alent to  the  total  investment  at  work  for  the  public,  either  as  property 
serving  the  public,  or  funds  held  in  reserve  for  such  property,  no  policy 
should  be  followed  in  estimating  depreciation  that  will  reduce  the 
property  to  a  value  less  than  the  investment,  or,  when  using  cost  of 
leproduction  less  depreciation  as  a  basis  of  "fair  value",  to  a  value  less 
than  the  cost  of  reproduction  of  that  part  of  the  property  estimated  to 
liave  been  created  with  company  funds,  acquired  by  gift  or  in  any  way 
not  the  result  of  public  contributions  to  cover  depreciation. 

Valuing  agencies  should  also  bear  in  mind  the  fact  that  for  30 
years,  until  1909,  the  Supreme  Court  of  the  United  States  not  only 
recognized  the  replacement  method  as  a  proper  method  for  the 
maintenance  of  public  utility  property,  but  disapproved  the  practice 
of  charging  the  public  with  depreciation  allowances  in  advance  of  the 
necessity  for  their  use,  holding  that  only  money  actually  expended 
could  be  charged  in  operating  expense  and  so  collected  from  the 
public.  In  1909  the  Court  apparently  reversed  itself  in  the  Knoxville 
case.  For  the  purpose  of  the  present  discussion,  there  is  no  need  to 
speculate  as  to  the  strict  applicability  of  this  decision  to  all  kinds  of 
properties  or  property  units,  but  it  is  thought  to  be  proper  to  advise 
that  valuing  agencies  should  proceed  in  such  a  manner  with  respect  to 
depreciation  of  properties  that  grew  up  under  the  law  as  it  was  before 
1909,  so  that  such  properties  shall  not  be  unfairly  reduced  in  value  by 
strict  application  of  a  current  interpretation  of  the  Knoxville  decision  to 
all  their  parts.  If  the  law  changes,  equity  would  seem  to  demand 
that  the  change  shall  not  be  retroactive;  and  it  may  be  said  fairly, 
we  think,  that  though  law  must  in  general  govern  in  all  matters  on 
which  it  speaks,  yet,  with  respect  to  such  matters  as  the  details  of 
valuation  of  public  utilities,  of  which  depreciation  is  one  of  import- 
ance, in  the  determination  of  which  there  never  can  be  more  than 
approximate  results,  and  concerning  which  the  minds  of  men  have 
been  and  are  changing,  equity  should  not  be  ignored. 
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direction  of  labor,  of  a  common  carrier  or  other  public  service  corpora- 
tion, in  checking  wastes  on  the  slopes  of  embankments,  and  encourag- 
ing the  growth  of  vegetation: — the  final  result  being  a  solidified  condi- 
tion of  the  entire  roadbed  or  other  form  of  construction  with  greater 
compactness  in  the  case  of  banks,  and  the  drying  out  of  cuts  and  the 
solidification  of  the  slopes  of  cuts.  The  results  of  solidification  and 
seasoning  are  a  reduction  in  the  cost  of  maintenance  of  the  property 
of  any  common  carrier,  or  the  property  of  any  public  service  corpora- 
tion that  receives  any  form  of  protection  due  to  age  and  the  action  of 
the  elements,  combined  with  properly  directed  maintenance  labor. 
Rip-rap  becomes  more  settled,  compact  and  secure;  trees  and  shrubs, 
planted  for  ornamentation  or  snow  protection,  increase  in  usefulness 
and  value  with  age  and  care.  In  railroad  property  a  higher  value  is 
evidenced  by  the  fact  that  trains  can  be  run  at  greater  speed  and  with 
greater  safety;  and  that  the  expense  of  operation  is  reduced,  and 
fewer  accidents  occur,  after  many  years  have  passed  since  the  property 
was  a  completed  new  one. 

It  is  generally  conceded  that  appreciation  in  the  form  of  solidifica- 
tion and  seasoning  continues  over  a  long  period  of  years.  For  example, 
a  railroad  40  years  old  is  much  better  than  one  5  years  old.  In 
measuring  all  forms  of  appreciation  which  may  occur,  however,  it  is 
necessary  to  have  a  full  knowledge  of  what  methods  have  been  used 
by  common  carriers  in  process  of  construction  and  in  the  period  of 
physical  development  following  the  construction  i)eriod.  A  railroad 
property  is  not  a  finished  product  when  the  construction  forces  have 
put  its  parts  together  and  turned  it  over  to  the  operating  department. 
The  subsequent  work  done  upon  it,  and  the  quantities  subsequently 
added  to  it  to  produce  the  finished  product,  should  be  covered  by  the 
cost  of  reproduction  rather  than  under  appreciation. 

Take,  for  example,  the  Virginian  Railway,  444  miles  long;  track- 
laying  was  started  in  1905 ;  train  service  was  begun  on  some  parts  of 
the  line  in  1907;  operation  was  begun  under  difficulties  in  1910;  bal- 
lasting, etc.,  was  completed  in  1915.  In  the  8  years  (1907  to  1914, 
inclusive),  during  which  physical  development  period  the  first  stage 
of  solidification  was  in  progress,  the  excess  cost  of  ordinary  labor  per 
mile  of  track  totaled  $1  630. 

Again,  on  the  Big  Sandy  low-grade  line  of  the  Norfolk  and  Western 
Tiailway,  59  miles  long,  tracklaying  was  started  in  November,  1903, 
find  operation  was  begun  under  difficulties  in  1904.  with  some  con- 
struction work  in  progress  until  1907.  During  the  3  years  of  the 
physical  development  period,  while  some  construction  work  was  still 
under  way  and  the  first  stage  of  solidification  was  in  progress,  the 
excess  cost  per  mile  of  ordinary  section  labor  was  $3  090  more  than 
that  during  the  3  years  immediately  following. 
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The  items  of  cost  in  general  maintenance  labor,  such  as  these  in- 
curred during  the  period  between  the  beginning  of  the  operation  of 
any  portion  of  a  railroad  and  the  final  completion  thereof  by  full 
ballasting,  etc.,  which  generally  covers  a  period  of  several  years,  is  an 
item  of  cost  to  the  property,  whether  it  is  charged  to  construction 
accounts  or  not;  and  it  most  frequently  has  not  been  so  charged  in 
the  past.  Hence,  in  determining  the  cost  of  reproduction  new  of  a 
property,  this  item  of  cost,  which  will  vary  in  different  sections  of  the 
country,  as  shown  by  the  two  examples,  the  extreme  case  given  being 
in  a  difficult  country,  so  far  as  control  of  slopes  is  concerned,  must  be 
added  to  the  cost  of  reproduction  as  determined  by  measurable  units. 
Care  should  be  taken  in  analyzing  these  costs  that  they  may  not  be 
duplicated  in  reproduction  cost  or  appreciation  and  in  development 
expense. 

In  addition  to  this,  however,  there  is  an  increased  value  that  comes 
to  such  a  property  by  reason  of  solidification  and  seasoning,  due  pri- 
marily to  time  and  use,  that  continues  for  many  years  after  the  entire 
completion  of  a  railroad. 

Adaptation. — Adaptation  is  the  adjustment  of  the  physical  prop- 
erty to  its  environment  and  purposes,  and  is  brought  about  in  the 
course  of  time  by  the  action  of  the  elements  combined  with  labor.  For 
example,  in  the  case  of  a  stream,  where  by  successive  floods  the  stream 
may  deepen  and  scour  out  its  channel  and  make  more  safe  adjacent 
embankments.  After  a  railroad  is  in  operation,  many  changes  are 
made  in  roads  and  drainage,  as  between  the  railroad  and  adjoining 
lands,  all  traces  of  which  are  lost  in  a  few  years  thereafter;  likewise, 
culverts  originally  built  are  found  to  be  too  small  and  are  necessarily 
enlarged,  or  the  approaches  and  outlets  are  changed.  Briefly,  there- 
fore, adaptation  is  exemplified  in  improvement  in  drainage,  both  on 
the  right  of  way  and  outside  the  limits  of  the  right  of  way,  which  has 
been  made  from  time  to  time  by  the  forces  of  the  railroad  company 
or  other  public  service  corporations,  the  value  of  which  cannot  be 
determined  by  measuring  items  of  quantity  at  the  date  of  valuation. 
It  is  an  item  of  charge  to  the  cost  of  reproducing  a  roadbed  or  dams, 
canals,  and  embankments  of  the  class  mentioned,  of  the  drainage  area 
in  connection  with  the  dam  of  a  water  company.  This  class  of  appre- 
ciation should  be  taken  into  consideration  along  with  solidification  and 
seasoning. 

The  best  method  of  estimating  appreciation  due  to  solidification, 
seasoning,  and  adaptation  appears  to  be  by  comparing  the  cost  of 
maintaining  a  new  road,  directly  after  it  has  been  entirely  completed, 
with  the  cost  of  maintaining  an  old  road  in  the  same  district  under 
similar  conditions  of  traffic. 

In  one  case  of  a  western  railroad  the  cost  of  maintenance  of  a  new 
line.  17.5  miles  long,  was  compared  Avith  the  cost  of  maintenance  of  an 
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old  line  of  the  same  length.  In  2^  years  the  excess  cost  spent  on 
the  new  road,  to  make  it  comparable  with  the  old  one,  aggregated 
$1  400  per  mile. 

Another  way  is  to  assign  a  direct  percentage  to  the  grading 
quantities. 

In  California  allowance  was  made  of  2%  a  year  for  5  years  on  all 
earth  and  loose  rock  quantities,  and  1%  per  year  on  all  solid  rock  quan- 
tities, for  solidification  and  seasoning.  This  might  be  used  as  a 
minimum,  to  which  should  be  added  $600  per  mile  for  all  roads  more 
than  5  years  old. 

Care  must  be  taken  in  estimating  appreciation  that  items  of  labor 
and  expense,  included  therein,  may  not  be  duplicated  in  development 
expense. 
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CHAPTEE  VII. 

DEVELOPMENT   EXPENSE. 
The  Nature  of  Development  Expense. 

The  Committee  recognizes  two  principal  periods  in  the  creation 
of  a  going  concern  operating  a  physical  property  for  the  production 
of  a  commercial  commodity,  be  that  commodity  water,  gas,  electricity, 
sugar,  textiles,  or  any  other  thing,  or  the  transportation  of  persons, 
property,  or  thought.     These  two  periods  are: 

1. — The  construction  period,  which  covers  the  interval  from  the 
inception  of  the  enterprise  to  the  beginning  of  regular  oper- 
ation. 
2. — The  development  period,  which  covers  the  interval  from  the 
beginning  of  regular  operation  to  the  time  when  efficiency 
and  profitableness  of  operation  shall  have  been  achieved. 

Corresponding  with  the  two  periods  recognized,  the  Committee 
divides  costs  into  two  classes — construction  costs  and  development 
expense.  The  estimated  cost  of  construction  includes  all  costs  incurred 
during  the  construction  period,  and,  as  will  appear,  may  include  cer- 
tain costs  incurred  during  the  development  period. 

Development  expense  is  of  two  kinds:  (o)  the  cost  of  tuning  up 
the  physical  property  and  bringing  it  to  present  operating  efficiency; 
and  (6)  the  cost  of  acquiring  the  business. 

The  cost  of  tuning  up  the  property  and  bringing  it  to  its  present 
state  of  operating  efficiency  stops  at  the  end  of  what  may  be  called  the 
physical  development  period,  which  is  usually  included  within  the 
development  period  as  previously  defined,  and  the  cost  may  be  included 
in  the  cost  of  construction. 

The  cost  of  acquiring  the  business  usually  extends  throughout  the 
development  period,  though  there  are  cases  in  which  a  profitable 
business  develops  at  the  very  beginning. 

The  physical  development  cost,  which  should  be  included  as  a  part 
of  the  construction  cost,  comprises  the  items  of  work  required  to  bring 
the  property  to  an  efficient  operating  condition,  such  as:  the  extra 
work  required  on  new  embankments  to  maintain  tracks  in  proper 
operating  condition;  the  cost  of  testing  and  sometimes  of  re-adjusting 
and  remodeling  all  sorts  of  machines  to  make  them  operate  properly, 
or  to  increase  their  efficiency;  the  making  good  of  defects  which  have 
become  visible  after  a  property  becomes  operative;  and  a  great 
variety  of  other  expenses  incidental  to  the  first  operation  of  a  prop- 
erty, which  are  not  incurred  in  subsequent  years  after  that  same 
property  has  reached  full  operating  efficiency. 
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The  Committee  also  recognizes  going  value,  as  defined  by  it,  as 
quite  independent  of  development  expense,  and  discusses  it  in  Chapter 
VllI  on  Intangible  Value. 

Development  Expense  as  a  Part  of  Original  Cost. 

On  the  basis  of  original  cost,  the  development  expense  in  any  one 
of  the  early  years  when  the  earnings  are  deficient  will  be  obtained 
by  deducting  the  actual  receipts  from  the  gross  amount  that  the  owner 
of  the  property  is  entitled  to  earn  in  that  year.  Such  gross  amount  is 
the  sum  of  these  items : 

(a)  The  expenditures  for  operating  expenses  and  taxes; 

(fe)  A  sum  to  offset  the  waste  of  capital  through  depreciation; 

(c)  A  sum  representing  a  fair  return  on  the  investment,  includ- 
ing money,  and  the  money  value  of  services  and  of  other  con- 
siderations. 

The  difference  between  the  actual  and  the  fair  gross  receipts  for 
tJie  first  year  is  the  development  cost  for  the  year,  which  should  be 
added  to  the  investment  at  the  beginning  of  the  second  year  in 
order  to  obtain  a  basis  for  estimating  fair  return  for  that  year.  By 
following  the  same  course  for  successive  years,  adding  the  develop- 
ment cost  for  each  year  until  there  is  no  further  deficiency  of  earnings, 
a  sum  will  be  reached  which  will  represent  the  amount  of  the  invest- 
ment at  the  end  of  the  development  period,  and  the  difference  between 
the  investment  at  the  beginning  of  operation  and  at  the  end  of 
the  development  period  will  represent  the  development  expense. 

It  should  be  noted  that  the  development  cost  obtained  in  the  manner 
r(!eommended  includes  also  the  physical  development  costs  of  those 
years  when  the  earnings  were  deficient.  So  far  as  possible,  these  should 
be  separated  from  the  total  sum  found,  and  included  as  a  part  of  the 
construction  cost  of  the  physical  property. 

After  the  property  originally  built  has  attained  adequate  and 
steadily  maintained  earning  capacity,  the  ordinary  additions  of  subse- 
quent years  may  involve  little  or  no  additional  development  expense, 
except  for  the  cost  of  testing  and  tuning  up  plant  vmits,  because  there 
will  be  no  deficiency  of  earnings  caused  by  such  additions,  but,  from 
time  to  time,  additions  may  be  made  of  such  magnitude  that  the 
earnings  will  again  become  temporarily  deficient. 

Losing  Venture. — Fair  dealing  demands  that  tlie  development  ex- 
pense actually  incurred  in  tuning  up  and  developing  the  business  of 
a  normal  property  be  properly  recognized,  and  the  Committee  believes 
there  is  no  more  equitable  way  of  doing  this  under  normal  conditions 
than  by  including  it  as  a  part  of  the  capital  account.  It  recognizes, 
however,  that  there  may  be  abnormal  conditions  under  which  this 
method    should    not    be    followed,    as,    for    instani'o.    \vhci*e    the    net 
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receipts  are  unnecessarily  low  ou  account  of  bad  management,  or  where 
bad  judgment  has  been  used  in  the  location  or  design  of  the  plant,  so 
that  the  property  is  bound  to  be  a  "losing  venture". 

It  does  not  seem  desirable  that  the  general  rule  should  be  modified 
because  of  these  exceptions.  In  the  application  of  the  rule  to  specific 
cases,  it  will  not  be  especially  difficult  to  distinguish  between  profitable 
properties  and  distinctly  losing  ventures,  but  it  may  be  difficult  to 
distinguish  legitimate  development  expense  from  the  cost  of  bad 
management,  in  connection  with  those  properties  that  are  neither 
very  profitable  nor  distinctly  losing  ventures. 

Amortization  v.  Capital  Charge. — It  is  sometimes  urged  that, 
although  development  expense  is  a  real  expense  incurred  in  devel- 
oping a  property  and  its  business,  that  part  which  is  not  a  con- 
struction cost  should  be  separated  from  other  costs  and  repaid 
by  means  of  earnings  in  excess  of  a  fair  return  on  the  ''fair 
value"  of  the  property  as  soon  as  practicable  after  the  business  has 
increased  to  such  an  extent  that  excess  earnings  may  be  obtained 
by  the  maintenance  of  the  previously  existing  rates.  This  requires 
the  maintenance  of  the  high  initial  rates  for  a  longer  period  than  would 
be  necessary  if  the  development  expense  is  included  in  the  return  base. 

When  it  is  thus  included,  the  deficiencies  in  the  early  years  are 
made  good  by  the  greater  earnings  throughout  all  subsequent  years, 
resulting  from  the  larger  return  base  on  which  earnings  are  predicated. 
The  inclusion  of  development  expense  in  the  return  base  appears  to 
have  advantages  in  that  it  furnishes  a  more  definite  and  simple  method 
of  accounting,  and  permits  the  adoption  of  normal  rates  at  an  earlier 
period  than  under  the  other  plan.  The  cost  of  developing  the  business 
is  just  as  much  a  part  of  the  cost  of  producing  the  property,  as  is 
the  cost  of  the  physical  items.  Moreover,  the  Committee  sees  no 
reason,  in  principle  or  in  equity,  why  this  element  of  cost  should  be 
amortized,  any  more  than  the  cost  of  the  physical  property. 

Difficulties. — In  the  determination  of  development  expense  there 
may  be  difficidty  in  determining  what  is  a  fair  return,  not  only  because 
of  possible  differences  of  opinion  as  to  what  is  a  proper  percentage  to 
adopt  as  a  return  on  investment,  but  because  of  the  difficulty  in  deter- 
mining a  proper  sum  for  the  depreciation  allowance  to  be  used  in  com- 
puting the  gross  fair  earnings.  This  difficulty  is  minimized  if  the  at- 
tempt is  made  to  determine  these  sums  only  for  the  first  few  years  of 
the  life  of  a  property,  when  there  is  a  deficiency  of  earnings,  and  is 
greatly  increased  if  the  attempt  is  made  to  determine  the  fair  return 
and  the  proper  depreciation  allowances  for  a  series  of  years,  while 
the  deficiencies  are  being  offset.  Practical  attempts  to  determine  the 
net  excess  or  deficiency  of  earnings  in  a  long  series  of  years,  in  the  case 
of  properties  of  considerable  age,  have  shown  that  a  slight  difference 
in  the  percentage  assumed  for  the  fair  return  will  cause  such  very 
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great  variation  in  the  estimated  development  expense  as  to  show  that 
the  method  will  not  give  trustworthy  results  when  applied  to  most 
existing  properties. 

The  Committee  recognizes  that  public  regulating  bodies  having 
control  of  both  the  accounting  and  the  rate-making  of  the  utility 
from  the  beginning  of  its  operation  may  in  the  future  adopt  other 
methods  which  will  offset  such  losses  or  amortize  them,  but  these 
methods  should  not  be  applied  to  existing  properties. 

The  Courts  have  ruled  that  the  effects  of  regulation  cannot  be  made 
retroactive,  and  that  one  cannot  go  into  the  "unregulated  past". 

Ames  V.  Union  Pacific,  64  Fed.,  165,  176  (1894).  Mr.  Justice 
Brewer.  "The  same  rule  controls  if  a  railroad  property  is  sought 
to  be  appropriated.  No  inquiry  is  open  as  to  whether  the  owner  has 
received  gifts  from  States  or  individuals,  or  whether  he  has  as  owner 
managed  the  property  well  or  ill,  or  so  as  to  acquire  a  large  fortune 
therefrom.  It  is  enough  that  he  owns  the  property,  has  the  legal 
title;  and  so  owning,  he  must  be  paid  the  actual  value  of  that  property. 
If  he  has  done  any  wrong  in  acquiring  or  using  the  property,  that 
wrong  must  be  redressed  in  a  direct  action  therefor,  and  cannot 
be  made  a  factor  in  condemnation  proceedings.  These  propositions 
in  respect  to  condemnation  proceedings  are  so  well  settled  that  no 
one  ever  questions  them.  The  same  general  ideas  must  enter  into 
and  control  legislation  of  the  kind  before  us  [rate  regulation]." 

Public  Service  Gas  Co.  v.  Board  of  Public  Utility  Commissioners, 
N.  J.,  87  Atl.,  651  (1913),  which  was  sustained  by  the  Supreme  Court 
of  New  Jersey,  87  Atl.,  657  (1913). 

"But  as  we  have  indicated  above,  the  husiness  thus  acquired  must 
be  regarded  as  a  legitimate  part  of  the  property  of  the  company.  We 
cannot  equitably  project  back  into  the  unregulated  past  a  noma  of 
prices  that  might  to-day  be  regarded  as  fair  and  adequate,  and  assume 
that  actual  rates  exacted  in  the  past,  in  so  far  as  they  exceed  what 
are  now  deemed  fair,  have  not  lawfully  become  the  property  of  the 
company.  If  these  high  rates  in  the  past  have  been  employed  by  the 
company  to  acquire  an  intangible  property  in  the  shape  of  extensive 
patronage,  that  expectation  of  patronage  is  theirs  and  on  its  fair 
value  the  company  is  entitled  to  a  return.  It  may  or  may  not  be  a 
subject  of  regret  that  regulation  was  so  long  deferred;  but  deferred 
regulation  is  no  excuse  for  refusing  at  present  to  allow  a  fair  return 
upon  what  is  the  lawful  property  of  the  corrlpnny." 

Therefore  the  Committee  holds  that  development  expense  cannot 
fairly  be  assumed  to  have  been  amortized  in  the  past  in  old  properties 
by  excessive  earnings,  and  that  it  should  be  included  in  present  valua- 
tion, whatever  changes  in  policy  as  to  future  costs  or  increments  in 
value  may  be  made  by  the  regulating  body  hereafter.  Moreover,  the 
Committee  thinks  that  in  future  regulation  it  is  sounder  public  policy 
not  to  amortize  development  expense. 
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The  deternunatiou  of  the  proper  rate  of  return  is  a  matter  to 
be  decided  by  the  Courts  or  regulating  bodies,  and  an  engineer,  in 
making  an  estimate  of  development  expense  in  the  manner  recom- 
mended, should  state  the  rate  of  return  on  which  it  is  based,  so  that 
the  Court  or  commission  will  have  the  means  of  modifying  the  estimate. 

Developmext  Expense  as  a  Part  of  Eeproduction  Cost. 

The  foregoing  discussion  relates  to  development  expense  as  a  part 
of  the  determination  of  the  original  cost  of  a  normal  property,  and, 
as  it  is  a  real  cost  in  connection  with  the  original  property,  it  is  also 
a  proper  element  to  include  in  reproduction  cost,  but  the  difficulties 
of  determining  the  development  expense  of  reproduction  cost  are 
greater  than  in  the  case  of  original  cost,  because  of  the  assumptions 
which  it  is  necessary  to  make. 

Shall  it  be  assumed  that  the  development  expense  will  be  based 
on  the  conditions  which  existed  when  the  various  parts  of  the  property 
were  created,  or  on  the  expense  that  would  be  involved  if  the  property 
were  to  be  re-created  under  the  conditions  existing  at  the  time  of  valua- 
tion (  Shall  it  be  assumed  that  the  existing  business  is  ready  and 
waiting,  or  that  it  has  to  be  re-acquired  at  the  time  of  valuation? 

If  the  property  under  consideration  has  grown  by  additions  made 
from  time  to  time,  so  that  it  is  now  several  times  as  large  as  when 
originally  constructed,  there  would  be,  on  the  basis  of  the  conditions 
which  existed  when  the  property  was  created,  a  large  percentage  for 
development  expense  in  connection  with  the  original  property,  because 
there  had  to  be  an  actual  acquisition  of  business  at  that  time;  but, 
on  the  other  hand,  there  would  be  a  very  small  percentage  of  develop- 
ment expense  attributable  to  the  additions. 

If  based  on  reproduction  under  existing  conditions,  the  develop- 
ment expense  would  apply  to  the  entire  property  reproduced. 

The  Committee  believes,  as  already  indicated,  that  development 
expense  is  a  real  cost  in  the  production  of  a  going  property,  and  that 
it  should  not  be  ignored  in  the  reproduction  cost.  It  is  somewhat 
difficult  of  determination  in  any  case,  by  reason  of  the  necessity  of 
distinguishing  between  proper  deficits  and  deficits  due  to  management, 
in  ordinary  properties  which  are  neither  very  profitable  nor  losing 
ventures,  but  no  such  difficulty  of  estimation  should  prevent  its 
inclusion,  when  present,  and  when  its  amount  is  estimated  as  well  as 
possible.  It  is  especially  a  feature  of  valuation  which  should  depend 
on  reasonable  assumptions  based  on  knovsru  occurrences  in  connection 
with  the  property  under  consideration  or  similar  properties  in  other 
cases. 

Attitude  of  Courts  and  Commissions. 

Development  expense  has  been  generally  recognized  in  recent  years 
by  both  Courts   and   commissions,  usually  under  the  title  of  "going 
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value".  Sometimes  these  bodies  have  used  the  terms  "going  value" 
and  "going  concern  value"  to  represent  the  intangible  values  of  a 
going  concern  as  compared  with  a  dead  one,  but  many  times  the  terms 
are  used  with  a  meaning  corresponding  to  the  definition  of  development 
expense  given  by  the  Committee. 

Going  Value  (Development  Expense)  Discussed. — A  very  complete 
discussion  of  going  value  is  given  by  Judge  Miller  of  the  New  York 
Court  of  Appeals  in  the  Kings  County  Lighting  case  (People  ex  rel. 
Kings  County  Lighting  Co.  v.  Willcox,  210  N.  Y.,  479,  March  24, 
1914).  He  gives  (at  page  492)  the  following  definition  of  going  value, 
which  agrees  closely  with  the  definition  of  development  expense  adopted 
by  the  Committee,  and  the  decision,  although  using  the  term  "going 
value",  may  be  considered  as  relating  to  development  expense. 

"I  define  'going  value'  for  rate  purposes  as  involved  in  this  case 
to  be  the  amount  equal  to  the  deficiency  of  net  earnings  below  a  fair 
return  on  the  actual  investment  due  solely  to  the  time  and  expenditures 
reasonably  necessary  and  proper  to  the  development  of  the  business  and 
property  to  its  present  stage,  and  not  comprised  in  the  valuation  of 
the  physical  property." 

This  case  was  one  in  which  an  appeal  was  made  from  the  Court 
below,  and  four  questions  were  asked.  The  one  relating  to  develop- 
ment expense  was  as  follows  (at  page  481)  : 

"(1)  Was  the  relator  entitled,  upon  the  facts  shown  in  the  record, 
to  have  the  commission  make  an  allowance  for  going  value  in  deter- 
mining the  value  of  the  relator's  property  used  in  the  public  service?" 

The  opinion  is  too  long  to  reproduce  in  full  in  this  place,  but  the 
more  pertinent  parts  are  as  follows: 

"It  is  now  generally  recognized  that  'going  value',  as  distinct  from 
'good  will',  is  to  be  considered  in  valuing  the  property  of  a  public 
service  corporation  either  for  the  purpose  of  condemnation  or  rate 
making,  but  there  is  a  wide  divergence  of  view  as  to  how  it  is  to  be 
considered." 

******* 

"The  difficulty  of  determining  'going  value'  will  not  justify  the 
disregarding  of  it.  Rate  making  is  difficult.  But  that  will  not  justify 
confiscation.  The  difficulty,  however,  will  lessen,  as  it  does  in  most 
cases,  when  we  cease  to  think  about  the  subject  vaguely.  What  then, 
is  'going  value',  and  how  is  it  to  be  appraised? 

"It  takes  time  to  put  a  new  enterprise  of  any  magnitude  on  its  feet, 
after  the  construction  work  has  been  finished.  Mistakes  of  construc- 
tion have  to  be  corrected.  Substitutions  have  to  be  made.  Economies 
have  to  be  studied.  Experiments  have  to  be  made,  which  sometimes 
turn  out  to  be  useless.  An  organization  has  to  be  perfected.  Busi- 
ness has  to  be  solicited  and  advertised  for.  In  the  case  of  a  gas 
company,  grnt\iitous  work  has  to  be  done,  such  as  selling  appliances 
at  less  thiin   a    fair  i)rofit  and  demonstrating  new  devices  to   induce 
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consumption  of  gas  and  to  educate  the  public  up  to  the  maximum  point 
of  consumption." 

******  -K 

"To  view  the  matter  in  another  aspect,  take  the  case  of  a  public 
service  corporation  with  a  plant  constructed  just  ready  to  serve  the 
public.  It  is  going  to  take  time  and  cost  money  to  develop  the  highest 
efficiency  of  the  plant  and  to  establish  the  business.  Three  courses 
seem  to  be  open  with  respect  to  rate  making,  viz. :  1,  to  charge  rates 
from  the  start  sufficient  to  make  a  fair  return  to  the  investor  and 
to  pay  the  development  expenses  from  earnings,  a  course  likely  to 
result  in  prohibitive  rates  except  under  rare  and  favorable  circum- 
stances; 2,  to  treat  the  development  expenses  as  a  loss  to  be  recouped 
out  of  earnings,  but  to  be  spread  over  a  number  of  years,  in  other  words, 
as  a  debt  to  be  amortized,  that  involves  complications,  but  would  seem 
to  be  fairer  to  the  public  and  certainly  more  practical  than  the  first; 
3,  to  treat  the  development  expenses,  whether  paid  from  earnings  or 
not,  as  a  part  of  the  capital  account  for  the  purpose  of  fixing  the 
charge  to  the  public.  The  last  course  would  seem  to  be  fairest  to  both 
the  public  and  the  company,  as  well  as  the  most  practical. 

"It  may  be,  as  is  urged,  that  a  well-conducted  enterprise  will 
charge  the  cost  of  developing  the  business  to  operating  expenses,  and 
that  it  would  open  the  door  to  an  overissue  of  securities  to  permit  the 
capitalization  of  early  losses.  In  answer,  it  is  sufficient  to  say  that  we 
are  dealing,  not  with  proper  methods  of  bookkeeping,  not  with  the 
proper  capitalization  upon  which  to  issue  securities,  but  solely  with  the 
fair  return  which  the  company  is  entitled  to  receive  from  the  public. 
Treating  a  reasonably  necessary  and  proper  outlay  in  building  up  a 
business  as  an  investment  for  the  purpose  of  determining  the  fair 
rate  of  return  to  be  charged  is  far  from  holding  that  it  should  be 
treated  as  capital  against  which  securities  might  be  issued. 

"We  do  not  say  as  matter  of  law  that  the  third  course  above  out- 
lined should  be  adopted  as  an  original  proposition.  That  may  present 
a  question  of  economics,  depending  on  the  particular  conditions 
involved.  The  commission  in  this  case  had  to  determine  the  rate  to  be 
charged,  not  by  a  new  company  with  no  business,  but  by  an  old  com- 
pany with  an  established  business.  The  first  question,  therefore,  to 
determine  on  this  branch  of  the  case  was  whether  the  company  had 
already  received  a  fair  return  on  its  investment.  If  it  had  received 
such  return  from  the  start,  or  if  in  later  years  it  had  received  more 
than  a  fair  return,  the  public  would  already  have  borne  the  expense 
of  establishing  the  business  in  whole  or  in  part,  and  to  that  extent  the 
question  of  'going  value'  for  the  purpose  of  fixing  a  present  rate  would 
be  eliminated;  for  it  must  constantly  be  kept  in  mind  in  dealing  with 
this  problem  that  the  company  is  entitled  to  a  fair  return  and  no 
more.  If  it  has  already  had  it,  that  is  the  end  of  the  matter.  If  it 
did  not  receive  a  fair  return  in  the  early  years  owing  to  the  establish- 
ment of  the  business,  a  subsequent  rate  must  allow  for  that  loss  or  it 
will  be  confiscatory." 

The  conflict  in  view,  expressed  in  the  concluding  sentences  quoted 
above,  and  the  earlier  citation  from  the  TJ.  S.  Supreme  Court,  in 
Ames    r.    Union    Pacific,    64   Fed.    165,    176,    (1894),   is   to   be   noted. 
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Nevertheless,  the  Federal  Court  decision  has  been  reaffirmed  in  a 
long  line  of  later  decisions,  and  would  seem  still  to  hold,  as  the  position 
of  the  highest  Court  of  the  land. 

Conclusions. 

The  Committee  recognizes  development  expense  as  a  possible, 
usual,  and,  in  most  undertakings,  an  xmavoidable  real  cost  in  the  pro- 
duction of  a  normal  going  property,  and  as  quite  distinct  from  going 
value  as  defined  by  it,  and  discussed  in  Chapter  VIII  upon  Intangible 
Values.  It  is  measured  in  nearly  all  cases  by  the  difference  between 
the  amoTint  which  the  company  is  entitled  to  earn  in  the  early  years 
and  the  amount  which  it  actually  does  earn. 

On  the  basis  of  original  cost,  if  the  accounts  are  available,  the 
development  expense  can  be  determined  from  the  accoimts,  taken  in 
connection  with  estimates  of  the  proper  sums  to  be  allowed  for  depre- 
ciation and  for  fair  return  on  the  investment.  If  the  accounts  are 
not  available,  the  development  expense  must  be  estimated  on  reason- 
able assumptions  based  on  known  occurrences  in  connection  with 
similar  properties.  It  is  commonly  the  case  that  the  general  condi- 
tions existing  when  the  original  property  was  created  can  be  ascer- 
tained with  sxofficient  accuracy  for  determining  whether  or  not  there 
were  early  deficits  and  approximately  their  amount. 

For  ordinary  additions  to  the  original  property,  in  the  caae  of  a 
prosperous  company,  there  would  be  no  deficiency  of  earnings,  but, 
from  time  to  time,  large  additions  might  cause  a  temporary  deficit 
which  should  be  taken  into  account. 

As  development  expense  is  a  real  cost  of  producing  the  original 
property,  it  should  not  be  ignored  in  the  reproduction  estimate,  and 
the  Committee  believes  this  to  be  especially  a  feature  of  valuation 
which  should  depend  upon  reasonable  assumptions  based  on  known 
occurrences  in  connection  with  the  property  under  consideration  or 
similar  properties. 

A  determination  should  be  made  in  regard  to  whether  the  property 
under  consideration  is  a  "losing  venture"  which  cannot  earn  a  fair 
return  on  the  "fair  value"  of  the  property.  In  such  a  case,  develop- 
ment expense  cannot  be  obtained,  because  it  is  based  necessarily  on 
the  theory  of  a  fair  return.  In  such  cases,  also,  the  development 
expense  is  unimportant,  because  the  return  is  independent  of  the  "fair 
value"  of  the  property  deduced  either  from  original  cost  or  reproduc- 
tion cost. 

It  is  not  to  be  assumed  that  merely  because  the  property  failed 
to  earn  an  adequate  return  for  a  certain  number  of  years,  the  project 
was  a  losing  venture.  Thus  many,  if  not  most,  water-works  properties 
built  prior  to  the  Nineties,  generally  required  a  period  of  well  over 
a  decade  to  develop  norjiml   rovouuo.     'I'hcir  growtli   was  .-^low  during 
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tiie  first  15  to  20  years  in  many  cases,  nevertheless  it  cannot  be  doubted 
that  higher  returns  could  have  been  collected  from  their  consumers 
in  the  majority  of  cases  had  it  been  possible  to  raise  the  rates. 

Properties  vary  greatly  in  respect  to  the  length  of  time  required 
for  developing  the  business.  Some  classes  of  property,  like  street  rail- 
ways in  or  between  populous  cities,  may  develop  their  business  to  a 
profitable  stage  in  a  very  short  time,  but  in  other  cases,  as,  for  instance, 
a  great  irrigation  project  in  the  Far  West,  it  may  be  well  known  in 
advance  of  construction  that  it  will  take  many  years  to  reach  the  point 
where  profitable  results  can  be  achieved.  The  difference  between  prop- 
erties in  this  respect  is  obviously  to  be  ascertained  by  a  study  of  their 
history  and  of  the  history  of  similar  properties. 
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CHAPTEE  Vin. 


INTANGIBLE  VALUE. 

In  addition  to  the  physical  elements  of  property  discussed  in  the 
foregoing  chapters  of  this  report,  there  are  certain  elements  of  non- 
physical  character  that  must  be  considered,  and  their  bearing  on  the 
valuation  of  public  utility  properties  explained.  These  elements  of 
value  are  called  "intangible"  for  the  reason  that  they  cannot  be  item- 
ized, measured,  and  appraised,  like  physical  units,  but  must  generally 
be  estimated  by  a  study  of  the  income  account,  the  possible  growth  or 
appreciation  in  value  of  property,  and  other  advantages,  existing 
and  potential,  that  attach  to  the  location,  environment,  ownership, 
or  control  of  the  particular  property  to  which  they  apply. 

Meaning  of  "Intangible"  as  Used  in  Valuation. 

The  term  "intangible"  is  used  in  the  current  literature  of  taxation 
to  mean  bonds,  notes,  stocks,  and  money  at  interest,  which,  if  owned 
by  a  corporation  whose  property  is  being  appraised,  must  certainly 
be  classed  as  tangible  in  the  inventory.  In  the  valuation  of  public 
utilities,  the  word  "intangible"  should  be  tmderstood  as  being  restricted 
to  its  essential  meaning  of  something  incorporeal,  not  capable  of 
direct  or  exact  physical  measurement,  and  in  this  report  its  meaning 
will  be  thus  restricted. 

The  word  "value"  has  been  used  very  broadly  in  discussions  of 
valuation  and  in  Court  decisions  pertaining  to  the  subject.  There  is 
a  distinctly  intangible  basis  for  some  of  its  meanings,  and  the  Com- 
mittee deems  it  proper  to  include  the  analysis  of  the  word  in  this 
chapter. 

The  chapter  then  will  cover  discussions  under  the  following  heads: 

Value — in  general; 
Franchise ; 

Going  Value — Going  Concern  Value; 
Good  Will; 

Efficiency,  Favorable  Business  Arrangements,  Design; 
Strategic  Location; 

Leases,    Easements,    Traffic    and    Operating    Agreements,    Water 
Kights,  Strategic  Advantages,  Other  Privileges. 

Value,  Tangible  and  Intangible  Bases. 

Value  may  be  said  to  rest  on  both  tangible  and  intangible  buses. 
Some  meanings  of  the  word  are  "excellence",  "importance",  "utility", 
"worth".      Other  meanings   are  "the  desirability  of  a   thing,   as  com- 


VALUATIOX   OF  PUBLIC   UTILITIES  1513 

pared  with  the  desirability  of  something  else";  "the  degree  of  want 
felt  for  a  thing,  as  shown  by  the  relation  of  supply  and  demand" ;  and, 
commercially,  "the  price  at  which  a  thing  will  sell".  This  last  is  the 
"exchange  value"  of  this  report. 

Still  other  authorized  definitions  are  *'the  cost  to  produce";  "the 
amount  of  labor  necessary  to  produce".  These  two  definitions  furnish 
the  tangible  basis  for  computing  the  "physical  value".  The  definitions 
leading  up  to  exchange  value  furnish  the  basis  for  the  conception  of 
the  intangible  element  of  the  term. 

We  see  by  this  that  the  conception  of  the  tangible  element  of  the 
value  of  a  thing  rests  on  its  proper  cost  or  on  its  production,  while 
the  exchange  value,  which  includes  all  tangible  and  intangible  ele- 
ments of  value,  rests  on  the  output  of  the  thing  or  on  the  results  of 
its  operation.  Estimates,  in  money,  of  these  two  conceptions  may  be 
said  to  approach  the  same  objective  from  opposite  directions  and  in 
an  ideal  public  utility,  where  the  actual  net  returns  are  just  equal 
to  fair  income  on  investment,  the  figures  should  be  equal.  Such 
equality  is  obviously  a  proper  aim  of  regulation.  We  have  then  this 
equation  as  ideal  for  the  ideal  puilic  utility  of  the  future  under  con- 
stant public  regulation  from  the  beginning,  but  not  applicable  in 
general  to  presently  existing  properties  nor  to  any  property  without 
corresponding  contractual  obligations — 

Tangible  value — that  is^  C  Exchange  value — that  is  to  say, 
to  say,  proper  cost,  in-  \  j  dependable  net  earnings,  after  deduct- 
cluding  development  ex-  r  =  "^  ing  a  proper  depreciation  allowance, 
I)ense,  less  "depreciation  I  j  capitalized  at  a  rate  of  return,  fair 
of  valuation".  J         Lfor  the  property  in  question. 

Courts  and  commissions  have  striven  to  establish  just  valuations 
of  corporate  properties  for  various  purposes,  such  as:  a  base  on  which 
return  on  capital  shall  be  computed,  or  on  which  taxes  shall  be  assessed ; 
a  sale  made  to  the  public,  or  against  which  securities  shall  be  issued. 
This  base  has  been  variously  called  "fair  value",  "real  value", 
"reasonable  value",  "the  present  value",  "actual  value",  "the 
value",  etc.  In  the  great  majority  of  cases,  the  properties  being  con- 
sidered have  been  those  not  under  full  and  continuous  regulation  in 
the  past;  and,  where  the  last  member  of  our  equation  has  figured 
out  larger  than  the  first,  the  authorities  have  frequently  allowed  some- 
thing for  the  excess  of  exchange  value  over  tangible  value  which  has 
grown  up  around  the  nucleus  of  the  latter.  This  excess,  when  existent, 
is  called  by  the  Committee  the  intangible  value  pertaining  to  the 
property.  Such  additions  to  tangible  value  will  be  fully  discussed 
later  in  this  chapter.  The  object  here  is  to  differentiate  clearly 
between  the  nature  of  tangible  and  intangible  values  in  general,  and 
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to  show  that  both  have  distinct  and  legitimate  meanings,  but  that  the 
term  "value",  standing  alone,  may  lead  to  misunderstanding  of  mean- 
ing vmless  qualified  by  a  modifying  adjective. 

A  broad  basis  for  separating  tangible  from  intangible  values  is 
that  the  former  can  be  ascertained  from  the  proper  cost  while  the 
latter  can  only  be  computed  from  a  study  of  the  results  which  may 
flow  from  the  use  of  the  properties  in  question. 

Exchange  Value. — Exchange  value  is  the  desirability  of  the  prop- 
erty, estimated  in  money,  where  there  is  a  ready  market  for  properties 
of  the  kind  considered;  exchange  value  is  synonymous  with  market 
value,  and  may  be  said  to  be  the  price  which  a  willing  and  intelligent 
buyer  will  pay  a  willing  and  intelligent  seller.  In  the  case  of  a  utility 
property  furnishing  service  to  the  public,  this  price  will  be  a  function 
of  its  existing  or  potential  dependable  net  earning  capacity,  or  of 
the  additional  earning  power  that  may  accrue  to  its  owner  through 
the  control  of  the  property  in  question.  It  is  the  second  member  of 
the  above  equation.  If  the  property  is  operating  under  a  limited 
franchise,  the  limit  will  have  a  bearing  on  the  dependable  feature  of 
the  earnings  or  other  advantages,  and  the  price  will  be  discoimted 
accordingly.  It  will  be  influenced  largely  by  the  intangible  element 
in  the  value  of  the  business  as  well  as  by  the  tangible  value  of  the 
property  measured  by  cost. 

Since  exchange  value  is  determined  by  a  consideration  of  dependable 
income  and  beneficial  results,  existing  and  potential,  it  will  automatic- 
ally include  all  intangible  values  pertaining  to  the  property,  so  that 
the  value  of  franchise,  going  value  (not  development  expense),  good- 
will etc.,  cannot  be  itemized  separately  in  a  schedule. 

Fair  Value. — The  "fair  value",  of  Courts  and  commissions  is 
intended  no  doubt  to  meet  the  definition  given  in  the  Glossary:  "A 
value  which  is  fair  to  the  parties  affected".  In  very  many  cases  where 
"fair  value"  has  been  determined  by  public  authority  it  has  been  made 
up  of  the  present  cost  value  of  the  property,  as  nearly  as  that  could 
be  determined,  with  reasonable  allowance  for  depreciation  plus  an 
addition  for  such  intangible  features  as  the  controlling  authority 
deemed  proper  to  add  to  the  tangible  amount.  It  has  been  held  time 
and  again  by  Courts  that  the  "fair  value"  of  a  public  utility  property 
cannot  be  determined  by  a  mathematical  formula,  by  which,  it  is 
reasonable  to  infer,  is  meant  a  precise  estimate  based  only  on  an 
inventory  of  the  physical  property. 

It  will  be  noted  that,  in  all  cases  where  additions  of  an  intangible 
nature  have  been  made  to  the  physical  inventory,  such  additions  have 
been  in  very  round  numbers;  like  $285  000  in  the  Kansas  City  Water 
case;  $40  000  in  the  Newbui-yport  Water  case;  $75  000  in  the  Gloucester 
Water  ease;  $1.^)0  000  in   tli(>  Bristol  ;ui<l   Wnrrcii   W;i(cr  cnso;  $1^000 


vAiAAiMOX  01'  I'rin.ic  uTii.rriKs  1515 

in  the  Galena  TVater  case,  etc.  The  roundness  of  these  sums  suggests 
that  they  were  not  arrived  at  by  mathematically  capitalizing  earnings, 
but  by  some  process  of  compromise  or  adjustment  which  seemed 
equitable  to  the  Court. 

In  no  recent  case  before  the  higher  Courts  has  a  valuation  been 
fixed  for  a  public  utility  property  by  capitalizing  earnings  to  the 
exclusion  of  consideration  of  its  tangible  value  measured  by  cost.  This 
procedure  seems  rational,  for  the  reason  that  the  "fair  value"  sought  by 
the  Courts  and  commissions  is  wanted  for  some  purpose  of  regulation; 
and.  as  the  object  of  regulation  is  to  secure  justice  for  both  the  owners 
and  consumers,  it  is  not  conceivable  that  a  value  based  simply  on 
a  consideration  of  the  present  or  estimated  net  earnings  could  be 
taken  as  a  just  base  for  any  of  these  purposes. 

Present  earnings  may  be  too  low  to  command  capital  or  to  main- 
tain the  existing  enterprise,  or  higher  than  the  service  rendered  may 
warrant.  They  are  often  adventitious,  empirical,  and  based  on 
what  the  patrons  can  or  will  pay.  To  use  them  as  the  sole  basis  for 
determining  "fair  value",  would  be  to  render  regulation  nugatory. 

If  it  is  held  that  fair  earnings,  for  the  property  as  a  whole,  might 
be  assumed  as  a  starting  point,  it  is  pertinent  to  inquire  on  what  such 
earnings  should  be  based,  or  how  should  they  be  assumed.  It  is  dif- 
ficult to  use  value  of  service,  to  the  consumer,  per  se,  because  it  cannot 
generally  be  computed  or  assumed,  as  it  is  generally  intangible  and  with- 
out a  basis  from  which  to  start.  Heat  and  electric  units,  energy 
measiired  by  horse-power  and  similar  units,  are  constant  the  world 
over,  and  of  service  to  mankind;  but  no  one  would  claim  that 
their  money  equivalent  is  the  same  everywhere.  An  inland  city 
of  New  England,  for  instance,  should  pay  far  more  for  such  units 
than  should  a  city  at  the  pit-mouth  of  a  coal  mine  in  West  Virginia. 
This  illustration  means  that  the  cost  of  service  should  gauge,  to  a 
greater  or  less  extent  depending  on  circumstancee,  the  price  or  value 
of  it.  A  substitute  plant  might  furnish  service  at  a  less  cost,  but  it 
has  been  shown  that  substitute  plants  do  not  generally  furnish  a 
safe  criterion  of  value.  Hence — in  view  of  the  impracticability  of 
assuming  fair  earnings,  and  the  difficulty,  if  not  uncertainty,  attending 
their  computation  by  other  means — the  cost  of  service,  as  produced 
by  the  plant  under  review,  should  be  accepted  as  generally  the  most 
significant  measure  of  the  value  of  the  service,  and  of  the  fair 
earnings  to  be  derived  therefrom.  The  reasonable  value  for  regulation 
purposes  must  be  largely  deduced  from  the  cost  basis,  with  proper 
consideration  of  all  the  attendant  circumstances  and  conditions — 
as  for  instance,  the  value  of  water  rights  in  regions  where  water  for 
irrigation  has  come  to  have,  in  fact,  a  commodity  value. 

In  the  opinion  of  the  Committee,  "fair  value",  that  is  say,  the 
valuation  to  be  assumed  in  regulation,  should  be  deduced  in  each  case 
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as  it  arises,  giving  full  recognition  to  the  tangible  values  existing  in 
the  property,  however  acquired,  and  full  recognition  to  the  intangible 
values,  so  far  as  they  are  applicable  to  the  purposes  in  mind;  that 
exchange  value  should  be  deduced  largely  by  a  consideration  of  the 
beneficial  results  flowing,  or  reasonably  expected  to  flow,  from  the  use 
of  the  property;  and  that  when  the  word  "value"  is  used  alone,  the 
text  or  modifiers  should  show  clearly,  and  to  the  extent  that  may  be 
equitable,  whether  tangible  or  intangible  value,  or  the  sum  of  the 
two,  is  meant. 

Franchise. 

This  term  is  defined  in  the  Glossary  as: 

"The  authority  granted  by  government  to  a  person  or  corporation 
to  create  and  operate  a  public  service  property,  to  use  public  property, 
and  often  to  condemn  property." 

A  franchise  of  this  kind  frequently,  either  explicitly  or  by  implica- 
tion, grants  protection  from  competition  by  similar  enterprises. 

Various  Functions. — A  franchise  is  said  to  be  perpetual  when  it  is 
so  granted,  or  when  granted  for  a  very  long  period;  limited,  when  its 
term  is  relatively  short  or  definitely  stated;  and  terminable,  when  it 
may  be  revoked  at  any  time.  Terminable  franchises  are  often  per- 
petual in  fact,  and  are  sometimes  called  "indeterminate  franchises". 

We  may  divide  the  possible  functions  of  a  franchise  into  three 
parts: 

1.  A  license    to    do    business,   to   operate    a    public    utility,   for 

instance,  taking  toll  from  consumers  for  its  output; 

2.  A  grant  to  use  public  property,  like  streets,  for  subways,  pipes, 

tracks,  overhead  wires,  etc.; 

3.  A  protection  from  competition. 

Generally,  in  the  past,  a  franchise  has  been  a  free  grant  from  the 
public,  and  the  obvious  inference  is  that  the  grantee  shall  perform 
the  service  contemplated  at  a  rate  to  the  public  such  that  only  a  fair 
return  on  tlie  capital  and  efi"ort  expended  will  be  secured,  including  of 
course  proper  recognition  of  the  risk  involved.  If  it  were  supposable 
that  consideration  of  a  franchise  would  add  materially  to  the  capital 
base,  so  that  rates  for  service  would  thereby  be  enhanced  above  a 
fair  return,  we  should  be  confronted  with  the  anomaly  of  the  public 
granting  a  corporation  the  right  of  unlimited  usury  in  its  dealings 
with  the  public. 

Court  Decisions. — A  leading  decision  of  tlio  United  States  Supreme 
Court,  not  concerned  with  rate  regulation,  i)l;\inly  asserts  that  the 
franchise  has  value.  In  this  case  (Monongaliola  Navigation  Co.  v. 
United  States.  148  U.  S..  312.  March  27,  1S93V  the  Court  said: 
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"So  before  the  property  can  be  taken  away  from  its  owners,  the 
whole  value  must  be  paid :  and  that  value  depends  largely  upon  the 
productiveness  of  the  property,  the  franchise  to  take  tolls." 

This  was  a  case  of  the  United  States  taking  over  from  the  Canal 
Company  a  very  old  property,  and  the  total  award,  which  was  much 
greater  than  the  cost  of  reproduction  of  the  physical  property,  was 
based  on  the  profitableness  of  the  plant. 

In  the  Xew  York  Consolidated  Gas  case  (Willcox  v.  Consolidated 
Gas  Co.,  212  U.  S.,  19,  January  4,  1909),  relating  to  rates  for  gas,  the 
question  of  the  value  of  franchises  was  treated  at  considerable  length. 
This  company  was  created  by  the  consolidation  of  seven  independent 
companies  in  1SS4,  and  at  that  time  the  State  authorities  sanctioned 
the  issue  of  additional  capital  to  represent  the  value  of  the  franchises 
as  then  determined  to  a  swoa  amounting  to  $7  781  000.  Later,  in  1907, 
the  value  of  the  franchises  of  the  company  was  under  consideration, 
and  it  was  assumed  by  a  master  in  one  case,  and  by  the  Federal  Court 
in  another,  that  the  franchises  had  increased  in  value  from  the  sum 
above  stated  to  $20  000  000  and  $12  000  000,  respectively,  the  increase 
corresponding  to  the  increase  in  the  value  of  the  physical  plant. 
The  United  States  Supreme  Court,  in  1909,  sanctioned  the  con- 
tinuance of  the  original  $7  781 000  of  franchise  value  allowed  by 
the  State  authorities  in  1884,  for  the  reason  that  its  capitaliza- 
tion had  been  authorized  at  that  time,  but  it  refused  to  allow 
any  increase  of  franchise  value  due  to  growth  of  business  after 
that  time.  The  caution  as  to  precedent  contained  in  the  second 
quotation  below  shows  that  the  Courts  are  reluctant  to  recog- 
nize the  propriety  of  capitalizing  franchise  values.  The  Court 
said  (at  pages  44  and  48)  : 

"It  cannot  be  disputed  that  franchises  of  this  nature  are  property 
and  cannot  be  taken  or  used  by  others  without  compensation." 

"What  has  been  said  herein  regarding  the  value  of  the  franchise 
in  this  case,  has  been  necessarily  founded  upon  its  own  peculiar  facts, 
and  a  decision  thereon  can  form  no  precedent  in  regard  to  the  valua- 
tion of  franchises  generally  where  the  facts  are  not  similar  to  those 
in  the  case  before  us.  We  simply  accept  the  sum  named  as  the  value 
under  the  circumstances  stated." 

In  the  case  of  Kennebec  Water  District  v.  Waterville  (97  Me., 
185,  December  27,  1902),  the  Court  said  (at  page  218): 

"It  [defendant's  claim]  is  that  the  value  of  a  franchise  depends 
upon  its  net  earning  power,  present,  prospective,  developed  and  capable 
of  development,  at  reasonable  rates,  that  the  value  to  be  assessed  is 
the  fair  value  to  the  seller  and  not  the  buyer,  and  that  'just  compensa- 
tion' means  full  compensation  for  everything  or  element  of  value  taken. 
*  *  *  The  appraisal  must  be  made  having  in  mind  what  we  have 
already  said  concerning  the  character  and  duration  of  the  franchise 
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and  reasonableness  of  rates.  Wliile  with  these  limitations,  the  owner 
is  entitled  to  receive  the  value  of  the  franchises,  having  reference  to 
their  prospective  use  as  now  developed,  and  to  the  future  development 
of  their  use,  consideration  must  also  be  had  of  the  fact  that  further 
investment  may  be  necessary  to  develop  the  use,  and  of  the  further 
fact  that  at  any  stage  of  development  the  owner  of  the  franchise  will 
be  entitled  to  charge  only  reasonable  rates  under  the  conditions  then 
existing.  But,  subject  to  siich  limitations,  we  think  it  should  be  said 
that  the  owner  is  entitled  to  any  appreciation  due  to  natural  causes, 
such  as,  for  instance,  the  growth  of  the  cities  or  towns  in  which  the 
plant  is  situated. 

And  further  (at  page  220) : 

"But  we  cannot  assent  to  the  proposition  that  the  capitalization  of 
income  even  at  reasonable  rates  can  be  adopted  as  a  sufficient  or  satis- 
factory test  of  present  value.  Such  a  capitalization  would  fix  at  the 
present  time  a  specific  value  which  would  .continue  for  all  time  to 
come,  as  a  fixed  and  unvarying  source  of  income,  no  matter  how 
conditions  may  be  changed." 

Tn  Spring  Valley  Water  Works  v.  San  Francisco  (165  Fed.,  667, 
October  7,  1908),  the  opinion,  in  discussing  the  question  of  franchise 
\alue  in  a  rate  case,  after  stating  that  a  franchise,  if  it  has  value, 
should  be  taken  into  account  in  rate  regulation  as  well  as  condemna- 
tion proceedings,  said: 

"Serious  and  perplexing  questions  arise  when  it  is  attempted  to 
ascertain  the  value  of  the  franchise  and  going  business.  Here  very 
little  has  been  settled  by  the  Courts,  except  that  each  case  must 
depend  on  its  own  special  circumstances." 

In  these  and  other  cases  the  Courts  recognize  the  propriety  of 
including  intangible  elements  of  value,  but  the  reasonableness  of  the 
rates  from  which  these  values  are  derived  is  strongly  insisted  upon. 
In  the  case  of  the  Monongahela  Navigation  Co.,  a  very  old  property 
was  at  bar,  and  evidently  great  consideration  was  granted  to  long- 
accepted  rates  unaffected  by  regulation,  on  one  hand,  and,  on  the 
other,  to  the  property  rights  growing  up  from  these  rates  on  the  "inno- 
cent owner"  idea.  In  general,  the  Courts  have  laid  down  no  rule  for 
fixing  reasonableness  of  rates  in  these  cases,  nor  for  computing  the 
value  of  a  franchise. 

Considering  the  money  value  of  a  franchise:  as  a  license  to  do  busi- 
ness, its  value  is  vital,  and  cannot  be  measured  in  money;  it  is  com- 
parable to  the  value  of  the  air  we  breathe;  as  a  grant  to  uae 
public  ])i'()pcity.  it  may  carry  witli  it  costs,  rcMit.  foes,  or  obligations, 
the  cost  of  which  can  be  estimated.  Such  costs  can  hardly  be  called 
intangible,  and  should  certainly  be  included  in  an  inventory.  Such  a 
grant  may  also  lessen  tlio  expense  of  installation  which  would  l)e 
necessary  if  streets,  etc.,  could  not  bo  used  by  the  utility.     This  acts 
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to  reduce  the  necessary  investiueut.  The  third  possible  feature  of  a 
franchise,  protection  from  competition,  is  the  one  that  has  probably 
given  the  principal  money  value  to  franchises  in  the  past.  It  is  the 
l(\!i-al  Ix'.so  for  the  inono}Kilistic  rig'hts  of  coi-porations,  and  is  the  fea- 
ture that  calls  for  public  regulation  more  than  any  other.  Intangible 
values  acquired  under  this  phase  of  franchise  have  been  recognized  by 
the  highest  Courts  to  be  the  inalienable  property  of  the  present  owners, 
as  shown  above,  but,  unless  such  values  have  been  converted  into 
physical  property  useful  to  the  utility,  the  Courts  are  now  very  chary 
about  admitting  them  to  capitalization,  as  may  be  seen  by  the  second 
quotation  from  the  Kennebec  Water  District  case  given  above.  In 
fact,  the  principles  of  fundamental  equities  would  seem  to  prohibit 
earning  on  intangible  capital  which  is  admittedly  derived  from 
anticipated  earnings  in  excess  of  a  fair  return. 

In  fixing  upon  the  "fair  value"  for  a  property,  the  license  feature 
of  a  franchise  can  hardly  be  included;  neither  can  the  privilege  to 
use  public  property,  except  so  far  as  such  privilege  costs  the  grantee 
money.  In  fact,  the  grant  is  made  purposely  to  lessen  the  otherwise 
necessary  capital,  and  it  would  certainly  be  absurd  to  augment  the 
capital  by  assuming  an  intangible  value  for  the  grant.  The  monopo- 
listic feature  is  then  the  only  base  for  intangible  value  pertaining  to 
a  franchise;  and  this  cannot  be  computed  separately  from  that  arising 
from  ''going  value"  which  will  be  discussed  in  the  next  section. 

Going  Value — Going  Concern  Value. 

In  very  many  discussions  and  Court  opinions,  this  component  of 
value  has  been  hopelessly  and  blindly  mixed  with  development  expense, 
which  latter  the  Committee  has  set  up  as  a  distinct  feature.  Clearness 
of  understanding  will  be  enhanced  if  the  separation  is  adhered  to. 

Development  expense  is  equivalent  to  expenditure  of  capital.  Going 
value,  on  the  other  hand,  is,  in  the  minds  of  many,  apparently,  an 
indefinite  something  that  a  live  business  has,  which  a  plant  without 
business  has  not.  The  fact  that  a  business  is  connected  with  its 
customers,  house  connections  made  in  a  water  supply  system,  the 
breath  of  life  put  into  the  body,  as  some  express  it,  seems  to  have  an 
almost  mystic  significance  to  many.  It  has  been  called  the  soul  of 
the  enterprise,  while  the  physical  plant  is  the  material  body. 

In  the  work  of  Henry  Floy,  entitled  'Valuation  of  Public  Utility 
Properties",  1912,  the  subject  is  discussed  under  four  heads,  at  page 
137  and  following.  These  conceptions  briefly  and  clearly  set  forth 
the  different  methods  that  have  been  adopted  for  discussing  going 
value  in  rational  terms  and  for  measuring  it  in  money. 

They  are: 

First. — "A  legal  and  economic,  recognized  value,  usually  deter- 
mined in  an  approximate  way,  in  addition  to,  and  over  and  above  the 
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value  of  the  physical  plant,  resulting  from  the  putting  of  said  plant 
into  actual  and  useful  operation.  The  value  may  be  based  on  merely 
an  actual  expenditure  in  dollars,  or  an  estimated  value  indicating  the 
worth  of  the  service  performed,  in  transforming  the  'dead'  into  a  'live' 
income  producing  property." 

Second. — "A  very  frequent  use  of  the  term  'going  value'  is  that  of 
'capitalized  losses',  namely,  the  capitalization  of  losses  incurred  during 
the  first  few  years  after  a  corporation  begins  business." 

Third. — "Going  value  has  also  been  used  to  mean  the  value  that 
obtains  from  capitalizing  the  present  net  earnings  of  a  corporation, 
i.  e.,  the  value  of  a  created  income." 

Fourth. — "Although  the  trend  of  modern  movement  is  toward  the 
reduction  rather  than  the  creation  of  non-physical  values,  going  values 
have  been  allowed,  particularly  in  water-works  appraisals,  based  on 
the  present  worth  of  estimated  earnings  including  those  of  future 
business  growth. 

"The  method  consists  in  estimating  the  present  worth  of  excess 
earnings  of  an  existing  plant  compared  with  those  of  a  hypothetical 
plant,  between  the  date  of  valuation  and  the  time  the  earnings  of  the 
assumed  plant  shall  equal  those  of  the  existing  plant." 

These  four  interpretations  cover  the  ideas  that  have  been  rather 
vaguely  expressed  by  Courts,  commissions,  authors,  and  others,  perhaps 
as  well  as  they  can  be  covered. 

It  will  be  seen  that  the  first,  second,  and  fourth  are  really  founded 
wholly  or  in  part  on  a  conception  of  what  the  Committee  has  classed 
as  development  expense;  and  that  the  third  is  the  "exchange  value" 
of  this  report. 

A  careful  reading  of  Court  decisions,  attorney's  briefs,  and  opinions 
of  engineers  and  authors  on  this  subject,  leads  to  the  impression  that 
lawyers  and  judges  have  generally  leaned  toward  an  appreciation  of 
the  intangible  nature  of  going  value  as  something  inherent  in  a 
"system  in  successful  operation  and  earning  a  revenue",  while  engi- 
neers and  authors  generally  arc  disposed  to  look  upon  it  as  the  cost 
of  developing,  not  only  the  capacity  to  earn,  but  the  market  for  the 
output  as  well. 

Mr.  Justice  Brewer,  National  Water  Co.  v.  Kansas  City  (62  Fed., 
853,  July  2,  1894),  said: 

"The  fact  that  it  is  a  system  in  operation,  not  only  with  a  capacity 
to  supply  the  city,  but  actually  supplying  many  buildings  in  the  city 
— not  only  with  a  capacity  to  earn  but  actually  earning — makes  it 
true  that  'the  fair  and  equitable  value'  is  something  in  excess  of  the 
cost  of  reproduction." 

On  the  other  hand,  Mr.  Bcnezette  Williams,  in  connection  with  the 
Dubuque  Water- Works  appraisal  said,  regarding  the  valuation  of  the 
Kansas  City  Water-Works,  after  describing  the  appraisal  of  the 
physical  property: 


VALUATION    OF   PUBLIC    UTILITIES  1521 

"The  commissioners,  howevei",  took  into  account  the  fact  that 
the  plant  wa?  in  actual  operation,  with  an  established  business  and 
a  long  list  of  patrons,  and  added  to  the  cost  of  replacement,  which 
included  a  liberal  allowance  for  contingencies,  an  allowance  for  interest 
on  the  investment  for  a  time  long  enough  to  enable  the  business  to 
reach  the  point  at  which  it  was  fovmd." 

These  two  quotations  typify  the  difference  of  conception  that  exists 
between  manj-  students  of  tliis  subject.  The  first  implies  that  the 
judge's  conception  of  the  amount  to  be  allowed  above  reproduction 
cost  was  of  an  intangible  natxire,  presumably  to  be  determined  by  a 
study  of  the  income.  The  other,  representing  more  generally  the 
engineer's  view,  based  this  addition  on  what  the  Committee  considers 
tangible  grounds  of  interest  during  construction  and  development  ex- 
pense. The  Committee  aims  to  clarify  the  subject  by  assigning  all 
costs  like  those  referred  to  in  Floy's  fi^rst  class,  as  above,  to  the  appro- 
priate items  of  the  reproduction  schedule,  and  by  classing  the  costs 
and  losses  of  the  development  period  as  development  expense  and  con- 
fining going  value  strictly  to  its  intangible  aspect,  depending  on  a 
study  of  the  income  account  which  reflects  the  advantages  accruing 
from  enlarged  business,  social  growth,  and  other  factors  of  improve- 
ment and  progress.  Floy's  third  class  does  not  exactly  define  the 
Committee's  idea,  because  it  means  the  whole  exchange  value  of  the 
property,  while  the  Committee  considers  going  value  to  be  a  sum 
that  may  be,  under  some  circiimstances,  added  to  the  appraisal  of  the 
physical  property.  It  is  the  difference  between  the  exchange  and 
physical  values,  and  includes  and  is  the  resultant  of  the  intangible 
values  pertaining  to  all  the  features  discussed  in  this  chapter.  No 
division  is  possible  between  the  value  of  franchise,  favorable  location, 
good-will,  or  the  other  elements  of  advantage.  Their  effects  automati- 
cally add  together  to  make  up  what  is  distinctly  going  value. 

If,  from  the  actual  net  earnings  for  a  given  year  available  for  dis- 
tribution there  is  subtracted  a  fair  return  on  the  reproduction  cost, 
including  therein  all  proper  overhead  charges,  development  expenses, 
and  other  tangible  capital  items,  including  appreciation  in  value,  less 
"depreciation  of  valuation",  the  remainder  will  be  a  measure  of  the 
income  from  going  value  for  that  year.  Whether  or  not  such  income 
may  be  capitalized  and  added  to  reproduction  cost  is  debatable.  If  the 
remainder,  thus  obtained,  is  not  zero,  its  algebraic  sign  will  determine 
whether  the  going  value  is  positive  or  negative  in  the  case  under  review. 

Going  value  derived  from  large  earnings  is  legitimate  and  inevi- 
table in  comi)etitive  utilities,  like  the  steam  railroads  of  this  country, 
steamship  lines,  and  most  manufacturing  enterprises,  the  favorable 
location  and  good  management  of  which  give  them  advantage  over 
rivals    less    favorably    conditioned.      In    competitive    enterprises    the 
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favorably  located  and  well  managed  one  will  naturally  and  properly 
receive  a  higher  rate  of  return  on  its  cost  than  the  other  one. 

When  several  properties  are  to  be  combined  in  a  single  corporation, 
their  exchange  values  seem  to  furnish  the  principal  basis  for  adjusting 
the  financial  ratios  between  them. 

Good  Will. 

This  feature  is  defined  as  follows  in  the  Glossary: 

"In  ordinary  business,  the  good  will  represents  the  special  value 
that  a  business  has  by  reason  of  its  popularity  and  the  amount  of  bus- 
iness thereby  attracted.    It  is  a  part  of  the  value  of  a  'going  concern'." 

As  applied  to  a  department  store  or  to  professional  practice,  good- 
will is  a  large  item  of  intangible  value.  In  some  kinds  of  competing 
utilities  it  vmdoubtedly  has  weight.  Its  effect  in  any  case  merges  into 
the  resultant  described  in  the  last  section,  and  the  conditions  accruing 
among  competitive  utilities  are  the  same  with  this  as  with  going  value. 
In  monopolies  the  highest  Court  has  decided  that  good  will  is  not  an 
element  to  be  considered  independently  in  the  valuation.  In  the  case 
of  Willcox  V.  Consolidated  Gas  Co.  (212  U.  S.,  19,  January  4,  1909), 
Mr.  Justice  Peckham  said: 

''We  are  also  of  the  opinion  that  it  is  not  a  case  for  a  valuation 
of  'good  will'.  The  master  combined  the  franchise  value  with  that 
of  good  will,  and  estimated  the  total  value  at  $20  000  000. 

"The  complainant  has  a  monopoly  in  fact,  and  a  consumer  must 
take  gas  from  it  or  go  without.  He  will  resort  to  the  'old  stand'  because 
he  cannot  get  gas  anywhere  else.  The  Court  below  excluded  that  item, 
and  we  concur  in  that  action." 

Efficiency — Favorable  Business  Arrangements — Design. 

These  features  are  important,  and,  together  with  good  management, 
should  be  encouraged.  They  add  largely  to  the  intangible  value  of 
a  property;  being,  in  fact,  a  major  factor  in  going  value  which  has 
been  discussed  above. 

It  is  often  said  that  efficient,  economical  management  is  not  encour- 
aged by  regulation;  but  this  should  not  be  the  necessary  result.  The 
English  method  of  gas  company  regulation  called  the  "London  Sliding 
Scale"  is  perhaps  the  most  prominent  attempt  to  encourage  efficiency 
that  has  yet  been  tried.  It  was  adopted  in  1904  by  a  Legislative  act  of 
the  State  of  Massachusetts  in  an  arrangement  with  the  Boston  Con- 
solidated Gas  Co.  At  that  time  the  price  per  thousand  feet  of  gas 
was  fixed  at  90  cents,  and  the  dividend  to  the  stockholders  of  the  com- 
pany at  7%,  and  the  provision  made  that  if  in  any  year  the  price  was 
reduced  below  90  cents  the  rate  of  dividend  for  the  succeeding  year 
might  be  rai.sed  one-fifth  of  1%  for  each  cent  of  reduction  below  90 
cents.  Provision  was  made  in  the  Act  for  creating  a  surplus  fund, 
if  the  earnings  were  not  entirely  exhausted  by  the  dividends  allowed, 
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aud  for  increasing  the  price  to  consumers,  if  necessary  in  the  judgment 
of  the  Gas  and  Electric  Light  Commission.  The  Act,  following 
English  precedent,  provides  that  additional  stock  may  be  issued  with 
the  approval  of  the  commission,  but  such  issue  shall  be  sold  at  public 
sale  under  competitive  bids;  also  that  the  standard  price,  the  scale, 
and  the  dividend  rate  shall  be  subject  to  readjustment  after  ten  years 
from  the  passage  of  the  Act.  At  present  (1916)  the  price  of  gas 
under  this  arrangement  is  SO  cents  and  the  dividend  rate  9  per  cent. 
The  regulating  board  has  radical  changes  in  the  method  of  control 
under  consideration.  In  England  the  scheme  has  been  in  operation 
for  thirty  years  or  more,  and  does  not  work  with  entire  satisfaction, 
except  for  a  limited  number  of  years  after  its  adoption.  In  some  cases 
the  companies  have  not  increased  dividends  as  the  scale  allows  them 
to  do,  evidently  on  accotmt  of  the  possibility  of  competition  from  other 
jiroducers.  This  shows  that  natural  competition,  left  free  to  act,  is 
the  real  regulator  where  competition  may  exist. 

Though  the  group  of  factors  named  in  the  caption  of  this  section 
adds  greatly  to  the  exchange  or  market  value  of  a  property,  they  cannot 
in  general  be  separately  included  in  an  inventory  of  either  original 
or  reproduction  cost;  but  where  exceptional  efficiency  in  design,  con- 
struction, and  management  is  manifest,  its  results,  although  intangible, 
should  be  recognized  and  encouraged  by  the  regulating  body. 

Leases — Easements — Water  Rights — Traffic  and  Operating  Agree- 
ments— Strategic  Location  and  Advantages — and  Other 
Privileges. 

These  are  often  elements  of  substantial  value.  They  are  entitled 
to  careful  analysis  and  consideration  in  accord  with  their  just  dues. 
They  are  in  the  nature,  however,  of  special  problems,  often  highly 
complex  and  legal  in  character,  varying  greatly  with  locality,  environ- 
ment, and  attendant  circumstances.  Therefore  they  will  not  be  dis- 
cussed in  detail  herein. 

Conclusion. 

With  reference  to  intangible  value  as  a  whole,  the  Committee  takes 
the  ground  that,  in  finding  original  or  reproduction  cost,  there  must 
be  included  first,  the  tangible  elements  (including  development  expense) 
to  which  cost  can  be  assigned  or  which  can  be  separately  scheduled, 
with  an  attached  value  based  on  concrete  facts;  and,  second,  that 
pertinent  facts,  bearing  upon  the  intangible  values,  should  thereafter 
be  developed  independently,  as  an  aid  to  the  formation  of  sound  judg- 
ment as  to  their  value. 

Exceptional  efficiency— although  practically  difficult  of  recognition 
and  compensation  in  any  plan  of  valuation,  and  outside  of  strict 
engineering  analysis — should  be  recognized  by  Courts  and  commissions, 
when  appraising  property. 
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GLOSS  AKY. 
Accounting  Cost. 

See  Book  or  Accounting  Cost,  under  Cost — Investment. 

Accounting — Depreciation. 

See  Deprecation  Accounting. 

Accounting^Metbods  of. 

See  Depreciation  Accounting. 

Actual  Cost. 

See  Original  Cost,  under  Cost — Investment. 

Additions. 

Structures,  facilities,  equipment,  and  other  property  units  added  to 
those  in  service  and  not  taking  the  place  of  any  property  for  like 
purposes. 

See  also  Betterments. 

Age. 

Under  Expectation  of  Life — Life  Term. 

Amortization  Fund. 

See  Sinking  Fund. 

Amortize. 

To  extinguish  a  liability  or  debt  by  means  of  a  sinking  fund.  The 
word,  however,  is  frequently  used  in  connection  with  such  extinguish- 
ment by  other  means. 

Annuity. 

An  annual  allowance  or  payment;  generally  an  equal  sum  each 
year,  such  as  the  payment  to  a  sinking  fund. 

Appreciation. 

A  general  definition  is  gain  in  value  or  worth.  As  used  in  con- 
nection with  the  valuation  of  public  service  property,  this  term  is  gen- 
erally restricted  to  physical  items,  and  measures  their  gain  in  value 
due  to  age,  use,  and  properly  directed  labor.  Its  principal  application 
in  connection  with  railroads  is  to  roadbed,  which,  for  instance,  is  in- 
creased in  value  by  solidification  and  grassing  of  slopes. 

The  appreciation  in  land  values  will  be  called  an  increment. 

Average,  Weiglited. 

See  Weighted  Average. 

Betterments. 

Physical  changes  in  roadway,  structures,  facilities,  or  equipment, 
the  object  of  which  is  to  make  the  properties  affected  more  useful, 
efficient,  or  safe,  or  of  greater  capacity. 


I 
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Book  or  Accounting  Cost. 

Fnder  Cost — Investment. 
Capital. 

'*A  portion  of  wealth  which  is  set  aside  for  the  production  of  addi- 
tional wealth. 

"While  this  is  the  sense  in  which  the  word  'capital'  is  used  in 
economics,  in  bookkeeping  the  term  'capital  account'  is  often  used  to 
mean  assets  on  the  credit  or  passive  side  which  denote  proprietorship."* 

^Yor^c^ng  Capital. — The  capital  in  the  form  of  cash,  stock  on  hand, 
and  other  current  assets,  which  must  be  kept  available  for  the  opera- 
tion, maintenance  and  administration  of  a  property. 

Capitalization  Base. 

Under  Yalue. 

Cltarges. 

See  Overhead  Charges. 

Charter. 

A  grant  of  power  by  the  proper  authority  to  a  group  of  individuals 
to  become  a  corporation,  in  order  that  they  may  act  as  a  unit  for  a 
specific  purpose. 
Compound-Interest  Metliod. 

See  \mder  Depreciation  Accounting. 

Construction  Period. 

That  part  of  the  production  or  reproduction  period  extending  from 
the  inception  of  an  -undertaking  to  the  completion  of  its  construction 
and  the  beginning  of  its  regular  operation.  The  definition  may  apply 
either  to  a  whole  property,  or  to  substantial  parts  of  it  constructed 
at  different  times. 

This  period  is  followed  by  the  physical  development  period,  in 
which  are  incurred  construction  costs  necessary  to  bring  the  physical 
property  to  its  present  operating  efficiency.  (See  Reproduction 
Period.) 

Cost. 

Cost -Investment. — In  the  case  of  a  new  public  service  property,  in 
which  nothing  has  been  added  or  abandoned,  the  outlay  incurred  in 
creating  the  property,  not  only  money  outlay,  but  also  the  money  value 
of  services  rendered  and  of  other  considerations  involved. 

In  the  case  of  old  properties  to  which  many  additions  have  been 
made,  and  wherein  many  items  of  property  have  been  worn  out  and 
replaced  one  or  more  times,  either  in  kind  or  otherwise,  these  words, 
when  not  qualified,  have  no  generally  accepted  meaning,  and  have  been 
used  by  the  Courts,  commissions,  and  others  in  a  very  loose  way. 

*  From  "The  Accountancy  of  Investment",  by  Charles  E.  Sprague. 
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The  words  are  frequently  qualified,  as,  for  instance,  original  cost, 
actual  cost,  original  cost  to  date,  original  cost  plus  improvements,  but 
even  these  qualified  terms  appear  to  have  no  generally  accepted 
meaning. 

BooTc  or  Accounting  Cost. — The  cost  as  shown  by  the  books.  This 
necessarily  depends  on  the  method  of  bookkeeping  used.  It  is  fre- 
quently the  case  that  book  cost  fails  to  include  the  value  of  services 
rendered  in  promotion  and  construction,  for  which  no  money  payment 
was  made,  and  such  costs  as  those  due  to  additions  and  betterments, 
interest  on  capital  during  construction,  and  the  bringing  of  the 
property  to  its  full  present  condition  of  operating  efficiency,  which 
may  have  been  paid  for,  out  of  earnings  or  otherwise,  but  properly 
belong  in  the  capital  account.  On  the  other  hand,  it  may  include 
charges  for  replacements  which  do  not  properly  belong  to  the  capital 
account,  and  may  continue  to  include  investment  in  property  which 
has  been  retired  without  being  credited  on  the  books. 

Cofif  of  Reproduction — Reproduction  Cost — Replacement  Cost — 
Cost  of  Duplication. — The  estimated  cost  of  reproducing  the  property 
without  deduction  for  the  loss  of  value  due  to  age  or  other  causes. 

Original  Cost — Original  Cost  to  Date — Original  Cost  Plus  Im- 
provements— Actual  Cost. — These  terms  are  often  used  interchange- 
ably, though  suggesting  different  things.  The  Committee  believes  that 
"original  cost  to  date"  and  "actual  cost"  are  the  better  terms  and 
defines  them  as  the  cost  of  the  original  construction,  plus  all  charges 
against  capital  proper,  under  approved  accounting  principles,  for  ex- 
penditures incurred  thereafter,  and  minus  all  proper  credits  to  capital 
for  the  cost  of  property  which  has  been  disposed  of  or  otherwise  retired. 

Under  this  definition  the  "original  cost  to  date"  or  "actual  cost" 
of  a  property  is  the  first  cost  of  the  identical  property  imits  now 
in  use,  including  overhead  charges.  The  former  is  a  term  used  in  the 
Federal  Valuation  Act,  and  may  be  authoritatively  defined  by  the 
Interstate  Commerce  Commission. 

Cost  of  Reproduction. 

Under  Cost — Investment. 

Current  Repairs. 

See  Kepaiks. 

t 

Decrement. 

See  Dei'heciation. 

Decrepitude. 

IJecretlon. 

Ihuhv  Depkeciation. 
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Deferred  Maintenance. 

A  technical  term  used  in  couiiection  with  public  service  properties, 
representing  the  amount  which  must  be  expended  in  repairs  and 
renewals  to  bring  plant  units  to  an  operating  condition  normal  for  the 
character  of  service  to  which  they  are  devoted. 

Depletion. 

Under  Depreciation. 

Depreciated  Value. 

S(>o  Remaining  or  Depreciated  Value,  under  Vamje. 

Depreciation. 

A  general  definition  is  lowering  in  value  or  worth.  As  used  in  con- 
nection with  the  valuation  of  public  service  property,  it  is  the  loss  of 
value  due  to  age  and  use,  including  the  loss  from  deterioration,  wear 
and  tear,  inadequacj',  obsolescence,  depletion,  and  other  similar  causes. 

Discussion  of  depreciation  generally  includes,  also,  causes  of  loss 
of  value  or  worth,  and  methods  of  depreciation  accounting  and  of  re- 
storing the  loss  to  the  property  or  its  ov^oiers. 

The  depreciation  in  land  values  will  be  called  a  decrement. 

Accrued  Depreciation. — Depreciation  which  has  taken  place.  It 
may  have  reference  to  existing  property  only,  or  it  may  include  also 
the  abandoned  property. 

Decrepitude. — A  term  sometimes  used  in  connection  with  public 
service  properties  as  having  a  meaning  similar  to  deterioration. 

Decretion. — Loss  of  service  life. 

Deferred  Maintenance. — See  Deferred  Maintenance. 

Depletion. — Permanent  loss  of  value  due  to  exhaustion,  or  perma- 
nent lessening  of  value,  as,  for  example,  of  mining  properties. 

Depreciation  of  Valuation  or  Fair  Depreciation. — The  sum  which 
should  be  deducted  from  original  cost  to  date  or  from  estimated  cost 
of  reproduction  new,  as  a  step  in  finding  that  which  the  courts  have 
called  "fair  value". 

Deterioration. — Reduction  in  the  quality  of  a  property  unit  or  in 
its  efficiency  for  service,  due  to  its  physical  condition. 

Fair  Depreciation. — See  Depreciation  of  Valuation,  supra. 

Functional  Depreciation. — Depreciation  due  to  inadequacy,  obsoles- 
cence, and  supersession. 

Inadequacy. — The  insufficiency  of  a  unit  to  perform  fully  the  func- 
tion required  of  it. 

Obsolescence. — The  condition  or  process  by  which  units  gradually 
cease  to  be  useful  or  profitable  as  a  part  of  the  property,  on  account 
of  changed  conditions. 

Physical  Depreciation. — Depreciation  due  to  deterioration,  such 
as  use.  wear  and  tear,  accident. 
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Supersession. — The  substitution  of  a  more  profitable  or  efficient 
unit  for  the  existing  property  unit. 

Wear  and  Tear.- — The  physical  deterioration  of  a  property  unit 
occasioned  by  its  use. 

Depreciation  Accounting. 

The  branch  of  accounting  by  which  loss  of  value  is  provided  for 
or  accounted  for  either  wholly  or  in  part.  There  are  various  methods, 
among  which  are: 

1. — Eeplacement  MetJtod. — This  method  makes  provision  from  the 
earnings  for  reimbursement  for  the  cost,  less  salvage,  of  property 
units  retired  when  they  reach  the  ends  of  their  service  lives,  whether 
for  replacement  or  for  any  other  reasons. 

2. — Sinking-Fund  Method. — This  method  makes  provision  from  the 
earnings  for  equal  annual  depreciation  allowances  of  such  size  for  any 
property  unit  that  if  these  allowances  are  invested  in  a  sinking 
fund  they  will,  with  accumulations  of  interest  compounded  annually, 
amount  to  the  cost,  less  salvage,  of  the  unit  at  the  time  when  it  reaches 
the  end  of  its  estimated  service  life.  In  applying  this  method,  it  has 
been  common  practice  to  compute  annuities  upon  a  basis  of  original 
or  reproduction  cost  and  total  service  life,  but  the  method  applies  as 
well  if,  at  any  time,  actual  value  and  remaining  service  life  are  used. 

S. — Compound-Interest  Method. — (The  same  as  the  Equal- Annual- 
Payment  Method  discussed  in  the  Committee's  Progress  Report.)  This 
method  makes  provision  from  the  earnings  for  annual  depreciation 
allowances,  for  any  property  unit,  of  such  increasing  sizes  from  the 
beginning  to  the  end  of  its  estimated  service  life  that  when  the  same 
interest  rate  is  used  for  determining  the  return  on  capital  and  the 
depreciation  allowances,  the  sum  of  the  return  and  the  allowance  is 
the  same  in  each  year  of  such  life.  The  rate  of  increase  of  the  suc- 
cessive depreciation  allowances  is  also  such  that  the  "present  worth" 
of  each  is  the  same.  The  sum  of  the  allowances  without  interest  equals 
the  cost,  loss  salvage,  of  each  unit  when  it  reaches  the  end  of  its  esti- 
mated service  life. 

1^.— -Straight-Line  Method. — This  method  makes  provision  from  the 
earnings  for  equal  annual  depreciation  allowances  of  such  size,  for 
any  property  unit,  that  the  sum  of  the  allowances,  without  interest, 
will  equal  the  cost,  less  salvage,  of  each  unit  when  it  reaches  the  end 
of  its  estimated  service  life.  The  annual  depreciation  allowances  by 
this  method  are  each  equal  to  the  cost,  less  salvage,  of  the  property  unit 
divided  by  the  number  of  years  of  its  expectation  of  life. 

5. — Unit-Cost  Method. — This  method  is  based  on  the  conception 
that  the  value  of  a  plant  unit  should  be  decreased  from  year  to  year 
to  such  an  extent  that  the  cost  per  unit  of  output  or  service,  taking 
into  account  all  annual  charges  for  interest,  depreciation,  repairs,  cost 
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of  operating,  etc..  shall  be  constant  during  each  year  of  the  estimated 
service  life  of  the  unit. 

Depreciation  Allowance  -  Renewal  Allowance— Retiring  Allowance. 

The  provision  which  should  be  made  through  the  rates  by  which 
a  sum  may  be  taken  from  earnings  periodically  for  offsetting  the 
decrease  in  value  or  worth  of  existing  plant  units.  In  accordance 
with  methods  of  accounting  in  general  use  by  railroads  for  a  part 
of  their  property,  and  by  some  other  public  service  corporations,  the 
annual  decrease  in  value  or  worth  is  offset  wholly  or  in  part  by  charges 
to  maintenance  or  renewal  expenses. 

Depreciation  Fund — Renewal  Fund. 

A  fund  consisting  of  cash  or  other  quick  assets  set  aside  for  the 
purpose  of  renewing  property  subject  to  depreciation  when  it  ceases 
to  be  serviceable.  This  fund  appears  in  the  asset  column  of  a  financial 
statement,  and  may  have  no  direct  relation  to  the  depreciation  reserve. 

Depreciation  Reserve— Retiring  Reserve. 

The  excess  of  past  charges  to  "operating  expenses"  for  deprecia- 
tion which  have  been  credited  to  the  depreciation  reserve  account, 
over   and  above  those  retirements  which  have  been   charged   thereto. 

Deterioration. 

Under  Depreciation. 

Development  Expense. 

A  term  which  may  be  applied  to  all  expenses  incurred  in  developing 
a  property.  In  this  report,  however,  it  is  limited  to  the  expenses 
incurred  in  developing  the  property  and  business  after  the  period  of 
regular  operation  begins.  That  portion  of  development  expense  in- 
curred in  tuning  up  the  plant  and  bringing  the  property  to  present 
operating  efficiency  during  the  physical  development  period  may  be 
accounted  for  as  a  construction  cost.  To  a  large  extent,  development 
expense  represents  the  deficiency  in  net  distributable  earnings  below 
a  "fair  return"  on  the  "fair  value"  of  the  property  during  the  early 
period  of  operation  after  original  construction,  and  after  important 
betterment  or  reconstruction.  In  other  words,  it  is  the  cost  of  creating 
the  business. 

Development  Period— Physical. 

See  Physical  Development  Period. 

Duplication  Cost. 

See  Cost  of  Reproduction,  under  Cost — Investment. 

Equal-Annual-Payment  Method. 

Under  Depreciation  Accounting. 
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Exchange  Value. 

Under  Value. 

Expectation  of  Life — Life  Term. 

These  terms  mean  the  estimated  economically  useful  life  of  the  dif- 
ferent units  or  different  groups  of  units  of  which  a  property  is  com- 
posed. 

Age. — The  length  of  time  that  the  property  unit  has  been  in 
use.     Sometimes  referred  to  as  past  life. 

Remaining  Life — Remaining  Service  Life. — Generally,  the  differ- 
ence between  the  age  and  the  total  expectation  of  life  of  a  property 
unit;  but,  as  the  unit  grows  older,  the  estimate  of  remaining  service 
life,  sometimes  termed  future  life,  may  be  changed  by  the  condition 
of  the  property  at  the  time  of  its  appraisal. 

Expense — Development. 

See  Development  Expense. 

Expenses —  Operating. 

See  Operating  Expenses. 

Fair  Return. 

This  term  is  used  to  indicate  the  return  to  which  the  owner  of  a 
public  utility  is  equitably  entitled  for  the  use  of  his  capital,  in  view 
of  the  risks  involved  and  the  efficiency  displayed  in  management. 

Fair  Value. 

Under  Value. 

Franchise. 

The  authority  granted  by  government  to  a  person  or  corporation  to 
create  and  operate  a  public  service  property,  to  use  public  property, 
and  often  to  condemn  property. 

Going  Value — Going  Concern  Value. 

These  terms  have  been  given  many  definitions.  Mr.  Justice 
Moody,  in  the  Knoxville  case,  referring  to  an  allowance  for  the  going 
concern,  makes  this  statement : 

"The  latter  sum,  we  understand  to  be  an  expression  of  the  added 
value  of  the  plant  as  a  whole,  over  the  sum  of  the  values  of  its  com- 
ponent parts,  which  is  attached  to  it  because  it  is  in  active  and  suc- 
cessful operation  and  earning  a  revenue." 

The  term  "going  value"  has  also  been  given  a  less  comprehensive 
meaning,  in  the  valuation  of  public  service  properties,  making  it  cor- 
respond closely  with  what  has  been  defined  heretofore  as  "development 
expense";  for  instance.  Judge  Miller,  in  the  Kings  County  Lighting 
case,  said: 

"I  define  'going  value'  for  rate  purposes  as  involved  in  this  case 
to  be  the  amount  equal  to  the  deficiency  of  net  earnings  below  a  fair 
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return  on  tho  actual  investment  due  solely  to  the  time  and  expenditure 
reasonably  necessary  and  proper  to  the  development  of  the  business 
and  property  to  its  present  stage,  and  not  comprised  in  the  valuation 
of  the  physical  property." 

The  Committee  defines  the  term  as  the  difference  between  the 
exchange  value  and  the  physical  value  of  an  established  and  operating 
property,  due  to  the  intangible  values — such  as  franchise,  good  will, 
efficiency,  favorable  business  arrangements,  designs,  strategic  location, 
leases,  easements,  traffic  and  operating  agreements,  water  rights, 
strategic  advantages,  and  other  rights  or  privileges — in  contradis- 
tinction and  addition  to  the  development  expense  (or  tangible  costs 
and  losses  of  the  business-acquisition,  or  development-period,  which 
are  to  be  included  in  the  physical  value  of  the  property). 

Qood  WW. 

In  ordinaiy  business,  the  good  will  represents  the  special  value  that 
a  business  has  by  reason  of  its  popularity  and  the  amount  of  business 
thereby  attracted.    It  is  a  part  of  the  value  of  a  "going  concern". 

Improvements. 

Additions  and  betterments  to  an  existing  property. 
Inadequacy. 

Under  Depreciation. 
Increment. 

See  Appreciation. 
Intangible  Value. 

Under  Value. 
Inventory. 

The  schedule  with  items  multiplied  by  appropriate  prices. 

Investment. 

See  Cost — Investment. 

Item. 

Under  Unit. 
Items— Measurable. 

See  Measurable  Items,  under  UmT. 
Life— Remaining. 

See  Remaining  Life,  under  Expectation  of  Life. 
Life  Term. 

See  Expectation  of  Life. 

Maintenance. 

The  act  of  keeping  a  property  in  condition  to  perform  adequately 
and  efficiently  the  service  for  which  it  is  used.  The  term  may  be 
applied  either  to  the  property  units  which  are  kept  in  such  serviceable 
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condition  by  repairs  or  otherwise,  or  to  the  property  as  a  whole  which 
may  be  kept  in  such  condition  by  the  replacement  of  parts  which 
become  worn  or  otherwise  inefficient. 

Under  the  rules  prescribed  by  the  Interstate  Commerce  Commis- 
sion for  steam  roads,  the  word  "maintenance"  has  a  broader  signifi- 
cance, as  maintenance  expenses  include : 

"also  the  loss  through  depreciation  of  the  property  used  in  operations, 
including  all  such  expenses  resulting  from  ordinary  wear  and  tear  of 
service,  exposure  to  the  elements,  inadequacy,  obsolescence,  or  other 
depreciation,  or  from  accident,  fire,  flood,  or  other  casualty." 

Maintenance— Deferred. 

See  Deferred  Maintenance. 
Market  Value. 

Under  Value.  ; 

Measurable  Items. 

Under  Unit. 

Obsolescence. 

Under  Depreciation. 

Operating  Expenses. 

Strictly  speaking,  these  are  the  expenses  incurred  in  operating  a 
property,  for  which  its  owner  is  entitled  to  receive  reimbursement 
through  sufficiently  large  earnings.  In  accounting,  the  term  has  been 
given  a  broader  meaning  to  include  all  expenses  necessary  for  the 
maintenance  of  the  integrity  of  the  property  and  its  operation. 

Original  Cost — Original  Cost  to  Date — Original  Cost  plus  Improvements. 

Under  Cost — Investment. 

Overhead  Charges. 

This  is  a  term  used  for  expenses  incurred  in  producing  a  property, 
which  cannot  well  be  included  in  the  unit  prices.  The  methods  of 
accoimting  used  in  connection  with  the  construction  of  public  or 
public  service  works  do  not,  as  a  rule,  provide  for  the  charging  of  such 
expenses  as  those  for  promotion,  administration,  engineering,  interest, 
and  many  other  things  to  the  different  property  units,  although  they 
are  necessarily  a  part  of  the  cost  of  such  units.  In  the  preparation  of 
estimates  of  cost  provision  must  be  made,  also,  for  contingencies  which 
experience  has  shown  do  arise  durin<r  construction.  Ileucc,  the  engi- 
neer, using  all  available  accounts  and  records  as  a  basis,  can  make 
the  most  accurate  estimate  of  reproduction  cost  by  applying  unit 
prices  which  do  not  include  these  overhead  charges,  and  adding  for 
the  different  elements  which  make  up  the  overhead  charges  such  per- 
centages of  the  total  cost  of  the  plant  units  or  measurable  items  of 
property,  otherwise  obtained,  as  are  warranted  by  experience. 
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Physical  Development  Period. 

The  period,  following  the  construction  period,  necessary  to  bring 
any  physical  property  to  present  operating  efficiency. 

Physical  Value. 

Under  Value. 

Plant  Unit. 

See  Unit. 

Prices. 

See  Unit  Prices. 

Property. 

See  Public  Service  Property. 

Property  Unit, 

See  Unit. 
Public  Purchase  Base. 

Under  Value. 
Public  Service    Commission. 

The  general  title  given  to  a  public  body  authorized  by  lavi^  to 
regulate  or  control  the  actions  of  individuals,  corporations,  or  public 
bodies  owning  or  operating  public  utilities.  As  a  rule,  the  authority 
is  conferred  on  special  bodies,  as,  for  example,  the  Interstate  Com- 
merce Commission,  and  the  public  sen^ice  commissions  which  have 
been  created  in  recent  years  in  most  of  the  States,  but  this  authority 
may  also  be  conferred  on  the  governing  bodies  of  cities,  as,  for  in- 
stance, in  California,  where,  by  the  provisions  of  the  Constitution  of 
the  State,  the  supervisors  of  a  city  were  until  recently  required  each 
year  to  fix  the  rates  for  water  supplied  by  public  service  corporations 
to  such  city  and  its  inhabitants. 

Public  Service  Property— Public  Utility. 

The  popular  names  given  to  a  property  created,  under  the  pro- 
visions of  a  general  or  special  law,  to  furnish  service  to  the  public. 
The  public  utility  may  be  owned  or  controlled  by  individuals,  a  cor- 
poration, or  a  public  body. 

Public  Utility. 

See  Public  Service  Propektv. 
Rating  Base. 

See  Return  Base  under  Value. 
Remaining  Life — Remaining  Service  Life. 

Under  Expectation  of  Life. 
Remaining  or  Depreciated  Value. 

Under  Value. 
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Renewal— Renewal  in  Kind—Replacement. 

Renewal. — The  making  new  of  plant  units  by  replacing  them  with 
corresponding  new  units,  although  the  term  is  sometimes  used  even 
when  the  new  units  are  not  altogether  similar  to  those  replaced. 

Renewal  in  Kind. — Used  to  indicate  that  the  renewal  is  made  with 
an  identical  plant  unit. 

Replacement. — The  act  of  replacing  a  plant  unit  which  is  going 
out  of  service,  with  a  substitute  wliich  may  be  either  identical  with 
the  unit  replaced  or  diflferent  from  it.  A  replacement  which  increases 
the  value  is  classed  as  an  improvement  to  the  extent  of  its  increased 
cost. 

Renewal  Allowance. 

See  Depreciation  Allowance. 

Renewal  Fund. 

See  Depreciation  Fund. 

Renewal  in  Kind. 

Under  Renewal. 

Repairs. 

The  process  of  mending  or  of  restoring  to  a  sound  and  good  state. 
In  connection  with  the  valuation  of  a  public  service  property,  the  word 
may  have  two  very  different  meanings.  It  may  mean  either  the  mend- 
ing and  restoring  of  parts  of  a  unit  to  keep  it  in  a  sound  and  good 
state,  or  the  mending  and  restoring  of  the  defective  parts  of  the  whole 
plant  to  maintain  it  in  a  sound  and  good  state.  The  meaning  intended 
is  sometimes  indicated  by  the  context,  and  where  not  so  indicated  the 
difference  in  meaning  is  a  source  of  misunderstanding. 

The  frequently  used  term  current  repairs  refers  to  the  repairs  be- 
longing to  the  time  immediately  passing,  and,  like  the  word  repairs, 
may  relate  either  to  plant  units  or  to  the  whole  plant.    • 

Replacement. 

Under  Renewal. 

Replacement  Cost. 

See  Cost  of  Reproduction,  under  Cost — Investment. 

Replacement  Method. 

Tinder  Dei'klciation  Accounting. 

Reproduction  Cost. 

See  Cost  of  Reproduction,  under  Cost — Investment. 

Reproduction  Period. 

The  period  estimated  as  necessary  for  the  inception,  construction 
and  bringing  to  present  operating  efficiency  of  any  property.     It  em- 
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braces  a  construction  and  a  physical  development  period  and  the  period 
necessary  to  acquire  the  business  of  the  utility. 

Retiring  Allowance. 

Se.^    nEPRECIATION  ALLOWANCE. 

Iletiring  Reserve. 

Ste  Depreclxtiox  Reserve. 

Return  Base. 

Under  Value. 
Salvage  or  Scrap  Value. 

Under  Value. 
Schedule. 

A  detailed  list  of  all  of  the  items  of  property. 

Scrap  Value. 

See  Salvage  or  Scrap  Value,  under  Value. 

Service  Life. 

See  ExPECT.ATioN  of  Life. 

Sinking  Fund — Amortization  Fund. 

A  fund  instituted  and  invested  in  such  wise  that  its  gradual  ac- 
cr.mulations  will  enable  it  to  meet  and  wipe  out  a  liability  or  debt  at 
maturity.  The  term  "sinking  fund"  is  sometimes  used  loosely  in  con- 
nection with  any  kind  of  a  fund  which  will  reach  the  amount  of  a 
liability  or  debt  at  maturity,  but  should  be  used  only  in  connection 
with  a  fund  made  up  of  annual  or  other  instalments  which  require  the 
accumulation  of  interest  in  order  to  reach  the  full  value  at  maturity. 

Sinking' Fund  Method. 

Under  Depreciation  Accounting. 
Straight-Line  Method. 

Under  Depreciation  Accountinc 

Supersession. 

Under  Depreciation. 
Taxing  Base. 

Under  Value. 
Unit. 

A  subdivision  of  a  plant  or  property  consisting  of  a  single  article 
or  item,  or  a  group  of  articles  or  items.  The  subdivision  of  the  plant 
or  property  into  units,  not  necessarily  the  same  for  different  pur- 
poses, for  convenience  in  estimating  cost  or  in  estimating  and 
placing  depreciation.  A  plant  unit  is  a  subdivision  of  the  physical 
property;  a  property  unit  a  subdivision  of  either  physical  or  intangible 
property. 
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The  term  plant  unit  generally  relates  to  a  complete  unit  like  a  loco- 
motive, a  building,  or  a  dam,  and  not  to  the  parts  like  the  wheels  of  a 
locomotive,  the  windows  of  a  building,  or  the  earthwork  or  masonry 
of  a  dam. 

The  word  unit  may  be  at  times  synonymous  with  the  word  item,  but 
frequently  will  include  two  or  more  similar  or  dissimilar  items.  For 
instance,  a  dam  may  be  called  a  property  unit,  but,  in  estimating  its 
cost  of  reproduction,  its  various  parts,  such  as  earthwork,  masonry, 
paving,  etc.,  would  be  entered  as  items  in  the  schedule.  On  the  other 
hand,  an  item  in  a  summarized  schedule  often  includes  many  units. 

Item. — An  article;  also  a  separate  article  or  entry  in  an  account 
or  schedule. 

Measurable  Items. — Items  of  physical  property  which  can  be  counted 
or  measured. 

Unit' Cost  Method. 

Under  Depreciation  Accounting. 

Uait  Prices. 

These  are  the  prices  or  costs  to  be  set  opposite  each  plant  unit  of 
the  schedule,  as  multipliers. 

Valuation. 

The  general  definition  is  the  act  of  valuing.  In  connection  with 
public  service  property,  the  word  means  the  determination  of  actual 
or  reproduction  cost,  depreciation,  and  the  many  other  factors  which 
affect  "fair  value"  or  the  bases  for  estimating  "fair  return",  permis- 
sible capital,  public  purchase  price,  or  proper  taxation  and  the  deter- 
mination of  such  "fair  value"  or  bases. 

Value. 

Primarily  defined  in  the  Standard  Dictionary  as  "the  desirability 
or  worth  of  a  thing  as  compared  with  the  desirability  of  something 
else".  As  the  desirability  or  worth  of  a  thing  is  usually  estimated  in 
money,  this  definition  in  the  present  case  may  be  abbreviated  to  ''the 
desirability  or  worth  of  a  thing,  estimated  in  money". 

As  indicated  in  the  introductory  chapter,  the  Committee  is  of  the 
opinion  that  the  confusion  which  has  resulted  from  the  use  of  the 
word,  value,  because  of  the  many  different  shades  of  meaning  that  have 
been  given  to  the  word,  is  so  great  as  to  justify  a  modified  terminology. 
It  therefore  recommends: 

(a)  that  the  meaning  to  be  attached  to  the  word  value  be  the 
primary  meaning  as  defined  in  the  first  paragraph,  except 
when  it  is  necessary  to  use  the  words  "value"  and  "fair  value" 
with  the  meanings  assigned  to  them  by  the  Courts; 
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(6)  that,  in  so  far  as  the  practice  of  valuation  is  concerned,  the 
word  should  not  be  used,  except  as  above  stated,  without 
proper  modifying  words  to  indicate  what  meaning  is  intended; 

(c)  that  the  principal  purposes  of  valuation  being  to  furnish  a 
basis  for  a  purchase  or  rental  price,  to  obtain  evidence  as  a 
guide  for  rate-making  or  the  determination  of  the  reason- 
ableness of  rates,  to  furnish  a  basis  for  authorization  of 
capital,  and  to  furnish  a  basis  for  taxation — these  bases  not 
being  necessarily  the  same  and  not  being  the  equivalent  of 
value  in  every  case — the  use  of  the  word  value  should  be 
avoided  and  the  propriety  of  the  following  terms  recognized: 

Capitalization  Base. — The  sum  on  which  capital  securities  may  be 
issued  or  authorized. 

Public  Purchase  Base. — The  price  which  should  be  paid  in  the  case 
of  the  purchase  of  a  public  utility  by  the  public. 

Return  Base. — The  amount  on  which  the  public  service  company 
is  entitled  to  earn  a  "fair  return".  This  is  what  the  Courts  have 
termed  the  "fair  value",  in  various  rate  cases. 

Taxing  Base. — The  amount  which  should  be  subjected  to  taxation. 
Under  the  laws  of  some  States,  the  basis  to  be  used  for  taxation  of 
property  is  not  its  value  estimated  in  money  by  any  ordinary  rules, 
but  a  sum  determined  in  accordance  with  such  laws. 

Exchange  Value. — The  desirability  or  worth  of  a  thing,  estimated 
in  money.     (See  also  Value  and  Market  Value.) 

Fair  Value. — As  applied  to  a  public  service  property,  this  is  a 
technical  term  used  by  the  Courts  to  express  a  base  for  rate  regula- 
tion, public  purchase,  capitalization,  or  other  purpose,  which  is  fairly 
obtained  and  fair  to  the  parties  affected. 

Going  Value. — See  Going  Value — Going  Concern  Value. 

Intangible  Value. — Existing  value  which  is  not  represented  by 
physical  property  and  is  not  measurable  by  determinable  cost.  Intan- 
gible value  exists  by  reason  of  franchise,  grants,  contract  rights, 
location,  market,  age,  strategic  advantages,  and  efficiency,  and  possibly 
other  elements  that  give  a  property  value. 

Market  Value. — This  term,  applicable  only  to  a  property  for  which 
there  is  a  well-established  market,  has  been  properly  defined  as  the  sum 
which  a  willing  and  intelligent  buyer  desiring  such  property  would 
give  for  it  to  a  willing,  intelligent  and  solvent  seller. 

Physical  Value. — The  value  of  the  physical  property  in  contra- 
distinction to  that  of  the  intangible  property.  Riggs,*  referring  to  the 
"physical  property"  element  of  value,  says: 

"This  consists  of  those  things  which  are  visible  and  tangible,  capable 
of  being  inventoried,  their  cost  of  reproduction  determined,  their  de- 

*  "The  Valuation  of  Public  Service  Corporation  Property",  by  Henry  Earle 
Riggs,  M.  Am.  Soc.  C.  E.,  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXXII,  June,  1911,  p.  18. 
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preciation  measured,  and  without  which  the  property  would  be  unable 
to  produce  the  commodity  on  the  sale  of  which  income  depends.  This 
physical  property  is  considered  as  an  operating  entity,  and  not  as  a 
collection  of  inert  and  partly  worn-out  equipment,  and,  being  so  con- 
sidered, carries,  as  part  of  the  physical  value,  those  costs  and  charges 
which  are  an  inseparable  part  of  the  cost  of  construction  but  do  not 
appear  in  the  inventory  of  the  completed  property." 

This  definition  of  physical  property  is  broader  than  that  sometimes 
given,  which  excludes  the  overhead  charges.  The  Committee  agrees 
with  this  definition  of  Professor  Riggs,  as  all  costs  required  to  create 
the  physical  property  and  put  it  in  its  full  present  condition  of  operat- 
ing efficiency  should  be  included  in  determining  the  physical  value. 

Remaining  or  Depreciated  Value. — The  value  of  a  property  after 
proper  deduction  has  been  made  for  depreciation. 

Salvage  or  Scrap  Value. — These  terms  are  often  used  interchange- 
ably, but  a  distinction  may  be  made  that  salvage  is  the  net  value  which 
an  article  possesses  for  further  use  for  utility  purposes  other  than 
that  for  which  it  was  originally  used,  or  as  a  second-hand  article;  and 
scrap  is  the  net  value  of  an  article  no  longer  useful  for  service. 

Wear  and  Tear. 

Under  Depreciation. 

Weighted  Average. 

The  average  found  by  dividing  the  sum  of  the  several  products 
of  a  series  of  multiplications  of  variable  factors,  by  the  sum  of  the 
factors  of  one  class. 

Working  Capital. 

Under  Capital, 
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APPENDIX    1. 

Accompanying  Final  Report  of  the   Special   Committee  on 

Valuation  of  Public  Utilities. 

DEPRECIATION    TABLES, 

Based  on  Compound-Interest  Method, 
Heretofore  Called  Equal-Anntjal-Payment  Method. 

Interest  Compounded  Annually. 
("  Value  "  is  value  at  end  of  year  ;  "  Dep. "  is  depreciation  during  year.) 

5-Year  Life. 


a   . 

—  m 

<>> 

Interest  Rate. 

Interest  Rate. 

Interest  Rate.      | 

Interest  Rate. 

4% 

5"/ 

1 

0 

6" 

0 

70/ 

0 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

0 

100.0000 

18.4627 

lOO.OOOO 

18.0975 

100.0000 

17.7396 

100.0000 

17.3891 

1 

81.5373 

19.2012 

81.9025 

19.0023 

82.2604 

18.8041 

82.6109 

18.6063 

2 

62.8361 

19.9693 

62.9002 

19.9525 

63.4563 

19.9322 

64.0046 

19.9087 

3 

42.3668 

20.7680 

42.9477 

20.9501 

43.5241 

21.1282 

44.0959 

21.3024 

4 

21.5988 

21.5988 

21.9976 

21.9976 

22.3959 

22.3959 

22.7935 

22.7935 

5 

0.0000 

0.0000 

0.0000 

0.0000 

100.0000 

100.0000 

100.0000 

100.0000 

IC 

-Year 

Life. 

0 

100.0000 

8.3291 

100.0000 

7.9505 

100.0000 

7.5868 

100.0000 

7.2377 

1 

91.6709 

8.6623 

92.0495 

8.3480 

92.4132 

8.0430 

92.7623 

7.7444 

2 

83.0086 

9.0088 

83.7015 

8.7654 

84.3712 

8.5215 

85.0179 

8.2865 

3 

73.9998 

9.3690 

74.9361 

9.2037 

75.8467 

9.0360 

76.7314 

8.8066 

4 

64.6308 

9.7439 

65.7324 

9.6688 

66.8107 

9.5782 

67.8648 

9.4872 

5 

54.8869 

10.1336 

56.0686 

10.1470 

57.2325 

10.1528 

58.3776 

10.1513 

6 

44.7533 

10.5389 

45.9216 

10.0544 

47.0797 

10.7620 

48.2263 

10.8619 

7 

34.2114 

10.9606 

85.2672 

11.1871 

86.. 3177 

11.4078 

87.3641 

11.6328 

8 

23.25.38 

11.3989 

24.0801 

11.7464 

24.9099 

12.0022 

25.7421 

12.4358 

9 

11.8549 

11.8549 

13.3337 

12.3837 

12.8177 

12.8177 

18.3068 

18.8063 

10 

0.0000 

0.0000 

0.1)000 

0.0000 

100.0000 

100.0000 

100.0000 

100.0000 

ir 

)-Year 

Like. 

0 

100.0000 

4.9941 

100.0000 

4.6842 

UK).(KH)0 

4.2968 

100.0000 

8.9795 

1 

95.00.59 

5.1989 

95.3658 

4.8660 

95.7087 

4.5540 

96.0205 

4.2580 

2 

89.8120 

5.4016 

90.4998 

5.1092 

91.1497 

4.8278 

91.7625 

4.5561 

8 

84.4104 

5.6177 

85.39(X) 

5.304C 

80.82'.M 

5.1170 

87.3004 

4.8750 

4 

78.7927 

5.84!W 

80.0200 

5.0830 

81.2054 

5.4289 

82.8814 

5.2162 

5 

73.9508 

6.0760 

74.8930 

5.9146 

75.7815 

5.7498 

77.1152 

5.5814 

6 

66.8748 

6.8192 

08.4784 

0.2108 

70.0322 

6.0944 

71.5338 

5.9722 
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Interes 

t  Rate. 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

-.£! 

40 

0 

50 

0 

69 

6 

7% 

<>> 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

7 

60.5551 

6.5719 

62.2681 

6.5209 

63.9378 

6.4601 

65.5616 

6.3901 

8 

53.9882 

6.8348 

55.7472 

6.8468 

57.4777 

6.8476 

59.1715 

6.8.375 

9 

47.1484 

7.1081 

48.9004 

7.1892 

50.6301 

7.2584 

52.3340 

7.3160 

10 

40.0403 

7.3925 

41.7112 

7.5487 

43.3717 

7.6941 

45.0180 

7.8282 

11 

32.6478 

7.6882 

34.1623 

7.9261 

35.6776 

8.1555 

37.1898 

8.3762 

18 

24.9596 

7.9957 

26.2364 

8.3224 

27.5221 

8.6450 

28.8136 

8.9635 

18    ' 

16.9639 

8.3156 

17.9140 

8.7385 

18.8771 

9.1636 

19.8511 

9.5899 

14    ' 

1 

8.6483 

8.6483 

9.1755 

9.1755 

9.7135 

9.7185 

10.2612 

10.2612 

15 

0.0000 

0.0000 

0.0000 

0.0000 

100.0000 

100.0000 

100.0000 

100.0000 

2( 

)-Year 

Life. 

0 

100.0000 

3.3582 

100.0000 

3.0243 

100.0000 

2.7185 

100.0000 

2.4393 

1 

96.6418 

3.4925 

96.9757 

3.1755 

97.2815 

2.8815 

97.5607 

3.6100 

2 

1 

93.1493 

3.6322 

93.8002 

8.3342 

94.4000 

3.0545 

94.9507 

2.7928 

3 

89.5171 

3.7775 

90.4660 

3.5010 

91.3455 

3.2377 

93.1579 

2.98S2 

4 

85.7396 

3.9286 

86.9650 

3.6760 

88.1078 

3.4320 

89.1697 

3.1974 

5 

81.8110 

4.0857 

83.2890 

3.8598 

84.6758 

3.6379 

85.9723 

3.4213 

6 

77.7253 

4.2492 

79.4292 

4.0528 

81.0379 

3.8561 

82.5510 

3.6607 

7 

73.4761 

4.4191 

75.3764 

4.2554 

77.1818 

4.0876 

78.8903 

3.9169 

8 

69.0570 

4.5959 

71.1210 

4.4682 

73.0942 

4.3.328 

74.9734 

4.1913 

9 

64.4611 

4.7797 

66.6528 

4.6916 

68.7614 

4.5928 

70.7823 

4.4845 

10    1 

59.6814 

4.9709 

61.9612 

4.9262 

64.1686 

4.8684 

66.2977 

4.7985 

11 

54.7105 

5.1698 

57.0350 

5.1725 

59.3002 

5.1604 

61.4992 

5.1.343 

12 

49.5407 

5.3766  i 

51.8625 

5.4311 

54.1398 

5.4701 

56.3649 

5.4938 

13 

44.1641 

5.5916 

46.4314 

5.7027 

48.6697 

5.7982 

50.8711 

5.8783 

14    ! 

) 

38.5725 

5.8152 

40.7287 

5.9878 

42.8715 

6.1462 

44.9938 

6.2898 

15     1 

32.7573 

6.M79 

34.7409 

6.2872 

36.7253 

6.5149 

38.7030 

6.7301 

16 

26.7094 

6.2898 

28.4537 

6.6016 

30.2104 

6.9059 

31.9729 

7.2012 

17 

20.4196 

6.5414 

21.8521 

6.9317 

23.3045 

7.3202 

34.7717 

7.7052 

18 

13.8782 

6.8031 

14.920i 

7.2783 

15.9843 

7.7593 

17.0665 

8.2446 

19 

7.0751 

7.0751 

7.6421 

7.6421 

8.2250 

8.2250 

8.8219 

8.8319 

SO 

0.0000 

0.0000 

0.0000 

0.0000 

'< 

100.0000 

100.0000 

100.0000 

100.0000 
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25-Year  Life. 


Interest  Rale. 

Interest  Rate.       | 

Interest  Rate. 

Interest  Rate. 

.2« 

4% 

59c 

60c 

7% 

<j>. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

0 

100.0000 

3.4013 

100.0000 

3.0953 

100.0000 

1.8227 

100.0000 

1.5811 

1 

97.5988 

2.4972 

97.9048 

2.2001 

98.1773 

1.9320 

98.4189 

1.6917 

2 

95.1016 

2.5972 

95.7047 

2.3100 

96.2453 

2.0480  1 

96.7372 

1.8101 

3 

92.5044 

2.7010 

93.. 3947 

2.4254 

94.1973 

2.1708 

94.9171 

1.9869 

4 

89.8034 

2.8091 

90.9093 

3.5468 

92.0265 

2.3011  J 

92.9802 

2.0724 

5 

86.9943 

2.9214 

88.4235 

3.6742 

89.7254 

2.4391 

90.9078 

2.2175 

ti 

1      84.0729 

3.0383 

85.7483 

2.8078 

87.2863 

2.5855 

88.6903 

2.3728 

■^ 

'.      81.0346 

3.1.598 

83.9405 

2.9482 

84.7008 

2.7406  ; 

86.3175 

2.5388 

8 

77.8748 

3.2862 

79.9933 

3.0957 

81.9602 

2.9051 

83.7787 

2.7165 

9 

74.5886 

3.4176 

76.8966 

3.2504 

79.0531 

3.0794 

81.0622 

2.9067 

10 

j      71.1710 

3.5544 

73.6463 

3.4129 

75.9757 

3.2641 

78.1555 

3.1103 

11 

'      67.6166 

1 

3.6965 

70.2.333 

3.5836 

72.7116 

3.4600 

75.0453 

3.3'?r9 

13 

63.9201 

3.8444 

66.6497 

1 

3.7627 

69.2516 

3.6675 

71.7174 

3.5608 

13 

j      60.0757 

3.9982 

63.8870 

3.9509 

65.5841 

3.8877 

68.1566 

3.8101 

14 

1      56.0775 

4.1581 

58.9361 

4.1485 

61.6964 

4.1208 

64.3465 

4.0768 

15 

51.9194 

4.3244 

54.7876 

4.3559 

57.5756 

4.3682 

60.2697 

4.8633 

16 

47.5950 

4.4974 

50.4317 

4.5736 

53.2074 

4.6302 

55.9075 

4.6675 

17 

43.0976 

4.6773 

45.8581 

4.8024 

48.5772 

4.9081 

51.3400 

4.9943 

18 

38.4203 

41.0557 

43.6691 

46.2458 

HV 

4.8643 

5.0424 

5.2025 

5. 34.39 

iT 

38.5560 

36.0133 

38.4666 

40.9019 

w« 

5.0590 

5.3946 

5.5147 

5.7179 

20 

28.4970 

5.2613 

30.7187 

5.5593 

32.9519 

5.8455 

35.1840 

6.1181 

21 

2:3.2357 

5.4718 

35.1594 

5.8373 

37.1064 

0.1963 

39.0f)59 

6.5465 

22 

17.7689 

5.6906 

1      19.8221 

0.1291 

30.9101 

6.. 5681 

32., 5194 

7.0O47 

23 

12.0783 

5.9)83 

13.1930 

6.4856 

U.M-M 

6.9621 

15.5147 

7.4950 

24 

6.1550 

6.1550 

6.7574 

6.7574 

7.3799 

7.3799 

8.0197 

8.0197 

25 

0.0000 

0.0000 

O.OOOil 

100.0000 

0.0000 

100.0000 

100.0000 

100.0000 

.■{0-Ykau  Like. 


0 

1 

100.0000 
98.3170 

1.7830 
1.8543 

loo.ooai 

98.4949 

1.5051 
1.5804 

1(H). (KKK) 
98.7351 

1.3649 
1.3408 

100.0000 
98.9414 

1.0586 
1.1328 

2 

96.3627 

1.9385 

9(i.9145 

1 .6.595 

'.)7.8948 

1.4212 

97.8086 

1.2120 

3 

94.4343 

2.0057 

m.'zrm 

1.7488 

95.9731 

1.5065 

96.5906 

1.2969 
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30-Year  Life. — (Continued.) 


Interest  Rate.       i 

Interest  Rate. 

Interest 

Rate. 

Interest  Rate. 

a    .  1 

4% 

30 

0                .| 

6« 

0 

7% 

o  3 

\    Value. 

Dep. 

Value. 

1 
Dep. 

Value. 

Dep. 

Value. 

Dep. 

4     ' 

t 

1      92.4285 

2.0859  1 

93.5127 

94.4666 

95.2997 

1.8896 

1.5969 

1.3877 

5 

90.3426 

91.6831 

92.8697 

93.9120 

2.1693  1 

1.9209 

1.6927 

1.4848 

6 

1 

88.1738 

2.2560  1 

89.7622 

2.0171 

91.1770 

1.7943 

92.4272 

1.5887 

7    1 

85.9173 

2.3463 

87.7451 

2.1179 

89.3827 

1.9019 

90.8385 

1.6999 

8     ' 

83.5710 

2.M02 

85.6372 

2.2238 

87.4808 

2.0161 

89.1386 

1.8190 

9 

81.1308 

83.4034 

85.4647 

87.3196 

2.5378  i 

2.3349  1 

2.1370 

1.9462 

10    1 

78.5930 

2.6393  1 

81.0685 

2.4518 

83.3277 

2.2652 

85.3734 

3.0835 

11 

75.9537 

2.7449  . 

78.6167 

2.5743 

81 .0625 

2.4011 

83.2909 

2.2383 

12 

73.2088 

2.8545  ; 

76.0424 

2.7030 

78.S614 

2.5453 

81.0626 

3.3843 

13 

70.3543 

2.9689  ; 

73.3394 

2.8382 

76.1162 

2.6980 

78.6783 

3.5511 

14 

67.3854 

3.0877  ' 

70.5012 

2.9800 

73.4182 

2.8597 

76.1272 

3.7297 

15     1 

64.2977 

3.2111 

67.5212 

3.1291 

70.5585 

3.0314 

73.. 3975 

2.9209 

16     i 

1 

61.0866 

3.3395  i 

64.3921 

3.2856 

67.5271 

3.2133 

70.4766 

3.1354 

17     1 

57.74n 

3.4731  j 

61.1065 

3.4498 

64.3138 

3.4061 

67.3512 

3.34.39 

18     . 

54.2740 

3.6121 

57.6567 

3.6223 

60.9077 

3.6104 

64.0073 

3.5782 

19 

50.6619 

3.7565  ' 

54.0344 

3.8034 

57.2973 

3.8271 

60.4391 

3.8386 

20 

46.9054 

3.9068  . 

50.2310 

3.9936 

53.4702 

4.0566 

56.6005 

4.0966 

21    : 

42.9986 

4.0631 

46.2374 

4.1933 

49.4136 

4.3001 

52.5039 

4.:j833 

22     1 

38.9355 

4.2256 

42.0441 

4.4029 

45.1135 

4.5581 

48.1206 

4.6903 

Zi 

ai.7099 

4.3946 

37.6412 

4.6231 

40.5554 

4.8316 

43.4304 

5.0186 

24     i 

30.3153 

4.5704 

33.0181 

4.8543 

35.7238 

5.1214 

.38.4118 

5.3698 

K 

25.7449 

4.7532 

28.1638 

5.0968 

30.6024 

5.4388 

33.0430 

5.7457 

26 

20.9917 

4.9433 

23.0670 

5.3519 

25.1736 

5.7544 

37.3963 

6.1479 

27 

16.04^ 

5.1411 

17.7151 

5.6194 

19.4192 

6.0998 

21.1484 

6.5783 

28 

10.9073 

5.3467 

12.0957 

5.9005 

13.3194 

6.4657 

14.5702 

7.0387 

29 

5.5606 

5.5606 

6.1952 

6.1952 

6.8537 

6.8537 

7.5315 

7.5315 

30 

0.0000 

100.0000  \ 

0.0000 

0.0000 

0.0000 

100.0000 

100.0000 

100.0000 

35 

-Year  Life. 

0 

100.0000 

1.3577 

100.0000 

1.1072 

100.0000 

0.8974 

100.0000 

0.7334 

1 

98.6423 

1.4121 

98.8928 

1.1625 

99.1026 

0.9512 

99.2766 

0.7740 

2 

97.2302 

1.4685 

97.7303 

1.2207 

98.1514 

1.0083 

98.5026 

0.8382 

3 

95.7617 

I 

1.5273 

96.5096 

1.2816 

97.1431 

1.0688 

97.6744 

0.8863 
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3o-Year  Life. — (ConUnued.) 


Interest  Rate. 

Interest  Rate. 

Interest  Kate. 

Interest  Rate. 

a  .y 

4% 

5P 

0 

1                 60 

5 

7« 

b 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

4 

94.2344 

1.5884 

95.2280 

1.3458 

96.0743 

1 . 1329 

96.7882 

0.9483 

5 

92.6460 

1.6519 

93.8822 

1.4131 

94.9414 

1.2010 

95.8.399 

1.0146 

6 

90.9941 

1.7179 

92.4691 

1.4837 

93.7404 

1.2729 

94.8253 

1.0856 

7 

89.2762 

1.7867 

90.9854 

1.5579 

92.4675 

1.3493 

93.7397 

1.1616 

8 

87.4895 

1.8581 

89.4275 

1.6358 

91.1182 

1.4303 

92.5781 

1.2429 

9 

85.6314 

1.9325 

87.7917 

1.7176 

89.6879 

1.5162 

91.8352 

1.3300 

10 

83.6989 

2.0098 

86.0741 

1.8035 

88.1717 

1.6071 

90.0052 

1.4230 

11 

81.6891 

2.0902 

84.2706 

1.8936 

86.5646 

1.7034 

88.5822 

1.5226 

12 

79.5989 

2.1737 

82.3770 

1.9883 

81.8612 

1.8058 

87.0596 

1.6293 

13 

77.4252 

2.2607 

80.3887 

2.0877 

83.0554 

1.9140 

85.4303 

1.7432 

14 

75.1645 

2.3512 

78.3010 

2.1922 

81.1414 

2.0289 

83.6871 

1.8653 

15 

72.8133 

2.4452 

76.1088 

2.3017 

79.1125 

2.1506 

81.8218 

1.9959 

16 

70.3681 

2.5430 

73.8071 

2.4168 

76.9619 

2.2797 

79.8259 

2.13.56 

■   17 

67.8251 

2.e447 

71.3903 

2.5377 

74.6822 

2.4165 

77.6903 

2.2f51 

18 

65.1804 

2.7505 

68.8526 

2.6645 

72.2657 

2.5614 

75.4052 

2.4450 

19 

62.4299 

2.8605 

66.1881 

2.7978 

69.7043 

2.7152 

72.9602 

2.6162 

20 

59.5694 

2.9750 

63.3903 

2.9376 

66.9891 

2.8780 

70.3440 

2.7993 

21 

56.5944 

3.0939 

60.4527 

3.0845 

64.1111 

3.0507 

67.5447 

2.9953 

22 

53.5005 

3.2178 

57.3682 

3.2888 

61.0604 

3.2338 

64.5494 

3.2049 

23 

50.2827 

3.3464 

54.1294 

3.4007 

57.8266 

3.4278 

61.3445 

3.4298 

24 

46.9363 

3.4803 

50.7287 

3.5708 

54.3988 

3.6384 

57.9152 

3.6693 

25 

43.4560 

3.6195 

47.1579 

8.7492  . 

50.7654 

8.8515 

54.2459 

3.9262 

26 

39.8365 

3.7642 

43.4087 

3.9367 

46.9139 

4.0826 

50.3197 

4.2010 

27 

36.0723 

3.9149 

39.4720 

4.13;37 

43.8313 

4.3275 

46.1197 

4.4951 

28 

32.1574 

1 
4.0714 

35.3383 

4.3403 

;W..5088 

4.5871 

41.6236 

4.81)97 

29 

28.0860 

4.2343 

30.9980 

4.5572 

33.9167 

4.8624 

86.8139 

5.1464 

30 

23.8517 

4.4037 

26.4418 

4.7851 

29.0.543 

5.1511 

31.6675 

5.5067 

81 

19.4480 

4.5798 

21.6.557 

5.0244 

23.'.K)02 

5.4634 

26.1608 

5.8922 

82 

14.8682 

4.7630 

16.6318 

5.2756 

18.4868 

5.7911 

20.2686 

6.3046 

88 

10.1052 

4.9535 

11.3557 

5.. 5394 

12.()4.")7 

6.1387 

13.9&40 

6.7469 

84 

5.1517 

5.1517 

5.8163 

5.8163 

6.5070 

6.5070 

7.2181 

7.2181 

85 

0.0000 

O.OtKK) 

0.0000 

0.0000 

100.0000 

100.0000 

1(K).0000 

100.0000 
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40-Year  Life. 


1 

Interest  Rate.       i 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

—  *  1 

49 

» 

50 

» 

69 

a 

79 

a 

sea.   ' 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

0 

100.0000 

1.0524 

100.0000 

0.8278 

100.0000 

0.6462 

100.0000 

0.5009 

1 

98.9476 

1.0944 

99.1722 

0.8692 

99.3538 

0.6849 

99.4991 

0.5360 

■- 

97.8532 

1.1882 

98.3030 

0.9127 

98.6689 

0.7260 

98.9631 

0..5735 

3 

96.7150 

1.1838 

97.3903 

0.9583 

97.9429 

0.7696 

98.3896 

0.6136 

4 

95.5312 

1.2311 

96.4320 

1.0062 

97.1733 

0.8157 

97.7760 

0.6566 

5 

94.3001 

1.2803 

95.4258 

1.0565 

96.3576 

0.8647 

97.1194 

0.7026 

6 

93.0198 

1.3316 

94.3693 

1.1093 

95.4929 

0.9166 

96.4168 

0.7517 

' 

91.6882 

1.8848 

93.2600 

1.1648 

94.5763 

0.9716 

95.6651 

0.8044 

8 

90.3034 

1.4402 

92.095-2 

1.2230 

93.6047 

1.0299 

94.8607 

0.8606 

9 

88.8632 

1.4978 

90.8722 

1.2842 

92.5748 

1.0916. 

94.0001 

0.9310 

10    ' 

87.3654 

1.5577 

89.5880 

1.3484 

91.4832 

1.1572 

93.0791 

0.9853 

11 

85.8077 

1.6201 

88.2396 

1.4158 

90.3260 

1.2266 

93.0938 

1.0544 

12 

84.1876 

1.6848 

86.8238 

1.4866 

89.0994 

1.3002 

91.0394 

1.1281 

13 

82.5028 

1.7523 

85.3372 

1.5610 

87.7992 

1.3782 

89.9113 

1.2071 

14 

SO. 7505 

1.8223 

83.7762 

1.6390 

86.4210 

1.4609 

88.7042 

1.3917 

15 

78.9282 

1.8952 

82.1372 

1.7210 

84.9601 

1.5485 

87.4125 

1.3820 

16 

77.0330 

1.9710 

80.4162 

1.8070 

83.4116 

1.6415 

86.0304 

1.4788 

17 

75.0620 

2.0499 

78.6092 

1.8974 

81.7701 

1.7399 

84.5517 

1.5823 

18    i 

73.0121 

2.1319 

76.7118 

1.9923 

80.0302 

1.8443 

82.9694 

1.6930 

19 

70.8802 

2.2171  i 

74.7195 

2.0919 

78.1859 

1.9550 

81.2764 

1.8116 

20 

68.6631 

2.3059 

72.6276 

2.1965 

76.2309 

2.0724 

79.4648 

1.9384 

21 

1 

66.3572 

2.3930 

70.4311 

2.3063 

74.1585 

2.1966 

77.5264 

2.0741 

22    1 

63.9592 

2.4940 

68.1248 

2.4216 

71.9619 

2.3284 

75.4523 

2.2192 

23    I 

61.4652 

2.5937 

65.7032 

2.5427 

69.6335 

2.4682 

73.2331 

2.3746 

24    1 

58.8715 

2.6975 

63.1605 

2.6698 

67.1653 

2.6162 

70.8585 

2.5408 

25 

i 

56.1740 

2.8054 

60.4907 

2.8033 

64.5491 

2.7732 

68.3177 

2.7187 

26    1 

53.3686 

2.9176 

57.6874 

2.94.34 

61.7759 

2.9396 

65.5990 

2.9090 

27    1 

50.4510 

3.0343 

54.7440 

3.0906 

58.8363 

3.1160 

63.6900 

3.1126 

28    1 

47.4167 

3.1557 

51.6534 

3.2451 

55.7203 

3.3029 

59.5774 

3.3305 

29 

44.2610 

3.2819 

48.4083 

3.4074 

52.4174 

3.5011 

56.2469 

3.5636 

30 

40.9791 

3.4132 

45.0009 

3.5778 

48.9163 

3.7112 

52.6833 

3.8131 

31 

37.5659 

3.5498 

41.4231 

3.7567 

45.2051 

3.9339 

48.8702 

4.0800 

32 

34.0161 

3.6916 

37.6664 

3.9445 

41.2712 

4.1699 

44.7902 

4.3656 
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40-Year  Life. — (Continued.) 


Interest  Rate.      1 

Interest  Rate.      i 

Interest  Rate.       | 

Interest  Rate. 

'  ,t> 

4% 

5% 

69c 

7% 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 
40.4246 

Dep. 

Xi 

30.3245 

33.7219 

37.1013 

3.8393 

4.1417 

4.4200 

4.6712 

34 

86.4«52 

3.9930 

29.5802 

4.3488 

32.6813 

4.6853 

35.7534 

4.9982 

35 

22.4922 

4.1526 

25.2314 

4.5662 

27.9960 

4.9664 

30.7552 

5.3480 

36 

18.3396 

4.3189 

20.6652 

4.7946 

23.0296 

5.2644 

25.4072 

5.7225 

37 

14.0207 

4.4915 

15.8706 

5.0343 

17.7652 

5.5802 

19.6847 

6.1229 

38 

9.5292 

4.6712 

10.8363 

5.2860 

12.1850 

5.9151 

13.5618 

6.5516 

39 

4.8580 

4.8580 

5.5503 

5.5503 

6.2699 

6.2699 

7.0102 

7.0102 

40 

0.0000 

0.0000 

0.0000 

0.0000 

100.0000 

100.0000 

100.0000 

100.0000 

4o-Year  Life. 


0 

100. 0000 

0.8262 

100.0000 

0.6262 

100.0000 

0.4700 

100.0000 

0.3500 

1 

99.1738 

0.8593 

99.3738 

0.6575 

99.5.300 

0.4983 

99.6500 

0.3744 

2 

98.3145 

0.8937 

98.7163 

0.6903 

99.0317 

0.5283 

99.2756 

0.4007 

3 

97.4208 

0.9294 

98.0260 

0.7249 

98.5034 

0.5597 

98.8749 

0.4287 

4 

96.4914 

0.9666 

97.3011 

0.7611 

97.94.37 

0.5934 

98.4462 

0.4587 

5 

95.5348 

1.0053 

96.5400 

0.7992 

97.3503 

0.6290 

97.9875 

0.4908 

6 

94.5195 

1.0455 

95.7408 

0.8392 

96.7213 

0.6668 

97.4967 

0.5252 

7 

93.4740 

1.0872 

94.9016 

0.8810 

96.0545 

0.7068  ' 

96.9715 

0.5620 

8 

92.3868 

1.1308 

94.0206 

0.9251 

95.3477 

0.7492 

96.4095 

0.6018 

9 

91.2560 

1.1760 

93.0955 

0.9714 

94.. 5985 

0.7941 

95.8082 

0.6484 

10 

90.0800 

1.2230 

92.1241 

1.0200  1 

93.8044 

0.8418 

95.1648 

0.6884 

11 

88.8570 

1.2720 

91.1041 

1.0710 

92.9626 

0.8923  ' 

94.4764 

0.7366 

12 

87.5850 

1.3229 

90.0311 

1.1245 

92.0703 

0.9459 

93.7398 

0.7882 

18 

86.2621 

1.3757 

88.0086 

1.1807 

01.12-14 

l.(X)25 

92.9.516 

0.8483 

14 

84.8864 

1.4308 

87.7279 

1.2.S98 

90.1210 

l.(H)28 

92.1088 

0.9024 

15 

88.45.56 

1.4880 

86.4881 

1.3018 

89.0.591 

1.1265  ' 

91.2059 

0.9655 

16 

81.9676 

1..5476 

85.]8()3 

1.3668  1 

87.9826 

1.1941   ! 

00.2404 

1.0831 

17 

80.4200 

1.6004 

8:t.8195 

1.4.S.52 

86.7885 

1.2657 

89.3073 

1.1055 

18 

78.810(i 

1.6738 

82.«8.|!i 

1..5070 

85.4728 

1.3417 

88.1018 

1.1828 

19 

77.1868 

1.7408 

80.8773 

1.5828 

84.1311 

1.4222 

86.9190 

1.2657 

20 

75.8i)00 

1.8104 

79.29.50 

1.6614  t 

82.7080 

1..5075 

85.6588 

1.8512 

21 

7.4.5856 

1.8828 

77.6.S3r, 

1.7445  1 

81.21111 

1.5979 

1 

84.2991 

1.44SX) 
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45-Yeak  Lifk. — ( Continued.) 


„    i 

1      Interest  Rate. 

1      Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

-f 

'                  40 

^ 

1                 50 

0 

6% 

7% 

®  c8 

Value. 

Dep. 

i    Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

2S 

71.7028 

1.9581 

75.8891 

1.8317 

79.6085 

1.6939 

82.8501 

1.5504 

23 

69.7447 

2.0365 

74.0574 

1.9233 

77.9096 

1.79.54 

81.2997 

1.6590 

e4 

67.7082 

2.1180 

72.1341 

2.0195 

76.1142 

1.9033 

79.6407 

1.7751 

25 

'      65.5902 

2.2026 

70.1146 

2.1205 

74.2109 

2.0174 

77.8656 

1.8994 

2*5 

63.3876 

2.2907 

67.9941 

2.2264 

72.1935 

2.1383 

75.9662 

2.0323 

27 

61.0%9 

2.3824 

65.7677 

2.3378 

70.0552 

2.2668 

73.9339 

2.1746 

28     ' 

58.7145 

2.4777 

1      63.4299 

2.4548 

67.7884 

2.4028 

71.7593 

2.3268 

29 

56.2368 

2.5768 

60.9751 

2.5773 

65.3856 

2.5469 

69.4325 

2.4897 

30    1 

53.6600 

2.6798 

58.3978 

2.7062 

62.8387 

2.6997 

66.9428 

2.6640 

31    : 

50.9802 

2.7870 

'■      55.6916 

2.8417 

60.1390 

2.8617 

64.2788 

2.8504 

32 

48.1932 

2.8986 

j      52.8499 

1 

2.9837 

57.2773 

3.0334 

61.4284 

3.0499 

33 

45.2946 

3.0144 

'      49.8662 

3.1328 

54.2439 

3.2155 

58.3785 

3.26.35 

34 

42.2802 

3.1350 

46.7334 

3.2896 

51.0284 

3.4083 

55.1150 

3.4920 

35 

39.1452 

3.2605 

43.4438 

3.4539 

47.6201 

3.6129 

51.6230 

3.7363 

36 

35.8847 

3.3909 

39.9899 

3.6267 

44.0072 

3.8296 

47.8867 

3.9979 

37 

32.4938 

3.5264 

36.3632 

3.8081 

40.1776 

4.0594 

43.8888 

4.2777 

38 

28.9674 

3.6676 

32.5551 

3.9983 

36.1182 

4.3029 

39.6111 

4.5772 

39 

25.2998 

3.8142 

28.5568 

4.1984 

31.8153 

4.5612 

35.0339 

4.8976 

40 

21.4856 

3.9669  ■ 

24.3584 

4.4083 

27.2541 

4.8348 

30.1363 

5.2404 

41 

17.5187 

4.1255 

19.9501 

4.6286 

22.4193 

5.1249 

24.8959 

5.6073 

42 

13.3932 

4.2905 

15.3215 

4.8600 

17.2944 

5.4323 

19.2886 

5.9997 

43 

9.1027 

4.4621 

10.4615 

5.1032 

11.8621 

5.7584 

13.2889 

6.4197 

44     i 

4.6406 

4.6406 

5.3583 

5. .3583 

6.1037 

6.1037 

6.8692 

6.8692 

45 

0.0000 

0.0000 

0.0000 

0.0000 

100.0000  . 

100.0000 

100.0000  1 

100.0000 

oO-Yeak  Life. 


1 

100.0000 
99..3450 

0.6550 
0.6812 

100.0000 
99.5223 

0.4777 
0.5015 

100.0000 
99.6556 

0.3444 
0.3651 

100.0000 
99.7540 

0.2460 
0.2632 

2 

98.6638 

0.7085 

99.0208 

0.5267 

99.2905 

0.3870 

99.4908 

0.2816 

3 

97.8553 

0.7368 

98.4941 

0.5529 

98.90.35 

0.4102 

99.2092 

0.3014 

^    1 

97.2185 

0.7663 

97.9412 

0..5806 

98.49:« 

0.4349 

98.9078 

0.3224 

5     1 

96.4522 

0.7969 

97.. 3606 

0.6097 

98.0584 

0.4609 

98.5854 

0.3450 
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oO-Yeak  Jafk.— (Continued.) 


Interest  Rate.      | 

Interest  Rate.      | 

Interest 

Rate.      I 

Interest  Rate. 

a  ^ 

4% 

5% 

1 

1 

6% 

1 

i 

7% 

<3>> 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

6 

95.6553 

0.8288 

96.7509 

0.6401 

97.5975 

'     1 
0.4886 

98.2404 

0.3692 

' 

94.8365 

0.8620 

96.1108 

0.6722 

97.1089 

0.5179 

97.8712 

0.3950 

8 

93.9645 

0.8964 

95.4386 

0.7057 

96.5910 

1 
0.5489  1 

97.4762 

0.4226 

9 

93.0681 

0.9323 

94.7329 

0.7410 

96.0421 

0.5819  ' 

97.0536 

0.4532 

10 

92.1358 

0.9696 

93.9919 

0.7781 

95.4602 

0.6169  1 

96.6014 

0.4839 

11 

91.1662 

1.0084 

93.2138 

0.8170 

94.8433 

i 
0.6538  ; 

96.1175 

0.5178 

12 

90.1578 

1.0487 

92.3968 

0.8578 

:      94.1895 

0.6931 

95.5997 

0.5540 

13 

89.1091 

1.0906 

91.5390 

0.9008 

93.4964 

0.7346 

95.0457 

0.5928 

14 

88.0185 

1.1343 

90.6382 

0.9457 

92.7618 

i 

0.7787 

94.4529 

0.6343 

15 

86.8842 

1.1797 

89.6925 

0.9931 

91 .9831 

0.8255 

93.8186 

0.6786 

16 

85.7045 

1.2268 

88.6994 

1.0427 

,      91.1576 

1 

0.8749 

93.1400 

0.7262 

17 

84.4777 

1.2759 

87.6567 

1.0948 

90.2827 

1 

0.9275 

92.4138 

0.7771 

18 

83.2018 

1.3270 

86.5619 

1.1496 

89.3.552 

0.9831   1 

91.6367 

0.8314 

19 

81.8748 

1.3800 

85.4123 

1.2071 

88.3721 

1 

1.0421  1 

90.8053 

0.8896 

30 

80.4948 

1.4353 

84.2052 

1.2674 

87.3:600 

1 

1.1046 

89.9157 

0.9519 

21 

79.0595 

1 .4926 

82.9378 

1.3307 

,      86.2254 

1.1710 

88.9638 

1.0185 

22 

77.5669 

1.5523 

81.6017 

1.3974 

85.0544 

1.2411   ! 

87.9453 

1.0898 

23 

76.0146 

1.6144 

80.2097 

1.4672 

83.8133 

1.3156 

86.8555 

1.1661 

24 

74.4002 

1.6791 

78.7425 

1.5405 

,      82.4977 

1 
1.3946 

85.6894 

1.2477 

25 

72.7211 

1.7461 

77.2020 

1.6176 

''      81.1031 

1.4782 

84.4417 

1.3351 

26 

70.9750 

1.8161 

75.5844 

1.6984 

'      79.6249 

1.5670 

83.1066 

1.42KS 

27 

69.1589 

1.8887 

73.8860 

1.7834 

78.0579 

1.6610 

S\ .6781 

1.5285 

28 

67.2702 

1.9642 

72.1026 

1 

1.8726 

76.3969 

1.7606 

80.1496 

1.6355 

29 

65.3«)0 

2.0427 

70.2300 

1.9(H)r 

74.6363 

1.8662 

78.5141 

1.7500 

30 

63.2633 

2.1245 

68.2639 

2.0t)45 

72.7701 

1 .9788 

76.7641 

1.8725 

31 

61.1888 

2.2095 

66.1994 

2.1677 

70.7918 

2.0969 

74.8916 

2.003«; 

32 

58.9293 

2.2979 

64.0317 

2.2761 

68.6949 

2.2227 

73.8880 

2.143S 

83 

56. 631 4 

2.3897 

61.7556 

2.3899 

!      66.4722 

2.8561 

70.7442 

2.2939 

34 

54.2417 

2.4854 

59.3657 

2.5095 

64.1161 

2.4975 

68.4503 

2.4545 

a5 

51.7563 

2.5847 

56.8562 

2.f)817 

61.6186 

2.6473 

65.9958 

2.6268 

86 

49.1716 

2.6882 

54.2215 

2.7666 

58.S)713 

2.8061 

1      68.3695 

2.8101 

37 

46.4884 

2.7957 

51.4549 

2.9050 

56.1652 

2.9745 

1      60.5594 

8.0068 

38 

48.6877 

2.9075 

48.5499 

8.0601 

53.1907 

8.1680 

57.6620 

8.2178 
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oO-Yeah  Life. — (Continued.) 


Interest  Rate. 

Intere.«t  Rate.      1 

Interest  Rate. 

Interest  Rate. 

4% 

50 

) 

(j% 

70 

3 

I 

<  >> 

1    Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

1 
39 

40.7803 

3.0288 

45.4998 

3.2027 

50.0377 

3.3422 

54.3353 

3.4425 

W 

,      37.7564 

3.1448 

42.2971 

3.3629 

46.6955 

3.5427 

50.8928 

3.6835 

41 

:«.6116 

3.2706 

38.9342 

3.5309 

43.1528 

3.7.553 

47.2093 

3.9414 

4--i 

31.W10 

3.4013 

35.4038 

3.7075  i 

39.3975 

3.9805 

43.2679 

4.2172 

43 

S7.9397 

3.5375 

31.6958 

3.8929  j 

35.4170 

4.3194 

39.0507 

4.5124 

44 

24.4022 

3.6789 

27.8029 

4.0875 

31.1976 

4.4726 

34.5383 

4.8284 

4S 

20.7233 

3.8261 

23.7154 

4.2919 

26.7250 

4.7410 

29.7099 

5.1662 

46 

16.8912 

3.9791 

19.4235 

4.5065  ! 

21.9840 

5.02.53 

24.5437 

5.5280 

47 

12.91« 

4.1383  ■ 

14.9170 

4.T319 

16.9587 

5.3270 

19.0157 

5.9149 

48 

8.T?98 

4.8038 

10.1851 

4.9683 

11.6317 

5.6465 

13.1008 

6.-3289 

4S> 

(        4.4760 

4.4760  1 

5.2168 

5.2168 

5.9852 

5.9852 

6.7719 

6.7719 

30 

I        0.0000 

0.0000 

0.0000 

0.0000 

100.0000  ' 

100.0000 

100.0000 

lOO.OOOO 

100.0000 
99.5798 
99.1428 
98.68ftl 
98.2157 
97.7241 
97.2129 
96.6812 
96.1283 
95.5533 
94.9552 
94.3332 
93.6864 
93.0136 
92.3140 
91.5864 
90.8297 
90.0427 


0.4202 
0.4370 
0.4544 
0.4727 
0.4916 
0.5112 
0.5317 
0.5529 
0.5750 
0.5981 
0.6220 
0.6468 
0.6728 
0.6996 
0.7276 
0.7567 
0.7870 
0.8185 


60 
100.0000 
99.9172 
99.4202 
99.1084 
98.7810 
98.4373 
98.0;'63 
97.6973 
97.2993 
96.8815 
96.4427 
95.9821 
95.4984 
94.9905 
94.4572 
93.8972 
93.8092 
92.6918 


-Year 

0.2828 
0.2970 
0.3118 
0.3274 
0.3437 
0.3610 
0.3790 
0.3980 
0.4178 
0.4388 
0.4606 
0.4837 
0.5079 
0.5333 
0.5600 
0.5880 
0.6174 
0.6481 


Life. 

100.0000 
99.8124' 
99.61.36 
99.4028 
99.1794 
98.9426 
98.6916 
98.4255 
98.1435 
97.8446 
97.52;7 
97.1917 
96.8357 
96.4582 
96.0582 
95.6341 
95.1846 
94.7081 


0.1876 
0.1988 
0.2108 
0.2234 
0.2368 
0.2510 
0.2661 
0.2820 
0.2989 
0.3169 
0.3360 
0.3560 
0..3775 
0.4000 
0.4241 
0.4495 
0.4765 
0.5051 


100.0000 
99.8771 
99.74.'J5 
99.6048 
99.4542 
99.2931 
99.1207 
98.9362 
98.7388 
98.5276 
98.3010 
98.0598 
97.8011 
97.5243 
97.2280 
96.9111 
96.5719 
96.2090 


0.1229 
0.1316 
0.1407 
0.1506 
0.1611 
0.1724 
0.1845 
0.1974 
0.2112 
0.2260 
0.2418 
0.2587 
0.2768 
0.2963 
0.3169 
0.3;}92 
0.3629 
0.3883 
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60- Year  Life. — (Continued). 


Interest 

Rate. 

interest  Rate.       |. 

Interest  Rate. 

Interest  Rate.                     | 

.2^ 

.'is 

4% 

5% 

6% 

70.0 

1/  c8 

: 

! 

<!^. 

Value. 

Dep.      1 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

18 

80.3242 

1 
0.8512 

92.0437 

0.6807 

94.2030 

0.5854 

95.8207 

0.4154 

19 

88.3730 

0.8853 

91.3630 

0.7146 

93.6671 

0.5675 

95.4058 

0.4446 

20 

87.4877 

0.9207 

90.6484 

0.7504 

93.1001 

0.6016 

94.%07 

0.4757 

21 

86.5670 

0.9575 

89.8980 

0.7880 

92.4985 

0.6377 

94.4850 

0.5089 

22 

85.6095 

0.9958 

89.1100 

0.8278 

91.8608 

0.6759 

98.9761 

0.5446 

23 

84.6137 

1 

1.0356 

88.2827 

0.8686 

91.1849 

0.7165 

93.4315 

0.5828 

24 

K3.5781 

1.0771 

87.4141 

0.9122 

90.4684 

0.7594 

92.8487 

0.6235 

25 

82.50]0 

1.1201 

86.5019 

0.9577 

89.7090 

0.8051 

92.2252 

0.6671 

26 

81.3809 

1.1650 

85.5442 

1.0056 

88.9039 

t 
.     0.8533 

91.5581 

0.7139 

27 

80.2159 

1.2115 

84.5386 

1.0559 

88.0506 

0.9045 

90.8442 

0.7638                  1 

2S 

79k 0044 

1.2800 

83.4827 

1.1087 

87.1461 

0.9589 

90.0804 

I 
0.817S 

29 

I 7. 7444 

1.3104 

82.3740 

1.1641 

86.1872 

1.0163 

89.2631 

0.8745 

30 

76.4340 

1.3629 

81.2099 

1.2223 

85.1709 

1 .0773 

88.3886 

0.9357                  1 

31 

76.0711 

1.4173 

79.9876 

1.2885 

84.0936 

1.1420 

87.4529 

1.0012 

32 

73.6538 

1.4741 

78.7041 

1.3476 

82.9516 

1.2104 

86.4517 

1.0714 

33 

72.1797 

1..5329 

77.3565 

1.4149 

81.7412 

1.2831 

85.8803 

1.1462            : 

3i 

70.6468 

1.5944 

75.9416 

1.4858 

80.4581 

1.3601 

84.2341 

1.2266 

35 

69.0524 

1.6580 

74.4558 

1.5600 

79.0980 

1.4417 

88.0075 

1 .3124 

36 

67.3944 

1.7245 

72.8958 

1.6880 

77.6563 

1.5282 

81.6951 

1.4043 

37 

65.6699 

1.7934 

71.2578 

1.7200 

70.1281 

1.6199 

80.2908 

1.5025 

38 

63.8765 

1.8651 

69.5378 

1.8059 

74.5082 

1.7171 

78.7883 

1.6078 

39 

62.0114 

1.9397 

67.7819 

1.8962 

72.7911 

1.8201 

77.1805 

1.7203 

40 

60.0717 

2.0173 

65.8357 

1.9911 

70.9710 

1.9293 

75.4602 

1.8407 

41 

58.0544 

2.0980 

63.8446 

2.0906 

69.0417 

2.0452 

73.6195 

1.9695 

42 

55.9561 

2.1820 

61.7540 

2.1951 

66.9965 

2.1677 

71.6500 

2.1074 

43 

53.7744 

2.2692 

59.5589 

2.3049 

'      64.8288 

2.2978 

69.5426 

2.2550 

44 

51.5052 

2.8599 

57.2540 

2.4201 

1      62.5310 

! 

2.4357 

67.2876 

2.4128 

45 

49.1453 

2.4544 

54.8889 

2.5411 

60.0953 

2.5819 

64.8748 

2.5816 

46 

46.6909 

2.5526 

52.2928 

2.6682 

57.5134 

2.7387 

62.2932 

1 

2.7625 

47 

44.1883 

2.6546 

49.6246 

2.8016 

54.7767 

2.'.X)10 

i      59.5307 

i 

2.9557 

48 

41.4887 

2.7009 

46.8230 

2.9416 

51.8757 

8.0750 

56.5750 

8.1627 

49 

88.7228 

2.8712 

43.8814 

3.0888 

48.8007 

3.259(i 

53.4123 

8.3841 

50 

85.8516 

2.9861 

40.792(( 

8.2482 

45.5411 

8.4651 

50.0282 

8.6200 
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Interest  Rate.      | 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

-.1 

40 

1 

5" 

6 

6" 

0 

79 

6 

U  1 

"" 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

51 

82.8655 

3.1036 

87.5494 

S.4053 

42.0860 

3.6624 

46.4073 

3.8745 

52 

29.75ii9 

3.2298 

31.1441 

3.5756 

38.4236 

3.8831 

42.5328 

4.1456 

5:5     I 

26.5301 

3.3590 

80.5683 

3.7544 

34.5415 

4.1151 

38.3872 

4.4858 

54 

23.1711 

3.4933 

26.8141 

3.9421 

30.4264 

4.8620 

33.9514 

4.7463 

53  ■ 

19.6778 

8.6331 

22.8720 

4.1392 

26.0644 

4.6237 

29.2051 

5.0785 

36 

16.0447 

3.7784 

18.7328 

4.3462 

21.4407 

4.9012 

24.1266 

5.4341 

57 

12.2663 

3.9295 

14.3866 

4.5635 

16.5395 

5.1952 

18.6925 

5.8145 

58 

8.8368 

4.0867 

9.8231 

4.7917 

11.3443 

5.5069 

12.8780 

6.2214 

59 

4.2501 

4.2501 

5.0314 

5.0314 

5.8374 

5.8374 

6.6566 

6.6566 

60 

0.0000 

0.0000 

0.0000 

o.pooo 

' 

100.0000 

100.0000 

100.0000 

100.0000 

80- Year  Life. 


0  j 

1  i 

2  ' 
3 

4 
5 

6 

7 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 


100.0000 
99.8186 
99.6299 
99.4337 
99.2296 
99.0174 
98.7967 
98.5672 
98.3285 
98.0802 
97.8220 
97.5535 
97.2742 
96.9838 
96.6817 
96.3676 
96.0409 
95.7011 
95.3477 


0.1814 
0.1887 
0.1962 
0.2041 
0.2122 
0.2207 
0.2295 
0.2387 
0.2483 
0.2582 
0.2685 
0.2(93 
0.2904 
0.3021 
0.3141 
0.3267 
0.3398 
0.3534 
0.3675 


100.0000 
99.8970 
99.7889 
99.6754 
99.5562 
99.4310 
99.2996 
99.1616 
99.0167 
98.8646 
98.7049 
98.3372 
98.3611 
98.1762 
97.9821 
97.7782 
97.3642 
97.3394 
97.1034 


0.1030 
0.1081 
0.1135 
0.1192 
0.1252 
0.1314 
0.1380 
0.1449 
0.1521 
0.1597 
0.1677 
0.1761 
0.1849 
0.1941 
0.2039 
0.2140 
0.2248 
0.2360 
0.2478 


100.0000 
99.9427 
99.3820 
99.8177 
99.7495 
99.6772 
99.6006 
99.5194 
99.433:3 
99.3120 
99.2453 
99.1428 
99.0341 
98.9189 
9H.7968 
98.6074 
98.5302 
98.3848 
98.2306 


100.0000 

0.0573 

99.9688 

0.0314 

0.0607 

99.9350 

0.0336 

0.0643 

99.8991 

0.0359 

0.0682 

99.8607 

0.0384 

0.0723 

99.8196 

0.0411 

0.0766 

99.7756 

0.0440- 

0.0812 

99.7285 

0.0471 

0.0861 

99.6781 

0.0504 

0.0913 

99.6242 

0.0539 

0.0967 

99.5666 

0.0576 

0.1025 

99.3049 

0.0617 

0.1087 

99.4389 

O.066O 

0.1152 

99.3683 

0.0706 

0.1221 

99.2927 

0.0756 

0.1294 

99.2118 

0.0809 

0.1372 

Q9.V^m 

0.0865 

0.1454 

99.0327 

0.0926 

0.1542 

98.9337 

0.0990 

0.1634 

0.1060 
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Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

5« 

4C 

6 

5" 

'0 

6 

3y 

70 

b 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

19 

94.9802 

0..3832 

96.8556 

0.2602 

98.0672 

0.1732 

j      98.8277 

0.1134 

20 

94.5980 

0.3975 

96.5954 

0.2732 

97.8940 

0.1836 

'      98.7143 

0.1213 

21 

94.2005 

0.4134 

96.3222 

0.2869 

97.7104 

0.1946 

98.5930 

0.1298 

22 

93.7871 

0.4299 

96.0853 

0.3012 

97..515H 

0.2063 

[      98.4632 

0.1389 

183 

93.3572 

0.4471 

95.7341 

0.3162 

97.8095 

0.2187 

:      98.3243 

0.1485 

j24 

92.9101 

0.4650 

95.4179 

0.aS21 

97.0908 

0.2318 

98.1758 

0.1590 

25 

92.4451 

0.4836 

95.0858 

0.3487 

96.8590 

0.2457 

98.0168 

0.1702 

26 

91.9615 

0.5030 

94.7871 

0.8661 

90.6133 

0.2605 

97.8466 

0.1821 

27 

91.4585 

0.5231 

94.3710 

0.3844 

96.8528 

0.2761 

97.6645 

0.1948 

28 

90.9354 

0.5440 

93.9866 

0.4036 

96.0767 

0.2927 

97.4697 

0.2085 

29 

'    90.3914 

0.5658 

93.5830 

0.42:B8 

95.7840 

0.3102 

97.2612 

0.2331 

30 

89.8256 

0.5884  j 

93.1592 

0.4450 

95.4738 

0.3288 

97.0381 

0.2387 

31 

89.2372 

0.6119 

92.7142 

0.4672 

95.1450 

0.3486 

96.7994 

0.2554 

32 

88.6253 

0.6364 

•     92.2470 

0.4906 

91.7964 

0.3695 

96.5440 

0.2733 

33 

87.9889 

0.6618 

91.7564 

0.5151 

94.4269 

0.8917 

96.2707 

0.2924 

34 

87.8271 

0.6883  i 

91.2413 

0.5409 

94.0352 

0.4152 

95.9783 

0.3129 

35 

86.6388 

0.7159 

90.7004 

0.5679 

93.6200 

0.4401 

95.6654 

0.3348 

3(5 

85.9229 

0.7445  ; 

90.1.325 

0.5963 

98.1799 

0.4665 

95.3306 

0.8582 

si' 

85.1784 

0.7743 

89.5363 

0.6262 

92.7184 

0.4945 

94.9724 

0.3833 

is 

84.4041 

0.8052 

88.9100 

0.6575 

93.2189 

0.5241 

94.5891 

0.4101 

39 

83.5989 

0.8375 

88.2525 

0.6903 

91 .6948 

0.5556 

94.1790 

0.4388 

40 

82.7614 

0.8709 

87.5622 

0.7249 

91.1393 

0.5869 

93.7402 

0.4696 

41 

81.8905 

0.9058  i 

80.83T3 

0.7811 

90. 5.503 

0.6242 

93.270(i 

0.5024 

42 

80.9847 

0.9420  ' 

86.0762 

0.7992 

89.9261 

0.6617 

92.7682 

0.5376 

43 

80.0427 

0.9797  i 

85.2770 

0.8391 

89.2644 

0.7014 

92.2806 

0.5752 

44 

79.0630 

1 

1.0189  I 

84.4379 

0.8811 

88.5630 

0.7485 

91.6554 

0.6155 

45 

78.0441 

1.0590 

83.5568 

0.9251 

87.8195 

0.7881 

91.0399 

0.658'i 

46 

76.9845 

1.1020 

82.6317 

0.9714 

87.0314 

0.8354 

90.8813 

1 

0.7047 

47 

75.8825 

1.1401 

81.0608 

1.0199 

86.1960 

0.8855 

89.0766 

O.T.-ilO 

48 

74.7864 

1.1919 

80.6104 

1.0709 

85.8105 

0.9380 

88.9220 

0.8068 

49 

78.5445 

1.2396 

79. 569.'-. 

1.1245 

84.8710 

0.0949 

88.115S 

0.8633 

50 

72.8019 

i.'zm-i 

7H.4450 

1.1807 

88.3770 

1 .0r)46 

87.2525 

0.9337 

61  ' 

71.0167 

1.3408 

77.2648 

1.2897 

82.8224 

1.1179 

8(>.8288 

0.9883 
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Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

si 

40 

0 

5' 

0 

60 

6 

7% 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

32    ! 

69.6749 

1.3944 

76.0246 

1.3017 

81.2045 

1.1850 

85.3405 

1.0575 

33    1 

68.2805 

1 

1.4502 

74.7229 

1.3668 

'      80.0195 

1.2561 

84.2830 

1.1316 

54     1 

!      66.8303 

1.5082 

73.3561 

1 

1.43S2 

78.7634 

1.3314 

83.1514 

1.2108 

55     i 

65.3221 

i 

1.5685 

71.9209 

1.5069 

1      77.4320 

1.4113 

81.9406 

1.2955 

56 

63.7536 

1.6312 

70.4140 

1.5823 

76.0207 

1.4960 

80.6451 

1.3862 

57 

62.1224 

1.6965 

'      68.8317 

1 

1.6614 

74.5247 

1.5858 

79.2589 

1.4832 

58 

60.4259 

1.7644 

67.1703 

1.7445 

1      72.9389 

1.6809 

77 , 7757 

1.5871 

59 

58.6615 

1.8349 

i      65.42.58 

1 

1.8317 

i      71.2580 

1.7818 

76.1886 

1.6982 

60 

56.8266 

1.9083 

63.5941 

1.9233 

69.4762 

1.8887 

74.4904 

1.8170 

61 

54.9183 

1.9847 

61.6708 

1 

2.0194 

I      67.5875 

2.0020 

72.6734 

1.9442 

62  . 

52.9336 

2.0640 

1      59.6514 

2.1204 

j      65.5855 

2.1221 

70.7292 

2.0803 

63 

50.8696 

2.1466  i 

57.5310 

2.2264 

63.4634 

2.2495 

68.6489 

2.2259 

U 

48.7230 

2.2325 

55.3046 

2.3377 

61.2139 

2.3844 

66.4230 

2.3818 

65 

46.4905 

2.3218  1 

52.96C9 

2.4546 

j      58.8295 

2.5275 

64.0412 

2.5485 

66 

44.1687 

2.4147  j 

50.5123 

2.5773 

56.3020 

2.6791 

61.4927 

2.7269 

67     i 

41.7540 

47.9350 

53.6229 

58.7658 

2.5112  1 

2.7062 

j 

2.8399 

2.9178 

68  ; 

1 

39.2428 

2.6117  i 

45.2288 

2.8415 

'      50.7830 

1 

3.0103 

55.8480 

3.1220 

69 

36.6.311 

42.3873 

i      47.7727 

52.7260 

2.7162 

2.9836 

1 

3.1909 

3.. 3405 

70 

33.9149 

2.8248 

39.4037 

3.1328 

1      44.5818 

1 

3.3823 

49.3855 

3.5744 

71    ; 

i 

31.0901 

2.9378 

36.2709 

3.2894 

41.1995 

3.5853 

45.8111 

3.8246 

72    1 

1 

28.1523 

3.0553 

32.9815 

3.4539 

37.6142 

3.8004 

41.9865 

4.0923 

73    ! 

1 

25.0970 

3.1775 

29.5276 

3.6266 

'      33.8138 

4.0284 

37.8942 

4.3788 

74     ' 

.     i 

21.9195 

3.3046 

25.9010 

3.8079 

1      29.7854 

4.2701 

33.5154 

4.6853 

75 

,      1 

18.6149 

3.4368 

22.0931 

3.9983 

25.5153 

4.5263 

28.8301 

5.0133 

76     : 

_     i 

15.1781 

3.5743  j 

18.0948 

4.1982 

20.9890 

4.7979 

23.8168 

5.3642 

77    ' 

1 

11.6038 

3.7173 

13.8966 

4.4081 

16.1911 

5.0858 

18.4526 

5.7397 

78    1 

1 

7.8865 

3.8659  I 

9.4885 

4.6285 

11.1053 

5.3909 

12.7129 

6.1415 

79   : 

4.0206 

4.0206 

4.8600 

4.8600 

5.7144 

5.7144 

6.5714 

6.5714 

80 

0.0000 

0.0000 

0.0000 

0.0000 

i 

100.0000 

100.0000 

100.0000 

100.0000 

100-Year  Life. 


100.0000 

99.9192 
99.8352 


0.0808 
0.0840 
0.0OT4 


100.0000 
99.9617 
99.9215 


0.0383 
0.0402 
0.0423 


lOO.OCOO 
99.9828 
99.9635 


0.0177 
0.0188 
0.0199 


lOO.COUO 
99.9919 
99.9833 


0.0081 
0.0086 
0.0092 
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Interest  Rate.      t 

Interest  Rate. 

Interest  Rate. 

Interest  Rate. 

a    . 
—  ai 

4% 

5% 

6% 

7% 

^>, 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

3 

99.7478 

0.0909 

99.8792 

0.0444 

99.9436 

0.0211  ' 

99.9741 

0.0099 

4 

99.6569 

0.0945 

99.8348 

0.0466 

99.9225 

0.0224 

99.9642 

0.0106 

5 

99.5624 

0.0983 

99.7882 

0.0489 

99.9001 

0.0237 

99.9536 

0.0113 

6 

99.4641 

0.1022 

99.7393 

0.0514 

99.8764 

0.0251  ' 

99.9423 

0.0121 

7 

99.3619 

0.1063 

99.6879 

0.0539 

99.8.=513 

0.0267 

99.9302 

0.0130 

8 

99.2556 

0.1106 

99.6340 

0.0566 

99.8246 

0.0283 

99.9172 

0.0139 

9 

99.1450 

0.1150 

99.5774 

0.0594 

99.7963 

0.0300 

99.9033 

0.0148 

10 

99.0300 

0.1196 

99.5180 

0.0624 

99.7663 

0.0318 

99.8885 

0.0159 

11 

98.9104 

0.1244 

99.4556 

0.0655 

99.7345 

0.0337 

99.8726 

0.0170 

12 

98.7860 

0.1294 

99.3901 

0.0688 

99.7008 

0.0357 

99.8556 

0.0182 

13 

98.6566 

0.1345 

99.3213 

0.0723 

99.6651 

0.0378 

99.8874 

0.0195 

14 

98.52:21 

0.1399 

99.2490 

0.0759 

99.6273 

0.0401  ! 

99.8179 

0.0208 

15 

<i8.3822 

0.1455 

99.1731 

0.0797 

99.5872 

0.0425 

99.7971 

0.0223 

16 

98.2367 

0.1513 

99.0934 

0.0836 

99.5447 

0.0450  i 

99.7748 

0.0238 

17 

98.0854 

0.1574 

99.0098 

0.0878 

99.4997 

0.0477 

99.7510 

0.0255 

18 

97.9280 

0.1637 

98.9220 

0.0922 

99.4520 

0.0506 

99.7255 

0.0273 

19 

97.7643 

0.1702 

98.8298 

0.0968 

99.4014 

0.0537 

99.6982 

0.0292 

20 

97.5941 

0.1770 

98.7330 

0.1017 

99.8477 

0.0569 

99.6690 

0.0313 

SI 

97.4171 

0.1841 

98.6313 

0.1067 

99.2908 

0.0603 

99.6377 

0.0334 

22 

97.2330 

0.1915 

98.5246 

0.1121 

99.2305 

0.0639 

99.6043 

0.0358 

23 

97.0415 

0.1992 

98.4125 

0.1177 

99.1666 

1 

0.0677 

1      99.5685 

0.0383 

24 

96.8423 

0.2071 

98.2948 

0.1236 

99.0989 

0.0718 

;      99.5302 

0.0410 

25 

96.6352 

0.2154 

98.1712 

0.1298 

99.0271 

0.0761 

99.4892 

0.0438 

26 

96.4198 

0.2240 

98.0414 

0.1.362 

98.9510 

0.0807 

99.4454 

0.0469 

27 

96.1958 

0.2330 

97.9052 

0.1431 

98.8708 

0.0855 

99.8985 

0.0502 

28 

93.9638 

0.2423 

97.7621 

0.1502 

98.7848 

0.0906 

99.3483 

0.0537 

29 

95.7205 

0.2520 

97.6119 

0.1577 

98.6942 

0.0961 

99.2946 

0.0575 

80 

95.46H5 

0.2621 

97.4542 

0.16.56 

98.5981 

0.1019 

99.2371 

0.0615 

31 

95.2004 

0.2726 

97.2886 

0.1789 

98.4962 

0.1080 

99.1756 

0.0ti58 

82 

94.9338 

0.2835 

97.1147 

0.1826 

1       98.3882 

0.1145 

1      99.1098 

0.0704 

38 

94.6503 

0.2948 

96.9321 

0.1917 

1       98.2737 

0.1218 

99.0894 

0.0753 

84 

94.8555 

0.8066 

86.74U4 

0.2018 

98.1524 

0.1286 

98.9611 

0.0806 

85 

94.0489 

0.8188 

96.5891 

0.2118 

98.02.38 

0.1368 

»t8.8a35 

0.0862 

86 

98.7801 

0.8816 

96.8278 

0.2219 

97.8876 

i 

0.1445 

98.7978 

0.0928 
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luterest  Rate.       i 

Interest  Rate. 

Interest  Rate,      i 

Interest  Rate. 

-£ 

4? 

a 

50 

0 

69 

0 

7% 

SS' 

1 

Value. 

Dep.     1 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

37 

93.3985 

0.3449 

96.1069 

0.2830 

97.7430 

0.1532 

98.7050 

0.0987 

38 

93.0536 

0.3587 

95.8729 

0.2447 

97.5S98 

0.1624 

98.6063 

0.1056 

39 

92.6949 

0.3T30 

95.6282 

0.2569 

97.4274 

0.1721 

98.5007 

0.1130 

40 

92.3219 

0.3879 

95.8713 

0.2697 

97.2553 

0.1824 

98.3877 

0.1209 

41 

91.9340 

0.4034 

95.1016 

0.2832 

97.0729 

0.1934 

,   98.2868 

0.1294 

42 

91.5306 

0.4196 

94.8184 

0.2974 

96.8795 

0.2050 

98.1374 

0.1385 

43 

91.1110 

0.4364  , 

94.5210 

0.3123 

96.6745 

0.2173 

97.9989 

0.1482 

44 

90.6746 

0.4538  i 

94.2087 

0.3279 

96.4572 

0.2303 

97.8507 

0.1585 

45     ' 

90.2208 

0.4720 

93.8808 

0.3443 

96.2269 

0.2441 

97.6922 

0.1696 

46 

89.7488 

0.4908 

93.5365 

0.3615 

95.9828 

0.2588 

97.5226 

0.1815 

47 

89.25S0 

0.5105 

93.1750 

0.3795 

95.7240 

0.2743 

97.3411 

0.1942 

4S 

88.7475 

0.5309  > 

92.7955 

0.3985 

95.4497 

0.2908 

97.1469 

0.2078 

49 

88.2166 

0.5521 

92.3970 

0.4184 

95.1589 

0.3082 

96.9391 

0.2223 

50 

8?.6645 

0.5742 

91.9786 

0.4394 

94.8507 

0.3267 

96.7168 

0.2379 

51 

87.0903 

0.5972 

91.5892 

0.4613 

94.5240 

0.3463 

96.4789 

0.2546 

52 

86.4931 

0.6211 

91.0779 

0.4844 

94.1777 

0.3671 

96.2243 

0.2724 

53 

85.8720 

0.6459 

90.5935 

0.5086 

93.8106 

0.3891 

95.9519 

0.2915 

54 

85.2261 

0.6718 

90.0849 

0.5340 

93.4215 

0.4124 

95.6604 

0.3119 

55 

84.5543 

0.6986 

89.5509 

0.5607 

93.0091 

0.4372 

95.3485 

0.3337 

56 

1 

83.8557 

0.7266 

88.9902 

0.5888 

92.5719 

0.4634 

95.0148 

0.3670 

57     1 

83.1291 

0.7556 

88.4014 

0.6182 

92.1085 

0.4912 

94.6578 

0.3820 

58 

82.3735 

0.7859 

87.7832 

0.6491 

91.6173 

0.5207 

94.2758 

0.4088 

59 

81.5876 

0.8173 

87.1341 

0.6816 

91.0966 

0.5519 

93.8670 

0.4374 

60 

80.7703 

0.8500 

86.4525 

0.7157 

90.5447 

0.5851 

93.4296 

0.4680 

61 

1 

79.9208 

0.8840 

85.7368 

0.7515 

89.9596 

0.6202 

92.9616 

0.5008 

62 

79.0363 

0.9193 

84.9853 

0.7890 

89.3394 

0.6574 

92.4608 

0.5358 

eaj 

78.1170 

0.9561 

84.1963 

0.8285 

88.6820 

0.6968 

91.9250 

0.5733 

64    1 

1 

77.1609 

0.9944 

83.3678 

0.8699 

87.9852 

0.7386 

91 .3517 

0.6135 

''i 

76.1665 

1.0341 

82.4979 

0.9134 

87.2466 

0.7829 

90.7883 

0.6564 

66 

ra.i324 

1.0755 

1      81.5845 

0.9591 

86.4687 

0.8299 

90.0818 

0.7024 

67 

74.0579 

1.1185 

80.6254 

1.0070 

85.6338 

0.8797 

89.3794 

0.7515 

68 

72.9384 

1.1633 

1      79.6184 

1.0574 

84.7541 

0.9325 

88.6279 

0.8041 

69    1 

71.7751 

1.2(»8 

1      78.5610 

1.1102 

83.8216 

0.9884 

87.8238 

0.8604 

70 

70.5653 

1.2582 

77.4508 

1.1657 

82.8332 

1.0477 

86.9634 

0.9206 
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100- Year  Life. — (Continued.) 

Interest  Rate. 

Interest  Rate. 

Interest  Rate.       | 

Interest  Rate. 

.2=0  ; 

4% 

j 

5% 

«"c 

7% 

si 

1 

<j  >. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

Value. 

Dep. 

71 

69.3071 

1.3085 

75.2851 

1.2240 

81 .7855 

1.1106 

86.0428 

0.9851 

72 

67.9986 

1.3608 

75.0611 

1.2852 

80.6749 

1.1772 

85.0577 

1.0540 

73 

66.6378 

1.4153  ] 

73.7759 

1.3495 

79.4977 

1.2479 

84.0037 

1.1278 

74 

65.2225 

1.4719 

72.4264 

1.4170 

78.2498 

1.3228 

82.8759 

1.2068 

75 

63.7506 

1.5308  i 

71.0094 

1.4878 

76.9270 

1.4032 

81.6691 

1.2912 

76 

62.2198 

1.5920 

69.5216 

1.5622 

75.5248 

1.4863 

80.3779 

1.3816 

77     i 

60.6278 

1.6557 

67.9594 

1.6403 

74.0385 

1.5754 

78.9963 

1.4783 

78 

58.9721 

1 .7219 

66.3191 

1.7223 

72.4631 

1.6700 

77.5180 

1.5818 

79 

57.2502 

1 
1.7908  1 

64.5968 

1.8084 

70.7931 

1.7701 

75.9362 

1.6925 

80 

55.4594 

1.8624 

63.7884 

1.8989 

69.0230 

1.8764 

74.2437 

1 

1.8110 

81 

53.5970 

1.9369 

60.8895 

1.9938 

67.1466 

1.9889 

72.4327 

1.9378 

82 

51.6601 

2.0144 

58.8957 

2.0935 

65. 157'; 

2.1083 

;       70.4949 

1 

2.0734 

83 

49.6457 

2.0950 

56.8023 

2.1983 

63.0494 

2.2348 

68.4215 

2.2186 

84 

47.5507 

2.1788  1 

54.6040 

2.3081 

60.8146 

2.3689 

66.2029 

2.3739 

85 

45.3719 

2.3659 

52.2959 

2.4235 

58.4457 

2.5110 

63.8290 

3.5400 

86 

43.1060 

2.3566 

49.8724 

3.5447 

55.9.347 

2.6616 

60.2890 

2.7179 

87 

40.7494 

2.4508 

47.3277 

2.6719 

53.27.31 

2.8213 

58.5711 

2.9081 

88 

38.2986 

2.5489 

44.6558 

2.8055 

50.4518 

2.9906 

55.6630 

3.1117 

89 

35.7497 

2.6508 

41.8503 

2.9458 

47.4612 

3.1701 

52.5513 

3.3295 

90 

33.0989 

2.7568 

38.9045 

3.0931 

44.2911 

3.3603 

,      49.2318 

3.5625 

91 

30.3421 

2.8671 

35.8114 

3.2477 

40.9308 

3.5619 

45.6593 

3.8119 

93 

27.4750 

3.9818 

32.5037 

3.4101 

37.3689 

3.7756 

41.8474 

4.0788 

93 

24.4932 

3.1011 

29.1536 

3.. 5806 

88.5933 

4.0021 

87.7686 

4.3643 

94 

21.3921 

8.2251 

25.5730 

3.7597 

29.. 59 12 

4.2423 

33.4043 

1 

4.6698 

95 

18.1670 

3.3541 

21.8133 

3.9477 

25.8189 

4.4968 

28.7345 

1 

4.9967 

90 

14.8129 

3.4883 

17.8656 

4.1450 

20.a521 

4.7666 

23.7378 

5.-3464 

97 

11.324B 

3.6278 

13.7206 

4.3523 

16.0a55 

5.0526 

18.3914 

5.7207 

98 

7.6968 

3.7729 

9.3683 

4.. 5699 

11.0329 

5.3558 

12.6707 

6.1211 

99 

8.9239 

3.9239 

4.7984 

4.7984 

5.6771 

5.6771 

6.5496 

1      6.54% 

100 

0.0000 

100.0000 

0.0000 

0.0000 

0.0000 

100.0000 

100.0000 

100.0000 
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APPENDIX    II. 

Some  Examples  of  the 

EXPECTATIOX     OF     LiFE     OF     So-CaLLED    PERMANENT     STRUCTURES. 

When  one  examines  records  of  the  life  of  different  kinds  of  so-called 
permanent  stnictures,  the  actual  life  of  such  structures  is  frequently 
found  to  be  much  shorter  than  the  life  usually  estimated,  and  probably 
much  shorter  than  was  anticipated  when  the  works  were  new.  For 
the  purpose  of  illustration,  this  subject  has  been  investigated  along 
two  lines:  (a)  the  actual  life  of  railway  stations,  and  especially  of 
terminal  stations;  (h)  the  life  of  water-works  sources,  reservoirs,  and 
pumping  stations. 

TABLE  5. — Life  of  Railway  Stations. 


Location. 


Remarks. 


Grand  Central  Station  and  Predecessors,  New  York  City. 


341  Bowery,  ar  Prince  Street 

Tryon  Row  (Municipal  Building) 

Fourth  Avenue  and  Twenty -sixth  Street  (Madison  i 
Square  G  arden  i ( 

Forty-second  Street 

Forty-second  Street.    Extensive  enlargement 

Forty-second  Street    Station.    Entirely  remodeled  I 

and  three  stories  added  for  offices f 

Construction  of  new  terminal  started 

Present  station  first  used  for  electric  service 

Present  station  in  full  use 


1832  i- 

1839  ) 

1857  J 

1873  -j 

1884  I 


1903  I 
1907  J 
1912 


Boston  and  Albany  Railroad,  Albany,  N.  Y. 


Wooden  building  at  Colonie  and  Broadway 
Brick  and  stone  building  at  Maiden  Lane 
Existing  stone  station 


Boston  and  Albany  Railroad,  Boston,  Mass. 


Original  station 

Kneeland  Street  Station 

South  Station  (Union  Station). 


History  between 
these  dates  not 
known. 


Boston  and  Providence  Railroad,  Boston,  Mass. 


Original  station 

Park  Square  Station 
South  Station 
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TABLE  5. — Life  of  Kailway  Stations. — (Continued.) 


Location. 


ifear  when 

Life, 

built  or 

in 

enlarged. 

jears. 

New  York  and  New  England  Railroad,  Boston,  Mass. 


Original  station. 


Station  burned  and  rebuilt 

Station  extensively  remodeled. 

South  Station 


Remarks. 


Boston  and  Maine  Railroad,  Boston,  Mass. 


Hayraarket  Square  Station 

North  Station  (Union  Station). 


1846     { 
1893     I 


47 


Eastern  Railroad,  Boston,  Mass. 


Causeway  Street  Station 

Station  burned  and  replaced  by  brick  building 
North  Station 


FiTCHBURG  Railroad,  Boston,  Mass. 


Causeway  Street  Station. 
North  Station 


1848 
1893 


Boston  and  Lowell  Railroad,  Boston,  Mass. 


Minot  Street  Station 1835  | 

Causeway  Street  Station 1852  )" 

Causeway  Street  Station  rebuilt ; 1873  i 

Merged  into  North  Station,  with  minor  alterations..  1893  \ 


Boston  and  Albany  Railroad,  Worcester,  Mass. 

1885 
1875     1 
1911      ) 

86 

History  not 

U  nion  Station 

known. 

New  Union  Station 

Average  life  of  all  stations.                

24 

The  Forty-second  Street  Station,  in  New  York  City,  although  cred- 
ited with  a  total  life  of  34  j-^ears,  had  that  length  of  life  only  for  the 
[)art  built  in  1883.  The  extensive  enlargement  in  1884  had  a  life  of 
23  years  and  the  remodeled  station  of  1899,  had  a  life  of  but  8  years. 


VALUATION    OF   PUBLIC   UTILITIES 


1559 


Life  of  Water- Works  Structures. 

The  average  life  of  the  sources  of  water  supply  given  in  Table 
6  was  shortened  by  the  introduction  of  a  general  system  of  water 
supply  for  the  Metropolitan  District,  which  made  the  further  use  of 
small  local  supplies  undesirable. 

Lake  Cochituate,  the  original  source  of  supply  of  Boston,  has 
been  in  use  65  years,  and  the  Sudbury  River,  the  second  source  of 
supply  of  the  city,  has  been  in  use  36  years,  but  both  these  sources 
are  now  used  only  to  a  limited  extent  to  supplement,  when  necessary, 
the  supply  from  the  Wachusett  Reservoir,  the  newest  source. 

TABLE  6. — Sources  of  Supply. 
Massachusetts  Metropolitan  Water  District. 


Source. 


Period. 
Years. 


Life, 

in 
years. 


Remarks. 


Boston,  Mvstic  Lake  source,  supplying 
12  01)0  000  gal.  daily  in  the  last  year  of  its 
life r 


Maiden,  Spot  Pond 

Maiden,  ground-water  source 

Quincy.  ground-water  source 

Quincy.  storage  reservoir 

Hyde  Park,  ground-water  source,  near  Nepon- 

set  River 

Hyde  Park,  ground-water  source,  near  Mother 

Brook 

Medf ord.  Spot  Pond 

Medf ord.  storage  reservoir 

Revere,  ground-water  source  in  town 

Revere,  ground-water  source  in  Cliftondale. . . 

Melrose.  Spot  Pond 

Watertown.  ground-water  source 

Arlington,  storage  reservoir 

Ailineton.  ground-water  source 

Swampscott.  ground-water  source 

Lexington,  ground-water  source 

Lexington,  storage  reservoir 


1864-1898 

1870-1898 
1890-1900 
1884-1898 
1888-1898 

•  1885-1912 

•1899-1912 

1870-1898 
1894-1899 
1884-1898 
1891-1899 
1870-1898 
1885-1898 
1872-1899 
189,5-1900 
1885-1899 
1884-1903 
1894-1903 


Abandoned  on  ac- 
count of  increasing 
pollution. 


Average. 


Reservoirs. 

At  the  time  of  the  completion  of  the  original  works  supplying 
Boston,  in  1848,  there  was  a  reservoir  of  23  acres  in  Brookline  at  the 
end  of  the  brick  aqueduct.  The  pipes  from  this  reservoir  led  to  three 
distributing  reservoirs :  one  of  them,  on  Beacon  Hill  in  Boston,  was 
a  large  elevated  masonry  reservoir  supported  by  arches;  the  other 
two  were  earthen  reservoirs  on  hills  in  South  Boston  and  East  Boston. 

The  Brookline  Reservoir  lost  a  large  part  of  its  value  at  the  end 
of  22  years,  when  it  was  superseded  by  a  larger  reservoir,  but  it  had 
a  life  of  52  years  before  its  use  was  discontinued.  The  use  of  Beacon 
Hill   Reservoir  was  discontinued   in   23   years;   of  the   South   Boston 
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Eeservoir  in  24  years;  and  of  the  East  Boston  Reservoir,  except  for 
the  purpose  of  emergency  use,  in  32  years. 

As  in  the  case  of  the  sources  of  supply,  the  life  of  pumping  stations 
in  the  Massachusetts  Metropolitan  Water  District,  has,  in  many  cases, 
been  shortened  by  the  introduction  of  a  general  system  of  supply.  The 
oldest  of  the  five  existing  pumping  stations  in  this  district  was  built 
26  years  ago,  and  the  building  was  extended  11  years  after  it  was  built. 

A  study  of  other  water  systems  shows  that  sources,  pumping  sta- 
tions, reservoirs  and  other  works  are  frequently  abandoned  for  various 
reasons,  such  as  the  pollution  of  sources,  the  growth  of  population  at 
higher  elevations  than  those  originally  provided  for,  and  the  general  im- 
provement and  enlargement  of  the  water  system  to  meet  changing  con- 
ditions. 

An  instance  of  an  extremely  short  life  of  a  reservoir  and  pumping 
station  was  observed  in  connection  with  a  valuation  for  rate-making 
made  in  1909.  The  rates  in  question  were  those  of  1904  and  1905. 
The  pumping  station  and  reservoir  did  not  appear  on  the  inventory 
for  1904,  because  they  had  not  then  been  built.  They  did  appear 
on  the  inventory  for  1905,  but  could  not  be  seen  by  the  appraiser  in 
1909  because  they  had  been  superseded  and  removed.  The  cause  of 
the  short  life  was  a  great  influx  of  population  which  settled  on  elevated 
land  and  required  a  more  complete  system  of  high-service  works. 

TABLE  7. — Pumping  Stations. 


Period. 
Years. 


Life,  in 
years. 


Boston,  original  high  service 

Old  East  Boston 

New  East  Boston 

West  Roxbury 

Mvmip  J  Worthington  Pump 

™y**"<^  1  Leavitt  Pump* 

Somerville 

Maiden,  Spot  Pond  Station 

Maiden,  Webster  Park  Station 

Chelsea 

Everett 

Qiiincy 

Hyde  Park,  Neponset  Kiver  Station. 
Hyde  Park,  Mother  Brook  Station.. 

Medford,  Spot  Pood  Station 

Medford,  Reservoir  Statit)U 

Revere,  Town  Station 

Revere,  Cliftondale  Station 

Melrose 

Watertown 

Arlington 

Swampscott 

Lexington 


1870-1888 
1880-1889 
1889-1898 
1886-1913 
1864-1898 
1896-1898 
1890-1900 
1883-1898 
1800-1900 
1886-1  iXlO 
1888-1899 
1884-1898 
1885-1912 
1899-1912 
1892-1898 
1894-1899 
1884-1898 
1891-1899 
1886-1899 
1885-1898 
t89.V1900 
1885-1899 
188l-19;)3 


*This  pumping  engine  was  transferred  to  another  pumping  station  when  the  Mystii- 
Station  was  abundoned. 
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On  the  other  hand  it  is  not  to  be  inferred  from  Table  6,  that  the 
average  life  of  sources  of  water  supply  is  but  17  years,  or  from  Table 
7,  that  the  average  life  of  pumping  stations  is  but  14  years — for  the 
life  history  of  the  majority  of  water-works  will  show  that  such  is  not 
the  case.  These  examples  have  been  cited  merely  to  indicate  that 
functional  depreciation  is  an  active  force  to  be  considered  and  given 
such  practical  weight  as  circiunstances  and  experience  may  indicate 
to  be  fair. 

Thus,  by  comparison  with  Table  7,  there  might  be  cited  the 
experience  of  the  Spring  Valley  Water  Company,  of  San  Francisco, 
Cal.  Out  of  eight  pimiping  stations  (excluding  the  centrifugal  booster 
and  ground-water  supply  stations,  recently  erected  and  still  in  service), 
all  but  one  are  in  active  service — and  this  one  was  an  emergency 
station,  and  not  one  of  permanent  construction.  The  age  of  the 
oldest  station  is  about  30  years,  the  mean  age  of  the  investment  in 
the  eight  stations,  15  years. 

Table  8  is  a  statement  of  the  pumps  in  these  stations. 


Table  8. 


Fl 

v-w 

heel 

pumps. 

Direct-acting  pumps. 

Black  Point 

.  1-30  ye 
.  2-22 
.  2-28 
.  .3-15 

ars. 

Ocean  View 2-18  years. 

Precita 5-17     " 

"    1     8     " 

Merced 

Millbrae.... 

Central 

Clarendon. . 

.  2-25 
.  1-18 
.  1-18 
.  1-15 

Centrifugal  pumps. 

Ravenswood 1-  4  years. 

Pleasanton 1-3     " 

1-7      " 

Crystal  Springs 3-8     " 

Xo  pumps  have  been  discarded,  except  three  small  double-acting 
low-duty  pumps  at  Bald  Hill  emergency  station,  used  in  two  or  three 
dry  years  for  a  few  months  only. 

This  comparison  is  made  merely  to  indicate  that  each  problem 
must  be  thoroughly  studied  in  the  light  of  the  local  past,  present, 
and  probable  future  conditions. 
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APPENDIX  III. 

Some  Examples  of  Actual  Overhead  Cost. 

In  presenting  these  data  as  to  actual  overhead  cost,  the  Com- 
mittee desires  to  lay  stress  on  the  need  of  using  all  such  figures  with 
caution.  Items  entering  into  overhead  cost  of  different  and  similar 
works  are  rarely  alike,  and  many  of  the  expenses,  and  even  classes 
of  expense,  incurred  on  one  piece  of  work,  might  not  be  incurred  on 
another.  It  is  impossible  to  forecast  all  the  conditions  and  items 
of  overhead  cost  which  will  develop  on  any  work.  Were  it  otherwise, 
no  separate  group  of  overhead  cost  would  be  necessary,  for  every 
expense  would  be  included  in  the  unit  costs. 

Experience  has  shown,  however,  that  indeterminate  or  indetermin- 
able expenses  always  occur,  and  in  such  amount  that  they  frequently 
aggregate  like,  or  similar,  percentages  of  fixed  unit  costs.  Hence,  the 
mere  amount  of  those  percentages,  developed  on  other  works,  has  a 
bearing  on  the  problem.  Their  segregation  aids  in  forecasting 
probable  developments  the  more  accurately,  and  they  furnish  a  back- 
ground of  comparative  experience  which  is  useful. 

Moreover,  in  valuing  properties,  years  after  their  construction, 
grave  uncertainties  generally  arise  as  to  the  conditions  which  actually 
developed  during  the  construction  of  these  works,  and  records  are 
virtually  never  in  sufficient  detail  to  eliminate  them.  Therefore, 
the  evaluator,  as  the  designing  and  constructing  engineer,  must 
make  reasonable  allowance,  to  cover  the  effect  of  these  uncertainties, 
if  justice  is  to  be  done. 

To  the  evaluator,  the  records  of  greatest  value  are  those  developed 
on  work,  with  all  the  details,  conditions,  and  surroundings  of  which 
he  is  personally  familiar,  as  these  he  is  in  a  position  to  use  most 
intelligently  as  a  yard-stick,  and  is  least  likely  to  misapply.  The 
evaluator  should  not  attempt  to  figure  the  value  of  property  with 
the  construction  costs  of  which  he  is  not  familiar. 

With  reference  to  the  data  submitted,  the  details  presented  to 
the  Committee  were  so  voluminous  as  to  be  impracticable  of  publication. 

(a). — Examples     Showing    Cumulative    Engineering    Costs,    with 

Varying  Volumes  of  Work. 
Compiled    from    printed    reports,    under    the    supervision    of    Alfred 

Craven,  M.  Am.  Soc.  C.  E. 


Year. 

New  York  State  Bar(?e 

Board  of  Water  Supply- 

Canal. 

New  York  Aqueduct. 

1905 

750Jf 

19l)(i 

98 

1(57.6% 

101)7 

40 

174.0 

li)08 

25 

81.3 

1009 

14 

82.9 

1910 

1» 

19.2 

1911 

9 

14.5 

1912 

9 

12.6 

1918 

9 

11.86 
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(d). — Overhead  and  Interest  During  Construction  on  Four  Large 

Undertakings. 

Summary  of  Analysis  made  by  Allen  Hazen,  M.  Am.  See.  C.  E. 


No. 


City  and  works 


Board  of  Water  Supplj'.  New  York  City. 

EDgineering  and  administration 

Interest  at  •1.309o,  and  taxes  during 

construction 

Total  overhead 

Metropolitan  Water  Board.  Boston 

Engineering  and  administration 

Interest  at  S.Wo  duriug  construc- 
tion  

Total  overhead , 

Cincinnati  Water-Works  Improvements. 

Engineering  and  administration 

Interest  at  3.759o  during  construc- 
tion  

Total  overhead 

Little  River  Works,  Springfield.  Mass. . . 

Engineering  and  administration 

Interest  at  3.5%  during  construction, 

about  

Total  overhead,  about 


Amount. 


$135  000  000     1905-1915 


Period. 


Land 
only. 


Structures 
only. 


43.08%         14.560;, 


37.150^ 
96.230^ 


Sll  000  000 


$2  000  000 


1897-1908 


190T-1908 


18.02% 
35.2OO0 


12.72%* 


15.24% 
29.90% 


14.30% 

3.500,6 
18.80.0 


*  Calculated  on  structures  and  land  taken  together. 

t  See  revised  analysis  by  Metcalf  and  Sherman,  of  Metropolitan  Water  Board  records, 
furnished  by  F.  P.  Stearns. 


Overhead  on  Structures  with  Engineering  and  Administration  as 
IT  Actually  was,  and  with  Interest  Calculated  at  Actual  Rate 
AND  AT  A  6%  Rate. 


No. 


Engineering  and  administration '■ 

Interest  rate ' 

Total  actual  interest 1 

Average  number  of  years  for  wbichi 

interest  was  paid 

Interest  for  the  same  period  at  0%, 

obtained  by  multiplying  actual  m- 

terest  by  ratio  of  (>%  to  rate  paid ... 

Corresponding  total  overhead 


Figures  in  Percentages. 


3 
n 


14.560/0 
4.30% 
18.08% 

4.19 


26.15% 
48.87% 


S  O  *^  rt 

ft 


12.7200 
3.75'>o 
I5.2400 


24.89% 
40.20% 


u—        o 
"   Ml  ^  S 

4J  t.  a  *  3 


U.30% 
3.50% 
3.. '50% 

1.00 


0.00% 
21.16% 


t  A  a 
5^.2 


£? 


CO. 
OS  3 


43.08% 

4.80% 

87.15%* 

7.85 


47.00% 
110.3% 


♦  Includes  taxes. 
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(/). — Engineering  on  Railways. 
From  Various  Sources. 


_^ 
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(1). — Actual   Cost.     Milwaukee,   Sparta  and  Northwestern  Rail- 
way (Chicago  and  Northwestern)  19 JO. 


52.97 

$5  412  246.85 
891  707.04 

'>  396  907.95 
364  559.21 

1  430  448.99 
339  005.89 

238  186.32 

$102  175.70 

Milwaukee    to  Clyman 

$108  428.21    S2  046.97 

7  654.47      

165  008.89      1844.91 

4  410.19  ;    

46  731.13      2  029.59 
4  581.87      

:i535.18         270.89 

2.0 

Butler  Yard 

0.86 

Clymau  to  Necedah. . . . 
Friendship  Yard 

89.44 

"asios 

13.05 

60  342.22 

3.06 
1  21 

Wyeville  to  Sparta 

Wyeville  Yard 

62  139.40 

a. 27 
1  :i8 

Necedah     to    Wyeville 
(Reconstruction  of 
old  road ) 

18  251.82 

1  49 

Average   cost,  entire 
line  

165.43 

$12  701  161.94 
f    13  834  925.93  1 
1  Cost,  includ-  1 
1     ing  right  of  1 

$76  775.65 
8:5  630.09 

$336  804.76  i $2  034.72 

2  65 

2  44 

1     ivay.             J 

(2). — Cases    Presented    to    Interstate    Commerce    Commission    in 
Argument  and  Brief,  September  1st,  1915. 


Name. 

State. 

Miles. 

Percentage. 

Missouri 

Wisconsin 

Kentucky  

Texas 

Nebraska 

California 

3.4 
178.0 
32.0 
47.0 
26.0 
143.0 

2.6 

2.8 

Illinois  Central 

1  3 

Sunset  Central 

2.8 

2.5 

Southern  Pacific 

2.5 

"The  total  investment  for  these  4  390  miles  of  western  lines  was 
$126  711214,  exclusive  of  land,  equipment,  and  overhead  charge;  the 
charge  to  engineering  was  $5  193  116,  the  construction  cost  per  mile 
being  less  than  $29  000. 

"The  East  reports  42  cases  (exclusive  of  the  Pennsylvania  Tunnel 
and  Terminal  Company  and  the  New  York  Central  developments  in 
New  York).  The  mileage  covered  is  817  miles,  or  but  19%  of  the 
length  reported  by  the  West,  the  total  investment,  excluding  land, 
equipment,  and  overhead,  being  $132  528  399,  or  $5  817  185  more  than 
the  4  390  miles  reported  by  the  western  lines. 
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"The  engineering  cost  for  these  817  miles  was  $7  677  089,  or  5.79%, 
an  increase  in  rate  of  41%  over  the  western  lines.  The  average  cost 
per  mile  was  $162  239,  or  5.6  times  the  amount  per  mile  expended  on 
the  western  roads  reporting." 


Name. 

State. 

MUes. 

Percentage. 

New  Hampshire 

7.^ 
6.0 
86.0 
14.0 
."^4.0 

n.o 

62.0 
63.0 

1.7 

2.2 

2.6 

2.2 

2.4 

2.0 

1.8 

Chicago  and  Eastern  Illinois 

Illinois 

2.6 

'"The  Xew  York  Central  and  Hudson  River  Railroad  Company,  the 
Barge  Canal,  and  five  cities  spent  $256  800  000  (including  land),  of 
which  $133  000  000  was  expended  outside  the  City  of  New  York.  The 
engineering  expense  on  this  work  that  was  charged  amounted  to  7.6% 
on  all  items  of  construction,  including  land. 

"The  Pennsylvania  Tunnel  and  Terminal  Company,  with  11.81 
miles  of  first  track  and  69.42  miles  in  all,  cost  $111  701  889,  exclusive 
of  eqmpment,  taxes,  interest,  or  overhead  charges  other  than  engi- 
neering; of  which  amount,  $20  679  950  was  for  land,  or  18.5%  of  the 
total.  The  charged  cost  of  engineering  was  7.2%  of  the  cost,  excluding 
land  and  equipment. 

'"The  South  reports  30  cases,  covering  1  638  miles,  with  an  invest- 
ment, including  land,  but  excluding  equipment  and  overhead,  of 
$78  546  665.  The  charged  cost  of  engineering  on  these  1  638  miles  was 
$3  492  248,  or  4.4%,  including  land." 
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(h). — Analysis  of  Certain  Land  Purchasers  by  Kailroads. 
Details  of  passenger  coach  yard  purchase,  8t.  Paid. 
There  were  no  condemnations,  all  tracts  being  bought  at  private 
sale. 

There  were  no  severance  damages,  the  entire  tract  being  bought  in 
each  case. 

The  law  reqmres  the  Tax  Commission  to  determine  ratio  of  assumed 
valuation  to  real  value,  and  the  "assessment  method"  is  based  on  actual 
assessment  affected  by  this  ratio. 


Area  purchased 

Total  purchase  price 

Deduct  amount  paid  for  improvements. 


Before  the 

identity  of  the 

purchaser 

was  known. 


581  120  sq.  ft. 

$94  000.00 

11  083.33 


After  the 

identity  of  the 

purchaser 

was  known. 


388  931  sq.  ft. 
$269  700 
69  132 


Amount  paid  for  land. 


Price  per  square  foot  paid  for  naked  land 

Total  naked  land  value  determined  by  assessment  method. 
Naked  land  value,  assessment  method,  per  square  foot 


$82  916.67 

0.143 
44  535.00 
0.077 


$300  568 

0.558 
49  536 

0.138 


Excess  paid  over  value  by  the  assessment  method. 


.'isi.er 


$151  032 


Summarized,  the  above  figures  show: 
Naked  land  value  determined  by  assessment  method.   $94  071.00 

Paid  for   improvements 128  023.47 

Paid,  in  excess  of  value,  by  assessment  method 189  413.66 

Paid  for  severance  damages 0 


23% 

31% 

46% 

0 


Expenses  of  acquisition $411  508.13  100% 

The  actual  expense  of  the  Right-of-Way  Department  was  $3  553.20, 

or  only  0.86%   of  the  total  purchase  price.     There  were  21  parcels 

acquired  and  two  others  secured  by  exchange  of  site  and  removal  of 

buildings,  making  23  owners  dealt  with.     Expense  per  parcel,  $154.50. 

Details  of  Knife  River  Branch,  N.  Dale.,  Northern  Pacific  Railway. 


Mercer  Co.,  N.  Dak. 

Dunn  Co.,  N.  Dak. 

Valuation  of  naked  land,  made  by  real  estate 
men  and  banker.s,  not  by  employees.    Per 

$22.07 
$15  709.42 
86 

784.97 
9.12 
27  460. 
85  00 
4 

70.83 

1  966.. 52 

27.70 

$22.13 
$12  0(i5.12 
63 

Total 

Total  acres  conveved 

615  55 

9.77 

17  106 

27.80 

Acres  condemned 

Average  per  acre,  award 
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Summary. — Both  Counties. 

Total  naked  land  value $27  774.54  62.32% 

All  other  elements  of  value 16  791.89  37.68% 


Total  purchase  price $44  566.43           100% 

Expense  of  acquisition 9  258.79 

Ratio   of  expense  of   acquisition 

to  purchase  price 20.77 

Expenses  of  Acquisition. 

Total. 

Services  and  expenses  of  right-of-way  agents .  $6  790.75 

Services  and  expenses  of  attorneys 705.69 

Cost  of  abstracts  and  opinions  of  title 1  227.80 

Cost   of  recording   deeds 329.55 

Automobile  hire 205.00 


Average 

Average 

per  deed. 

per  acre. 

$46.19 

$4.85 

4.80 

0.50 

8.35 

0.93 

2.24 

0.23 

1.40 

0.15 

$9  258.79      $62.98      $6.66 

This  case  affords  an  illustration  of  the  extremely  favorable  cost  of 
acquisition.  The  line  was  desired  by  the  people.  There  was  but  little 
contest.  Two  of  the  condemnation  cases  were  to  acquire  land  owned 
by  the  State  of  Korth  Dakota,  the  other  two  were  against  land  com- 
panies. Every  individual  owner  was  settled  with,  yet,  in  spite  of 
these  facts,  the  land  cost  was  $27  774.54,  and  ''other  elements"  plus 
cost  of  acquiring  amounted  to  $26  050.68,  or  93.8%  of  the  bare  land 
price. 

Details  of  Bear  Creek  Branch,  Northern  Pacific  Railway. 

The  Bear  Creek  Branch,  built  in  an  irrigated  valley  under  high 
cultivation,  i)aralleling  within  2  miles  an  existing  road,  was  not 
desired  by  the  farmers. 

The  assessed  value,  based  on  sales  of  5  916  acres  in  1913-14,  was 
25.3%  of  sales.  On  this  the  assessor's  statement  that  25%  is  a  fair 
average  is  accepted  for  part  of  the  district,  but  20%  was  used  on  part. 

Condemnation  occurred  in  seven  cases,  in  each  case  the  award  was 
divided  into  (a)  actual  value  of  strip  taken,  (fc)  damages  to  remainder. 

Area  taken  by  condemnation....  23.57  acres 

Award  for  strips  taken $3  624.00  13.2% 

Award  for  damages 23  930.00  86.8% 


Total  award  $27  554.00  100% 

It  is  to  be  noted  that  the  award  for  strips  averaged  $153.75  per  acre, 
as  against  an  actual  land  value,  based  on  assessment  method  and 
opinion,  of  $59.85  per  acre  plus  $20.00  for  growing  crops.  This  award 
was  $73.90  in  excess  of  actual  value. 
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The  total  purchases  were  as  follows: 

Bridgev  to  Belfry i:)5.7S  acres  at  $59.85 

Belfry   to   Bear   Creek.  .  104.26      "      "      25.15 


260.04 


Bear  Creek  town  lots. 


$9  323.43 
2  622.06 


2  206.08 


Total  naked  laud  value $14  151.65 

All  other  elements  of  value 100  606.60 


12.33% 

87.67% 


$114  758.28      100.00% 

Expense   of    acquisition $5  384.35 

Ratio  of  expense  of  acquisition  to  total  pur- 
chase  price    4.7% 

Details  of  costs  of  acquisition,  56  parcels,  260  acres  plus  59  town 
lots. 


Abstracts  of  title 

Recording  deeds 

Legal   

Salaries    and    expenses    right-of- 
way  men 


Total.  Per  parcel.  Per  acre.* 

$725.25  $12.95  $2.70 

111.40  2.00  0.41 

168.25  3.00  0.62 

4  379.45  78.20  16.22 


384.35     $96.15     $19.95 


Details  of  Land  Purchases,  Norfolh  and  Western  Railway,  Nottoway 
Co. J  Va.    Main  Line  and  Second  Track  Construction. 


i  Acres.    Parcels. 

! 

Average 

acres  per 

parcel. 

Total 
considera- 
tion. 

Naked 
land  value. 

Other 

elements  of 

value. 

13.40 

87.86 

$14  006 
21  769 

$5  870 
10  068 

$8  136 

11  701 

101.26  '        163 

0.683 

$35  77.5 

$15  938 

$19  837 

Averages:  Town  land,  average  per  acre,  naked  land.        $438.06      41.9% 
"           "       "         other  con- 
siderations      607.16      58.1% 


Total $1  045.22  100% 

The  expenses  of  acquisition $13  761.06 

Ratio  of  expense  to  cost  of  acquisition 38  4/10% 

Legal  expense  included  in  cost  of  acquisition $11 186.28 

Cost  of  acquisition,  other  than  legal  expense $2  574.78 

Ratio  of  expenses,  other  than  legal,  to  cost 7  2/10% 

*  The  59  town  lots  computed  as  10  acres. 
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Total  expense  of  acquisition,  per  acre $135.90 

Total  expense  of  acquisition,  per  parcel 84.40 

Expense,  exclusive  of  land,  per  acre 25.43 

Expense,  exclusive  of  land,  per  parcel 16.10 

The  elements  in  "Other  elements  of  value"  were  $2  105  for  moving 
buildings,  $2  040  for  severance  damages,  and  the  remainder  was  con- 
sequential damages. 


Acres. 

Parcels. 

Total 
consideration. 

Naked 
land  value. 

Other  elements 
of  value. 

Dinwiddle  County 

Isle  of  Wight  County.... 

22.54 
5.436 

23 

12 

S8  482  66 
2  529 

$3  245 
580 

$5  238 
1  949 

Expense  of  acquisition,  Dinwiddie  Co $1 154.33, 

or  13.16%  of  purchase  price. 

Expense  of  acquisition.  Isle  of  Wight  Co 687.32, 

or  27.18%  of  purchase  price. 

Expense  per  acre,  Dinwiddie  Co 51.00 

"           "       "     Isle  of  Wight  Co 126.44 

"           "    parcel,  Dinwiddie  Co 50.19 

"           "        "        Isle  of  Wight  Co 52.87 

Investigations  of  the  California  Commission. 

In  the  proceedings  to  determine  the  valuation  of  the  Petaluma  and 
Santa  Kosa  Railway,  the  finding  was  written  by  Commissioner 
Shelen.  In  his  discussion  of  right  of  way,  he  states  (Decision  No. 
2348— Case  No.  145— Publ.  Serv.  Reports,  1915  C  752) : 

"The  records  of  the  engineering  department  contain  the  analysis 
of  some  1 140  miles  of  recently  constructed  railroad  rights  of  way  m 
California,  the  total  cost  of  which  is  $8  211632.65,  and  the  market 
value  of  the  land  for  ordinary  purposes,  at  the  time  of  purchase,  was 
$6  293  862.89,  which  would  show  a  multiple  of  1.30.  The  incidental 
expense  in  connection  with  the  acquisition  of  844  miles  of  this  right 
of  way  was  $648  329,  which  is  9.14%  of  the  amount  paid  to  the 
grantors.  Practically  88%  of  the  costs  of  lands  was  for  property 
located  within  incorporated  city  limits,  and  the  multiple  on  this 
classification  was  approximately  1.25." 
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APPENDIX   IV. 

Records  of  Abandoned  Property. 

The  Committee  calls  the  attention  of  engineers  and  administrators 
of  public  utility  properties  to  the  desirability  of  keeping  as  clear  and 
complete  a  record  as  possible  of  the  property  abandoned  by  the  corpora- 
tion, annually  and  in  aggregate  amount. 

Such  records  will  be  of  great  service  to  Courts  and  commissions, 
in  assisting  them  to  determine  the  annual  depreciation  allowance  which 
should  fairly  be  made  for  any  public  utility  property,  in  the  light  of 
its  past  history,  as  well  as  of  an  intelligent  forecast  of  its  probable 
future. 

It  is  obvious  that  such  records — when  used  as  a  check  on,  or  when 
coupled  with,  an  estimate  of  the  accrued  depreciation  on  the  existing 
property — will  reduce  substantially  the  element  of  uncertainty  which 
must  attend  all  such  computations,  based,  as  they  must  always  be, 
on  probable  future,  as  well  as  on  past,  conditions. 

As  an  example  of  such  records  within  the  water-works  field,  and  of 
their  applicability,  the  following  table  is  cited,  embodying  the  results 
of  a  continuous  effort  to  collect  such  data,  during  a  period  of  15  years, 
more  or  less,  on  the  part  of  Allen  Hazen  and  Leonard  Metcalf,  Members, 
Am.  Soc.  C.  E. 

It  seems  highly  probable  that,  by  keeping  such  records  in  detail, 
there  will  be  developed,  in  the  course  of  time,  sufficient  information 
to  admit  of  the  setting  aside  of  the  fair  annual  depreciation  allowance 
on  a  basis  of  percentage-of -gross-revenue  of  the  operating  company,  a 
method  which  would  have  much  advantage,  on  account  of  its  sim- 
plicity of  accounting,  as  well  as  for  other  reasons. 

Inasmuch  as  this  table  is  submitted  for  suggestive  purposes  only, 
and  not  for  direct  application,  it  is  unnecessary  to  record  here  a  descrip- 
tion of  the  various  plants,  or  the  methods  of  determining  the  figures 
contained  in  the  record,  though  it  may  be  added  that  these  figures  have 
been  taken  in  large  measure  from  authoritative  sources,  such  as  Court, 
commission,  or  agreed,  findings. 
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DISCUSSION 


Mr.  J.  E.  WiLLouGHBV,*  M.  Am.  Soc.  C.  E.  (by  letter). — In  its  con- 

oug  5.  piygjong  Qn  the  Fundamental  Principles  of  Valuation,  the  Committee 
fails  to  direct  especial  attention  to  the  fact  that  the  principles  and 
methods  must  be  such  as  will  insure  to  a  property  subject  to 
competition  an  opportunity  to  benefit  in  what  is  sometimes  called  the 
unearned  increment,  in  order  to  attract  capital  to  the  service  of  the 
public.  The  investor  in  a  railroad  property  must  have  a  hope  of  gain 
beyond  the  current  rate  of  interest,  because  there  can  never  be  a 
guaranty  that  a  railway  (as  it  is  always  subject  to  competition)  will 
earn  the  current  rate  of  interest  on  its  "fair  value". 

The  Committee's  classification  of  "New  Properties",  "Old  Proper- 
ties under  Continuous  Regulation",  and  "Old  Properties  not  Under 
Continuous  Regulation",  leads  to  the  assumption  that  the  Committee 
considers  the  fair  value  of  the  property  to  be  related  in  some  way  to 
past  accounting.  Such  a  conclusion  is  unfortunate.  The  fair  value 
of  a  property  is  not  affected  in  any  way  by  the  accuracy  or  inaccuracy 
of  the  accounting.  The  book  record  only,  of  the  cost  of  a  property, 
is  thus  affected.  Even  if  the  capital  expenditure  accounting  were  cor- 
rectly kept  throughout  the  history  of  a  property,  the  accounting  would 
show  merely  the  monies  expended  on  it,  less  retirements,  and  the  accrued 
depreciation,  if  any,  and  the  accumulated  assets.  The  accounting  will 
not  show  the  fair  value  of  the  property. 

The  writer  is  not  in  sympathy  with  the  idea  that  a  property  has 
one  value  for  rate-making  purposes,  another  value  for  capitalization, 
and  yet  another  for  taxation.  It  is  quite  true  that  property  of  all 
kinds  is  returned  for  taxation  at  less  than  its  market  value.  Some 
States — e.  g.,  Alabama — fi:x  by  statute  what  percentage  of  the  market 
value  shall  be  subject  to  tax  levy;  in  other  States,  such  a  percentage 
is  fixed  by  common  consent.  It  is  also  true  that  it  will  be  imprudent 
for  the  operating  management  of  a  steam  railway  property  to  capitalize 
many  items  of  expenditure  which  the  Interstate  Commerce  Commission 
Accounting  Classification  permits — e.  g.,  the  assessment  against  the 
railway  for  a  sewer — because  the  expenditure,  being  in  the  nature  of  a 
tax,  ought  to  be  provided  for  out  of  income.  Only  those  expenditures 
should  be  capitalized  by  the  operating  management  as  may  increase 
the  revenues  of  the  railway;  as  may  lessen  the  operating  expenses;  or 
as  may  be  conducive  in  some  measure  to  the  safety,  comfort,  or  con- 
venience of  the  employees  or  patrons  of  the  railway.  The  rates  fixed 
by  and  for  the  railway  should  be  sufficient  to  provide  for  expenditures 
out  of  income  to  cover  all  expenditures  which  do  not  como  witliin  this 
classification. 


Wllininglon,  X.  C. 
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The  exception  which  the  Committee  makes  in  its  list  of  "Physical  Mr. 
Property  to  be  Included  in  Valuation"  (page  1319)  under  "Excessive  wniouprhby. 
Size  or  Capaciti/"  is  not  consistent.  The  Committee  correctly  pro- 
poses to  value  the  actual  property  as  existing  on  the  day  of  valuation, 
and  not  a  substitute  property  serving  the  same  purpose.  The  Com- 
mittee should  not  vest  the  engineer  in  charge  of  the  valuation  with 
the  power  of  reviewing  the  errors  of  judgment  of  the  oi'iginal  construc- 
tion, because  that  is  biit  a  step  toward  valuing  the  theoretical  property, 
which  will  serve  the  same  purpose,  and  is  abhorrent  to  the  Committee's 
views.  Under  the  exception,  much  of  the  present  railway  construction 
will  be  eliminated  in  part  from  a  valuation.  There  are  noteworthy 
examples  in  the  Union  Passenger  Station  at  Washington,  the  Penn- 
sylvania Terminal  in  Xew  York  City;  and  in  abnormal  expenditures 
for  low  grades  and  multiple  tracks  in  some  recent  railway  construction. 

The  writer  will  add,  as  a  corollary  to  the  paragraph  "Title  to  Prop- 
erty not  Conclusive",  that  all  structures  on  land  to  which  the  owner 
of  the  public  utility  has  title  should  be  included  in  the  valuation.  The 
inventory  of  land  will  necessarily  include  all  lands  to  which  the  owner 
has  paper  title,  and  not  held  adversely  by  others;  and  also  all  lands 
which  the  owner  holds  adversely  to  others,  the  owner  being  without 
paper  title.  The  theory  of  the  law,  that  ownership  of  land  covers 
ownership  of  all  fixed  improvements,  gives  to  the  railway  owning  the 
land  all  fixed  improvements  thereon,  although  those  improvements  may 
have  been  paid  for  wholly  or  in  part  by  others.  This  view  is  not  incon- 
sistent with  the  theory  of  cost  of  reproduction  which  requires  us  to  con- 
sider the  railway  under  investigation  as  the  junior  line.  Deeds  to  lands 
and  the  possession  of  lands  in  absence  of  deeds  are  the  physical  items 
of  an  inventory  of  lands,  just  as  the  cross-ties,  rails,  and  fastenings 
are  physical  items  of  an  inventory  of  track.  In  an  estimate  of  cost  of 
reproduction,  all  structures  and  appliances  that  exist  to  enable  the 
railway  under  investigation  (called  A)  to  cross  another  railway  (called 
B)  must  necessarily  be  inventoried  in  favor  of  the  railway  A,  regard- 
less of  ownership  of  land,  because  such  expenditures  are  a  part  of  the 
cost  of  crossing.  The  railway  A,  under  investigation,  being  non- 
existent, must  provide  such  structures  and  appliances  as  will  enable 
railway  A  to  surmount  the  physical  obstacle  which  exists  as  railway  B. 
In  like  manner,  when  railway  B  is  under  investigation,  the  cost  of 
structures  and  appliances  to  cross  railway  A  must  be  inventoried  in 
favor  of  railway  B.  This  double  inventory  is  not  contrary  to  the  public 
interest,  because  the  public  benefits  enormously  in  the  reduction  of  unit 
costs  from  the  assumption  of  the  existence  of  all  railways  except  the 
railway  under  investigation,  and  suifers  only  a  very  small  addition  to 
the  collective  estimate  of  cost  of  reproduction  of  all  the  railways.  The 
writer  has  noticed  with  impatience  the  recent  discussion  of  methods 
for  dividing  the  cost  of  crossing  structures  between  the  two  railways 
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Mr.         ou  some  historical  basis,  because  such  discussion  contemplates  merely 

°"^    '^ '  a  way  to  prevent  the  assessment  twice  of  a  very  small  item  of  the  cost 

of  reproduction,  and  at  the  same  time  to  lessen  greatly  the  actual 

historical  costs  of  the  property  vmder  investigation  in  all  items  that 

the  presence  of  the  railway  to  be  crossed  will  affect. 

The  Committee  is  correct  in  its  conclusion  on  "Cost  of  Reproduc- 
tion" (page  1321)  that  the  identical  property  is  to  be  reproduced,  and 
not  a  substitute,  and  that  normal  present  conditions  shall  determine 
the  prices  and  methods  for  doing  the  work.  It  is  worth  wliile  to  review 
just  what  these  conclusions  require  for  railway  A^aluation : 

1. — The  rail  and  fastenings,  ties,  ballast,  and  track  accessories 
must  be  considered  as  new,  and  of  the  quality  inventoried. 
It  is  true  that  many  branch  lines  of  the  greater  systems  were 
laid  with  relay  rail  on  the  date  of  first  construction,  but 
such  practice  was  a  result  of  the  development  of  the  system. 
It  will  be  inconvenient  to  go  into  this  feature  of  development 
expense — i.  e.,  to  assess  the  losses  to  the  railway  due  to  the 
removal  of  rail  from  principal  lines,  before  the  full  life  of 
the  rail  had  been  obtained,  so  that  relay  rail  for  branches 
might  be  available.  Considerable  quantities  of  relay  rail  are 
not  sold  in  the  market  for  new  construction,  and  therefore 
it  is  inconsistent  with  the  theory  of  reproduction  to  estimate 
relay  rails  for  branch  lines  when  the  material  is  not  available 
for  purchase  for  such  works.  By  assessing  the  decretion  to 
the  rail  fastenings  and  track  accessories  in  branch  lines,  from 
new  to  the  date  of  inventory  condition,  the  interest  of  the 
public  will  be  fully  protected.  Many  sections  of  the  country 
are  without  suitable  ballast,  and  ballast  is  necessarily  handled 
for  long  distances,  over  tracks  that  have  been  surfaced  on  a 
temporary  ballast.  A  haul  is  now  being  made,  on  gravel 
ballast  to  points  in  Florida,  that  averages  490  miles.  The  unit 
costs  must  cover  the  haul.  The  construction  programme  will 
provide  properly  for  the  use  of  temporary  ballast,  and  the 
hauling  and  placing  of  the  permanent  ballast  after  comple- 
tion of  the  track  laying,  but  the  time  limit  for  construction 
must  be  greatly  extended,  and  special  equipment  must  be 
provided  for.  It  will  be  improper  to  consider  that  the  entire 
energies  of  the  railway  will  be  exerted  in  liauling  ballast. 
The  ballast  movement  will  be  subject  to  the  delays  of  the 
railway's  date  of  valuation  traffic — that  traffic  being  one  of 
the  ])rosoiit-day  conditions. 

2. — The  cuts  and  fills  must  be  of  the  dimensions  and  of  the 
materials  shown  on  the  date  of  valuation.  A  fill  made  of  rock 
or  of  clay  in  a  sand  country  must  be  so  inventoried,  regard- 
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less  of  whether  the  adjoining  country  exhibits  only  sand.  On  Mr. 
many  of  the  railways  in  the  Atlantic  Coastal  Plain,  where  the  '  °"^**  ^ 
soils  are  largely  sand,  clay  has  been  hauled  many  miles,  and 
at  great  cost,  to  aid  in  making  a  stable  embankment.  A  cut 
that,  at  the  date  of  the  inventory,  is  too  narrow  for  steam 
shovel  operation  must  have  unit  prices  aflSLsed  commensurate 
with  the  cost  of  removal  by  wagons,  carts,  scrapers,  or  hand, 
and  must  have  a  time  limit  sufficient  for  these  slower  methods. 
The  cuts  in  Florida  sand  (which  is  too  light  to  support  teams) 
must  be  considered  as  being  removed  by  hand  (or  by  steam 
shovel  if  the  dimensions  warrant),  and  must  have  unit  prices 
affixed  on  such  basis.  Where  present-day  construction  methods 
still  provide  for  the  two-way  basis  of  pay  for  earthwork,  the 
two-way  basis  must  be  assumed.  Embankments  through  the 
swamps  of  the  Southeast,  which  will  require  trestles  for  con- 
struction, on  account  of  lack  of  available  borrow,  must  have 
that  feature  of  cost  considered.  Especial  attention  must  be 
given  to  inventory  the  condition  of  the  material  in  the  top 
surface  of  the  roadway.  All  the  older  railways,  by  the  tamp- 
ing action  of  traffic,  and  by  the  provision  of  select  soils  for 
track  surfacing  in  past  years,  have  built  up  the  roadbed  into 
a  dense  crust,  impervious  to  water,  and  of  great  sustaining 
power  for  the  ballast.  This  crust  is  an  asset  to  be  inven- 
toried. It  is  not  usually  obtained  in  present-day  construction 
because  ballast  is  put  directly  on  the  soft  roadbed,  with  result- 
ing water  pockets  and  other  objectionable  features.  A  rock 
cut  in  a  town  or  city  must  have  imiit  prices  large  enough  to 
cover  the  extra  cost  of  taking  the  rock  out  so  as  not  to  injure 
persons  and  property  adjoining,  although  the  town  or  city 
may  have  been  built  up  about  the  cut  after  the  latter  was 
actually  excavated.  Borrow  from  an  embankment  must  be 
taken  from  points  now  available.  The  inventory  must  locate 
available  borrow-pits.  Borrow  cannot  be  assumed  as  being 
taken  from  improved  city  property,  although  the  borrow  may 
have  been  originally  obtained  from  the  grading  of  vacant  lots 
before  the  city  was  built. 
3. — The  bridges,  trestles,  and  culverts  must  be  of  the  dimensions 
and  material  shown  on  the  date  of  inventory.  Where  stone, 
sand,  and  gravel  for  masonry  is  available  in  quantities  neces- 
sary for  the  completion  of  the  work  within  the  adopted  time 
limit  only  at  great  distances  from  the  work,  these  materials 
must  have  unit  prices  sufficient  to  cover  the  cost  of  hauling 
from  those  distant  points.  Concrete  is  now  being  built  on 
a  new  line  in  Central  Florida,  for  which  the  gravel  is  hauled 
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600  miles,  and  for  which  sand  is  hauled  200  miles,  because 
there  is  neither  suitable  gravel  nor  sand  for  concrete  available 
in  the  territory  through  which  the  new  line  is  being  built. 

4. — The  right  of  way  of  the  railway  to  be  valued  is  cleared  and 
usually  grubbed.  Proper  consideration  of  these  items  requires 
that  they  shall  be  assessed  on  the  basis  of  the  condition  of 
adjoining  lands.  If  the  adjoining  lands  be  fields  that  are  now 
cleared  and  grubbed,  the  assumption  lies  that  the  right  of 
way  will  be  cleared  and  grubbed,  and  vice  versa. 

5. — Due  consideration  must  be  given  to  the  normal  resources  of 
the  country  as  to  labor  and  supervision.  Labor  is  limited  in 
amount,  and  any  great  increase  in  demand  for  labor  causes 
the  wages  to  rise  and  carries  increased  unit  costs.  The  con- 
struction programme  must  not  be  shorter  than  the  normal  labor 
resources  warrant. 

6. — The  annoyances,  expenses,  and  delays  of  and  to  the  conduct 
of  construction  works  under  present-day  public  antagonisms, 
political  chicane,  and  legal  proceedings  must  all  be  incor- 
porated in  the  costs  of  reproduction. 

The  writer  is  not  in  accord  with  the  Committee  that  "history  must 
also  be  considered,  to  determine  what  is  to  be  reproduced,  the  condi- 
tions under  which  it  is  to  be  reproduced,  and  how  estimates  must  be 
made".  History  has  no  place  in  an  estimate  of  the  cost  of  reproduction 
of  a  railway,  except  in  so  far  as  history  is  reflected  in  the  experience 
of  the  engineer  who  makes  the  valuation.  In  a  railway,  the  items  to 
be  reproduced  are  capable  of  being  inventoried  to  the  extent  that  such 
items  are  now  duly  inventoried  in  the  construction  engineer's  estimate 
in  advance  of  actual  construction  of  present-day  works.  The  idea 
underlying  cost  of  reproduction  is  to  fix :  For  what  money  can  the 
existing  property  be  built  now  ?  To  mix  the  past  with  the  present  will 
only  confuse  the  issue. 

In  making  a  proper  financial  and  construction  programme,  un- 
limited capital  must  not  be  assumed.  All  our  large  systems  of  railways 
have  been  built  up  slowly,  and  the  capital  required  has  been  available 
generally  on  reasonable  terms.  The  tendency  of  engineers  in  fixing 
a  programme  for  reproduction  is  to  consider  the  physical  items  only 
as  aflFecting  the  time  limit.  Experience  docs  not  justify  ignoring  the 
effect  which  capital  requirements  will  have  on  the  time  limit,  the  unit 
prices,  and  the  total  cost  of  the  property. 

There  is  a  value  due  to  continuity  which  attaches  to  a  railway  right 
of  way,  but  this  value  is  not  to  be  considered  in  connection  with  the 
cost  of  reproduction.  It  must  be  considered  as  a  part  of  the  fair  value 
of  the  property  when  that  value  is  fixed. 
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The  writer  expresses  his  approval  of  the  distinction  made  by  the  Mr. 
Committee  between  "decretion"  and  "depreciation"  (page  1324).  For  '  """  ^' 
a  railway,  the  Committee  might  have  brought  out  more  clearly  the  fact 
that  decretion  is  an  operating  expense  which  for  the  older  railways  is 
taken  care  of  by  annual  renewals,  and  which  is  invariably  more  than 
offset  by  assets  of  the  railway  other  than  those  entering  into  a  cost  of 
reproduction  valuation. 

The  Committee's  conclusion  on  depreciation  (page  1328)  is  a 
correct  one.  The  words  "funds  held  in  reserve  for  such  property", 
mean,  of  course,  securities  as  well  as  cash. 

It  is  well  to  remember  that,  in  ascertaining  the  value  of  accrued 
depreciation,  the  basis  is  not  the  original  cost  of  the  item,  but  the 
replacement  cost.  As  an  example,  the  labor  cost  of  track  laying  and 
surfacing  on  new  lines  varies  from  $1  000  to  $2  000  per  mile.  The 
labor  cost  of  relaying  the  rail  and  fastenings,  chargeable  also  to  track 
laying  and  surfacing  under  the  Interstate  Commerce  Commission 
Classification,  varies  from  $200  to  $500  per  mile.  It  is  proper  to  apply 
decretion  to  track  laying  and  surfacing,  but  only  to  the  sum  necessary 
to  relay.  In  some  of  the  tentative  valuations  of  railways  lately  issued 
by  the  Interstate  Commerce  Commission,  depreciation  is  applied  to  the 
cost  of  track  laying  and  surfacing  as  of  new  lines,  and  the  accrued 
depreciation  so  determined  is  in  excess  of  the  total  cost  of  relaying, 
which  means  that  the  decretion  is  more  than  100%,  and  is  absurd. 

Appreciation  is  an  asset  to  be  added  to  cost  of  reproduction  new. 
The  Committee  is  correct  in  the  conclusion  that  appreciation  is  not  to 
be  used  as  an  offset  to  depreciation.  This  conclusion  is  true  because 
appreciation,  being  an  item  to  be  inventoried  and  valued  as  a  part  of 
the  cost  of  reproduction  new,  cannot  be  used  as  an  offset,  any  more 
than  other  items  of  the  physical  make-ups  of  the  property  can  be  used 
as  such  an  offset.  The  solidification,  seasoning,  and  adaptation  of  a 
railway  is  as  real  an  item  of  construction  cost  as  is  the  cost  of  haul  of 
material  from  cut  to  fill. 

"Development  Expenses"  (page  1329)  shotild  properly  include  the 
losses  due  to  keeping  the  property  up  to  the  requirements  of  public 
use.  Many  items  of  permanent  railway  construction  are  abandoned 
because  substitute  structures  must  be  built  to  meet  the  public  needs. 
As  an  example,  consider  the  abandonment,  by  the  railways  of  the 
Southeast,  of  pile  foundations  for  wooden  trestles  when  public  service 
forced  the  substitution  of  10-ft.  trestle  spans  for  12  and  13-ft.  spans. 
There  are  single  systems  in  the  Southeast  with  more  than  70  miles  of 
wooden  trestles.  The  foundation  piles  abandoned  as  a  result  of  the 
public  requirements  will  cost  not  less  than  $10  000  per  mile.  The 
abandoned  property,  being  wood  permanently  moist,  has  a  life  expect- 
ancy that  is  practically  perpetual. 


Qrunsky 
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Mr.  C.  E.  Grunsky,*  M.  Am.  Soc.  C.  E.  (by  letter). — ISTo  one  who  has 

attempted  a  solution  of  the  valuation  problem  as  it  is  presented  when 
the  rates  of  public  utilities  are  to  be  fixed,  will  underrate  the  amount 
of  work  done  and  the  careful  consideration  which  has  been  given  by 
the  Committee  to  the  preparation  of  this  report.  It  represents  an 
earnest  effort,  in  the  light  of  the  present  state  of  the  art,  to  lay  the 
foundation  for  the  procedure  which  should  be  followed  when  rates 
are  to  be  fixed,  on  the  assumption  that  the  decisions  of  the  Courts 
thus  far  rendered  and  as  ordinarily  interpreted  are  to  be  accepted 
as  final.  The  Committee,  however,  has  failed  to  recognize  the  fact 
that  it  is  unwise  to  make  "value",  as  called  for  by  the  Courts,  which 
resvdts  from  the  earnings,  the  starting  point  when  rates,  and  therefore 
earnings,  are  to  be  fixed.  The  Committee  has  accepted  as  reasonable 
the  proposition  that  there  need  be  no  stability  to  the  rate-base,  that 
the  rate-base  may  change  with  the  changing  value  of  the  elements 
of  which  any  public  utility  plant  is  composed,  and  that  the  determina- 
tion of  this  fluctuating,  constantly  changing,  "fair  value"  is  necessary, 
because  the  Courts  hold  that  "fair  value"  is  the  proper  starting  point. 
The  writer  has  written  so  much  on  this  subject,  and  his  views  are 
so  well  known,  that  he  will  make  his  remarks  very  brief.  He  feels 
certain,  however,  that  the  method  of  procedure  when  rates  are  to  be 
fixed  under  which  the  life  of  the  utility,  considered  in  its  entirety,  is 
regarded  as  unlimited,  and  under  which  the  use  of  a  definitely  ascer- 
tainable rate-base  (not  controlled  by  value)  is  possible,  has  so  much 
in  its  favor  that  it  will,  in  time,  be  generally  adopted.  This  method 
is  not  mentioned  by  name,  but  is  closely  related  to  the  method  described 
in  the  report  as  the  "Keplacement  Method."  The  Unlimited-Life 
Method  is,  to  be  sure,  a  replacement  method,  but  not  such  as  would 
require  the  exact  amount  necessary  in  any  year  for  replacements  to  be 
collected  from  the  rate-payers  in  that  year.  Neither  is  its  application 
limited,  as  suggested  by  the  Committee,  for  the  Keplacement  Method. 
The  replacement  requirement  under  the  Unlimited-Life  Method  is  to 
be  forecast  in  a  reasonable  way,  and  suitable  provision  is  to  be  made 
in  the  earnings  to  have  the  money  for  making  replacements  available 
when  required.  It  is  immaterial  how  the  estimate  is  made;  but  it  is 
essential  that  all  funds  collected  for  replacement  purposes  be  properly 
accounted  for.  If  the  computation  has  been  at  fault,  and  the  replace- 
ment fund  is  found  after  a  time  to  be  inadequate,  earnings  must  be 
increased.  If,  on  the  other  hand,  there  is  inordinate  accumulation 
in  the  replacement  fund,  then  the  allowance  for  the  replacement 
requirement  should  be  reduced.  Under  the  Unlimited-Life  Method 
of  ])rocedure  the  need  of  estimating  the  accrued  depreciation  of  the 
entire  plant  falls  away.  The  rate-base,  onco  determined,  remains 
unchanged  until  the  plant  is  extended  or  modified,  or  until  the  piiblic 

•  San  Pranclsoo,  Cal. 
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desires  to  put  itself  into  the  position  of  part  owner  by  retiring  a  part      Mr. 
of  the  owner's  invested  capitah 

The  soundness  of  the  theory  on  which  tlie  Unlimited-Life  Method 
of  procedure  is  based  seems  to  have  been  generally  recognized.  The 
simplicity  of  its  application  and  the  advantage  which  it  has  of  requir- 
ing lowest  earnings  in  the  early  years  of  operation,  will  compel  its 
general  adoption  or  re-adoption  whenever  the  Courts  shall  have  found 
it  desirable  to  modify  their  recent  decisions  which  heretofore  have  been 
interpreted  to  hold  that  value  must  be  made  the  starting  point, 
ignoring,  apparently,  the  fact,  to  which  attention  cannot  be  called  too 
frequently,  that  value  is  not  the  premise  for  the  determination  of 
earnings,  but  is  created  by  the  earnings. 

There  is  nothing  which  would  prevent  the  Courts  from  receding 
from  the  position  apparently  taken  in  the  Knoxville  case,  in  which 
the  United  States  Supreme  Court  said: 

"If,  however,  a  company  fails  to  perform  this  plain  duty  and  to 
exact  sufficient  returns  to  keep  the  investment  unimpaired,  whether 
this  is  the  result  of  unwarranted  dividends,  over  issues  of  securities, 
or  of  omission  to  exact  proper  prices  for  the  output,  the  fault  is 
its  own." 

This  position,  if  it  means  rates  at  all  times  to  yield  earnings 
which  will  include  so-called  depreciation,  is  not  sound  doctrine,  because 
the  cases  will  be  rare  indeed  in  which,  immediately  on  the  beginning 
of  operations,  the  earnings  can  be  made  adequate  to  keep  the  invest- 
ment unimpaired.  Some  time  must  be  allowed  during  which  the 
earnings  will  fall  short  of  the  amount  apparently  called  for  by  the 
decision  of  the  Court.  This  time  may  be  only  1  year,  or  it  may  be  5 
or  10  years.  If  the  opinion  of  the  Court  is  regarded  as  applying 
with  equal  force  to  the  years  already  past  as  to  those  yet  to  come, 
which  seems  to  follow  from  the  context  in  the  decision,  then  either 
a  sacrifice  may  be  demanded  of  the  owner,  or  the  few  rate-payers  of 
the  early  years  may  be  required  to  carry  an  unwarranted  burden. 

It  is  sound  doctrine,  and  reasonable  and  fair  to  both  the  rate-payer 
and  the  owner,  to  estimate  the  required  earnings  so  that  there  will 
be  no  immediate  retirement  of  invested  capital,  but  only  suitable 
gradually  increasing  provision  for  necessary  renewals.  The  renewal 
or  replacement  fimd,  however,  can  be  regarded  at  any  time  as  a  return 
of  capital,  when  the  business  is  to  be  closed  out,  or  when  the  public 
desires  to  participate  in  the  ownership.  A  method  of  procedure  is 
thus  marked  out,  which  is  remar^cably  simple  and  makes  unnecessary 
a  consideration  of  value  as  the  starting  point  when  rates  are  to  be  fixed. 

The  rate-base  thereunder  will  start  with  the  capital  reasonably  and 
properly  invested,  not  swelled  by  appreciation  nor  reduced  by  depre- 
ciation. .  This  is  substantially  what  Mr.  James  T.  Shaw  contends  for 
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Mr.  in  a  statement  presented  on  November  9th,  1915,  to  the  Railroad  Corn- 
runs  y.  QjiggjQjj  Qf  California  in  the  Telephone  Rate  Case  (Application  No. 
1870),  when  he  asks  that  the  "actual  performance"  be  made  the  "rate- 
base."  In  his  argument,  he  reinforces  the  plea,  which  is  being  made 
by  many  engineers  and  economists,  that  value  be  regarded  as  a 
"result  and  not  a  premise." 

Influenced  perhaps  by  an  earlier  presentation  of  this  subject  by  Mr. 
Shaw,  the  Public  Service  Commission  of  the  State  of  Washington, 
in  the  proceedings  relating  to  telephone  and  telegraph  rates  (Cases  Nos. 
1810  and  1825),  on  April  25th,  1916,  says: 

"The  statute  is  silent  upon  the  question  of  the  finding  of  'fair 
value'  or  a  base  for  rates.  The  Commission  is  directed  to  find  the 
"market  value',  but  no  one  contends  that  the  'market  value'  is  always 
a  fair  basis  for  rates.  Since  the  Commission  is  required  to  ascertain 
the  fair,  just,  reasonable  and  sufficient  rates  for  telephone  service,  the 
Commission  will  assume  that  it  is  authorized  to  find  a  'rate  base.' " 

Relating  to  value  as  a  basis  for  rate-making,  the  Commission  says: 

"If  we  take  this  definition  of  the  term  'value'  and  make  such  value 

the  basis  for  rate-making,  each  time  we  increase  the  return  we  increase 

the   desirableness    of   the   property    or   properties,    and    on    the   other 

hand  if  we  decrease  the  return,  we  decrease  that   which  makes  the 

thing  desirable;   and  so,   if  we  decrease  the  return  we  decrease   the 

value,  and  if  we  increase  the  return  we  increase  the  value." 

******* 

"To  say  that  rates  are  to  be  based  upon  the  value  of  the  property, 
using  the  term  in  its  usual  and  ordinary  sense,  is  to  say  that  rates 
shall  be  based  upon  one  premise  to-day,  another  to-morrow.  So  we 
must  conclude  that  when  the  Courts  said  that  rates  were  to  be  based 
upon  'fair  value',  they  could  not  have  meant  to  use  the  word  'value' 
in  the  sense  in  which  the  word  is  ordinarily  used  and  understood." 

Some  Courts,  too,  are  beginning  to  recognize  the  futility  of  requir- 
ing that  "fair  value"  shall  be  made  the  "basis  of  the  calculation." 
Thus,  for  example,  the  Supreme  Court  of  Idaho  in  a  recent  decision 
(1915),  Pocatella  Water  Company  case,  Murray  vs.  Public  Utilities 
Commission,  reversing  the  Public  Utilities  Commission  of  that  State, 
says  in  reference  to  depreciation : 

"In  other  words,  if  it  be  demonstrated  that  the  plant  is  in  good 
operating  condition  and  giving  as  good  service  as  a  new  plant,  then 
the  question  of  depreciation  may  be  entirely  disregarded." 

It  is  the  duty  of  the  valuation  engineer  and  the  economist  to  point 
out,  as  occasion  arises,  that  it  would  be  error  on  the  part  of  the  Courts 
to  insist  that  "fair  value"  be  made  the  basis  of  the  calculation  when 
rates  are  to  be  fixed.  It  may  not  be  easy,  however,  to  secure  general 
admission  that  other  procedures  than  the  one  thus  far  approved  are 
sound.      The   Courts   must  act  with   caution,   and   nnist   bo  convinced 
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beyond  peradventure  before  taking:  a  new  stand.  The  writer  believes,  Mr. 
however,  that  the  decisions  wliich  seem  to  determine  what  should  be 
made  the  "rate-base"  are  not  so  final  or  explicit  as  to  be  removed 
from  attack,  or  at  least  from  possible  new  interpretation.  The  decisions 
of  the  Courts  which  make  value  the  starting  point,  have  been  rendered 
to  prevent  confiscation  of  property  and  to  protect  rate-payers  from 
inordinate  exactions.  The  method  sujiposed  to  be  the  only  one  accept- 
able to  the  Courts  is  illogical  and  difficult,  and  is  practically  impos- 
sible of  satisfactory  application,  and  yet  there  is  available  a  simple, 
logical,  and  perfectly  fair  method  of  procedure,  the  advantages  of 
which  will  be  generally  admitted  whenever  its  application  shall  have 
obtained  the  sanction  of  the  Courts. 

Heretofore,  the  writer  has  called  the  attention  of  the  Profession 
to  the  fact  that  the  ordinary  application  of  sinking-fund  methods  to 
compute  the  amounts  which  should  go  into  a  depreciation,  or  into  a 
replacement,  fund  are  materially  in  error.*  It  is  self-evident  that 
the  actual  term  of  usefulness  of  any  article  will  never  agree  exactly 
with  the  term  which  was  predicted  for  it  when  it  went  into  use  on 
the  basis  of  probable  life  for  articles  of  its  class.  When  consideration 
is  given  to  the  departure  of  the  actual  term  of  service  of  individual 
articles  from  their  probable  life  or  expectancy,  it  will  be  found  that 
the  computation  of  the  annual  depreciation  increment  or  of  the  annual 
replacement  requirement  is  quite  different  from  that  computed  in  the 
ordinary  way  from  their  probable  life. 

It  is  not  proposed  to  present  conclusions  on  this  subject,  but  only 
to  express  regret  that  the  Committee  did  not  take  the  time  to  ascer- 
tain, approximately  at  least,  the  magnitude  of  the  effect  of  the  depart- 
ure of  the  actual  useful  life  of  articles  from  their  expectancies.f 
The  report  is  silent  on  this  subject,  and,  being  silent,  only  reflects  the 
present  unsatisfactory  state  of  the  art.  Any  one  attempting  to  apply 
any  method  of  procedure  which  involves  a  deduction  of  depreciation 
will  find  difficulty  in  making  provision  in  the  accounting  for  the 
individualized  articles  which  go  out  of  use  before  the  end  of  their 
predicted  term  of  usefulness,  as  well  as  for  those  which  serve  beyond 
this  originally  allotted  term  of  usefulness.  He  will  find  that  the 
Compound-Interest  Method  is  not,  as  was  originally  claimed,  an  equal- 
annual-paj-ment  method,  even  when  interest  rates  are  uniform,  that 
the  Sinking-Fund  Method  might  as  well  be  discarded  for  an  approxi- 
mation method  similar  to  the  Straight-Line  Method,  and  that  the 
Straight-Line  Method  imposes  an  unwarranted  burden  on  the  rate- 
payers of  the  early  years,  which  is  undesirable  and  unnecessary.  Any 
"present-value"   method,   as   already  stated,   must  be   accompanied  by 

*  Transactions,  Am.  Soc.  C.  E.,  VoL  LXXV,  p.   837  ;  also.  Vol.  LXXIX,  p.  761. 

*  See  "Valuation,  Depreciation,  and  the  Rate-Base",  by  C.  E.  Grunsky,  pp.  104 
to  122. 
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Mr.       frequent  re-determinations  of  value.     Under  all  the  methods  described 
^"^^  ^'  by  the  Committee,  except  the  Replacement  Method,  booldieeping  will 

be  a  complicated  art. 

The   application   of   the   Compound-Interest   Method   of   procedure 

is  by  no  means  as  simple  as  the  Committee  assumes  when,  on  page 

1474,  it  says: 

"There  is  no  ambiguity  in  the  foregoing  described  method;  no 
chance  for  confusion ;  the  method  is  exactly  analogous  to  that  described 
under  the  straight-line  theory  of  depreciation." 

This  would  only  then  be  true  if  all  individualized  articles  would 
actually  go  out  of  use  at  the  ends  of  their  respective  probable  life 
terms. 

The  Committee  has  not  offered  a  satisfactory  solution  of  a  vexed 
question.  It  leaves  the  whole  matter  in  confusion.  Nevertheless,  the 
facts  presented  in  the  report  and  the  academic  discussion  of  the  results 
that  would  be  obtained  under  various  methods  of  procedure,  on  the 
assumption  of  certain  premises,  not  to  be  realized  in  practice,  is  a 
valuable  contribution  to  the  literature  on  valuation  and  rate  regulation, 
and  will  be  of  material  aid  in  hastening  the  acceptance  of  fundamental 
principles  and  the  general  adojition  of  a  satisfactory  method  of 
procedure. 

The  fact  that  the  profit  to  which  the  owner  of  a  public  utility  is  en- 
titled may  be  expressed  in  terms  other  than  as  an  increment  of  the  rate 
of  return  applied  to  a  rate-base,  has  not  been  brought  out  in  the  Commit- 
tee's report,  and  yet  this  deserves  discussion,  as  it  smooths  the  way  for 
determining  reasonable  rates  without  starting  with  "value."  The 
])iirpose  of  this  extension  of  the  writer's  discussion*  is  to  make  this 
fact  clear.  The  Courts  are  compelled  to  determine  whether  or  not 
the  allowed  earnings  are  confiscatory.  Consequently,  they  have  con- 
cerned themselves  with  value,  regardless  of  how  it  may  have  been 
built  up.  The  rate-regulating  authority,  on  the  other  hand,  should 
be  and  is  free  to  use  any  proceeding  which  to  it  appears  to  be  con- 
venient and  equitable  in  determining  what  the  earnings  and,  therefore, 
the  rates  should  be.  This  fact  does  not  seem  to  have  been  recognized 
or  accepted  by  many  of  the  public  service  commissions,  and  they, 
therefore,  following  the  lead  of  the  Courts,  are  nearly  all  concerned 
with  the  value  of  public  utility  properties  and  find  themselves  forced, 
in  some  cases,  as  the  writer  has  instanced  in  his  preceding  discussion, 
to  read  new  meanings  into  the  word  "value."  If  every  property  to 
be  valued  was  new,  there  would  be  comparatively  little  difficulty  in 
estimating  the  amount  that  should  be  assumed  to  be  reasonably  and 
properly  invested  therein,  but  there  ia  serious  difticulty  when  a 
property  is  no  longer  new.     The  service  rendered  by,  or  the  output 

*  TlUK  is  an  addition  to  tlio  provioiis  part  of  Mr.  CJrnnsky's  discussion. 
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of,  a  property  wliich  is  mature  and  well-seasoned,  is  ordinarily  better  Mr. 
than,  or  at  least  as  good  as,  the  same  service  or  output  of  a  new  plant,  ''""^'y- 
From  the  standpoint  of  the  value  of  the  service  rendered,  therefore, 
the  rates  determined  for  a  new  plant  should  be  appropriate,  too,  for 
a  plant  the  parts  of  which  may  show  all  manner  of  accrued  depre- 
ciation. Except  for  the  requirement  apparently  laid  down  by  the 
Court  that  '"value",  interpreted  to  mean  "present"  or  "depreciated" 
value,  is  to  be  taken  into  account,  there  is,  in  other  words,  no  need 
at  all  of  considering-  "accrued  depreciation"  (not  to  be  confounded 
with  "deferred  maintenance")  when  rates  are  to  be  fixed.  Conse- 
quently, as  already  stated,  the  principle  of  starting  with  a  rate-base 
undiminished  by  depreciation  is  fundamentally  sound. 

When  thus  determined,  however,  something  more  than  the  rate- 
base  is  to  be  brought  into  consideration.  The  rate-base  may  express 
what  the  sacrifice  was,  which  the  owner  had  made  and  on  which  (to 
cover  interest  and  expenses  incident  to  securing  money  for  the 
enterprise)  he  should  receive  an  adequate  interest  return.  In  addi- 
tion to  an  adequate  interest  return  on  such  a  rate-base,  however,  he 
may  reasonably  expect,  and  certainly  is  entitled  to,  compensation 
for  management,  and  for  business  hazards;  and  he  is  entitled,  also, 
to  a  participation  in  the  prosperity  of  the  community  which  he  serves. 
In  dealing  with  "value",  it  has  become  customary  to  include  therein 
some  allowance  for  "going  value"  and  also  to  fix  the  rate  of  return 
on  the  resulting  "fair  value"  higher  than  ordinary  interest  rates.  A 
way  has  thus  been  found  to  permit  the  utility  to  earn  more  than 
interest  on  the  investment.  The  business  yields  a  profit.  Unfortu- 
nately, it  is  difiicult,  if  not  impossible,  to  establish  any  fair  or  accept- 
able rule  for  determining  the  fair  rate  of  return  which  ordinarily 
is  to  include  the  profit  item.  That  this  is  difficult  is  due  to  the 
fact  that  one  utility  is  of  a  character  involving  a  large  investment 
compared  with  the  annual  gross  income,  and  another  shows  the  reverse 
condition;  a  large  amount  of  business  is  done  on  a  small  investment. 
Wat€r-works  may  be  suggested  as  of  the  first  class,  particularly  when 
the  areas  owned  for  reservoir  and  water-shed  purposes  are  extensive. 
Express  companies  suggest  themselves  as  belonging  in  the  second 
class.  Their  ownership  of  property  and  capital  investment  may  be 
but  nominal,  although  their  annual  receipts  are  large. 

Why  not  give  consideration,  therefore,  to  the  volume  of  business, 
to  the  annual  gross  income,  as  well  as  to  a  rate-base,  when  deter- 
mining what  the  earnings  should  be?  In  other  words,  let  the  profit 
be  brought  into  a  fair  relation  to  the  volume  of  business,  instead  of 
attempting  to  predicate  it  on  the  rate-base,  or  that  uncertain  element, 
"value",  which  is,  in  part,  created  by  the  profit. 

WTien  an  interest  return  is  allowed  to  the  utility,  which  will  cover 
the  cost  of  money  borrowed  for  legitimate  enterprises  of  the  character 
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of  such  utility,  and  this  interest  rate  is  applied  to  a  rate-base  estimated 
from  legitimate  proper  investment  undiminished  by  accrued  depre- 
ciation, certain  profit  allowances,  about  as  noted  subsequently,  ■will 
be  found  to  be  appropriate.  It  is  assumed  that,  in  determining 
the  cost  of  borrowed  money,  due  allowance  will  be  made  for  dis- 
counts and  commissions.  The  profit  allowances,  if  made  as  suggested, 
would  represent  compensation  in  lieu  of  current  appreciation  and 
interest  on  the  going  value,  or  other  elements  of  value  not  included 
in  the  rate-base.  In  the  last  analysis,  however,  the  capitalization  of 
this  profit  allowance  would  show  that  intangible  values  have  actually 
been  created  and  are  demonstrable.  The  reversal  of  the  usual  pro- 
cedure appears  to  be  advisable.  Instead  of  starting  with  the  intangible 
values  which  are  to  be  created  by  the  earnings,  let  the  profit  be  fixed, 
and  the  intangible  values  will  take  care  of  themselves.  The  sug- 
gested profit  allowances  are  as  follows : 
When  gross  income  is  $10  000  about  15%....      $1500  per  year. 


$10  000  about  15%.. 

.   $1 500 

per 

100  000 

u 

14.5% . 

.   14  500 

a 

500  000 

u 

13.5%. 

.   67  500 

<' 

1  000  000 

u 

12.5%. 

.  125  000 

" 

3  000  000 

li 

10%  .  . 

.  300  000 

5  000  000 

u 

9%.. 

.  450  000 

" 

10  000  000 

" 

8%  .. 

.  800  000 

it 

20  000  000 

'' 

7%.. 

.  1  400  000 

40  000  000 

a 

6%.. 

.2  400  000 

a 

100  000  000 

a 

5%.. 

.5  000  000 

" 

The  allowances  here  suggested  as  additions  to  the  interest  return 
on  the  rate-base  are  only  tentative,  and  remain  subject  to  modification 
on  further  study.  Furthermore,  no  such  general  suggestion  as  is 
here  made  could  be  expected  to  fit  every  case.  These  allowances, 
moreover,  are  intended  to  apply  under  ordinary  conditions,  and  do 
not  cover  the  larger  return  which  the  owner  has  a  right  to  expect 
under  the  unusual  condition  when,  by  introducing  a  new  invention 
or  a  less  expensive  process,  which  may  be  the  direct  result  of  his 
efficient  management,  he  has  reduced  materially  the  cost  of  his  output. 

In  such  an  event,  the  resulting  benefit  should  go  to  both  the 
owner  and  to  the  rate-payer,  and  the  owner  should  be  recompensed 
for  discarded  property,  rendered  useless  perhaps  by  the  new  inven- 
tion, but,  necessarily,  put  at  once  into  the  class  of  property  no 
longer  in  use.  It  would  be  proper  in  such  cases,  without  imposing 
hardship  on  the  rate-payer,  to  allow  the  rates  to  remain  as  they 
would  have  been  without  taking  account  of  the  reduced  cost  of  pro- 
duction, at  least  long  enough  to  amortize  completely  so  much  of  the 
original  plant  as  the  new  invention  has  rendered  usclo.ss.  After  this 
amortization  is  aocomplishod,  the  rates  will  be  subject  to  such  adjust- 
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ment  as  will  bring  the  rate-payer  into  fair  participation  of  the  benefit  Mr. 
which  has  resulted.  If  any  policy  less  favorable  to  the  owner  was  ^™"^  ^ 
followed,  he  would  find  it  to  his  advantage  not  to  make  any  inno- 
vations which  would  require  the  abandonment  of  a  part  of  his  plant 
still  in  serviceable  condition.  He  could  not  afford  to  assume  new 
hazards  resulting  from  the  investment  of  more  capital,  unless  he  felt 
sure  that  his  profits  would  be  increased  thereby. 

Joseph  Mayer.*  'SI.  A:\r.  See.  C.  E.  (by  letter). — For  a  thorough     Mr. 
investigation   of  valuation   and  the  therefrom   inseparable   regulation  '^^y^'"- 
of  public  utilities,  the  nature  of  the  economic  problem  which  must  be 
solved  and  the  kind  of  solution  desired  must  first  be  defined  clearly. 

In  competitive  private  industry  the  owner,  generally,  is  practically 
at  liberty  to  choose  the  prices  for  which  he  is  willing  to  sell  his  prod- 
ucts, provided  free  competition  is  not  in  any  way  interfered  with. 

The  public  relies  on  competition  to  increase  automatically  the 
supply  and  thereby  reduce  the  prices  whenever  they  are  such  as  to  pro- 
duce for  a  long  time  much  larger  average  profits  in  any  industry  than 
are  secured  in  other  industries  offering  otherwise  equal  advantages. 

Experience  shows  that,  in  many  industries  producing  the  neces- 
saries of  life,  competition  is  extremely  limited  or  impracticable,  and 
that  excessive  prices,  producing  unusually  large  average  profits  on 
investment,  thereby  arise.  Such  industries  are  pre-eminently  street 
railways,  the  distribution  of  gas,  electricity,  and  water,  telephone  and 
telegraph  service,  the  carrying  off  of  sewage,  local,  and  to  a  less  extent 
long-distance,  railwaj'S,  and  express  service. 

Capital  is  obtainable  for  these  industries  if  the  prices  of  their 
products  or  services  are  regulated  so  that  average  profits  are  the  same 
as  in  competitive  industries.  The  practical  problem  is  to  find  such  a 
regulation  of  monopoly  prices  as  will  equalize  average  monopoly  and 
competitive  profits  without  interfering  with  efficiency  of  management. 

One  method  of  price  regulation  is  to  introduce  public  ownership 
and  operation,  as  is  done  universally  with  sewers,  largely  with  water 
supply,  and,  to  some  extent,  with  others  of  the  industries  mentioned. 

Public  operation  of  monopolies,  due  to  gross  inefficiency  of  man- 
agement, has  often  proved  a  failure.  Private  operation,  with  public 
control  to  secure  fair  prices  without  destroying  efficiency,  therefore, 
is  attempted. 

To  secure  efficiency  with  private  operation,  the  net  revenue  of 
each  enterprise  must  depend  on  its  efficiency  of  management.  This 
cannot  be  attained  by  regulating  the  prices  so  that  the  individual 
enterprises  secure  a  uniform  rate  of  return  on  the  investment.  For 
fairness,  the  prices  must  be  regulated  so  that  the  average  rate  of  net 
return   on   the   investment  in   every   regulated   industry,   not   that   in 

*  Hollywood,  Los  Angeles,  Cal. 
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Mr.  individual  enterprises,  is  the  same  as  this  average  net  return  in  such 
*^*^'^''  competitive  industries  at  the  same  time  and  place  as  offer  otherwise 
the  same  advantages. 

The  Committee  advocates  a  standard  rate  of  return  on  the  invest- 
ment in  every  individual  normal  enterprise,  practically  ignoring  dif- 
ferences of  efficiency.  It  defines  a  normal  property  or  enterprise  as 
one  which  is  neither  overbuilt,  inadequate,  nor  improperly  located. 
The  Committee,  though  advocating  and  assuming  in  its  ascertainment 
of  the  tangible  value  a  regulation  ignoring  the  existence  of  differences 
of  efficiency  and  the  consequent  fairness  of  unequal  rates  of  return, 
endeavors,  in  a  hesitating  manner,  to  correct  the  therefrom  resulting 
errors  in  the  chapter  on  "Intangible  Values." 

The  aims  pursued  by  the  Committee  and  the  writer  become  thereby 
much  less  divergent.  The  writer,  however,  claims  that  these  aims  can- 
not be  attained  by  the  circuitous  method  adopted  by  the  Committee. 
The  Committee  tries  to  follow  closely  the  decisions  of  the  Courts  in 
determining  values.  The  writer  believes  that,  as  value  is  an  economic 
phenomenon,  it  must  be  determined  by  studying  economic  laws,  and 
not  legal  decisions  merely.  Economists,  not  Courts,  are  competent 
valuators.  The  Courts  acknowledge  this  by  only  stating  correctly 
what  factors  influence  value  and  must,  therefore,  be  considered,  but 
refraining  from  prescribing  how  value  is  to  be  determined  from  these 
factors. 

The  Courts  insist  on  fairness,  and  keeping  promises  is  the  most 
important  guidance  in  determining  what  is  fair.  The  writer,  there- 
fore, believes  that  the  first  task  in  valuation  is  to  ascertain  what 
promises  have  been  given.  This  is  a  political  and  partly  a  legal  ques- 
tion, wherein  the  laws  and  the  decisions  of  the  Courts  are  final.  The 
second  task  is  to  find  what  values  result  from  keeping  promises,  and 
this  is  a  purely  economic  question.  Court  decisions  which  contradict 
economic  laws  cannot  stand,  and  will  be  reversed  as  soon  as  this  is 
clearly  demonstrated. 

The  decisions  quoted  in  part  by  the  Committee  on  page  1372 
indicate  that  the  Courts  sustain  the  determination  of  value  in  the 
ordinary  economic  manner,  that  is,  from  estimated  future  net  revenue 
and  market  quotations,  and  do  not  sustain  the  theory  that  a  public 
service  property  is  entitled  to  a  standard  return  on  either  actual  cost 
or  cost  of  reproduction  less  depreciation,  which  underlies  the  assump- 
tion that  costs  are  values. 

In  competitive  industry  it  is  held  to  be  fair  that  the  investor 
obtains  a  greatly  varying  rate  of  return  on  his  investment,  the  amount 
of  which  depends  mainly  on  the  industrial  capacity  of  the  promoters 
and  managers  of  the  enterprise,  but  partly  on  changes  in  the  indus- 
trial world  occurring  independently  of  the  management.     Competition 
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is  relied  on  to  at^sure  the  fairness  of  prices.  The  independence  of  pri-  Mr. 
rate  ovrnership  is  only  jiracticable  when  the  owner  secures  the  profit 
and  loss  resulting  from  judicious  or  injudicious  choice  of  enterprise, 
from  good  or  bad  design,  or  from  other  differences  in  efficiency  of 
management.  The  Committee  proposes  in  its  main  argument  that  the 
fairness  of  regulation  be  judged  by  the  return  secured  by  individual 
investors.  The  writer  maintains  that,  with  private  property,  this  is 
not  practicable.  The  return  of  the  individual  enterprise  must  vary 
greatly  with  efficiency,  and  the  efficiency  can  only  be  practically 
judged  from  the  rate  of  return  secured  under  conditions  prescribed  in 
some  other  way  than  by  trying  to  secure  a  uniform  rate  of  return  in 
individual  enterprises. 

The  Committee  not  only  advocates  such  a  regulation,  for  natural 
practically  complete  monopolies,  as  will  give  a  uniform  rate  of  return 
in  individual  enterprises,  but  assumes  in  much  of  its  reasoning  that 
such,  if  any,  regulation  has  actually  existed  in  the  past  and  ought  to 
have  existed  where  all  regulation  was  absent.  As  a  matter  of  fact,  no 
such  regulation  ever  did  exist,  and  never  ought  to  exist.  Many  of 
the  Committee's  inferences  in  regard  to  values,  depreciation,  and  the 
proper  futiire  rates  based  on  such  assumptions,  therefore,  are  in  error. 
The  activity  of  regulating  commissions  is  generally  limited  to  reduc- 
ing grossly  excessive  prices  where  consumers  complain.  They  then 
endeavor  to  fix  such  prices  as  will,  in  their  opinion,  with  average  effi- 
ciency of  management,  produce  about  the  same  rate  of  profit  as  in 
local  competitive  industries  at  the  same  time.  The  price  adopted  is 
mostly  and  necessarily,  since  the  required  facts  are  missing,  an  ap- 
proximate guess,  unsupported  by  adequate  evidence.  Actual  values  of 
enterprises  thus  regulated,  therefore,  are  widely  different  from  those 
which  would  have  resulted  from  the  imaginary  regulation  advocated 
by  the  Committee,  and  which  it  endeavors  to  determine. 

Where  competition  remains  an  important  element,  no  attempt  is 
ever  made  to  secure  a  uniform  return  on  the  investment  in  individual 
enterprises,  for  the  very  good  reason  that  it  would  not  be  practicable. 
The  fundamental  principle  which  governs  commerce  and  should 
govern  regulation  and  valuation  is:  "Be  careful  what  you  promise 
and  keep  your  promises." 

In  granting  franchises,  in  the  past,  the  public,  generally,  has  not 
been  careful  in  its  promises,  and  has  often  made  it  very  difficult  or 
impossible,  without  gross  injustice,  to  keep  the  promises  it  made. 
The  economic  developments  of  the  present  were  not  foreseen  in  the 
past,  and  the  promises  made  were  so  extremely  indefinite  that  it  is 
generally  impossible  to  determine  accurately  what  was  promised  and 
to  keep  accurately  the  promises.    In  commerce,  it  is  sometimes  found 
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Mr.  just,  under  exceptional  unforeseen  circumstances,  by  a  moratorium  to 
relieve  merchants  of  given  promises  to  pay  their  debts  when  due. 

The  case  of  unreasonable  public  franchises  is  in  some  respects 
similar,  and  there  are  cases  when  justice  requires  expropriation  on 
fair  terms.  Regulation  was  introduced  that  was  not  provided  for  in 
many  of  the  franchises,  and  was  frequently  modified  in  such  an  un- 
expected manner  as  to  affect  seriously  the  net  earnings  and  thereby 
the  values  of  enterprises.  Though  the  principle  of  keeping  promises 
is  thus  frequently  disregarded,  it  nevertheless  remains  a  valid  prin- 
ciple whenever  it  is  possible  to  follow  it  without  serious  injustice. 
Another  necessary  principle  governing  valuations  follows  from  the 
nature  of  value. 

From  the  definition  of  value,  cited  by  the  Committee  in  the  Glos- 
sary, it  follows  that  the  value  of  a  public  utility,  the  securities  of  which 
are  largely  dealt  in  on  the  exchanges,  can  be  most  closely  obtained  from 
a  study  of  the  quotations  in  the  stock  exchanges,  and  the  amount  of 
securities  outstanding.  The  security  quotations  represent  an  estimate 
by  the  market  of  the  present  value  of  the  future  income  expected  to 
be  paid  to  the  owner  of  the  securities. 

This  future  income  and  the  current  quotations  measure  the  value 
of  securities,  and  they  are  what  the  owner  values  and  what  the  Courts 
endeavor  to  protect.  The  future  income  depends  largely  on  the  future 
regulation.  This  latter  is  not  exactly  known,  but  its  nature  is  inferred 
from  the  present  legally  established  regulation  and  the  knowledge  that 
the  Courts,  generally,  will  not  sustain  such  changes  of  the  existing 
regulation  as  will  destroy  present  values,  as  well  as  from  the  necessity 
of  regulating  prices  so  that  it  will  be  possible  to  secure  the  needed 
capital  for  building  new  properties,  for  extending  old  ones,  and  for 
rendering  satisfactory  service. 

To  ascertain  the  present  values  of  future  revenue,  the  rates  of 
interest  to  be  adopted  must  be  known.  Such  rates  must  be  chosen  as 
will  make,  for  enterprises  the  securities  of  which  are  largely  dealt  in 
on  the  exchanges,  the  value  inferred  from  future  net  revenue  the  same 
as  that  inferred  from  the  security  quotations.  The  Committee  pro- 
poses to  find  the  values  of  public  utilities  by  determining  first  the 
tangible  and  then  also  the  intangible  value,  giving  the  latter  due 
weight. 

By  strict  logic,  the  total  value  is  equal  to  the  tangible  plus  the 
intangible  value,  and  as  the  intangible  value  is  equal  to  the  exchange 
or  market  value,  derived  from  estimated  future  net  revenue  and  quo- 
tations, less  the  tangible  value,  their  sum,  or  the  total  value,  is  equal 
to  the  exchange  value. 

The  determination  of  the  tangible  value,  therefore,  is  at  best  only 
indirectly  useful  for  the  purpose  of  valuations.     The  Committee  pre- 
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fers,  however,  not  to  be  logical.  It  infers,  from  the  fact  that  the  Courts  Mr. 
irive  round  sums  for  the  intangible  value,  that  the  entirely  indefinite 
phrase  giving  due  weight  to  the  intangible  value  must  be  substituted 
for  the  exact  request  to  add  the  intangible  to  the  tangible  value.  There 
is  abundant  reason  for  using  round  figures  for  the  result  of  any  valua- 
tion, however  determined.  It  is  improper  to  use  exact  figures  when 
the  degree  of  accuracy  obtainable  by  any  kind  of  valuation  does  not 
justify  anything  else  but  round  ones.  Another  reason  given  is  that 
the  Courts  do  not  assert  that  the  value  must  be  found  by  considering 
income  and  quotations  alone.  It  might  also  be  stated  that  the  Courts 
expressly  assert  that  costs  are  one  element  to  be  considered.  The 
Courts,  however,  do  not  state  how  the  value  is  to  be  determined  from 
the  various  elements  which  must  be  considered.  The  cost  and  the 
average  life  of  every  perishable  part  of  an  industrial  enterprise  must 
be  known  in  order  to  determine  its  annual  decretion  which  is  a  part 
of  the  operating  expense.  The  net  earnings,  therefore,  cannot  be 
determined  without  knowing  the  costs  of  the  perishable  parts  of  the 
plant.  For  determining  what  prices  must  be  allowed  to  secure  capital 
for  enterprises  capable  of  rendering  the  same  service,  and  thereby  to 
choose  a  fair  regulation,  the  costs  of  a  substitute  enterprise  are  of 
importance.  In  a  valuation  based  on  net  revenue,  costs,  therefore,  are 
considered  in  two  ways:  First,  in  choosing  the  regulation  to  be 
assumed;  and  second,  in  determining  the  net  earnings  resulting 
therefrom. 

The  CoDMnittee  endeavors  to  show  that  the  kind  of  regulation  it 
advocates  does  not  necessarily  destroy  efficiency.  For  this  iiurpose  it 
again  departs  from  logic.  It  desires  a  regulation  which  makes  tan- 
gible value  equal  to  exchange  value.  This  can  only  be  attained  by 
making  the  return  on  the  investment  proportional  to  its  amount.  It 
then  recommends  a  departure  from  this  uniformity  by  advocating  the 
London  and  Massachusetts  sliding  scale  of  dividends. 

The  instance  cited  is  the  allowed  7%  dividend  for  90-cent  gas  with 
i%  increase  of  dividend  for  every  cent  of  reduction  in  the  price  of 
gas.  The  gas  company,  under  this  rule,  now  obtains  9%  dividends 
with  80-cent  gas.  In  competitive  industry,  when  a  producer  reduces 
costs  of  production  he  obtains  himself  the  profit  from  the  reduction 
of  cost  until  the  improvement  is  adopted  by  enough  of  the  competitors 
to  increase  the  supply  materially;  then  prices  and  the  profits  of  all 
producers  are  reduced,  and  the  backward  ones  are  compelled  to  im- 
prove, or  receive  abnormally  low  profits.  After  a  short  time,  average 
profits  are  the  same  as  before,  and  the  public  gets  the  benefit  of  the 
improvement.  During  the  transition  period,  those  in  advance  gained, 
those  in  the  rear  lost. 
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Mr.  With   the   sliding  scale,   when   an   improvement   reducing   costs  is 

^^^^  made  by  any  one  and  widely  adopted,  all,  whether  fast  or  slow,  obtain 
a  permanent  increase  of  dividends. 

The  inducement  to  make  the  first  trial  of  improvements  is  greatly 
reduced;  that  to  wait  until  they  are  well  tried  out  is  increased. 

Improvements  are  discouraged,  and  permanent  excessive  dividends 
result  from  those  adopted.  The  sliding  scale  is  unfair  to  the  public; 
therefore,  it  does  not  spread.  The  two  requirements,  fair  prices  and 
high  efficiency,  are  not,  and  cannot  be,  secured  by  the  methods  of  reg- 
ulation advocated  by  the  Committee.  They  can  be  secured  by  improved 
franchises  for  all  natural  monopolies. 

The  franchises  should  all  be  definite  competitive  operating  con- 
tracts for  limited  periods  of  time. 

Such  a  contract  should  be  based  on  unit  prices  for  the  work  per- 
formed, which  work  should  be  as  accurately  described  and  enforced 
as  that  described  in  a  contract  for  building  a  large  engineering  struc- 
ture. The  contract  must  contain  such  clauses,  referring  to  decretion 
and  the  compensation  for  the  plant  of  the  contractor,  if  any,  at  the 
end  of  the  operating  period,  as  will  assure  adequate  maintenance  and 
exact  determination  of  the  payments  for  such  plant.  If  old,  the  prop- 
erty forming  the  subject  of  the  operating  contract  must  first  be 
obtained  by  the  public  by  a  valuation  based  on  the  present  value  of 
the  future  net  revenue  with  the  present  regulation,  unless  good  reasons 
exist  for  believing  that  the  present  regulation  is  unfair.  In  this  latter 
case,  such  a  regulation,  in  harmony  with  promises  made,  should  be 
assumed  as  will  make  it  possible  to  secure  capital  for  new  properties 
capable  of  rendering  equal  service  and  for  extending  and  satisfactorily 
operating  old  ones.  If  there  is  a  good  market  for  the  securities,  the 
value  should  also  be  determined  from  a  study  of  the  quotations. 

For  valuing  the  property  and,  later,  for  determining  the  annual 
decretion,  an  inventory  must  be  made  giving  an  estimate  of  the 
original  cost,  age,  and  average  life  and  scrap  value  of  every  perishable 
part  of  the  plant;  or,  where  these  are  unobtainable,  an  estimate  of 
the  present  value,  the  remaining  life,  and  the  scrap  value. 

For  determining  every  year  the  decretion  of  the  plant,  which  is  a 
part  of  the  operating  expenses,  the  decretion  must  be  defined  so  that 
it  can  be  accurately  determined  and  so  that  it  agrees  as  closely  as 
possible  with  the  facts. 

The  following  rules  will  serve  for  this  purpose: 

The  nominal  annual  decretion  of  any  part  is  the  difference  between 
its  cost  and  its  estimated  scrap  value  divided  by  its  estimated  average 
life.  The  actual  life  and  scrap  value  are  diilerent  from  the  estimated 
average  life  and  the  estimated  scrap  value.     To  correct  the  errors 
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resulting  therefrom,  the  following  rules  become  necessary  for  calcu-    Mr. 
Inting  the  actual  decretion  every  year.  ^  ^^'^'^' 

YoT  parts  in  use  and  younger  than  their  estimated  average  life, 
take  the  nominal  annual  decretion;  for  parts  in  use  and  older  than 
their  estimated  average  life,  take  no  decretion;  for  parts  discarded 
during  the  year,  take  the  cost  less  the  decretion  previously  allowed 
for,  and  consider  the  actual  scrap  value  as  part  of  the  earnings. 

These  rules  take  an  estimated  decretion  for  parts  in  use  for  which 
the  actual  one  is  unknown,  and  correct  the  therefrom  resulting  error 
as  soon  as  the  actual  decretion  becomes  loiown  by  the  discard  and  sale 
of  parts.  They,  therefore,  give  as  close  an.  approximation  as  prac- 
ticable of  the  actual  decretion. 

By  means  of  the  inventory  and  the  rules  for  decretion  received  by 
the  bidders,  the  decreted  cost  of  the  plant  can  be  ascertained  at  the 
end  of  every  year.  If  the  decretion  thus  determined  is  considered  a 
part  of  the  operating  expense  and  placed  in  a  decretion  fund  to  be 
used  for  replacements,  improvements,  and  extensions,  without  thereby 
increasing  the  cost  accounts,  the  plant  will  be  efficiently  maintained. 

New  capital  is  required  for  most  plants,  and  any  operating  con- 
tract must  contain  clauses  prescribing  who  is  to  furnish  such  capital 
for  extensions  and  increase  of  capacity,  and  the  compensation  it  is  to 
receive.  The  public  is  interested  in  all  parts  of  the  plant  which  may 
survive  the  contract,  and  a  board  of  engineers  representing  the  public 
must  have  a  controlling  voice  in  selecting  and  supervising  the  acquisi- 
tion of  new  plant.  An  operating  contract  must  describe  the  kind  of 
service  wanted  as  well  as  the  maximum  prices  to  be  charged,  based, 
in  an  old  plant,  on  the  previous  ones,  with  such  changes  as  appear 
advisable  at  the  time  of  framing  the  contract.  The  operating  com- 
pany should  be  permitted  to  reduce,  but  not  to  increase,  the  prices. 
The  contract  should  be  framed  by  representatives  of  the  public.  Invi- 
tations to  bid  should  be  sent  out  giving  all  the  available  information 
required  by  bidders  to  assist  them  in  calculating  the  net  earnings 
during  the  period  of  operation,  which  might  be  about  20  to  30  years. 
The  company  should  be  required  to  surrender  the  plant  at  the  expira- 
tion of  the  contract  at  cost  of  the  parts,  if  any,  furnished  by  the  con- 
tractor, with  the  approval  of  the  representatives  of  the  public,  during 
the  period  of  the  operating  contract,  the  decretion  fund  going  with 
the  plant. 

The  bidders  should  be  asked  to  give  the  annual  rental  which  they 
are  willing  to  pay.  The  contractor  must  furnish  a  guaranty  for  at 
least  one  year's  rent,  which  should  be  payable  monthly  out  of  the  net 
earnings,  if  possible.  If  the  guaranty  fund  is  encroached  on,  the  con- 
tractor should  be  required  to  replenish  it.  A  quick  foreclosure,  in 
case  of  non-fulfillment  of  conditions,  should  be  part  of  the  contract. 
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Mr.  By  such  provisions,  large  contracts  can  be  awarded  safely  to  bidders 
^^^^'  backed  by  a  moderate  capital.  This  will  make  real  competition  pos- 
sible for  every  large  enterprise. 

This,  though  quite  incomplete,  will  give  a  general  idea  of  the  kind 
of  definite  competitive  contract  that  should  replace  the  present  indef- 
inite franchises,  in  which  protection  of  the  interests  of  the  public  is 
obtained  by  commissions  having,  among  many  other  indefinite  powers, 
that  of  prescribing  and  changing  without  compensation,  after  award  of 
the  franchise,  the  prices  of  the  products  and  services  furnished  by  the 
operating  or  owning  company.  Changes  are  necessary  in  any  long- 
term  contract.  Therefore,  there  must  be  provision  for  making  them 
without  changing  the  value  of  the  contract. 

The  two  contracting  parties  should  be  on  an  equal  footing,  and 
their  respective  rights  and  duties  should  be  defined  exactly. 

With  such  a  contract,  fair  prices  would  be  assured  by  competitive 
bids  for  contracts  of  such  size  as  will  assure  active  competition. 

Efficiency  is  secured  because  the  profit  or  loss  of  the  contractor 
depends  entirely  on  his  efficiency.  The  drawing  up  and  enforcing  of 
such  a  contract  does  not  require  the  superhuman  knowledge  and 
ability  that  would  be  necessary  for  assuring  efficiency  and  fair  prices 
by  the  present  methods  of  regulation.  Only  one  valuation  is  required 
for  each  old  enterprise,  that  for  acquiring  ownership  of  the  property. 
All  succeeding  transfers  would  take  place  for  sums  based  on  costs  and 
decretions,  defined  in  advance  so  that  they  can  be  determined 
accurately. 

Reviewing  the  foregoing  discussion :  the  pi'oblem  to  be  solved  is  to 
replace  adequately  the  self-regulating  competition  which  has  disap- 
peared either  partly  or  altogether  in  some  fields  of  productive  industry. 
Where  free  competition  prevails,  fair  prices  and  efficiency  are  secured 
automatically  by  increased  supply  and  falling  prices,  in  industries 
where  average  profits  are  excessive,  and  reduced  supply  and  rising 
prices  where  they  are  abnormally  low.  The  fairness  attained  is  not 
equal  profits  for  good  and  bad  management  but,  in  the  long  run, 
approximately  uniform  average  profits  for  the  same  degree  of  indus- 
trial capacity  in  difi^erent  industries.  Efficiency  is  secured  by  profits 
depending  mainly  on  it.  The  return  on  the  investment  in  the  indi- 
vidual enterprises  of  every  industry  varies  widely  with  the  economic 
skill  shown  in  their  promotion  and  management,  and  partly  with 
unforseeable  economic  changes  outside  and  independent  of  the  manage- 
ment. The  board  of  directors,  consisting  of,  or  representing,  the 
largest  stockholders,  lias  generally  no  other  common  primary  aim 
than  the,  in  the  long  run,  largest  possible  return  on  the  investment. 
The  value  of  the  business  may  be  a  small  fraction  of  the  investment 
or  may  exceed  more  than  ten  times  its  amount.     An   industrial  enter- 
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prise  is  a  tool  for  the  production  of  a  future  net  revenue;  its  value  is  Mr. 
the  present  value  of  its  future  net  revenue;  this,  on  an  average, '^*''^'^' 
depends  mainly  on  the  cost  of  production  of  the  business,  but,  in  indi- 
vidual cases,  mainly  on  the  industrial  capacity  of  the  management. 
This  deviation  of  the  value  of  such  an  enterprise  from  its  cost  of  pro- 
duction is  what  produces  efficiency  of  promotion  and  management 
without  public  control,  and  makes  iirivate  property  of  such  enterprises 
practicable. 

The  directors  will  endeavor  to  secure,  and  will  retain,  the  most 
efficient  managers.  Were  uniform  profits  guaranteed,  as  is  proposed 
for  the  ideal  regulation  of  the  Committee  of  completely  monopolized 
industries,  a  crowd  of  incompetent  promoters  would  encumber  the 
field  of  new  enterprises,  and  the  directors  would  probably  choose  their 
sons,  nephews,  and  friends  for  the  leading  positions,  and  would  follow 
the  same  method  in  selecting  the  minor  officers. 

Since,  with  uniform  profits,  the  public  pays  for  good  or  bad  man- 
agement and  carries  the  risks,  it  will  gradually  insist  on  full  control 
of  promotion  and  management,  independent  private  property  will  dis- 
appear, and  public  operation  and  ownership  will  result  almost  auto- 
matically. Uniform  profits  for  individual  enterprises  are  incompatible 
with  private  operation,  because,  inevitably,  they  destroy  efficiency  of 
management.  The  only  possible  alternatives,  therefore,  are  public 
operation,  and  private  operation  with  profits  in  individual  enterprises 
mainly  depending  on  efficiencj^  and  with  average  profits  in  every 
monopolized  industry,  the  same  as  the  average  profits  of  competitive 
industries  at  the  same  time  and  place. 

The  frequent  inefficiency  of  public  operation  in  democratic  com- 
munities arises  from  the  method  of  choosing  the  public  equivalent  of 
the  board  of  directors,  and  the  general  manager  and  his  assistants. 
They  are  either  elected  directly  or  are  appointed  by  representatives 
elected  for  other  qualities  than  their  knowledge  of  the  industrial  enter- 
prises under  public  management.  The  voters  and  their  representatives 
generally  know  little  about  these  industries. 

The  management  is  controlled  frequently  by  the  most  powerful 
politicians  of  the  day,  and  will  remain  in  power  through  its  control 
of  votes.  It  is  often  dependent  on  the  politicians  in  its  appointments 
and  discharges  of  employees  and  the  choice  of  their  salaries  and 
wages,  in  the  prices  charged  for  services  rendered  to  the  public,  and 
sometimes,  also,  in  its  purchases  of  materials  and  supplies  as  well  as 
in  the  choice  of  improvements  and  extensions. 

In  attaining  and  keeping  in  power,  the  efficiency  of  management 
is  a  very  small  factor,  and,  therefore,  is  largely  neglected. 

A  private  board  of  directors  in  a  company  with  a  fixed  rate  of 
dividends  would  be  worse,  but  a  private  board  with  a  rate  of  dividends 
depending  mostly  on  efficiency  is  far  superior. 
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Mr.  There  is,  therefore,  no -reasonable  doubt  that,  as  long  as  the  evils 

■  described  prevail,  private  operation  will  secure  a  cheaper  and  better 
public  service  when  the  net  earnings  of  the  private  company  depend 
mainly  on  efficiency  of  promotion  and  management.  One  way  of 
securing  the  fairness  defined  as  equal  average  profits  in  each  monopo- 
lized and  in  competitive  industries,  combined  with  the  efficiency  of 
management  resulting  from  profits  in  individual  enterprises  depending 
mainly  on  efficiency,  consists  in  replacing  the  kind  of  competition 
which  has  disappeared,  because  it  is  impracticable,  by  another  kind 
which  is  practicable.  This  consists  in  acquiring  public  ownership  of 
all  partial  and  complete  monopolies,  and  selling  definite  operating  con- 
tracts for  limited  periods  to  the  highest  bidder.  Two  necessary  fea- 
tures of  such  contracts,  which  have  been  given  insufficient  attention 
in  past  franchises,  are  an  exact  definition  of  the  annual  decretion  and 
of  the  price  to  be  paid  to  the  contractor  or  owner,  either  when  he  fails 
to  comply  with  the  terms  of  the  contract  or  at  the  end  of  the  operating 
period. 

Another  feature  of  such  contracts,  not  mentioned  in  the  foregoing, 
is  the  possibility  of  prescribing  exactly  in  the  contract,  without  injus- 
tice to  the  contractor,  the  minimum  wages  and  other  working  condi- 
tions approved  by  public  opinion,  and  the  manner  in  which  they  are 
to  be  changed  without  changing  the  value  of  the  contract. 

Near-by  economic  changes,  occurring  independently  of  the  con- 
tractor and  influencing  the  net  earnings,  can  be  foreseen  largely  by  the 
bidders  and  allowed  for  in  the  bids.  Distant  changes,  which  cannot 
be  foreseen,  will  influence  future  bids  in  the  same  manner.  Approxi- 
mate proportion  of  efficiency  and  net  earnings  will  be  secured  thereby. 
In  such  contracts  changes  in  the  value  of  the  lands  occupied  by  the 
enterprises  accrue  mostly  to  the  public  to  whom  they  belong.  They 
arc  caused  largely  by  events  beyond  the  control  of  the  contractor. 
Justice  requires,  therefore,  that  they  should  not  affect  his  revenue. 
In  these  respects  public  ownership  with  the  private  operation  herein 
described  is  more  just  than  private  property  in  competitive  enterprises. 
Another  advantage  is  the  much  greater  stability  in  the  value  of  all 
securities  representing  part  of  the  income  of  either  the  property 
operated  or  of  the  operating  contract.  With  i)ublicity  of  accounts  and 
exact  determination  of  the  annual  not  earnings,  the  value  of  the  con- 
tract can  be  judged  much  more  accurately  than  that  of  a  partial  or 
complete  monopoly  regulated  in  ihv.  present  n(>ecssarily  arbitrary 
manner. 

Transfer  of  the  property  from  one  operating  company  to  the  next, 
based  on  costs,  when  agreed  on  by  contract,  is  far  superior  and  is  more 
just  than  transfer  based  on  valu(>s.  Costs  can  be  ascertained  accurately 
when   followed   from  the  start,  values  never;  costs  make  the  contracts 
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definite,  values  indefinite.  This  change  from  the  general  practice  of  Mr. 
using  values  instead  of  exactly  defined  costs,  in  defining  the  terms  of  ^^^^' 
transfer,  is  what  makes  short-term  operating  contracts  practicable. 
The  other  method  of  securing  fair  prices,  together  with  efficiency 
(which  are  both  essential),  is  to  fix,  by  regulating  commissions,  from 
time  to  time,  the  kind  and  quantity  of  service  to  be  furnished  by  par- 
tial or  complete  monopolies  and  the  prices  which  they  are  permitted 
to  charge. 

The  prices  are  fair  when  they  make  the  average  profits  in  every 
monopolized  industry  the  same  as  in  competitive  ones;  they  secure 
efficiency  when  the  profits  in  every  individual  enterprise  are  in  pro- 
portion to  efficiency  of  management.  To  fix  the  prices,  it  is  necessary, 
therefore,  to  ascertain,  first,  the  average  profit  secured  in  competitive 
industries  at  different  times  and  places.  By  profit  of  an  enterprise 
is  meant  the  percentage  of  net  earnings  on  its  value.  The  sum  of  the 
values  of  a  large  number  of  well-selected  competitive  enterprises  and 
the  sum  of  their  net  earnings  must  be  ascertained.  The  latter  mul- 
tiplied by  100  and  divided  by  the  former  gives  the  average  competitive 
profit. 

Though  the  value  of  individual  competitive  enterprises  varies 
greatly  from  their  cost  of  production,  the  sum  of  the  values  of  a  very 
large  number,  representative  of  all  competitive  enterprises,  is  approxi- 
mately equal  to  the  sum  of  their  costs  of  production.  This  results 
from  the  tendency  of  capital  to  flow  to  the  most  profitable  investments, 
which  makes  the  average  return  of  all  kinds  of  otherwise  equally 
attractive  competitive  investments  the  same.  The  value  of  the  sum, 
but  not  the  value  of  each,  can  be  determined,  therefore,  from  cost  of 
production.  The  average  profit  of  competitive  enterprises  can  be 
determined,  therefore,  if  the  necessary  facts  are  ascertained. 

With  any  given  regulation,  the  average  profit  in  any  monopolized 
industry  can  be  determined  in  a  similar  manner  from  the  sum  of  the 
net  earnings  and  that  of  the  costs  of  production  of  the  enterprises. 
The  average  profits  thus  ascertained  should  be  the  same  in  competitive 
and  in  every  monopolized  industry.  This  assures  fairness  of  the  regu- 
lation as  a  whole.  If  the  profits  are  found  to  be  different,  the  regula- 
tion should  be  changed  so  as  to  make  them  alike. 

The  regulation  in  detail  must  prescribe  different  prices  in  different 
places  with  different  costs  of  production.  The  differences  in  cost  of 
production  in  different  places  with  ordinary  methods  of  production, 
therefore,  must  be  ascertained. 

Although  it  is  theoretically  possible  to  regulate  fairly  in  this 
manner  the  prices  of  monopolized  industries  without  destroying  effi- 
ciency, the  practical  difficulties  are  too  great  for  the  exact  application 
of  this  theory.     The  profit  of  competitive  industries  varies  from  time 
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Mr.  to  time  and  from  place  to  place,  and  that  of  the  various  monopolies 
should  vary  in  the  same  way.  The  necessary  facts  are  unknown  and 
cannot  be  determined  accurately,  and  the  necessary  calculations  would 
be  extremely  complicated.  An  enormous  staif  of  regulators  would  be 
required  to  apply  the  theory. 

The  various  regulating  commissions  cannot  use  this  method, 
because  they  have  neither  the  needed  facts  nor  the  staffs  to  gather 
them.  Therefore,  to  simplify  the  method,  a  tendency  toward  uniform 
profits,  where  the  management  is  not  grossly  inefficient,  is  inevitable. 
Regulation  is  generally  only  undertaken  where  there  is  complaint  of 
excessive  prices,  so  that  the  actual  regulation  is  generally  extremely 
sporadic  and  intermittent,  and  it  does  not  follow  consistently  any 
theory,  because  this  is  practically  impossible.  The  decisions  of  the 
regulating  commissions,  therefore,  cannot  be  foreseen,  and  often  appear 
to  be  quite  arbitrary. 

A  very  serious  consequence  of  the,  at  present,  extremely  indefinite 
relations  between  the  natural  monopolies  and  the  public  is  the  uncer- 
tainty regarding  the  prices  which  will  be  permitted  by  the  regulating 
commissions  and  the  consequent  large  fluctuations  in  the  market  values 
of  their  securities.  These  commissions  are  directly  or  indirectly 
selected  by,  and  are  responsible  to,  the  public,  one  of  the  parties  to  the 
implied  contract  between  it  and  the  utility  companies.  The  principal 
protection  of  these  companies  is  the  impossibility  of  securing  capital 
for  new  properties,  extensions  of  old  ones,  and  adequate  service,  unless 
sufficient  return  is  allowed  on  the  existing  investment.  The  uncer- 
tainty of  the  return  and  the  fear  that  it  may  not  be  adequate  prevent 
new  investment,  unless  a  large  return  is  allowed  to  compensate  for  the 
apparent  risk.  The  regulating  commissions  may  fix  such  prices  and 
consequent  returns  as  will  attract  capital  and  make  it  thereby  possible 
to  supply  adequate  public  service.  Such  rates  of  return  may  be 
thought  to  be  excessive  by  the  public,  unless  the  inadequate  service 
with  lower  ones  is  felt  to  be  the  greater  evil.  Inadequate  service, 
therefore,  may  lead  to  higher  rates  of  return  than  adequate  service,  a 
condition  which  is  evidently  not  conducive  to  the  best  service.  Long- 
continued,  inadequate  service  by  private  companies  will  create  a 
demand  for  a  radical  change.  Unless  a  way  out,  which  will  be  an 
improvement  over  present  conditions,  is  made  widely  known  and 
adopted,  a  successful  agitation  for  public  ownership  and  operation 
seems  to  be  inevitable.  With  definite  competitive  contracts  any  prac- 
ticable and  desirable  kind  of  service  can  be  obtained  by  the  public  by 
paying  the  necessary  competitive  price.  As  most  of  the  risks  incident 
to  arbitrary  regulation  disappear  with  definite  contracts,  investments 
in  them  are  comparatively  safe,  and  will  attract  capital  at  low  rates  of 
l)rofit.  Most  of  the  capital  required  would  bo  secured  by  Government 
bonds  at  very  low  rates  of  interest. 
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The  law  ordering  the  valuation  of  interstate  railways  by  a  Federal  Mr. 
commission  was  the  result  of  a  widespread  belief  that  the  capitalization 
of  these  roads  was  lartrely  fictitious  and  far  beyond  their  cost  of  pro- 
duction. It  ordered,  therefore,  the  determination  of  the  actual  costs 
of  production  to  date  and  of  reproduction  less  depreciation,  so  that 
they  might  be  compared  with  the  known  capitalization,  in  order  to 
ascertain  the  difference  between  them. 

The  Committee  has  done  an  enormous  amount  of  valuable  work  to 
ascertain  the  principles  for  determining  these  costs  and  the  deprecia- 
tion. It  has  not  determined  values,  however,  or  the  correct  prin- 
ciples of  valuation.  What  it  calls  tangible  value  is  not  a  value,  but 
a  cost  of  reproduction  less  depreciation.  In  the  writer's  opinion,  the 
Committee  has  not  altogether  abandoned  widespread  erroneous  views 
in  regard  to  the  nature  of  value,  though  it  gives,  under  value  and 
market  value,  correct  definitions  of  value,  of  price,  and  of  market  price. 

The  identification  of  value  and  price  is  harmless,  as  long  as  the 
value  of  money  remains  substantially  constant.  The  corrections  neces- 
sary with  changes  in  the  values  of  money  are  a  separate  problem,  not 
discussed  by  the  Committee. 

The  determination  of  costs  meets  the  demands  of  the  Federal  law 
prescribing  it.  The  unsatisfactory  chapter  on  "Intangible  Values" 
attempts  to  meet  the  demands  of  the  Courts  which  insist  on  the  con- 
sideration of  revenue  and  market  values.  With  a  slight  correction, 
prescribing  the  addition  of  what  the  Committee  calls  tangible  value, 
and  of  intangible  value  to  obtain  the  total  value,  its  valuation  is 
correct.  The  demands  made  by  the  nature  of  economic  phenomena, 
which  prescribe  the  highest  laws  to  which  all  others  must  accommodate 
themselves,  however,  are  but  imperfectly  met  by  the  investigation  of 
the  Committee.  The  value  of  an  industrial  enterprise  of  any  kind 
is  the  present  value  of  its  future  earnings.  Security  quotations,  where 
available,  give  the  fluctuating  opinion  of  the  market  on  the  value  of 
the  securities.  There  are  often  no  reliable  quotations;  the  estimated 
future  earnings  with  a  fair  regulation  furnish  then  the  means  of  de- 
termining values. 

For  determining  what  is  a  fair  regulation,  costs  and  depreciations 
must  be  ascertained.  The  Committee  has  given  the  principles  which 
must  be  followed  in  determining  these,  and  has  thereby  done  part  of 
the  work  necessary  for  a  correct  valuation,  but  it  has  not  given  the 
principles  which  must  be  followed  in  a  real  valuation  based  on  revenue 
and  quotations.  The  task  which  is  now  being  performed  by  the 
Federal  Commission  for  Valuation  is,  in  reality,  a  cost  determination 
and  not  a  valuation,  which  latter  will  not  be  attempted.  The  Com- 
mission thereby  conforms  with  the  spirit  and  real  purpose  of  the 
Federal  law.  Its  work  will  be  very  useful  in  improving  present  methods 
of  regulation  of  public  utilities,  but  will  be  inadequate  for  valuing  them. 


1610  DISCUSSION   ON   VALUATION   OF   PUBLIC   UTILITIES 

W.  K.  McCann*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter).— It  is 
readily  to  be  conceded  that  the  Committee  has  produced  a  very  cred- 
itable and  momentous  work.  The  taSk  of  developing  any  sort  of 
unanimity  from  the  chaos  which  has  heretofore  existed  in  matters 
pertaining  to  the  valuations  of  railway  and  other  public  utility  prop- 
erties is  an  estimable  performance  that  is  appreciated  best  by  those 
who  are  daily  engaged  in  valuation  work.  The  Engineering  Profession 
as  a  whole,  and  particularly  those  members  thereof  who  have  to  do 
with  appraisals  of  public  utilities,  owe  a  sincere  debt  of  gratitude  to 
the  authors  who,  by  exhaustive  research  and  by  many  conferences, 
have  succeeded  in  producing  a  report,  which  purports  to  represent  and 
reflect  the  Committee's  unanimous,  composite  idea  of  valuation 
theories.  Such  a  report  will  carry  great  weight  indeed,  in  the  future, 
whenever  it  is  quoted  and  referred  to  as  an  authority;  and  its  two 
hundred  pages  will  be  fingered  many  times  by  youthful  engineers, 
apprenticing  in  appraisal  and  valuation  work.  The  extended  scope 
of  the  report,  and  the  important  utilization  of  its  contents,  should 
render  engineers  quite  cautious  in  concurring  indiscriminately  with 
all  the  statements  and  theories  therein,  even  though  advanced  unani- 
mously by  the  Committee. 

It  is  not  to  be  expected  that  the  Committee  could  produce  a  report 
which  would  be  generally  approved  by  the  Society's  membership.  It 
is  much  more  probable,  judging  from  controversies  which  have  arisen 
over  the  subject  matter  in  tlie  report,  that  every  statement  therein 
has  its  opponent.  The  question  is,  "Does  the  Committee's  report 
on  valuation  of  public  utilities  reasonably  represent  the  status  of  the 
art  to-day?"  The  writer  believes  that  the  question  must  be  answered 
in  the  negative,  particularly  from  the  point  of  view  of  the  regulatory 
bodies  and  the  judiciary,  which  are  charged  by  statute  with  estab- 
lishing equities  between  utility  companies  and  their  consumers. 

In  a  great  many  respects,  the  report  is  quite  favorable  to  the 
positions  heretofore  taken  by  corporations.  A  careful  study  of  it 
makes  manifest  the  conclusion  that  hardly  a  scrap  of  a  claim  which 
will  result  in  enhancing  tlie  value  of  utility  ])roperty  is  neglected, 
unless  it  is  obvious,  alter  many  a  try-out  before  commissions  and 
Courts,  that  the  claim  manifestly  is  to  be  disallowed.  There  is 
great  danger  in  following  the  report  imi)licitly;  young  ap])raisers  and 
students,  i)articularly,  may  be  led  astray,  with  the  i-esult  that  they 
may  recommend  (often  advocate)  absurd  conclusions  derived  from 
adhering  too  strictly,  witliout  the  exerci.se  of  ninlure  judgment,  to 
the  Committee's  leanings. 

To  point  out  all  the  places  wherein  there  is  mucli  more  to  be  said 
in  behalf  of  the  iniblic's  side  than  has  boon  stated  by  the  Connnittee 
would  consume   as   mucli   space  as   the   report    its(»lf,   and   own    more. 

*  WashliiKlon,  D.  C. 
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Such  e:xteusive  purpose  is  not  the  writer's  intent  in  this  limited  dis-      Mr. 
cussion;   he  will  confine  his  remarks  to  one   important   subject,   that     '^  *°°" 
of  ''Original  Cost  to  Date"- — a  matter  which  has  been  given  but  five 
pages,  as  contrasted  with  about  a  hundred  pages   (nearly  one-half  of 
the  entire  report)  given  to  the  antithetical  theory,  the  "Cost  of  Re- 
production." 

It  is  to  be  frankly  conceded  that  much  of  the  language  of  the 
Courts  to  date  has  been  favorable  to  the  reproduction  theory  of 
valuing  utility  property;  and  it  is  also  opportune  to  remark  that  a 
considerable  portion  of  the  judicial  language  has  been  misquoted, 
misrepresented,  and  misconstrued  by  partisan  advocates.  It  is  not  to 
be  overlooked,  moreover,  that  the  strength  of  original  cost  is  to  be 
found  in  commission  decisions;  and  this  is  especially  significant  in 
that  those  who  devote  their  entire  time  to  the  solution  of  valuation, 
rate-making,  capitalization,  and  other  problems  affecting  public 
utilities  have  marked  leanings  toward  the  equities  inherent  in  the 
original-cost  method  of  valuation.  In  the  writer's  opinion,  the  day  is 
not  far  distant  when  the  Courts,  on  review  of  a  record  which  contains 
a  commission  decision  embracing  a  valuation  based  on  a  properly 
compiled  original-cost  appraisal,  will  comment  much  more  favorably  on 
the  original-cost  method  than  they  have  on  divers  reproduction  theories. 

Heretofore  considerable  discredit  has  been  given  the  original-cost 
method,  due  to  confusion  which  has  existed  as  to  what  is  meant  thereby. 
The  capital  account  carried  on  a  utility's  books  has  been  taken  to 
mean  the  original  cost  of  the  property;  likewise,  it  is  argued  that  the 
purchase-and-sale  price  in  a  trade  consummated  years  after  the  original 
construction  represents  the  original  cost  of  the  property;  also,  the 
original  siun  invested  in  the  nucleus  of  a  property  has  been  assumed 
to  be  representative  of  the  original  cost.  These  are  not  correct 
definitions.  A  proper  original-cost  appraisal  is  as  capable  of  precise 
definition  as  is  any  reproduction  theory.  Before  proceeding  further 
with  this  discussion,  it  is  well  to  bring  out  what  constitutes  a  sound 
original-cost  appraisal. 

The  California  Railroad  Commission,*  submits  the  following  defini- 
tion of  the  term  ''original  cost" : 

"The  term  'original  cost'  means  the  actual  expenditures  chargeable 
to  capital  account,  in  accordance  with  the  Interstate  Commerce  Commis- 
sion's or  this  Commission's  classifications,  in  cash  or  its  equivalent  in 
terms  of  cash,  by  the  public  utility  for  its  property  in  the  State  of 
California,  as  of  the  date  of  the  valuation." 

Mr.  Ilarhmond  V.  Hayes,t  a  consulting  engineer  of  Boston,  defines 
actual  original  cost,  thus : 

"The  actual  original  cost  is  the  sum  of  money  which  was  expended 
by  the  undertaking  for  the  property  now  in  use  for  the  benefit  of  the 

*  Annual  Report  for  the  fiscal  period  from  .July  1st,  1915,  to  June  30th,  1916,  p.  92. 
t  "  I»ublic  Utilities  :  Their  Present  Fair  Value  and  Return,"  pp.  123-124. 
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Mr.  public.  It  is  not  what  the  original  property  cost  but  rather  what  the 
McCann.  present  property  cost.  The  expression  'original  cost'  is  liable  to  convey 
a  false  impression.  What  is  required  in  a  valuation  is  the  'actual 
cost'  of  the  property  now  in  use.  The  term  'original  cost'  has  been 
used  so  generally  in  decisions  of  courts  and  commissions,  however, 
that  it  cannot  be  now  eliminated.     *     *     * 

"The  actual  original  cost  should  not  be  considered  to  be  the  cost 
of  the  first  unit  of  plant  used  in  a  particular  place  or  for  a  particular 
purpose.  Items  of  perishable  property,  which  are  no  longer  in  use  or 
useful,  cannot  be  considered  as  a  portion  of  the  property  to  be  in- 
cluded in  a  valuation  for  the  purpose  of  determining  the  fair  value 
for  rates.  Such  items  of  property  have  passed  out  of  existence  and 
their  cost  should  have  been  removed  from  the  books  of  the  company 
as  a  portion  of  the  value  of  its  assets.  If  the  business  of  the  under- 
taking had  been  conducted  properly,  reserves  for  renewals  would 
have  been  made.  These  reserves  are  obtained  from  users  as  a  portion 
of  the  charges  paid  for  the  service.  Manifestly  it  is  unfair  to  the 
users  for  the  company  to  demand  from  them  rates  sufficiently  high 
to  create  a  fund  for  the  replacement  of  obsolete  items  and  then  include 
the  cost  of  such  obsolete  items  in  a  new  value  upon  which  new  rates 
should  be  based." 

Mr.  Robert  H.  Whitten,*  of  Brooklyn,  likewise  defines  actual 
original  cost: 

"Strictly  speaking,  actual  cost  means  cost  of  original  construction 
plus  cost  of  additions  and  betterments.  It  excludes  all  expenditures 
for  renewals  and  replacements  including  supersession  due  to  obsoles- 
cence or  inadequacy.  It  includes  only  construction,  additions  and 
betterments  that  are  a  proper  capital  charge  under  approved  accounting 
principles.  This  conception  of  actual  cost,  however,  is  one  that  has 
in  the  past  been  very  imperfectly  comprehended.  Correct  accounting 
principles  are  of  comparatively  recent  acceptance  and  application.  The 
references  made  by  courts  to  actual  cost  or  original  cost  plus  improve- 
ments show  that  in  most  cases  they  have  loosely  interpreted  the  term 
to  include  many  things  that  are  not  propcrl.y  a  part  of  the  actual  cost 
of  the  present  property.  In  certain  decisions  it  is  apparently  assumed 
that  actual  cost  or  original  cost  includes  discount  on  securities  issued, 
exorbitant  profits  to  promoters,  cost  of  replacing  worn-out  or  super- 
seded property,  dividends  paid  out  of  capital,  money  sunk  in  unsuc- 
cessful experiments.  That  is,  the  term  is  considered  as  an  equivalent 
to  book  value  inflated  by  financial  manipulatioia  or  loose  accounting. 
Considered  in  this  light,  it  is  little  wonder  that  'original  cost'  has 
been  discredited  as  a  staiidard  of  valuation. 

"Actual  cost  properly  considered  is  the  most  natural  and  in  many 
respects  the  fairest  single  basis  for  the  deteriniiiation  of  fair  value 
for  rate  i)urposes.  A  fundamental  principle  of  i)ul)lic  service  regula- 
tion is  that  as  the  public  service  corporation  devotes  its  property  to  a 
public  use  it  may  consequently  be  required  to  render  the  service  at 
reasonable  rates  of  charge.  Kates  of  charge  to  be  reasonable  may  not 
be  in  excess  of  the  fair  value  of  the  service  and  may  not  be  higher 
than  necessary  to  produce  a  fair  return  on  the  proi)erty  devoted  to 

•  "Valuation  of  Public  Service  Corporations,"  pp.  82-83. 
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a  public  use.     The  measure  of  the  property  devoted  to  a  public  use      Mr. 
is   imdoubtedly,   in   the  first   instance,   at  least,   the   money   that   the  ^cCann 
company  has  actually  and  necessarily  invested,  i.  e.,  the  actual  cost." 

Mr.  Halford  Eriekson,  ex-Chairman  of  the  Wisconsin  Railroad 
Commission,  in  a  paper  entitled  "Depreciation  and  Its  Relation  to 
Fair  Value",  read  before  The  Utilities  Bureau  in  November,  1915, 
comments  similarly  on  the  definition  and  application  of  an  original- 
cost  appraisal,  as  follows:* 

"By  original  cost  in  this  connection  it  seems  to  me  should  be 
understood  the  cost  at  -which  the  existing  property  used  by  public 
utilities  in  rendering  service  was  acquired.  By  cost  of  reproduction 
is  meant  the  cost  of  reproducing  the  existing  property  under  pre- 
vailing conditions.  The  original  cost  of  the  existing  property  should 
be  shown  by  the  books  and  records  of  the  utilities  provided  these  have 
been  properly  kept  and  are  still  in  existence.  When  the  books  have 
not  been  so  kept  or  are  not  available,  the  original  cost  as  thus  out- 
lined may  be  determined  very  much  in  the  same  manner  as  that  in 
which  the  cost  of  reproduction  is  found.     *     *     * 

"^Ylien  the  original  cost  of  the  existing  property  is  desired  it 
can  be  computed  upon  the  same  inventory  as  that  used  in  determining 
the  cost  of  reproduction  and  upon  prices  which  cover  the  period  when 
the  property  involved  was  put  into  the  plant.  Such  price  lists  may  be 
had  partly  from  the  records  of  the  plant  and  partly  from  other  sources. 
In  this  way  the  original  cost  of  the  existing  property  can  be  had  with, 
even  greater  accuracy  than  the  cost  of  reproduction." 

The  following  statement  of  the  Committee  (page  1355)  follows  the 
identical  line  of  reasoning,  to  wit : 

"As  original  cost  to  date,  with  comparatively  few  exceptions,  is 
not  the  book  cost  of  the  property  but  the  cost  of  the  existing  items, 
it  will  be  necessary  as  a  rule  to  make  a  schedule  of  the  various  existing 
property  items,  in  the  same  way  that  one  would  be  made  for  deter- 
mining the  cost  of  reproduction;  then  reference  would  have  to  be 
made  to  the  accounts,  to  ascertain  the  unit  costs  of  the  items." 

The  term  "Original  Cost"  is  used  by  the  Engineering  Department 
of  the  State  Public  Utilities  Commission  of  Illinois  to  mean  the  actual 
expenditures,  in  cash  (or  its  equivalent  in  terms  of  cash),  made  by  a 
public  utility  for  used  and  useful  property  which  is  properly  charge- 
able to  capital  account  and  is  embraced  in  an  actual  inventory; 
or,  in  the  absence  of  records  and  books  of  accounts  showing  the  actual 
expenditures,  the  estimated  cost  of  the  property  as  of  the  sundry  dates 
of  the  installations  of  the  various  items  of  property  is  to  be  con- 
sidered the  original  cost  thereof. 

Bearing  in  mind  the  aforesaid  definitions  of  what  constitutes  a 
reasonable  original-cost  appraisal,  particularly  the  definition  set  up 
in  the  x^receding  paragraph,  it  is  well  to  refer  to  certain  passages 
*  The  utilities  Magazine,  1-3-113. 
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Mr.  of  the  report,  wherein  the  strict  reproduction  theory  is  modified  and 
violated  in  principle,  and  recourse  is  taken  in  effect  to  the  original-cost 
method.  Perusal  of  the  report,  moreover,  would  seem  to  indicate  that 
the  principles  of  a  pure  reproduction  theory  are  adhered  to  whenever 
it  is  to  the  general  advantage  of  the  property  under  consideration,  and 
that  historical  reproduction  cost  (another  name  for  an  enhanced 
original  cost)  is  resorted  to  whenever  the  strict  reproduction  theory 
fails  to  give  the  "top-notch"  figure,  or  fails  to  arrive  at  the  known 
original  cost. 

The  first  specific  example  wherein  the  Committee  recommends  a 
departure  from  the  strict  reproduction  theory,  in  favor  of  the 
historically  modified  reproduction  theory,  is  found  on  pages  13G3  to 
1765  (inclusive)  of  the  report.  Here  there  are  cited  instances  of 
three  different  dams  and  reservoirs  which  were  built  under  entirely 
different  circumstances  respecting  contingent  and  auxiliary  costs.  The 
Wachusett  Reservoir  required  the  obliteration  of  several  buildings, 
highways,  railroads,  and  other  property  formerly  on  the  present  reser- 
voir site.  The  Kensico  Dam,  built  within  the  limits  of  an  existing 
reservoir,  required  the  construction  of  two  temporary  reservoirs  to 
maintain  a  water  supply.  The  Au  Sable  Dams  were  constructed  under 
simple  circumstances,  unaccompanied  by  exceptional  costs  of  damages, 
removals,  or  temporary  works.  The  Committee  asks  if  it  is  fair, 
for  the  reasons  stated,  "to  assume  like  conditions  to  govern  the  estimate 
of  reproduction  cost  to  be  used  as  a  basis  of  'fair  value' ". 

It  certainly  is  apparent  that  these  three  dams  and  reservoirs  are 
not  to  be  appraised  under  "like  conditions."  The  strict  reproduction 
theory,  however,  calls  for  an  appraisal  of  the  existing  property  as  it 
is  to-day.  Such  a  premise  is  satisfactory,  say,  for  the  Au  Sable  Reser- 
voir, which  did  not  encounter  any  unusual  auxiliary  costs  during  its 
construction.  The  strict  reproduction  theory,  however,  will  not  pro- 
duce sufficient  value  for  the  Kensico  and  the  Wachusett  Dams;  there- 
fore the  Committee,  following  in  the  footsteps  of  experts  who  have 
forsaken  and  modified  the  strict  reproduction  theory,  "is  of  the  opinion 
that  all  such  items  of  cost,  due  to  damages,  destruction  of  property, 
purchase  of  rights,  and  temporary  works,  as  cited  in  these  illustrations, 
are  clearly  proper  items  to  be  included  in  the  reproduction  estimate 
when  capable  of  historic  proof",  and  this  despite  the  fact  that  original- 
cost  appraisals  of  these  dams  would  reveal,  in  a  very  few  items,  the 
exact  total  sums  expended  in  each  of  the  three  works. 

It  is  not  amiss  at  this  point  to  contrast  the  proposed  historical 
reproduction  method,  advocated  by  the  Committee,  with  the  original- 
cost  method  defined  hereinbefore.  In  the  Wachusett  Dam,  for  instance, 
the  appraiser  must  make  a  conii)lete  survey  of  the  dam  and  reservoir 
as  it  is  to-day;  then  he  must  api)ly  unit  costs  of  labor  and   material 
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at  prevailing  prices  to-day.  Thus,  the  appraiser  derives  the  repro-  Mr. 
duction  estimate  of  the  existing  structure,  whereupon  he  starts  to 
conjecture  what  may  have  happened  during  the  years  of  construction. 
Imagination  is  brought  into  full  play  in  picturing  the  day-by-day  and 
month-by-month  changes  in  the  scenery  before  him — once  an  indus- 
trious valley,  teeming  with  activity,  possessing  thriving  railroads,  and 
iucrusted  with  dust  from  many  roads,  now  simply  a  peaceful  lake. 
Many  things  might  have  happened  during  this  transformation,  and 
therefore  the  appraiser  is  restrained  in  his  imaginative  process  to 
what  actually  did  happen.  The  records  of  the  work  must  be  consulted, 
inasmuch  as  fascinating  conjectures  must  be  proved  before  commis- 
sions and  Courts.  Should  the  appraiser  wander  very  far  from  the 
recorded  facts  and  the  actual  cost  thereof,  he  is  in  difficulties,  if  a 
keen  counsel  cross-examines  him  thoroughly  as  to  the  details  under- 
lying his  theory.  How  much  simpler  it  is  to  set  forth  the  book-recorded 
costs  and  quantities  of  a  few  principal  items,  such  as  clearing,  sanita- 
tion, excavation,  temporary  works,  construction  camp,  masonry,  earth 
fill,  spillway,  moving  structures,  moving  highways,  moving  railways, 
etc.  In  arriving  at  fair  values,  commissions  and  Courts  are  not  in 
the  habit  of  disallowing  sums  which  have  been  prudently  and  wisely 
expended  in  the  construction  of  used  and  useful  utility  property; 
instead,  their  problem  is  to  isolate  the  reasonable  from  the  limitless 
conjectures  of  experts  and  from  the  flowery  arguments  of  attorneys 
who  seek  to  inflate  the  much-abused  term  "value." 

The  remarks  of  the  last  paragraph  apply  equally  well  to  several 
other  specific  examples  set  forth  by  the  Committee.  The  instances 
of  the  Pennsylvania  and  New  York  Central  Terminals,  on  page  1365, 
are  very  similar  to  the  aforesaid  dam  examples.  There  is  little  doubt 
in  the  ■^Titer's  mind  that  excellent  cost  data  are  available  for  the 
recently-constructed  New  York  terminals.  Why  is  it  necessary  to  dis- 
regard the  actual  original  cost  of  these  terminals  and  turn  to  a 
conjectural  reproduction  thereof?  Opponents  to  the  reproduction 
theories  will  answer  that  the  underlying  reason  lies  in  the  possibility 
of  claiming  inequitable  increments  in  the  railway's  capital  account. 
Advocates  of  the  reproduction  theories  will  answer  that  the  purpose 
is  to  arrive  at  present  value;  and  then  the  deluge  of  arguments  of 
what  constitutes  value  soon  creates  mire  sufficient  to  obscure  the 
original  issue. 

The  next  example  cited  by  the  Committee  is  that  of  a  certain 
highway  crossing  a  railroad  track.  For  the  sake  of  brevity,  the 
Committee's  statement  (page  1366)  relating  thereto  is  reproduced,  as 
follows : 

"One  illustration  brought  to  the  attention  of  the  Committee  is 
a  case  of  a  highway  which  originally  crossed  a  steam  railroad  at  a 
very  acute  angle,  making  a  dangerous  crossing  to  both  railroad  and 
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public.  At  its  own  expense  the  railroad  acquired  land  parallel  with 
its  own,  changed  the  course  of  the  road  for  several  hundred  feet  and 
made  a  right-angled  crossing.  It  was  argued  that,  'in  case  of  repro- 
duction, all  other  property  remaining  as  at  present',  the  highway  would 
be  in  its  new  location  and  would  not  have  to  be  reproduced.  On  this 
basis,  many  items  which  the  owner  of  a  railroad  or  other  public  utility 
was  compelled  to  pay  for  might  be  cut  out  of  an  appraisal.  But  the 
highway  would  be  in  its  original  place  were  it  not  for  the  act  of  the 
railroad,  and  would  have  to  be  moved  by  any  railroad,  building 
presently,  if  the  existing  road  had  not  been  built;  the  evidence  of  the 
necessity,  however,  having  been  destroyed  in  the  doing.  The  cost  was 
a  proper  cost,  capable  of  historic  proof;  and  the  Committee  believes 
that  it  should  be  included  as  a  cost  in  the  estimate  of  reproduction." 

If  the  writer  understands  this  last  illustration  correctly,  the  cost  of 
the  old  highway  crossing  (which  had  grown  inadequate  to  meet  modern 
traffic  condition,  and  was  dangerous),  should  be  charged  against  the 
railway's  accrued  depreciation  fund,  created  for  the  purpose  of  replac- 
ing equipment,  structures,  and  other  property  as  it  wears  out,  grows 
obsolescent,  and  becomes  inadequate.  The  actual  cost,  borne  by  the 
railway,  of  the  new  and  re-aligned  highway  crossing  should  be  placed 
in  the  capital  account  of  the  carrier;  and  such  an  item  would  appear 
in  simple  terms  in  an  original-cost  appraisal,  without  theorization  of 
what  may  have  happened  during  a  process  of  reproduction. 

It  seems  needless  to  dwell  further  on  the  several  instances  wherein 
the  Committee  advises  departure  from  the  strict  reproduction  theory 
and  recommends  the  historical  modification  thereof.  The  writer  regrets 
that  the  Committee  did  not  see  fit,  in  each  of  the  examples,  to  point 
out  wherein  the  original-cost  method  would  establish  more  convincing 
equities  before  a  tribunal  in  a  valuation  proceedings. 

Before  leaving  the  Committee's  specific  examples  of  application  of 
a  reproduction  theory,  attention  is  called  to  the  stone  bridge  piers,  in- 
stanced on  page  1373  of  the  report,  and  to  similar  examples  following. 
Certain  abutments  of  a  railroad  bridge,  built  of  stone  masonry  at  a 
cost-to-reproduce  of  from  $12  to  $16  per  cu.  yd.,  in  accordance  with 
the  road's  practice  for  the  previous  10  years,  would  now  be  built  with 
concrete  at  a  cost  of  from  $7  to  $11  per  cu.  yd.  The  Committee's  con- 
clusion, as  to  this  and  similar  examples,  is  that  the  precise  existing 
structure  should  be  appraised  at  its  reproduction  cost,  and  that  the  only 
departures  (page  1374)  from  such  a  rule  are  tlio  cases  where,  due  to 
obsolescence  of  existing  machinery,  it  is  absolutely  absurd  to  pursue 
this  method  to  its  ultimate  conclusion.  Once  again  comment  is  forth- 
coming to  the  eifect  that  the  Committee's  recommendations  result  in  an 
adherence  to  the  strict  reproduction  theory  whenev(>r  tlie  value  to  be 
derivcid  therefrom  enhances  the  original  cost  of  an  item  of  projjerty ; 
but,  if  the  strict  theory  does  not  establish  sufficiently  high  values,  it 
would  seem  that  the  Committee's  idea  is  to  modify  tlie  tlieory.     If  a 


DISCUSSION^   ON   VALUATION   OF   PUBLIC   UTILITIES  1617 

theory  can  be  modified  in  one  place,  there  should  be  no  great  objection  Mr. 
to  a  reasonable  modification  at  another  place.  Unfortunately,  multi- 
tudinous modifications  of  the  strict  theory  result  in  individual  theories 
of  each  and  every  appraiser.  The  writer,  in  the  instance  of  the  masonry 
abutments  referred  to,  would  call  attention  to  the  equities  of  appraisal 
at  the  original  cost  of  the  structure,  regardless  of  what  similar  stone 
masonry  is  costing  to-day,  and  regardless  of  the  present-day  cost  of 
better  concrete  abutments. 

Possibly  it  will  not  be  amiss  to  cite  here  a  pertinent  criticism  made 
by  the  late  John  M.  Eshleman.  formerly  Lieutenant  Governor  of  Cali- 
fornia, and  once  President  of  the  California  Railroad  Commission,  in 
an  address*  delivered  before  a  conference  held  under  the  auspices  of 
The  Utilities  Bureau,  at  Philadelphia,  in  November,  1915 : 

«*  *  *_  'YYyQ  inconsistency  of  adopting  the  historical  method 
with  reference  to  some  elements  and  rejecting  it  with  reference  to  some 
others  need  only  be  mentioned.  AVhy  it  is  that  the  committee  of  presi- 
dents of  the  railroads  of  the  United  States  should  concern  themselves 
with  hidden  costs  of  some  elements  of  the  properties  of  the  railroads 
and  forget  all  about  hidden  or  other  costs  of  lands  and  properties  that 
have  appreciated,  is  beyond  my  comprehension. 

"I  really  seriously  wonder  at  the  logic  of  those  who  urge  that  cost 
shall  ever  have  anything  to  do  with  this  question  unless  they  admit  it 
has  everj-thing  to  do  with  it,  and  I  marvel  at  their  regard  for  the 
simplicity  of  public  authority  when  they  urge  that  original  cost  shall 
always  be  used  even  in  their  reproduction  theory  when  it  will  give  them 
more  than  present  cost  to  reproduce,  and  at  the  same  time  utterly 
repudiate  costs  of  lands  and  similar  properties  when  such  costs  are  less 
than  the  market  value  now  obtained.  I  do  not  for  a  moment  contend 
that  the  work  of  the  engineers  in  making  inventories,  and,  if  you  please, 
in  fijfing  unit  prices  is  not  very  important.  But  holding,  as  I  do,  that 
where  government  is  dealing  with  monopoly  it  of  necessity  must  deprive 
such  monopoly  of  the  power  of  taking  all  that  it  can  get  from  its 
patrons,  I  am  driven  to  conclude  that  government  must  determine  as 
a  substitute  what  the  agency  ought  to  take,  and  in  determining  what 
the  agency  ought  to  take,  the  safest  and  most  just  guide  is  what  the 
agency  has  sacrificed  and  what  service  it  has  performed  for  the  public. 

That  the  original-cost  method  possesses  merit  in  valuation  proceed- 
ings is  shown  by  such  facts  as  (1)  a  more  or  less  general  adoption  by 
regulatory  State  commissions  of  original-cost  as  a  perfectly  legitimate 
line  of  inquiry  to  shed  light  on  property  values,  (2)  the  recognition  by 
Congress  of  original  cost  as  one  of  the  methods  to  be  pursued  in  the 
valuation  of  the  nation's  railroads,  (3)  the  National  Association  of 
Railway  Commissioners'  unanimous  insistence  that  original  cost  be 
considered  in  the  Interstate  Commerce  Commission's  valuation  of  com- 
mon carriers'  properties,  and  (4)  Court  decisions  supporting  the  posi- 
*  The   Utilities  Magazine,   1-10-11. 
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tion  of  the  Supreme  Court  of  the  United  States  in  Smyth  v. 
Ames  (cited  by  the  Connnittee).  No  judicial  authority,  moreover,  is  to 
be  cited  to  show  that  an  estimate  of  the  cost  of  reproducing  the  prop- 
erty (with  or  without  deduction  for  accrued  depreciation)  is  the  sole 
and  only  guide  to  a  reasonable  and  adequate  valuation  of  a  utility 
property  for  rate-making  purposes.  On  the  contrary,  the  inconsistencies 
of  the  reproduction  method  have  been  scored  time  and  again.  It  is 
only  recently  that  the  Supreme  Court  of  the  United  States,  in  the 
Des  Moines  Gas  Case,  repudiated  the  reproduction  method  when  applied 
to  what,  in  valuation  work,  is  commonly  termed  "undisturbed  paving." 
In  addition  to  those  steadfast  older  commissions  and  their  represent- 
atives, who  have  given  due  and  just  weight  to  the  actual  original-cost 
methods,  it  is  noteworthy  that  many  a  recent  author  is  outspoken  in 
recommending  the  sacrifice  of  the  investor  as  the  measure  of  fair  value, 
particularly  fair  value  as  a  rate  base.  (Cf.  Whitten  and  Hayes,  supra.) 
A  recent  engineering  contribution  is  "Public  Utility  Eates,"  by  Mr. 
Harry  Barker,  Associate  Editor  of  Engineering  News,  wherein  the 
author  (at  pages  37  and  38)  states: 

"Present  tendency  seems  to  be  to  give  more  and  more  weight  to 
figures  of  investment  and  investors'  sacrifice  in  determining  rate-basis 
worth.  With  the  general  imposition  of  proper  accoimting  systems 
figures  of  investments  and  sacrifice  can  be  more  completely  secured  than 
in  the  past  so  that  a  better  basis  for  value  by  investment  can  be  estab- 
lished. Where  regulation  lias  been  longest  established,  there  invest- 
ment has  greatest  weight ;  it  is  not  unreasonable  to  expect  that  in  the 
course  of  time  the  entire  country  may  accept  the  theory.     *     *     *" 

The  most  common  argument  against  the  use  of  the  original-cost 
method  of  valuing  public  utility  properties,  aside  from  the  difficulties 
alleged  to  be  encountered  in  securing  records  of  such  costs,  is  that 
appreciations  in  value  of  property  (if  such  exist)  are  denied  to  the 
owners  thereof.  The  reproductionists,  however,  do  not  point  to  any  rule 
of  common  equity  which  entitles  them  first  to  earn  an  adequate  return 
on  their  investments  and  then  to  participate  in  the  profits  which  accrue 
to  appreciation;  but  they  rely  on  certain  judicial  passages,  which  in 
themselves  are  sound,  although  subject  to  linguistic  abuses  when  applied 
unadvisedly  to  valuations  that  are  made  bases  for  rate  schedules.  Under 
certain  rulings  of  the  Courts,  it  may  be  argued  that,  oven  though  a 
utility  may  steal  equipment  without  being  apprehended,  and  may  con- 
vert that  equipment  into  used  and  useful  property  in  the  service  of  the 
pii])lic,  the  stolen  equipment  nuist  receive  due  reeogTiition  in  a  valua- 
tion and  rate-making  proceeding.  Whether  or  not  ibis  view  will  pro- 
vail  ultimately,  undcu-  a  continuanc(>  of  State  regulation,  is  a  some- 
what debatable  question  at  the  present  time.  A  simple  case  will  serve 
to  illustrate  the  fallacy  of  too  great  weight  given  indiscriminately  to 
appreciation  in  utility  property.     Assume  that  an  i>l(>ctrie  plant,  in  a 
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State  where  the  h\ws  provide  for  St^te  regulation,  costs  $100  000,  and  Mr. 
assume,  further,  that  the  reguhitory  body  of  jurisdiction,  after  investi-  '^  *°"' 
gation  at  the  very  start,  has  lixed  rates  such  as  will  yield  full  operating 
expenses  plus  5%  per  annum  ($5  000)  for  accruing  depreciation  and 
7%  per  annum  ($7  000)  for  a  fair  rate  of  return.  At  the  end  of  5 
years,  provided  no  change  is  made  in  the  electric  property,  the  utility 
will  have  accumulated  $25  000  (plus  earnings)  in  a  depreciation  fund, 
and  each  year  will  have  paid  a  full  and  adequate  rate  of  return  on  the 
entire  investment.  During  these  5  years,  if  perchance  the  prices  of 
labor  and  materials  advance  so  that  the  estimated  reproduction-cost- 
new  of  the  identical  property  at  the  end  of  the  period,  according  to 
expert  appraisers,  would  be  $110  000  (exclusive  of  betterments  and  addi- 
tions), there  will  have  been  an  unearned  increment,  over  and  above  a 
fair  rate  of  return,  amounting  to  $10  000  in  the  value  of  the  property — 
equivalent  to  $2  000  per  year,  or  2%  annually  on  the  original  cost.  In 
other  words,  a  valuation  thus  made  at  the  end  of  the  said  5  years, 
resulting  in  revised  rates  being  fixed  on  an  estimated  reproduction 
theory,  capitalizes  an  unearned  increment  which  automatically  results 
in  rendering-  a  9%  rate  of  return  throughout  the  entire  first  5-year 
period.  "What  has  the  utility  done  or  denied  to  itself  in  order  to  deserve 
this  unearned  increment?  Is  not  the  public  entitled  to  participate  in 
the  appreciation  of  property,  at  least  to  the  extent  of  not  having  the 
same  capitalized  against  it,  to  be  borne  by  the  rate-payers  of  the  future? 
Carrying  the  illustration  still  further,  let  it  be  assumed  that  the  esti- 
mated reproduction  value  sinks  to  $90  000  at  the  end  of  5  years ;  then 
the  reverse  is  true,  and  the  utility  each  year  is  deprived  of  just  earnings 
equivalent  to  2%  of  the  cost  of  the  property.  Under  such  conditions, 
would  it  not  be  argued  that  this  deprivation  of  earnings  would  consti- 
tute a  confiscation  of  property  ? 

Such  illustrations  are  indicative  of  the  public's  vital  interest  in 
what  is  termed  "appreciation."  It  is  to  be  borne  in  mind  that  "depre- 
ciation", as  applied  in  valuation  work,  in  no  manner  is  the  opposite  of 
"appreciation."  An  original-cost  valuation,  if  properly  compiled,  does 
not  presume  to  inflict  on  a  utility  the  losses  occasioned  by  decreases  in 
prices  of  material  and  labor.  An  original-cost  valuation,  however,  does 
presume  to  reflect  the  conditions  under  which  the  bargain  between  a 
utility  and  its  consumers  was  consummated.  Under  an  original-cost 
valuation,  the  public  sustains  all  losses  due  to  the  falling  off  of  prices, 
although  it  participates  in  gains  only  to  the  extent  of  not  having  an 
unearned  increment  capitalized  against  it. 

The  reproduction  theory  has  its  place.  It  is  undoubtedly  one  evi- 
dence of  value,  and  an  appraisal  predicated  on  the  strict  reproduction 
theory  should  be  made  a  part  of  every  rate  case;  but  the  reproduction 
theory  (or  some  modification  thereof),  under  no  circumstances,  should 
be  construed  as  the  sole  and  only  guide  to  value.     Ultimate  value  for 
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Mr.  rate-making  purposes  is  a  discretionary  exercise  of  judgment  on  the 
part  of  those  governmental  agencies  which  are  empowered  by  legislative 
enactment  to  regulate  public  utilities,  subject  of  course  to  judicial 
review  should  the  administrative  power  be  abused. 

The  Courts  have  not  ruled  that  reproduction-cost-new  (or  less  depre- 
ciation) must  be  the  criterion  by  which  to  judge  the  present  value  of 
utility  property  for  rate-making  purposes;  neither  have  the  Courts 
stated  that  such  reproduction-cost-new  (or  less  depreciation)  is  not  to 
be  used,  nor  that  original  cost  is  not  to  be  used.  What  the  Courts  have 
said  is  that  all  these  evidences  of  value  are  elements  to  be  considered 
with  other  factors  in  fixing  on  value  for  rate-making  purposes.  When- 
ever reproduction  advocates  turn  their  attention  to  bringing  forth  the 
advantages  of  the  original-cost  method  as  earnestly  as  they  have  ex- 
poimded  the  reproduction  theory,  the  disadvantages  of  the  reproduction 
theory,  which  make  it  necessary  to  resort  to  original  conditions  and  to 
original-cost  conceptions,  will  disappear  miraculously  in  a  strict  ad- 
herence to  the  actual  original  cost  method  of  valuation.  A  fair  rate  of 
return  on  the  actual  dollars  prudently  expended  for  utility  property 
that  is  used  in  and  useful  to  the  rendering  of  public  service  are  words 
that  jingle  with  equity;  and  it  is  the  writer's  opinion  that  judicial 
sanction,  supporting  the  position  of  commissions  respecting  original 
cost,  is  not  long  to  be  withheld. 
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THE  DISTRIBUTION  OF  STRESSES 

IN  MITERING  LOCK-GATES, 

WITH  SPECIAL  REFERENCE  TO 

THE  GATES  ON  THE  PANAMA  CANAL 


By  Henry  Goldmark,  M.  Am.  Soc.  C.  E. 


Synopsis. 


This  paper  is  based  on  an  extended  study  of  the  laws  which  govern 
the  distribution  of  stresses  in  different  parts  of  a  mitering  lock-gate 
under  serTice  conditions.  For  reasons  mentioned  in  the  paper,  the 
problem  is  indeterminate,  so  that  the  solution  was  based  on  the  theory 
of  elastic  work. 

A  general  method  of  computation  is  first  outlined,  which  is  simple 
in  principle,  though  the  computations  are  somewhat  laborious.  It  is 
believed  to  be  more  complete  and  accurate  than  any  previously 
developed. 

An  application  to  several  of  the  lock-gates  on  the  Panama  Canal 
follows.  The  resultant  loads  which  are  sustained  by  the  different  hori- 
zontal girders  and  by  the  vertical  bracing  are  computed  in  detail,  as 
well  as  the  pressures  exerted  by  the  gates  against  the  bottom  sills. 
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Some  practical  conclusions,  drawn  from  the  results  obtained, '  are 
also  given,  as  a  guide  for  future  designs. 


General. 

Mitering  gates  have  been  used  in  canal  locks  for  several  centuries, 
and  are  still  the  preferred  form,  to  the  virtual  exclusion  of  other  types. 
Tn  large  modern  locks,  they  are  generally  built  of  steel,  and  are  among 
the  most  expensive  structures  used  in  hydraulic  works.  In  the  interest 
of  economy  as  well  as  safety,  therefore,  careful  designing,  based  on  a 
correct  determination  of  the  stresses,  is  a  matter  of  importance. 

The  problem  of  finding  the  stresses  in  such  gates  is"  intricate,  and 
has  been  the  subject  of  much  investigation  in  the  past.  In  connection 
with  the  design  of  the  gates  for  the  Panama  Canal,  the  largest  yet 
built,  the  writer  had  occasion  to  make  a  rather  detailed  study  of  the 
subject.  It  seems  proper  to  put  on  record  some  of  the  results  obtained, 
especially  as  American  literature  on  lock-gates  is  very  scanty.  It  is 
believed  that  the  method  of  calculation  used  is  novel,  and  is  an  advance 
on  previous  practice. 

The  stresses  are  of  two  kinds,  those  due  to  the  weight  of  the  gate 
leaf,  and  those  due  to  water  pressure.  The  former  do  not  affect  the 
design  of  the  gate  seriously,  except  in  tlie  parts  which  serve  to  support 
it  on  the  foundation,  and  to  connect  it  to  the  anchorage  in  the  walls. 
They  are  greatest  when  the  lock  chambers  are  emptied  to  permit  of 
inspection  and  repairs.  Their  computation  is  quite  simple  when  the 
weight  of  the  metal  work  is  known. 

The  stresses  due  to  hydrostatic  pressure,  on  the  other  hand,  govern 
the  dimensions  of  the  principal  members,  as  well  as  most  of  the  sec- 
ondary parts.  The  external  loads  in  this  case,  too,  are  entirely  definite, 
as  well  as  their  points  of  application,  but  the  stresses  thoy  produce  are 
somewhat  indeterminate.  This  is  due,  in  large  part,  to  the  complex 
structure  of  the  leaf,  wliicli  lias  numerous  liori/.outnl  and  vertical  nicin- 
bers  riveted  together  at  their  intersections  and  covered  by  a  continuous 
sheathing.  The  primary  function  of  the  different  members,  in  trans- 
ferring the  hydrostatic  load  to  the  masonry,  is  well  deiined,  but  the 
rigid  connections   cause  the  deflection    and,    hence,    tlu>   stress    in   any 
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one  member  to  depend,  not  only  on  its  direct  load,  but  also  on  other 
parts  of  the  gate. 

The  distribution  of  the  stress,  therefore,  is  complicated,  even  in 
single-leaf  gates  which  span  the  lock  at  right  angles  and  support  the 
water  pressure  by  beam  action. 

In  miter-gates,  which  act  as  arches,  there  are  further  difficulties. 
The  first  arises  from  variations  in  the  surface  of  contact  on  the  miter 
and  quoin-posts,  where  the  gates  bear^  against  each  other  and  against 
the  hollow  quoin.  Especially  if  timber  bearing  pieces  are  used,  the 
exact  point  at  which  the  reaction  acts,  is  uncertain,  so  that  it  is  neces- 
sary, in  the  computations,  to  assume  it  to  have  a  considerable  deviation 
from  the  center  of  the  bearing,  in  order  to  obtain  the  maximum 
stresses. 

A  further  difficulty  arises  from  uncertainty  as  to  the  pressure 
exerted  by  the  gate  against  its  sill.  In  single-leaf  gates  this  will  not 
change  appreciably  after  the  first  adjustment  is  made.  In  miter-gates, 
however,  there  are  wide  variations  in  the  sill  reaction  at  different  times, 
with  corresponding  changes  in  the  stresses.  This  is  due  to  changes  in 
the  length  of  the  leaves  arising  from  variations  in  temperature,  wear 
in  the  contact  pieces  on  the  gate  posts  and  sills,  and  from  various 
minor  causes.  Even  with  careful  workmanship  and  fitting,  it  is 
hardly  possible  to  ascertain  the  sill  pressure  exactly,  although,  as  will 
be  shown  later,  it  is  feasible  to  arrive  at  limiting  values,  not  likely  to 
be  exceeded  in  practice. 

In  this  paper,  a  method  of  calculation  is  developed,  by  which  the 
sill  reaction  and  the  loads  on  the  different  horizontal  and  vertical 
girders  may  be  found  in  a  given  gate  for  an  assumed  hydrostatic  load- 
ing and  various  conditions  of  sill  contact.  After  these  loads  have  been 
fixed,  the  stresses  in  the  different  members  can  be  computed  without 
special  trouble.  The  gates  are  assumed  to  be  of  steel  and  "horizontally 
framed"  with  numerous  horizontal  girders.  In  the  gate  with  "vertical 
framing",  which  has  only  two  main  horizontals,  the  stresses  are  more 
determinate,  and  the  theory  is  much  simpler. 

The  problem  is  first  stated  in  general  terms,  and  a  solution  is  found 
applicable  to  gates  of  varying  dimensions,  girder  spacing,  and  cross- 
sections.     It   is  then   applied  to  the  largest  and  the  smallest  of  the 
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Panama  gates.  Finally,  some  practical  conclusions  derived  from  the 
computations  are  given,  as  a  guide  in  future  designs. 

Statement  of  Problem. — A  mitering  lock-gate  consists  of  two  leaves, 
which  together  support  the  water  pressure  due  to  the  difference  of  head 
on  the  opposite  sides  of  the  gate. 

If  there  is  no  contact  at  the  bottom  sill  when  the  gate  is  closed  and 
under  pressure,  the  entire  hydrostatip  load  is  transferred  by  arch  action 
to  the  side-walls.  On  the  other  hand,  if  the  leaves  bear  against  the  sill, 
the  latter  will  carry  a  part  of  the  load,  the  remainder  being,  as  before, 
supported  by  the  lock  walls. 

The  proportion  of  the  total  load  which  will  go  to  the  sill,  in  any 
given  case,  depends  on  the  structural  arrangement  of  the  gate  frame 
and  the  relative  adjustment  of  the  gate  and  sill. 

The  object  of  the  investigation  given  herewith  was  to  determine, 
for  the  Panama  lock-gates,  the  pressure  of  the  gates  against  the  sills 
for  different  adjustments,  the  distribution  of  the  loading  between  the 
several  horizontal  girders,  and  the  stresses  in  the  vertical  framing. 

Previous  Investigations. — The  determination  of  the  laws  which 
govern  the  distribution  of  loading  in  the  horizontal  and  vertical  mem- 
bers of  mitering- gates  has  been  made  the  subject  of  extended  studies 
by  several  distinguished  engineers  in  the  past. 

M.  Chevallier*  made  what  was  perhaps  the  first  study  of  this  sub- 
ject. It  included  a  series  of  tests  with  wooden  models.  The  conclu- 
sions he  drew  from  his  experiments,  as  to  the  interaction  of  horizontal 
and  vertical  members  in  gate  leaves,  are  in  entire  accordance  with  sub- 
sequent investigations,  and  of  much  interest  even  now.  He  gave  no 
general  formulas  or  rules  applicable  to  the  large  gates  of  modern  times. 

In  1867,  M.  Lavoinnet  published  a  mathematical  investigation 
covering  the  same  subject.  His  method  is  very  complicated,  although 
applicable  only  to  gates  having  equal  horizontals  spaced  at  equal  ver- 
tical distances.  Owing  to  these  assumptions,  and  for  other  reasons. 
Lavoinne's  formulas  are  not  applicable  to  large  modern  gates,  in  which 
the  cross-section  and  spacing  vary  from  the  top  to  the  bottom  of 
the  leaf. 


•  Annales  des  Fonts  et  Chau8s6es  for  1850. 
t  Annales  des  Fonts  et  Chaussies. 
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lu  IS^T,  M.  Galliot*  presented  a  new  mathematical  study,  making 
practically  the  same  assumptions  as  Lavoinne,  but  attaining  somewhat 
simpler  results. 

In  his  treatise  on  "Mitering  Lock  Gates",  published  in  1892,  First 
Lieut,  (now  Brig.-Gon.)  H.  F.  Hodges,  U.  S.  A.,  gave  a  discussion  on 
vertical  framing  on  a  somewhat  different  basis,  and  deduced  valuable 
rules  for  its  practical  dimensioning. 

Method  of  Calculation  Used  in  the  Present  Investigation. — The 
method  herewith  presented  was  developed  by  the  writer  in  a  less  perfect 
form,  in  1899,  in  a  study  on  lock-gates  made  for  the  Board  of  Engineers 
on  Deep  Waterways. 

The  solution  is  based  on  the  well-known  "method  of  least  work." 
It  takes  account  of  irregular  spacing  in  the  horizontal  girders,  as  well 
as  of  variations  in  their  cross-sections,  and  considers  the  cross-bending 
as  Tvell  as  the  direct  compression  in  the  girders.  In  case  timber  is  used 
for  cushions  at  the  miter  and  quoin  posts,  or  at  the  sill,  the  formulas 
obtained  can  easily  be  modified,  so  as  to  allow  for  the  difference  of 
material. 

Although  the  method  is  correct  in  theory,  the  unavoidable  lack  of 
homogeneity  in  the  steel,  the  difficulty  of  determining  the  vertical  and 
horizontal  rigidity  of  the  leaf  exactly,  still  more  the  uncertainty  as  to 
the  relative  adjustment  of  the  gate  leaves  and  the  sill,  prevent  a  very 
close  determination  of  the  actual  stresses. 

It  is  believed,  however,  that  the  results  obtained  are  reliable  within 
reasonable  limits,  and  will  prove  of  much  use  in  analyzing  the  strength 
and  stifFness  of  existing  gates  or  proposed  designs.  It  should  be  added 
that  the  formulas  when  applied  to  the  gates  of  the  Poe  Lock,  at  Sault 
Ste.  Marie,  gave  results  agreeing  quite  closely  with  deflection  measure- 
ments made  by  the  writer. 

Like  most  applications  of  the  elastic  theory  to  complex  structures, 
the  method  of  least  work  cannot  precede,  but  must  follow,  the  complete 
design.  In  other  words,  it  is  necessary  to  adopt  a  detailed  arrangement 
of  all  parts  and  afterward  determine  the  distribution  of  the  stresses  in 
the  different  members. 

Effect  of  Vertical  Stiffness. — A  gate  leaf  consisting  only  of  a  cer- 
tain number  of  horizontal  girders  and  an  absolutely  flexible  sheathing 
would  have  no  vertical  stiffness.  Such  a  gate  would  transfer  no  load 
•  Annates  des  Fonts  et  Chaussees. 
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to  the  sill,  except  the  water  pressure  which  acts  on  the  lower  half  of  the 
bottom  panel  and  is  carried  directly  to  the  sill  by  the  sheathing.  Each 
horizontal  girder  would  support  simply  the  load  which  corresponds  to 
the  hydrostatic  head  due  to  its  position. 

In  practice  it  is  impossible  and  undesirable  to  build  a  gate  without 
vertical  rigidity.  The  sheathing,  combined  with  the  quoin  and  miter 
posts  and  the  intermediate  vertical  brace  frames  and  intercostals,  forms 
a  vertical  girder  of  considerable  strength.  By  its  resistance  to  bend- 
ing, this  girder  modifies  the  loads  on  the  different  horizontals,  making 
them  greater  or  less  than  those  corresponding  to  the  hydrostatic  pres- 
sure. As  a  rule,  the  vertical  girder  transfers  a  part  of  the  total  water 
pressure  to  the  sill. 

For  purposes  of  calculation,  the  leaf  is  taken  as  consisting  of  a 
horizontal  and  a  vertical  system  of  girders  crossing  each  other  at  right 
angles.  The  horizontal  system  consists  of  the  several  main  girders  or 
arches,  spaced  as  they  are  in  actual  construction.  The  vertical  system 
is  assumed  to  be  equivalent  to  a  single  girder  extending  continuously 
over  the  whole  length  of  the  leaf  from  the  quoin  to  the  miter  post.  Its 
flanges  are  formed  by  the  gate  sheathing,  and  its  web  is  equivalent  in 
total  cross-section  to  the  web  plates  in  the  several  vertical  frames  and 
end  posts.  This  simplification  is  justified  by  the  close  spacing  of  the 
vertical  frames  and  intercostals,  which  prevents  the  skin  plates  from 
buckling. 

Sill  Contact. -^In  case  there  is  no  contact  at  the  sill,  even  when  full 
water  pressure  acts,  the  entire  load,  of  course,  will  be  carried  by  the 
horizontal  arches  to  the  side-walls. 

If,  in  such  a  gate,  all  the  horizontals  are  proportioned  to  support 
the  hydrostatic  head  with  exactly  the  same  unit  stresses  in  the  steel, 
they  will  all  have  exactly  the  same  deformations  under  load.  There 
will  be  no  bending  stress  in  the  vertical  girder,  so  that  it  will  remain 
straight,  even  after  the  gate  is  supporting  the  water  pressure.  The 
loads  on  the  several  horizontals  will  be  those  corresponding  to  their 
hydrostatic  head. 

In  practice,  the  horizontals  near  the  top  are  always  stronger  than 
theory  requires,  in  order  to  ensure  increased  safety  against  accidental 
blows  and  to  avoid  the  use  of  unduly  small  rolled  shapes.  It  is  also 
hardly  possible  to  design  all  the  other  horizontals  so  that  tliey  shall 
sustain  exactly   the  same  unit  stresses.     There  will   always  be   some 
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variation,  therefore,  in  the  deflections  of  the  different  horizontal  girders. 
This  will  produce  a  tendency  to  bend  the  vertical  girder  which  is 
rigidly  connected  to  the  horizontals,  and  its  resistance  to  bending,  in 
turn,  will  affect  the  deflections  and  modify  the  loads  of  the  horizontal 
frames. 

However,  the  effect  of  vertical  rigidity,  when  there  is  no  sill  contact, 
will  be  very  small,  except  at  the  extreme  top  of  the  leaf. 

The  case  of  ''no  contact"  should  always  be  provided  for  in  the 
design,  for,  from  various  causes,  it  is  likely  to  occur  in  all  mitering 
lock-gates  as  either  a  temporary  or  permanent  condition. 

In  ordinary  cases  there  will  always  be  a  greater  or  less  reaction  at 
the  sill.  If  the  water  on  the  up-stream  side  extends  to  the  top  of  the 
gate,  and  there  is  no  lower  pool,  the  greatest  sill  pressure  theoretically 
possible  would  be  equal  to  two-thirds  of  the  total  load  supported  by  the 
gate.  This  maximum  can  only  occur  when  the  adjustment  is  so  inac- 
curate that,  even  with  continuous  contact  along  the  sill,  the  two  leaves 
will  touch  only  at  the  very  top  of  the  miter  posts,  even  when  the  gate 
is  subjected  to  the  full  head  of  water.  This  is  an  extreme  case  which 
would  seriously  overstrain  the  gate,  and  can  be  avoided  by  ordinary  care 
in  adjusting  the  leaves  and  sill. 

A  much  smaller  reaction  may  be  counted  on  as  a  practical  maximum. 
It  seems  quite  safe  to  assume  what  is  sometimes  called  "perfect  con- 
tact", that  is,  continuous  contact  along  the  quoin  and  miter  posts  and 
also  along  the  sill  when  the  gate  is  closed,  but  before  it  is  subjected  to 
water  pressure. 

With  both  timber  and  metallic  bearings,  the  actual  conditions  will 
probably  correspond  to  lower  sill  pressures,  as  there  will  rarely  be 
absolute  sill  contact  in  the  dry. 

Therefore,  two  conditions  of  adjustment  at  the  sill  were  considered 
in  the  computations : 

(1)  Xo  contact  at  the  sill,  even  with  full  head; 

(2)  Simultaneous  contact  at  the  sill,  miter,  and  quoin  posts,  before 
the  water  pressure  is  applied. 

Let  Fig.  1  represent  the  vertical  section  and  Fig.  2  the  plan  of  a 
gate  leaf,  of  length,  L,  consisting  of  (n  -|-  1)  horizontal  arches  and 
a  continuous  vertical  girder,  the  stiffness  of  which  is  assumed  to  be 
uniformly  distributed  over  the  length  of  the  leaf.     The  sheathing  is 
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supposed  to  carry  the  water  pressure  directly  to  the  horizontals,  and 
the  connections  to  be  such  as  to  permit  the  transference  of  horizontal 
reactions  between  the  arches  and  the  vertical  girder  at  their  inter- 
sections. Let  the  magnitude  of  these  reactions  be  denoted  by 
X^,  X^,  ....  Xn  per  linear  horizontal  unit  of  leaf.  They  will  be 
both  positive  and  negative  in  direction,  and  will  act  normally  against 
the  arches  exactly  as  water  pressure  does. 

If,  further,  P^,  P^,  .  .  .  .  Pn,  are  the  direct  water  loads  on  the 
several   arches   per   linear   unit,   their   resultant   total   loads   will   be: 

(P,  +  XJ  L  (P,  +  ZJ  L  .  .  .  .  (P„  +  Z„)  L. 

With  no  contact  at  the  sill,  all  these  loads  are  carried  by  arch  action 
to  the  hollow  quoins ;  but,  if  the  lowest  arch  bears  against  an  absolutely 
fixed  sill,  that  arch  will  carry  no  load  to  the  side-wall,  and  (P„  -\-  Z„)  L 
will  become  the  sill  reaction. 


Fig.  1.  Fig.  2. 

In  any  case  the  only  forces  acting  on  the  vertical  girder  will  be  the 
transverse  loads,  v    r 

Xq  Li,  X,    Li,  ,  .   .  a.  ji   Li. 

The  static  conditions  of  equilibrium  as  applied  to  this  girder  give 

only  two  equations: 

2X  =  X,  +  X,  +  .  .  .  .  X„_,  +  X,^0 (1) 

2M  =  X,  K  +  A^i  Ok  -  K)  +  •  .  .  A'„  _ ,  {},„  -  /»„  _  0  =  0... .  (2) 

for  determining  the  values  oi  X^  .   .   .  X„,  although  there  are  always 

at  least  three  such  unknown  quantities. 
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Similarly,  if  the  gate  as  a  whole  is  considered,  the  reactions  of  the 
horizontals  against  the  side-walls  are  indeterminate,  as  their  number 
is  in  excess  of  the  number  of  equations  which  can  be  obtained  from 
static  conditions. 

The  stresses  in  indeterminate  structures  of  this  kind,  however,  can 
be  found  by  an  application  of  the  method  of  least  work.  The  principle 
on  which  this  depends  may  be  briefly  explained  as  follows : 

If  a  perfectly  elastic  structure  is  subjected  to  external  forces,  the 
fibers  in  its  parts  will  be  deformed  until  a  new  condition  of  equilibrium 
is  reached.  The  work  done  in  this  deformation  (the  internal  work  or 
elastic  potential)  will  always  be  equal  in  amount  to  the  external  work, 
that  is,  the  work  done  by  the  external  forces. 

By  the  principle  of  least  work,  the  reactions  and  internal  stresses 
corresponding  to  the  new  condition  of  equilibrium,  in  addition  to  being 
consistent  with  the  statical  equations,  must  be  such  as  will  make  the 
total  internal  work  done  by  the  structure,  in  passing  from  its  original 
to  its  new  condition,  a  minimum. 

This  principle  is  sometimes  derived  from  the  theory  of  virtual  dis- 
placements, but  may  almost  be  considered  axiomatic,  representing  the 
theory  of  equilibrium  in  its  most  general  form  as  applied  to  elastic 
solids. 

The  application  of  the  method  of  least  work  to  this  problem  consists 
in  stating  the  work  of  internal  deformation  in  terms  of  the  known 
external  loads  and  the  indeterminate  quantities  X^,  X^  .  .  .  X„,  and 
finding  those  values  of  the  latter,  which,  besides  satisfying  the  static 
Equations  (1)  and  (2),  will  give  a  minimum  value  for  the  total  internal 
work  done,  while  the  gate  passes  from  a  condition  of  no  stress  to  that 
in  which  the  full  water  pressure  is  supported. 

The  internal  work  in  the  whole  leaf  will  consist  of  the  following 
parts : 

(1)  That  due  to  arch  action  in  the  horizontal  girders,  involving 
generally  both  direct  compression  and  cross-bending;  and 

(2)  The  work  of  bending  the  vertical  girder. 

The  work  done  as  the  result  of  the  shearing  stresses  in  the  arches 
and  the  stresses  in  the  web  members  of  the  vertical  girder,  being  rela- 
tively quite  small,  may  be  neglected. 
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The  bending  in  the  horizontal  girders  is  due  to  the  eccentricity 
of  the  line  of  pressures  or  resultants  with  reference  to  the  center  of 
gravity  at  the  different  cross-sections.  For  arches  with  continuous 
curvature,  this  eccentricity  is  quite  small,  but  occurs  to  some  extent 
in  all  gates. 

If  Uu  =  the  internal  work  in  the  horizontal,  and  JJ ^  that  in  the 
vertical  girders,  then, 

J]  =  £/\  -j-  TJ^  is  the  total  internal  work. 

For  any  elastic  solid  under  purely  axial  stress  (that  is,  direct  com- 
pression or  tension),  the  work  of  deformation  will  be: 

^'--Xt^<" (^' 

and,  for  one  subject  to  cross-bending  only  (beam  action), 

^'  =  f,TET'' W 

in  which  equations : 

L  ^  the  total  length  of  the  member ; 
F  and  7  =  the  cross-sections  and  moments  of  inertia  at  any  point; 

E  =  the  modulus  of  elasticity ;  and, 
T  and  M  =  the  total  axial  force  and  bending  moment  at  any  cross- 
section. 

From  Equations  (3)  and  (4)  a  general  expression  for  the  work 
equation  for  all  parts  of  a  mitering  lock-gate  (such  as  is  shown  in  Fig. 
1)  may  be  written: 

In  this  equation,  m  corresponds  to  any  horizontal  arch  and  also  to 
the  panel  of  the  vertical  girder  just  above  the  arch  so  denoted.  The 
axial  thrust  and  bending  moment  at  any  point  in  a  horizontal  are 
represented  by  r,„  and  M,,„„  respectively;  and  .1/,.,,,  is  the  bending 
moment  at  any  i)oint  in  the  vertical  girder.  The  first  two  terms 
give  U,,  (work  in  all  horizontal  arches),  the  integration  being  for  the 
length   of   eacli    individual   arch    and   the   summation   to   include  the 


DISTRIBUTION^   OF   STRESSES   IN   LOCK-GATES 


1631 


(n  +  1)  different  arches.  The  last  term  gives  TJ„  (work  in  vertical 
girder),  the  integration  being  for  each  separate  panel,  while  the  sum- 
mation includes  all  of  them. 

The  cross-sections,  F,„,  and  the  moments  of  inertia,  7,,^  are  the 
average  values  for  any  given  arch,  and  /(.„,  is  taken  as  uniform  for  any 
given  panel  of  the  vertical  girder. 

As  will  be  sho\ATi  later,  T",,,,  JA,,,,  and  Mi,„„  and,  hence,  U  (Equation 
5)  may  be  readily  expressed  in  terms  of  the  indeterminates,  X^  .  .  .  X„, 
and  the  known  quantities.  If,  in  the  resulting  equation,  the  condition 
of  statical  equilibrium  is  introduced  by  putting,  for  X„  and  X„_^,  their 
values  in  terms  of  the  other  (n  —  1)  variables  (using  Equations  1  and 
•2).  f^  will  be  expressed  as  a  function  of  X^  .  .  .  X^_.y 

Differentiating  under  the  integral  sign,  we  readily  obtain  the 
(n  —  1)  partial  derivatives  required  for  finding  those  values  of  X 
which,  consistent  with  statical  equilibrium,  will  make  the  elastic  poten- 
tial a  minimum.     Using  the  same  notation  as  before,  they  will  be: 


^^         111  =  n  I —      ^j 


E  F^SX. 


dl-i- 


Jo    ^h 


d  X, 


0      _J 


^M 


hm  "        Am  ,7  I 


■'^j: 


Eh.,..8X, 


cly  =-0 


n  — •'         -^^^  "    0 

m  =  n      ^ 


■     T^S 

T 

rii 

(1  1 

EF^SX^ 

-2 

-am     M^^ 

n    5 

M,.n 

E  L..S  X^ 


'^dy  =  {) 


.(6) 


In  Equations  (6)  the  first  two  terras  correspond  to  the  work  done  in 
the  horizontal  arches,  and  the  last  term  to  that  in  the  vertical  girder, 
so  that  these  equations  are  of  the  form : 


8  X       8X^ 


8X 


(7) 
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The  direct  thrust,  T,  in  a  lock-gate  is  nearly  constant  throughout 
the  length  of  the  leaf  for  any  given  horizontal  girder,  and  may  be 
expressed  very  simply. 

If  r  =  the  radius  of  a  circle  which  passes  through  the  centers  of 
bearings  at  the  quoin  and  miter  posts  when  the  gate  is 
closed  (Fig.  2) ;  and 

P  =  the  load  per  linear  unit  on  the  horizontal  girder ;  then 

T  =  Pr. 

For  any  horizontal  frame,  m,  in  a  gate,  therefore,  we  can  write, 

T„,=  iPm^-XJr (8) 

Also,  if  e^  is  the  mean  eccentricity  of  the  resultant  in  the  horizontal 
girder,  m,  that  is,  the  average  distance  between  the  line  of  pressures 
and  the  center  of  gravity  of  the  cross-section,  we  can  also  write, 

Mj,m  =  e„,T„,  =  {P^  +  Xm)  e„,r (9) 

The  first  two  terms  in  Equations  (6),  which  correspond  to  the  work 
in  the  horizontal  arches,  therefore,  may  be  written  in  the  form: 


8u,,    , .  %:^  1  r  1     ^ Ji  r  (i\n  +  xj  s  (p„,  +  x,„) 


>r'    ''^e[f;^^CjJo 


SX  .^^  E  \F,'    L^\J,  dX 


(ZZ.(IO) 


Similarly,  the  last  term  of  Equations  ((!)  and  (7),  i-orrospoiuling  to 
work  in  the  vertical  j^irder,  may  be  easily  expressed  as  follows  : 

Let  M^m  be  the  bending  moment  in  any  point  at  any  panel,  m,  and 
let  the  distance  of  this  point  below  the  i)anel  point  next  above  =  y.  AVe 
can  then  write, 

M„,„  =  L[(h„,  _  ,  +  .V)  A'„  +  (  h„,  _. ,  _  A,  +  J/)  X,  + 
■     •     •     +(^,.-,-/i,»-.    1    .'/)A',„_2  +  ?/A^,._,] (11) 

The  partial  derivatives  will  be, 

/i  M  a  M 


8  X^  V   ».  -1    '    ■'/'    5  Y 

d-  M 


=  Ly. 
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That  portion  of  the  last  term  in  Equations  (6)  which  corresponds 
to  the  work  in  Panels  (1)  to  (/i  —  1)  will  then  be  given  by  the  follow- 
ing expression : 


HI  =  M  —  1 


vm 

m  =  ; 
»i  =  n  —  1 


f  a   "^       a  ^  ) 

+  1  ^™  -  1  (^„  - 1  -  h)  ".  +  (2  K  -  1  -  ^)^  +  ^  ^^^1 


(12) 


and  there  will   be   similar  forms  corresponding   to  the  other  variables, 
X,     .     .     .     X„_,. 

The  part  of  the  last  term  of  Equations  (6)  corresponding  to  the 
work  in  the  bottom  panel  must  be  obtained  in  a  somewhat  different 
way,  as  it  is  necessary  to  express  X„  and  X„_^  in  terms  of  X^  .  .  .  X^_^. 

Let  z  =  the  distance  of  any  point  in  the  panel  from  the  bottom 
of  the  gate;  then  we  can  write: 

iVi.„  =  L  z  Z„ 
From  Equations   (1)   and   (2),  if  we  take  moments  about  the  girder, 
(n  -  1), 

^n  =:^  \  K-  1  -Yo  +  (/*„_!  -  ^)  X, 


+     . 


hence, 


•       (^n-l—  '^n-2)-Y„_2  j- 


J^^  +  ^-    ]^_iXo  +  (h^_^-h,)X, 


+        •        •       •        (.K~X-K-2)X,-2\ (13) 

for  which  we  readily  derive, 

-         .        .        .        ^'n-AK-X~K-2)X,-,'] (14) 

which  represents  the  term  corresponding  to  work  in  the  bottom  panel  of 
the  vertical  girder.  "We  can  readily  obtain  similar  forms  when  X 
.     .     .     X„     ,  are  the  variables. 
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General  Equations  of  Condition. — CoinI)iiiin<i;  Equations  (10),  (12), 
and  (13),  and  omitting  the  common  factor,  — ,  we  have  the  following 


E 


general  equations. 

With  Xq  as  tlie  independent  variable 

m,  =  n 


s  u 

S  X. 


--^[^^tir^^-'^r-"^^-' 


rn  =  n  —  i 
m  =  1 

+  ■■  ■  +]"-¥  +  ¥[-»-.] 

+  ^  [h\_,  X,  +  ;i„ _ ,  (h^ _ ,  -  h,)  X, 

and  with  X^  as  the  independent  variable: 


8  U 
d  X, 


m  =  n 


5X^  "*  ' 


...(lo) 


+ 


m  =11,  —  1 


+  ^V'"^(/^«-i  -  ^r  A',  +  .   .   .  +  (/,„_,  _  h,) 

vn 

and  filiations  of  similar  form  for  A'j  .   .   .  A',,^.,  as  iiuleiuMidciit  variables. 
By  making  the  proper  substitutions  and  summations  in  Equations 
(15),  the  (n  —  2)   simultaneous  equations  may  hv  written,  and  from 
these,  the  values,  A',  to  A'„_,,  are  rcadilv  found. 
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Application  of  Formulas  to  Gates  of  the  Panama  Canal. 
77^-Foot  Gate. — The  general  arrangement  of  the  gate  leaf  is  shown 
on  Plat«  XVI  and  the  photograph,  Fig.  3,  which  represents  a  somewhat 
lower  gate  before  the  sheathing  is  attached. 
The  principal  dimensions  are  as  follows : 
Clear  width  of  lock  =  110  ft. ; 
Height  of  gate  =  77  ft.  6  in.  from  top  of  coping  to  center  of  bottom 

girder ; 
Central  thickness  =  7  ft.  0  in.; 
Shape  of  gate :  straight-backed. 
There  are  sixteen  horizontals,  the  spacing  of  which  is  shown  on 
Plate  XVI  and  Fig.  1  of  Plate  XVII,  and  is  tabulated  subsequently. 

The  cross-sections,  moments  of  inertia,  and  eccentricities  of  lines 
of  pressures,  which  are  shown  on  Fig.  1,  Plate  XVII,  and  are  also  given 
later,  are  mean  values  for  each  of  the  horizontal  arches.     The  moments 
of  inertia  for  the  vertical  girder  are  calculated  from  the  skin  thickness 
of  each  panel  and  the  average  depth  of  the  girder.    If  t^  and  t^  are  the 
thicknesses  of  the  up-stream  and  down-stream  sheathing,  and  d^  and  d., 
their  distances  from  the  center  of  gravity  of  the  cross-sections  of  the 
girder,  the  moment  of  inertia  is  given  by  the  expression : 
I,  =  L{t^d,^  +  t,d,^). 
Summarized,  the  data  are  as  follows: 
Length  of  leaf,  L  =  787  in., 

Radius  of  line  of  pressures,  r  =  880  in.     (See  Plate  XVII. 
Fig.  5.) 

Horizontal  Arches. — Mean  cross-sections: 

Fq  =F^  =F^  =  Fg =100  sq.  in. 

F^  =F =120  "     " 

F^  =F.  =F^^ =140  "     " 

F^  =  Fg    =164  "     " 

F    =F    =F    ^F    =F  =:200  **     " 

Mean  moments  of  inertia: 

7o  =7,   =  /^  =  Zg   =  120  000  in." 

I^  =1.    =  140  000    " 

7g  =7,  =7,. =  156  000    " 

78  =79    =  167  000   " 

7,„  =  7,,=7,,  =  7,3  =  7,,   =190000    " 
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Mean  eccentricity  of  line  of  pressure: 

Co  =^1  =  ^2   =63    =  26  in. 

^4  ==e,    =21  " 

^6   =  ^T   =^r,    =16  " 

^8   =^9    =13  " 

^1  n    ^1   1      6 -to     ^T  O     6-,   ^  J-i 


10 


11 


'12 


'13 


'14 


Vertical  Girder. — Moments  of  inertia: 

Ii  =  /g  =  /g     =  1 100  000  in.* 

/^  =1^    =  1 180  000 

/g  =  /_    =  1  240  000 

^8  =^9  =-^10  =  ^11    =1400000 

7i2  =  ^13    =  1  580  000 

L.=I..    =1720  000 


"14 


15 


Vertical  Panels. — 

*l  =  «2  =  «; 

«5  =  «6  =  «7  =  ^8  =  S  =  «io  =  « 

a,,  =a,.,  =  a,^  =  0 


"12 


"13 


"14 


a^ =66  in. 

=  60    " 
=  54    " 


Heights. — 

h^  =   66  in. 
;i2  =  132    " 

/i4  =  264    " 
/,   =324    " 


"15    

/ig  =384  in. 
h.j  =444  " 
/is  =504  " 
/ig  =564  " 
/i,„  =  624    " 


71^^  =  684  in. 

^13  =  '^92  - 
/ij^  =  846  " 
;i,^  =  900    " 


Water  Pressure. — The  water  is  assumed  to  extend  to  the  top  of 
the  coping  on  the  uj)-stream  side  of  the  gate,  with  a  pool  9  ft.  6  in.  deep 
l)elow.  Fig.  1,  Plate  XVII,  shows  the  total  water  pressure  and  Fig.  2, 
Column  C,  of  that  plate,  the  load  per  linear  foot  on  each  horizontal 
arch. 

Ileduced  to  the  linear  inch  of  girder,  these  values  are: 

Po=   73.34  1b.  p^=    768.25  1b.  p,o  =  1  419.35  lb. 

p^  =  229.15    "  p^=    898.45    "  p„  =  1  467.9 

P2  =  386.67    "  p,  =  1028.65    "  p,^  =  1  500 

P3  =  544.13    "  Ps  =  1158.9      "  ?,,  =  1580.7 

p^  =  665.38    "  P9  =  1289.       "  p,,  =  1 593.75 

Pi5=     796.87 
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The  conditions  of  static  equilibrium,  as  applied  to  the  vertical 
girder,  become : 

1\,  =  -(X,  +  z,  +  Z,  +  Z3  +  z,  +  z,  +  Z«  +  X,  +  Z3 

+  Z,  +  Z,,  +  Z,, +  Z,3  +  Z,3  +  ZJ (16) 

and. 

.Y. .  =  —    ^  (900  Zo  +  834  Z,  +  768  Z^  +  702  Z3  +  636  Z^  + 

51: 

576  Z5  +  516  Zg  +  456  Z,  +  396  Zg  +  336  Zg  +  276  Z^^ 
+  216  Z,,  +  162  Zj2  +  108  Z.g) 
whence, 

Z^,r=_  (16.66  Zo  +  15.44  Z,  +  14.22  Z^  +  13  Z3  +  11.78  Z^  + 
10.67  Z5  +  9.56  Zg  +  8.44  Z,  +  7.33  X,  +  6.22  Z^  + 

5.11  Z,„  +  4  Z,,  +  3  Z,,  +  2  Z,3) (17) 

and. 

Z,5  =  +  15.66  Zo  +  14.44  Z,  +  13.22  Z^  +  12  Z3  +  10.78  Z^  + 
9.67  Zj  +  8.56  Zg  +  7.44  Z^  +  6.33  Z^  -f  5.22  Z^  +  4.11  Z,<, 

+  3Z,,  +  2Z,, +  Z,3 (18) 

In  order  to  introduce  the  static  conditions  of  equilibrium,  the  values 
of  X^^  and  Z^.,  in  terms  of  Z^  .  .  .  Z^g,  as  given  in  Equations  (17)  and 
(18),  will  be  used  as  shown  below. 

The  resulting  simultaneous  equations  of  condition,  corresponding  to 

X    J^  X    TT 

=  0, =  0,    etc.,   will  then    be  reduced   to   fourteen,    with 

S  X,  S  X, 

Xq  .  .  .  Xj3  as  variables. 

Work  of  Horizoktal  Arches. 

The  first  terms  of  Equations  (15)  correspond  to  the  total  work  of 
the  horizontals. 

Each    arch  must    be    taken   up   separately,  and   the   values    of   the 

expression,  r'  (-^  +  f^)     ^  (P,„  +  Xj  ^^^"^^"^  d  I,  obtained, 

taking  X    .  .  .  Zjg,  successively  as  variables.    It  may  be  convenient  to 
represent  this    expression    generally  by   the  symbol  H.     Its  values  for 
the  separate  arches  and  variables  will  be  the  following  : 
Arch  0: 

Xq  as  variable  : 

H=12  106  ^'(Po  +  ^0)  ^^^'>^^J^'^^  =  12  106  (P,  +  X,)  L 

=  12  106  (78.34  +  Xo)  L  =  (12  106  X^  +  948  384)  L 
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Xj  as  variable  : 

and,  similarly,  we  should   find   that  if  ^  0  when  X^  .  .   •   X^^  are  the 

variables. 

Arch  1: 

Xq  as  variable  : 

r^  s  (P,  -j-  x,)  di     ^ 

fl  =  12  106     /     (Pi  +  A',)      ^    V^.   '^        =  0 
Jo  "  ^^0 

A'l  as  variable  : 

(Pi  +  Xi)     '-^  ^  ^-'         =  12  106  (229.15  +  Xi)  L 

=  (12 106  Xi  +  2  774  090)  L. 
For  X^  .   .   .  Xi3,  if  =  0. 

In  like  manner,  for  the  arches,  3,  4  .  .  .  13,  H  will  =  0  for  every 
variable  but  one  in  the  case  of  each  arch.  There  will  be  a  significant 
value,  however,  in  the  case  of  each  arch  for  the  one  variable  which  has 
the  same  number  as  the  arch  in  question. 

(P  +  X) 


dl 


/I        e'^  \     r^ 
These  values  of  H  ^  r^  (-   +  -    )    I      (P  +  X)        ^ 

will  be  the  following  : 

Arch    O.—X^   as  independent  variable;  H  =  12106  Z^    +      948  384 
"  ''         E  =  12 106  Z,    +  2  774  090 


Arch 

1- 

-^, 

Arch 

2.- 

-^2 

Arch 

S.- 

-^., 

Arch 

-4.- 

--^4 

Arch 

5.- 

-^. 

Arch 

6.- 

-^« 

Arch 

7- 

-Z„ 

Arch 

8.- 

-^\ 

Arch 

9.- 

-i'« 

Arch 

10.- 

-i\o 

Arch 

11.- 

-^u 

Arch 

12.- 

-i',3 

Arch 

IS.- 

-^.., 

Arch 

n. 

-For 

E  = 

12  106  Z^ 

+  4  681  027 

E  = 

12  106  Z3 

+  6  587  238 

E  = 

8  892  Z, 

+  5  916  559 

E  = 

8  892  Z5 

+  6  831279 

E  = 

6  802  Zg 

+  6  111  257 

E  = 

6  802  Z^ 

+  6  996  877 

E  = 

5  477  Z, 

+  6  347  295 

E  = 

5  477  Zj, 

+  7  059  853 

E  = 

4  365  Z\o 

+  6195  463 

E  = 

4  365  Z,, 

+  6  407  383 

E  = 

4  365  Z12 

+  6  547  500 

E  = 

4  365  Z,3 

+  6  899  755 

For  this  arch,  the  general  form  of  //  will  be 

S  X 

S  (1  .'>93.7r)  +  X^^) 


If  =  4  3 (•,.-.   p  (P,,,    f   Au)  ■    ' ---  "  ""'  '" 


=  4  ;U).-)  f(\  .'3'.»3.7r,  +  A',,) 


S  X 


dl 
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DefleeUoQ  of  Miter  Post  under  Water  Pressure 
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Substituting  for  A\^  its  value  from  Equation  (17),  we  have 

H  =  4  -Mui  I      (I  593.75  —  10. 6(1  -Y^,    .    .    .    —  2  A',.,) 


0 

^,5(1598.75  — 16.66  X,     .     .     .     —  2  Xj.,) 


d  I. 


For  the  different  independent  variables,  we  have  then  total  values 
for  H: 
Xq  as  variable : 

^=^4  365  (—  16.66)  (1593.75  —  16.66  X^  ...  —  2  Z^g)  L  = 
(—  115  898  930  +  1  211  500  Z„  +  1 122  800  Z,  +  1  034  000  Z^ 
+  945  370  Z3  +  856  650  X^  +  775  900  Z^  +  694  920  Z^ 
+  614  100  .Y-  +  533  330  X^  +  452  500  Zg  +  371  700  Z.^ 
+  290  883  Z,i  +  218  163  Z.j  +  145  400  Z^g)  L 

X^  as  variable: 

iZ  =  4  365  (—  15.44)  (1593.75  —  16.66  Z^  ...  —  2  X,^)  L  = 
(—  107  411  700  +  1 122  800  Z^  +  1  040  590  Z,  +  958  400  X^ 
+  876140  Z3  +  793  920  Z^  +  719  110  Z^  -f  644  030  Z^ 
+  569  090  Z,  4-  494  280  Zg  +  419  330  Z^  +  344  460  X^^ 
-f  269  580  Zi,  +  202  190  Z,^  +  134  790  X^^)  L 

and  similar  expressions  when  the  differentiation  is  made  with  reference 
to  the  other  independent  variables,  X^  .   .  .  Z^g. 

These  values  are  not  copied  out  in  full,  as  the  work  is  very 
voluminous.  Similarly,  the  method  is  only  indicated  in  the  case  of 
Arch  15. 

Arch  15. — For  this  the  general  expression  for  H  is : 

H  =  6  SOif'  (P„  +  .Y„)  ^  '^'°  ^,  ^^"^  "  ' 

=  6  802   r  (7!,6.87  +  X,)  ^  <^''"-""  +  ^'"^  ,1  I. 
Jo  8  X 

If  we  substitute  for  Z^^  the  value  from  Equation   (18),  we  h:ive 

H  ==  6  802  f  (796.87   -1-   15.66    A^^   +    14.44   A^^   +   13.22   X^ 
J  0 
+  12  Xg  +  10.78   X^  +   9.67  X^  +  8.-56  X^  +  7.44   X^ 

+  6.33  Xg  +  5.22  Xg  +  4.11  X,^  +  3  X^  +  2  X,,  +  X,,) 

5(796.87  +  15.66  X^     .     .     .     X,,) 

<5X 
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which,  for  the  different  independent  variables,  becomes : 

Xg  as  variable: 

H  =  6802  (15.66)  (796.87  +  15.66  X^  .  .  .  Z^)  L  =  (84  918190 
+  1  669  518  Zq  +  1  539  272  Z^  +  1  409  026  Z^  +  1  278  780  Zg 
+  1 148  534  Z^  +  1  030  128  Z^  +  911  723  Z,^  +  793  317  Z, 
+  674  912  Zg  +  556  506  Z^  +  438  101  Z^^  +  319  695  Z.^ 
-f  213  130  Z^2  +  106  565  Z^g)  L 

and  similar  expressions  when  the  differentiation  is  made  with  reference 

to  the  other  independent  variables,  X^  ,    .    .  Z^g. 

Yertical  Girder. 
The  second  term  of  Equations  (15)  gives  that  part  of  the  final  equa- 
tions due  to  the  work  in  the  vertical  girder.     If  this  term,  for  con- 
venience, is  called  V,  its  value  for  the  several  panels  and  variables  will 
be  the  following : 

Panel  1. — Z^  as  variable: 

7  =  0.0871  L^  Z(, 
and  the  values  for  the  other  variables  vanish. 
Panel  2. — Z^  as  variable: 

V  =  +  0.6097  L^  Zo  +  0.2175  L^  Z, 
Zj  as  variable: 

V  =  0.2175  jC2  Zq  +  0.0871  L^  Z, 
the  values  for  the  other  variables  being  equal  to  0. 

Panels  3-15. — The  corresponding  expressions  for  the  remaining 
panels  of  the  vertical  girder  will  be  of  the  same  general  form  as  those 
deduced  for  the  first  two  panels. 

In  obtaining  the  value  of  V  for  the  bottom  panel  (15)  the  variable, 
Z,  was,  of  course,  expressed  in  terms  of  Z^  .    .   .  Z^g. 

Method  of  Obtaining  Final  Equations. 

The  final  equations  are  obtained  from  the  values  for  H  and  for  F 
above  by  adding  all  the  terms  which  correspond  to  the  same  independent 
variable,  Z^,  Zj  .  .   .  Zjg,  and  equating  them  to  zero. 

In  the  case  of  no  contact  at  the  sill,  the  values  of  //  for  the  bottom 
girder  (15)  must  be  included,  as  this  girder  then  carries  the  full  load 
which  comes  on  it. 

Eor  perfect  contact,  the  bottom  girder  does  no  work  as  an  arch,  and 
hence  the  H'a  for  this  girder  must  be  omitted. 


DTSTRIBUTIOX   OF   STRESSES   IX   LOCK-GATES  1643 

If  the  contact  is  such  that  the  bottom  girder  does  some  work  in  arch 
action,  a  portion  of  its  H's  may  be  counted.  In  other  respects,  the 
method  of  calciilation  is  independent  of  the  degree  of  sill  contact. 

It  should  be  noted  that  L  (the  length  of  the  leaf,  787  in.)  enters 
all  values  of  H  in  the  first  power  and  those  of  V  in  the  second.  By 
dividing  the  final  equations  by  L,  it  will  be  eliminated  from  the  H 
terms,  but  will  remain  in  the  first  power  in  those  corresponding  to  V. 

From  their  method  of  derivation,  the  resulting  final  equations 
should  be  symmetrical  as  to  coefficients,  and,  in  the  equations  for 
the  solution  of  the  problem,  an  average  has  been  used  where  two 
coefficients  which  should  be  identical  have  differed  by  a  slight  amount. 
There  have  been  no  large  discrepancies,  proving  to  a  considerable  extent 
the  accuracy  of  the  work. 

Only  five  significant  figures  were  retained. 

Final  Equations  of  Conditions. — The  final  equations,  as  thus  ob- 
tained, are  the  following : 

(Case  A). — No  Contact  at  Sill. 
Xq  as  variable: 

3  007  500  Zo  +   2  762  700  Z,   +  2  530  200  Z^   +   2  298  200   X.^ 
+  2  066  800  Z^  -f  1  856  900  Z.  +  1  647  600  Zg  +  1  439  300  Z^ 
+  1  232  100  Zg  +  1  025  700  Zg  +  820  580  Z^^  +  616  660  Z,^ 
+  434  260  Zj2  +  252  900  X^^  —  30  032  300  =  0. 
Zj  as  variable: 

2  762  700  Zq   +   2  561000  Z,   +   2  335  100  Z^  -f   2121400   X^ 
+  1  908  200  Z^  +  1  714  800  Z^  +  1  521  700  Z^  +  1  329  500  Z^ 
+  1 138  200  Zg  +  947  700  Z^  +  758  250  X^^  +  569  920  Z,^ 
+  401420  Zj,  +  233  890  Z.g  —  26  344  200  =  0. 
Zj  as  variable: 

2  530  200  Zq   +    2  335100   Z,    +   2  151900   Z^   -f   1944  600   X^ 
-h  1  749  600  Z^  +  1  572  600  Z^  +  1  395  800  Zg  +  1  219  700  Z, 
+  1  044  400  X,  +  869  700  Z^  +  695  950  Z.^  +  523  170  Z,, 
+  368  580  Zi2  +  214  860  X^^  —  22  574  900  =  0. 
Zg  as  variable: 

2  298  200  Z,  +  2121400  Z,  +  1944  600  Z^  +  1780  000  X, 
+  1  591  000  Z,  +  1  430  400  Z^  +  1  269  900  Z^  -f  1 109  900  Z, 
+  950  550  Z,  -f  791  700  Z^  +  633  630  X,^  +  476  420  Z,, 
+  335  730  Zi2  +  195  820  X^^  —  18  806  300  =  0. 
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X^   as  variable: 

2  066  800  Zo  +  1908  200  Z,  +  1749  600  Z^  +  1591000  X^ 
+  1  441  400  Z^  4-  1  288  300  Z^  +  1 144  000  Z^  +  1  000  100  Z, 
+  856  700  Zg  +  713  680  Z^  +  571330  Z,^  +  429  690  Z^, 
+  302  890  Z,2  +  176  790  Z.g  —  17  614  700  =  0. 

Zg  as  variable: 

1856  900  Zq  -f  1714  800  Z^  +  1572  600  X.,  -\-  1430  400  X^ 
+  1  288  300  Z^  +  1 167  800  Z^  +  1  029  500  Z^  +  900  250  Z, 
+  771  370  Zg  -f  642  750  Z^  +  514  660  Z.^  -f  387  180  Z,, 
+  273  010  Z,2  4-  159  470  Z.j  —  15  000  500  =  0. 

Zg  as  variable : 

1647  600  Zq  +  1521700  Z,  +  1395  800  X^  +  1269  900  X^ 
+  1 144  000  Z^  -f  1  029  500  Z^  +  921  620  Zg  +  800  250  Z^ 
+  685  900  Zg  +  571  700  Z^  +  457  910  X,^  +  344  600  Z.^ 
-f  243  110  Zj2  +  142  120  X^^  —   13  993  300  =  0. 

Z^  as  variable : 

1439  300  Zq  +  1329  500  Z^  +  1219  700  Z^  +  1109  900  X^ 
+  1  000  100  Z^  +  900  250  Z^  +  800  250  Zg  +  707  130  Z, 
+  600  490  Ze  +  500  700  Z^  +  401  200  X,^  +  302  050  Z,, 
4-  213  200  Zi2  +  124  790  X^^   —  11  394  500  =  0. 

Zg  as  variable: 

1232100  Zq  +  1138  200  Z,  +  1044  400  Z^  +  950  550  Z, 
+  856  700  Z^  +  771  370  Z^  +  685  900  Z^  +  600  490  Z, 
+  520  620  Zg  +  429  760  Z^  +  344  530  Z,o  +  259  540  Z.^ 
-f  183  340  Z,2  +  107  470  X^^  —  10  344  600  =  0. 

Zg  as  variable: 

1  025  700  Zo  +  947  700  Z,  +  869  700  Z^  -f  791  700  Z3  +  713  680  Z^ 
+  642  750  Z,  +  571  700  Z,  4-  500  700  Z,  4-  429  760  Zg 
4-  364  240  Z,  4-  287  820  X,^  -{-  217  000  Z^,  +  153  440  X,^ 
4-  90  138  Z^,  —  7  918  740  =  0. 

ZjQ  as  variable: 

820  580  Zo  +  758  250  Z,  4-  695  950  Z^  4-  633  630  Z,  4-  571  330  Z^ 
4-  514  660  Z5  4-  457  910  Z,  4-  401200  A\  4-  344  530  Z, 
4-  287  820  Z„  4-  235  500  Z^^  4-  174  470  Z„  4-  123  560  Z„ 
4-  72  819  Zj3  —  7  076  810  =  0. 
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X^^   as  variable: 

010  000  A"„  +  509  920  X,  +  523  170  A',  +  476  420  X^  +  429  690  Z^ 
+  387  ISO  A'j  +  344  600  X,  +  302  050  X,  +  259  540  Z, 
+  217  000  X^  +  174  470  X,^  +  136  310  Z,,  +  93  679  Z,^ 
+  55  495  A\,  —  5  158  560  =  0. 

A\„  as  variable: 

434  260  A\,  +  401  420  A',  +  368  580  A',  +  335  730  Z^  +  302  890  Z^ 
+  273  010  Zg  +  243 110  Z^  +  213  200  Z,  +  183  340  Z, 
+  153  440  Zg  +  123  560  Z.^  +  93  679  Z^^  +  71 149  Z,, 
+  39  902  Zj3  —  3  482  040   =   0. 

Zj3  as  variable: 

252  900  Zq  +  233  890  Z,  +  214  860  Z^  +  195  820  X^  +  176  790  Z, 
+  159  470  Zg  +  142  120  Z^  +  124  790  Z_  +  107  470  X^ 
+  90138  Zg  +  72  819  Z.^  +  55  495  Z,^  +  39  902  Z,^ 
+  28  675  Zi3  —  1  593  370  =  0. 

The  method  used  for  solving  these  equations  is  given  in  the  Appen- 
dix.   The  values  obtained  were  the  following : 

Zo  =  H- 154.60            Z.=  — 94.82  Z.^  =  + 90.18 

Zi  =  4-    69.59             Zg  =  + 21.62  Z.^  =  + 33.31 

Z,  =  —    26.30             Z^==  — 82.31  Z^2  =  — 11-51 

Z3  =  — 127.50            Zg^H- 37.81  Zi3  =  + 70.62 
X^  =  —   36.99            Zg  =  — 84.21 

and,  from  Equations  (21)  and  (22), 

Z,^  =  — 135.1 
Z,,  =  + 121.0 

These  values  are  in  pounds  per  linear  inch  of  horizontal  arch.  In 
Fig.  3  (B),oi  Plate  XVII,  they  are  given  per  linear  foot.  Here,  as  in  all 
other  cases  ■when  X  is  positive,  the  vertical  girder  presses  against  the 
horizontals  in  a  down-stream  direction. 

{Case  B). — Perfect  Contact  at  Sill. 
Zq  as  variable : 

1338  000  Zp  +  1223  000  Z,  +  1121000  Z^  +  1019  000  Zj 
+  918  300  Z^  -f  826  800  Z^  +  735  900  Z^  +  646  000  Z, 
+  557  200  Zg  +  469  200  Z^  +  382  500  Z.^  +  297  000  Z^, 
+  221 100  Z,2  +  146  300  X^^  —  115  000  000  =  0. 
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Xj  as  variable: 

1223  000  Zq  -f  1142  000  Z^  +  1036  000  Z,  +  942  400  Zg 
-f  849  300  Z^  +  765  000  Z,  +  681100  Z^  +  598100  Z^ 
-f  516  000  Zg  +  434  600  Z^  +  354  300  Z^^  +  275  200  Z,, 
+  204  900  Zi2  +  135  600  Z.j  —  104  600  000  =  0. 

Zj  as  variable: 

1 121  000  Z^,  +  1  036  000  Z^  +  962  800  Z^  +  865  400  Zg  +  780  300  Z^ 
+  703  200  Zj  +  626  300  Zg  +  550  200  Z,  +  474  800  Zg 
+  400  000  Zg  +  326  200  Z.^  +  253  400  Z,,  +  188  700  Z,^ 
-1-  124  900  Z,3  —  94  240  000  =  0. 

Zg  as  variable: 

1  019  000  Zq  -h  942  400  Z^  +  865  400  Z^  +  800  500  Zg  +  711  300  Z^ 
-f  641400  Zj  +  571600  Zg  +  502  300  Z,  +  433  600  Z, 
+  365  400  Ze  +  298  100  X^^  +  231  500  Z^,  +  172  500  Z,, 
+  114  200  Z^3  —  83  850  000  =  0. 

Z^  as  variable: 

918  300  Zq  +  849  300  Z^  -f  780  300  Z^  +  711  300  Z3  +  651  200  Z^ 
+  579  600  Zg  -f  516  800  Z^  +  454  300  Z,  +  392  400  Zg 
+  330  800  Zg  +  269  900  X^^  +  209  800  Z^^  +  156  300  Z,^ 
+  103  500  Z,3  —  76  030  000  =  0. 

Zg  as  variable: 

826  800  Zq  +  765  000  Z^  +  703  700  Z^  +  641  400  Z3  +  579  600  Z^ 
+  532  200  Zg  -f-  466  900  Zg  +  410  800  Z,  +  354  900  Zg 
+  299  400  Zg  +  244  300  X^^  +  189  900  Z„  +  141500  Z,^ 
+  93  720  Z^3  —  67  400  000  =  0. 

Zg  as  variable : 

735  900  Z„  +  681 100  Z,  +  626  300  Z^  +  571  600  Z3  +  516  800  Z^ 
-f  466  900  Zg  +  423  700  Zg  +  367  000  Z,  +  317  300  Zg 
+  267  800  Zg  +  218  700  X^^  +  170  000  Zj,  +  126  700  Z,2 
+  83  930  Z,8  —  60  370  000  =  0. 

Z^  as  variable: 

646  000  Zg  +  598  100  Z^  +  550  200  Z^  +  502  300  A',,  +  454  300  X^ 
+  410  800  Zg  +  367  000  Zg  +  330  200  Z,  +  279  800  Zg 
+  236  300  Zg  +  193  000  Z,g  +  150100  Z,,  +  111900  Z,j 
-|-  74  150  Zj3  —  51  750  000  =  0. 
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A'g  as  variable: 

557  200  Xo  +  516  000  A\  +  474  800  X„  +  433  600  X.^  +  392  400  Z^ 
-f  354  900  Z5  +  317  300  X^  -f  279  800  X,  +  247  800  X^ 
+  204  800  Zg  +  167  400  Z^^  +  130  300  Zj,  +  97  180  Z,^ 
+  64  400  Z13  —  44  670  000  =  0. 

A'j  as  variable: 

469  200  Zo  +  434  600  Z,  +  400  000  Z^  +  365  400  Z3  +  330  800  Z^ 
+  299  400  Z5  4-  267  800  Z^  +  236  300  Z,  +  204  800  Zg 
+  178  700  Zg  +  141  800  X,^  +  110  400  Z,,  +  82  400  Z^^ 
+  54  620  A',  3  —  36  220  000  =  0. 

Z^Q  as  variable : 

382  500  Zo  +  354  300  Z,  +  326  200  Z^  +  298  100  Z3  +  269  900  Z, 
+  244  300  Zg  +  218  700  Z^  +  193  000  Z,  +  167  400  Zg 
+  141800  X,  +  120  500  X^,  +  90  580  Z,,  +  67  630  X,^ 
4-  44  850  Zj3  —  29  360  000  =  0. 

Zjj  as  variable: 

297  000  Zo  +  275  200  Z,  +  253  400  Z^  +  231  500  Z3  +  209  800  Z^ 
-f  189  900  Z5  +  170  000  Z^  +  150100  Z,  +  130  300  Z^ 
+  110  400  Zg  +  90  580  Z.^  +  75  090  Z.^  +  52  870  X,^ 
+  35  090  Z,3  —  21  420  000  =  0. 

A'^2  as  variable: 

221 100  Zo  +  204  900  Z,  +  188  700  Z^  +  172  500  Z3  +  156  300  Z^ 
+  141500  Zg  +  126  700  Z^  +  111900  Z,  +  97180  Zg 
+  82  400  Zg  +  67  630  X,^  -f  52  870  Z,,  +  43  940  Z^a 
+  26  300  Zj3  —  14  320  000  =  0. 

Zj3  as  variable: 

146  300  Z^  +  135  600  Z^  +  124  900  Z^  +  114  200  Z3  +  103  500  Z^ 
+  93  720  Z5  +  83  930  Z^  +  74150  Z,  +  64  400  Zg 
+  54  620  Zg  +  44  850  Z.^  +  35  090  Z,,  +  26  300  Z^, 
+  21  870  Z,3  —  7  014  000  =  0. 

The  values  of  the  variables  in  these  equations  are: 

Zo  =  + 156.10  ^5  =  —    22.82  ^10  =  +    37.12 

Z^  =  +    81.23  Ze  =  + 124.1  Z,,=  — 198.5 

X^  =  -{-     0.2828        Z,  =  +    14.93  Zi2  =  — 460.7 

Z3  =  —   87.82  Zg  =  + 135.9  Z,3  =  — 837.5 

Z^  =  +    27.67  ^9=—    38.78 
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and,  substituting  in  Equations  (21)  and  (22), 
Zi^=  — 1208.0 
Zi5  =  4-2  276.0 
all  these  values  being  pounds  per  linear  inch.     In  Fig.  3  (^4),  of  Plate 
XVII,  these  values  are  given  in  pounds  per  linear  foot. 

49i-Foot  Gate. — This  gate  consists  of  the  nine  panels  of  the  77i-ft. 
gate  which  are  nearest  the  top,  but  the  bottom  girder,  (9),  is  somewhat 
modified,  so  that  F^  =  120  sq.  in. ;  I^  =  140  000  in.* ;  eg  =  21  in. ;  and 
Pg  =  622.8  lb.  per  lin.  in. 
The  static  equations  for  equilibrium  give: 

Z3  =  -  (9.4  X,  +  8.3  X,  +  7.2  X,  +  6.1  Z3  +  5  Z,  +  4  X, 

+  3  Z,  +  2  Z,) 
Zg  =  +  (5.4  Zo  +  7.3  Z,  +  6.2  Z,  +  5.1  Z3  +  4  Z,  +  3  X, 
+  2  Z«  +  Z,) 
The  equations  of  conditions  become: 

{Case  A). — No  Contact  at  Sill. 
1 152  900  Zq  +  996  270  Z,  +  851  980  Z^  +  708  100  X^  +  564  850  Z^ 

-f  435  260  Zg  +  306  440  Zg  -f-  178  480  Z,  —  12  197  513  =  0. 
996  270  Z„  +  882  620  Z,  +  744  830  Z^  +  619  360  Z3  +  494  280  Z^ 

+  381  050  Zg  +  268  440  Z^  +  156  550  Z,  —  9  481  511  =  0. 
851  980  Zq  +  744  830  Z,  +  649  790  Z^  -f  530  590  Z3  +  423  710  Z^ 

+  326  850  Zg  +  230  440  Zg  +  134  610  Z,  —  6  684  281  =  0. 
708  100  Zo  +  619  360  Z,  +  530  590  X^   +  453  960  Z3  +  353  120  Z^ 

+  272  640  Z5  +  192  440  Z^  +  112  660  Z,  —  3  887  777  =  0. 
564  850  Zo  +  494  280  Z,  +  423  710  Z,  +  353  120  Z3  +  291  460  Z^ 

+  218  430  X,   +  154  440  Z^  +  90  720  Z,  —  3  668  164  ==  0. 
435  260  Zo  +  381  050  Z,  +  326  850  Z^  +  272  640  Z3  +  218  430  Z, 

+  178  040  Z5  +  119  890  Z^  +  70  775  Z,  —  1  944  087  =  0. 
306  440  Zq  +  268  440  Z^  +  230  440  Z^  +  192  440  Z3  -f  154  440  Z, 

+  119  890  Zg  +  92  153  Z^  +  50  828  Z,  —  1  854  752  =  0. 
178  480  Zo  +  156  550  Z^  +  134  610  Z^  +  112  660  Z3  +  90  720  Z, 

+  70  750  Zg  +  50  828  Z^  +  37  683  Z,  —  159  775  =  0. 

The  values  of  the  variables  become : 
Zo  =  -f  148.71    Z3  =  — 139.92    Z„  =  +  9.32    Z8  =  -{- 147.72 
Z,  =4-  61.24    Z,  =  —  53.57    Z,=  — 82.38 
Z,  =  —  36.48    Z,  =  — 110.26    Z„  =  + 55.72 
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(Case  B). — Perfect  Contact  at  Sill. 

525  440  X^,  +  451  010  X,  +  3SS  S80  X^  +  327  170  X^   +  266  080  X^ 

+  211  ISO  Zj  +  157  050  Zg  +  103  790  Z,  —  58  716  000  =  0. 
451  010  Zo  +  408  770  Z^  +  342  380  Z,  +  288  310  X^   +  234  630  Z^ 

-f  186  320  Z5  +  138  620  Z^  +  91  640  Z,  —  49  938  000  =  0. 
388  880  Zo  +  342  380  Z,  +  307  990  Z^  +  249  430  X^   +  203  190  Z^ 

+  161  460  Z5  +  120  180  Zg  +  79  476  X,  —  41  019  000  =  0. 
327  170  Z^  -f  288  310  Z^  +  249  430  Z,  +  222  680  Z3  +  171  730  Z^ 

+  136  590  Z5  +  101  740  Zg  +  67  314  Z,  —  32  131  000  =  0  . 
266  080  Z^  -f-  234  630  Z,  +  203  190  Z^  +  171  730  X^   +  149  180  Z^ 

+  111  720  X,  -\-  83  305  Z^  +  55  154  Z,  —  25  820  000  =  0. 
211 180  Z„  +  186  320  Z,  +  161  460  Z^  +  136  590  X^   +  HI  720  Z^ 

+  98  020  Z5  +  66  544  Zg  +  44  099  Z,  —  18  558  000  =  0. 
157  050  Zg  +  138  620  Z,  +  120  180  Z^  +  101  740  Z3  +  83  305  Z, 

+  66  544  Zj  +  56  585  Zg  +  33  044  Z,  —  12  931  000  =  0. 
103  790  Z„  +  91640  Z,  +  79  476  Z^  +  67  314  Z3  +  55  154  Z^ 

+  44  099  Zg  +  33  044  Zg  +  28  791  Z,  —  5  697  700  =  0. 

The  values  of  the  variables  become: 

Z^,  =  + 310.1        Z3=—   96.30  Zg  =  — 301.4  Z9  =  + 1615.6 

Z,  =  + 184.4        Z^  =  —   74.07  Z,  =  — 593.4 

Z2  =  +    52.4        Zg^  — 225.5  Z8  =  — 871.9 

Discussion  of  Results. 

The  values  of  the  variables,  X^,  X^,  etc.,  previously  obtained,  give 
the  reactions  between  the  horizontal  and  vertical  girders  for  the  two 
gates  and  different  conditions  of  sill  contact,  and  (P^  -\-  Xq),  (P^  -}-  Zj), 
etc.,  are  the  resultant  girder  loads  per  linear  unit  of  leaf.  Plate  XVII 
gives  these  results  in  graphic  form  for  the  77  ft.  6-in.  and  49  ft.  6-in. 
gates,  respectively. 

On  this  plate.  Figs.  1  and  6  show  cross-sections  of  the  leaf  with  its 
dimensions,  moments  of  inertia,  etc.,  also  the  total  water  pressure  acting 
against  the  gate,  and  Figs.  3  and  8  give  the  reactions  between  the  hori- 
zontals and  the  vertical  girder,  in  pounds  per  linear  foot  of  gate  leaf,  B 
being  for  no  contact  and  A  for  perfect  contact  at  sill. 

Figs.  2  and  7  of  Plate  XYII  give  the  resultant  loads  per  linear  foot 
on  the  different  horizontals  for  the  three  different  cases:     A,  vertical 
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stiifness  and  perfect  sill  contact;  B,  vertical  stiffness  but  no  sill  con- 
tact; and  C,  no  vertical  stiffness  at  all. 

Figs.  4  and  9  of  Plate  XVII  show  the  deflections  of  the  miter  posts, 
that  is,  the  distance  they  move  down  stream  parallel  with  the  axis  of  the 
lock  for  the  three  cases  just  mentioned.  These  last  curves  are  in  general 
agreement  with  those  showing  the  resultant  girder  loads. 

Loads  on  Horizontals. — The  curves  show  that,  with  no  contact  at  the 
sill,  the  values  of  X  (reactions  of  vertical  against  horizontal  girders) 
are  quite  small,  so  that,  except  at  the  very  top,  the  deviations  from  a 
purely  hydrostatic  loading  are  inconsiderable  and  due  to  accidental 
causes.  With  "perfect"  contact,  the  girders  in  the  lower  portion  of  the 
leaf  (from  one-third  to  one-half  the  height)  were  relieved  of  a  large  part 
of  their  hydrostatic  load,  the  horizontals  higher  up  receiving  a  propor- 
tionately greater  loading.  The  girders  closest  to  the  top  showed,  in 
all  cases,  the  largest  proportional  increase.  In  the  11  ft.  6-in.  gate, 
there  was  also  an  increase  for  the  horizontals  in  the  middle  third  of  the 
height.  As  a  whole,  however,  the  effect  of  the  vertical  stiffness  was 
decidedly  greater  for  the  49  ft.  6-in.  gate. 

In  proportioning  the  Panama  gates,  it  was  decided  to  use  a  load 
corresponding  to  a  head  of  20  ft.  for  all  girders  within  20  ft.  of  the  top. 
For  those  lower  down,  the  hydrostatic  head  was  taken,  but,  in  gates 
more  than  16  ft.  high,  the  girders  in  the  middle  third  of  the  height  had 
this  load  increased  by  from  5  to  10  per  cent. 

For  smaller  gates,  the  effect  of  vertical  stiffness  would  probably  be 
greater  than  for  the  very  high  and  rather  thin  Panama  gates. 

There  is  no  reason,  however,  to  doubt  that  the  common  assumption 
of  hydrostatic  loading,  except  for  a  few  girders  near  the  top,  will  give 
safe  results.  In  the  lower  part  of  the  leaf,  the  stresses  in  actual  service 
will  generally  be  quite  small  in  a  gate  designed  for  the  hydrostatic 
head,  as  it  is  very  probable  that  there  will  be  some  contact  at  the  sill. 
However,  the  increase  in  cost  involved  is  not  great,  and  in  any  event 
the  miter  gate  will  weigh  much  less  than  any  form  of  caisson  or 
single-leaf  gate. 

Reaction  of  Oate  Against  Sill. — For  the  case  of  no  contact,  the 
reaction,  of  course,  is  equal  to  zero.  For  "perfect  contact",  the  sill 
pressure  is  equal  to  the  end  reaction,  X,  at  the  bottom  of  the  vertical 
girder  plus  the  direct  water  load,  P,  on  the  lowest  arch. 
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These  values  for  the  two  gates  are  as  follows:   (See  Figs.  2  and  7 
of  Plate  XVII). 

For  the  77  ft.  6-iii.  gate, 

1-2  (Pj^  +  A'15)  =  9  000  +  27  322  =  3(>  882  lb.  per  lin.  ft. 

'-:^  =  19.4%  of  the  total  load  of  the  gate. 


184  875 
For  the  49  ft.  6-in.  gate, 

12  (Pg  +  Xg)  =  7  474  +  19  387  =  26  857  lb.  per  lin.  ft. 

or.  ;:^ =35.1%  of  the  total  load, 

76  565 

It  will  be  noted  that  the  total  sill  reaction  is  proportionately 
greater  for  the  lower  gate. 

In  case  there  is  some  elastic  movement  of  the  sill  under  pressure, 
the  sill  reaction  and  also  the  loads  on  horizontals  and  the  deflections 
will  be  values  intermediate  between  Cases  A  and  B. 

As  stated  previously,  it  is  believed  that  Case  A  is  a  sufficient 
maximum. 

For  small  locks,  it  is  not  unusual  to  make  the  masonry  sill  strong 
enough  to  withstand  the  theoretical  maximum  of  66§%  of  the  total 
water  pressure  acting  against  the  gate.  For  the  large  proportions  at 
Panama,  it  would  have  been  difficult  to  make  the  sill  walls  strong 
enough  to  carry  this  maximum,  and  it  seemed  entirely  unnecessary. 
It  was  deemed  quite  safe  to  assume  a  pressure  of  50  000  lb.  per  lin.  ft. 
of  sill  or  about  one-quarter  of  the  whole  load  on  the  gate. 

Stresses  in  the  Vertical  Bracing. — This  bracing  corresponds  to  the 
vertical  girder  in  the  computations,  the  loads  acting  on  it  being  the 
forces,  Xq,  X^,  etc.,  applied  transversely  at  distances  corresponding  to 
the  spacing  of  the  horizontal  girders. 

The  chord  stresses  are  readily  obtained  from  the  values  shown  on 
Plate  XVII.  The  unit  stresses  were  found  to  be  not  more  than  4  500  lb. 
per  sq.  in.  in  any  part  of  the  bracing. 

The  shears  for  proportioning  the  web  thickness  and  the  rivet 
connections  were  obtained  in  a  similar  manner  from  the  transverse 
forces,  Xq,  X^,  etc. 
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APPENDIX 


Method  for  the  Solution  of  Simultaneous  Equations. 

For  the  solution  of  simultaneous  equations  of  the  first  degree,  the 
method  originated  by  the  celebrated  astronomer,  Gauss,  is  probably 
the  best  for  practical  use  in  the  engineer's  office.  The  solution  by 
determinants  is  theoretically  attractive,  but  its  application  is  not 
satisfactory.  Graphical  methods  are  the  best  in  some  cases,  but  can 
hardly  be  used  where  the  coefficients  of  the  different  variables  differ 
widely  in  magnitude,  and  where  a  high  degree  of  accuracy  is  required. 
Gauss'  method  in  a  simple  form  may  be  stated  as  follows: 
Given,  say,  three  simultaneous  equations  of  the  form: 

ax-\-'by-{-cz-{-in=^0 (1) 

lx-\-  dy-\-  ez-{-n  =  0 (2) 

cx  +  et/  +  /z  +  p  =  0 (3) 

to  find  the  values  of  x,  y,  and  z. 
From  Equation  (1),  we  obtain: 

h  y  -^  c  z  -\-  m 
a 
and  substituting  in  Equations  (2)  and  (3),  we  have: 

which  may  be  written, 

(/,(/  +  CiZ  +  »i  =  0  (2^) 
e,  */  +  J\  z+Pi  =0  (3^) 

In  these  two  equations  the  coefficients  are  the  same  as  in  Equations 
(2)  and  (3),  with  a  subscript  added. 

From  Equations  (2^)  and  (30,  we  have,  in  the  same  way, 

(-'■'-t^')^+(''-^"0=« («'' 

which  may  be  written, 

/,2  +  p,  =  0 (30 

From   Equation   (3'').  we   obtain  tlic  value    of  z  = r.  and  the 

value   of   X   and   y   by   substituting   in   the   first   and   second   sets   of 
equations. 

By  writing  the  equation  in  tabular  form,  the  relation  of  the  suc- 
cessive coefficients  is  made  clearer,  and  a  valuable  check  on  the  arith- 
metical work  is  obtained  at  each  step. 
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TABLE  1. 
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X 

y            «      1    —     '               

1 

a 
b 
c 

6                 c 
d                e 

e                 f 

m 

71 

P 

3  =  a-|-6+c  +  m 

r  =  6-i-d4-e4-n. 
s   =c-f-e+/-|-p 

Equation  (S) 

Equation  (3) 

TABLE  2. 

J/ 

z 



Equation  (2i) 1 

ei 
/i 

Pi 

Sl 

Equation  (3i) 

TABLE  3. 

Equation  (32). 


P2 


On  examining  Equations  (2^)  and  (3^,  it  will  be  seen  that  the 
coefficients,  d^,  e^,  etc.,  are  always  of  the  form, 

H  ' 

in  which, 

T  =  the  corresponding  coefficient  in  Equations   (2)  and  (3),  that 

is,    the    coefficient    of    the    same    variable,    omitting    the 

subscript ; 
r  =  the  coefficient  in  the  top  horizontal  line,  that  is,  in  Equation 

(1)  vertically  above  T; 
V  =  the  last  coefficient  to  the  left  in  the  same  horizontal  line  with 

T ;  and 
H  =  the  coefficient  of  x  in  the  top  row. 

The  values  of  q,  r,  and  s,  in  the  last  column  of  Table  1  are  written 
down  by  simply  adding  the  preceding  coefficients  in  each  horizontal 
row. 

In  Tables  2  and  3,  r^,  Sj,  .s,  like  the  coefficients,  d^,  e^,  n^,  etc.,  are 

UV 

obtained  bj-  the  formula,  T r—  ,  previously  given. 

The  check  consists  in  adding  up  each  horizontal  line;  the  last  term 
should  be  equal  to  the  sum  of  the  preceding  ones,  that  is,  for  instance, 
8  should  equal  e^  -\-  f^  -\-  p^. 
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Numerical  Example. 

482.5  X  +  348.4  y  +  238.6  z  +  140.7  «  —  48  915  =  0 
348.4  X  +  280.5  y  +  186.0  z  +  111.4  m  —  37  167  =  0 

238.6  X  +  186.0  y  +  146.9  z  +    82.0  tt  —  24  484  =  0 

140.7  X  +  111.4  y  +    82.0  z  -j-    66.0  «  —  11  760  =  0 

TABLE  4. 


X 

y 

z 

u 

. 

482.5 
348.4 
238.6 
140.7 

348.4 
280.5 
186.0 
111.4 

238.6 
186.0 
146.9 

82.0 

140.7 
111.4 
82.0 
66.0 

—  48  915 

—  37  167 

—  24  484 

—  11  760 

—  47  704.8 

—  36  240.1 

—  23  330.5 

—  11  359.9 

TABLE  5. 


28.92 
13.70 
9.80 


13.70 
28.90 
12.42 


9.80 
12.42 
24.97 


—  1  847 

—  296 
4-  2  503 


—  1  794.5 

—  2  410.0 
+  2  550.1 


TABLE  6. 


22.41 

7.78 


7.78 
21.65 


-I-      579 
+  3  128. 


+      609.2 
+  3  158.8 


TABLE  7. 


18.95 


+  2  927.9 


-f  2  946.84 


The  coefficients  for  the  first  equation  in  Table  5,  will  be, 
348.4  X  348.4 


280.5 
186.0  — 
111.4  — 


.'57  167  — 


482.5 

238. 6  X  348.4 
482.5 

140.7  X  348.4 
4S2.5 

48  !I15  X  34S.4 


482.5 


=  28.92 
=  13.70 

=  9 . 80  . 
=  —  1  847 
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and.  as  a  check,  the  last  term 


47  704.8  X  348.4  . 

1794.0 


4<    <U4.8   X  ii4;^.4  \ 

(  —  36  240. 1 — — )  =  — 

^  482.5  / 

which  shovild  and  does  equal  the  sum  of  the  preceding  terms. 

The  roots  are  x  =  +  58,  ?/  =  +  103,  z  = -\- 27,  and  u  =  —  154. 

The  computations  were  carried  out  mainly  with  the  use  of  the 
well-known  cylindrical  slide-rule  of  Edwin  Thacher,  M.  Am.  Soc.  C.  E., 
and  the  "Millionaire"  multiplying  machine. 

Although  such  operations  are  necessarily  somewhat  tedious,  the 
set  of  equations  containing  fourteen  variables  was  solved  by  two 
computers  in  less  than  15  hours  of  actual  work. 
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MENDES  COHEN,  Past-President,  Am.  Soc.  C.  E. 


Died  August  13th,  1915. 


Mendes  Cohen  was  born  in  Baltimore,  Md.,  on  May  4th,  1831.  His 
family,  previously  prominent  in  Europe,  came  to  America  before  the 
Revolution,  its  first  representative  going  to  Lancaster,  Pa.,  in  1773, 
afterward  serving  in  the  war  and,  later,  living  in  Richmond,  Va. 
Mr.  Cohen's  grandfather  went  to  Baltimore  in  1808.  Two  of  the 
family  served  in  the  War  of  1812.  The  father  of  Mendes  Cohen,  a 
banker  in  Baltimore,  died  in  1847,  and  the  son,  who  had  been  under 
the  instruction  of  a  private  tutor,  directly  entered  the  works  of  Ross 
Winans,  the  builder  of  early  American  locomotives.  In  1851,  he  was 
made  an  Assistant  Engineer  on  the  Baltimore  and  Ohio  Railroad,  and 
served  on  the  construction  of  the  Broad  Tree  Tunnel ;  then,  having  been 
transferred  to  the  Motive  Power  Department,  he  was  engaged  in  the 
adaptation  of  wood-burning  passenger  locomotives  to  coal  burning. 
He  also  worked  out  the  method  adopted  for  handling  the  traffic  on  the 
10%  temporary  grade  over  the  Kingwood  Tunnel,  a  remarkable 
achievement  in  railroad  operation. 

In  1855,  when  only  twenty-four  years  old,  Mr.  Cohen  had  already 
become  known  as  an  especially  capable  railroad  official,  and  was  made 
Assistant  Superintendent  of  the  Hudson  River  Railroad.  He  was  with 
that  Company  until  1861,  when  he  succeeded  Gen.  George  B.  Mc- 
Clellan  as  operating  head  of  the  Ohio  and  Mississippi  Railroad,  first 
as  Superintendent  and,  later,  as  President  and  Superintendent.  Soon 
after  the  close  of  the  Civil  War,  he  was  engaged,  for  a  short  time,  on 
special  work  for  the  Philadelphia  and  Reading  Railway. 

From  1868  to  1871  Mr.  Cohen  was  Comptroller  and  Assistant  to 
the  President  of  the  Lehigh  Coal  and  Navigation  Company.  In  1872, 
he  became  President  of  the  Pittsburgh  and  Connellsville  Railroad, 
which  was  subsequently  consolidated  with  the  Baltimore  and  Ohio 
System.  He  retired  in  1875  from  official  positions  in  connection  with 
companies,  but  continued  his  practice  in  Baltimore  as  a  Consulting 
Engineer. 

Mr.  Cohen  is  survived  by  his  widow,  Mrs.  Jessie  (Nathan)  Cohen. 

Mr.  Cohen  was  a  member  of  the  Board  appointed  by  the  President, 
in  1894,  to  report  on  a  route  for  the  Chasapeake  and  Delaware  Ship 
Canal.     From  1893  to  1904,  he  was  Chairman  of  the  Baltimore  Sewer- 
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age  Commission.  He  was  for  twenty-one  years  the  Secretary  of  the 
Maryland  Historical  Society,  serving  for  nine  years  as  its  President. 
He  was  also  Vice-President  of  the  American  Jewish  Historical  Society 
from  1S97  until  his  death.  His  acquaintance  with  history,  especially 
that  of  [Maryland,  was  remarkable.  He  was  a  member  of  the  Municipal 
Art  Commission  of  Baltimore  from  1892  until  his  death.  For  many 
years  he  was  also  an  active  member  of  the  Board  of  Trustees  of  the 
Peabody  Institute. 

During  many  years  Mr.  Cohen  was  a  strong  and  influential  citizen 
in  the  city  of  his  birth  and  long  residence.  He  was  consulted  in  all 
matters  of  great  importance,  and  his  judgment,  always  given  after 
deliberate  consideration,  had  great  weight.  He  was  a  serious,  religious 
man ;  socially  of  the  best  in  Baltimore,  in  fact,  a  worthy  representative 
of  one  of  the  old  strong  families  of  the  United  States. 

Mr.  Cohen  was  a  man  of  strong  character,  with  broad  experience, 
not  only  in  technical  and  engineering  matters,  but  also  in  well-informed 
studies  of  affairs  and  conditions  of  business  and  social  life.  He  was  a 
man  of  much  reserve,  wise  in  conference,  ready  to  consider  and  give 
weight  to  the  suggestions  of  others,  and  did  not  hesitate  to  express 
his  own  judgment  and  opinion  with  clear  statements  of  reasons  for 
them.  He  was,  therefore,  a  strong  and  valuable  associate  and  adviser 
in  the  direction  of  business  matters.  This  was  particularly  evident  in 
the  consideration  of  the  problems  arising  in  the  affairs  of  a  growing 
institution,  such  as  the  Society  was  during  the  years  of  his  close  con- 
nection with  its  management.  He  never  lost  interest  in  its  welfare, 
nor  forgot  the  responsibilities  of  a  Past-President.  He  highly  appre- 
ciated the  honor  of  his  election  as  its  President. 

Mr.  Cohen  became  a  Member  of  the  American  Society  of  Civil 
Engineers  on  December  4th,  1867.  The  Society,  founded  in  1852,  had 
been  inactive  during  the  Civil  War,  but  was  kept  alive  by  a  small 
group  of  members,  the  officers  elected  in  1852  continuing  their  nominal 
functions.  In  1867,  the  Society  was  resuscitated,  James  P.  Kirkwood, 
one  of  the  original  members,  becoming  President  in  succession  to 
James  Laurie,  who  had  held  the  office  from  1852  to  1867.  Mr.  Cohen 
was  elected  to  membership  in  that  year,  and,  at  the  time  of  his 
death,  had  only  one  living  associate  of  those  who  became  members 
in  1867.  The  Society  had  only  twenty-six  members  at  the  time  of 
his  election. 

Although  then  only  thirty-six  years  old,  Mr.  Cohen  had  already 
held  responsible  positions  in  railroad  operation  and  management  and 
his  well-informed  judgment  was  at  once  of  value  in  the  building  up 
and  judicious  expansion  of  the  activities  of  the  Society.  He  served  as 
a  Director  in  1888,  as  Vice-President  in  1890,  and  as  President  in 
1892. 
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ELMER  LAWRENCE  CORTHELL,  President,  Am.  Soc.    C.  E.* 


Died  May  16th,  1916. 


Elmer  Lawrence  Corthell  was  born  in  South  Abington  (now  Whit- 
man), Mass.,  in  1840,  the  son  of  James  Lawrence  and  Mary  Gurney 
Corthell.  He  was  educated  at  the  South  Abington  High  School  and 
Phillips  Exeter  Academy.  He  entered  Brown  University  in  1859, 
studying  until  the  outbreak  of  the  Civil  War  in  1861.  At  the  first  call 
for  volunteers,  he  enlisted  in  the  First  Rhode  Island  Artillery,  Battery 
D,  and  served  in  stations  from  private  to  the  rank  of  Commander  of 
field  artillery,  until  his  return  with  rank  of  Captain  at  the  end  of  the 
war.  As  a  soldier,  he  saw  service  principally  in  Virginia  and  North 
Carolina. 

At  the  close  of  the  war  Mr.  Corthell  returned  and  resumed  his 
studies  at  Brown  University  from  which  he  was  graduated  in  1867 
with  the  degree  of  Master  of  Arts,  and  Phi  Beta  Kappa  honors. 

In  1894  he  received  from  his  Alma  Mater  the  honorary  degree  of 
Doctor  of  Science.  From  boyhood  it  had  been  Mr.  Corthell's  aim  and 
ambition  to  study  for  the  ministry  in  the  Baptist  Church,  but  on  com- 
pleting his  university  course,  on  account  of  his  health,  and  the  advice 
of  his  physician  to  select  a  more  active  profession,  he  chose  Civil  Engi- 
neering and  entered  the  employ  of  the  late  Samuel  Barrett  Cushing, 
M.  Am.  Soc.  C.  E.,  a  prominent  engineer  in  Providence,  R.  I.,  where 
he  practiced  and  did  field  work  in  railroad,  mill,  dam,  bridge,  city, 
and  other  construction. 

In  1868  Mr.  Corthell  was  appointed  Assistant  Engineer  on  the  con- 
struction of  the  Hannibal  and  Naples  Railroad  in  Illinois,  now  a  part 
of  the  Wabash  System.  In  1869,  he  was  Engineer  on  the  location  and 
construction  of  the  Hannibal  and  Missouri  Railroad.  In  1870-71,  he 
was  Chief  Assistant  Engineer,  under  the  late  Col.  E.  D.  Mason, 
M.  Am.  Soc.  C.  E.,  in  the  construction  of  the  railroad  bridge  over  the 
Mississippi  River  at  Hannibal,  Mo.  From  1871  to  1875,  he  was  Chief 
Engineer  of  the  Sny  Island  Levee,  51  miles  in  length,  on  the  east  bank 
of  the  Mississippi  River.  While  engaged  in  that  work  he  was,  in 
1873-75,  Chief  Engineer  on  the  construction  of  the  bridge  over  the 
Mississippi  River,  at  Louisiana,  Mo.,  for  the  Chicago  and  Alton  Rail- 
road. The  draw-span  of  this  bridge  was  444  ft.  long — at  that  time,  the 
longest  in  the  world. 

In  July,  1875,  Mr.  Corthell  went  to  the  mouth  of  the  Mississippi 
River,  and  from  that  time  until  1880  was  Assistant  to  the  late  Capt. 
James  B.  Ead.s,  M.  Am.  Soc.  C.  E.,  in  the  construction  of  the  jetties 
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at  the  South  Pass  mouth  of  the  river.  On  account  of  ill-health,  he 
came  north  early  in  ISSO.  and  while  convalescing,  wrote  his  "History 
of  tlie  Jetties  at  the  ^louth  of  the  Mississippi  River".* 

From  ISSl  to  1SS4,  Mr.  Corthell  served  as  Engineer  of  the  New 
York,  West  Shore  and  Buffalo  Railroad  Company,  in  charge  of  the 
construction  of  that  road  and  the  extension  of  the  New  York,  Ontario 
and  Western  Railroad  to  connect  with  the  West  Shore.  For  about 
two  years,  during  the  construction  of  the  West  Shore  Railroad,  he  was 
assisting  Capt.  Eads  and  Col.  James  Andrews  in  their  plans  for  the 
construction  of  a  ship  railway  across  the  Isthmus  of  Tehuantepec, 
Mexico,  and,  after  he  resigned  his  position  with  the  West  Shore  Rail- 
road Company,  from  1SS-4-S7,  he  assisted  Capt.  Eads  in  promoting  the 
Tehuantepec  Ship  Railway,  taking  charge,  on  the  Isthmus,  of  the  survey 
of  the  route  for  the  railway,  and  exploiting  it  by  visiting  various  cities 
in  the  United  States,  showing  perfect  working  models  of  the  railroad 
and  a  ship  being  placed  in  its  cradle  on  the  rails. 

From  March,  1887,  until  1889,  Mr.  Corthell  was  associated  in  an 
engineering  partnership,  in  New  York  City  and  Chicago,  111.,  with  the 
late  George  S.  Morison,  Past-President,  Am.  Soc.  C.  E.,  engaged  in 
the  construction  of  railroads,  bridges,  harbors,  and  water-works.  Dur- 
ing this  partnership  there  were  constructed,  the  Cairo  Bridge  over  the 
Ohio  River  for  the  Illinois  Central  Railroad,  then  the  longest  steel 
bridge  in  the  world,  bridges  over  the  Missouri  River  at  Nebraska  City 
and  Sioxix  City,  two  bridges  in  Oregon,  one  at  Jacksonville,  Fla.,  and 
water-works  at  Bismarck,  N.  Dak. 

From  1889  to  1890,  he  was  Engineer  of  the  St.  Louis  Merchants 
Bridge  over  the  Mississippi  River,  having  charge  of  the  design  and 
construction  of  the  substructure  and  foundations. 

During  thQ  same  period,  from  1889  to  1890,  he  was  also  Chief  Engi- 
neer of  the  improvements  at  the  mouth  of  the  Brazos  River,  in  Texas. 

In  1889  and  1890  he  was  employed  as  a  special  Consulting 
Engineer  in  charge  of  terminal  work  in  the  City  of  Chicago  for  the 
Chicago,  Madison  and  Northern  Railroad,  a  subsidiary  corporation 
of  the  Illinois  Central  Railroad, — the  Chicago,  Madison  and  Northern 
Railroad  affording  an  entrance  to  Chicago  from  the  West  for  the 
Illinois  Central  lines;  and  also  in  connection  therewith  for  certain 
main  and  side-track  facilities  for  the  Atchison,  Topeka  and  Santa 
Fe  and  the  Chicago  and  Alton  Railroads. 

In  1889,  Mr.  Corthell  made  examinations,  plans,  and  report  on  the 
proposed  improvement  of  the  harbor  at  Tampico,  Mexico,  for  the 
Mexican  Central  Railroad  and,  later,  had  charge  of  the  construction 
of  the  jetties  as  Chief  Engineer. 

During  1889  he  was  also  President  and  Chief  Engineer  of  the  South- 
em  Bridge  and  Railway  Company,  incorporated  that  year  to  build  a 
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bridge  over  the  Mississippi  River,  at  New  Orleans,  and  completed  the 
plans  and  specifications  for  its  construction. 

In  the  follov7ing  year  (1890),  he  made  a  personal  examination 
between  the  Great  Lakes  and  Quebec,  Canada,  of  the  question  of  an 
enlarged  waterway  between  Chicago,  Duluth,  and  other  ports  of  the 
Great  Lakes  and  the  Atlantic  Seaboard,  and  wrote  a  paper  on  this  sub- 
ject for  the  Canadian  Society  of  Civil  Engineers*  and  the  Western 
Society  of  Engineers  at  Chicago. 

In  1891  Mr.  Corthell  visited  Europe,  with  several  important  objects 
in  view.  As  a  Trustee  of  the  University  of  Chicago,  he  examined  six 
of  the  leading  universities  and  technical  schools  of  Europe  in  order  to 
obtain  information  for  the  University  in  carrying  out  its  purpose  of 
establishing,  in  connection  with  it,  a  great  School  of  Engineering  and 
Architecture.  As  a  member  of  a  Committee  of  the  Western  Society  of 
Engineers,  engaged  in  solving  the  difficult  railroad  problem  of  Chicago, 
he  examined  in  Europe  thirty-five  railroad  terminals  and  complicated 
situations.  He  also  examined  twenty-six  European  harbors  to  secure 
special  information  for  use  in  connection  with  his  work  at  Tampico, 
Mexico,  and  elsewhere.  He  also  examined  nearly  all  the  subways 
of  the  Old  World,  from  Glasgow  to  Budapest. 

In  1897,  Dr.  Corthell  again  visited  Europe  to  examine  a  great  variety 
of  engineering  works.  Many  of  the  results  of  his  various  examinations 
and  investigations  were  published  in  the  Engineering  Magazine,  in 
New  York  and  London.  The  most  extensive  work  done  by  him,  how- 
ever, during  his  two  years  in  Europe,  was  on  the  subject  of  Maritime 
Commerce,  its  past,  present,  and  future.  In  August,  1898,  he  presented 
the  results  of  his  work  to  the  American  Association  for  the  Advance- 
ment of  Science,  which  held  its  Fiftieth  Anniversary,  at  Boston,  Mass. 
The  object  of  the  paper  was  to  show  the  development  of  commerce  in 
the  half  century  to  come.  On  his  return  to  the  United  States  he  was 
engaged  as  expert  on  several  important  works  in  the  United  States  and 
Mexico. 

Dr.  Corthell  sailed  for  Buenos  Aires,  Argentine  Republic,  in  March, 
1900,  where,  for  more  than  two  years,  he  was  engaged  in  solving  prob- 
lems for  commerce  and  reporting  to  the  Minister  of  Public  Works. 
Thirty-six  different  subjects  were  referred  to  him  for  investigation 
and  report. 

During  the  winter  of  1902  and  the  spring  of  1903,  he  delivered 
thirty-six  lectures  in  thirty  cities  of  the  United  States  and  Mexico, 
on  "Two  Years  in  Argentine  as  Consulting  Engineer  of  National 
Public  Works".  These  were  delivered  before  universities  and  com- 
mercial bodies,  also  engineering  societies,  etc.,  at  the  request  of  the 
Argentine  Government. 

•  Tranaacliona,  The  Canadian  Society  of  Clvl}  Engineers,  Vol  V.  p.  32   (1891). 
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At  one  time,  Dr.  Corthell  made  an  examination,  reports,  and 
estimates  for  the  Boston,  Cape  Cod,  and  New  York  Ship  Canal. 

The  Governor  of  the  State  of  New  York,  in  1894,  appointed  Dr. 
Corthell  upon  the  Advisory  Board  of  Consulting  Engineers  on  the  State 
Barge  Canal,  a  position  from  which  he  resigned  on  account  of  his 
Brazilian  work. 

During  1904  and  1905  he  was  engaged  on  extensive  commercial 
works  in  Brazil,  at  Para,  in  St.  Catherina,  and  Rio  Grande  do  Sul. 

He  represented  the  United  States  on  the  Permanent  Commission  of 
the  International  Congress  of  Navigation  and  was  an  active  and  influ- 
ential member  of  that  organization. 

Mr.  Corthell  was  married,  in  1870,  to  Emily  Theodate  Davis,  of 
Providence.  R.  I.,  who  died  in  1884,  leaving  two  children,  Mrs.  E.  S. 
Dewey,  of  Gloversville,  N.  Y.,  and  Howard  Lawrence  Corthell,  a  Civil 
Engineer,  of  New  York  City.  In  1900,  he  was  married  to  Marie 
Kuchler,  of  Berne,  Switzerland,  who  survives  him.  He  also  leaves  one 
brother,  Roland,  of  Boston,  and  one  sister,  Mrs.  Annie  C.  Phipps,  of 
Wollaston,  Mass. 

The  various  International  Engineering  Congresses  always  found 
Dr.  Corthell  an  active  participant,  either  in  person  or  by  im- 
portant papers.  At  a  meeting  in  Brussels,  where  all  but  six  of 
the  seventy-one  papers  were  in  other  languages  than  English,  he  pre- 
pared for  the  Department  of  State,  which  had  selected  him  as  a 
delegate,  a  resume  of  the  entire  proceedings,  which  formed  a  volume 
of  24.5  pages.  The  International  Engineering  Congress  held  during 
the  Columbian  Exposition  was  suggested  by  him,  and  its  success  was 
largely  due  to  his  work  as  Chairman  of  the  Executive  Committee 
having  charge  of  that  affair.  When  the  recent  Pan-American 
Scientific  Congress,  in  Washington,  D.  C,  was  contemplated,  the 
Department  of  State  again  called  upon  Dr.  Corthell  to  aid  in  the 
organization  of  the  meeting,  and  he  rendered  valuable  assistance  in 
making  this  affair  a  success. 

After  years  of  exceedingly  active  work.  Dr.  Corthell  found  his 
chief  satisfaction  in  the  fact  that  his  works  had  been  beneficial  to 
commerce  by  sea,  river,  canal,  and  rail,  and  he  could  point  with  pride 
to  the  results  as  having  aided  in  reducing  the  cost  of  transportation  on 
land  and  water,  to  the  benefit  of  mankind. 

A  prolific  writer  on  engineering  subjects,  his  printed  papers  fill 
many  volumes.  Another  of  his  activities  concerned  the  establishment 
of  a  civilian  reserve  corps  of  engineers,  and  he  was  one  of  the  leaders, 
if  not  the  leader,  in  this  project.  After  his  election  to  the  Presidency 
of  the  American  Society  of  Civil  Engineers,  Dr.  Corthell  had  taken 
an  active  part  in  the  proposal  to  have  the  Society  join  the  three  other 
National  Engineering  Organizations  in  the  United  Engineering 
Societies  Building  in  New  York. 
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Dr.  Corthell  was  a  member  of  the  following  societies:  American 
Institute  of  Consulting  Engineers,  Inc.,  of  which  he  served  as  Presi- 
dent in  1915-16;  The  Canadian  Society  of  Civil  Engineers;  The  Insti- 
tution of  Civil  Engineers  of  Great  Britain;  The  Society  of  Arts  of 
Great  Britain;  Member  d'Honneur,  and  Corresponding  Member  of  the 
French  Society  of  Civil  Engineers ;  The  American  Association  of  Civil 
Engineers  and  Architects;  American  Railway  Engineering  Associa- 
tion; The  Boston  Society  of  Civil  Engineers;  The  Western  Society  of 
Civil  Engineers,  Chicago,  111.,  of  which  he  was  President  in  1889; 
Honorary  Member  of  the  Geographical  and  Statistical  Society  of 
Mexico;  American  Geographical  Society;  The  N"ational  Geographical 
Society,  Washington,  D.  C;  Fellow,  Royal  Geographical  Society, 
London,  England;  Fellow,  American  Association  for. the  Advancement 
of  Science;  Honorary  Member,  Engineering  Society  of  Portugal,  The 
Institution  of  Engineers  of  the  River  Plate,  The  Centre  de  Naviga- 
cion  Transatlantica,  and  Sociedad  Cientifica  of  Argentine;  Franklin 
Institute,  Philadelphia,  Pa.;  American  Highway  Association;  Pan- 
American  Society;  Founder,  Pan-American  Chamber  of  Commerce; 
Member,  Chamber  of  Commerce  of  the  United  States;  and  Member, 
Board  of  Consulting  Engineers,  Barge  Canals,  New  York  State. 

Dr.  Corthell  was  also  a  member  of  the  following  military  and 
patriotic  associations:  Grand  Army  of  the  Republic;  Military  Order 
of  the  Loyal  Legion ;  Sons  of  the  American  Revolution ;  New  England 
Society ;  and  Society  of  the  Army  of  the  Potomac. 

He  was  also  a  member  of  several  academical  and  university 
societies  and  clubs,  including  the  University  Club,  New  York  City, 
Phi  Beta  Kappa  and  Sigma  Chi  Societies,  and  of  the  Engineers  Club 
of  Rio  de  Janeiro. 

After  a  half  century  of  continuous  work  devoted  to  the  service  of 
his  fellow-man  and  the  advancement  and  up-building  of  the  Engineer- 
ing Profession,  he  has  now  passed  away,  leaving  the  Profession  and  the 
world  better  and  enriched  by  his  work,  which  has  been  a  shining 
example  of  an  enthusiastic,  industrious,  useful  life. 

Throughout  it  all,  in  adversity  as  well  as  in  prosperity,  he  met  his 
daily  problems  with  enthusiasm,  and  ever  had  his  hand  extended  to 
encourage  and  help  all  with  whom  he  came  in  contact,  particularly 
the  younger  members  of  the  Profession.  He  was  always  ready  to  assist 
them,  not  only  by  advice  and  counsel,  but  by  financial  aid  and  the  use 
of  his  influence,  in  obtaining  positions  and  advancements. 

His  memory  will  always  flourish  in  the  hearts  of  those  who  have  been 
favored  by  his  acquaintance. 

Dr.  Corthell  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers,  on  September  2d,  1874.  He  served  two  terms  as  Vice-Presi- 
dent, in  1889  and  1893-94,  and  was  elected  President  on  January 
19th,  1916. 
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CHARLES  CONRAD  SCHNEIDER,  Past-President,  Am.  Soc.  C.  E.* 


Died  January  8th,  1916. 


Charles  Conrad  Sclineider,  the  son  of  Julius  and  Emilia  Schneider, 
was  born  in  Apolda,  Saxony,  on  April  24th,  1843.  He  attended  school 
in  his  native  city,  and  then  served  an  apprenticeship  in  a  machine 
shop.  After  this  he  attended  the  Royal  School  of  Technology  in 
Chemnitz,  Saxony,  from  which  he  was  graduated  in  1864.  He  after- 
ward devoted  a  few  years  to  active  professional  practice  as  a  Mechanical 
Engineer. 

In  1S67,  Mr.  Schneider  came  to  the  United  States  and,  for  three 
years,  was  employed  as  a  Draftsman  with  the  Rogers  Locomotive 
Works,  at  Paterson,  N.  J. 

He  was  quick  to  perceive  the  great  field  for  development  which  lay 
in  the  branch  of  the  profession  which  he  subsequently  adopted,  and 
his  name  will  be  prominently  associated  for  all  time  with  those  mem- 
bers of  the  profession  who  have  done  so  much  in  the  past  40  or  50 
years  to  study,  develop,  and  perfect  the  science  and  art  of  Structural 
Engineering. 

His  first  work  in  this  line  was  with  the  Michigan  Bridge  and  Con- 
struction Company,  of  Detroit,  Mich.,  with  which  Company  he  accepted 
a  position  as  Assistant  Engineer  in  1871.  In  1873,  he  took  charge 
of  the  Engineer's  Office  of  the  Erie  Railroad  Company  in  New  York 
City,  under  the  late  Octave  Chanute,  Past-President,  Am.  Soc.  C.  E., 
Chief  Engineer.  In  this  position,  one  of  Mr.  Schneider's  duties  was 
to  check  the  strain  sheets  and  plans  submitted  by  bridge  companies. 
Up  to  this  time  this  had  not  been  the  general  practice,  the  railroads 
depending  mainly  on  the  bridge  companies  for  the  correctness  of 
the  designs.  He  also  organized  a  thoroughly  trained  inspection  force. 
At  this  time  experienced  inspectors  could  hardly  be  obtained,  and  the 
work  was  generally  accepted  without  inspection.  Mr.  Schneider  selected 
a  number  of  young  men  from  the  office  and  shops,  who  showed  prac- 
tical ability,  and  gave  them  instructions  which  enabled  them  to  inspect 
the  work  in  the  shops,  both  as  to  quality  and  progress. 

Bridge  work  up  to  this  time  had  usually  been  let  on  a  competitive 
lump-sum  basis.  Mr.  Schneider  soon  found  that  this  method  was 
unsatisfactory,  and  the  Railroad  Company's  officials  decided  to  make 
their  own  plans;  and  it  was  Mr.  Schneider's  duty  to  prepare  them. 
The  bridge  requirements  for  1874  were  designed  in  this  way,  and 
the  work  was  let  on  a  pound-price  basis,  and  this,  in  all  probability, 

•  Memoir  prepared  by  the  follovring  Conmilttee  :  Paul  L.  Wolfel,  Richard  Khuen,  Jr., 
and  0.  E.  Hovey,  Members,  Am.  Soc.  C.  E. 
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was  the  first  instance  where  bridge  work  was  let  by  the  pound,  a 
procedure  which  Mr.  Schneider  always  favored. 

In  1876  and  the  early  part  of  1877,  he  was  engaged  by  the  Board 
of  Engineers  (sometimes  called  the  Steinway  Commission),  appointed 
by  the  Long  Island  Bridge  Company,  to  prepare  and  pass  on  plans 
for  a  railroad  and  highway  bridge  across  the  East  Eiver,  to  connect 
Long  Island  with  New  York  City.  It  was  the  intention  to  locate  this 
bridge  between  76th  and  77th  Streets,  this  site  having  been  selected 
as  the  narrowest  point  in  the  East  Eiver.  The  plan  required  a  734-ft. 
span  across  the  west  channel  and  a  618-ft.  span  across  the  east  channel. 
The  project,  however,  was  not  carried  out  at  this  time,  on  account  of 
the  financial  condition  of  the  Company. 

From  May,  1877,  to  July,  1878,  Mr.  Schneider  was  associated  with 
the  Delaware  Bridge  Company,  of  New  York,  as  a  Designer.  Charles 
Macdonald,  Past-President,  Am.  Soc.  C.  E.,  was  President  of  this 
Company.  During  this  period  the  Delaware  Bridge  Company  made 
an  arrangement  with  the  Edge  Moor  Iron  Company,  of  Wilmington, 
Del.,  to  manufacture  the  ironwork  of  the  bridges  built  by  the  former 
company,  and  Mr.  Schneider  was  stationed  at  Edge  Moor  where  he 
had  charge  of  the  design  and  construction  of  various  bridges,  including 
the  Rockville  Bridge  over  the  Susquehanna  River,  near  Harrisburg, 
Pa.,  on  the  Pennsylvania  Railroad,  the  Cohoes  Bridge,  on  the  Delaware 
and  Hudson  Railroad,  and  several  smaller  ones. 

On  August  1st,  1878,  he  opened  his  own  office  in  New  York  City, 
specializing  in  the  design  of  bridge  and  structural  work.  One  of 
the  first  pieces  of  work  handled  by  him  was  a  number  of  Howe  truss 
spans  for  the  Canadian  Pacific  Railway,  the  most  important  of  which 
was  for  the  Stony  Creek  Viaduct.  This  bridge  carried  traffic  for 
the  Canadian  Pacific  Railway  until  189,3,  when  it  was  replaced  by  a 
largo  arch  span.  Mr.  Schneider's  connection  with  the  Canadian  Pacific 
Railway  Company  dates  from  this  time.  For  this  Company  he  acted 
as  Consulting  Engineer,  in  numerous  cases,  almost  to  the  end  of 
his  life. 

One  of  the  most  important  structures  for  this  railroad  was  the 
527-ft.  cantilever  bridge  over  the  Eraser  River,  built  by  Mr.  Schneider 
in  1887.  This  was  one  of  the  first  cantilever  bridges  built  in  America, 
and  it  carried  traffic  until  1910,  when  it  was  taken  down  to  make 
room  for  a  structure  of  greater  capacity;  but  it  was  re-erected  across 
a  chasm  known  as  Niagara  Ravine,  on  the  line  of  the  Esquimault 
and  Nanaimo  Railway  (operated  by  the  Canadian  Pacific  Railway), 
near  Victoria,  B.  C.  Both  these  structures  were  considerably  aliead 
of  their  time,  and  have  not  been  improved  on  by  the  most  recent 
practice,  except  in  a  very  few  features. 
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In  more  recent  years,  Mr.  Schneider  passed  on  the  design  of  the 
Lethbridire  Viaduct,  for  the  Canadian  Pacific  Railway,  and  also 
quite  a  number  of  smaller  structures,  including  some  Scherzer  and 
Strauss  bascule  bridges.  He  was  also  called  in  consultation  by  this 
Railway  Company  for  the  reconstruction  of  the  St.  Lawrence  River 
Bridge,  near  Montreal,  Que.,  where  the  rebuilding  of  the  superstruc- 
ture and  the  remodeling  of  the  piers  for  a  wider  and  heavier  bridge 
involved  numerous  difficult  and  interesting  problems. 

Xumerous  other  structures  were  handled  by  Mr.  Schneider  in  his 
jJTew  York  office,  the  most  important  of  which  was  the  cantilever  bridge 
over  the  Xiagara  River  for  the  Grand  Trunk  Railroad.  He  wrote  a 
highly  interesting  paper*  about  this  structure  for  the  Society,  for 
which  he  was  awarded  the  Rowland  Prize  in  1886. 

He  also  designed  all  the  interior  steel  framework  and  the  anchorage 
for  the  Statue  of  Liberty  in  New  York  Harbor  during  this  time. 

When,  in  1886,  competitive  designs  were  requested  for  a  crossing 
over  the  Harlem  River,  by  the  Commission  appointed  by  the  City  of 
Xew  York,  Mr.  Schneider  was  awarded  first  prize  for  his  plans.  His 
friends  have  always  regretted  that  his  very  beautiftd  and  correctly 
conceived  design  had  not  been  built  in  place  of  the  structure  which  is 
now  known  as  the  Washington  Bridge. 

Prom  1879  to  1883,  Mr.  Sclmeider  wa^  associated  with  the  late 
George  S.  Morison,  Past-President,  Am.  Soc.  C.  E.,  on  a  number  of 
important  structures,  such  as  the  Plattsmouth,  Bismarck,  and  Blair 
Bridges  across  the  Missouri  River,  and  the  Snake  River  Bridge,  at 
Ainsworth,  Wash. 

Li  1886,  Mr.  Schneider  was  a  member  of  a  board  of  consulting 
engineers  appointed  by  the  New  York  District  Railway  Company.  His 
associates  on  this  board  were:  William  P.  Trowbridge,  Charles  C. 
Martin,  Julius  W.  Adams,  John  T.  Panning,  Alfred  P.  Boiler,  Gen. 
Quincy  A.  Gilmore,  Henry  Morton,  and  Charles  P.  Chandler.  This 
Company  proposed  to  build  an  underground  railway  under  Broadway, 
with  a  junction  at  14th  Street,  one  line  passing  up  Madison  Avenue 
and  the  other  continuing  north  under  Broadway. 

In  May,  1886,  Mr.  Schneider  entered  into  an  agreement  with  the 
A.  and  P.  Roberts  Company,  of  Philadelphia,  Pa.,  owners  of  the 
Pencoyd  Iron  Works,  to  establish  a  Bridge  and  Construction  Depart- 
ment in  connection  with  its  works,  and,  subsequently,  was  appointed 
Chief  Engineer.  Under  his  direction  this  Bridge  and  Construction 
Department  developed  into  the  largest  and  most  progressive  establish- 
ment of  its  kind  in  the  United  States,  and  gained  an  international 
reputation. 


•  "The  Cantilever  Bridge  at  Niagara  Palls",  Transactions,  Am.  Soc.  C.  E.,  Vol. 
XIV,  p.  499. 
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Some  of  the  most  important  structures  built  by  the  Pencoyd  Iron 
Works  under  his  supervision  are  the  Delaware  Kiver  Bridge,  for  the 
Pennsylvania  Railroad,  near  Philadelphia;  the  Niagara  Falls  and 
Clifton  Arch  Bridge,  over  the  Niagara  River,  near  the  Falls;  the 
Pennsylvania  Railroad  Company's  old  trainshed,  in  Jersey  City;  the 
Chesapeake  and  Ohio  Bridge  down  the  James  River,  in  Richmond; 
and  innumerable  smaller  structures  in  the  United  States,  Mexico, 
and  Japan. 

In  1893,  the  Long  Island  Railroad  Company  took  an  interest  in 
the  project  for  a  bridge  over  the  East  River  at  Blackwell's  Island, 
previously  referred  to,  with  a  view  of  establishing  a  terminal  in  New 
York  City.  Work  was  actually  commenced,  and,  in  1894,  competitive 
designs  for  the  bridge  were  invited.  The  bridge  was  to  accommodate 
four  railroad  tracks,  with  approaches  and  a  terminal  station  west  of 
Second  Avenue,  New  York  City.  The  plans  adopted  by  the  Long 
Island  and  New  York  Bridge  Company  were  the  designs  made  by 
Mr.  Schneider,  for  the  Pencoyd  Iron  Works,  to  which  Company  the 
contract  for  the  entire  steel  superstructure  of  the  bridge  and  approaches 
was  awarded  in  March,  1895.  Considerable  work  had  been  done  on 
this  bridge  on  piers  and  foundations,  complete  detailed  drawings  of 
the  superstructure  were  made,  and  a  portion  of  the  material  was 
rolled,  when,  on  account  of  the  death  of  Austin  Corbin,  President 
of  the  Long  Island  Railroad,  the  Company  again  became  disorganized. 

The  American  Bridge  Company  was  formed  in  1900,  and,  on  May 
21st,  Mr.  Schneider  was  elected  Vice-President  in  charge  of  Engi- 
neering. He  held  this  office  until  May  16th,  1901,  when  it  was  abolished 
and,  on  the  same  day,  he  was  elected  a  Director  and  Vice-President 
of  the  American  Bridge  Company  of  New  York,  also  in  charge  of 
Engineering.  These  offices  he  held  until  April  20th,  1903,  when  he 
became  Consulting  Engineer  of  the  Company,  which  position  he  held 
during  the  remainder  of  his  life.  His  associates  in  the  American  Bridge 
Company  held  him  in  the  highest  esteem,  and  felt  that  his  influence 
for  good  in  the  Company  was  very  potent,  particularly  in  the  early  days 
of  the  organization.  The  first  President  of  the  Company  expresses  his 
estimate  of  him  as  follows : 

"Mr.  Schneider  without  question  stood  at  the  very  head  of  his 
Profession  and,  in  addition,  I  believe,  never  had  an  enemy  in  his  entire 
career.  I  say  this  from  intimate  personal  contact  extending  over  a 
period  of  fifteen  or  twenty  years.  He  had  the  confidence,  not  only 
of  his  fellow  engineers,  but  of  the  consumer  as  well.  His  position 
at  the  head  of  the  Engineering  Department  of  the  American  Bridge 
Company  gave  to  the  organization  a  solid  foundation  among  its  com- 
petitors and  the  confidence  of  its  customers.  To  the  internal  working 
of  the  Company,  he  was  a  great  advantage  at  the  start,  as  naturally 
many  conflicting  interests  had  to  be  considered,  and  I  believe  the 
entire  staff  was  always  willing  to  accept  his  decisions  without  friction." 
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During  this  time,  Mr.  Schneider  continued  his  connection  with  the 
Canadian  Pacific  Railway  as  Consulting  Engineer,  and  was  also 
appointed  Consulting  Engineer  for  the  Baltimore  and  Ohio  Railroad 
Company. 

In  1903,  he  was  commissioned,  in  conjunction  with  Theodore  Cooper, 
M.  Am.  Soc.  C.  E.,  by  the  Imperial  Government  Railways  of  Japan' 
to  prepare  a  large  set  of  standard  plans  for  bridges  for  the  Japanese 
Railways.  These  plans  are  still  in  use,  and  large  tonnages  have 
been  shipped  from  the  United  States  to  Japan  in  conformity  with  them. 
After  the  collapse  of  the  Quebec  Bridge,  he  was  commissioned, 
by  the  Canadian  Government,  to  make  a  report  on  the  causes  of  the 
failure,  which  report  he  finished,  in  1908,  in  the  most  thorough  and 
exhaustive  manner.  In  1911,  he  was  appointed  by  the  Canadian  Govern- 
ment as  a  member  of  the  Board  of  Engineers  for  the  rebuilding  of 
the  Quebec  Bridge,  which  position  he  held  until  his  death. 

Mr.  Schneider  frequently  contributed  to  technical  papers.  Besides 
his  article  on  the  cantilever  bridge  at  Niagara  Falls  in  1886,  previously 
mentbned,  for  which  he  received  the  Rowland  Prize,  in  1905  he  received 
the  Xorman  Medal  from  the  Society  for  his  paper  on  ''The  Structural 
Design  of  Buildings",*  and,  again,  in  1908  the  Norman  Medal  for  his 
paper  on  ''Movable  Bridges."t  These,  together  with  his  "Standard 
Specifications  for  Railway  and  Highway  Bridges"  and  the  volume 
of  "Standard  Details"  which  he  compiled  for  the  American  Bridge 
Company,  known  to  every  structural  engineer,  form  his  chief  con- 
tributions to  technical  literature. 

When  Mr.  Schneider  wrote  his  first  railroad  specifications  for  the 
Pencoyd  Iron  Works,  he  put  his  impact  theory  into  practical  use 
for  the  first  time.  This  method  of  calculation  has  been  adopted  by 
the  Government  of  India  and  by  a  large  number  of  American  rail- 
ways, and  has  also  been  incorporated  in  the  "Manual"  of  the  American 
Railway  Engineering  Association  and  in  its  ''General  Specifications 
for  Railway  Bridges.'' 

Mr.  Schneider  was  a  member  of  the  American  Railway  Engineering 
Association,  American  Society  for  Testing  Materials,  the  Verein 
Deutscher  Ingenieure,  in  Germany,  and  the  Engineers'  Club  of  New 
York. 

Mr.  Schneider  was  dearly  beloved  by  his  many  friends  on  account 
of  his  sterling  character  and  his  kindly  disposition.  He  was  always 
willing  and  ready  to  assist  brother  engineers  with  advice,  giving  to 
them  freely  from  his  rich  fund  of  knowledge,  and  large  indeed  is  the 
number  of  engineers  to-day  in  responsible  positions,  who  owe  their 
training  and  their  positions  to  him.  He  was  most  democratic  in  his 
ways  and  of  a  lovable  disposition,  and  gained,  in  the  highest  degree, 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LIV,  p.  371. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LX,  p.  258. 
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the  respect  of  everybody  who  came  in  contact  with  him.  He  always 
stood  for  good  work,  good  designs,  and  good  details,  and  the  Engi- 
neering Profession  is  greatly  indebted  to  him  for  the  present  high 
standard  that  has  been  obtained  in  bridge  and  structural  work.  His 
was  a  most  useful  life,  well  lived,  an  example  and  an  inspiration 
to  the  Profession,  that  will  remain  in  the  memory  of  all  who  had  the 
privilege  of  knowing  him. 

He  was  married  on  January  8th,  1880,  to  Catherine  Clyde, 
daughter  of  John  J.  and  Ruth  H.  (Luther)  Winters,  of  New 
York  City.  It  was  a  great  blow  to  him  when  he  lost  his  only  son  in 
early  boyhood.  He  is  survived  by  his  widow  and  his  daughter,  Helen, 
the  wife  of  John  Phillips  Badenhausen,  M.  Am.  Soc.  C.  E. 

Mr.  Schneider  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  February  6th,  1884.  He  served  as  a  Director  in 
1887  and  from  1898  to  1900,  and  was  elected  Vice-President  in  1902 
and  President  in  1905.  He  was  Chairman  of  the  Library  Committee 
in  1903  and  Chairman  of  the  Committee  on  Concrete  and  Reinforced 
Concrete  from  1904  to  1911. 
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>VILLIAM  DOUGLAS  PICKETT,  Hon.  M.  Am.  Soc.  C.  E.* 


Died  March  5tii,  1917. 


William  Douglas  Pickett  was  the  son  of  George  Blackwell  Pickett 
and  Courtney  (Heron)  Pickett,  members  of  prominent  Virginia  fam- 
ilies. After  their  marriage,  the  Picketts  had  settled  in  the  Tennessee 
Elver  Valley^  near  Huntsville,  Ala.,  where  William  Douglas  Pickett 
was  born  on  October  2d,  1S27.  After  the  death  of  his  father,  the  family 
moved  to  IventuckT  where  the  boy  received  his  preliminary  education, 
brst  in  Richmond  and  then  in  Lexington.  Having  chosen  Civil  Engi- 
ueermg  as  his  life  work,  he  prepared  himself  for  it  at  Transylvania 
Lniversity,  from  which  he  was  graduated  in  1S45 

Immediately  after  his  graduation,  Mr.  Pickett  went  to  Texas  where 
he  was  engaged  as  Engineer  in  establishing  the  disputed  lines  of  a 
large  landed  estate.  While  thus  employed,  war  with  Mexico  was 
declared,  and  Mr.  Pickett  enlisted  with  the  Texas  Rangers.  In  1848 
prtdco  ot"h-^T'r^'^'  te  returned  to  Kentucky  and  resumed  the 
ZluL  n  IT'^T  ■^'  "''  ""^'^^^^  ^^^  *^^^  reconstruction  of 
we  t  nf  t^  Tn  r  ^\^^^^t°^  ^°  Frankfort,  the  first  railroad  built 
Engineer  o.'th^^^"^.  Mountains.  He  also  served  as  Assistant 
W  as  Cbipf V  "'^  constructed  from  Lexington  to  Danville,  and, 
later,  as  Chief  Engineer,  he  located  and  built  railroads  in  Tennessee 
Georgia,  Alabama,  and  Arkansas  -t^nnessee, 

a^  ChS'  T"""""^  "^  '\^'''^  ^'^  ^^  ^''^'  ^'-  ^^^kett  was  employed 
R.il.^?  T""'''  ""^  t^  construction  of  the  Memphis  and  Ohio 
Cold  7  ?""''?•  ^'  ^'"^"^^  immediately  and  enlisted  in  the 
Confederate  Army.  He  raised  a  company  of  civil  engineers  and  received 

TnTleL^^  f  ^^^"^f^^^^J^  to  the  staff  of  Major-General  Pillow 
M^li  sirtvp  ZTr''^-  '  ""^^'^  °^  ^'"'^  batteries  along  th" 
Polk    c!n  P    ,     ^'^'  '"'""^  ^'  ^^^^^^^^  ^^^^  t°  G^eneral  Leonidas 

Polk  Cap  am  Pickett  was  requested  by  General  Polk  to  accompany 
him  to  Columbus,  Ky.,  to  witness  the  test  of  a  new  gun.  On  th?fi.st 
chscharge,  the  gun  burst,  killing  a  number  of  the  men  who  served  it 

h  r^'Stlu 'b  b'"  ''*'  ?"^^^^  ^°^'  ^^^  ^^P*--  Pickett  thro..^h 
cue  air.    Although  he  escaped  w  th  his  life   Cnntoiri  p;^i.^+p    i,       • 

to  the  =taS  of  llajor-General  Hardee  as  Military  Engineer   and  took 

Kid^:at;rrt^--t-t-^^^^^ 
^^^^^I^^^^T^t^  ;st"— :^'  ^- 
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and  was  actively  engaged  in  the  siege  of  Savannah,  the  evacuation 
of  Charleston  and  Fort  Sumter,  and  the  march  of  Hardee's  Army 
to  a  junction  with  that  of  General  Johnston,  and,  on  the  surrender 
of  the  latter,  in  April,  1865,  Captain  Pickett  was  paroled  as  Colonel 
and  Inspector  General  of  Hardee's  Division. 

After  a  venture  in  cotton  planting,  unsuccessful  on  account  of 
floods  in  Yazoo  Pass,  Colonel  Pickett  resumed  the  practice  of  his 
profession,  and,  as  Chief  Engineer,  rebuilt  tfie  bridges  and  recon- 
structed the  roadbed  for  the  Memphis  and  Ohio  Railroad  Company, 
now  a  part  of  the  Louisville  and  Nashville  System. 

On  April  27th,  1870,  Colonel  Pickett  was  married  to  Mis  i  Theodoaia 
Curd,  of  Lexington,  Ky.,  who  died  a  year  later,  leaving  a  son  who 
survived  her  only  four  years. 

After  the  deaths  of  his  wife  and  little  son,  Colonel  Pickett  went 
West  in  1873,  and  after  several  years  spent  in  prospecting  and  fighting 
Indians  over  the  territory  now  embraced  in  the  Yellowstone  Reserva- 
tion, he  established  himself  on  a  cattle  ranch  in  the  Big  Horn  Country, 
in  Wyoming,  and  became  widely  kno^vn  as  a  successful  hunter  of  the 
grizzly  bear.  When  this  region  became  populated  and  prosperoiis.  Col- 
onel Pickett  represented  his  district  for  several  terms  in  the  State 
Legislature  of  Wyoming,  first  as  Representative  and  afterward  as 
Senator. 

In  1904,  he  returned  to  Kentucky  and  purchased  a  home  in  Lex- 
ington, where  he  lived  until  his  death  on  March  5th,  1917,  in  his 
ninetieth  year.  Knowing  the  hopelessness  of  his  case,  he  met  his 
end  like  a  soldier,  calmly  and  unflinchingly,  his  last  days  being  dis- 
turbed only  by  the  thought  of  leaving  his  invalid  brother,  Major  George 
Blackwell  Pickett,  who  survives  him. 

A  life-long  friend.  Judge  George  B.  Kinkead,  of  Lexington,  Ky., 
writes  of  Colonel  Pickett  as  follows: 

"Few  knew  him  intimately,  but  to  many  the  tall,  alert  figure  of  this 
handsome  old  gentleman,  democratic  in  his  feelings,  but  displaying 
the  patrician  in  every  lineament,  was  familiar.  In  every  walk  of  life, 
his  most  striking  and  distinguishing  characteristic  was  a  prompt  recog- 
nition of  every  duty  imposed,  and  an  unfaltering  courage  to  discharge  it. 
One  who  lived  close  to  him  for  years,  but  a  few  days  since  remarked 
to  the  writer,  'He  was  the  best  neighbor  1  ever  knew.' " 

Colonel  Pickett  was  a  member  of  the  Boone  and  Crockett  Club,  and 
the  Confederate  Veterans'  Association.  He  was  also  a  member  of 
Christ  Church  Cathedral,  from  which  his  funeral  was  held  on  March 
7th,  1917. 

He  was  the  oldest  living  member  of  the  American  Society  of  Civil 
Engineers  and  altliough  not  present  at  the  meeting  of  November  5th, 
1852,  when  the  Society  was  organized,  he  was  elected  a  Member  on 
July  nth,  1858,  and  therefore  might  be  classed  as  a  Charter  Member 
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Throughout  his  long  membership,  he  took  a  lively  interest  in  the 
welfare  and  prosperity  of  the  Society  and  on  all  occasions  proudly 
displayed  his  badge.  In  1908,  Colonel  Pickett,  then  in  his  eighty-first 
year,  contributed  a  discussion  on  the  paper  by  H.  M..  Chittenden, 
M.  Am.  Soc.  C.  E.,  entitled  "'Forests  and  Reservoirs  in  Their  Relation 
to  Stream  Flow  with  Particular  Reference  to  Navigable  Rivers"*,  and 
also  a  paper  entitled  "The  Floods  of  the  Mississippi  Delta:  Their 
Causes,  and  Suggestions  as  to  Their  Control". f  In  1911,  Colonel 
Pickett  attended  the  Annual  Convention  of  the  Society,  which  was 
held  that  year  at  Chattanooga,  Tenn. 

Colonel  Pickett  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  July  6th,  1853,  and  an  Honorary  Member  on 
April  1st,  1914. 

•  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXII,  p.  423. 
t  Transactions,  Am.  Soc.  C.  E.,  Vol.  LXIII,  p.  53 
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JOHN  FERRIS  ALDEN,  M.  Am.  Soc.  C.  E. 


Died  February  27th,  1917. 


John  Ferris  Alden,  the  son  of  Sidney  and  Harriet  Webster  Alden, 
and  a  direct  descendant  in  the  eighth  generation  of  John  Alden,  of 
Plymouth,  Mass.,  was  born  at  Cohoes,  N.  Y.,  on  March  19th,  1852. 
He  was  educated  in  private  schools  in  Albany,  N.  Y.,  and  at  Rensselaer 
Polytechnic  Institute,  from  which  he  was  graduated  with  honors,  in 
June,  1872,  with  the  degree  of  Civil  Engineer. 

Mr.  Alden  did  his  first  engineering  work  as  Assistant  Engineer  on 
the  construction  of  the  railroad  bridge  to  carry  the  tracks  of  the  N'ew 
York  Central  Railroad  over  the  Hudson  River  at  Albany,  N.  Y., 
under  Mr.  Charles  Hilton  as  Chief  Engineer. 

In  January,  1875,  Mr.  Alden  accepted  a  position  as  Assistant 
Engineer  at  the  Leighton  Bridge  and  Iron  Works  at  Rochester,  N.  Y. 
In  1877,  he  was  made  Chief  Engineer  and,  in  1878,  became  a  member 
of  the  firm.  On  July  1st,  1881,  with  the  late  Moritz  Lassig,  M.  Am. 
Soc.  C.  E.,  as  partner,  he  leased  the  Leighton  Bridge  and  Iron  Works 
and  continued  the  business  in  Rochester  under  the  name  of  Alden  and 
Lassig  and  that  in  Chicago,  111.,  under  the  name  of  Lassig  and  Alden. 

In  January,  1886,  the  partnership  was  dissolved  and  Mr.  Alden  pur- 
chased the  business  interests  of  the  firm  in  Rochester,  Mr.  Lassig 
retaining  those  in  Chicago.  Mr.  Alden  then  re-organized  his  business 
under  the  name  of  the  Rochester  Bridge  and  Iron  Works  of  which  he 
continued  as  sole  owner  until  1901  when  he  sold  out  to  the  American 
Bridge  Company.  He  retained  an  interest  in  the  Company,  however, 
until  his  death. 

During  his  active  connection  with  the  Rochester  Bridge  and  Iron 
Works,  Mr.  Alden  built  many  steel  and  iron  bridges,  especially  for 
railroads,  throughout  the  United  States  and  Canada.  Among  these 
may  be  mentioned  the  Elevated  Railroad  in  New  York  City;  bridges 
for  the  Delaware  and  Hudson  Railroad,  the  Chicago,  Milwaukee  and 
St.  Paul  Railroad,  and  the  Buffalo,  Rochester  and  Pittsburgh  Rail- 
road; the  bridge  over  the  Columbia  River  at  Pasco,  Wash.;  the  via- 
ducts at  Los  Angeles,  Cal. ;  the  Upper  Suspension  Bridge  at  Niagara 
Falls;  and  the  Driving  Park  Avenue  Bridge  at  Rochester,  N.  Y.  He 
also  constructed  the  tower  and  elevator  in  the  House  of  Parliament, 
at  Ottawa,  Ont.,  Canada,  as  well  as  many  buildings  in  New  York, 
Chicago,  and  other  cities,  and  furnished  niost  of  the  iron  and  steel 
work  for  the  buildings  of  the  Columbian  Exposition,  at  Chicago,  111. 

•  Memoir    prepared    by    the   Secretary    from    Information    on    lllo   at    the   Sodoty 
Headquarters. 
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Mr.  Alden  was  married,  in  1S85,  to  Miss  Mary  E.  Bogue,  of  Brook- 
lyn. X.  Y.,  who,  with  two  sons  and  three  daughters,  survives  him. 

At  the  time  of  his  death  which  occurred  at  his  home  at  Eochester, 
X.  Y..  on  February  27th,  1917,  after  a  brief  illness,  Mr.  Alden  was 
President  of  the  Locke  Insulator  Manufacturing  Company  and  a 
Director  of  the  Genesee  Valley  Trust  Company.  He  was  also  a  mem- 
ber of  the  Rensselaer  Society  of  Civil  Engineers,  the  Eochester 
Chamber  of  Commerce,  the  Alden  Kindred  of  America,  the  Sons  of  the 
Mayflower,  the  Genesee  Yalley  Club,  and  the  Rochester  Club.  He  was 
Vice-President  of  the  Board  of  Trustees  of  the  Friendly  Home,  and 
was  actively  interested  in  the  erection  of  its  new  home.  He  was  also 
a  Vestryman  and  prominent  member  of  Christ  (Protestant  Episcopal) 
Church. 

Mr.  Alden  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  July  6th,  1887. 
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THOxUAS  APPLETON,  Jff.  Am.  Soc.  C.  E.* 


Died  August  3d,  1916. 


Thomas  Appleton,  the  son  of  Edward  and  Frances  Anne  Atkinson 
Appleton,  was  born  at  Reading,  Mass.,  on  October  13th,  1846.  He 
was  of  Colonial  ancestry,  his  father's  family  having  settled  in  Ipswich, 
Mass.,  in  1635.  His  mother  was  a  descendant  of  Simon  Bradstreet,  an 
early  Colonial  Governor  of  Massachusetts  and  New  Hampshire,  and 
Anne  Dudley. 

Mr.  Appleton's  father,  Edward  Appleton,  was  a  Civil  Engineer, 
having  been  graduated  from  Harvard  College  in  the  Class  of  1835, 
and  a  member  of  the  first  Board  of  Railroad  Commissioners  of 
Massachusetts.  In  1862;  after  completing  his  studies  in  the  public 
schools  of  Reading,  Thomas  Appleton  entered  the  employ  of  the 
Boston,  Hartford  and  Erie  Railroad  as  Rodman,  continuing  with  this 
Company  until  he  enlisted,  for  the  Civil  War,  in  Company  E,  Eighth 
Massachusetts  Volunteer  Infantry,  from  which  he  was  honorably  dis- 
charged in  November,  1864. 

In  1865,  Mr.  Appleton  entered  Rensselaer  Polytechnic  Institute, 
from  which  he  was  graduated  with  the  Class  of  1868  with  the  degree  of 
Civil  Engineer.  Among  his  classmates  at  Rensselaer  were  M.  T. 
Endicott,  Past-President,  Am.  Soc.  C.  E.,  and  the  late  Virgil  G. 
Bogue,  L.  L.  Buck,  and  0.  F.  Nichols,  Members,  Am.  Soc.  C.  E. 

After  his  graduation,  Mr.  Appleton  was  appointed  Resident  Engi- 
neer with  the  Dexter  and  Newport  Railroad  Company,  on  construction 
work  in  Maine,  and,  in  1869,  he  was  made  Division  Engineer  on  the 
Somerset  Railroad.  In  1870,  he  was  appointed  Engineer  in  charge  of 
the  reconstruction  of  the  Troy  and  Greenfield  Railroad  (now  a  part 
of  the  Fitchburg  Division  of  the  Boston  and  Maine  System)  east  of 
the  Hoosac  Tunnel,  in  Massachusetts.  Recently,  the  old  steel  work 
on  this  line  was  replaced  to  accommodate  the  heavier  loads  and  train 
movements  of  these  days,  but  the  abutments  of  the  two  bridges  across 
the  Deerfield  River,  constructed  under  Mr.  Appleton's  direction,  were 
not  disturbed  or  strengthened. 

On  the  completion  of  this  work,  in  1871,  Mr.  Appleton  was  ap- 
pointed Chief  Engineer  of  the  Essex  Branch  and  Marginal  Freight 
Railroads  in  Massachusetts,  and,  in  1872,  he  was  made  Principal 
Assistant  Engineer  of  the  Boston  and  Maine  Railroad. 

From  1873  to  1879,  he  was  engaged  on  surveys  for  several  railroads, 
and  acted  as  Inspector  of  Bridges  for  the  City  of  Boston  and  also  as 
Traveling  Agent  for  the  Niagara  Bridge  Works,  of  Buffalo,  N.  Y. 

In  1880,  Mr.  Appleton  was  made  Superintendent  of  Bridges  and 
Buildings  for  the   Galveston,  Harrisburg  and   San   Antonio  Railway 

•  Memoir   prepared    by   the   Secretary    from    information    on    Illc    at    tin-    Society 
Headquarters. 
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(now  a  part  of  the  Southern  Pacific  System  in  Texas)  and,  in  1881,  he 
was  engaged  in  making  location  siirveys  in  New  York  and  Connecticut 
for  the  Xew  York,  Boston,  Albany  and  Schenectady  Railroad.  He 
left  the  latter  work  to  become  Chief  Engineer  of  the  Kansas  and 
Eastern  Construction  Company  and,  in  this  capacity,  built  the 
Leavenworth,  Topeka  and  Southwestern  Railroad.  In  1883,  he  was 
employed  as  Assistant  Engineer  on  the  Topeka,  Salina  and  Western 
Railroad. 

In  188-1,  Mr.  Appleton  was  appointed  City  Engineer  of  East 
Saginaw,  Mich.,  but  preferring  railroad  work,  he  resigned  to  accept 
the  position  of  Principal  Assistant  Engineer  on  the  Chicago,  Mil- 
waukee and  St.  Paul  Railroad,  which  he  held  from  1885  to  1889.  He 
then  went  to  the  Union  Pacific  Railroad  where  he  served  as  Engineer 
of  Buildings  imtil  the  latter  part  of  1890.  The  late  Mr.  Bogue,  one 
of  his  classmates  at  college,  was  Chief  Engineer  of  the  Union  Pacific 
Railroad  at  that  time,  and  on  hearing  of  Mr.  Appleton's  death,  he 
wrote  of  him  as  follows:  "I  always  had  a  great  affection  for  him  and 
always  found  him  a  sweet-tempered,  kindly-disposed  man,  who  did 
his  duty." 

In.  1891,  Mr.  Appleton  opened  an  office  in  Chicago,  111.,  for  the 
private  practice  of  engineering,  which  he  continued  until  1895,  when 
he  was  appointed  Engineer  of  Buildings  and  Water  Supply  with  the 
Great  Northern  Railroad.  He  resigned  this  position  in  1898  to  accept 
that  of  Chief  Engineer  of  the  Copper  Range  Railroad. 

In  1900,  Mr.  Appleton  entered  the  Government  service  as  Assistant 
to  the  Superintendent  of  Construction  of  the  United  States  Life 
Saving  Service,  in  which  capacity  he  had  charge  of  the  construction 
of  many  of  the  life-saving  stations  along  the  Atlantic  Coast  and  the 
Great  Lakes. 

In  1902,  at  his  own  request,  Mr.  Appleton  was  transferred  from 
the  Life  Saving  Service  to  the  office  of  the  Supervising  Architect, 
Treasury  Department,  as  Superintendent  of  Construction,  United 
States  Public  Buildings,  which  position  he  held  until  his  death  at 
Gardiner,  Me.,  on  August  3d,  1916.  His  first  work  while  holding  this 
office  was  on  the  construction  of  the  Post  Office  Building  at  Creston, 
Iowa.  This  was  followed  by  work  on  public  buildings  at  Holyoke  and 
Northampton,  Mass.,  Wheeling,  W.  Va.,  Evanston,  Wyo.,  East  St. 
Louis,  Alton,  Centralia,  and  Greenville,  111.,  Chelsea,  Mass.,  the  new 
Custom  House  at  Boston,  Mass.,  New  Bedford,  Mass.,  and  Gardiner, 
Me.  After  the  earthquake  and  fire  in  San  Francisco,  he  was  ordered 
there  to  assist  in  the  work  of  temporary  repairs  to  protect  Government 
buildings.  The  deep  and  difficult  foimdations  for  the  new  Custom 
House  at  Boston,  Mass.,  were  constructed  under  his  supervision,  but 
at  his  request  and  on  account  of  advancing  years,  he  was  relieved  from 
that  detail  and  transferred  to  New  Bedford  in  1913. 
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Mr.  Appleton  was  married  to  Mary  Louise  Burnham,  of  Essex, 
Mass.,  on  October  1st,  1871,  and  is  survived  by  his  widow,  one  brother, 
four  sisters,  and  two  stepsons. 

He  was  the  founder  and  first  President  of  the  Society  of  Con- 
structors of  Federal  Buildings,  which  was  organized,  principally 
through  his  efforts,  in  1910,  with  the  idea  of  promoting  closer  relations 
between  the  Office  and  Field  forces  of  the  Supervising  Architect's 
Office,  and  thereby  raising  the  efficiency  of  both.  The  success  of  this 
organization,  which  has  gro'wn  from  a  few  members  to  include  not 
only  the  entire  Field  force  of  the  Office,  but  also  a  considerable  niim- 
ber  of  the  Office  force,  is  due  to  Mr.  Appleton's  never-failing  interest 
and  activity  in  its  affairs.  He  attended  all  its  Annual  Conventions 
and  was  a  generous  contributor  to  the  pages  of  its  Journal,  his  last 
paper,  on  the  history  and  origin  of  the  Society,  having  been  published 
in  May,  1916. 

In  1874,  Mr.  Appleton  joined  the  Boston  Society  of  Civil  Engi- 
neers and  continued  his  membership  in  that  organization  for  many 
years  after  going  West.  He  was  a  charter  member  of  the  American 
Engineering  and  Maintenance  of  Way  Association  (now  the  American 
Railway  Engineering  Association),  and  while  in  Chicago,  he  "joined 
the  Western  Society  of  Engineers  and  served  as  its  Secretary  for  a 
year  or  more.  He  was  also  a  member  of  the  American  Society  of 
Mechanical  Engineers  from  1893  to  1910,  a  member  of  Kilpatrick  Post 
No.  71,  G.  A.  R.,  of  Holyoke,  Mass.,  and  of  the  Zeta  Psi  Fraternity. 

The  following  extract  from  a  letter  from  the  Acting  Supervising 
Architect,  Mr.  James  A.  Wetmore,  to  the  Secretary  of  the  Society  of 
Constructors  of  Federal  Buildings,  expresses  the  high  estimate  in 
which  Mr.  Appleton  was  held  by  all  who  knew  him: 

a*  *  *  In  every  relation  with  him,  official  and  personal,  I  was 
impressed  with  his  devotion  to  duty,  his  ideals  of  rectitude  and  honor, 
his  kindly  disposition,  and  his  consideration  for  others.  Endowed 
with  a  pleasing  personality,  possessed  of  the  requisite  technical  qualifi- 
cations, gifted  with  tact  and  a  disposition  to  find  a  way  to  overcome 
difficulties,  it  was  natural  that  he  should  be  highly  regarded  by  his 
associates  and  co-workers  in  the  Office  and  in  the  Field.  I  feel  that  in 
his  death,  the  public  service  has  lost  a  faithful  servant,  your  Society 
a  devoted  adherent,  and  all  of  us  a  sincere  friend." 

Mr.  Appleton's  immediate  superior,  Mr.  George  O.  Von  Nerta, 
Technical  Officer  of  the  Supervising  Architect's  Office,  writes: 

"*  *  *  Where  he  stood  out  apart  from  the  rest  was  in  his  ability 
to  conceive  and  carry  into  execution  an  improvement  of  far-reaching 
effect." 

Mr.  Appleton  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  April  4th,  1883. 


MEMOIR   OF   WILLIAM   HARRY    ARNOLD  1679 

WILLIAM  HARRY  ARNOLD,  M.  Am.  Soc.  C.  E.* 


Died  August  13th,  1917. 


William  Harry  Arnold  was  born  at  Smithfield,  Pa.,  on  September 
2-2d,  1861.  From  ISSO  to  1883,  he  was  a  student  at  the  Mt.  Pleasant 
Classical  and  Scientific  Institute,  at  Mt.  Pleasant,  Pa.,  and  from 
January,  1883,  to  August,  1885,  he  served  as  an  Apprentice  in  the 
Erecting  Shops  of  the  Pennsylvania  Eailroad  at  Pittsburgh,  Pa. 

In  September,  1885,  Mr.  Arnold  entered  Eensselaer  Polytechnic 
Institute,  at   Troy,   N.  Y.,  from  which  he  was  graduated  in  June, 

1890,  with  the  degree  of  C.  E.,  having  lost  one  year  (1886),  on  account 
of  sickness. 

In  June,  1890,  he  entered  the  employ  of  Nier  and  Hartford,  of 
Chattanooga,  Tenn.,  being  engaged  on  general  engineering  work.  He 
remained  in  this  position  and  with  Hartford  and  Hebert,  until  June, 

1891,  when  he  was  engaged  by   G.   W.   Gr.   Ferris   and   Company,   of 
Pittsburgh,  Pa.,  on  general  inspection  work. 

From  April  to  September,  1895,  Mr.  Arnold  served  with  the  Barber 
Asphalt  Company,  of  Buffalo,  N.  Y.,  and  then  came  to  New  York 
City,  as  Office  Manager  for  E,.  W.  Hildreth  and  Company.  He  also 
had  charge  of  the  field  work  for  this  Company  in  the  vicinity  of 
New  York. 

From  August,  1896,  to  April,  1899,  Mr.  Arnold  was  engaged  with 
various  officers  of  the  Corps  of  Engineers,  U.  S.  A.,  generally  around 
New  York  City,  first  as  Draftsman,  and  then  as  Inspector  of  harbor 
improvements.  This  work  included  the  Patchogue  Jetty  improvement, 
the  dredging  of  the  South  Amboy,  N.  J.,  Channel,  the  dredging  of 
the  Bay  Ridge  and  Red  Hook  Channels,  New  York  Harbor,  as  well 
as  work  in  connection  with  battery  emplacements  at  Fort  Wadsworth, 
N.  Y.,  and  Fort  Taylor,  at  Key  West,  Fla. 

In  April,  1899,  Mr.  Arnold  entered  the  employ  of  the  W.  H.  Beard 
Dredging  Company,  of  New  York  City,  as  Superintendent  and  Engi- 
neer, in  complete  charge  of  the  dredging  fleet  and  the  reconstruction 
of  dredges  and  tugs,  retaining  this  position  until  July,  1903,  when 
he  became  Superintendent  of  the  fleet  of  the  Hughes  Brothers  and 
Bangs  Dredging  Company,  of  New  York -City. 

From  July  to  October,  1904,  Mr.  Arnold  was  employed  by  J.  G. 
White  and  Company,  of  New  York  City,  on  harbor  work  in  the 
Philippine  Islands. 

In  March,  1905,  he  was  engaged  by  the  Bush  Terminal  Company, 
of  New  York  City,  first  as   Superintendent  of  Floating  Equipment, 

*  Memoir  prepared  by  the  Secretary  from  information  furnished  by  E.  B.  Ashby, 
Cons.  EJngr.,  Lehigh  Valley  Railroad  Company. 
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including  the  design  and  construction  of  tugs,  car  floats,  dredges,  etc., 
until  June,  1906,  when  he  was  made  Chief  Engineer  of  the  Company. 

In  1907,  Mr.  Arnold  resigned  his  position  with  the  Bush  Terminal 
Company  to  enter  into  private  practice  as  a  member  of  the  firm  of 
Arnold  and  Andrew,  Consulting  Engineers,  but,  in  1909,  the  partner- 
ship was  dissolved,  and  Mr.  Arnold  became  General  Manager  of  the 
Bay  State  Dredging  Company,  of  Boston,  Mass. 

From  1912  until  January,  1914,  he  was  engaged  in  general  engi- 
neering work.  On  the  latter  date  he  was  appointed  Terminal  Engineer 
of  the  Lehigh  Valley  Railroad  Company,  in  New  York  City,  which 
position  he  retained  until  his  death,  on  August  13th,  1917.  In  this 
capacity,  Mr.  Arnold  had  charge  of  the  construction  of  the  new  ore 
dock  at  Constable  Hook,  N.  J.,  as  well  as  the  piers,  pier  sheds,  and 
dredging  in  New  York  Harbor  and  at  Perth  Amboy,  N.  J. 

Mr.  Arnold  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  May  1st,  1907. 
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EDWARD  MANNING  BIGELOW,  M.  Am.  Soc.  C.  E.* 


Died  December  6th,  1916. 


Edward  Manning  Bigelow  was  born  in  Pittsburgh,  Pa.,  on  Novem- 
ber 6th,  1850,  being  one  of  fire  children  bom  to  Edward  M.  and  Mary 
Steel  Bigelow.  He  received  his  early  education  in  the  public  schools 
and  after  graduation  entered  the  Western  University  of  Pennsylvania 
(now  the  University  of  Pittsburgh)  where  he  studied  civil  engineering. 

Upon  leaving  college  he  entered  the  service  of  the  City  of  Pitts- 
burgh in  a  subordinate  position  on  the  staff  of  the  City  Engineer, 
which  position  he  held  until  1874  when  he  was  promoted  to  engineer 
in  charge  of  certain  street  construction,  working  under  a  Commission 
which  was  authorized  by  special  legislative  enactment.  Subsequently, 
the  laws  authorizing  this  work  were  declared  unconstitutional,  and 
Mr.  Bigelow  left  the  service  of  the  City  for  a  short  time.  He  was  re- 
employed by  the  City  and  served  as  Assistant  Engineer  in  charge  of 
surveys  and  the  location  of  streets  from  1876  to  1878,  and  in  charge 
of  construction  from  1878  to  1882. 

On  January  9th,  1882,  he  was  unanimously  elected  City  Engineer 
by  Council,  which  position  he  held  until  1885,  and  from  1885  to  1888 
he  was  City  Engineer  and  Commissioner  of  Highways.  At  this  time 
the  City  Charter  was  changed,  the  Department  of  Public  Works  being 
created,  and  Mr.  Bigelow  was  then  appointed  Director  of  the  Depart- 
ment of  Public  Works,  which  office  he  held  for  two  full  terms  of  three 
years  each. 

On  J\me  1st,  1911,  Governor  John  K.  Tener  of  Pennsylvania 
appointed  Mr.  Bigelow  to  the  office  of  State  Commissioner  of  High- 
ways, which  office  he  held  until  April,  1915.  Mr.  Bigelow  was  honored 
by  a  re-appointment  to  the  office  of  Director  of  the  Department  of 
Public  Works  of  Pittsburgh  just  prior  to  his  death. 

Mr.  Bigelow's  entire  life  was  devoted  to  municipal  improvements. 
He  was  an  engineer  of  broad  vision  and  foresight;  his  plans  for 
improvements  were  always  comprehensive,  and  provided  well  for  the 
future.  Under  his  supervision  many  miles  of  Pittsburgh's  streets  and 
sewers  were  laid  out  and  constructed,  including  the  boulevards.  His 
greatest  achievement,  and  the  one  in  which  he  took  the  most  pride,  was 
the  development  of  Highland  and  Schenley  Parks.  It  was  also  under 
his  administration  that  work  on  the  water  purification  plant  was 
started. 

Mr.  Bigelow  was  an  honest,  tireless,  and  conscientious  worker,  and 
more  than  ordinary  credit  is  due  him  from  the  people  of  Pittsburgh 
•  Memoir   prepared   by   N.    S.   Sprague,    M.   Am.    Soc.    C.    E. 
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when  it  is  considered  that  many  of  the  improvements  which  he  inaugu- 
rated and  carried  through  to  successful  completion  were  consummated 
in  the  face  of  much  criticism  and  abuse.  The  appreciation  of  his 
services  in  the  development  of  the  parks  was  manifest  by  the  erection 
of  a  bronze  statue  placed  at  the  entrance  of  Schenley  Park,  the  cost 
of  which  was  defrayed  by  public  subscription.  He  was  known  as  the 
"Father  of  the  Parks". 

The  same  characteristic  plan  on  a  large  and  comprehensive  scale 
was  displayed  by  Mr.  Bigelow  during  his  tenure  of  office  as  Commis- 
sioner of  Highways  of.  the  State  of  Pennsylvania.  Under  his  direction 
plans  were  made  for  the  improvement  of  a  comprehensive  system  of 
highways  traversing  the  State  in  anticipation  of  securing  funds  for 
their  improvement.  Many  of  the  State  highways  were  improved,  and 
much  credit  is  due  to  him  for  the  creditable  work  performed  with  the 
limited  funds  at  his  disposal. 

Even  during  periods  when  Mr.  Bigelow  was  not  connected  with 
the  government  of  Pittsburgh,  his  interest  in  city  affairs  never  ceased; 
and  his  genius  for  planning  and  energy  in  advocating  improvements 
for  the  benefit  of  the  city  were  always  manifest. 

Aside  from  Mr.  Bigelow's  professional  career,  he  was  a  man  of 
affairs  and  took  an  active  interest  in  financial,  commercial,  and  social 
activities.  He  was  a  Trustee  of  the  Carnegie  Institute  of  Technology 
from  the  time  of  its  founding,  and  took  an  active  part  in  the  develop- 
ment of  this  institution.  He  was  President  of  the  Liberty  National 
Bank,  the  Liberty  Savings  Bank,  and  the  Homewood  Cemetery.  He 
was  also  a  Trustee  of  Andrew  Carnegie's  benefactions,  the  Car- 
negie Library  and  Institute,  Carnegie  Hero  Fund  Commission,  the 
Institute  of  Technology,  and  also  of  the  Schenley  Memorial  Com- 
mission. He  was  a  member  of,  and  also  took  an  active  part  in,  the 
East  Liberty  Presbyterian  Church,  and  his  time  and  talents  were 
given  freely  in  the  raising  of  funds  and  for  other  purposes  connected 
with  this  church. 

Upon  Mr.  Bigelow's  death,  the  Council  of  the  City  of  Pittsburgh 
paid  due  respect  by  calling  a  special  meeting  of  that  body  for  the 
purpose  of  honoring  the  memory  of  the  late  Director  of  the  Department 
of  Public  Works,  and  the  following  resolution  was  passed,  which  per- 
haps is  the  best  expression  of  the  high  regard  and  esteem  in  which  his 
services  to  the  City  of  Pittsburgh  are  held  by  this  community: 

"Whereas,  Almighty  God,  in  His  infinite  wisdom,  has  seen  fit  to 
remove  from  our  midst  one  of  Pittsburgh's  most  distinguished  citizens; 
and 

"Whereas,  Edward  Manning  Bigelow  was  a  man  of  stainless  integ- 
rity, of  superb  courage,  and  of  great  intellectual  force;  a  man  who 
always  walked  in  the  highway  of  right;  and  in  disaster  stood  erect;  a 
man  to   whom   defeat  was  but  a   spur   to   further  elTort;    a    man   who 
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believed  in  the  loyalty  to  man,  in  the  sovereignty  of  the  citizen,  and 
in  the  matchless  greatness  of  this  grand  City;  a  man  who  gave  freely 
of  his  talents  and  genius  to  the  up-building  of  the  City  of  Pittsburgh, 
who  served  the  City  for  many  years  with  a  self-sacrificing  devotion, 
and  whose  master  hand  is  indelibly  impressed  upon  every  section  of 
the  City;  and 

Whereas,  As  he  lived  he  died,  with  that  tenacity  of  purpose  which 
characterized  his  life;  while  yet  in  love  with  life  and  raptured  with  the 
world  he  bravely  answered  the  call  of  the  Master  of  the  Universe  and 
passed  to  his  eternal  home  beyond  the  utmost  reach  of  human  harm  or 
help.  He  has  left  with  us  his  wealth  of  thought  and  deed — the  memory 
of  a  brave,  imperious,  honest  man,  who  bowed  alone  to  death;  therefore 
be  it 

Besolved,  that  a  copy  of  these  resolutions  be  spread  upon  the  Min- 
utes of  Council  of  Pittsburgh,  and  that  a  copy  be  sent  to  his  bereaved 
widow." 

In  addition  to  the  foregoing  resolution,  many  tributes  of  respect 
were  paid  to  Mr.  Bigelow's  ability  as  a  citizen  and  public  officer  by  men 
prominently  identified  with  the  financial,  commercial,  and  professional 
affairs  of  the  City. 

Mr.  Bigelow  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  December  4th,  1889. 
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DANIEL  WHEELER  BOWMAN,  M.  Am.  Soc.  C.  E* 


Died  March  14th,  1917. 


Daniel  Wheeler  Bowman,  the  son  of  Quaker  parents,  Francis 
Bowman  and  Elizabeth  (Hammond)  Bowman,  was  born  in  New  Bed- 
ford, Mass.,  on  October  2d,  1844.  In  1857  his  parents  purchased  a 
farm  at  Ledyard,  Cayuga  County,  N.  Y.,  and  moved  there.  Mr.  Bow- 
man spent  much  time  on  this  farm,  lending  to  his  life  the  enthusiasm 
and  interest  which  marked  him  throughout  his  later  years.  There  he 
acquired  and  developed  his  great  love  for  Nature  and  growing  things; 
and  this  clung  to  him  luitil  his  death. 

He  received  his  early  education  at  Oakwood  Seminary,  Union 
Springs,  N.  Y.,  from  which  he  was  graduated  in  1865.  He  returned 
and  took  a  post-graduate  course  at  the  Seminary,  on  finishing  which  he 
was  given  charge  of  a  Friends  Academy,  in  Ohio.  In  1868,  Mr. 
Bowman  went  to  Kansas  on  some  survey  work,  returning  the  same  year 
to  enter  Cornell  University  where  he  took  the  Civil  Engineering 
Course.  His  life  at  Cornell  was  characteristic  of  the  man :  simple, 
honest,  and  earnest.  With  an  unusually  alert  mind  and  great  applica- 
tion, he  stood  very  high  in  all  his  classes,  and  by  his  native  kindness 
and  interest  in  his  fellows  and  in  all  that  pertained  to  the  general 
welfare,  he  endeared  himself  to  his  classmates  and  all  who  knew  him. 
He  was  graduated  in  1872  in  the  first  "through"  class  in  Civil  Engi- 
neering. In  1883,  Cornell  University  conferred  on  him  the  degree 
of  C.  E. 

Immediately  after  his  graduation,  Mr.  Bowman  was  offered  a  posi- 
tion as  Instrumentman  on  some  survey  work  for  the  New  York  Central 
Railroad  Company  in  New  York  State,  which  he  accepted,  and  in 
which  position  he  continued  for  two  years,  resigning  to  become  associ- 
ated as  Engineering  Secretary  to  the  late  Capt.  James  B.  Eads, 
M.  Am.  Soc.  C.  E.,  who  at  that  time  was  in  charge  of  important  jetty 
work  at  the  Southwest  Pass  of  the  Mississippi  River.  While  on  this 
work,  Mr.  Bowman  was  directly  under  the  late  G.  W.  R.  Bayley, 
M.  Am.  Soc.  C.  E.,  and  was  sent  to  New  York  City  and  Washington, 
D.  C,  on  special  missions  in  connection  with  his  work.  He  also  had 
charge  of  the  construction  of  the  dredge,  G.  W.  li.  Bayley,  in  Pitts- 
burgh, Pa.,  in  1877,  for  use  on  the  jetty  work.  At  that  time  it  was 
the  largest  dredge  built,  and  was  an  engineering  triumph.  While  on 
this  work  Mr.  Bowman  married  Ida  Portia,  the  daughter  of  Mr. 
Bayley.     Two  sons  and  a  daughter  by  this  marriage  survive  him. 

•  Memoir  preparod  by  N.  R.  McLure,  M.  Am.  Soc.  C.  E.,  with  the  assistance  ol 
Seymour  P.  Thomas,  Esq. 
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After  this  work  was  finished,  Mr.  Bowman  made  some  very  exten- 
sive computations  for  a  proposed  bridge  across  the  East  River  at 
Blackwell's  Ishmd,  New  York  City,  for  Capt.  Eads,  in  connection  with 
the  competition  then  asked  for  by  those  contemplating  this  structure. 
His  ability  as  a  Designing  Engineer  on  this  work  was  so  marked  that 
he  was  sent  by  Capt.  Eads  to  Phoenixville,  Pa.,  in  connection  with 
some  work  that  was  then  being  done  for  him  by  Clarke,  Reeves  and 
Company  (now  The  Phoenix  Bridge  Company).  At  that  time  the  late 
Adolphus  Bonzano,  M.  Am.  Soc.  C.  E.,  was  Chief  Engineer  of  this 
concern,  and  was  so  attracted  by  the  quick  perception,  ability  to  grasp 
and  solve  difficult  situations,  and  general  engineering  ability  of  young 
Bowman,  that  he  arranged  for  him  to  remain  at  Phcenixville  as  his 
Assistant,  in  charge  of  estimating  and  designing.  While  in  this  posi- 
tion Mr.  Bowman  designed  the  first  Kinzua  Viaduct,  for  the  New  York, 
Lake  Erie  and  Western  Railroad  Company,  in  McKean  County,  Pa., 
which,  at  that  time,  was  one  of  the  longest  and  highest  railroad  via- 
ducts in  the  world.  He  designed  the  Albany  and  Greenbush  Bridge 
across  the  Hudson  River,  at  Albany,  N.  Y.,  a  double-deck  structure 
carrying  railroad  and  roadway,  with  approach  spans  and  a  rim-bearing 
draw-span.  He  also  designed  the  difficult  reverse  curve  on  the  New 
York  Elevated  Railway  work,  at  110th  Street,  Boulevard  Crossing. 
This  was  bu:'lt  with  Phoenix  columns  and  latticed  girders,  and,  at  the 
time,  was  considered  quite  a  complicated  structure.  Another  notable 
bridge  designed  by  Mr.  Bowman  at  this  period  was  that  over  Rondout 
Creek,  on  the  West  Shore  Railroad. 

In  1885,  Mr.  Bowman  resigned  his  position  as  Designing  Engineer 
of  The  Phoenix  Bridge  Company  and  went  South,  doing  some  bridge 
inspection  work  for  the  Southern  Railway,  and,  in  1888,  he  was  made 
Bridge  Engineer  for  the  Central  of  Georgia  Railway.  While  in  this 
position  he  had  charge  of  the  rebuilding  of  many  of  the  old  bridges 
on  the  line.  In  1891,  he  was  made  Assistant  Engineer  of  The  Boston 
Bridge  Works,  at  Boston,  Mass.,  which  position  he  filled  until  1894, 
when  he  returned  to  Phoenixville,  Pa.,  as  Assistant  Engineer  for  The 
Phoenix  Iron  Company.  In  1896,  he  went  to  Chicago,  111.,  with 
several  associates,  and  organized  the  Universal  Construction  Company, 
of  which  he  became  Chief  Engineer.  In  1897,  he  again  returned  to 
Phoenixville  as  Assistant  Engineer  for  The  Phoenix  Iron  Company, 
under  H.  H.  Quimby,  M.  Am.  Soc.  C.  E.,  then  Chief  Engineer.  On 
the  resignation  of  Mr.  Quimby  from  this  Company  in  November,  1900, 
Mr.  Bowman  succeeded  him  as  Chief  Engineer,  in  charge  of  the  esti- 
mating, computing,  designing,  detailing,  and  erection  of  the  structural 
steel  fabricated  by  The  Phoenix  Iron  Company.  He  continued  as 
Chief  Engineer  until  February,  1914,  when  he  was  made  Consulting 
Engineer,  which  position  he  held  at  the  time  of  his  death. 
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In  1899  he  was  married  to  M.  Virginia  Vanderslice,  of  Phoenixville, 
Pa.  The  years  of  Mr.  Bowman's  best  service  were  devoted  to  structural 
steel,  particularly  as  applied  to  bridge  and  building  work,  and  there 
are  few  localities  of  size  in  the  eastern  section  of  the  United  States 
which  have  not,  however  unconsciously,  felt  the  influence  of  his  ability 
through  structures  erected  in  their  midst.  These  were  improved  in 
construction  by  his  ever  watchful  and  able  supervision  of  the  design. 

Mr.  Bowman  was  broad  and  liberal  in  his  views  of  life,  a  progres- 
sive in  more  than  one  sense  of  the  word,  charitable  in  his  nature,  and 
a  friend  and  counsellor  to  those  who  sought  his  help  and  advice.  Many 
a  young  engineer  has  been  started  on  the  right  path  through  his  careful 
and  painstaking  efforts  in  his  behalf.  He  was  a  great  lover  of  Nature, 
and  spent  many  days  in  his  later  life,  in  the  open  among  his  flowers 
and  fruit  trees.  He  had  an  intense  and  loyal  affection  for  Cornell, 
his  Alma  Mater,  and  seldom  missed  returning  at  Commencement  time 
to  renew  his  youth  with  the  younger  Alumni.  Among  a  host  of  friends 
and  acquaintances,  rarely  was  there  a  man  who  will  be  so  sadly  missed. 

Mr.  Bowman  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers,  on  December  3d,  1912. 
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CHARLES  ADOLPHUS  CALDWELL,  M,  Am.  Soc.  C.  E.* 


Died  August  31st,  1916. 


I 


Charles  Adolphus  Caldwell,  the  son  of  Oscar  Adolphus  Caldwell  and 
Carrie  B.  Caldwell,  was  born  in  Macon,  Bibb  County,  Ga.,  on  October 
ISth.  1866. 

He  began  his  engineering  studies  in  1882  at  Vanderbilt  University 
where  he  remained  two  years.  In  1884,  he  entered  Rensselaer  Poly- 
technic Institute,  Troy,  X.  Y.,  and  was  graduated  in  1888  with  the 
degree  of  C.  E. 

Shortly  afterward  Mr.  Caldwell  began  his  professional  career  under 
F.  T.  Dabney,  Chief  Engineer  of  the  Central  of  Georgia  Railroad,  on 
the  e^xtension  of  this  road  from  Savannah  to  Americus. 

In  1890,  he  was  made  Assistant  Engineer  on  the  St.  Augustine  and 
Xorth  Beach  Railroad,  in  Florida,  from  which  position  he  resigned  to 
retiirn  to  Macon,  to  accept  an  appointment  in  the  ofHce  of  the  City 
Engineer.  In  1894  he  was  associated  with  Capt.  J.  W.  Wilcox,  As- 
sistant Engineer  on  the  construction  of  the  Fort  Valley  Water- Works, 
and  as  Principal  Assistant  to  the  City  Engineer  on  the  construction 
of  32  miles  of  sanitary  sewers  in  Macon,  Ga. 

In  1898,  he  was  the  Principal  Assistant  Engineer,  in  charge  of 
construction  work,  for  the  Macon  Gas  Light  and  Water  Company,  dur- 
ing the  construction  of  a  5  000  000-gal.  filter  plant  and  a  new  pump- 
ing station. 

In  1899,  Mr.  Caldwell  designed  and  supervised  the  sanitary  sewer 
system  for  the  City  of  Valdosta,  Ga.,  and,  in  the  same  year,  as  Chief 
Engineer,  designed  and  constructed  a  water-power  development  for 
1  000  h.p.,  at  Juliet,  Ga.,  on  the  Ocmulgee  River.  Here  he  also  built 
a  3  000-spindle  cotton  mill,  and  a  grist  mill  with  a  daily  capacity  of 
8  000  bushels  for  the  Juliet  Milling  Company. 

From  1899  to  1907,  he  was  engaged  in  the  general  practice  of  his 
profession,  with  offices  at  Macon,  Ga.  During  this  time,  he  had  charge 
of  a  large  amount  of  general  engineering  work,  including  a  number 
of  highway  bridges,  a  sanitary  sewer  system  for  Forsyth,  Ga.,  and  was 
associated  with  J.  N.  Hazlehurst,  M.  Am.  Soc.  C.  E.,  in  making  the 
appraisal  of  the  existing  water-works  property  of  the  Macon  Gas  Light 
and  Water  Company,  and  designing  a  proposed  municipal  water- 
works system  of  10  000  000  gal.  daily  capacity.  In  1910,  he  and  Mr. 
Hazlehurst  represented  the  City  of  Macon  before  the  Board  of  Arbi- 
tration which  fixed  the  value  of  this  property  at  $699  000,  when  the 
plant  was  purchased  by  the  City. 

*  Memoir  prepared  by  G.  R.  Solomon,  M.  Am.  Soc.  C.  E. 
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In  1911,  Mr.  Caldwell  prepared  reports  and  plans  on  a  10  OOO-h.p. 
hydro-electric  development  on  the  Ocmulgee  River,  near  Juliet,  and 
was  also  engaged,  as  Chief  Engineer,  on  the  remodeling  and  extension 
of  the  water-works  system  of  the  City  of  Macon. 

In  addition  to  his  engineering  work,  Mr.  Caldwell  was  interested  in 
several  manufacturing  concerns  as  an  officer  and  decorator,  and  his 
opinion  was  always  sought  and  valued  because  of  his  fair-mindedness. 
He  was  universally  liked  and  trusted,  and  his  death  is  a  decided  loss 
to  the  Profession. 

He  was  unmarried,  and  is  survived  by  one  sister,  Mrs.  John  B. 
Birch,  of  Macon,  Ga. 

Mr.  Caldwell  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers,  on  September  5th,  1911. 
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EDWARD  CANFIELD,  M.  Am.  Soc.  C.  E.* 


Died  August  18th,  1916. 


Edward  Canfield,  son  of  Caleb  Augustus  and  Sarah  Withington 
Canfield,  was  born  at  Geneva,  N.  Y.,  on  May  27th,  1848.  He  was 
graduated  from  Hobart  College  in  1869,  receiving  the  degree  of  A.  B., 
and.  in  1874,  the  degree  of  A.  M. 

In  1869,  Mr.  Canfield  began  his  professional  career  in  the  Engineer- 
ing Corps  of  the  Erie  and  Geneva  Valley  Railroad.  From  1870  to 
1872,  he  was  Division  Engineer  of  the  Syracuse  Northern  Railroad; 
from  1872  to  1873,  Division  Engineer  of  the  Pennsylvania  Petroleum 
Railroad;  from  1873  to  1874,  Assistant  Engineer,  Atlantic  and  Great 
Western  Railway;  from  1875  to  1878,  Division  Engineer  of  the  Syra- 
cuse, Geneva  and  Corning  Railroad;  from  1879  to  1881,  Assistant 
Engineer  of  the  New  York,  Lake  Erie  and  Western  Railroad;  and 
from  1881  to  1882,  Roadmaster  of  the  Rochester  Division  of  the  New 
York,  Lake  Erie  and  Western  Railroad.  While  in  the  latter  position, 
he  organized  and  carried  out  the  work  of  changing  the  entire  Rochester 
Division  from  broad  to  standard  gauge  in  one  day. 

On  November  9th,  1882,  Mr.  Canfield  entered  the  service  of  the 
New  York,  Ontario  and  Western  Railway  Company,  in  which  he 
continued  to  the  close  of  his  life,  having  been  first  appointed  Superin- 
tendent of  Construction  of  the  line  from  Middletown  to  Cornwall, 
N.  Y.,  and  from  there  to  Weehawken,  N.  J.,  the  latter  portion  being 
now  a  part  of  the  West  Shore  Railroad,  which  is  leased  to  and 
operated  by  the  New  York  Central  Railroad  Company.  In  1884,  on 
the  completion  of  the  construction  work,  he  was  appointed  Superin- 
tendent of  the  Southern  Division. 

On  December  1st,  1887,  he  was  appointed  Chief  Engineer  in 
charge  of  new  construction,  maintenance  of  way,  and  bridges  and  build- 
ings. As  Chief  Engineer,  he  had  charge  of  locating  and  constructing 
the  branch  from  Cadosia,  N.  Y.,  to  Scranton,  Pa.,  which  gave  the  New 
York,  Ontario  and  Western  Railway  Company  entrance  into  the 
anthracite  coal  regions  of  Pennsylvania.  In  1895,  he  was  appointed 
General  Superintendent,  having  charge  of  all  operation  except  traffic, 
which  office  he  held  at  the  time  of  his  death. 

^Ir.  Canfield  served  for  some  years  on  the  Board  of  Directors  of 
the  Orange  County  Trust  Company,  was,  at  the  time  of  his  death,  a 
Trustee  of  the  Middletown  Savings  Bank,  and,  at  one  time,  a  member 
of  the  Board  of  Education  of  Middletown,  N.  Y. 

•  Memoir  prepared  by   J.  H.  Nuelle,   Esq. 
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The  Board  of  Directors  of  the  !N'ew  York,  Ontario  and  Western 
Railway  Company  adopted  the  following  minute  at  a  meeting  held 
September  12th,  1916: 

"This  Board  records  its  deep  sense  of  loss  in  the  death  of  Edward 
Canfield,  late  General  Superintendent,  which  occurred  at  his  home  in 
Middletown,  New  York,  on  August  18,  1916. 

"Mr.  Canfield  entered  the  service  in  1882  in  the  Engineering  De- 
partment, later  becoming  Chief  Engineer,  and  in  1895  General  Super- 
intendent. 

"In  all  his  long  service  he  displayed  intense  loyalty  to  the  Company 
and  its  interests;  to  his  skill  as  an  engineer  is  due  in  large  part  the 
continued  progressive  advance  in  the  physical  condition  of  the  prop- 
erty, while  through  his  good  judgment  and  careful  management  a 
high  degree  of  efficiency  in  operation  has  been  attained. 

"His  fine  character,  marked  ability,  untiring  industry,  absolute 
devotion  to  duty,  and  unfailing  justice  in  his  relations  with  all  in  the 
service,  gained  for  him  the  profound  respect  and  regard  of  all  who 
knew  him. 

"No  better  example  could  be  found  in  railroad  service  than  the 
record  of  his  life  work." 

He  was  married  on  September  17th,  1874,  to  Jane  Hastings, 
daughter  of  Major  David  H.  Hastings,  of  the  United  States  Army, 
who,  with  their  sons,  David  H.  Canfield,  Captain  Edward  Canfield,  IT. 
S.  A.,  and  Richard  W.  Canfield,  survives  him. 

Mr.  Canfield  was  a  member  of  the  Sigma  Phi  Fraternity,  and  was 
elected  a  Member  of  the  American  Society  of  Civil  Engineers  on 
December  3d,  1879. 
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ANDREW  CHASE  CUNNINGHAM,  M.  Am.  Soc.  C.  E.* 


Died  Januarv  13th,  1917. 


Audrew  Chase  Cviuniiigham,  the  sou  of  Thomas  and  Celeste  (Chase) 
Ciumingham,  was  born  at  Mohawk,  N.  Y.,  on  February  15th,   1858. 

He  was  appointed  to  the  United  States  Naval  Academy  from  the 
Twenty-first  District  of  New  York  State,  on  June  9th,  1874,  and  was 
graduated  from  that  institution  as  a  Midshipman  on  June  10th,  1879. 
He  served  on  the  U.  S.  S.  Shenandoah  and  the  U.  S.  S.  Saratoga,  and 
on  February  1st,  1883,  he  resigned  from  the  service,  meanwhile  having 
been  promoted  to  the  rank  of  Ensign.  Mr.  Cunningham  had  decided 
by  this  time  that  a  career  in  the  Navy  was  not  what  he  desired,  and, 
having  determined  to  become  a  Civil  Engineer,  he  entered  Rensselaer 
Polytechnic  Institute,  at  Troy,  N.  Y.,  from  which  he  was  graduated 
in  1885  with  the  degree  of  Civil  Engineer. 

From  October,  1885,  to  April,  1886,  Mr.  Cunningham  occupied  the 
position  of  Topographer  on  preliminary  and  location  surveys  of  the 
Lincoln  Branch  of  the  Missouri-Pacific  Railway,  and  from  May,  1886, 
to  September,  1887,  he  served  as  Draftsman  with  the  Massillon  Bridge 
Company,  Massillon,  Ohio.  From  September,  1887,  to  November, 
1890,  he  was  in  charge  of  the  inspection  of  iron  and  steel  in  Pitts- 
burgh, Pa.,  and  vicinity.  This  work  consisted  in  the  acceptance  or 
rejection  of  material  for  such  structures  as  the  high  bridge  across 
the  Mississippi  River,  at  St.  Paul,  Minn.,  the  Ohio  Connection  Bridge 
across  the  river  below  Pittsburgh,  the  New  York  Elevated  Railway, 
numerous  large  buildings  in  Chicago,  111.,  and  bridges  on  the  Lake 
Shore  and  Michigan  Southern  Railway,  the  Pennsylvania  System,  the 
Louisville  and  Nashville,  and  other  railroads. 

From  November,  1890,  to  May,  1892,  Mr.  Cunningham  was  Chief 
Inspector  for  Carnegie,  Phipps  and  Company,  of  Pittsburgh,  Pa.,  now 
the  Carnegie  Steel  Company.  In  this  position  he  had  charge  of  the 
testing  and  inspection  of  steel  materials,  together  with  special  inves- 
tigation and  special  supervision  of  material  for  several  structures,  such 
as  the  Memphis  Bridge,  the  Sixth  Street  Bridge  across  the  Allegheny 
River  at  Pittsburgh,  and  others. 

In  May,  1892,  Mr.  Cunningham  associated  himself  with  Charles 
F.  Stowell,  M.  Am.  Soc.  C.  E.,  at  Albany,  N.  Y.,  under  the  firm  name 
of  Stowell  and  Cunningham,  the  principal  engineering  business  of  the 
company  being  in  connection  with  the  design,  inspection,  and  testing 
of  steel  bridges  and  steel  materials.  This  work  included  materials  and 
bridges  for  the  New  York  Central  and  Hudson  River  Railroad,  and 
the  Central  Vermont  Railroad,  as  well  as  materials  for  the  Cities  of 

•  Memoir  prepared   by   F.   T.   Chambers,   M.   Am.    Soc.   C.   E. 
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Albany,  N.  Y.,  Waterbury,  Conn.,  for  tbe  State  Engineer  of  New 
York,  and  the  U.  S.  Treasury  Department.  In  1898,  while  he  was  a 
member  of  this  firm,  the  Spanish  "War  broke  out,  and,  as  a  former 
officer  of  the  Navy,  he  obeyed  his  country's  call,  volunteering  for  such 
duty  as  he  might  be  assigned  to  by  the  Navy  Department.  At  that  time 
the  Navy  was  by  no  means  as  large  as  it  is  now,  and  had  almost  no 
auxiliary  ships  for  the  purpose  of  furnishing  supplies  to  the  fleet.  Mr. 
Cunningham,  therefore,  found  himself  an  Ensign,  on  May  14th,  1898, 
aboard  the  Collier  Aharenda,  a  ship  purchased  for  that  use.  While  this 
ship  was  moored  to  the  wharf  at  the  New  York  Navy  Yard,  the  late  L.  L. 
Buck,  M.  Am.  Soc.  C.  E.,  visited  the  Navy  Yard  for  consultation  work, 
in  connection  with  one  of  the  dry  docks  then  under  repair.  Some  one 
had  informed  him  that  Mr.  Cunningham  was  serving  as  an  Ensign 
aboard  the  collier,  and  Mr.  Buck  expressed  the  determination  to  visit 
him  before  he  left  the  yard,  adding  at  the  same  time  that  he  considered 
Mr.  Cunningham  one  of  the  foremost  steel  experts  of  the  country, 
and  that  it  seemed  to  him  a  waste  of  valuable  services  to  have  placed 
him  as  an  Ensign  aboard  a  supply  ship.  Mr.  Cimningham's  nature 
was  such  that  he  would  never  have  sought  to  be  transferred  from  this 
position,  but  Mr.  Buck  felt  strongly  on  the  subject,  and  made  it  his 
business  to  inform  the  Navy  Department  of  his  views,  the  consequence 
being  that  on  May  21st,  1898,  Mr.  Cunningham  was  transferred  to  the 
Bureau  of  Ordnance,  and  was  immediately  assigned  to  the  Washington 
Navy  Yard,  which  is  the  Naval  gun  factory.  Mr.  Buck  and  Hear- 
Admiral  Mordecai  T.  Endicott,  U.  S.  N.  (Retired),  Past-President, 
Am.  Soc.  C.  E.,  were  classmates  at  Rensselaer  Polytechnic  Institute, 
and  it  was  not  long  before  Admiral  Endicott,  then  Chief  of  the  Bureau 
of  Yards  and  Docks,  learned  that  an  accomplished  Civil  Engineer  was 
available  for  naval  duty,  and,  consequently,  Mr.  Cunningham  was 
transferred  to  the  Bureau  of  Yards  and  Docks  on  June  27th,  1S98. 
The  Civil  Engineer  Corps  of  the  Navy  was  then  rapidly  expanding  and 
in  need  of  officers,  and  Mr.  Cunningham  served  first  on  a  board  to 
examine  candidates  for  the  position  of  Civil  Engineer  in  the  Navy; 
before  the  successful  candidates  were  appointed,  however,  he  himself, 
on  September  29th,  1898,  was  given  a  permanent  commission.  On 
October  5th  of  that  year,  he  reported  to  the  Bureau  of  Yards  and 
Docks,  where  he  served  until  November  Gth,  1901,  being  then  detached 
and  ordered  to  the  Naval  Station,  New  Orleans,  La.  This  was  a  new 
station  just  being  established,  and  Mr.  Cunningham  was  the  first 
Civil  Engineer  officer,  thus  being  given  the  opportunity  to  lay  out 
the  engineering  works  from  the  start.  On  April  3d,  1903,  he  was 
detached  from  the  New  Orleans  Station  and  ordered  to  the  Naval 
Academy,  where  he  served  until  June  9th,  1905,  and  from  there  he  was 
again  ordered  to  the  Bureau  of  Yards  and  Docks.     On  March   17th, 
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1906,  he  was  commissioned  with  the  rank  of  Lieutenant  in  the  Corps 
of  Civil  Engineers. 

Mr.  Cimningham  continued  to  serve  in  the  Bureau  of  Yards  and 
Docks   as   Principal   Assistant   to   Admiral    Endicott   until   April   6th, 

1907.  when  he  was  ordered  to  the  Navj^  Yard,  Norfolk,  Va.,  as  Senior 
Civil  Engineer  Officer,  and  on  November  18th,  1909,  he  was  commis- 
sioned with  the  rank  of  Lieutenant  Commander.  On  February  20th, 
1910,  he  was  detached  from  the  Norfolk  Navy  Yard,  and  ordered  to 
the  Navy  Department,  Washington,  D.  C,  as  Inspector  of  Public 
Works  for  the  entire  Navy.  This  duty  required  great  tact  and  diplo- 
macy, and  it  was  on  this  account  that  Mr.  Cunningham  was  selected 
for  the  work,  which  necessitated  his  maintaining  headquarters  in 
Washing-ton,  and  visiting  the  various  Navy  Yards,  keeping  the  De- 
partment informed  as  to  the  status  of  the  various  public  works,  and 
co-ordinating  the  ideas  of  the  Yards  with  those  of  the  Department. 

On  July  10th,  1913,  Mr.  Cunningham  left  headquarters  at  Wash- 
ington to  assume  the  duties  of  Public  Works  Officer  of  the  Navy  Yard, 
Portsmouth,  N.  H.  Shortly  afterward  he  had  a  severe  nervous  break- 
down, and  on  November  17th,  1913,  was  ordered  to  sick  leave,  and  did 
not  return  to  actual  duty  until  June  16th,  1914.  He  never  fully  re- 
covered from  this  illness,  although  he  performed  lighter  duties  prac- 
tically up  to  the  time  of  his  death,  his  principal  assignments  after  this 
being  at  the  Naval  Training  Station,  Great  Lakes,  111.,  and  the  Naval 
Radio  Station,  Point  Isabel,  Tex.,  at  both  of  which  places  he  erected 
large  steel  towers  for  radio-telegraphy. 

While  on  duty  in  the  Bureau  of  Yards  and  Docks  of  the  Navy 
Department,  and  previous  to  his  detail  as  Civil  Engineer  Officer  at 
New  Orleans,  Mr.  Cunningham  had  supervised  the  construction  of 
the  16  000-ton  steel  floating  dock  for  the  New  Orleans  Station.  He 
became  much  interested  in  docks  of  this  type,  and,  at  a  later  date, 
obtained  letters  patent  on  a  floating  dock  of  his  own  invention.  He 
was,  indeed,  of  an  inventive  turn  of  mind  and  secured  patents  on 
several  of  his  ideas,  one  of  the  best  known  in  the  Navy  being  that  for 
a  coal-tar  paint. 

Mr.  Cimningham  was  affectionately  known  as  "Andy"  by  his  friends 
and  associates,  and  was  universally  liked.  His  genial  nature,  combined 
with  his  diplomatic  spirit,  caused  him  to  be  much  in  demand  on  boards 
of  officers  for  the  adjustment  of  disputes  or  for  changes  in  contracts. 

While  at  the  Naval  Academy,  he  was  the  champion  fencer  of  his 
time,  and  he  maintained  his  interest  in  this  sport  up  to  the  time  of  his 
severe  illness.  While  in  Washington  he  was  a  member  of  the  Wash- 
ington Fencers  Club,  and  when  he  was  at  the  Navy  Yards  he  stirred 
the  younger  men  to  a  revival  of  the  fencing  game.  He  was  looked  on 
by  the  entire  Navy  as  an  authority  on  this  subject,  and  was  also  con- 
sulted by  the  Army  at  one  time,  in  connection  with  the  modification 
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of  the  Army  saber.  As  a  fencer,  he  was  also  interested  in  singlestick, 
and  was  the  author  of  a  book  entitled  "The  Cane  as  a  Weapon."  Fenc- 
ing was  a  considerable  feature  of  his  recreation;  he  was  also  very  fond 
of  writing,  and  contributed  various  articles  to  the  press,  among  them 
being  several  on  naval  matters  published  by  the  Naval  Institute. 

Mr.  Cunningham  was  married,  at  Middleville,  IST.  Y.,  on  June  18th, 
1879,  to  Miss  Jessie  E.  Thomas.  He  is  survived  by  his  widow  and  two 
sons:  John  Howard  Cunningham  of  Grand-Mere,  Canada,  and  George 
Thomas  Cunningham,  of  Washington,  D.  C. 

Mr.  Cunningham  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  September  2d,  1891,  and  a  Member  on 
October  3d,  1894. 
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DAVID  WEST  CUNNINGHAM,  M.  Am.  Soc.  C.  E* 


Died  May  11th,  1916. 


David  West  Cunningham,  the  son  of  Andrew  and  Abigail  Leonard 
(West)  Cunningham,  was  born  on  December  24th,  1829,  in  Boston, 
Mass.  He  was  educated  at  Chauncy  Hall  School  and  the  Lawrence 
Scientific  School  of  Haiward  University. 

In  ISIS,  Mr.  Cunningham  received  an  appointment  in  the  Engi- 
neering Corps  of  the  Boston  Water- works,  then  building  the  Cochituate 
Aqueduct.  In  1819,  he  was  on  railroad  work  on  the  Manchester  and 
Lawrence  Railroad  and  the  Sullivan  Railroad  of  the  Connecticut 
River,  from  which  he  was  transferred  to  the  Ogdensburg  and  Lake 
Champlain  Railroad.  He  was  stationed  first  at  Moline  and  afterward 
at  Lawrenceville  on  the  Moira  Sub-division,  and  rode  on  the  first 
locomotive  through  to  Ogdensburg,  which  was  driven  by  Mr.  Charles 
L.  Schlatter,  then  Chief  Engineer.  He  was  then  employed  on  railroad 
work  in  Canada.  The  eastern  half  of  the  Ogdensburg  and  Lake  Cham- 
plain  Railroad  at  that  time  ran  through  primitive  forest,  and  while 
at  this  work,  he  contracted  inflammatory  rheumatism  which  affected 
his  eyes,  and  he  was  compelled  to  give  up  engineering  work  for  the 
time  being.  In  1851,  he  joined  a  friend  who  was  a  merchant  at  Cien- 
fuegos,  Cuba,  and  sailed  from  Boston  for  Spain  early  in  June,  arriving 
at  Cadiz  in  24  days. 

After  6  months'  travel  in  Europe,  Mr.  Cunningham  entered  the 
Lawrence  Scientific  School  at  Harvard,  for  a  course  in  Civil  Engi- 
neering, and  was  graduated  as  a  Civil  Engineer. 

Mr.  Cunningham  spent  six  years  in  Chili,  on  railroad  and  govern- 
ment work,  but  left  to  be  married.  He  never  returned  to  that  country, 
on  account  of  his  wife's  preference  for  the  United  States.  After 
leaving  Chili,  he  operated  a  plantation  in  Texas. 

After  the  Civil  War  Mr.  Cunningham  was  engaged  in  the  construc- 
tion of  the  Charleston,  Mass.,  Water-- works,  the  Lowell  Water- works, 
and  the  sewerage  systems  of  Lowell,  Mass.,  and  Stillwater,  Minn.  He 
was  Chief  Assistant  Engineer  for  the  Boston  Water-works.  He  built 
the  Tarkio  Valley  (Missouri)  Railroad,  and  later  was  Consvalting  Engi- 
neer for  the  Minneapolis  Water-works. 

Mr.  Cunningham  then  worked  a  large  wheat  farm  in  North  Dakota 
until  1894,  at  which  time  he  removed  to  California. 

He  was  married  in  1859  to  Mary  B.  S.  Fuller,  of  Boston,  who 
died  in  1869.  In  1873,  he  was  married  to  Caroline  Smith  Thomas,  who 
died  at  Los  Angeles,  Cal.,  in  1910.  In  1913,  he  was  married  to  Minnie 
A.  Holderbaum,  at  Santa  Ana,  Cal. 

*  Memoir  prepared  by  Frank  H.  Olmated,  M.  Am.  Soc.  C.  E. 
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Mr.  Cunningham  was  a  man  of  high  scientific  attainments,  and 
naturally  a  builder.  He  was  favorably  known  wherever  his  duties  car- 
ried him.  He  was  genial  in  disposition,  loved  his  friends,  and  had 
few,  if  any,  enemies.  He  could  without  doubt  have  reached  a  high 
position  had  he  remained  in  the  Profession  and  not  digressed  at  one 
or  two  periods  in  his  career  to  other  kinds  of  work.  He  was  a  re- 
markably well  read  man,  and  spoke  and  wrote  fine  English.  He  was 
also  an  excellent  Spanish  scholar,  and  a  valued  member  of  the  various 
scientific  bodies  to  which  he  belonged. 

Mr.  Cunningham  was  a  member  of  the  Architects  and  Engi- 
neers' Association  of  Southern  California.  He  was  elected  a  Member 
of  the  American  Society  of  Civil  Engineers  on  May  7th,  1873. 
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EDMUND  HAZEN  DRURY,  M,  Am.  Soc.  C.  E.* 


Died  January  31st,  1917. 


Edmund  Hazeu  Drury  was  born  at  St.  John,  New  Brunswick,  on 
July  31st,  1S59.  He  was  graduated  with  honor  from  the  Royal  Military 
College,  Kingston,  Ont.,  in  June,  1881,  and  immediately  joined  the 
Engineering  Staff  of  the  Canadian  Pacific  Railway  Company,  con- 
tinuing thereon  until  1888,  first  as  Rodman  and  finally  as  Division 
Engineer. 

From  1889  to  1890  Mr.  Drury  served  as  Assistant  Engineer  on  rail- 
way surveys  for  the  Dominion  Government  in  New  Brunswick,  and 
from  1890  to  1893,  he  was  Division  Engineer  and  Acting  Chief  Engi- 
neer on  the  McLeod  Branch  of  the  Calgary,  Edmonton,  and  McLeod 
Railway. 

From  1893  to  1906,  he  held  the  following  positions :  Chief  Engineer 
and  Manager  of  Construction  for  the  contractors  of  the  Quebec  Central 
Railway,  1893-95;  Division  Engineer  on  the  Canadian  Northern  Rail- 
way, 1895-97;  Division  Engineer  on  the  Bangor  and  Aroostook  Rail- 
way, 1897-98;  Assistant  Chief  Engineer  on  the  Canadian  Northern 
Railway,  1898-1900;  Assistant  Chief  Engineer,  Cuba  Company  Railway, 
Cuba,  1900-02 ;  Assistant  Chief  Engineer,  Algoma  Central  Railway, 
1902-03;  Division  Engineer,  Crow's  Nest  Pass  Branch,  Canadian 
Pacific  Railway  Company,  1903-05 ;  and  Division  Engineer,  Canadian 
Northern  Manitoba  South  Eastern  Railway,  1905-06. 

Mr.  Drury  then  went  to  Mexico  where  he  was  employed  as  Auditing 
Engineer  and  Assistant  Chief  Engineer  in  charge  for  the  Mexican 
Light  and  Power  Company,  Mexico,  in  Necaxa  and  the  City  of  Mexico, 
from  1906  to  1908. 

In  the  autumn  of  1908,  he  was  appointed,  by  the  Department  of 
Railways  and  Canals  of  Canada,  Engineer  in  charge  of  exploration  and 
the  reconnaissance  survey  of  alternative  routes  to  Port  Churchill  and 
Port  Nelson  on  Hudson  Bay.  His  report,  which  was  an  able  and 
comprehensive  one,  was  concluded  and  handed  in  toward  the  end  of  1909. 

In  1910,  he  was  appointed  Chief  Engineer  of  the  Quebec  and  Sher- 
brooke  Railway,  which  position  he  held  until  1911,  when  he  was  en- 
gaged to  prepare  an  estimate  and  report  for  a  proposed  railway  from 
Edmonton,  Alberta,  to  Bella  Coola,  on  the  Pacific  Coast  of  British 
Columbia,  via  the  Pine  River  Pass,  Rocky  Mountains,  for  the  Edmon- 
ton, Dunvegan,  and  Pine  Pass  Railway  Company. 

Mr.  Drury  then  went  to  South  America  as  Chief  Engineer  and 
Manager  of  Construction  of  the  Chili  Longitudinal  Railway,  Chili, 
from  1911  to  1913.     It  was  while  conducting  this  work,  through  the 
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arid  nitrate  district  of  Chili,  that  his  health  became  impaired.  Return- 
ing to  Canada,  in  the  autumn  of  1913,  he  entered  into  a  general  con- 
sulting engineering  partnership  (in  the  firm  of  Walsh  and  Drury, 
Consulting  Engineers),  with  an  office  at  Ottawa,  Ont. 

From  the  latter  part  of  1914  to  the  time  of  his  sudden  death  on 
January  31st,  1917,  Major  Drury  had  served  as  Acting  Assistant 
Director  General  of  Engineer  Services,  for  the  Department  of  Militia 
and  Defence,  at  Ottawa. 

Major  Drury  stood  in  the  forefront  of  the  profession  as  a  Railway 
Engineer.  He  was  a  man  of  high  character  and  unswerving  integrity, 
and  neither  in  private  nor  public  afFairs  would  he  deviate  from  the  con- 
scientious discharge  of  life's  duties.  Kindly  and  courteous  to  a  degree, 
he  will  be  greatly  missed  by  those  of  his  confreres  and  others  who  were 
intimate  with  him. 

Major  Drury  was  a  Member  of  the  Canadian  Society  of  Civil  Engi- 
neers, and  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  4th,  1905. 
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AUGUSTUS  JAY  DiBOIS,  M.  Am.  Soc.  C.  E.* 


Died  October  19th,  1915. 


Augustus  Jay  DuBois,  the  son  of  Henry  Augustus  DuBois  and 
Catherine  Helena  (Jay)  DuBois,  who  had  six  other  children,  was 
born  at  Xewton  Falls,  Ohio,  on  April  25th,  1849.  His  father,  who  was 
of  French  Huguenot  descent,  received  the  degree  of  M.D.  from  Colum- 
bia College  in  1S30  and  spent  most  of  his  life  in  the  practice  of  medi- 
cine. His  mother  was  a  granddaughter  of  Chief  Justice  John  Jay, 
who  was  also  of  French  Huguenot  descent. 

Mr.  DuBois  prepared  for  college  at  the  Hopkins  Grammar  School 
in  Xew  Haven,  Conn.,  and  then  took  the  course  in  Civil  Engineering 
at  the  Sheffield  Scientific  School  of  Yale  University,  from  which  he 
was  graduated  in  1869.  Continuing  there  in  advanced  studies,  he 
secured  the  degree  of  C.  E.  in  1870  and  that  of  Ph.D.  in  1873.  He 
then  spent  18  months  at  the  Eoyal  Mining  Academy  in  Freiberg, 
Saxony,  followed  by  a  few  months  of  surveying  work  in  California  and 
Connecticut. 

During  1871-75  he  made  a  special  study  of  the  then  new  science 
of  Graphic  Statics,  the  results  of  which  were  published  in  1875, 
in  two  volumes,  under  the  title  "Elements  of  Graphical  Statics 
and  Their  Application  to  Framed  Structures."  This  was  the  first 
comprehensive  work  on  the  subject  which  appeared  in  the  United  States, 
and  it  was  re-issued  in  revised  editions  in  1877,  1879,  and  1883. 

In  1875,  Mr.  DuBois  was  appointed  Professor  of  Civil  and  Mechan- 
ical Engineering  in  Lehigh  University,  from  which  he  was  called,  in 
1877,  to  the  chair  of  Mechanical  Engineering  at  the  Sheffield  Scientific 
School,  and,  in  1884,  he  was  appointed  Professor  of  Civil  Engineering 
there,  a  position  which  he  filled  until  his  death. 

During  his  forty  years  of  service  as  a  teacher  of  Engineering, 
Professor  DuBois  was  active  in  enriching  the  theory  of  the  subject. 
He  translated  from  the  fourth  edition  of  Weisbach's  "Mechanics  of 
Engineering",  the  sections  "Hydraulics  and  Hydraulic  Motors"  (pub- 
lished in  1877),  and  "Theory  of  the  Steam  Engine"  (1877);  also 
Weyrauch's  "Calculation  of  Iron  and  Steel  Constructions"  (1877), 
and  Roentgen's  "Principles  of  Thermodynamics"  (1879).  These  books 
were  issued  at  a  time  when  literature  on  these  subjects  was  scanty  in 
the  United  States,  and  they  were  used  extensively  in  engineering  schools 
and  by  engineers,  each  of  them  passing  through  several  editions.  In 
1883  appeared  the  first  edition  of  his  "Stresses  in  Framed  Structures," 
a  book  in  quarto  form,  which  gave  methods  of  computing  stresses  by 
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both  analytic  and  graphic  processes  and  also  contained  fifteen  folding 
plates  of  designs  and  working  drawings  of  bridges.  This  book  was 
widely  used  as  a  text  in  engineering  schools,  and  it  passed  through 
twelve  editions,  each  being  revised  and  improved.  The  manuscript  for 
an  enlarged  edition  was  completed  shortly  before  his  death. 

In  1894  and  1895  there  appeared  three  octavo  volumes  by  Professor 
DuBois,  entitled  "Elementary  Principles  of  Mechanics",  one  treating 
of  kinematics,  another  of  statics,  and  a  third  of  kinetics.  In  1901, 
these  volumes  were  re-issued  in  revised  quarto  form  as  the  first  volume 
of  "Mechanics  of  Engineering",  the  second  volume  being  the  twelfth 
edition  of  his  "Stresses  in  Framed  Structures." 

Professor  DuBois  had  contributed  papers  on  roof  trusses,  retaining 
walls,  and  the  steam  engine  to  the  technical  journals;  he  had  also 
taken  part  in  discussions  before  the  Society  on  flexvire  of  beams,  and 
had  contributed  papers  on  "The  Weights  of  Bridges"*  and  on  "The 
Strength  of  Columns".! 

During  1889-94  he .  prepared  and  delivered  six  lectures  entitled 
"Science  and  Faith",  "Science  and  Immortality",  "Science  and  Mir- 
acle", etc.,  which  were  published  in  the  Century  Magazine  and  other 
periodicals.  These  lectures  were  marked  by  originality  of  thought 
and  beauty  of  style,  and  by  the  purpose  to  establish  moral  truths  on 
the  fundamental  principles  of  mechanics;  one  of  the  last  products  of 
his  pen  was  to  summarize  the  conclusions  of  these  lectures  in  an  article 
in  the  Yale  Review  for  July,  1913. 

Professor  DuBois  was  a  hard  worker,  a  clear  and  logical  writer, 
and  his  books  greatly  advanced  the  interests  of  sound  education  in 
theoretical  and  applied  mechanics.  As  a  teacher,  he  was  most  successful, 
and  especially  was  he  insistent  that  students  should  acquire  a  thorough 
knowledge  of  fundamental  principles.  His  successor.  Professor  John 
C.  Tracy,  in  an  obituary  notice  in  the  Yale  Alumni  Weekly,  wrote  as 
follows : 

"A  sympathetic  interest,  a  ready  wit,  and  a  friendly  unconventional 
manner  won  his  students  from  the  start.  He  was  a  clear  and  original 
thinker,  and  a  keen  but  sympathetic  critic.  Breadth  of  culture  and  an 
unusual  power  of  expression  made  him  a  brilliant  and  inspiring  con- 
versationalist. Underneath  a  quiet  and  undemonstrative  exterior,  there 
was  a  man  chivalrous,  sympathetic,  always  thoughtful  of  others,  loyal, 
and  wholly  lovable.  Only  a  few  of  his  closest  friends  knew  how,  in 
his  own  quiet  unostentatious  way,  he  went  about  doing  good,  and  to 
them  he  seemed  an  almost  perfect  type  of  Christian  gentleman." 

Professor  DuBois  rarely  attended  engineering  meetings,  seeming 
to   feel   somewhat  awkward  outside  of  the  circle  of  his  friends   and 
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students.  In  his  college  days  he  was  a  good  chess  player  and  a  member 
of  the  Book  and  Snake  Fraternity,  but  he  took  little  interest  in  other 
social  activities.  He  made  six  trips  to  Europe,  for  rest  and  relaxation 
during  summer  vacations,  but  he  never  had  a  Sabbatical  year  in  whole 
or  in  part  during  his  forty  years  of  service  as  a  teacher. 

He  was  married,  on  June  23d,  1883,  to  Miss  Adeline  Blakesley, 
daughter  of  Arthur  Blakesley,  of  New  Haven,  Conn.  They  had  no 
children,  and  she  survived  him  only  seven  months. 

Professor  DuBois  was  a  member  of  the  American  Institute  of 
Mining  Engineers,  the  American  Society  of  Mechanical  Engineers,  and 
the  Society  of  Naval  Architects  and  Marine  Engineers,  as  well  as 
several  scientific  academies  and  associations. 

Augustus  Jay  DuBois  was  elected  a  Junior  of  the  American  Society 
of  Civil  Engineers  on  July  7th,  1875,  and  a  Member  on  October 
5th,  1892. 
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JOHN  WALDO  ELLIS,  M.  Am.  Soc.  C.  E.* 


Died  October  30th,  1916. 


John  Waldo  Ellis,  son  of  John  and  Ame  Almira  Fisher  Ellis,  was 
born  in  Woonsocket,  R.  I.,  on  September  7th,  1845.  He  was  one  of 
four  children,  of  which  three  were  boys,  all  noted  civil  engineers. 

Mr.  Ellis  received  his  early  education  at  I^ew  Hampton  Institute, 
New  Hampton,  N.  H.,  and  at  the  age  of  19  entered  the  employ  of  the 
Boston,  Hartford  and  Erie  Railroad,  then  building  from  Waterbury, 
Conn.,  to  Fishkill,  IST.  Y.  His  advancement  was  rapid,  and  he  soon 
became  a  Division  Engineer  on  the  Troy  and  Greenfield  Railroad 
before  the  completion  of  the  Hoosac  Tunnel.  From  this  road  he  went 
to  the  Norwich  and  Worcester  Railroad  then  building,  and,  in  1869, 
came  to  Woonsocket,  R.  I.,  as  Chief  Engineer  of  the  Providence  and 
Worcester  Railroad,  at  the  same  time  opening  an  office  for  private 
practice  in  that  place,  which  he  maintained  up  to  within  a  few  years 
of  his  death. 

Mr.  Ellis  held  the  position  of  Chief  Engineer  of  the  Providence 
and  Worcester  Railroad,  up  to  the  time  that  road  was  absorbed  by  the 
New  York,  Providence  and  Boston  Railroad  in  1888.  Under  his  direc- 
tion the  road  was  double-tracked,  many  branch  lines  were  constructed, 
the  Wilkes-Barre  Coal  Pier  and  connection  was  constructed  at  Provi- 
dence, and  many  bridges,  stations,  and  terminals  were  rebuilt.  Dur- 
ing this  same  period  Mr.  Ellis'  private  practice  in  Woonsocket  was  at 
its  height,  and  many  prominent  engineers  of  the  present  day  received 
their  first  experience  in  the  old  Main  Street  office.  The  design  and 
direction  of  the  construction  of  Nourse  Mill,  of  the  Social  Manu- 
facturing Company,  the  Alice  Mill,  of  the  Woonsocket  Rubber  Com- 
pany, and  numerous  other  industrial  plants  and  enlargements  in 
Northern  Rhode  Island,   were  a  part  of  the  activities  of  this  office. 

From  1890  to  the  time  of  his  death,  Mr.  Ellis  was  connected 
prominently  with  the  various  engineering  problems  of  the  East.  He 
was  Engineer  for  the  Old  Colony  Railroad  Company  in  the  building 
of  the  Providence  Passenger  Terminal,  and  Engineer  Inspector  of  the 
Boston  and  Providence  Railroad,  from  the  time  of  its  lease  to  the  Old 
Colony  Railroad,  until  his  death.  His  connection  with  various  grade 
crossing  matters  in  Massachusetts  and  Rhode  Island  included  nearly 
every  important  problem  that  has  come  up.  He  was  one  of  the  Com- 
missioners for  the  abolishment  of  the  grade  crossings  in  Lowell,  Athol, 
and  Orange,  Mass.,  and  was  employed  as  engineering  expert  by  the 
Cities  of  Lynn,  Worcester,  Cambridge,  Fall  River,  Taunton.  Haver- 
hill, Readville,  and  a  large  number  of  small  towns.  
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As  a  "Water- Works  Expert,  Mr.  Ellis  was  among  the  foremost  in 
New  England,  serving  as  one  of  the  Commissioners  in  the  valuation 
of  the  Xewburyport  and  Gloucester  Water- Works  when  these  were 
taken  over  by  the  City.  He  was  also  a  member  of  the  Commission  in 
the  diversion  claims  against  the  City  of  Pittsfield  and  the  claim  of  the 
Nassau  Paper  Company  against  the  Metropolitan  Water  Board. 

As  a  Town  and  City  Engineer,  Mr.  Ellis  was  especially  active, 
serving  as  Town  Engineer  of  Woonsocket  from  1870  to  the  time  it 
became  a  city  in  ISSS.  He  also  served  as  Engineer  for  the  Town  of 
Blackstone,  and  for  other  surrounding  towns,  up  to  the  time  of  the 
closing  out  of  his  private  practice. 

As  a  Hydraulic  Engineer,  Mr.  Ellis  was  very  active,  and  the 
Blackstone  and  other  rivers  in  Massachusetts  and  Rhode  Island  have 
many  a  dam  constructed  under  his  direction.  The  most  prominent  of 
these  are  the  Lonsdale,  Ashton,  and  Wilkinsonville  Dams  on  the 
Blackstone;  the  Slatersville  Reservoir  Dam  and  Middle  Dam  on  the 
Branch  River,  and  the  Georgiaville  Dam  on  the  Woonasquatucket,  in 
Rhode  Island. 

On  March  1st,  1901,  Mr.  Ellis  was  elected  President  of  the  Provi- 
dence Gas  Company,  and  took  up  the  active  management  of  that  Cor- 
poration, holding  the  position  of  President  and  General  Manager  to  the 
time  of  his  death.  Under  his  direction,  this  Company  became  one  of 
the  most  efficient  of  the  gas  companies  operating  in  the  East. 

Notwithstanding  his  many  engineering  engagements  and  business 
connections,  Mr.  Ellis  found  time  to  be  a  most  efficient  Director  and 
Manager  in  other  fields.  He  was  a  member  of  the  Board  of  Directors 
of  the  Industrial  Trust  Company,  of  Providence,  and  Chairman  of 
the  Board  of  the  Woonsocket  Branch  of  that  Company.  He  was  a 
Director  in  the  Woonsocket  Rubber  Company,  and  many  other  Cor- 
porations. He  was  also  a  Trustee  of  the  Woonsocket  Institution  for 
Savings,  from  1876  to  1908,  and  a  Trustee  of  the  Woonsocket  Hospital 
from  its  founding,  in  1890,  to  the  time  of  his  death.  Although  a 
prominent  member  of  many  clubs  and  social  organizations,  Mr.  Ellis 
had  no  connection  with  any  fraternal  or  secret  orders.  He  was  a 
member  of  the  Boston  Society  of  Civil  Engineers,  serving  as  President 
of  that  Society  in  1905.  He  was  also  a  member  of  the  New  England 
Water  Works  Association. 

His  principal  diversion  in  his  leisure  was  that  of  driving.  From 
the  time  when  he  established  his  home  in  Woonsocket  his  stable  always 
contained  at  least  one  good  blooded  trotting  horse,  and  when  the  roads 
were  good  or  the  sleighing  at  its  best,  Mr.  Ellis  was  to  be  seen  among 
the  fastest  of  those  on  the  speedways.  He  was  a  member  of  the 
Woonsocket  Driving  Club,  the  Roger  Williams  Driving  Club,  of 
Providence,  and  the  Metropolitan  Driving  Club,  of  Boston,  and  it  is 
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interesting  to  note  that  only  three  weeks  before  his  death  he  drove  on 
the  track  of  the  latter  Club. 

Mr.  Ellis  was  a  prominent  figure  in  the  political  field  of  Woonsocket 
for  many  years.  He  served  as  Alderman  from  his  Ward  from  1895 
to  1897  and  was  President  of  the  Board  during  the  last  two  years  of 
this  service.  In  1904,  he  was  elected  State  Senator  from  his  city  and 
served  on  many  important  Committees. 

He  was  a  member  of  the  Board  of  Trustees  of  the  First  Universalist 
Church  for  many  years. 

Mr.  Ellis  was  a  man  of  such  marked  ability  in  any  of  the  fields 
into  which  he  entered  that  he  was  recognized  as  an  authority  on  an 
unusual  range  of  engineering  problems,  a  public  man  and  a  statesman 
of  great  ability,  and  a  business  man  with  keen  foresight  and  tre- 
mendous energy.  The  scope  of  his  talents  was  wide,  and  indicated  a 
breadth  of  mentality  seldom  found  in  one  man. 

Mr.  Ellis  was  married  on  May  23d,  1870,  to  Mary  F.  Howe,  who, 
with  one  son  and  two  daughters,  survives  him. 

He  was  elected  a  Member  of  the  American  Society  of  Civil  Engi- 
neers on  July  3d,  1895,  and  served  as  a  Director  from  1904  to  1906, 
inclusive. 
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THEODORE  NEWEL  ELY.  M.  Am.  Soc.  C.  E.* 


Died  October  28th,  1916. 


Theodore  Newel  Ely  was  born  in  Watertown,  N.  Y.,  on  June  23d, 
1S46.  "When  he  retired  from  the  office  of  Chief  of  Motive  Power  of 
the  Pennsylvania  Railroad  System  on  July  1st,  1911,  he  had  lived 
through  and  participated  in  the  most  active  period  of  railroad  develop- 
ment that  the  world  has  ever  seen,  having  begun  his  railroad  career 
in  1S6S. 

Mr.  Ely  was  graduated  from  the  Jefferson  County  (N.  Y.)  Insti- 
tute in  1S63,  and  from  the  Rensselaer  Polytechnic  Institute,  of  Troy, 
X.  Y.,  with  the  degree  of  Civil  Engineer,  in  the  class  of  1866. 

After  his  graduation  he  had  an  opportunity  to  enter  the  United 
States  Xavy,  the  Navy  Department  having  offered  to  accept  the 
Institute's  examinations  as  the  equivalent  of  those  at  Annapolis  and 
grant  a  full  cadetship  after  a  year  of  sea  experience;  another  offer 
was  that  of  a  Professorship  at  Rensselaer.  He  preferred,  however, 
active  professional  work. 

After  a  brief  experience  in  the  office  of  the  City  Regulator  (City 
Engineer)  of  Pittsburgh,  Pa.,  he  went  to  the  Fort  Pitt  Foundry,  where 
he  became  associated  with  Gen.  Thomas  J.  Rodman,  the  inventor 
of  the  well-kno^vn  Rodman  gun.  The  Government  specifications  for 
the  metal  for  the  guns  were  very  exacting,  and  Mr.  Ely  here  obtained 
his  first  experience  in  the  investigation  on  a  commercial  scale  of  the 
qualities  of  metals.  After  the  completion  of  this  work,  he  was  engaged 
for  a  short  time  in  coal  mining. 

In  1868  he  entered  the  Engineer  Corps  of  the  Pittsburgh,  Fort 
Wayne  and  Chicago  Railroad,  at  Pittsburgh.  In  July  of  the  same  year 
he  accepted  an  offer  of  the  position  of  Assistant  Engineer  on  the  Phila- 
delphia and  Erie  Railroad,  a  part  of  the  Pennsylvania  Railroad  System. 
In  1869,  he  was  made  Superintendent  of  the  Middle  Division,  with 
headquarters  at  Renovo,  Pa.,  and,  in  1870,  Assistant  General  Super- 
intendent of  the  road.  Some  of  the  features  of  Mr.  Ely's  work  during 
this  period  were  re-alignments  of  the  road,  the  rebuilding  of  practically 
every  bridge  on  the  Philadelphia  and  Erie,  and  the  building  of  the 
docks  and  terminals  at  Erie  Harbor,  to  take  care  of  the  road's  pros- 
pective combined  lake  and  rail  traffic.  During  this  period,  also,  the 
first  steps  were  taken  in  the  development  of  the  Pennsylvania  Rail- 
road standards  of  materials  and  designs,  and,  in  connection  with  Mr. 
Frank  Thomson,  who  was  Superintendent  of  the  Eastern  Division 
of  the  Philadelphia  and  Erie,  he  designed  and  made  detailed  drawings — 
the  first  issued  at  any  point  on  the  road — for  a  standard  section  of 
*  Memoir  prepared  by  George  L.  Fowler,  EJsq.,  New  York  City. 
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track.  A  sample  mile  of  this  track  establislied  its  superiority  over 
the  previous  construction,  and,  with  the  exception  of  the  weight  of 
the  rail,  its  general  features  are  still  followed.  He  also  conducted,  in 
connection  with  Mr.  William  Kobinson,  an  elaborate  series  of  experi- 
ments with  electric  signals,  which  were  fully  developed  later. 

His  duties  as  Assistant  General  Superintendent  of  the  Philadelphia 
and  Erie  included  the  supervision  of  the  M')tive  Power  Department, 
of  which  he  took  direct  charge  in  1873,  on  his  appointment  as  Super- 
intendent, of  Motive  Power. 

In  1874,  Mr.  Ely  was  made  Superintendent  of  Motive  Power  of 
the  Pennsylvania  Railroad  Division,  and,  in  1882,  General  Superin- 
tendent of  Motive  Power  of  all  the  Lines  East  of  Pittsburgh.  His 
office  in  both  these  positions  was  at  Altoona,  Pa.  Railroad  conditions 
during  Mr.  Ely's  administration  at  Altoona  did  not  call  for  a  radical 
change  in  the  types  of  locomotives  or  cars,  and  their  development, 
therefore,  was  largely  in  increasing  the  efficiency  of  the  types  then  in 
general  Tise  by  making  important,  modifications  and  perfecting  their 
details.  He  left  his  imprint  on  the  locomotives  of  the  country  by 
the  simple  and  clean-cut  character  of  the  designs  developed  at  Altoona, 
which  eliminated  the  useless  and  out-of-place  ornamentation  which 
was  then  a  feature  of  locomotive  construction.  The  same  is  true  with 
regard  to  passenger  equipment  cars,  for  the  improvement  of  which 
Mr.  Ely's  good  taste  was  largely  responsible.  Among  the  practices 
introduced  during  this  period  for  increasing  the  efficiency  and  economy 
of  operations,  the  following  may  be  briefly  mentioned. 

At  the  time  of  Mr.  Ely's  appointment  as  Superintendent  of  Motive 
Power,  the  purchase  of  materials  used  was  not  controlled  by  specifica- 
tions of  any  kind,  the  brand  or  reputation  of  the  seller  being  depended 
on  as  a  measure  of  quality.  Recognizing  that  competitive  purchasing 
required  as  its  foundation  a  clear  description  of  the  article  to  be 
purchased,  Mr.  Ely  obtained  in  1875  permission  to  establish  a  Depart- 
ment of  Tests,  both  ])hysical  and  chemical,  to  develop  the  necessary 
specifications  for  the  materials  to  be  bought,  and  to  examine  the  mate- 
rials received  to  insure  that  they  met  the  requirements  of  the  specifica- 
tions. Mr.  Ely  wisely  selected  young  and  ambitious  men  as  the  heads  of 
the  two  branches  of  the  Test  Department,  one  being  John  W.  Cloud  and 
the  other  the  late  Charles  B.  Dudley,  M.  Am.  Soc.  C.  E..  and  his  firm 
support  of  his  subordinates  was  largely  responsible  for  the  success  of 
the  new  plan,  as  purchasing  on  the  basis  of  specifications  and  tests  alone 
naturally  aroused  strong  opposition  from  many  manufacturers,  par- 
ticularly those  with  established  brands.  In  some  cases,  however,  the 
manufacturers  themselves  were  the  strongest  advocates  of  the  general 
use  of  the  specifications.  The  new  Deiiartnicnt  speedily  developed 
great  value  in  the  investigation  of  many  of  the  technical  questions 
whicli    were    constantly    arising    in    railroad    work,    and    it    has    made 
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notable  contributions  in  the  line  of  scientific  investigations  covering 
a  wide  range  of  subjects. 

Realizing  the  increasing  responsibilities  of  the  Mechanical  Depart- 
ment, Mi-.  Ely  encouraged  the  entrance  into  the  service  of  young  rnen 
of  teclmical  education,  who  were  given  a  course  of  practical  training 
in  the  shops  under  the  same  rules  and  regulations  as  the  regular  appren- 
tices, their  subsequent  advancement  depending  on  their  development 
of  the  necessary  qualifications. 

The  piecework  system,  which  is  now  used  on  the  whole  Pennsyl- 
vania System,  was  introduced  during  the  early  part  of  Mr.  Ely's 
administration.  Another  feature  was  the  extensive  use  of  committees 
for  the  study  of  important  questions. 

Mr.  Ely's  encouragement  and  the  assistance  given  by  his  organiza- 
tion were  large  factors  in  the  introduction  and  successful  development 
of  the  automatic  car  coupler,  the  air  brake,  and  other  features  of 
modern  railroad  practice. 

An  important  undertaking  was  the  establishment  at  Altoona,  in 
1889,  of  the  Juniata  Shops  for  building  locomotives.  These  shops 
have  been  extended  from  time  to  time  since  to  keep  pace"  with  the 
increasing  size  of  modern  locomotives,  and  still  build  the  greater 
number  of  locomotives  required  by  the  Company. 

Another  notable  practice  established  imder  Mr.  Ely's  direction  was 
the  pooling  of  the  freight  cars  of  all  the  lines  of  the  Pennsylvania 
Kailroad  System,  so  far  as  repairs  were  concerned. 

Incidents  of  this  period  were  the  active  part  which  Mr.  Ely  took 
in  the  rebuilding  of  the  road  at  Johnstown,  after  the  flood  in  1889; 
his  work  as  a  member  of  the  Commission  on  Safe  and  Vault  Con- 
struction, appointed  by  Act  of  Congress  in  1890,  for  the  purpose  of 
improving  the  vault  facilities  of  the  Treasury  Department;  the  exhibits 
of  the  Pennsylvania  Railroad  Company  at  the  various  International 
Expositions — the  Centennial,  Philadelphia,  1876;  Paris,  1889;  Colum- 
bian, Chicago,  1893;  as  well  as  the  later  ones,  Louisiana  Purchase, 
St.  Louis,  1904;  and  Jamestown,  1907 — which  were  prepared  and  car- 
ried out  under  his  direction. 

In  1893,  Mr.  Ely  was  appointed  Chief  of  Motive  Power  of  the 
Pennsylvania  Railroad  Lines  East  and  West  of  Pittsburgh,  with  office 
at  Philadelphia.  Although  in  this  position  his  duties  were  supervisory, 
he  kept  in  close  touch  with  the  work  of  development  of  locomotives 
and  passenger  and  freight  cars  to  meet  the  changing  conditions, 
both  as  to  traffic  and  as  to  materials  for  car  construction.  He  gave 
close  study  to  and  took  an  active  part  in  the  consideration  of  the 
questions  of  policy  involved  in  the  increases  in  the  capacities  of 
locomotives  and  cars,  especially  in  freight  service;  the  substitution 
of  steel  for  wood  in  the  construction  of  both  freight  and  passenger 
cars;  and  the  establishment  of  the  general  principles  of  the  designs. 
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Other  activities  during  this  period  were  his  work  as  Chairman  of 
the  Rail  Committee  of  the  System,  charged  with  the  improvement 
of  the  rail  used;  as  a  member  of  various  committees  of  the  American 
Railway  Association;  as  a  member  of  the  Permanent  Commission  of 
the  International  Railway  Congress;  as  President  of  the  Eastern  Rail- 
road Association,  dealing  with  patent  matters;  as  a  Trustee  of  the 
Philadelphia  Commercial  Museum,  which  is  devoted  to  the  develop- 
ment of  the  foreign  trade  of  the  United  States ;  and  as  a  member  of 
the  Pennsylvania  State  Commission  on  the  Chestnut  Tree  Blight. 
He  was  also  a  Director,  in  the  interest  of  the  Pennsylvania  Railroad, 
of  the  Pennsylvania  and  Cambria  Steel  Companies. 

Mr.  Ely  was  a  member  of  the  Institution  of  Civil  Engineers  of 
Great  Britain,  the  -American  Society  of  Mechanical  Engineers,  the 
American  Institute  of  Mining  Engineers,  and  an  Honorary  Member 
of  the  American  Institute  of  Architects. 

He  was  also  deeply  interested  in  science  and  art,  and  took  an 
active  part  in  many  organizations  for  their  advancement,  among  them 
being  the  American  Society  for  the  Advancement  of  Science,  the 
American  Philosophical  Society,  the  Franklin  Institute,  the  Drexel 
Institute,  the  American  Academy  in  Rome,  Italy,  of  which  he  was 
Vice-President,  and  the  Philadelphia  Orchestra  Association,  of  which 
he  was  a  Trustee. 

Although  ill  health  led  to  his  retirement  from  active  service  with 
the  Pennsylvania  Railroad  in  1911,  it  did  not  entirely  deprive  him  of 
participation  in  the  many  affairs  of  life  of  which  he  was  a  part.  His 
keen  analytical  and  judicial  mind,  trained  and  broadened  by  his  studies 
and  an  experience  covering  almost  the  entire  period  of  railroad 
development,  made  him  a  valued  adviser  in  all  the  activities  with 
which  he  came  in  contact. 

Mr.  Ely  held  the  degree  of  Civil  Engineer  from  Rensselaer  Poly- 
technic Institute,  as  a  graduate,  and  had  conferred  on  him  the  hono- 
rary degrees  of  Master  of  Arts,  Yale,  1807,  and  Doctor  of  Science, 
Hamilton  College,  1904. 

Among  the  social  organizations  with  which  he  was  identified  were 
the  Philadelphia  and  the  Merion  Cricket  Clubs,  of  Philadelphia;  the 
University,  Century,  and  Engineers  Clubs,  of  New  York  City;  and 
the  Metropolitan  Club  of  Washington,  D.  C. ;  the  New  England 
Society  of  Pennsylvania,  and  the  Sons  of  the  American  Revolution. 

Mr.  Ely  is  survived  by  his  four  children — Mr.s.  Charles  L.  Tiffany, 
of  New  York  City,  the  Misses  Gertrude  and  Henrietta  Ely,  of  Bryn 
Mawr,  Pa.,  and  Carl  B.  Ely,  Assoc.  M.  Am.  Soc.  C.  E.,  Superintendent 
of  the  Bridge  Department  of  the  Bothlohem  Steel  Company,  Steel- 
ton,  Pa. 

Mr.  Ely  was  elected  a  Member  of  the  Anierican  Society  of  Civil 
Engineers  on  March  2d,  1881,  and  served  as  a  Director  in  1892-93. 
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RICHARD  EVANS,  M.  Am.  Soc.  C.  E.* 


Died  December  30th,  1916. 


Richard  Evans  was  born  at  Caracas,  Venezuela,  on  November  15th, 
1855,  and,  on  his  father's  side,  came  from  the  Evans  family  long  estab- 
lished in  N'ew  England.  While  he  was  quite  young,  his  parents  re- 
moved to  the  United  States  and  settled  in  Woodbury,  N.  J.  Here  he 
received  his  preliminary  education  before  entering  the  Polytechnic 
College  of  Pennsylvania,  from  which  he  was  graduated  with  the  Class 
of  1S75. 

In  1ST6.  liir.  Evans  was  employed  as  Rodman  and  Levelman  on 
the  location  of  the  Philadelphia  and  Atlantic  City  Railroad,  and,  from 
1877  to  1879,  he  was  engaged  as  Levelman  and  Transitman  on  topog- 
raphy and  revision  of  lines  and  grades  in  the  Twenty-third  Ward  for 
the  City  of  Philadelphia.  In  1879,  he  was  appointed  Transitman,  and, 
later,  Assistant  Engineer  on  the  preliminary  and  location  surveys  for 
the  Danville  and  Shamokin  Railroad,  in  Pennsylvania,  and,  in  1880, 
he  was  made  Assistant  Engineer  on  the  location  of  the  Five  Mile 
Beach  Railroad  and  laying  out  the  Town  of  Anglesea,  N.  J.  From 
July,  1880,  to  February,  1881,  he  served  as  Transitman  in  the  Main- 
tenance of  Way  Department  of  the  Pennsylvania  Railroad. 

In  1881,  Mr.  Evans  went  to  Mexico  as  Transitman  and  Chief  of 
Field  Party  on  the  location  surveys  for  the  Mexican  National  Railroad, 
returning  in  1882,  to  become  Assistant  Engineer  on  the  New  River 
Branch  of  the  Norfolk  and  Western  Railroad.  In  1883,  he  was  ap- 
pointed Assistant  Engineer  with  the  Pennsylvania  Schuylkill  Valley 
Railroad  Company,  on  the  revision  of  part  of  its  line.  He  designed 
and  made  the  plans  for  arch  culverts,  piers,  and  bridge  abutments  on 
6  miles  of  heavy  construction,  including  the  Schuylkill  River  crossing 
and  viaduct  approach. 

From  1884  to  1887,  Mr.  Evans  was  engaged  with  the  Survey  Depart- 
ment of  the  City  of  Philadelphia  on  sewer  construction  in  the  Manayunk 
District  and  on  laying  out  new  streets  in  the  Twenty-second  Ward. 

In  1887,  Mr.  Evans  went  West  and  was  employed  as  Assistant 
Engineer  with  the  St.  Louis  and  San  Francisco  Railroad  Company. 
Returning  to  the  East  in  1888,  he  was  engaged  until  1890  in  private 
practice,  making  plans,  estimates,  and  superintending  the  construction 
of  macadamized  and  telford  roads,  highway  bridges,  etc.,  in  Mont- 
gomery County,  Pennsylvania.  Afterward,  he  accepted  for  a  short 
time  a  position  as  Principal  Assistant  Engineer  on  the  Philadelphia 
and  Seashore  Railroad. 

*  Memoir   prepared    by    the    Secretary   from   information    on    file   at    the    Society 
Headquarters. 
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In  July,  1890,  Mr.  Evans  established  himself  in  private  practice 
at  Hagerstown,  Md.,  in  partnership  with  Mr.  C.  C.  Vandevanter,  which 
was  continued  until  1893.  He  then  removed  to  Jamaica,  N.  Y.,  where 
he  formed  a  partnership  with  his  brother,  Mr.  C.  A.  Evans,  and  con- 
tinued in  private  practice  as  a  Consulting  Engineer  until  his  death, 
which  occurred  on  December  30th,  1916.  He  was  married  in  Phila- 
delphia, Pa.,  about  1887,  but  his  wife  died  two  years  later. 

In  his  work  and  conduct,  which  was  always  above  criticism,  Mr. 
Evans  exemplified  the  best  influences  of  his  profession.  Realizing  his 
incompatibility  with  the  prevailing  requirements  of  corporation  service 
as  he  saw  them,  he  preferred  the  private  practice  of  engineering  for 
which  he  felt  himself  better  fitted  temperamentally.  Holding  to  that 
which  he  considered  to  be  right,  his  decisions  in  regard  to  his  work 
were  made  regardless  of  who  was  or  was  not  benefited  thereby.  In 
the  study  of  any  contemplated  project,  he  always  showed  that  calm- 
ness, ease,  and  continuity  of  application  which  distinguish  the  trained 
engineer. 

Mr.  Evans  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  June  7th,  1893. 
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FRANK  FIRMSTONE,  M.  Am.  Soc.  C.  E.* 


Died  June  27th,  1917. 


Frank  Firmstone,  the  son  of  William  and  Mary  Elizabeth  Firm- 
stone,  was  born  on  August  29th,  1S46,  at  the  Glendon  Iron  Works,  near 
Easton,  Pa.,  which  his  father  had  built  in  1842.  He  received  his  early 
education  at  the  Old  Philips  School  in  Easton.  Later,  he  was  sent 
to  the  Saunders  Military  Institute,  in  Philadelphia,  Pa.,  where  he 
was  prepared  for  the  Polytechnic  College  of  Pennsylvania,  and  was 
graduated  from  that  college  as  a  Mining  Engineer  in  June,  1865. 

In  November,  1865,  Mr.  Firmstone  was  employed  as  Levelman  on 
surveys  for  the  Wilmington  and  Brandywine  Railroad,  which  position 
he  held  until  March,  1866. 

In  January,  1S67,  he  became  associated  with  his  father,  as  Assistant 
Superintendent,  in  the  management  of  the  Glendon  Iron  Works, 
remaining  in  this  position  until  May,  1877,  when  his  father  died. 
Mr.  Firmstone  then  took  full  charge  of  the  Iron  Works  as  General 
Manager,  and  retained  this  position  until  1887,  when  he  retired  from 
active  business.  As  Assistant  Superintendent  and  as  General  Manager 
he  made  the  designs  and  superintended  the  construction  of  all  new 
work  at  the  plant,  including  blast  furnaces,  etc.,  as  well  as  repairs 
and  alterations. 

Subsequent  to  1887,  he  became  associated  with  the  Cranberry  Iron 
and  Coal  Company,  serving  for  a  number  of  years  as  its  President 
and  as  a  Director  on  the  Boards  of  all  its  subsidiary  companies  until 
his  death,  which  occurred  at  his  home  in  Glendon,  Pa.,  on  June 
27th,  1917. 

He  is  survived  by  his  brother,  Mr.  Harry  Firmstone,  of  Long- 
dale,  Ya. 

Among  other  societies  and  clubs  Mr.  Firmstone  was  a  member 
of  the  American  Institute  of  Mining  Engineers,  and  as  such  had 
contributed  to  its  publications  many  interesting  and  valuable  papers 
on  blast  furnace  practice  and  on  matters  pertaining  to  the  manufac- 
ture of  pig  iron,  on  which  subject  he  was  considered  quite  an 
authority. 

He  was  also  a  member  of  the  American  Society  for  Testing  Mate- 
rials, American  Forestry  Association,  Engineers'  Club  of  New  York 
City,  Automobile  Club  of  Philadelphia,  Pa.,  Country  Club  of  North- 
ampton County,  Pomfret  Club  of  Easton,  Pa.,  Northampton  County 
Historical  and  Genealogical  Society,  and  Trinity  Protestant  (Episco- 
pal) Church,  of  Easton,  Pa. 

Mr.  Firmstone  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  August  7th,  1878. 

•  Memoir   prepared   by   the    Secretary   from   information    on    file   at   the    Society 
Headquarters. 


1712  MEMOIR    OF    JAMES    WALTER    GRIMSHAW 

JAMES  WALTER  GRIMSHAW,  M.  Am.  Soc.  C.  E.* 


Died  February  15th,  1917. 


James  Walter  Grimsliaw  was  born  at  Manchester,  England,  on  April 
19th,  1852.  In  1868,  he  was  sent  to  Germany  where  he  was  a  pupil 
of  Carl  Bach,  a  well-known  civil  engineer  of  Stuttgart,  until  1870.  He 
then  entered  the  machine  shops  of  E.  Harn,  of  the  same  city,  where 
he  served  an  apprenticeship  of  one  year.  In  1871,  Mr.  Grimshaw 
entered  the  Stuttgart  Royal  Polytechnic  School,  from  which  he  was 
graduated  in  Civil  Engineering  in  1874. 

After  his  graduation,  Mr.  Grimshaw  returned  to  England,  where 
he  was  employed  until  1877  in  the  Engineering  Departments  of  Messrs. 
Sharp,  Stewart  and  Company  and  Messrs.  Ormerod,  Grierson  and 
Company,  of  Manchester.  He  was  also  engaged  for  a  short  time  as 
Resident  Engineer  of  the  Netham  Chemical  Works  at  Bristol. 

In  1877,  Mr.  Grimshaw  went  to  Australia  where  he  spent  the 
greater  part  of  his  professional  life.  He  first  entered  the  service  of 
the  South  Australian  Government  and  received  the  appointment  of 
Resident  Engineer  in  the  Harbors  and  Jetties  Department,  where  he 
remained  until  1880.  He  then  entered  the  service  of  the  Government 
of  New  South  Wales,  in  the  Rivers  and  Harbors  Department,  his 
first  position  being  Resident  Engineer  of  the  Sydney  Water  Supply 
Works,  in  charge  of  the  construction  and  maintenance  of  the  canals, 
tunnels,  aqueducts,  etc. 

About  1890,  Mr.  Grimshaw  made  the  surv^eys  for  the  proposed  water 
supply  for  the  City  of  Armidale,  and  supervised  the  completion  and 
testing  of  the  steel  service  reservoir  for  the  Albury  water  supply. 

On  the  completion  of  this  work,  he  was  appointed  Resident  Engi- 
neer on  the  Richmond  River  and  Harbor  Works,  where  two  break- 
waters and  a  training  wall  were  being  constructed.  Subsequently, 
he  was  sent  to  Sydney  as  Resident  Engineer  over  the  works  in  Sydney 
Harbor  and  the  South  Coast  District.  In  this  position  he  had  charge 
of  extensive  wharf  construction  and  the  conversion  of  Darling  Island 
into  a  deep-water  shipping  depot. 

In  1901,  Mr.  Grimshaw  retired  from  the  service  of  the  Govern- 
ment of  Now  South  Wales  and  returned  to  England,  where  he  resided 
until  his  death  which  occurred  at  Brighton,  on  February  15th,  1917. 

He  was  a  monibcr  of  St.  Stoi)hon's  Club,  of  London,  and  of  the 
Institution  of  Civil  Engineers  of  Great  Britain. 

Mr.  Grimshaw  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  November  7th,  1888. 

•  Memoir    preparetJ    by    the    Secretary    from    Information    on    file   at    the   Society 
Headquarters. 
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WILLIAM  OSWALD  HENDERER,  M.  Am.  Soc.  C.  E.* 


Died  February  8th,  1917. 


William  Oswald  Henderer,  the  son  of  Myers  Henderer  and  Euretta 
Curtis  Henderer,  was  born  on  May  11th,  1865,  in  Greenbush,  now 
known  as  Rensselaer,  Eensselaer  County,  IST.  Y.  He  received  his  early 
education  in  the  district  schools  of  Schodack  Landing  and  Castleton, 
in  Eensselaer  County,  and  in  the  grammar  and  high  schools  of 
Albany,  N.  Y.  His  technical  training  was  received  at  Rensselaer 
Polytechnic  Institute,  Troy,  N.  Y.,  where  he  was  a  member  of  the 
Class  of  18S7. 

From  Jvme,  1887,  to  January,  1888,  Mr.  Henderer  served  as  an 
Assistant  in  the  office  of  the  City  Engineer,  of  Troy.  During  the 
spring  and  summer  of  1888  he  worked  on  a  preliminary  survey  through 
Northern  Ohio  for  the  Pennsylvania  Railroad  Company. 

From  May,  1888,  until  April,  1891,  he  was  with  G.  W.  G.  Ferris 
and  Company,  of  Pittsburgh,  Pa.,  as  Shop  Inspector  on  bridge,  rail- 
road, and  viaduct  steelwork,  and  it  was  here  that  he  became  acquainted 
with  Frank  C.  Osborn,  M.  Am.  Soc.  C.  E.,  with  whom,  later,  he  was 
associated. 

From  April  to  November,  1891,  Mr.  Henderer  was  Draftsman  and 
Assistant  Engineer  for  the  Detroit  Bridge  and  Iron  Works,  and  from 
November,  1891,  to  March,  1893,  he  served  in  a  similar  capacity  with 
tlie  Berlin  Iron  Bridge  Company,  of  East  Berlin,  Conn. 

In  March,  1893,  he  went  to  Cleveland,  Ohio,  to  be  with  Mr.  Osborn, 
in  charge  of  inspection  and  tests.  From  December,  1897,  to  June, 
1900,  as  a  member  of  the  Osborn  Company,  Civil  Engineers,  he  was 
in  charge  of  structural  design,  inspection,  and  general  office  work. 
During  this  period,  the  Brooklyn-Brighton  Viaduct  and  the  South 
Rocky  River  Viaduct,  in  Cuyahoga  County,  Ohio,  and  the  Zanesville 
Y-Bridge,  in  Zanesville,  Ohio,  were  among  the  larger  and  more  inter- 
esting works  handled  by  the  Company. 

In  June,  1900,  The  Osborn  Engineering  Company  was  incorpo- 
rated, and  Mr.  Henderer  became  its  first  Vice-President.  This  posi- 
tion he  held  imtil  the  summer  of  1910,  at  which  time  Mr.  Osborn 
retired  from  active  charge  of  the  company,  and  Mr.  Henderer  became 
President. 

In  recent  years,  the  Boston,  New  York,  Cleveland,  Washington,  and 
Detroit  baseball  parks,  and  the  factory  buildings  for  the  Firestone  Tire 
and  Rubber  Company  and  The  B.  F.  Goodrich  Company,  have  been 
included  among  the  more  important  structures  designed  by  the  Com- 
pany^  

•  Memoir  prepared  by  Kenneth  H.  Osborn,  Assoc.  M.  Am.  Soc.  C.  E. 
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Mr.  Henderer  continued  as  President  of  the  Company  until  his 
death,  on  February  8th,  1917,  at  Miami,  Fla.  He  had  been  absent  from 
Cleveland  only  about  10  days  on  a  fishing  trip,  when  he  was  seized  by 
a  sudden  attack  of  peritonitis.  He  was  taken  to  a  hospital  in  Miami, 
but  lived  only  a  few  days  after  the  attack. 

Mr.  Henderer  was  married  on  June  21st,  1893,  to  Ida  F.  Mayer,  of 
Cleveland,  and  had  one  daughter,  Geraldine. 

He  was  an  active  member  of  the  Cleveland  Engineering  Society, 
and  had  served  as  President  of  that  organization.  He  was  also  a  mem- 
ber of  the  American  Society  for  the  Promotion  of  Engineering  Educa- 
tion, the  Cleveland  Athletic  Club,  the  Shaker  Heights  Country  Club, 
and  the  Chippewa  Lake  Club.  He  was  deeply  interested  in  the  Masonic 
organizations  of  Cleveland,  and  was  very  active  in  all  those  of  which 
he  was  a  member. 

Mr.  Henderer  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  April  3d,  1901. 
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ARTHUR  HIDER,  31.  Am.  Soe.  C.  E.* 


Died  July  28th,  1916. 


Arthur  Hider  was  born  in  London,  England,  on  February  29th, 
1S44,  and  died  at  his  home  in  Greenville,  Miss.,  on  July  28th,  1916. 
He  was  the  son  of  James  and  Maria  (Dear)  Hider.  In  1853,  when  he 
was  nine  years  of  age,  his  family  moved  from  England  to  London, 
Ont.,  Canada.  He  received  his  early  education  in  the  schools  of  the 
latter  place  and  afterward  taught  school  there  for  a  while.  In  1864, 
at  the  age  of  twenty,  he  went  to  Cleveland,  Ohio,  where  he  began  the 
study  of  engineering,  as  a  private  pupil,  under  Peter  Emslie,  a  civil 
engineer,  with  whom  he  spent  about  one  year. 

In  1866,  Mr.  Hider  was  employed  as  a  Draftsman  by  George  Steuly, 
City  Engineer  of  Louisville,  Ky.,  and,  after  one  year's  service  in  that 
position,  was  appointed  Assistant  City  Engineer  and  given  charge  of 
the  public  works  in  one-half  of  the  city.  After  the  death  of  Mr.  Steuly, 
in  1869,  Mr.  Hider  was  continued  in  the  same  position  under  the  late 
I.  M.  St.  John,  M.  Am.  Soc.  C.  E.,  who  succeeded  Mr.  Steuly  as  City 
Engineer,  until  1871,  when  the  late  Thomas  P.  Shanks,  M.  Am.  Soc. 
C.  E.,  became  City  Engineer.  Mr.  Hider  was  then  appointed  Principal 
Assistant  City  Engineer,  and  given  charge  of  all  improvements  made 
by  the  city,  except  in  the  Sewer  Department.  He  continued  to  serve 
in  this  position  until  some  time  in  1876,  when  Mr.  Shanks  was  retired 
from  office,  and  he,  as  the  Principal  Assistant,  along  with  him. 

From  1876  to  the  early  part  of  1879,  Mr.  Hider  was  engaged  with 
his  former  Chief,  Mr.  Shanks,  in  engineering  and  contracting  work, 
during  which  time  they  constructed  a  reservoir  at  Anchorage,  Ky., 
and,  for  about  one  year,  were  engaged  on  masonry  work  at  the  new 
reservoir  at  Louisville,  Ky.,  both  of  which  were  under  the  supervision 
of  the  late  Charles  Hermany,  Past-President,  Am.  Soc.  C.  E.,  Chief 
Engineer  of  the  Louisville  Water- Works. 

Mr.  Hider  entered  the  Government  service  in  1879,  and,  for  a  short 
time,  was  employed  under  Charles  P.  Suter,  M.  Am.  Soc.  C.  E.,  Major, 
Corps  of  Engineers,  U.  S.  Army  (now  Brigadier-General,  Retired),  in 
making  hydrographic  surveys  and  physical  observations  on  the  Missis- 
sippi River,  near  Arkansas  City,  Ark.  Maj.  Suter  was  appointed  a 
member  of  the  Mississippi  River  Commission,  which  body  was  created 
by  Act  of  Congress,  dated  June  28th,  1879,  and  Mr.  Hider  was  assigned 
to  duty  under  Lieut.  Smith  S.  Leach,  Corps  of  Engineers,  the  Secre- 
tary of  that  Commission.  From  October,  1879,  to  November,  1880,  he 
was  engaged  in  making  hydrographic  surveys  and  collecting  physical 
data  on  the  river  near  Lake  Providence,  La.,  and,  later,  had  charge  of 

*  Memoir  prepared  by  Charles  H.  West,   M.  Am.  ,Soc.  C.   E. 
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a  party  taking  slope  observations  along  the  river  between  Cairo,  111., 
and  New  Orleans,  La. 

The  Commission  was  now  ready  to  begin  construction,  and,  in 
September,  1881,  Mr.  Hider  was  assigned  to  duty  as  one  of  the  As- 
sistant Engineers  in  the  Third  Mississippi  River  District,  extending 
from  the  White  River  to  a  few  miles  below  the  mouth  of  the  Yazoo 
River.  The  Engineer  Officer  in  charge  of  the  district  was  Lieut. 
W.  L.  Marshall,  who,  later,  became  Chief  of  Engineers,  U.  S.  Army. 
During  the  few  years  that  Mr.  Hider  served  under  this  officer,  they 
learned  to  regard  each  other  highly,  and  there  ever  aft6r  existed  a 
friendly  feeling  between  them. 

At  the  time  when  Mr.  Hider  entered  the  Government  service  under 
the  Mississippi  River  Commission,  very  few  reliable  data  were  avail- 
able as  to  the  regimen  of  the  Mississippi,  and  few,  if  any,  precedents 
of  practical  value  as  guides  in  a  project  of  such  character  and  magni- 
tude as  that  which  had  been  assigned  to  the  Commission.  His  first 
service  was  in  connection  with  surveys  and  observations  to  collect  data 
necessary  for  a  study  and  development  of  plans  for  the  improvement 
of  the  river,  but  when  it  was  decided  to  begin  construction,  he  was 
transferred  to  that  work,  and  soon  became  the  Principal  Assistant 
Engineer  in  charge  of  all  revetment  and  other  work  of  channel  im- 
provement in  the  Third  Mississippi  River  District,  serving  continuously 
in  that  position  until  his  death. 

The  first  works  of  construction  were  necessarily  experimental  in 
type,  as  were  also  the  various  kinds  of  plant  needed  for  carrying  on 
the  work.  Mr.  Hider  was  intimately  connected  with  each  sten  in  the 
development  of  suitable  types  of  construction,  and  also  had  much  to 
do  with  the  design  and  construction  of  towboats,  hydraulic  graders, 
and  the  various  other  items  of  plant  required  for  the  work  in  the 
Third  District.  He  took  great  interest  in  the  development  of  plans 
for  the  improvement  and  control  of  the  river,  and  no  small  share  of 
credit  for  successful  work  is  due  to  his  faithful,  untiring,  and  patient 
attention  to  the  duties  of  his  position.  He  came  to  be  regarded  as  an 
authority  on  bank  revetment  and  other  channel  works,  and  his  counsel 
in  such  matters  always  had  weight. 

Mr.  Hider  was  connected  with  levee  construction  only  in  a  limited 
way,  but  he  was  a  close  observer  of  what  was  going  on  in  that  line,  and 
had  very  clear  views  in  regard  to  that  work. 

In  addition  to  his  work  under  the  Mississippi  River  Commission, 
he,  occasionally,  while  on  leave  of  absence  and  during  spare  time, 
served  as  Consulting  Engineer  in  connection  with  municipal  improve- 
ments, some  of  which  were  the  design  and  construction  of  water-works 
systems  at  Greenville,  Miss.,  Lake  Providence,  La.,  and  other  places; 
he  was  expert  member  of  the  Committee  to  detorinine  the  value  of  the 
water-works  system  of  Memphis,  Tenn.,  \vh(>n  that  system  was  taken 
over  by  the  City  of  M(Miii)liis. 
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Mr.  Hider  enjoyed  remarkably  good  health  until  the  last  three 
years  of  his  life.  During  the  spring  of  1913,  while  temporarily  in 
charge  of  the  work  of  closing  the  crevasse  in  the  levee  near  Beulah, 
Miss.,  he  was  exposed  to  very  inclement  weather,  with  the  result  that 
he  was  taken  seriously  ill  and  never  after  entirely  regained  his  health. 
He  was  unable  to  attend  to  active  duties  for  more  than  a  year  prior 
to  his  death,  but  he  continued  to  go  to  the  office  and,  except  during  the 
last  few  weeks,  he  could  be  found  at  his  desk  every  day  when  he  was 
strong  enough  to  leave  home. 

Mr.  Hider  was  indeed  a  veteran  of  the  Engineer  Service  of  the 
Mississippi  River.  There  being  no  provision  in  law  for  the  retirement 
of  civilian  engineers  in  the  service  of  the  Government,  he,  like  many 
others,  remained  on  duty  until  advanced  in  age  and  literally  worn  out. 

He  lived  to  see  nearly  all  the  Engineer  Officers  under  whom  he  had 
served  in  the  early  days  on  the  river  retired  with  high  rank,  and,  as 
these  men  were  near  his  own  age  and  counted  among  his  friends,  he 
was  always  pleased  to  hear  of  any  good  fortune  that  came  to  any 
of  them. 

In  later  times,  it  was  his  province  to  serve  under  District  Officers 
who  were  many  years  younger  than  himself,  and  to  each  of  these  he 
gave  loyal  assistance.  They,  in  turn,  recognized  his  ability  and  ripe 
experience,  and  his  candid  manner  and  earnest  attention  to  duty  never 
failed  to  win  their  confidence  and  esteem. 

He  was  a  good  organizer,  and  believed  in  strict  discipline.  He 
recognized  authority  in  those  above  him,  and  demanded  obedience  to 
orders  from  those  under  him.  He  was  highly  respected  by  his  sub- 
ordinates, and,  though  they  dreaded  his  displeasure,  they  delighted  in 
his  approval,  for  he  was  just  in  his  dealings  with  them  and  ever 
ready  to  give  credit  where  it  was  due.  It  was  a  pleasure  to  him  to 
advise  and  otherwise  help  along  young  engineers  who  appeared  to  be 
earnest  and  appreciative  of  his  guidance. 

Mr.  Hider  took  an  active  interest  in  the  civic  aifairs  of  the  com- 
munity in  which  he  lived.  There  was  no  pretense  and  very  little 
diplomacy  in  his  nature,  and  he  was  outspoken  in  his  opinions.  He 
was  well  informed  on  many  subjects  other  than  his  profession,  and  had 
a  fine  appreciation  of  music  and  art. 

Mr.  Hider  was  a  member  of  the  Protestant  Episcopal  Church,  and 
though  not  outwardly  a  devout  churchman,  he  had  deep  religious  con- 
victions. He  loved  the  quietude  of  his  home  life,  and  was  a  devoted 
husband  and  kind  father,  and  although  he  seemingly  cared  but  little 
for  social  life  in  general,  he  was  fond  of  the  companionship  of  his 
friends. 

He  was  married  in  Louisville,  Ky.,  on  October  6th,  1873,  to  Emma 
K.  Anderson,  who,  with  two  daughters  and  three  sons,  survives  him. 

Mr.  Hider  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  September  7th,  1881. 
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SIDNEY  WILLETT  HOAG,  Jr.,  M.  Am.  Soc,  C.  E.* 


Died  November  1st,  1916. 


Sidney  Willett  Hoag,  Jr.,  son  of  Sidney  Willett  and  Ann  Augusta 
Hoag,  was  born  in  New  York  City,  on  June  5th,  1857.  He  received  iiis 
preliminary  education  in  the  public  schools  and  was  admitted  to  the 
College  of  the  City  of  New  York  in  1872  as  a  student  in  the  scientific 
course,  from  which  he  was  graduated  in  June,  1^77.  From  1877  to  1879, 
he  pursued  the  post-graduate  course  in  Civil  Engineering  in  the  same 
college  under  the  late  Professor  A.  G.  Compton,  Assoc.  Am.  Soc.  C.  E., 
and  was  graduated  with  the  certificate  of  Civil  Engineer. 

In  1879,  after  leaving  college,  Mr.  Hoag  went  with  the  New  York 
City  and  Northern  Eailroad,  being  first  engaged  on  trestle  construction. 
Subsequently,  during  construction,  he  had  charge  of  the  distribution 
of  materials  and  supplies,  and  later  was  engaged  in  the  construction 
of  roadbed,  turn-tables,  and  depots,  from  Croton  Lake  to  Lake  Mahopac. 

In  1880  he  entered  the  service  of  the  City  of  New  York,  being 
engaged  in  the  Department  of  Public  Parks  as  an  Assistant  Engineer. 
His  efforts  in  the  Park  Department  were  directed  toward  the  public 
improvement  of  the  annexed  district.  He  had  charge  of  various  classes 
of  engineering  work  under  the  jurisdiction  of  the  Park  Department, 
including  surveys,  laying  out  of  streets,  monumenting,  preparation 
of  tax  maps,  rule,  damage,  and  benefit  maps,  and  work  of  general 
construction  involving  regulating  and  grading,  and,  in  addition,  he 
directed  the  work  of  the  various  field  parties. 

In  1891,  Mr.  Hoag  was  appointed  an  Assistant  Engineer  in  the 
Department  of  Docks  and  Ferries,  and  was  assigned  by  George  S. 
Greene,  Jr.,  M.  Am.  Soc.  C.  E.,  then  Engineer  in  Chief,  as  head  of 
the  drafting-room.  In  this  position,  Mr.  Hoag  directed  the  preparation 
of  plans  and  specifications  for  various  works  of  construction,  under- 
taken by  the  Department  along  the  water-froiit,  such  as  piers,  bulk- 
heads, freight  sheds,  and  freight  and  passenger  terminals,  and  the 
approval  of  structural  features  of  all  plans  submitted  by  private  owners 
and  lessees  for  all  kinds  of  wharf  structures. 

In  1908,  Mr.  Hoag  was  appointed  Deputy  Chief  Engineer  of  the 
Department  under  Charles  W.  Staniford,  M.  Am.  Soc.  C.  E.,  Chief 
Eiigiriocr.  During  his  inc\iinh(>ncy  as  l)(>i)uty  (Mii(^f  Engineer,  the 
Department  of  Docks  carried  out  many  important  works  of  construc- 
tion, involving  piers,  bulkliead  walls,  freight  sliods,  and  ferry  terminals. 
Some  notable  pieces  of  construction  on  whicli  Air.  Hoag  was  engaged 
are  the  municipal  ferry  terminal  at  St.  George,  Statcn  Island,  the 
municipal   ferry  buildings   at  the  Battery,   known   as  the   :Manhatt!in 

'  •  Memoir  prepared  by  Charles  W.  Staniford.  M.  Am.  Soc.  C.  B. 
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Terminal  of  the  South  Brooklyn  Ferry,  the  Whitehall  Terminal  of  the 
Staten  Island  Ferry,  and  also  the  viaduct  approach  to  the  St.  George 
Ferry,  at  St.  George.  The  most  conspicuous  and  important  under- 
taking by  the  Department  of  Docks  during  this  period  was  the  con- 
struction of  the  great  transatlantic  steamship  terminal  popularly 
termed  the  Chelsea  Section.  This  is  on  the  ISTorth  Kiver  water-front, 
and  covers  the  section  from  West  14th  to  West  23d  Streets.  It  involved 
the  construction  of  nine  piers,  with  freight  sheds  thereon,  and  putting 
in  heat,  light,  and  power  equipment  for  operating  purposes.  This 
section  represents  an  expenditure  of  many  millions  of  dollars,  and  the 
accommodation  it  affords  for  large  transatlantic  liners  is  not  equalled 
anywhere  in  the  world. 

This  large  undertaking  by  the  Department  involved  an  enormous 
amount  of  detail  work  in  connection  with  the  preparation  of  plans  and 
specifications,  and  the  examination  and  approval  of  plans  submitted 
by  contractors  during  construction. 

The  successful  completion  of  the  Chelsea  Section  demonstrated  Mr. 
Hoag's  capacity  for  hard  work,  and  his  great  attention  to  detail 
enabled  the  Department  to  carry  out  successfully  many  large  under- 
takings involving  extreme  detail  in  steel  construction  and  intricate 
problems  in  connection  with  heat,  light,  and  power  equipment.  Mr. 
Hoag  was  a  loyal  assistant,  conscientious  in  everything  he  did,  and, 
above  all,  a  man  of  sturdy  integrity.     His  work  was  his  hobby. 

He  never  had  any  interest  outside  of  his  professional  work,  and 
was  held  in  high  esteem  by  the  fellow  members  of  his  Profession. 

In  March,  1904,  he  became  a  member  of  the  Society  of  Municipal 
Engineers  of  the  City  of  New  York,  and  at  once  took  an  active  interest 
in  its  affairs.  He  was  rewarded  with  honors  for  his  labors,  being  elected 
Second  Vice-President  in  1910 ;  First  Vice-President  in  1911,  and 
President  of  the  Society  in  1912.  He  continued  his  interest  in  the 
Society,  being  on  the  Board  of  Directors  as  Past-President,  at  the 
time  of  his  death. 

In  1905,  Mr.  Hoag  delivered,  before  the  Municipal  Engineers,  a 
very  interesting  paper  entitled  "The  Dock  Department  and  the  ISTew 
York  Docks."  The  paper  dealt  with  the  history  of  the  Dock  Depart- 
ment and  its  work,  and  contained  considerable  detailed  data  relative 
to  water-front  construction.  It  had  a  wide  distribution,  and  was 
considered  the  most  meritorious  paper  of  the  year.  For  this  Mr. 
Hoag  received  the  Society  medal  in  recognition  of  his  achievement. 

In  1914,  his  health  failed,  and  he  was  compelled  by  his  physical 
condition  to  give  up  active  work.  He  retired  from  the  Department 
of  Docks  on  a  pension  after  35  years  in  the  service  of  the  City. 

After  about  a  year's  rest,  he  regained  some  of  his  strength  and 
joined  B.  F.  Cresson,  Jr.,  M.  Am.  Soc.  C.  E..  assisting  the  latter  in 
the  preparation  of  plans   and  specifications   for   the   construction   of 
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an  extensive  water-front  and  railroad  terminal  development  at  Bayonne, 
N.  J.    He  was  associated  with  Mr.  Cresson  up  to  the  time  of  his  death. 

System,  the  love  of  detail,  and  the  habit  of  accumulating  interesting 
data  pertaining  to  his  Profession,  were  some  of  Mr.  Hoag's  personal 
characteristics.  He  was  a  thorough,  painstaking,  and  conscientious 
worker,  and  the  bigger  the  job,  the  happier  it  made  him.  Although, 
in  his  younger  days,  he  was  fond  of  athletics  and  had  joined  the 
New  York  Athletic  Club,  engaging  in  running  races,  his  whole  time, 
during  his  later  years,  was  given  to  the  work  of  his  Profession.  He 
was  a  capable  executive,  had  a  frank,  genial  personality,  a  high  code 
of  honor,  and  won  the  admiration  of  those  who  knew  him. 

Mr.  Hoag  was  a  member  of  the  New  York  Athletic  Club,  the 
Municipal  Engineers  of  the  City  of  New  York,  and  the  Royal  Arcanum. 

Mr.  Hoag  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  September  2d,  1885.  He  served  as  a  member  of  the 
Nominating  Committee  in  1913-14. 
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CHARLES  WILCOX  HOTCHKISS,  M.  Am.  Soc.  C.  E.* 


Died  October  28th,  1916. 


Charles  Wilcox  Hotchkiss,  the  son  of  Edgar  F.  and  Caroline  Enos 
Hotchkiss.  was  born  at  Unadilla  Forks,  N.  Y.,  on  June  19th,  1863. 

Mr.  Hotchkiss  began  his  engineering  career  as  a  Rodman  on  the 
New  York,  West  Shore,  and  Buffalo  Railroad,  when  he  was  20  years 
old.  He  left  that  position  after  a  short  time  to  enter  the  employ  of 
the  Pennsylvania  Railroad  Company  as  Rodman  and  Assistant  Engi- 
neer, which  position  he  retained  until  August,  1886,  when  he  went  to 
the  Michigan  Central  Railroad,  as  Assistant  Engineer  in  charge  of 
construction.  In  1890,  he  was  appointed  Division  Engineer  in  charge 
of  the  Chicago  Division,  and,  in  May,  1895,  he  became  Chief  Engineer 
of  the  Chicago,  Hammond,  and  Western  Railroad,  in  full  charge  of 
all  matters  in  connection  with  its  construction.  In  1897,  Mr.  Hotch- 
kiss held  the  position  of  Chief  Engineer  and  Superintendent  of  Con- 
struction for  the  Chicago,  Hammond,  and  Western  Railroad  Company, 
and  of  the  Michigan  Central  Terminal  Railroads,  in  charge  of  the 
extension  of  the  Chicago  Terminal.  In  1899,  he  was  appointed  Chief 
Engineer  of  the  Chicago  Transfer  and  Clearing  Company,  and  Con- 
sulting Engineer  of  the  Michigan  Central  System. 

In  1900,  Mr.  Hotchkiss  became  President  of  the  Indiana  Harbor 
Railroad  Company,  and  constructed  the  Indiana  Harbor  Belt  Railroad 
from  Indiana  Harbor  around  Chicago,  as  well  as  the  Chicago,  Indiana 
and  Southern  Railroad,  from  Chicago  to  Danville,  111.  After  com- 
pleting these  roads  in  1905,  he  effected  their  consolidation  with  the 
Xew  York  Central  System,  and  became  General  Manager  of  the  con- 
solidated companies. 

In  1912,  Mr.  Hotchkiss  became  President  of  the  Chicago  Utilities 
Company  and  the  Chicago  Tunnel  Company,  and,  in  1913,  he  was 
called  to  New  York  City  to  take  over  the  management  of  the  various 
properties  and  interests  of  the  late  H.  H.  Rogers.  At  the  time  of  his 
death,  which  occurred  at  Battle  Creek,  Mich.,  on  October  28th,  1916, 
from  organic  heart  trouble,  he  was  Chairman  of  the  Board  of  Directors 
of  the  Virginian  Railway  Company;  Chairman  of  the  Atlantic  Coast 
Electric  Railway  Company;  President  of  the  Chicago  Tunnel  Com- 
pany, the  Rail  Joint  Company,  the  Richmond  Light  and  Railroad 
Company,  the  Staten  Island  Midland  Railway  Company,  and  of  various 
other  power,  light,  and  railroad  companies. 

Mr.  Hotchkiss  was  a  pioneer  in  the  promotion  and  development 
of  the  Calumet  Manufacturing  District  of  Indiana,  particularly  in 
the  Cities  of  East  Chicago,  Indiana  Harbor,  Hammond,  and  Michigan 
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City.  By  his  construction  and  development  of  the  railroad  facilities 
of  that  District  he  laid  the  groundwork  for,  and  made  possible,  the 
present  tremendous  growth  of  these  localities.  He  retained  an  active 
interest  in  the  Calumet  District  until  his  death,  and  the  recently  com- 
pleted building  for  the  First  Calumet  Trust  and  Savings  Bank,  at  East 
Chicago,  which  is  the  finest  bank  building  in  Northern  Indiana  and 
was  erected  under  the  personal  direction  of  Mr.  Hotchkiss,  together 
with  the  Indiana  Harbor  Belt  Eailroad,  are  the  two  outstanding  monu- 
ments to  his  activities  in  that  region.  He  also  had  large  real  estate 
holdings  there,  extending  from  Laporte  and  Michigan  City,  Ind.,  to 
Chicago,  111. 

Mr.  Hotchkiss  is  survived  by  his  widow,  Mrs.  Mary  Jayne  Hotch- 
kiss, and  by  two  brothers  and  one  sister. 

He  was  a  member  of  the  Chicago,  Mid  Day,  Press  and  Engineers' 
Clubs,  and  of  the  Indiana  Society,  of  Chicago,  111.;  Duquesne  Club, 
of  Pittsburgh,  Pa. ;  the  Lawyers',  Engineers',  Transportation,  and  Rich- 
mond County  Country  Clubs,  of  New  York  City;  the  Western  Society  of 
Engineers;  the  American  Railway  Engineering  Association;  and  a  Life 
Member  of  the  Art  Institute  of  Chicago.  He  was  also  a  member  of 
the  Protestant  Episcopal  Church  and  the  Medinah  Temple  Shrine. 

Mr.  Hotchkiss  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  January  5th,  1898. 
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WILLIAM  HENRY  HUNTER,  M.  Am.  Soc.  C.  E.* 


Died  February  27th,  1917. 


William  Henry  Hunter,  the  son  of  Henry  Hunter,  was  born  at 
Cork,  Ireland,  on  June  16th,  1849.  While  he  was  quite  young,  his 
parents  removed  to  England,  and  the  boy  was  educated  at  private 
schools  at  his  home  in  Sunderland  and  at  the  College  of  Physical 
Science,  University  of  Durham,  at  Newcastle-on-Tyne. 

In  1866,  he  entered  the  Engineering  Workshops  of  the  Eiver  Wear 
Commissioners  where  he  remained  until  1868,  when  he  went  into  the 
office  of  the  late  Thomas  Meik  as  a  pupil. 

Having  served  his  pupilage,  Mr.  Hunter,  in  January,  1870,  was 
employed  as  Assistant  in  the  office  of  Messrs.  Meik  and  Nisbet,  Harbor 
and  Dock  Engineers,  of  Edinburgh  and  Sunderland,  and  was  engaged 
on  harbor  and  dock  work  on  the  Rivers  Wear,  Blyth,  and  Coquet,  at 
Burntisland  and  Ayr,  and  also  on  surveys  for  the  Hylton,  Southwick, 
and  Monkwearmouth  Railway,  a  branch  of  the  North  Eastern  Railway. 

From  January,  1872,  to  September,  1873,  he  served  as  Resident 
Engineer  on  the  construction  of  the  Hylton,  Southwick,  and  Monkwear- 
mouth Railway  in  the  County  of  Durham.  He  then  accepted  the  posi- 
tion of  Assistant  Engineer  on  the  reconstruction  of  the  River  Weaver 
Xavigation,  in  the  County  of  Chester,  and  remained  in  that  position 
until  1882.  The  work  consisted  of  enlarging  and  adapting  the  River 
Weaver  for  navigation  by  large  barges  and  coasting  vessels,  thus  giving 
commercial  outlet  to  the  interests  engaged  in  the  Cheshire  salt  trade. 

From  1882  to  1885,  Mr.  Hunter  was  engaged  as  Chief  Assistant  to 
the  late  Sir  Edward  Leader  Williams,  on  the  surveys,  preparation  of 
designs,  and  Parliamentary  contests,  in  connection  with  the  project 
to  connect  the  City  of  Manchester  with  the  sea  by  a  ship  canal,  and  on 
work  for  the  regulation  and  improvement  of  the  River  Dee  in  Cheshire 
and  Xorth  Wales. 

In  1885,  when  the  Manchester  Ship  Canal  Company  was  incor- 
porated, Mr.  Hunter  was  appointed  Assistant  Chief  Engineer,  and,  as 
such,  was  directly  and  responsibly  concerned  with  all  the  engineering 
operations  connected  with  the  actual  design  and  construction  of  that 
waterway,  including  the  Canal  proper  and  all  its  auxiliary  works. 

In  1895,  he  was  made  Engineer  and,  in  1896,  Chief  Engineer  of 
the  Manchester  Ship  Canal,  which  position  he  held  until  1910.  During 
this  time  Mr.  Hunter  had  charge  of  the  maintenance  of  the  entire 
project  and  carried  out  all  additional  works  necessary  to  its  develop- 
ment, including  the  extension  of  the  great  system  of  docks,  railways, 
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etc.  It  was  during  his  incumbency  as  Chief  Engineer,  that  the  new 
Dock  No.  9  was  opened,  with  great  ceremony,  hy  His  Majesty,  the  late 
King  Edward  VII,  on  July  5th,  1905. 

In  1910,  Mr.  Hunter  was  appointed  Consulting  Engineer  of  the 
Manchester  Ship  Canal,  which  position  he  held  until  his  death,  which 
occurred  at  his  home  at  Bank  House,  Woodley,  Cheshire,  on  February 
27th,  1917. 

Mr.  Hunter  was  recognized  as  the  foremost  English  authority  on 
canal  and  harbor  construction,  equipment,  and  operation.  In  1898, 
he  was  appointed  a  member  of  the  Comite  Technique  which  was  con- 
stituted by  the  French  Government  to  consider  and  prepare  plans,  for 
the  New  Panama  Canal  Company,  for  the  French  Panama  Canal,  and, 
in  1905,  at  the  request  of  the  United  States  Government,  he  became  a 
member  of  the  Advisory  Board  of  Consulting  Engineers,  appointed  by 
the  President  to  consider  and  report  on  the  plans  for  the  American 
Panama  Canal  project,  for  which  he  strongly  favored  a  sea-level,  as 
against  a  lock,  canal. 

Mr.  Hunter  was  a  member  of  the  Institution  of  Civil  Engineers  and 
frequently  took  part  in  the  discussion  of  papers  on  canals  and  water- 
works. He  also  presented  a  paper  on  the  "Artificial  Waterways  in 
Great  Britain",*  before  the  International  Engineering  Congress,  held 
in  St.  Louis,  Mo.,  in  1904,  under  the  auspices  of  the  Society. 

He  was  also  a  member  of  the  Society  of  Arts  and  the  Manchester 
Association  of  Engineers,  and  a  Commissioner  for  the  Navigation  for 
the  Upper  Mersey.  Mr.  Hunter  was  of  a  deeply  religious  nature  and 
was  a  devoted  member  of  the  Plymouth  Brethren,  frequently  preaching 
and  taking  an  active  part  in  their  meetings  in  Lancashire  and  Cheshire. 
A  strenuous  business  man,  he  was  noted  for  his  gentleness  and  courtesy 
as  husband,  father,  and  host,  and  his  love  for  children  and  their  love 
for  him  was  a  frequent  cause  of  remark.  He  is  survived  by  his  widow 
and  three  children. 

Mr.  Hunter  was  elected  a  Member  of  the  American  Society  of  Civil 

Engineers  on  February  7th,  1906. 

,1 
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JAMES  EDGAR  JENKINS.  M.  Am.  Soc.  C.  E.* 


Died  July  5th,  1917. 


James  Edgar  Jenkins  was  born  in  Vernon,  N.  Y.,  on  November 
25th,  ISTS.  He  received  his  early  education  in  the  Vernon  schools, 
and  was  graduated  from  the  village  High  School  in  1896. 

His  father,  Josiah  W.  Jenkins,  is  a  well-known  surveyor  and  hy- 
draulic engineer,  and  from  him  the  boy  learned  the  rudiments  of  engi- 
neering so  well  that  he  qualified  as  Eodman  with  the  United  States 
Deep  Waterways  Survey,  on  which  work  he  was  engaged  during 
1S97-98. 

In  1898,  the  Utica  Gas  and  Electric  Company  undertook  the  hydro- 
electric development  of  West  Canada  Creek,  at  Trenton  Falls,  N.  Y., 
and.  for  nearly  three  years,  Mr.  Jenkins  was  Instrumentman  and 
Inspector  on  this  project. 

In  the  mid-term  of  1900,  he  entered  Rensselaer  Polytechnic  Insti- 
tute where  he  quickly  overtook  his  class,  and  was  graduated  in  excel- 
lent standing  with  the  degree  of  C.  E.  in  1904.  During  his  summer 
vacations  he  was  employed  as  Instrumentman  on  the  Rutland  Cana- 
dian Railroad  and  the  Fort  Plain,  N.  Y.,  Water- Works. 

Immediately  after  his  graduation,  Mr.  Jenkins  entered  the  employ 
of  the  engineers  in  charge  of  the  Pennsylvania  Railroad  Tunnels,  in 
Xew  York  City,  as  Rodman,  and  shortly  became  Chief  of  Alignment 
on  the  East  River  Division.  This  led  to  a  position  as  Engineer  with 
the  Xaughton  Company  and  Arthur  Mc]!ki'ullen,  on  Sections  A  and  B. 

For  the  next  three  years  he  was  Enginetr  for  the  Thomas  Crimmins 
Contracting  Company,  on  Barge  Canal  Contract  No.  9  and  on  several 
minor  contracts  in  New  York  City. 

Mr.  Jenkins  was  then  employed  as  Engineer  for  Smith,  Hauser, 
Locher  and  Company,  on  Aqueduct  Contract  No.  66,  which  position 
he  retained  for  nearly  three  years.  While  engaged  on  this  work  his 
health  began  to  fail,  due  to  pulmonary  trouble,  and  he  sought  to  regain 
it  by  a  stay  at  Southern  Pines,  N.  C.  This  sojourn  was  short- 
ened, in  order  that  he  might  undertake  the  alterations  of  the  dam, 
spillways,  etc.,  of  the  Union  Manufacturing  and  Power  Company,  on 
Broad  River,   South  Carolina. 

Shortly  thereafter,  in  March,  1915,  Mr.  Jenkins  became  Superin- 
tendent for  the  Cook  Construction  Company,  on  Contract  No.  2  of 
the  Montreal  Aqueduct  Enlargement.  When  this  work  was  closed 
down  by  war  conditions,  he  returned  to  New  York  and,  after  a  brief 
rest,  took  charge  of  the  erection  of  a  large  concrete  chemical  mill  at 
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Buffalo  for  the  contractors,  the  John  W.  Cowper  Company.  This  con- 
tract was  carried  out  during  the  winter  of  191G-17,  and  on  the  comple- 
tion of  the  work  Mr.  Jenkins'  health  was  so  precarious  that  he  returned 
to  his  home  in  New  York  to  recuperate.  Shortly  afterward,  however,  he 
became  associated  with  the  writer  in  constructing:  a  roundhouse  at  North 
White  Plains,  but,  before  its  completion,  he  was  obliged  to  leave  for 
a  sanitarium  at  Saranac  Lake,  N.  Y.,  at  which  place  he  died  of  tuber- 
culosis, on  July  5th,  1917. 

From  the  foregoing  summary  of  his  activities,  it  will  be  noted  that 
Mr.  Jenkins  was  never  idle.  In  his  spare  moments,  he  was  a  frequent 
visitor  to  the  Society  House,  and  had  a  large  acquaintance  among  the 
members.  He  was  of  an  inventive  turn  of  mind,  and  had  patented 
several  devices  along  mechanical  lines,  including  an  automatic  flash- 
board  and  a  snow-melting  furnace.  This  furnace  he  had  intended  to 
try  out  on  a  commercial  scale  during  the  coming  winter,  and  it  was 
expected  that  it  would  be  so  efficient  that  large  numbers  would  be  used 
in  competition  with  the  ordinary  methods  of  snow  removal. 

Mr.  Jenkins'  early  death  was  due  in  large  part  to  his  unwillingness 
to  recognize  the  signs  of  failing  health.  He  seemed  to  have  a  convic- 
tion that  his  body  was  a  machine  which,  with  minor  repairs,  could  be 
run  indefinitely,  and  that  overhaul  could  be  put  off  safely  until  his 
comijlete  convenience.  In  spite  of  ill-health,  his  mind  and  judgment 
were  not  affected,  and  his  cheerfulness  was  the  admiration  of  all  who 
knew  him.  That  his  career  was  cut  so  short  is  a  source  of  deep  grief 
to  his  friends  and  to  those  acquaintances  who  recognized  in  his  pro- 
fessional attainments  the  promise  of  a  bright  future. 

In  June,  1907,  Mr.  Jenkins  was  married  to  Miss  Helen  Day,  of 
New  York  City.  He  is  survived  by  his  widow  and  two  children,  a 
girl  of  seven  and  a  boy  of  five,  and  also  by  his  parents,  Mr.  and  Mrs. 
J.  W.  Jenkins,  of  Vernon,  N.  Y.,  and  one  sister,  Mrs.  Carl  H.  Dudley, 
of  Silver  Creek,  K  Y. 

Mr.  Jenkins  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  December  5th,  190G,  and  a  Member  on 
March  14th,  1916. 


MEMOIR    OF    WALTER    KATTE  1727 

WALTER  KATTE.  M.  Am.  Soc.  C.  E.* 


Died  March  4tii,  1917. 


I 


Walter  Ivatte  was  bom  in  London,  England,  on  ISTovember  14th, 
1S30.  He  was  the  son  of  Edwin  Katte,  and  the  grandson  of  Edwin 
Katte,  a  political  refugee  from  Prussia  during  the  reign  of  Frederick 
the  Great.  His  mother,  Isabel  Chambers,  was  the  granddaughter  of 
John  Chambers,  a  celebrated  boat  builder  on  the  Thames,  London. 
Walter  Katte  was  educated  in  Kings  College  School,  London,  and, 
after  his  graduation,  spent  three  years  as  an  apprentice  in  the  office 
of  a  civil  engineer. 

In  1849,  he  came  to  the  United  States  and  entered  American  rail- 
road service  as  Clerk  and  Draftsman  for  the  Chief  Engineer  of  the 
Central  Railroad  of  New  Jersey,  from  Whitehouse  to  Easton,  Pa. 
Later,  he  served  as  a  Rodman  and  Assistant  Engineer  on  the  Belvidere 
and  Delaware  Railroad.  In  the  early  Fifties,  he  acted  as  Engineer  for 
a  land  development  company,  and  laid  out  the  Town  of  Deerman, 
now  Irvington-on-Hudson,  N.  Y. 

During  the  three  years  following  1854,  Mr.  Katte  was  Chief  Assist- 
ant Engineer  on  the  Western  Division  of  the  Pennsylvania  Railroad. 
Later,  he  acted,  successively,  as  Resident  Engineer  of  the  Pennsylvania 
State  Canals,  as  Assistant  Engineer  of  the  Pittsburgh,  Fort  Wayne  and 
Chicago  Railroad,  and  the  Pittsburgh  and  Steubenville  Railroad,  until 
the  breaking  out  of  the  Civil  War. 

In  1859,  he  was  married,  in  Greensburg,  Pa.,  to  his  first  wife, 
Margaret  Jack,  who  died  in  1864,  leaving  one  son. 

During  1861  and  1862,  Mr.  Katt6  served  as  a  Colonel  of  Engineers 
in  the  Union  Army,  being  commissioned  from  civil  life  to  a  staflF  posi- 
tion. He  was  assigned  to  bridge  work  in  Washington,  D,  C,  and  at 
various  points  in  Virginia  and  Maryland.  He  was  the  engineer  in 
charge  of  the  construction  of  the  so-called  "Long  Bridge"  over  the 
Potomac  River  at  Washington.  While  in  this  position,  he  had  an  experi- 
ence with  the  great  cavalry  leader.  General  Philip  Kearny.  Returning 
one  night  from  Washington  to  his  regiment,  which  was  quartered 
across  the  Potomac,  the  General  sent  his  orderly  ahead  to  demand 
passage  over  the  bridge  and  received  word  that  it  was  not  in  condition 
for  traffic.  He  immediately  rode  his  horse  at  full  speed  on  to  the 
bridge  and,  on  being  stopped  i>eremptorily  by  Col.  Katte,  demanded 
an  explanation  as  to  why  he  was  not  permitted  to  proceed.  Col.  Katte 
quietly  explained  that  a  gap  of  100  ft.  or  more  in  the  bridge  structure 

*  Memoir  prepared  by  George  W.  Kittredge,  M.  Am.  Soc.  C.  E. 
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would  prevent  his  further  progress,  except  by  swimming.    Commenting 
editorially,  a  New  York  daily  paper  said: 

''In  the  Civil  War  nothing  was  more  important  to  the  safety  of 
Washington  than  keeping  the  railroads  and  bridges  in  its  neighborhood 
in  perfect  shape.  This  work  Col.  Katte  supervised  efficiently.  Though 
not  won  on  the  battlefield,  his  military  title  stood  for  active,  energetic 
work  in  the  interests  of  military  defense." 

In  1863,  Col.  Katte  was  engaged  as  Chief  Engineer  of  the  Lewiston 
Branch  of  the  Pennsylvania  Railroad,  and,  later,  as  Resident  Engineer 
and  Engineer  of  Bridges  and  Buildings  on  the  Northern  Central  Rail- 
road, from  Baltimore,  Md.,  to  Elmira,  N.  Y. 

Col.  Katte  compiled  and  wrote  the  first  "Carnegie  Pocket  Com- 
panion" published,  and,  recently,  at  the  request  of  the  Carnegie  Steel 
Company,  wrote  the  history  thereof,  as  follows : 

"In  1865  to  1868,  I  was  resident  in  Pittsburgh  as  Engineer  and 
Secretary  of  the  Keystone  Bridge  Company.  In  1868,  that  company 
and  the  Union  Iron  Mills  of  Pittsburgh  (Carnegie  Bros.,  Kloman,  Phipps 
&  Co.)  decided  to  enter  the  western  field  in  competitive  business  and 
to  establish  an  office  and  repriesentative  in  Chicago  for  that  purpose; 
I  was  chosen  for  that  position.  The  Keystone  Bridge  Company  had 
at  that  time  already  under  contract  the  manufacture  and  erection 
of  the  superstructures  of  the  Hannibal  &  St.  Joe  Railroad  Company's 
bridge  over  the  Missouri  River,  at  Kansas  City,  and  the  Illinois  Cen- 
tral Railroad  Company's  bridge  over  the  Mississippi  River,  at  Dubuque, 
la.,  also  was  negotiating  contracts  for  bridges,  later  consummated,  for 
Mississippi  River  at  Keokuk,  la.,  Louisiana,  Mo.,  and  St.  Louis,  Mo. 

"I  proceeded  to  Chicago  and  opened  there  the  western  office  of  the 
Keystone  Bridge  Company  and  the  Union  Iron  Mills,  of  Pittsburgh. 
Pa.,  and  took  personal  charge,  as  agent  and  representative,  of  the  field 
operations  under  these  contracts. 

"In  1870,  negotiations  for  the  great  steel  arch  bridge  over  the 
Mississippi  River  at  St.  Louis  were  being  actively  promoted  by  Mr. 
Andrew  Carnegie  and  myself,  and  finally  consummated  in  the  execu- 
tion of  a  contract,  signed  by  Capt.  James  B.  Eads,  as  President  of  the 
Illinois  &  St.  Louis  Bridge  Company,  and  by  myself,  on  the  part  of 
the  Keystone  Bridge  Company,  under  the  terms  of  which,  the  Keystone 
Bridge  Company  undertook  and  obligated  itself  to  perfect  the  mechan- 
ical details  of  the  shop  drawings  of  the  superstructures,  supply  all 
materials  for,  and  manufacture  of,  same,  design  plans  for  erection,  and 
to  erect  it  and  assume  all  responsibility  for  the  successful  completion 
of  the  erection. 

"I  was  assigned  to  take  personal  charge,  as  Resident  Engineer,  of 
said  erection.  As  the  responsibility  for  the  successful  consummation 
of  same  was  of  extreme  gravity.  I  felt  the  pnrmuount  necessity  of  my 
personal  presence  on  the  work  continuously,  which,  of  course,  resulted 
in  the  closing  of  my  office  in  Chicago  and  the  removal  of  same  to 
St.  Louis,  which  was  effected  early  in  IbTl.  and  the  joint  Western 
office  of  the  Keystone  Bridge  C(mipany  and  the  Uniou   Iron  "Mills,  of 


WALTER     KATTE 


MEMOIR    OF    WALTER    KATTE  1731 

Pittsburgh.  Pa.,  was  opened  under  my  charge  at  No.  211  Washington 
Avenue.  St.  Louis,  Mo. 

"About  this  time,  or  a  little  later,  Mr.  Thomas  Carnegie  sug- 
gested to  me  his  desire  to  issue  a  handy  'Pocket  Book'  as  a  desirable 
assistant  to  Engineers  and  Architects  in  making  proper  selections, 
suited  to  their  requirements,  of  the  various  products  of  the  Union  Iron 
Mills  and  asked  me  to  compile  the  mss.  for  it,  which  I  did.  It  was  all 
written  by  my  own  hand  from  time  to  time  in  such  leisure  moments  as 
were  available,  notwithstanding  the  pressing  demands  of  my  every  day 
work,  most  of  it  done  at  home  in  evenings^and  that's  about  all  the 
early  history  that  this  little  progenitor  has  to  claim.  It  proved,  how- 
ever, a  great  success  when  issued,  and  there  was,  so  Thomas  Carnegie 
told  me,  a  great  demand  for  it,  and  he  wrote  me  that  he  had  received 
many  letters  from  Engineers  and  Architects  using  it — highly  extolling 
its  usefulness  and  wondering  why  such  a  handy  little  vade  mecum  had 
not  been  issued  long  before." 

While  living  in  St.  Louis,  Col.  Katte  was  married  to  Elizabeth 
Pendleton  Britton,  daughter  of  the  Hon.  James  H.  Britton,  a  prominent 
banker  and  later  Mayor  of  that  city. 

After  the  completion  of  the  St.  Louis  Bridge,  Col.  Katte  was  called 
to  Xew  York  City  to  take  the  position  of  Chief  Engineer  of  the  New 
York  Elevated  Railroad  Company,  and  from  1877  to  1880,  he  built  the 
initial  portions  of  the  Third  Avenue  and  Ninth  Avenue  Elevated 
Railroads,  which  were  the  first  elevated  steam  railroads. 

His  next  work  was  the  construction  of  the  New  York,  Ontario  and 
"Western  Kailroad,  from  Weehawken,  N.  J.,  to  Middletown,  N.  Y. ; 
then  the  building  of  the  West  Shore  Railroad  from  New  York  City 
to  Buffalo,  which  was  followed  by  the  construction  of  the  Jersey  Junc- 
tion Railroad,  connecting  the  West  Shore  Railroad  with  the  Pennsyl- 
vania Railroad,  at  Jersey  City.  This  work  occupied  his  time  between 
1880  and  1886. 

In  1886,  Col.  Katte  became  Chief  Engineer  of  the  New  York  Cen- 
tral and  Hudson  River  Railroad  Company,  which,  at  that  time,  ab- 
sorbed the  West  Shore  Railroad.  His  most  important  work  while 
in  the  employ  of  this  Company  was  the  four-tracking  and  depress- 
ing of  the  tracks,  in  New  York  City,  north  of  the  Harlem  River,  this 
work  being  known  as  the  Harlem  Depression;  the  construction  of  the 
four-track  steel  viaduct  in  Park  Avenue,  New  York  City,  and  the  four- 
track  drawbridge  over  the  Harlem  River,  which  is  still  the  largest 
drawbridge  in  existence.  In  1898,  Col.  Katte  resigned  his  position  with 
the  New  York  Central  Company  and,  in  his  letter  of  resignation, 
stated:  "The  recent  absorption  of  other  railroad  lines  into  the  Vander- 
bilt  System  had  so  multiplied  the  duties  of  the  office  of  the  Chief  Engi- 
neer, that  he  felt  that  a  younger  man  was  necessary  for  the  work." 
In  accepting  his  resignation,  the  Hon.  Chauncey  M.  Depew,  then  Presi- 
dent of  the  Railroad  Company  said :  "Col.  Katte  is  one  of  the  fore- 


1732  MEMOIK    OF    WALTER    KATTE 

most  engineers  in  the  world.  He  is  still  connected  with  the  New  York 
Central  and  Hudson  Eiver  Eailroad  Company  as  Consulting  Engineer, 
and  will  be  as  long  as  he  lives." 

Col.  Katte  was  one  of  the  original  thirteen  founders  of  the  Western 
Society  of  Civil  Engineers  of  which  he  only  recently  was  elected  an 
Honorary  Member.  He  was  also  a  member  of  the  Institution  of  Civil 
Engineers,  of  Great  Britain. 

During  his  active  engineering  life.  Col.  Katte  made  frequent  con- 
tributions to  technical  papers  and  to  the  Transactions  of  the  National 
Engineering  Societies.  He  published  one  of  the  first  sets  of  standard 
specifications  for  railroad  construction  work,  and  had  taken  out  several 
U.  S.  Patents,  the  one  in  most  general  use  being  his  so-called  "Three-tie 
rail  joint." 

Important  daily  papers  at  the  time  of  Col.  Katte's  death  were 
unanimous  in  their  expression  of  the  fine  quality  of  his  engineering 
work,  one  commenting  editorially  as  follows : 

"Col.  Katte  was  a  fine  American,  a  great  railroad  uilder,  and  had 
won  first  place  among  our  civil  engineers  *  *  *.  He  knew  and 
cared  little  about  the  devious  ways  of  financing  railroads;  everything 
about  construction  and  operation.  Half  a  century  of  such  activity 
fairly  earned  a  period  of  repose.  Col.  Katte's  later  years  were  peaceful, 
calm,  uneventful.  He  will  live  in  the  memory  of  his  profession  as  a 
man  who  saw  things  clearly  and  who  did  things  thoroughly.  That  is, 
from  the  practical  viewpoint,  the  highest  of  encomiums." 

Col.  Katte  enjoyed  nearly  nineteen  years  in  quiet  retirement.  His 
health  was  excellent,  with  the  exception  of  almost  total  deafness;  his 
mind  alert  and  vigorous;  his  spirit  strong  and  serene  until  the  day  of 
his  death.  He  died  at  his  home,  in  New  York  City,  on  March  4th,  1917, 
and  is  survived  by  a  widow,  two  sons,  and  a  daughter. 

Col.  Katte  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  7th,  1868,  and  served  as  a  Director  in  1885 
and  1889.  » 
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WILLIAM  BYRD  KING,  M.  Am.  Soc.  C.  E.* 


Died  October  11th,  1915. 


Mr.  King  was  born  in  Orange  County,  Virginia,  on  December  29th, 
184S,  and  was  a  direct  descendant  of  Colonel  William  Byrd,  who 
fovinded  Richmond  in  1733. 

His  early  education  was  through  tutors  and  private  neighborhood 
schools.  Later,  he  took  academic  work  at  Locust-Dale  College  and  some 
engineering  courses  at  the  University  of  Virginia. 

In  IS 73  Mr.  King  went  to  Texas,  where  he  engaged  in  land  sur- 
veying, principally  the  demarcation  of  railway  land  grants  in  the  Far 
West.  He  continued  this  pioneer  work,  under  all  sorts  of  hardships 
and  dangers,  until  1879,  when  he  was  appointed  Assistant  Engineer 
on  Construction  of  the  Texas  and  Pacific  Railway,  and  later  of  the 
Fort  Worth  and  Denver  City  Railway,  and  the  Missouri,  Kansas  and 
Texas  Railway,  in  Texas. 

In  1884  Mr.  King  was  appointed  City  Engineer  of  Fort  Worth, 
serving  until  1889,  when  he  was  appointed  City  Engineer  of  Waco, 
serving  \mtil  1891.  During  his  incumbency  of  these  two  offices  he 
planned  street  and  sewerage  systems  that  were  basic  for  both  muuici- 
palities. 

After  completing  his  work  at  Waco,  Mr.  King  was  called  to  the 
Chief  Engineership  of  the  Fort  Worth  and  Rio  Grande  Railway,  now 
a  part  of  the  Frisco  System.  Later,  he  was  elected  Vice-President  and 
General  Manager  of  the  Frisco  System  in  Texas,  which  position  he 
filled  with  distinction  until  Armour  and  Swift  established  their  great 
packeries  and  stockyards  in  Fort  Worth,  in  1902,  when  he  was  made 
President  of  the  Fort  Worth  Belt  Railway,  and  Vice-President  and 
General  Manager  of  the  "Armour-Swift"  Stockyards. 

For  several  years  Mr.  King  was  a  siiflferer  from  arterio-sclerosis, 
and  in  1915  was  retired,  with  consultation  duties  only,  on  full  salary. 
For  perhaps  two  years  before  this  he  had  suffered  from  the  insomnia 
characteristic  of  his  malady  to  the  extent  that  10  or  12  hours'  sleep 
a  week  was  his  gauge  of  rest.  In  spite  of  this,  he  was  regularly  at  his 
desk,  the  suave,  courteous,  directing  head  of  the  busiest  cattlemart  of 
the  Southwest. 

In  addition  to  his  other  engagements,  he  found  time  during  1913 
to  act  as  a  member  of  the  Board  of  Engineers  in  charge  of  Fort  Worth's 
new  water  supply.  His  work  on  that  Board  helped  to  bring  to  light 
and  eradicate  one  of  the  most  insidious  pieces  of  municipal  graft  ever 
known  in  the  South. 

•   *  Memoir  prepared  by  John  B.  Hawley,  M.  Am.  Soc.  C.  E. 


173-1:  MEMOIR  OF  WILLIAM  BYRD  KING 

During  several  of  the  quite  strenuous  Board  meetings  on  tliis  matter, 
he  was  obliged  to  retire  to  his  physician's  office  and  submit  to  copious 
bleeding,  in  order  to  keep  his  blood  pressure  within  living  bounds. 
Little  things  like  letting  out  part  of  his  heart's  blood  in  order  to  stand 
the  strain  of  serving  the  public  did  not  seem  to  "cut  any  figure". 

The  writer  knew  "Byrd"  King,  with  increasing  intimacy,  from  1891 
until  his  death.  He  was  the  kind  of  man  we  all  want  really  to  have 
as  a  friend.  An  Engineer  of  the  Tredgold  type.  A  typical  Southern 
gentleman?  No.  Byrd  King's  courtly  manners  marked  him  as  the 
son  of  many  generations  of  Virginia  Cavaliers,  but  his  gentleness 
went  far  beyond  any  qualification  as  to  South  or  North :  his  innate, 
never  spoken,  but  always  to  be  depended  on,  rule  of  action  was, 
noblesse  oblige. 

William  Byrd  King  was  a  world  gentleman. 

Mr.  King  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  October  7th,  1896. 
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EUGENE  CASTNER  LEWIS,  M.  Am.  Soc.  C.  E.* 


Died  February  13th,  1917. 


On  the  left  bank  of  the  Cumberland  Kiver,  about  eight  miles  above 
Dover,  the  county  seat  of  Stewart  County,  Tennessee,  there  may  still 
be  seen  the  ruins  of  the  once  famous  Cumberland  Iron  Works,  which 
were  destroyed  by  the  Federal  Army  after  the  capture  of  Fort  Donel- 
son,  on  February  16th,  1862. 

In  1830,  two  brothers,  John  and  Samuel  Stacker,  came  from  Penn- 
sylvania to  Tennessee,  and  in  beginning  this  enterprise  became  the 
founders  of  the  iron  industry  in  this  section  of  the  State.  With  them 
came  George  T.  Lewis,  then  a  lad  sixteen  years  of  age.  Thirty-two 
years  later,  this  property  had  developed  into  a  great  domain  of  more 
than  60  000  acres,  from  which  were  obtained  the  ore,  limestone,  and 
charcoal  used  in  its  furnaces.  The  Hon.  John  Bell,  James  Woods, 
and  the  Yeatmans  had  become  interested,  and  George  T.  Lewis  was 
(jreueral  Manager  of  the  works  and  the  affairs  of  the  partnership.  The 
chief  product  of  the  foundry  was  the  massive  iron  kettles  used  in  the 
manufacture  of  sugar  in  the  Southern  States  and  abroad.  The  fur- 
naces supplied  the  charcoal,  pig  iron,  and  blooms  used  in  the  foundry 
and  rolling  mill,  the  surplus  being  sold  on  the  market.  The  product 
of  the  rolling  mill  was  bar  iron  of  exceptionally  high  quality.  About 
500  slaves  and  many  employed  men  supplied  the  labor. 

Mr.  George  Thomas  Lewis,  the  efficient  Manager  of  this  great  prop- 
erty, and  his  wife,  who  was  Miss  Margaretta  Barnes,  of  Philadelphia, 
Pa.,  were  the  parents  of  six  children,  all  born  at  their  home  at  the 
Cumberland  Iron  Works.  The  fourth  child,  born  June  22d.  1845,  was 
Eugene  Castner  Lewis,  the  subject  of  this  memoir. 

Born  and  reared  in  the  very  midst  of  organized  and  productive 
labor,  the  young  lad  inhaled  with  the  air  that  he  breathed  the  instinct 
and  inspiration  that  abided  with  him  through  all  the  stirring  years  of 
his  life.  His  motives  and  purposes  were  ever  for  production  and  con- 
struction ;  never  for  the  reverse. 

At  his  father's  home,  and  at  a  private  school  in  the  neighborhood, 
he  learned  the  rudiments  of  education.  This  was  followed  by  a  course 
at  Stewart  College,  in  Clarksville.  Then  came  the  four  years  of  war 
between  the  States.  Fort  Donelson.  only  nine  miles  from  his  home, 
was  the  scene  of  fierce  fighting  and  final  capture.  The  gunboats  came 
up  the  river,  and  his  father,  boimd  and  taken  as  a  prisoner  on  one  of 
them,  was  forced  to  face  and  witness  the  destruction  of  the  plant,  the 
work  of  his  lifetime.     Thrilled  w^ith   anger  and  indig-nation.  the  lad, 

•  Mfmoir  prepared  by  the  following  Committee:  Wilbur  F.  Foster,  Hunter 
McDonald,  John  Howe  Peyton,  and  Richard  Montfort,  Members,  Am.  Soc.  C.  E. 
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Eugene,  was  so  unguarded  in  his  talk,  so  eager  to  help  the  Con- 
federates, that  he  was  threatened  with  imprisonment.  This,  however, 
was  waived  on  condition  that  he  be  sent  out  of  the  State;  and  thus  it 
was  that  Eugene  became  a  student  at  the  Pennsylvania  Military 
Academy,  then  at  West  Chester,  Pa.,  from  which  he  was  graduated 
with  the  Class  of  1865  as  one  of  ten,  most  proficient  in  mathematics 
and  kindred  studies.  Here,  also,  he  acquired  a  title,  due  perhaps  to 
his  proficiency,  popularity,  or  characteristic  leadership,  a  title  that 
stayed  with  him  to  the  end  of  his  days,  and  for  more  than  fifty  years 
he  was  only  and  always  known  as  "Major  Lewis."  No  other  title 
seemed  to  fit. 

With  very  brief  delay  after  his  graduation  from  the  Military 
xicademy.  Major  Lewis  began  his  professional  career,  in  October,  1865, 
in  the  service  of  the  Memphis,  Clarksville,  and  Louisville  Railroad, 
as  Assistant  Engineer,  with  the  late  William  D.  Pickett,  Hon.  M.  Am. 
Soc.  C.  E. 

In  May,  1866,  he  entered  the  service  of  the  Louisville  and  Nash- 
ville Railroad,  as  Assistant  with  the  late  Rudolph  Eink,  M.  Am.  Soc. 
C.  E.,  in  the  Road  and  Engineering  Department,  and,  fi'om  October, 
1869,  until  November,  1870,  he  was  in  charge  of  the  construction  of  the 
Glasgow  Branch  of  that  road. 

He  was  then  engaged  in  making  surveys  for  three  projected  lines 
of  railroad  in  Western  Tennessee  and  Northern  Mississippi  until  July, 
1871,  when  he  was  placed  in  charge  of  the  construction  of  the  road 
which  is  now  the  Ovvensboro  and  Russellville  Division  of  the  Louisville 
and  Nashville  Railroad. 

On  completion  of  this  service.  Major  Lewis  withdrew  from  strictly 
professional  engagements  as  a  Civil  Engineer;  and,  yet,  in  the  mul- 
tifarious affairs  of  his  active  life,  his  education  for  the  Profession, 
together  with  his  native  talent,  experience,  and  close  study  of  engi- 
neering work,  constituted  a  most  important  factor  in  his  equipment 
for  the  conception,  organization,  and  successful  accomplishment  of 
the  many  notable  achievements  in  which  his  skill  and  training  as  a 
Civil  Engineer  were  in  constant  service. 

As  the  business  member  of  the  firm  of  W.  B.  Read  and  Company. 
Major  Lewis  was  engaged,  in  1873-74,  in  the  execution  of  a  contract 
for  the  construction  of  certain  sections  of  very  heavy  work  in  Ken- 
tucky, on  the  railroad  which  is  now  a  part  of  the  Queen  and  Crescent 
System. 

Through  the  large  ])urchase  of  explosives  used  on  this  work.  Major 
Lewis  became  favorably  known  to  the  Dnpont  Powder  Company.  This 
led  to  the  acquaintance  and  personal  friendship  of  its  owners,  and  to 
liis  appointment  as  their  agent  for  the  sale  of  the  product  of  their 
subsidiary  mills  at  Sycamore,  in   Cheatham  County.  Tennessee,  and. 
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later,  to  his  entire,  control  aud  management  of  that  property,  until,  in 
1904,  manufacture  at  that  plant  ceased,  and  the  mills  were  dismantled. 

Sycamore  Mills  was  the  business  headquarters  and  residence  of 
Major  Lewis  from  1875  to  1897,  and,  during  the  summer,  until  1907. 
The  memory  of  his  public  spirit  and  usefulness  is  cherished  and 
honored  in  that  community,  Avhere  the  many  improvements  in  high- 
ways, bridges,  and  other  details  still  bear  testimony  to  his  skill,  energy, 
and  good  judgment.  It  was  in  the'  reconstruction  of  one  of  these 
bridges  that  the  accident  occurred  which  finally  cost  him  his  life. 

It  was  during  the  period  of  his  engagement  in  this  enterprise  that 
Major  Lewis  was  married,  on  October  12th,  1880,  to  Miss  Pauline 
Dunn,  of  Xashville,  Tenn.,  and,  at  their  home  at  Sycamore,  seven 
children  were  born,  all  of  whom  are  living.  Mrs.  Lewis  died  at  Nash- 
ville, on  January  14th,  1902. 

In  the  executive  department  of  railways.  Major  Lewis  served  with 
great  ability  and  success:  On  December  8th,  1896,  he  was  elected  a 
member  of  the  Board  of  Directors  by  the  Stockholders  of  the  ISTash- 
ville,  Chattanooga,  and  St.  Louis  Eailway,  and  served  faithfully  and 
efficiently  in  that  capacity  until  his  death.  He  was  Chairman  of  the 
Executive  Committee  from  December  14th,  1898,  to  October  13th, 
1914,  and  was  '"'Chairman  of  the  Board"  from  February  28th,  1906, 
until  his  death.  Twice  the  duties  of  Acting  President  were  added  to 
his  other  service;  first,  from  February  l7th  to  February  28th,  1906; 
and,  again,  from  December  19th,  1913,  to  April  1st,  1914. 

For  more  than  30  years.  Major  Lewis  possessed  the  friendship  and 
confidence  of  the  chief  officials  of  the  Louisville  and  ISTashville  Rail- 
road Sy-stem,  and  by  them  was  entrusted  with  the  care  of  its  interests 
in  many  matters  of  importance,  especially  in  its  affairs,  and  the  de- 
velopment of  its  facilities  in  Tennessee.  An  important  item  in  this 
service  was  the  following: 

"The  Louisville  and  Xashville  Terminal  Company"  was  chartered 
on  March  22d,  and  organized  on  March  28th,  1893,  for  the  purpose  of 
perfecting  joint  terminal  facilities  for  the  use  of  the  Nashville,  Chat- 
tanooga, and  St.  Louis  Railway,  and  the  Louisville  and  Nashville 
Railroad,  and  the  erection  of  the  necessary  buildings  required  for  the 
joint  or  separate  use  of  those  roads. 

The  steps  preliminary  to  the  purposes  of  this  charter  were  all 
under  the  personal  direction  of  Major  Lewis,  and  extended  over  a 
period  of  several  years,  required  for  the  purchase  of  the  necessary  real 
estate.  Major  Lewis  was  made  President  of  the  Company,  on  March 
2d,  1898,  and  served  in  that  office  until  November  27th,  1905.  In  that 
capacity,  he  had  responsible  control  of  every  detail,  including  the 
approval  of  all  plans  and  designs,  and  the  awarding  of  contracts;  also, 
the  general  supervision  of  grading  the  grounds,  construction  of  the 
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Union  Passenger  Station  and  other  extensive  buildings,  steel  viaducts, 
bridges,  yard  trackage,  and  other  details,  altogether  involving  an  ex- 
penditure of  more  than  $2  500  000.  This  work  was  begun  in  August, 
1898,  and  formally  opened  for  service  in  October,  1900. 

The  Nashville  and  Decatur  Railroad,  beginning  at  Nashville, 
Tenn.,  and  ending  at  Decatur,  Ala.,  is  under  lease  for  a  long  term  of 
years  to  the  Louisville  and  Nashville  Railroad,  but  the  organization 
of  the  Lessor  Company  is  maintained,  and,  of  this.  Major  Lewis  was 
a  member  of  the  Board  of  Directors,  and  Vice-President  at  the  time 
of  his  death. 

The  Napier  Iron  Works  are  in  Lewis  County,  Tennessee,  and,  from 
the  time  of  its  organization  in  1890,  imtil  1895,  Major  Lewis  was 
President  of  the  Company  and  General  IManager  of  the  works.  A 
branch  line  of  the  Louisville  and  Nashville  Railroad  was  built  from 
Summertown  to  Napier,  and  the  furnace  plant  at  that  place  was  built 
and  operated  as  a  charcoal  furnace  until  1895  under  his  management. 

By  the  Courts,  Major  Lewis  was  entrusted  with  the  following  re- 
sponsible duties: 

In  1901,  he  was  made  Co-Receiver  in  the  affairs  of  the  Nashville 
Street  Railways.  This  resulted  in  the  re-organization  of  the  Company 
under  the  title  of  The  Nashville  Railway  and  Light  Company,  in  1903. 

In  June,  1910,  he  was  appointed  Co-Receiver  in  the  affairs  of  the 
Bon  Air  Coal  and  Iron  Company.  In  the  performance  of  this  trust, 
he  continued  until  his  death. 

It  is  probable  that  his  notable  success  in  the  organization,  develop- 
ment, and  management,  as  Director  General,  of  the  Tennessee  Cen- 
tennial Exposition,  held  at  Nashville  in  1897,  is  the  especial  achieve- 
ment by  which  Major  Lewis  was  most  widely  known,  and  for  which  he 
justly  received  the  greatest  commendation  from  the  piiblic. 

It  is  impossible,  in  this  memoir,  to  give  adequate  or  even  ])artial 
description  of  this  memorable  and  historic  event  and  its  far-reaching 
influence  for  good.  Suffice  it  to  say  that  it  was  the  unanimous  and 
iin(iualified  action  of  the  large  and  very  able  Board  of  Directors,  as 
well  as  the  voice  of  the  i)eople  at  large,  that  the  complete  success  of 
the  Exposition  was.  in  great  measure,  due  to  the  skill,  inventive  genius, 
and  admirable  taste  of  Major  Lewis  in  the  design  and  construction  of 
details,  and  to  his  rare  administrative  ability  in  the  management  of 
its  affairs. 

As  a  natural  conseciuence.  and  under  the  insi)irati()n  of  the  example 
yet  in  the  attractive  beauties  of  tlu^  Exposition  grounds,  there  came 
the  creation  of  the  Park  System  of  the  City  of  Nashville;  and  from 
1901  to  1913,  Major  Lewis  was  the  moving  spirit,  the  presiding  genius 
of  the  Board  of  Park  Commissioners.  Evidence  of  his  taste,  skill, 
and    originality    is    seen    in    numberless    delnils,    sonietiini^-^     luiuiue. 
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always  attractive,  in  the  many  Parks  of  Nashville,  to  which  he  devoted 
much  time  and  study.  At  the  Centennial,  "The  Parthenon",  an 
accurate  reproduction  of  the  orig:inal  at  Athens,  still  stands  as  a 
memento  of  the  Exposition. 

The  XashriUe  American  had  long  been  the  leading  morning  daily 
newspaper  of  the  city.  In  1896,  Major  Lewis  became  its  owner  and 
publisher,  and  continued  as  such  until  1909.  Under  his  management, 
it  was  a  vigorous  and  influential  advocate  of  the  policies  of  the 
political  party  of  which  it  was  the  organ,  and  of  integrity  and  "up- 
to-date'"  methods  in  municipal  affairs.  One  especial  reason  for  its 
purchase  in  1S96  was  for  its  service  in  the  Publicity  Department  of 
the  Centennial  Exposition. 

The  Engineering  Association  of  the  South  was  organized  at 
Xashville,  on  September  18th,  1889,  and  Major  Lewis  was  one  of  the 
charter  members.  He  served  as  Director  for  several  terms,  and  was 
President  of  the  Association  in  1893. 

The  following  are  some  of  the  personal  attributes  of  Major  Lewis, 
which  combined  in  the  formation  of  a  character,  aggressive,  public 
spirited,  and  of  conspicuous  usefulness  in  public  affairs  and  in  private 
life:  Strict  integrity  and  faithfulness  in  official  station,  and  in 
matters  of  public  or  private  trust;  and,  in  this,  he  was  imperative 
in  demanding  the  same  from  colleagues  and  subordinates.  Fearless 
disregard  of  public  opinion  or  criticism,  in  adv:)cating  or  executing 
measures  which,  in  his  judgment,  were  commendable  and  right; 
independence  of  thought,  and  great  originality  in  conception,  design, 
and  methods;  untiring  energy  and  industry.  His  active  mind,  domi- 
nating a  somewhat  frail  physique,  seemed  never  to  be  at  rest. 

At  his  home,  there  was  ever  a  rare  and  genial  hospitality  and  an 
unfailing  and  active  interest  in  the  welfare  of  the  people  among 
whom  he  lived. 

!Major  Lewis  was  gifted  with  correct  taste  and  appreciation  of 
works  of  art,  and  was  a  liberal  subscriber  to  funds  for  the  promotion 
thereof,  as  well  as  to  other  measures  of  public  character.  His  private 
charities  are  known  to  have  been  large,  but  were  ever  carefully  con- 
cealed. 

Briefly,  Major  Lewis  was  public  spirited,  self-reliant,  masterful, 
fearless,  outspoken,  faithful  in  duty,  talented,  successful,  charitable, 
and  honorable  in  all  his  dealings. 

Like  all  men  of  strong  character,  he  was  not  faultless,  nor  without 
vigorous  opponents  and  some  personal  enemies;  and,  yet,  by  one  and 
all,  his  death  was  felt  to  be  a  calamity;  and  his  imperative  dictation, 
that  there  should  be  "no  flowers,  no  fvmeral,  no  fuss"  when  he  should 
pass  away,  could  not  prevent  the  large  attendance  of  eminent  men, 
long-time   associates,   and   warm-hearted  friends,   from  near  and  far, 


1140  MEMOIR   OF    EUGENE   CASTNER   LEWIS 

at  the  brief  but  deeply  impressive  service,  when,  at  the  twilight  hour, 
his  remains  were  placed  in  the  family  vault  at  Mt.  Olivet. 

Then,  too,  as  the  twilight  faded,  for  300  sec.  all  traffic  ceased,  no 
wheels  were  in  motion,  on  the  entire  system  of  the  Nashville,  Chatta- 
nooga, and  St.  Louis  Railway,  and  on  the  street  railways  of  the  City 
of  Nashville. 

Major  Lewis  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers,  on  March  5th,  1873,  and  served  as  a  Director  in 
1903-05  and  1912-14.  He  valued  his  membership  in  the  Society  very 
highly,  and,  until  his  death,  maintained  an  active  interest  in  its 
affairs. 
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ALEXANDER  WILLIAM  MacCALLUM,  M.  Am.  Soc.  C.  E.* 


Died  February  3n,  1017. 


Alexander  William  MacCallum  was  born  in  Edinburgh,  Scotland, 
on  July  25th,  1859. 

He  served  an  apprenticeship  of  four  years  to  a  mechanical  trade 
at  the  shops  of  the  Central  Kailroad  of  New  Jersey,  at  Ashley,  Pa. 
This  apprenticeship  was  finished  in  1881,  and  he  then  entered 
Lafayette  College,  at  Easton,  Pa.,  from  which  he  was  graduated  in 
June,  1885.  with  the  degrees  of  C.  E.  and  M.  E. 

During  ISSO.  and  a  part  of  1887,  Mr.  MacCallum  was  employed  as 
Engineer  and  Assistant  Superintendent  at  the  Massillon  Engine 
"VTorks. 

In  1887  he  was  engaged  by  Samuel  E.  Bullock  and  Company,  of 
New  York  City,  as  Engineer  and  Superintendent  of  the  water-works 
at  Massillon,  Circleville,  and  Defiance,  Ohio,  thus  entering  the  field 
of  water- works  engineering,  in  which  he  afterward  specialized. 

In  March,  1889,  Mr.  MacCallum  was  appointed  Engineer  and  Gen- 
eral Manager  in  charge  of  all  the  public  utilities  of  R.  D.  Wood  and 
Company.  "While  in  this  position,  he  supervised  the  building  and 
rebuilding  of  many  of  that  Company's  water-w^orks  plants,  as  well  as 
the  management  of  several  of  its  gas  and  light  plants,  including  those 
at  Denison,  Tex.;  Mobile,  Florence,  and  Tuscaloosa,  Ala.;  Pensacola, 
Tampa,  and  Lake  City,  Fla. ;  Macon,  Ga.;  Vincennes  and  Greencastle, 
Ind. ;  Sharon,  Corry,  Chester,  and  Marcus  Hook,  Pa. ;  Owego,  N.  Y. ; 
and  Millville,  N.  J." 

On  numerous  occasions,  he  acted  as  Appraiser  and  Arbitrator  for 
various  companies,  notably  for  the  Trinidad,  Colo.,  Water-Works 
(1896) ;  the  Macon,  Ga.,  Gas  Light  and  Water  Company  (1910)  ;  the 
Warren,  Pa.,  Water- Works  (1911) ;  the  Ashland,  Ky.,  Water  Company 
(1911);  as  well  as  the  Kane,  Pa.,  Water  Company,  the  Catlettsburg, 
Kenova,  and  Cereda,  W.  Va.,  Water-Works,  etc. 

From  March,  1906,  until  his  death,  Mr.  MacCallum  was  Consult- 
ing Engineer  and  General  Manager,  in  charge  of  a  number  of  public 
utilities  for  financial  interests,  with  headquarters  at  Philadelphia, 
Pa.,  devoting  his  spare  time  to  valuations  and  appraisals  and  to  ex- 
aminations and  reports,  for  bankers  and  private  investors,  on  water- 
works properties  in  various  States.  He  was  probably  best  known  as 
the  Secretary  and  General  Manager  of  the  New  Chester  Water  Com- 
pany, of  Chester,  Pa.,  and  also  of  the  Linwood,  South  Chester,  Ridley, 

•  Memoir  prepared  by  the  Secretary  from  information  furnished  by  George  W. 
Fuller.  M.  Am.  Soc.  C.  E.,  Robert  C.  Wheeler,  Assoc.  M.  Am.  Soc.  C.  E.,  and 
Harry  S.  Hopper,  Esq. 
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Chichester,  Edgemont,  and  Delaware  Water  Companies,  and  of  the 
Greencastle  and  Vincennes,  Ind.,  Water  Corporations. 

On  February  3d,  1917,  while  apparently  in  the  best  of  health,  Mr. 
MacCallum  suffered  a  stroke  of  apoplexy  which  caused  his  death. 

On  October  13th,  1887,  during  his  residence  in  Massillon,  Ohio, 
Mr.  MacCallum  was  married  to  Grace  F.  Weaver,  of  Cleveland,  Ohio. 
He  is  survived  by  his  wife  and  five  children,  Mrs.  Nellie  Williams,  Jane 
Gordon,  Grace  Elizabeth,  Walter  Wood,  and  Alexander  William 
MacCallum,  Jr. 

His  most  striking  characteristic  was  his  cheerfulness  and  optimism 
and  his  devotion  to  his  work,  his  family,  and  his  immediate  friends, 
among  whom  his  loss  will  be  keenly  felt.  Although  exceedingly  modest 
and  retiring,  he  was  withal  a  shrewd  business  man.  He  used  sound 
judgment  in  the  application  of  his  engineering  knowledge  in  the 
water-works  field,  and  won  the  confidence  alike  of  citizens  and  public 
officials,  as  well  as  of  his  associates,  in  the  management  of  the  various 
water-works  properties.  Under  his  quiet  manner,  however,  Mr.  Mac- 
Callum had  great  strength  of  character,  devotion  of  purpose,  and  deep 
religious  convictions. 

He  had  made  his  home  at  Merchantville,  N.  J.,  for  many  years,  and 
always  took  an  active  interest  in  local  public  affairs.  Among  other 
things,  he  served  for  a  long  time  as  a  member  of  the  Sewerage  Com- 
mission which  inaugurated  and  constructed  the  improved  sewerage 
system  for  the  town. 

At  a  meeting  of  the  Executive  Connuittee  of  the  Xew  Chester 
Water  Company,  on  February  21st,  1917,  Mr.  Harry  S.  Hopper,  the 
Treasurer  of  the  Committee,  who  was  also  an  intimate  friend  of  Mr. 
MacCallum,  made  the  following  statements : 

"It  is  with  a  feeling  of  deep  sadness  that  I  report  the  sudden  death 
on  February  3d,  1917,  of  our  late  Secretary  and  General  Manager, 
Mr.  Alexander  W.  MacCallum. 

"The  loss  of  Mr.  MacCallum  seems  irreparable  to  me  personally, 
and  also  to  the  Water  Works  he  managed,  as  well  as  the  Water  Works 
community  generally.  Pie  was  connected  with  our  interests  for  nearly 
30  years,  and  was  much  more  than  the  title  given  him  indicates.  He 
took  a  deep  personal  interest  in  each  plant  and  could  not  have  been 
more  faithful  and  painstaking  had  he  owned  the  properties.  He 
always  put  the  'ladies'  first,  meaning  Mrs.  Little,  ^Mrs.  Lippincott,  and 
Mrs.  Hopper,  and  never  spared  himself  where  their  interests  were 
involved. 

''He  built  the  j)roperties  up  in  the  last  ten  years  to  a  point  of  effi- 
ciency and  profit  toward  which  he  had  been  aiming,  and  looked  for- 
ward to  the  <;(impletion  of  the  work  pliinned  at  Cliester  as  tlie  crowning 
effort  of  his  life;  it  is  <lifficult  to  undcrsfand  why  he  should  not  \v.\\v 
been  n]U)wed  to  realize  his  desire." 
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The  following-  resolutions  were  also  unanimously  adopted  at  the 
meeting : 

"Besolced,  That,  in  the  death  of  Mr.  MacCallum  the  Company 
has  met  a  loss  that  cannot  be  supplied.  Mr.  MacCallura's  character 
included  an  extraordinary  combination  of  qualities.  To  a  thorough 
technical  knowledge  of  the  scientitic  branches  of  the  business,  which 
he  had  acquired  as  engineer,  he  united  the  broad  knowledge  of  busi- 
ness, which  he  had  earned  by  conscientious  devotion  to  work,  and  he 
had  also  the  higher  qualities  which  the  experience  of  responsibility 
cheerfully  and  successfully  borne  brings  to  all.  His  sympathy  with 
human  nature  was  deep  and  evident,  and  his  qualities  of  friendship 
were  sincere  and  enduring. 

"BesolveJ.  That  the  Board  desires  to  extend  its  deepest  sympathy 
to  Mrs.  MacCallum  and  her  family,  and  directs  that  a  copy  of  these 
resolutions  be  forwarded  to  her." 

Mr.  MacCallum  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  September  2d,  1914. 
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DANIEL  McCOOL,  M.  Am.  Soc.  C.   K.* 


Died  ISTovember  30th,  1916. 


Daniel  McCool  was  born  at  London,  Ont.,  Canada,  on  January  9th, 
1850.  He  was  educated  at  the  Jesuit  College  in  Quebec,  and,  later, 
was  graduated  from  the  English  High  School  in  that  city. 

In  1869,  Mr.  McCool  moved  to  Niagara  Falls,  N.  Y.,  and  later  to 
Auburn,  N.  Y.,  and  his  first  engineering  experience  was  gained  as 
Rodman  on  the  fortifications  at  Point  Lewis  where  he  was  employed 
for  two  years. 

He  then  entered  the  employ  of  the  New  York  and  Oswego  Midland 
Railroad  Company  as  Assistant  Engineer  on  construction.  In  1873,  he 
became  Assistant  Resident  Engineer  on  the  New  York  Central  and 
Hudson  River  Railroad,  in  which  position  he  had  charge  of  the 
four-track  improvement  west  of  Syracuse,  N.  Y.,  under  the  Chief 
Engineer.  During  the  last  five  years  of  his  service  with  this  Company, 
Mr.  McCool,  in  addition  to  his  engineering  duties,  served  as  Assistant 
Superintendent  in  charge  of  traffic. 

In  1880,  Mr.  McCool  was  appointed  Private  Secretary  to  the  Gen- 
eral Manager  of  the  Michigan  Central  Railroad  and  also  had  charge 
of  the  Engineering  Department  of  the  Company.  While  in  this 
position,  he  designed  and  constructed  the  new  freight  yards  and 
stockyards  at  Detroit  and  made  the  plans  for  the  new  Passenger  Station 
at  that  place,  as  well  as  the  improvements  connected  therewith. 

In  1882,  he  entered  the  service  of  the  Detroit,  Mackinaw  and 
Marquette  Railroad  Company  as  General  Superintendent  and  Chief 
Engineer.  In  this  capacity  he  had  charge  of  the  car  ferry  service 
over  the  Straits  of  Mackinac,  and  introduced  the  first  successful  ice- 
crushing  craft,  by  placing  a  propeller  at  the  bow  as  well  as  at  the 
stern  of  the  ferry.  While  in  the  employ  of  this  Company  he  extended 
the  line  to  Ishpeming  and  Negaunee,  Mich.,  in  order  to  tap  the 
extensive  iron  mines  in  that  region. 

In  1885,  Mr.  McCool  was  made  General  ^Manager  of  the  St.  Joseph 
and  Grand  Island  Railroad,  with  headquarters  at  St.  Joseph,  Mo. 
He  was  also  President  of  the  St.  Joseph  Terminal  Company,  and 
built  the  Kansas  City  and  Omaha  Railroad,  a  distance  of  200  miles, 
as  a  feeder  to  the  St.  Joseph  and  Grand  Island. 

In  1888,  he  became  General  Manager  of  the  Santa  Fe  and  Cali- 
fornia Railroad,  and  during  his  connection  wilii  that  Company  added 
100  miles  to  its  lines. 


•  Mpmolr   prepared    by   the   Secretary    from    information   on    file   at   the   Society 
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In  1SS9.  Mr.  McCool  retired  from  railroad  work  and  made  an 
extended  tour  in  Europe.  On  his  return  to  the  United  States,  he 
organized,  in  1S9S,  the  Newaygo  Portland  Cement  Company,  at 
Xewaygo.  ^lich.,  with  which  he  was  identified  at  the  time  of  his  death, 
having  served  as  its  President  for  many  years  and  having  been  largely 
instrumental  in  putting  it  on  a  paying  basis.  Under  his  direction, 
the  marl  beds  near  Newaygo,  belonging  to  the  Company,  were  devel- 
oped, the  local  power  dam  was  built,  and  the  great  plant  of  the  Com- 
pany was  constructed.  In  addition  to  his  work ,  as  President  of  the 
Newaygo  Portland  Cement  Company,  Mr.  McCool  was  prominently 
identified  with  the  Edison  Electric  Light  Company,  of  Grand  Rapids, 
Mich.,  of  which  he  became  President  in  1901.  He  was  also  interested 
in  many  other  local  enterprises. 

In  the  summer  of  1899,  Mr.  McCool  sustained  serious  injuries 
in  a  runaway  accident  from  which  he  never  fully  recovered.  A 
short  time  before  his  death,  he  had  entered  the  Henry  Ford  Hos- 
pital, at  Detroit,  Mich.,  for  treatment,  and  had  returned  to  his  home 
in  Grand  Eapids  apparently  greatly  improved.  He  had  continued 
actively  in  the  business  of  the  Newaygo  Portland  Cement  Company  and 
had  visited  the  plant  only  a  few  days  before  the  brief  illness  which 
caused  his  death. 

Mr.  McCool  is  survived  by  his  widow,  who  was  Miss  Kate  Fisher, 
of  Batavia,  N.  Y.,  and  one  brother,  Mr.  William  A.  Tench,  of  Detroit, 
Mich. 

In  Grand  Rapids  and  Newaygo,  Mr.  McCool  was  widely  known  for 
his  benevolent  and  philanthropic  work,  having  been  actively  identified 
with  many  charitable  movements  in  both  places.  In  the  business 
world  his  influence  was  strong  and  progressive,  and  he  commanded 
high  esteem  among  men  of  large  affairs.  His  funeral  took  place  at 
Batavia,  N.  Y.,  and  out  of  respect  for  him  who  had  been  its  founder 
and  President,  the  hour  was  marked  by  the  complete  cessation  of 
operations  at  the  plant  and  power  house  of  the  Newaygo  Portland 
Cement  Company. 

Mr.  McCool  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  September  5th,  1883. 
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THEODORE  HALL  McKENZIE,  M.  Am.  Soo.  C.  E* 


Died  May  3d,  1916. 


Theodore  Hall  McKeiizie  was  born  in  Yalesville,  Conn.,  on  March 
i'9th,  1847.  His  father,  William  McKenzie,  was  a  native  of  Scotland, 
who  came  to  America  when  a  young  man  and  engaged  as  a  contractor, 
in  the  construction  of  buildings  and  stone  bridges.  His  mother,  Tem- 
perance (Hall)  McKenzie,  was  a  descendant  of  an  old  Connecticut 
family,  and  had  great  strength  of  character. 

During  boyhood,  Theodore  Hall  McKenzie  attended  schools  in 
Wallingford  and  Meridcn,  Conn.,  and,  later,  took  the  Scientific  Course 
at  the  Literary  Institute,  in  Suffield,  where  he  studied  Surveying. 
When  still  a  lad,  he  read  many  scientific  books,  and  during  1866-68 
he  assisted  his  father  in  the  construction  of  public  works. 

From  1868  to  lHl-2  he  worked  with  location  and  construction  parties 
on  several  railroads  in  Connecticut  and  Massachusetts.  During  this 
period,  he  took  private  lessons  under  professors  of  the  Sheffield  Scien- 
tific School  of  Yale.  He  then  became,  for  two  years,  Division  and 
Resident  Engineer  on  the  Providence  and  Springfield  Railroad.  From 
1875  to  1878,  he  was  City  Engineer  of  Meriden,  Conn.,  where  he  pre- 
pared plans,  under  the  direction  of  the  late  E.  S.  Chesbrough,  Past- 
President,  Am.  Soc.  C.  E.,  for  the  sewerage  of  that  city,  and  also 
built  reservoirs  for  an  addition  to  its  water  supply. 

In  1878  Mr.  McKenzie  was  elected  Secretary  of  the  Peck,  Stow  and 
Wilcox  Company,  hardware  manufacturers,  of  Southington,  Conn., 
which  position  he  held  for  10  years.  During  this  period,  he  designed 
and  built  the  water-works  of  Southington  and  Plainville.  He  also 
planned  a  sewage  disposal  plant  for  Meriden,  which  was  the  first  in 
Connecticut.  A  paper  on  "The  Water-Works  of  Southington,  Con- 
necticut",! was  written   by   him   and   pn'sciit<>d  before  tlie    Society. 

After  1888,  Mr.  McKenzie  maintained  offices  in  Southington  and 
Hartford,  and  served  as  Consulting  Engineer  on  the  construction  of 
fourteen  water-works  and  twelve  sewerage  systems.  Among  these  may 
be  mentioned  the  water-works  at  Naugatuck,  Litchfield,  Wallingford. 
Simsbury,  Tcrryville,  Newton,  and  South  Manchester.  Conn.,  and 
Brewster,  N.  Y. ;  sewage  disi)osal  plants  at  Manchester,  South  ^lan- 
chester,  Norfolk,  Bristol,  Ridgeficld,  and  Sharon,  Conn.,  Johnstown 
and  GloA'ersville,  N.  Y.,  and  Princeton,  N.  J.;  also  water-power  develop- 
ments at  Berlin,  Conn.,  and  Croton  Falls,  N.  Y.  Since  1906,  he  had 
b(!en  largely  engaged  in  the  appraisal  of  mills  and  water  power  on  the 
Crolon  and  Ashokan  water-sheds  for  the  supply  of  the  City  of  New 
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York,  and  on  similar  work  for  the  Barge  Canal  in  New  York  State. 
He  was  frequently  an  expert  witness  in  litigations  regarding  such 
property. 

In  1SS7..  the  Legislature  of  Connecticut  constituted  a  State  Board 
of  Civil  Engineers  to  inspect  dams  and  to  approve  plans  for  new  dams 
and  reservoirs;  Mr.  McKenzie  was  a  member  of  this  Board  for  more 
than  a  quarter  of  a  century,  and,  during  part  of  that  time,  he  was  its 
Chairman. 

Mr.  McKenzie  was  Secretary  and  Superintendent  of  the  South- 
ington  Water  Company  for  27  years,  and  Secretary  and  Manager  of 
the  Terryville  Water  Company  for  4  years.  He  served  as  the  Engineer 
Member  of  the  Connecticut  State  Board  of  Health  for  20  years.  He 
was  a  member  of  the  Connecticut  Society  of  Civil  Engineers,  of  the 
New  England  Water-Works  Association,  and  of  the  American  Public 
Health  Association.  He  was  also  a  member  of  the  Masonic  fraternity, 
and  of  the  Baptist  Church. 

He  was  a  hard  worker  in  his  profession,  but,  in  his  home,  he  loved 
the  recreation  of  music,  and  out-of-doors  he  regarded  horses  as  one  of 
the  best  relaxations  from  the  cares  of  life.  His  favorite  counsel  to 
young  men  was  to  learn  thoroughly  some  business  or  profession  and 
to  abstain  entirely  from  tobacco  and  liquors.  Mr.  McKenzie  was  held 
in  esteem  by  his  business  associates  and  by  the  community  in  which 
he  lived  on  account  of  his  high  character  and  pleasing  personality. 

He  died  suddenly,  from  an  attack  of  heart  disease,  in  his  office  in 
Southington,  shortly  after  having  arrived  there  to  begin  the  work  of 
the  morning. 

Albert  B.  Hill,  M.  Am.  Soc.  C.  E.,  of  New  Haven,  Conn.,  writes  as 
follows  regarding  Mr.  McKenzie: 

"I  was  not  intimatelj'  acquainted  with  him  and  was  never  associated 
with  him  on  any  work,  although  I  was  on  the  opposite  side  in  several 
water  cases.  His  services  were  much  in  demand  as  an  expert  in  hy- 
draulic cases,  not  only  in  his  own  State  but  in  neighboring  States.  He 
was  very  zealous  for  the  interests  of  his  clients  and  considerate  of  his 
opponents. 

"He  had  a  very  pleasant,  agreeable  personality,  and  will  be  greatly 
missed  in  New  England  engineering  circles." 

Robert  E.  Horton,  M.  Am.  Soc.  C.  E.,  of  Albany,  N.  Y.,  writes  as 
follows : 

"I  knew  Theodore  H.  McKenzie  quite  intimately  during  the  period 
from  190G  until  the  time  of  his  death.  My  association  with  him  was 
largely  in  the  matter  of  preparation  of  technical  evidence  in  water- 
power  claims  on  Esopus  Creek.  However,  he  was  also  associated  with 
me  in  the  defense  of  certain  water-power  and  flood  claims  arising  from 
the  construction  of  the  Barge  Canal,  we  being  both  employed  by  the 
State  of  New  York  on  these  matters.  We  were  also  associated  on  cer- 
tain matters  involving  water-power  and  water  supplies,  quite  a  number 
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of  matters,  in  fact,  in  New  England.  I  would  say  of  Mr.  McKenzie 
that  one  might  on  first  acquaintance  easily  misjudge  him  because  of 
his  inclination  to  be  apparently  brusque  and  very  direct  and  frank  in 
anything  he  had  to  say.  The  frankness  and  directness  were  true  char- 
acteristics of  the  man.  The  brusqueness  was  apparent,  not  real,  as  on 
better  acquaintance  he  was  found  to  be  exceedingly  genial  and  cordial, 
in  fact,  I  havo  known  but  few  men  who  were  so  carefully  and  con- 
sistently loyal  and  devoted  to  their  friends  as  Mr.  McKenzie. 

"In  professional  work  Mr.  McKenzie  may  be  said  to  have  belonged 
to  the  older  school  of  practical  engineers.  The  methods  which  he 
adopted  for  the  solution  of  problems  were  nearly  always  simple  and 
direct.  He  had  had  a  very  wide  experience  in  engineering  work  in 
certain  lines,  especially  water  supply,  sewerage,  and  water-power  work. 
This  experience  had  given  him  most  excellent  judgment  in  matters  to 
which  it  related.  He  would  reach  conclusions  at  times  in  so  simple 
and  direct  a  manner  as  perhaps  to  arouse  suspicion  on  the  part  of  some 
of  the  younger  generation  who  believe  that  correct  results  in  similar 
matters  can  only  be  reached  through  long  processes  of  calculation.  To 
one,  however,  who  knew  Mr.  McKenzie's  rich  experience,  his  judg- 
ment would  be  most  highly  esteemed. 

"Mr.  McKenzie  was  at  times  somewhat  severe  in  his  criticism  of 
those  whom  he  believed  to  be  dishonest  or  unprincipled  in  their 
actions.  He  was  himself  apparently  incapable  of  anything  but  abso- 
lute frankness.  This  trait  was  often  evident  in  his  work  as  an  expert 
witness,  wherein  he  would  very  readily  admit  any  necessary  qualifica- 
tion of  testimony  he  had  given  which  was  brought  to  his  attention. 
This  was  at  times  perhaps  a  little  distressing  to  attorneys  with  whom 
he  was  associated,  but,  on  the  other  hand,  he  numbered  among  his 
most  steadfast  friends  many  attorneys  prominent  in  the  trial  of 
technical  cases,  both  those  with  whom  he  had  been  associated  and 
those  whom  he  had  opposed." 

On  October  11th,  1871,  Mr.  McKenzie  was  married  to  Mary  E.  Neal, 
daughter  of  Eoswell  A.  and  Eunice  (Atkins)  Neal,  of  Southington, 
Conn.  She  survives  him,  with  two  sons,  Samuel  H.  and  William  A. 
McKenzie,  and  two  daughters,  Eunice  J.  and  Fanny  L.  McKenzie. 

Mr.  McKenzie  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  September  7th,  1881. 
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STANLEY  ALFRED  MILLER,  M.  Am.  Soc.  C.  E.* 


Died  May   13th,  1917. 


His  many  friends  and  associates  were  shocked  beyond  measure  by 
the  dreadful  tragedy  which  culminated  in  the  death  of  Stanley  Alfred 
^Miller  and  his  assistant.  Mr.  Epaphroditus  Hawkins,  which  took  place 
about  42  miles  from  La  Eomana,  Santo  Domingo,  on  the  morning  of 
May  13th,  1917. 

Stanley  Alfred  ^Miller  was  born  in  New  Orleans,  La.,  on  May  27th, 
1882,  of  one  of  the  fine  old  families  which  have  made  his  native  State 
so  famous  by  their  ideals  and  accomplishments,  and  whose  traditions 
he  consistently  maintained.  He  was  educated  at  local  schools  and  at 
the  Louisiana  State  University,  where  he  was  one  of  the  youngest 
students. 

His  professional  work  began  like  that  of  most  engineers,  as  Rod- 
man, Levelman,  Instrumentman,  etc.  Then,  he  was  Assistant  Engi- 
neer on  sewers,  and  on  levee  construction  and  railways.  At  the  age 
of  19,  however,  Mr.  Miller  was  Assistant  Engineer  to  the  Board  of 
Public  Works  of  Mobile,  Ala.,  engaged  in  design  and  construction. 
As  Assistant  to  various  consulting  engineers  he  was  employed  on  the 
survey,  design,  and  construction  of  sewers  and  water-works  for  Baton 
Rouge,  La.,  Mobile,  Ala.,  Dallas,  Tex.,  and  Ardmore  and  South 
McAlester,  Okla.  In  1904,  he  served  as  Resident  Engineer  on  the 
Chihuahua  and  Pacific  Railroad,  and,  in  1905,  he  was  with  S.  Pearson 
and  Son,  Limited,  Contractors,  of  London,  England,  on  the  construc- 
tion of  Port  Works  at  Coatzacoalcos  (now  Puerto,  Mexico),  having 
been  for  a  time  in  direct  charge  of  the  contractors'  labor  forces  on  the 
terminal  yards  and  jetties.  This  will  be  recognized  by  all  engineers 
as  a  position  of  great  responsibility  for  a  man  of  his  age. 

This  was  followed  by  his  work  for  the  Mexican  Light  and  Power 
Company,  near  Xecaxa,  Mexico,  in  1906,  in  local  charge  of  the  con- 
struction of  Earth  Dams  ISTos.  1  and  3,  and  Tunnel  No.  1,  where  his 
infinite  care  and  attention  to  every  detail  proved  to  be  the  source  of 
much  valuable  information  to  his  associates. 

While  living  in  the  semi-permanent  camp  near  the  dams,  Mr.  Miller 
was  returning  to  his  quarters  after  a  midnight  inspection  of  some  of 
the  work,  when  he  stumbled  over  a  severely  wounded  Mexican  laborer. 
Having  no  assistance,  and  in  spite  of  the  fact  that  he  was  not  a  large 
man  physically,  he  picked  up  the  wounded  man,  carried  him  to  his  own 
cabin,  and  telephoned  for  a  doctor.  It  was  raining  heavily,  and  the 
doctor  was  miles  away  attending  to  other  patients,  so  Mr.  Miller,  by 
the  light  of  a  flickering  and  temporary  arc  lamp,  dressed  the  abdom- 
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inal  wounds,  the  operation  requiring  many  stitohes.  The  man  was 
doomed  in  any  event,  but  Mr.  Miller's  efforts  maintained  the  spark  of 
life  until  his  family  could  get  to  him. 

Mr.  Miller  was  engaged  in  the  construction  of  a  7-mile  sewer  for 
Paducah,  Ivy.,  and  paving  and  sewerage  for  Cairo,  111.,  in  1906  and 
1907.  He  was  also  Assistant  Engineer  on  hydro-electric  projects  in 
California  and  Colorado  in  1907  and  1908. 

During  the  next  three  years,  he  was  in  charge  of  the  Azua 
Irrigation  Project,  in  Santo  Domingo.  On  this  work  his  duties  were 
manifold  and  trying,  but  he  completed  them  to  his  own  satisfaction, 
and  to  those  who  knew  him,  the  meaning  of  that  statement  will  be 
clear,  as  he  was  his  own  most  meticulous  taskmaster.  His  work  con- 
sisted of  surveys  and  plans  for,  and  reports  on,  the  watering  of  50  000 
acres  of  sugar  lands,  and  a  hydro -electric  development.  After  this,  he 
took  charge  of  the  location  of  55  miles  of  improved  highways  for 
Copiah  County,  Miss.,  and  the  construction  of  a  portion  of  the  work. 
He  then  joined  the  forces  of  the  Uruguay  Railway  Company,  and  was 
placed  in  charge  of  railway  location  and  construction,  and  the  build- 
ing of  a  reinforced  concrete  wharf,  bridges,  buildings,  etc. 

When  visiting  one  of  the  camps  under  his  supervision  on  this  work, 
at  Paloma  del  Sarandi,  Mr.  Miller  found  that  one  of  the  engineers  had 
died  in  such  a  manner  that  local  burial  was  impossible,  and,  in  view 
of  the  refusal  of  the  members  of  the  party  to  assist  him,  he  himself 
prepared  the  body  for  transportation.  Then,  with  no  food  from  the 
morning  of  one  day  until  darkness  of  the  second  day,  he  traveled  60 
miles,  continuously,  through  the  rainy  night,  in  an  ox-cart,  secured 
help  at  the  county  seat,  bought  the  ground,  obtained  authority  for  the 
burial,  and  organized  a  funeral,  in  order  that  the  engineer  might  have 
the  last  rites  due  him,  and  that  his  parents,  in  far  off  Europe,  might 
know  where  the  body  of  their  son  lay. 

On  two  separate  occasions,  Mr.  Miller  insisted  on  accompanying 
the  writer  on  long  trips  without  explaining  his  reasons  for  doing  so, 
but  the  writer  learned  months  afterwards  that  he  had  heard  of  threats 
against  him  for  fancied  errors  in  company  policy. 

From  October,  1914,  until  December,  1916,  Mr.  Miller  was  engaged 
in  general  consultation  i)ractice  at  his  home  in  Paducah,  Ky.  In  this 
capacity,  he  designed  additional  sewers  for  Padiicali,  reported  on  drain- 
age projects  in  Kentucky,  a  hydro-electric  plant  in  Mississippi,  and 
rates  for  a  public  utility  corporation.  He  also  became  well  known 
throughout  his  adopted  State  by  his  earnest  efforts,  through  the  press 
and  various  organizations,  to  improve  the  status  of  the  ongiiieer.  to 
eliminate  engineering  work  from  politics,  and  to  further  the  general 
interest  in  good  roads.  He  had  built  up  a  good  practice,  his  work 
being  continued  during  liis  last  absence  in   Santo  Domingo. 
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Oil  December  9th.  191G,  Mr.  Miller  sailed  from  New  York  for  Cen- 
tral liomana.  a  sugar  estate  of  the  South  I'orto  Rico  Sugar  Company, 
to  "study  a  couple  of  rivers  for  hydro-electric  and  irrigation  develop- 
ment", and  lived  in  camp  to  push  the  work.  This  apparently  wavS 
progressing  nicely  until  the  fateful  Sunday  morning  of  May  13th,  1917, 
when  his  camp  was  attacked  shortly  after  daylight  by  a  bandit  with 
more  than  100  men.  The  little  party  was  quickly  overpowered  and  led 
to  their  death,  which  took  place  about  an  hour  afterward.  One  Spanish 
helper  and  a  British  lu'oro  wore  tied  near  Mr.  Miller  and  Mr.  Hawkins, 
hut  only  the  latter  were  executed.  Mr.  Miller  explained  to  the  bandit 
the  nature  of  his  work  and  its  non-military  character,  but  was  told 
that  '"their  fault  was  being  Americans."  His  only  plea,  that  he  be 
allowed  to  write  to  his  wife,  was  denied  him.  Mr.  Miller's  religious 
convictions  were  known  only  to  those  who  knew  him  intimately, 
and  it  was  his  marvellous  faith  that  the  Divine  Will  would  be  done, 
and  his  maxim  that  "one  must  meet  his  portion  without  flinching", 
which  undoubtedly  formed  the  basis  for  his  most  extraordinary  courage 
in  facing  death. 

To  those  who  stay  behind,  the  loss  is  always  keen  and  enduring, 
but  the  loss  of  Mr.  Miller  is  felt  with  unusual  regret.  His  rapid  prog- 
ress is  proof  to  all  of  his  professional  value,  and  the  younger  engineers 
already  counted  him  as  a  leader.  His  State  will  feel  the  loss  of  an 
able,  analytical  citizen,  whose  spirit  was  of  the  metal  that  tempers 
entire  communities.  The  writer  was  associated  with  Mr.  Miller  on 
various  works,  and  knows  how  much  his  friends  will  miss  his  counsel, 
and  how  much  all  those  who  knew  him  will  miss  the  fine  innate  sense 
of  justice,  coupled  with  a  knowledge  of  human  weaknesses,  which  made 
his  quietly  expressed  opinions  grow  on  one  like  the  conception  of  a 
fundamental  law. 

"Mr.  Miller  was  married  to  Miss  Ann  Bradshaw,  of  Paducah,  Ky., 
on  March  IGth,  1911.  Their  first  daughter.  Miss  Vauban  Miller,  died 
and  was  biiried  at  sea,  but  their  second  daughter,  Stanley  Ann  Miller, 
who  was  born  just  six  weeks  before  her  father  went  to  Santo  Domingo, 
together  with  her  mother,  survives  him.  He  is  also  survived  by  his 
father  and  mother,  Mr.  and  Mrs.  W.  R.  Miller,  his  brother,  Mr.  W.  R. 
Miller,  Jr.,  and  his  sister,  Mrs.  W.  Molton  Evans,  all  of  Baton 
Rouge,  La. 

Mr.  Miller  was  a  member  of  New  England  Water  Works  Association, 
the  Boston  Society  of  Civil  Engineers,  and  the  Sigma  Alpha  Epsilon 
Fraternity.  He  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  February  4th,  1902,  an  Associate  Member  on  April  6th, 
1909,  and  a  Member  on  June  24th,  191G. 
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WILLIAM  KIDLEY  NEELY,  M.  Am.  Soc.  C.  E. 


Died  April  11th,  1916. 


William  Ridley  Neely,  the  son  of  Robert  Johnson  Neely  and 
Elizabeth  Norfleet  Ridley,  was  born  on  August  20th,  1872,  in  Ports- 
mouth, Va.  He  was  educated  at  private  schools,  first  at  a  "Dame's 
school"  in  Portsmouth,  and  then  at  Norfolk  Academy,  of  Norfolk,  Va. 
He  also  attended  the  University  of  Virginia  from  1888  to  1890. 

The  early  years  of  Robert  Johnson  Neely,  his  father,  were  spent 
at  Newton,  Pa.,  where  the  old  Neely  family  homestead,  built  before 
the  Revolution,  is  now  the  property  of  the  Daughters  of  the  American 
Revolution.  Early  in  life  he  went  to  Portsmouth,  Va.,  where  he 
was  engaged  as  a  lumber  manufacturer.  He  became  so  identified  mth 
the  South  that  he  fought  with  the  Confederate  Army  all  through  the 
Civil  War.  Mr.  Neely's  mother,  Elizabeth  Norfleet  Ridley,  is  a 
collateral  descendant  of  Bishop  Ridley  who  was  burned  to  death  for 
religion's  sake  in  the  time  of  Mary  Tudor.  She  was  born  and  brought 
up  on  a  plantation  near  Portsmouth,  Va.,  and  was  educated  in  convents 
in  South  Carolina  and  at  Richmond,  Va.  Her  father  was  a  well-known 
landed  proprietor  of  his  section,  a  very  fine  type  of  the  ante-bellum 
country  gentleman.  William  Ridley  Neely's  parentage  and  traditions 
were  all  of  the  South,  and  he  always  took  great  pride  in  the  develop- 
ment of  his  home  State. 

Mr.  Neely  entered  the  service  of  the  United  States  Engineer 
Department,  in  the  Vicksburg  District,  in  October,  1891,  and  remained 
in  the  employ  of  the  Government  for  8  years,  being  engaged  mainly 
on  soundings,  precise  level  work,  topographical  surveys,  and  compu- 
tations, along  the  Mississippi  and  tributary  rivers.  In  March,  1899, 
he  was  furloughed  to  take  service  with  the  Isthmian  Canal  surveys 
in  Nicaragua,  and  remained  there  until  April,  1900,  at  which  time 
he  returned  to  the  Vicksburg  District  and  remained  until  1904,  in 
charge  of  test  borings  and  drafting  plans  and  designing  locks,  dams, 
and  other  structures.  In  connection  with  the  test  borings  in  the  bed 
of  the  Ouachita  River,  several  deep  borings  were  made  to  determine 
the  geological  structure  of  the  valley,  notably  at  Catahoula  Shoals, 
Columbia,  Rock  Row  Shoals,  Jacks  Island,  and  Newport  Landing. 
The  information  obtained  has  been  utilized  in  the  later  reports  on 
the  geology  of  Louisiana.  The  plans  for  the  Ouachita  locks  and 
dams  embraced  the  designing  of  foundations  in  treacherous  material, 
concrete  walls  subject  to  earth  and  water  pressure,  steel  lock  gates,  and 
a  variety  of  operating  machinery,  as  well  as  the  solution  of  many 
hydraulic  problems. 

*  Memoir  prepared  by  James  F.  Sanborn,  Assoc.  M.  Am.  Soo.  C.  B. 
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In  May.  190-i,  iMr.  Neely  was  furloiighed  to  take  up  engineering 
work  at  the  West  Point  Military  Academy,  where  he  remained  until 
October,  1906,  on  work  connected  with  the  increase  of  the  water  supply 
for  the  military  reservation  there.  This  involved  the  location  of  the 
pipe  line  through  most  difficult  coxmtry  and  its  actual  laying,  the 
length  of  the  line  being  approximately  6  miles,  and  the  pipe  20  in.  in 
diameter.  Mr.  Neely  did  most  of  the  field  work  connected  with  this 
project,  and  his  superior  officer  considered  the  service  which  he  ren- 
dered very  satisfactory.  He  also  assisted  in  designing  the  filters  which 
were  to  be  built  at  "West  Point. 

In  October,  1906,  Mr.  Neely  entered  the  service  of  the  State  of 
New  York,  as  Assistant  Engineer  in  the  Engineering  Department  of 
the  Barge  Canal,  and  continued  with  that  work  for  more  than  two 
years.  D.  A.  Watt,  M.  Am.  Soc.  C.  E.,  who  was  at  that  time  Assistant 
Engineer,  in  charge  of  the  Designing  Office  of  the  New  York  State 
Barge  Canal,  says: 

"He  [Mr.  Neely]  assisted  me  during  that  time  in  preparing  the 
plans  for  some  of  the  chief  sections  of  the  canal,  such  as  the  cross- 
country line  just  west  of  Rochester,  which  comprised  two  high-lift 
locks,  as  well  as  very  heavy  cuts  and  embankments;  the  line  through 
Phoenix  on  the  Oswego  River;  and  the  line  through  Little  Falls.  The 
latter  included  a  lock  of  40^  ft.  lift,  as  well  as  difficult  work  in  carry- 
ing the  canal  through  a  narrow  gorge  and  along  the  side  of  a  rock 
bluflF  overhanging  the  Mohawk  River.  I  found  Mr.  Neely  an  able 
man.  He  was  a  very  hard  worker  and  had  originality  and  accuracy, 
and  I  was  very  sorry  to  lose  his  services.  He  left  to  accept  a  more 
promising  position  with  the  State  Water  Supply  Commission." 

In  the  spring  of  1908,  Mr.  Neely  was  employed  as  Resident  Engi- 
neer in  charge  of  two  field  parties  making  topographical  surveys  and 
maps  of  the  basin  of  the  proposed  big  Sacandaga  Storage  Reservoir, 
near  Northville,  N.  Y.,  as  well  as  surveys  of  the  storage  possibilities  at 
Piseco,  Pleasant,  and  Schroon  Lakes.  In  1909,  he  was  re-engaged 
by  the  State  Water  Supply  Commission,  but  soon  after  resigned. 
Horace  Ropes,  M.  Am.  Soc.  C.  E.,  speaks  of  him,  as  follows:  "Mr. 
Neely  was  an  active  and  industrious  worker,  an  agreeable  person,  well 
liked  by  those  associated  with  him." 

From  June,  1909,  to  April,  1913,  Mr.  Neely  was  employed  by  the 
Board  of  Water  Supply  of  the  City  of  New  York  on  the  construction 
of  Section  1,  Wallkill  Division,  of  the  Catskill  Aqueduct,  at  New 
Paltz,  N.  Y.,  of  which  section  he  had  charge.  The  work  consisted 
of  a  standard  type  concrete  aqueduct,  in  cut  and  cover,  along  a  strip 
on  the  east  slope  of  the  Shawangunk  Mountains,  mainly  in  rock  cut, 
and  a  grade  tunnel  driven  toward  the  north  under  Bonticou  Crag 
to  meet  the  timnel  driven  from  the  other  side  of  the  range.  In  contrast 
with  the  soft-ground  problems  of  his  early  experience  along  the  lower 
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Mississippi  Kiver,  Mr.  Neely  greatly  enjoyed  the  work  and  methods 
used  for  the  hard-rock  excavation,  timbering,  and  concrete  construction 
in  the  tunnel,  and  the  difficulties  encountered  in  open-cut  work. 
In  connection  with  liis  duties  of  supervising  the  construction,  he  worked 
out  several  problems  of  design  for  special  structures  and  unusual 
conditions,  and  also  had  the  gratification  of  executing  this  work.  He 
was  a  member  of  the  Catskill  Aqueduct  Association  and  took  great 
interest  in  his  relations  with  the  engineers  he  met  on  that  work. 

On  April  10th,  1913,  Mr.  Neely  resigned  to  enter  the  contracting 
field.  He  built  several  miles  of  the  special  concrete  post  and  wire 
fences  along  the  Aqueduct,  which  occupied  him  until  the  spring  of 
1915.  At  the  time  of  his  death  on  April  11th.  1910,  he  was  living  in 
Portsmouth,  Va. 

He  was  married  on  February  20th,  1901,  to  Annie  Calvert  Jones, 
of  Vicksburg,  Miss. 

Mr.  Neely  was  a  member  of  the  General  Alunuii  Society  of  the 
University  of  Virginia.  He  was  elected  a  Member  of  the  American 
Society  of  Civil  Engineers  on  July  9th,  190G. 
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HAROLD  PAUKER,  M.  Am.  Soc.  C.  E.* 


Died  Xovember  29th,  1916. 


Harold  Parker,  the  sou  of  George  Alanson  and  Harriet  Newhall 
Felton  Parker,  was  born  in  Charlestovvn,  Mass.,  on  June  17th,  1854. 
He  was  a  direct  descendant  of  Captain  Joseph  Parker,  who  settled 
in  Newbury  in  1638,  and  of  Nathaniel  Felton,  who  settled  in  Salem 
in  1633. 

After  receiving  a  preliminary  common  school  education  in  Phila- 
delphia, Pa.,  and  Lancaster,  Mass.,  Mr.  Parker  entered  Phillips  Exeter 
Academy,  from  which  he  was  graduated.  He  then  entered  Harvard 
College,  where  he  continued  his  studies  during  1871  and  1872. 

Leaving  college  for  a  business  career,  he  was  first  employed  in  the 
capacity  of  Foreman  with  the  Pennsylvania  Steel  Company.  In  1874, 
he  returned  to  his  home  town,  Lancaster,  Mass.,  and  became  a  member 
of  the  civil  engineering  firm  of  Parker  and  Bateman,  continuing  as 
such  until  his  death. 

Notwithstanding  the  fact  that  he  was  of  modest  disposition  and 
not  of  the  ofiice-seeking  type,  Mr.  Parker  was  prominent  in  the  political 
aflFairs  of  Lancaster,  and  was  twice  elected  to  represent  his  district  in 
the  State  Legislature.  His  best  years  in  public  service,  however,  were 
devoted  to  the  work  of  building  up  the  highway  system  of  his  native 
State.  In  1900  he  was  appointed  by  the  Governor  as  a  member  of 
the  Massachusetts  Highway  Commission,  and  on  the  resignation  of 
William  E.  McCHntock,  M.  Am.  Soc.  C.  E.,  in  June,  1908,  he  was 
made  Chairman,  which  position  he  held  until  1911,  when  he  resigned 
again  to  devote  his  time  to  other  than  public  office.  His  ability  and 
tireless  industry  added  to  the  good  repute  for  gaining  progress  and 
results  for  which  this  Commission  had  already  become  widely  known. 
The  revolution  in  methods  of  highway  transportation  and  consequent 
revolution  in  methods  of  highway  construction  was  at  its  height  during 
Mr.  Parker's  administration  as  Chairman  of  the  Commission,  and 
many  who  are  continuing  the  work  so  ably  carried  on  by  him,  are 
indebted  to  him  for  his  thought  and  foresight. 

Immediately  following  his  resignation  as  Highway  Commissioner, 
he  became  Vice-President  of  a  large  contracting  firm,  thus  continuing 
to  devote  his  time  to  road  and  pavement  work. 

In  1913  and  1914,  Mr.  Parker  served  the  State  of  New  York  in 
an  advisory  capacity,  being  designated  by  Governor  Dix  as  a  member 
of  the  Advisory  Board  of  the  Highway  Department. 

Being  a  lover  of  nature,  he  spent  his  leisure  in  the  fields  and 
woods,  taking  much  interest  in  the  forests  and  natural  resources  of 
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his  neighborhood  and  State,  and  considering  as  a  pleasure  rather  than 
a  duty  his  services  as  Chairman  of  the  Massachusetts  Forestry  Com- 
mission and  of  the  Wachusett  Mountain  Reservation  Commission. 

Indication  of  Mr.  Parker's  recognition  by  others  in  his  chosen 
field  of  effort  is  shown  by  his  selection  as  President  of  the  Massa- 
chusetts Highway  Association  and  of  the  American  Road  Builders' 
Association,  in  both  of  which  societies  he  took  great  interest. 

Mr.  Parker  was  a  man  of  the  sturdy  I^ew  England  type,  of  high 
principles,  and  a  most  true  friend  to  those  who  won  his  friendship. 

He  is  survived  by  his  widow,  Elizabeth  B.  (Bartol)  Parker  (to 
whom  he  was  married  in  1884),  and  by  one  son  and  two  daughters. 

Mr.  Parker  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  June  7th,  1899. 
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WILLIAM  RODNEY  PATTERSOxV,  M.  Am.  Soc.  C.  E.* 


Died  July  19tii,  1916. 


William  Rodney  Patterson  was  born  at  Effingham.  N.  H.,  on 
November  4th.  1854. 

He  was  graduated  from  Dartmouth  College  in  1876,  and,  within 
a  few  months,  was  associated  with  the  late  Enos  M.  Barton,  of  the 
Western  Electric  Company.  Eor  many  years,  Mr.  Patterson  was  the 
Plant  Engineer  of  the  Western  Electric  Company,  and  had  direct 
charge  of  the  construction  and  maintenance  of  all  its  many  buildings, 
not  only  in  the  United  States,  but  also  of  its  various  plants  in  Europe 
and  the  Orient. 

He  was  directly  responsible  for  the  invention  and  perfection  of 
the  dry-core  telephone  cable  now  so  generally  used  throughout  the 
civilized  world,  as  well  as  of  the  process  of  extruding  a  lead  sheath 
over  the  cable.  He  took  out  more  than  100  patents  in  connection  with 
the  development  of  the  telephone  cable. 

In  1911,  Mr.  Patterson  retired  from  the  Western  Electric  Com- 
pany and,  until  his  death,  which  occurred  on  July  19th,  1916,  after  an 
illness  of  some  months,  he  was  senior  member  of  the  firm  of  Patterson 
and  Davidson,  Consulting  and  Designing  Engineers,  in  Chicago,  111. 

He  was  a  man  of  quiet  reserve,  but  was  nevertheless  endowed  with 
an  interesting  and  genial  personality,  and  any  one  who  came  in 
contact  with  him,  in  business  or  socially,  became  at  once  his  stanch 
friend.  By  nature  a  man  of  the  simplest  tastes,  he  was  a  great  reader 
and  a  keen  observer.  His  hobby,  during  his  spare  moments,  was  the 
preparation  of  colored  lantern  slides  of  architectural  and  engineering 
objects,  and  his  library  contains  many  thousands  of  such  slides  colored 
by  his  own  hands.  He  was  a  great  traveler,  and,  during  the  latter 
years  of  his  life,  spent  at  least  one-half  his  time  on  foreign  shores. 

As  an  executive,  Ifr.  Patterson  had  few  superiors.  He  had  the 
peculiar  natural  gift  of  being  able  to  select  his  assistants  and  of  having 
the  wise  judgment  of  transferring  to  them  authority  and  holding  them 
responsible  for  results,  he  himself  not  devoting  his  valuable  time  to 
minute  details  of  work  or  organization. 

While  in  the  employ  of  the  Western  Electric  Company,  he  was 
recognized  as  its  construction  genius.  He  had  seen  the  Company 
develop  from  about  25  employees  until,  at  the  time  of  his  retirement, 
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they  numbered  more  than  50  000 ;  and  in  that  time  the  yearly  sales  had 
increased  from  a  few  thousand  to  about  eighty  million  dollars. 

Engineers  will  remember  Mr.  Patterson  in  connection  with  the 
development  of  the  telephone  industry,  as  without  doubt  its  rapid 
development  has  been  due  more  directly  to  the  invention  and  perfection 
of  the  dry-core  telephone  cable  than  to  any  other  one  thing. 

Mr.  Patterson  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  May  4th,  1909. 
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JOSEPH  RAMSEY,  Jr.,  M.  Am.  Soc.  C.  E.* 


Died  July  7th,  1916. 


Joseph  Ramsey,  Jr..  the  son  of  Joseph  and  Mary  (Patterson) 
Ramsey,  was  born  at  Pittsburgh,  Pa.,  on  April  ITth,  1850.  He  was 
educated  in  the  public  schools  of  Pittsburgh,  and  completed  his  studies 
at  the  Western  University  of  Pennsylvania  in  1869. 

Mr.  Ramsey  began  his  railroad  career  as  a  Rodman  in  the  Engineer 
Corps  of  the  Pittsburgh,  Cincinnati  and  St.  Louis  Railroad.  In  1870  he 
was  made  Engineer  in  charge  of  the  construction  of  the  Dresden  Cut-off, 
at  Dresden.  Ohio,  but  resigned  to  accept  the  position  of  Assistant 
Engineer  on  location  and  construction  of  the  Bell's  Gap  Railroad,  and, 
a  year  later,  was  made  Assistant  Engineer  of  the  Lewiston  Division 
of  the  Pennsylvania  Railroad. 

Returning  to  the  Bell's  Gap  Railroad,  in  1872,  Mr.  Ramsey  was  made 
Chief  Engineer,  and  after  its  completion,  in  1873,  its  Superintendent, 
in  which  position  he  continued  imtil  January,  1879,  when  he  entered 
the  service  of  the  Pittsburgh,  New  Castle  and  Lake  Erie  Railroad  as 
Chief  Engineer  and  General  Superintendent.  He  resigned  this 
position  in  September  of  that  year,  to  take  a  similar  one  with  the 
Pittsburgh  Southern  Railroad.  Mr.  Ramsey's  unusual  abilities  were 
speedily  recognized,  and  he  was  offered  the  position  of  General  Man-' 
ager  of  the  Pittsburgh,  Chartiers  and  Youghiogheny  Railroad.  While 
thus  engaged,  he  became  General  Manager  of  two  other  branch  roads 
and  the  Chartiers  Block  Coal  Company. 

From  1883  to  1890  Mr.  Ramsey  served  as  Chief  Engineer  of  the  Cin- 
cinnati, Hamilton  and  Dayton  Railroad,  resigning  to  become  Assistant 
to  the  President  of  the  Cleveland,  Cincinnati,  Chicago  and  St.  Louis 
Railroad,  which  post  he  retained  until  1892.  From  1890  to  1895  he 
was  President  of  the  Peoria  and  Pekin  Union  Railway  and,  from 
1S91  to  1893,  Vice-President  of  the  Cincinnati,  Wabash  and  Michigan 
Railroad,  having  charge  of  the  Operating  and  Traffic  Departments  of 
both  these  companies,  while  holding  the  Presidency  of  the  Findlay 
Belt  Railway.  In  June,  1891,  he  was  made  General  Manager  of  the 
Cleveland,  Cincinnati,  Chicago  and  St.  Louis  Railway,  and,  in  1892, 
was  elected  General  Manager  and  Vice-President  of  the  Dayton  Union 
Railroad.  In  April,  1893,  Mr.  Ramsey  accepted  the  position  of  General 
^Nfanager  of  the  Terminal  Railroad  Association  of  St.  Louis,  which 
position  he  held  until  December  1st,  1895,  when  he  was  made  Vice- 
President  and  General  Manager  of  the  Wabash  Railroad  Company. 
He  was  made  President  of  the  entire  Wabash  System  in  1901,  a  position 
.'hich  he  filled  for  five  years  with  signal  success. 

*  Memoir  prepared  by  John  P.  Ramsey,  Esq. 
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Mr.  Eamsey  was  also  President  of  the  Wheeling  and  Lake  Erie 
Railroad  and  the  Wabash-Pittsburgh  Terminal  Railroad  from  1901 
to  1905;  the  Ann  Arbor  Railroad  from  1902  to  1906;  and  the  Western 
Maryland  Railroad  and  West  Virginia  Central  Railroad  from  1903  to 
1905.  He  also  served  as  President  of  the  Pittsburgh  and  Chicago 
Railroad,  the  Lorain  and  Ashland,  and  the  Ashland  and  Western  Rail- 
ways. In  1913,  Mr.  Ramsey  became  President  and  General  Manager 
of  the  Lorain,  Ashland  and  Southern  Railroad,  which  he  had  built. 
While  President  of  the  Wabash  Railroad  he  was  sent  to  the  Paris 
Exposition  of  1900  as  Railroad  Commissioner  from  the  United  States. 

Mr.  Ramsey  was  a  Director  of  the  Louisiana  Purchase  Exposition, 
at  St.  Louis,  Mo.,  and  Vice-President  of  its  Committees  on  Electricity 
and  Electrical  Appliances  and  Transportation.  He  was  also  connected 
with  several  companies  as  Director  and  Committeeman.  He  was  a 
member  of  the  Commercial  and  Noonday  Clubs,  of  St.  Louis,  Mo., 
the  Duquesne  Club,  of  Pittsburgh,  Pa.,  and  the  Toledo  Club,  of  Toledo, 
Ohio. 

Mr.  Ramsey  was  married  on  April  8th,  1873,  to  Laura,  daughter 
of  James  E.  Palmer,  of  Zanesville,  Ohio,  who,  with  two  sons,  James 
Palmer  and  John  Patterson,  and  three  daughters,  Mrs.  Helen  R. 
Fowler,  Miss  Jane  M.  Ramsey,  and  Mrs.  Mary  R.  Mclntyre,  survives 
him.     His  death  occurred  at  East  Orange,  N.  J.,  on  July  7th,  1916. 

Mr.  Ramsey  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  May  1st,  1889,  and  served  as  a  Director  from  1900 
to  1902,  inclusive. 
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THOMAS  FRANKLIN  RICHARDSON.  M.  Am.  Soc.  C.  E.* 


Died  Dkcembek  ^Oth.  1915. 


Thomas  Fraukliii  Richardson  was  born  at  Woburn,  Mass.,  on  Feb- 
ruary 10th,  1855.  He  was  of  Colonial  ancestry,  having  been  descended 
from  Samuel  Richardson  who  came  to  this  country  about  1630  from 
the  south  of  England  and  settled  in  what  is  now  Winchester,  Mass. 

Mr.  Richardson  was  graduated  in  1872  from  the  Boston  English 
High  School,  and  began  his  career  as  a  Civil  Engineer  in  May,  1873, 
as  Rodman  on  the  location  and  construction  of  the  aqueduct  for  the 
Sudbury  Water-Works,  for  the  City  of  Boston.  When  the  work  was 
finished  in  December,  1878,  he  had  been  promoted  to  the  position  of 
Instrumentman. 

From  December,  1878,  to  October,  1879,  he  was  employed  as 
Assistant  Engineer  for  the  City  of  Chelsea,  Mass.,  in  charge  of  the 
construction  of  the  main  trunk  sewer  for  that  place. 

In  January,  1880,  Mr.  Richardson  went  West  as  Topographer  on 
surveys  for  the  location  of  the  Atlantic  and  Pacific  Railroad  (now 
part  of  the  Santa  Fe  System),  and  in  seven  months  was  made  Division 
Engineer,  which  position  he  held  until  June,  1882.  As  Division 
Engineer,  he  had  charge  of  the  construction  of  about  25  miles  of  rail- 
road in  New  Mexico  and  Arizona  and  was  also  active  in  the  manage- 
ment of  that  portion  of  the  road.  His  work  here  included  the  con- 
struction of  the  Canon  Diablo  and  the  Padre  Canon  Bridges  in  Arizona, 
the  former  of  which  was  a  notable  piece  of  engineering  for  that 
time,  being  a  steel  trestle  about  225  ft.  high  and  600  ft.  long.  Labor 
conditions  were  extremely  bad  in  this  country,  and  water  for  con- 
struction purposes  had  to  be  hauled  from  25  to  30  miles,  largely  by 
teams,  thus  making  the  work  very  difficult. 

In  October,  1882,  Mr.  Richardson  joined  the  Engineering  Corps 
of  the  Mexican  Central  Railway  Company  as  Assistant  Engineer.  In 
this  capacity  he  had  charge  of  the  construction  of  the  Encarnacion 
Bridge,  175  ft.  high  and  1  300  ft.  long.  At  that  time  this  bridge  was 
considered  to  be  the  most  important  piece  of  bridge  work  under- 
taken in  Mexico.  He  remained  with  this  Company  until  July,  1885, 
serving  for  about  a  year  as  Bridge  Engineer  on  the  southern  half  of 
the  road  and.  for  another  year,  as  Resident  Engineer  on  the  northern 
600  miles  of  the  same  road,  designing  and  constructing  a  great  many 
of  the  bridges. 

In  September,  1885,  Mr.  Richardson  was  appointed  Division  Engi- 
neer on  the  construction  of  the   Chicago,   Burlington   and   iN'orthern 

*  Memoir   prepared   by    the    Secretary    from    information    on   file   at   the   Society 
Headquarters. 
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Railroad  in  Wisconsin,  in  charge  of  timber  trestle  work  over  the 
Wisconsin  River  and  also  of  the  heavy  grading  work.  In  July,  1886, 
he  entered  the  employ  of  the  Colorado  Fuel  Company,  making  railroad 
surveys,  designing  structures,  and  making  estimates  for  the  develop- 
ment of  that  Company's  coal  properties  in  the  mountains  between 
Glenwood  Springs  and  Aspen,  Colo.  He  also  located  a  number  of 
railroad  lines  in  this  region  with  grades  as  high  as  5%,  using  switch- 
backs on  many  of  the  lines.  He  remained  with  the  Colorado  Fuel 
Company  until  May,  1887,  when  he  was  made  Division  Engineer  on 
the  construction  of  the  Atchison,  Topeka  and  Santa  Fe  Railroad.  In 
this  capacity  he  had  charge  of  the  Division  Yard  at  Chillicothe  and 
the  heavy  work  near  the  Illinois  River.  For  the  greater  part  of  the 
last  year  (1888)  he  served  as  Resident  Engineer  in  charge  of  all 
new  work  in  the  State  of  Illinois. 

From  January  to  April,  1889,  Mr.  Richardson  was  engaged  on  the 
location  of  a  line  in  the  San  Luis  Valley,  from  Valley  Grove  to 
Alamaso,  for  the  Denver  and  Rio  Grande  Railroad,  and,  from  April, 
1889,  to  January,  1892,  he  was  Chief  Engineer  on  the  location  and 
construction  of  the  Manitou  and  Pike's  Peak  Railroad.  This  road 
has  a  maximum  grade  of  25  ft.  per  100,  with  a  maximum  curvature 
of  16°,  is  9  miles  long,  and  extends  from  an  elevation  of  about  6  000  ft. 
to  one  of  14  100  ft.  above  sea  level,  about  3|  miles  of  it  being  above 
the  timber  line.  Mr.  Richardson  designed  all  the  structures  and  all 
the  appliances  for  laying  the  Abt  rack  rail  which  was  used  on  this  line. 

In  February,  1892,  he  went  to  Chicago,  111.,  where  he  entered  the 
service  of  the  Sanitary  District  as  Assistant  Engineer,  having  charge 
of  the  construction  of  several  miles  of  the  Lemont  portion  of  the  main 
channel,  and  from  April  to  August,  1893,  he  served  as  Engineer  in 
charge  of  the  construction  of  the  G8th  Street  Tunnel  (one  of  the  water 
tunnels  built  of  brick  through  clay  and  silt  4  miles  under  Lake  Michi- 
gan) for  the  City  of  Chicago. 

In  August,  1893,  Mr.  Richardson  returned  to  Massachusetts  where 
he  entered  the  service  of  the  State  Board  of  Health  and,  until  June, 
1895,  had  charge  of  surveys  for  all  the  reservoirs  and  aqueducts  in 
connection  with  the  investigations  for  a  water  supply  for  the  Metro- 
politan District.  He  made  the  preliminary  locations,  designs,  and 
estimates  of  cost,  for  the  location  of  the  Wachusctt  Aqueduct;  the 
Wachusett  Reservoir  and  Dam,  including  all  appurtenances  thereto; 
a  reservoir  on  Ware  River,  together  with  a  tunnel  8.7  miles  long  con- 
necting it  with  the  Wachusett  Reservoir;  a  reservoir  on  Swift  River, 
including  a  tunnel  27.6  miles  long,  also  connecting  this  reservoir  with 
the  Wachusett  Reservoir;  and  the  Weston  Aqueduct,  as  well  as  many 
other  sources  of  supply. 

From  July,  1895,  to  January,  1906,  Mr.  Richardson  was  employed 
as  Engineer  of  the  Dam  and  Aqueduct  Department  of  the  Metropolitan 
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Water-Works,  in  charge  of  the  construction  of  the  Wachusett  Reser- 
voir, 12  miles  long,  which  work  included  a  tunnel  2  miles  long  and 
a  masonry  arch  bridge  over  the  Valley  of  the  Assabet  River.  He  also 
had  charge  of  the  construction  of  the  sewage  filtering  system  for 
Clinton,  Mass.,  including  a  power-house  and  25  acres  of  filter  beds. 
Until  May,  1906,  he  had  charge  of  studies  for  the  location  and  design 
of  the  North  Dike  and  the  land  surveys  for  the  Wachusett  Reservoir. 
This  work  included  the  relocation  of  the  Central  Massachusetts  Rail- 
road from  Berlin  Junction  to  the  North  Dike,  with  a  steel  viaduct 
about  135  ft.  high  and  1  000  ft.  long,  across  the  Nashua  River  below 
the  dam.  Mr.  Richardson  also  made  the  final  location  for  the  Weston 
Aqueduct  and  was  in  charge  of  the  construction  work  in  connection 
with  the  Wachusett  Dam,  as  well  as  serving  as  Engineer  of  the  Reser- 
voir Department  in  1905. 

In  January,  1906,  Mr.  Richardson  entered  the  employ  of  the  J.  G. 
White  Company,  Incorporated,  as  Construction  Superintendent  in 
charge  at  the  Laguna  Dam  near  Yuma,  Ariz.,  for  the  United  States 
Reclamation  Service. 

In  March  of  the  same  year,  he  returned  to  the  Metropolitan  Water- 
Works  of  Boston,  Mass.,  as  Engineer  of  the  Dam  and  Reservoir  De- 
partment, which  position  he  held  until  July,  when  he  was  appointed 
Resident  Manager  in  charge  of  the  construction  of  the  plant  of  the 
Rockingham  Power  Company  on  the  Peedee  River  at  Hamlet,  N.  C., 
where  he  remained  until  July,  1907. 

In  September,  1907,  Mr.  Richardson  again  joined  the  forces  of  the 
J.  G.  White  Company,  Incorporated,  and  was  placed  in  charge  of 
the  La  Crosse  water-power  development  at  Hatfield,  Wis.  In  Decem- 
ber, 1907,  he  returned  to  New  York  City,  and  on  January  1st,  1908, 
was  appointed  General  Superintendent  of  Construction  in  charge  of 
contract  work  for  the  New  York  office.  In  this  capacity,  he  had 
charge  of  various  large  hydro-electric  works,  such  as  the  La  Crosse 
Power  Company's  development,  at  Hatfield,  Wis. ;  the  Connecticut 
River  Power  Company's  development  near  Brattleboro,  Vt. ;  the 
Central  Georgia  Power  Company's  development  at  Jackson,  Ga. ;  the 
Idaho-Oregon  Light  and  Power  Company's  development  at  Copperfield, 
Ore.;  the  Minnesota-Ontario  Power  Company's  development  at  Inter- 
national Falls,  Minn.,  as  well  as  the  Idaho  Irrigation  development 
in  the  vicinity  of  Richfield,  Idaho.  Mr.  Richardson  continued  as  Gen- 
eral Superintendent  of  Construction  until  September  1st,  1909,  when 
he  was  made  Chief  Civil  Engineer  of  the  Company.  While  in  this 
position,  he  made  numerous  investigations,  studies,  and  cost  estimates 
for  power  developments  and  also  acted  as  Consulting  Expert  in  engi- 
neering  matters   for   the   Company.     During   this   time   he   was   also 
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engaged  as  Consulting  Engineer  in  connection  with  the  Fellsmere 
Farms  Company's  work  of  reclaiming  swamp  lands  in  Florida. 

When  the  Engineering  Department  of  the  J.  G.  White  Company, 
Incorporated,  was  taken  over  by  its  subsidiary.  The  J.  G.  ^Vhite 
Engineering  Corporation,  January  1st,  1913,  Mr.  Richardson  became 
Civil  Engineer  for  the  latter,  which  position  he  retained  until  August 
1st,  1914,  when  he  \vas  obliged  to  resign  on  account  of  failing  health. 
He  continued,  however,  to  engage  in  consulting  work  until  a  short 
time  before  his  death  which  occurred  at  his  home  at  Rutherford,  N.  J., 
on  December  2Gth,  1915. 

Mr.  Richardson  was  engaged  for  more  than  40  years  in  all  kinds 
of  engineering  work,  including  the  construction ,  of  railroads,  water 
supply,  irrigation,  drainage,  and  hydro-electric  projects.  His  work 
extended  over  all  parts  of  the  United  States,  which  fact  made  him 
widely  laiown  as  a  capable  engineer,  an  energetic  executive,  and  a 
faithful  and  honest  man. 

On  October  4th,  1888,  Mr.  Richardson  was  married  to  Miss  Nellie 
Symonds  who,  with  three  sons,  survives  him. 

He  was  a  member  of  the  Boston  Society  of  Civil  Engineers,  the 
New  England  Water  Works  Association,  and  the  Engineers'  Club 
of  New  York  City.  He  was  also  a  Knight  Templar  and  a  Mystic 
Shriner. 

Mr.  Richardson  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  November  4th,  1885. 
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ROBERT  3IA1TLAN1)  ROY,  M.  Am.  Soc.  C.  E.* 


Died  June  27th,  1916. 


Robert  Maitlaud  Roy,  the  son  of  Robert  Maitland  and  Maria  Hoy, 
was  born  at  Stirling,  Ont.,  Canada,  on  November  27th,  1869.  He  was 
educated  in  the  public  and  high  schools  of  Belleville,  Ont.,  and  was 
graduated  from  Ontario  Commercial  College.  He  also  spent  a  year 
or  more  in  the  study  of  commercial  and  contract  law,  and  took  a  special 
private  course  in  mathematics. 

In  June,  1SS6,  Mr.  Roy  entered  the  employ  of  the  Grand  Trimk 
Railway,  serving,  until  October,  18S8,  in  the  Traffic  and  Engineering 
Departments. 

from  October,  1888,  to  February,  1892,  he  was  engaged  as  Assistant 
Mechanical  Engineer  with  the  G.  and  J.  Brown  Manufacturing  Com- 
pany, of 'Belleville,  Ont.,  inspecting  Government  and  railway  supplies, 
contractors'  plant  for  public  works,  railway,  mining,  and  other  con- 
tracts, as  well  as  structural  work  of  various  kinds.  Mr.  Roy  was  also 
engaged  during  this  time  on  Government  surveys  of  the  Belleville 
Harbor  and  River  protection  works,  on  extensions  to  the  Belleville 
Water- Works,  and  on  new  sewerage  and  pumping  plants  for  the  Govern- 
ment Institution  for  the  Deaf  and  Dumb  at  Belleville. 

From  February,  1892,  to  January,  1898,  Mr.  Roy  was  employed 
with  the  Central  Bridge  and  Engineering  Company,  of  Peterborough, 
Ont.,  as  Assistant  and  Contracting  Engineer  for  railway  and  highway 
bridges  and  general  structural  work.  He  was  also  engaged  during  this 
time  on  surveys  of  the  Trent  Canal  and  other  works. 

In  January,  1898,  Mr.  Roy  entered  the  employ  of  the  Hamilton 
Bridge  Works  Company,  Limited,  of  Hamilton,  Ont.,  serving  as  High- 
way Bridge  Engineer  from  1898  to  1908,  as  Manager,  from  1908  to 
1916,  and  as  Director  from  1913  to  1916,  which  latter  positions  he  held 
at  the  time  of  his  death,  on  June  27th,  1916. 

Mr.  Roy  was  a  Member  of  the  Canadian  Society  of  Civil  Engineers, 
the  Hamilton  Board  of  Trade,  and  the  Canadian  Manufacturers  Asso- 
ciation, and  had  served  as  an  Alderman  of  Hamilton,  Ont.,  from  1913 
to  1916.  He  was  also  a  member  of  the  Hamilton,  Twentieth  Century, 
Canadian,  and  Hamilton  Automobile  Clubs,  the  I.  O.  O.  F.,  the  A.  F. 
and  A.  M.,  and  of  the  Church  of  England. 

On  April  19th,  1894,  Mr.  Roy  was  married  to  Mary  Ann  Wragg, 
daughter  of  Thomas  B.  Wragg,  of  Belleville,  Ont.,  who,  with  four 
sons,  survives  him. 

Mr.  Roy  was  elected  an  Associate  Member  of  the  American  Society 
of  Civil  Engineers  on  October  3d,  1900,  and  a  Member  on  March 
5th,  1907. 

*  Memoir  prepared  by  the  Secretary  from  information  supplied  by  J.  A.  Spittle.  Esq. 
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LEONARD  WARREN  RUNDLETT,  M.  Am.  Soc.  C.  E. 


Died  October  13th,  1916. 


liConard  Warren  Rundlett  was  born  in  Alna,  Lincoln  County, 
Me.,  on  September  21st,  1846.  During  boyhood  he  lived  in  Bruns- 
wick, Me.  While  he  was  very  young  his  father  died,  after  which  he 
lived  with  his  widowed  mother  and  only  sister.  He  attended  school  at 
Brunswick,  and  was  graduated  from  Bowdoin  College  in  1868,  after- 
ward taking  a  post-graduate  course  in  engineering. 

Two  years  after  graduation  he  went  to  St.  Paul,  Minn.,  where  he 
joined  the  Engineer  Corps  of  the  St.  Paul  and  Pacific  Railroad  Com- 
pany (now  the  Great  ISTorthern  Railway),  and  was  engaged  for  two 
years  in  railroad  construction  work  in  Miimesota. 

In  1872  Mr.  Rundlett  entered  the  employ  of  the  City  Engineer  of 
St.  Paul.  He  remained  in  this  office,  succeeding  to  that  position  nine 
years  later.  Resigning  from  that  office  in  1883,  he  devoted  two  years 
to  planning  and  constructing  the  St.  Paul  Water-Works.  He  then 
resumed  the  position  of  City  Engineer  and  remained  in  charge  of  the 
engineering  work  of  the  city,  with  the  exception  of  one  term,  until 
1911.  During  this  time  the  city  had  increased  from  a  frontier  town  of 
25  000  people  to  a  city  of  250  000.  Its  public  works,  bridges,  streets, 
sewers,  water-works,  and  public  buildings,  costing  many  millions,  had 
been  planned  and  executed  under  his  supervision.  The  administration 
of  the  Engineering  Department  had  occupied  practically  all  his  pro- 
fessional life,  as  he  had  been  connected  with  it  for  38  years;  during 
this  time  the  city  government  was  controlled  by  parties  of  different 
political  views,  but,  in  the  words  of  the  leading  paper  of  the  city 
after  his  death : 

"Through  them  all  L.  W.  Rundlett  was  recognized  as  a  competent 
engineer  and  a  personally  honest  man.  He  came  through  all  without 
a  taint  upon  his  personal  honesty." 

The  Commercial  Club  of  the  city,  of  which  he  was  an  active  member 
for  many  years,  in  memorial  resolutions  states: 

"During  many  years  of  work  as  a  public  official  of  this  city  he 
exemplified  the  highest  type  of  official  service,  marked  by  ability,  integ- 
rity, and  humanity;  and  was  in  all  things  above  the  temptations  of 
office,  power,  or  place;  caring  not  for  public  or  personal  honors  so 
much  as  he  cared  for  the  approval  of  his  own  conscience  and  the 
merited  affection  of  his  fellow-men." 

During  the  term  he  was  not  City  Engineer,  Mr.  Rundlett  was  in 
charge  of  important  hydraulic  development  on  the  Apple  River. 
Wisconsin. 

,,  ,1  •Memoir  prepared  by  George  L.  Wilson,  M.  Am.  Soc.  C.  E. 
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In  1913  aud  1914  he  was  Commissioner  of  Public  Works  for  the 
City  of  Moose  Jaw,  Saskatchewan,  Canada.  After  this,  he  opened  an 
office  as  Consulting  Engineer  in  St.  Paul.  His  health  had  been  poor 
for  some  months;  he  had  been  suffering  from  heart  trouble,  but  finally, 
on  October  13th.  the  end  came  suddenly  at  his  home. 

He  was  married  to  Miss  Mary  Atwater  Barry,  of  Milwaukee,  Wis., 
on  October  2Tth,  ISSl.  Miss  Barry  was  the  daughter  of  Capt.  Garrett 
Barry,  a  graduate  of  West  Point,  and  Mary  Atwater,  of  Wallingford, 
Conn.  Mrs.  Eundlett  and  one  daughter,  Mrs.  Garritta  (Kundlett) 
Edgerton,  survive  him. 

Mr.  Rundlett  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  September  5th,  1883.  He  served  as  a  Director 
of  the  Society  in  1911-13. 
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FRANK  EDSON  SHEDD,  M.  Am.  Soc.  C.  E.* 


Died  September  22d,  1916. 


Frank  Edson  Shedd  was  born  in  Sharon,  ]S[.  H.,  on  July  18th,  1856. 
He  attended  the  Conant  High  School  of  East  JafFrey,  N".  H.,  and 
entered  Dartmouth  College,  from  which  he  was  graduated  in  the  Class 
of  1880. 

After  a  year  of  teaching,  as  Principal  of  a  high  school,  Mr.  Shedd 
entered  the  service  of  tlae  United  States  Coast  and  Geodetic  Survey, 
where  he  remained  for  a  year,  his  work  being  on  the  charting  of  the 
coast  of  Maine.  In  1882,  he  left  the  service  of  the  Government  to  take 
up  civil  engineering  in  Lowell,  Mass. 

In  1886,  Mr.  Shedd  had  charge  of  the  erection  of  the  Washington 
Mills,  at  Lawrence,  Mass.,  at  that  time  one  of  the  largest  mill  con- 
struction propositions  which  had  ever  been  vmdertaken.  These  mills 
are  now  owned  by  the  American  Woolen  Company. 

In  April,  1887,  he  became  a  member  of  the  staff  of  Lockwood,  Greene 
and  Company,  the  engineering  firm  which  had  designed  the  Washing- 
ton Mills,  and  two  years  later  was  made  First  Assistant  to  Mr.  Stephen 
Greene,  then  the  sole  member  of  the  firm.  From  that  time  until  his 
death,  Mr.  Shedd  maintained  an  intimate  connection  with  that  organi- 
zation. 

On  January  1st,  1901,  on  the  incorporation  of  Lockwood,  Greene 
and  Company,  Mr.  Shedd  became  a  Director  and  the  Vice-President 
of  the  firm,  and  held  both  these  positions  until  his  death.  He  was  a 
Civil  Engineer  of  high  standing,  and  had  designed  many  large  mills 
and  hydraulic  plants  in  various  parts  of  the  United  States  and  Canada, 
having  been  considered  one  of  the  leading  authorities  in  this  country 
on  hydraulic  developments. 

Mr.  Shedd  was  a  man  of  varied  interests ;  a  member  of  the  Boston 
Society  of  Civil  Engineers  and  of  the  American  Society  of  Mechanical 
Engineers,  he  was  also  a  member  of  St.  John's  Lodge,  A.  F.  and  A.  M., 
of  Boston,  a  Companion  in  the  Mount  Vernon  Koyal  Arch  Chapter, 
and  a  member  of  the  Second  Parish  Congregational  Church,  of  Dor- 
chester, Mass. 

Mr.  Shedd  was  also  a  member  of  the  New  Hampshire  Historical 
Society  and  a  life  member  of  the  New  England  Historic  Genealogical 
Society.  He  was  the  founder,  as  well  as  the  Secretary  and  Treasurer, 
of  the  Shedd  Family  Association,  and  designed  the  handsome  monu- 
ment—erected at  Shedd's  Neck,  in  Quincy,  Mass.,  three  weeks  prior  to 
his  death — by  the  Shedd  Association,  in  honor  of  the  first  ancestor^of 

•  Memoir  prepared  by  Mr.  Frank  W.  Reynolds,  of  Loikwood.  CJreene  and  Company. 
Uoston,  Mass. 
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the  family  in  America.  Having  been  for  many  years  much  interested 
in  genealogical  research,  he  had  collected  many  valuable  data  regarding 
the  Shedd  descendants  in  America,  and  was  making  plans,  when  taken 
sick,  looking  toward  the  early  publication  of  a  genealogy  of  the  family. 
Mr.  Shedd  was  a  thorough,  painstaking  engineer,  of  retentive  mem- 
ory, wise  judgment,  and  tireless  industry;  a  modest  unobtrusive  gentle- 
man of  sterling  character.     One  of  his  friends  says  of  him : 

'*He  was  a  high-minded  citizen  and  represented  the  highest  ideals 
of  human  life;  he  rendered  a  large  service  to  his  fellow-men;  he  was 
an  honor  to  his  Profession  and  has  left  behind  him  a  name  which 
ought  to  be  an  inspiration  and  help  to  us  all  for  higher  and  better 
things." 

During  his  illness,  which  covered  the  last  six  months  of  his  life, 
Mr.  Shedd  suffered  much,  but  bore  his  sufferings  with  great  fortitude, 
and  attended  to  many  affairs  up  to  the  very  last.  He  died  at  his 
home  in  Dorchester,  Mass.,  on  September  22d,  1916,  leaving  a  widow 
and  one  son. 

Mr.  Shedd  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  February  6th,  1907. 
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DAVID  SIMSON.  M.  Am.  Soc.  C.  E.* 


Died  December  16th,  1916. 


David  Sinison  was  born  at  Bedrule  House,  Koxburglisliire,  Scotland, 
on  November  9th,  1861.  He  was  educated  at  St.  Andrew's  and  Edin- 
burgh University,  and  from  September,  1877,  to  June,  1879,  served  as 
Apprentice  Mechanical  Engineer  in  the  shops  of  Messrs.  Douglas  and 
Grant,  at  Kirkcaldy,  Scotland,  where  he  was  engaged  on  the  construc- 
tion of  large  stationary  engines,  boilers,  sugar  and  paper  machinery, 
etc.  From  February,  1880,  to  January,  1882,  he  also  worked  as  an 
Apprentice  to  Messrs.  Carfrae  and  Belfrage,  Land  Surveyors,  of  Edin- 
burgh, Scotland,  and  was  engaged  in  surveying,  the  construction  of 
roads,  sewers,  etc. 

Having  served  his  apprenticeship,  Mr.  Simson  was  employed,  from 
January,  1882,  to  July,  1884,  by  Messrs.  J.  Waddell  and  Son,  Railway 
Contractors,  of  Edinburgh,  as  Contractor's  Engineer  in  charge  of  the 
construction  of  the  eastern  half  of  the  Edinburgh  Suburban  Railway. 
This  work  involved  the  deviation  of  streets,  sewers,  etc., .and  the  cross- 
ing of  the  new  railway  over  and  under  existing  railways  and  canals. 

From  August  to  November,  1884,  Mr.  vSimson  traveled  over  the 
greater  part  of  the  United  States  and  Canada,  in  order  to  study  Amer- 
ican methods  of  railroad  construction.  On  his  return  to  his  home,  he 
was  engaged,  from  January  to  June,  1885,  by  the  creditors  of  Messrs. 
L.  and  K.  Macdonald,  Contractors,  to  finish  the  construction  of  the 
Killin  Railway,  in  Perthshire,  Scotland.  One  of  the  most  important 
parts  of  this  work  was  the  construction  of  a  viaduct  over  the  River 
Dochart.  This  viaduct  consisted  of  five  skew  spans  of  about  50  ft. 
each,  the  arches  being  of  concrete.  This  is  the  first  instance  in  which 
concrete  was  used  for  arches  of  this  magnitude  in  railway  construction 
in  Great  Britain. 

In  June,  1885,  Mr.  Simson  entered  the  enii)loy  of  -John  Strain, 
Civil  Engineer,  and  was  engaged  in  making  surveys  and  i)reparing 
drawings  for  the  various  railway  construction  projects  on  which  the 
firm  was  working.  He  also  assisted  Mr.  Strain  in  giving  evidence 
before  Parliamentary  Commissions  in  London,  and  in  1887-88,  served 
as  Resident  Engineer  on  the  construction  of  the  Kilbirnie  Branch  of 
the  Lanarkshire  and  Ayrshire  Railwny,  for  which  he  had  previously 
made  the  surveys  and  drawings. 

In  September,  1888,  Mr.  Simson  resigned  his  position  with  Mr. 
Strain,  and  went  to  South  America  where  lie  was  appointed  Chief 
Assistant  Resident  Engineer  on  the  Mountain  Division  of  the  Buenos 
Aires  and  Valparaiso  Transandine  Railway  from  McMidoza.  This 
Division  covered   100  miles   of  extremely   difficult  mountain   railway 
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coustructioii.  especially  in  connection  with  the  gorge  of  the  Mendoza 
Eiver  in  which  the  roadbed  had  to  be  blasted  from  the  sides  of  the 
precipice.  !^^^.  Simson  remained  in  this  position  until  November, 
1S91.  at  which  time  the  line  was  constructed  and  open  as  far  as  Rio 
Blanco,  and  work  on  the  Summit  Tunnel  had  been  commenced. 

He  then  returned  to  Scotland,  but,  in  October,  1892,  he  was 
appointed  Chief  Engineer  of  the  Western  Railway  of  Havana,  in 
Cuba,  which  position  he  held  until  June,  1896.  During  his  incum- 
bency, all  the  old  timber  trestles  along  the  line  of  this  road  were 
replaced  by  steel  structures,  and  the  railroad  was  extended  10  miles  to 
Pinar  del  Rio.  into  the  heart  of  the  best  tobacco  district  on  the  island. 
In  Xovember.  1S96.  Mr.  Simson  entered  the  service  of  the  Buenos 
Aires  Western  Railway  Company  as  Chief  Engineer,  with  headquar- 
ters at  Buenos  Aires.  In  September,  1897,  he  was  appointed  Acting 
Manager,  and  in  September,  1898,  General  Manager  of  the  Company, 
which  position  he  held  until  December,  1906.  On  his  retirement,  the 
employes  of  the  Railway  Company  presented  him  with  a  silver  model 
of  a  locomotive  in  token  of  their  affection  and  respect. 

From  January  to  March,  1907,  Mr.  Simson  was  engaged  in  Chile 
and  Bolivia,  in  making  a  report  on  the  affairs  of  the  Antofagasta  and 
Bolivia  Railway.  In  April  of  that  year,  he  retired  from  the  active 
practice  of  engineering  and  returned  to  England  to  make  his  home. 

Subsequently,  he  was  elected  a  member  of  the  Board  of  Directors 
of  the  Buenos  Aires  Western,  the  Antofagasta  and  Bolivia,  and  the 
Great  Western  of  Brazil  Railways,  but  he  was  obliged  to  retire  from 
the  latter  two,  in  1912  and  1913,  respectively,  on  account  of  pressure 
of  other  work.  He  had  also  been  elected,  in  November,  1907,  a  Director 
of  the  Buenos  Aires  Great  Southern  Railway  Company,  and  was  made 
Chairman  of  the  Board  in  September,  1910.  He  was  also  a  Director 
of  the  Buenos  Aires  Southern  Dock  Company  and  of  the  London  and 
River  Plate  Bank. 

At  the  time  of  his  death,  which  occurred  suddenly  by  heart  failure 
at  his  home  at  Ickleford  Manor,  Hitchin,  Herts,  Mr.  Simson  was 
actively  engaged  in  war  relief  work  in  his  district. 

He  was  a  member  of  the  Institution  of  Civil  Engineers  of  Great 
Britain,  and  a  ^'Caballero"  of  the  Second  Class  of  the  Spanish  Order  of 
Military  Merit,  having  been  decorated  for  services  rendered  the  Spanish 
Government  in  conducting  armored  trains  and  repairing  the  Western 
Railway  of  Havana  under  fire  during  the  Cuban  Rebellion  of  1896. 

He  was  widely  versed  in  South  American  affairs,  and  his  death 
will  be  deeply  felt  by  the  Anglo-Argentine  Colony  of  which  he  was  one 
of  the  best  known  and  most  valued  members.  He  is  survived  by  his 
widow  and  one  son. 

Mr.  Simson  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  January  8th,  1902. 
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FRANK  OSCAR  SINCLAIR,  M.  Am.  Soc.  C.  E.* 


Died  jSTovember  15th,  1916. 


Frank  Oscar  Sinclair  was  born  at  Burlington,  Vt.,  on  September 
Tth,  1860.  He  received  his  technical  education  at  the  University  of 
Vermont,  from  which  he  was  graduated  in  the  Class  of  1882. 

During  the  summers  of  1881  and  1882  he  was  employed  as  Assistant 
Engineer  on  the  location  and  construction  of  the  Canada-Atlantic 
Eailway.  In  May,  1883,  Mr.  Sinclair  went  West  and  was  engaged 
until  July,  1884,  as  Assistant  City  Engineer  of  Leavenworth,  Kans., 
in  charge,  under  the  late  G.  W.  Pearsons,  M.  Am.  Soc.  C.  E.,  as 
(Consulting  Engineer,  of  the  construction  of  a  sewer  system  for 
that  city. 

From  July,  1884,  to  October,  1892,  he  was  engaged  on  railroad 
work  in  the  West  and  South,  as  follows :  July,  1884,  to  January,  1885, 
Assistant  Engineer  with  the  Missouri  Pacific  Railway  Company,  with 
lieadquarters  at  Atchison,  Kans.;  July,  1885,  to  July,  1887,  Assistant 
and  Division  Engineer  with  the  Chicago,  Rock  Island,  and  Pacific 
Railway  Company,  in  charge  of  part  of  location  and  construction  on 
lines  west  of  the  Missouri  River;  September,  1887,  to  July,  1890,  Prin- 
cipal Assistant  Engineer  of  the  Knoxville -Southern  Railway;  July  to 
November,  1890,  on  location  for  the  West  Virginia  and  Pittsburgh 
Railroad  Company  in  West  Virginia;  August,  1891,  to  October,  1892, 
Chief  Engineer  for  the  Ducktown  (Tenn.)  Mineral  Railway  Company 
and  the  Ducktown  Sulphur,  Copper,  and  Iron  Company,  constructing 
a  narrow-gauge  railway,  erecting  a  crushing  plant,  smelting  sheds, 
roasting  furnaces,  etc. 

Mr.  Sinclair  then  returned  to  Burlington,  Vt.,  where  he  opened 
an  office  and  engaged  in  private  practice  as  a  Consulting  Engineer. 
He  served  as  Chief  Engineer  on  the  construction  of  the  Burlington 
Traction  Company's  lines,  the  water-power  plant  for  Vcrgennes,  and 
the  Bolton  Falls  Dam.  He  was  also  engaged,  from  June,  1896,  to 
August,  1900,  as  Contracting  Engineer  for  the  Pittsburgh  Bridge 
Company  in  Vermont. 

In  1904,  Mr.  Sinclair  was  appointed  City  Engineer  of  Burlington, 
Vt.,  and  held  that  office  until  his  death.  He  also  served  as  a  member 
of  the  Board  of  Aldermen  from  Ward  1,  from  1899  to  1903;  Superin- 
tendent of  the  Water  Department  from  1905  to  1909;  and  Member  of 
the  Board  of  Street  Commissioners  from  1913  to  1916,  serving  as 
Chairman  in  1913  and  1914. 

In  1910,  Mr.  Sinclair  was  appointed  Consulting  Engineer  of  the 
Public   Service   Commission  of  Vermont,   which  position   he  held  at 
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the  time  of  his  death  which  occurred  on  November  15th,  1916,  following 
an  operation.  He  is  survived  by  his  widow  and  three  children,  and  by 
two  brothers. 

Mr.  Sinclair  was  a  man  of  the  conservative  type.  He  had  many 
times  proved  himself  capable  of  grasping  large  problems  and  of  working 
them  out  successfully.  He  had  established  a  reputation  as  a  careful 
and  accurate  engineer,  in  recognition  of  which  he  had  filled  many 
positions  of  trust,  among  which  was  a  recent  appointment  by  the  Secre- 
tary of  the  Xavy  as  Chairman  of  the  State  Directors  and  Associate 
Members  of  the  Naval  Construction  Board  of  Vermont.  His  sudden 
death  was  a  distinct  shock  to  the  people  of  Burlington,  which  city  he 
had  served  worthily  in  so  many  capacities,  and  his  loss  will  be  deeply 
felt  by  all  who  knew  him. 

He  was  a  Past-President  of  the  Vermont  Society  of  Engineers,  a 
member  of  Hamilton  Lodge,  I.  .0.  O.  F.,  the  Algonquin  Club,  and  a 
charter  member  of  Vermont  Alpha  of  Phi  Delta  Theta.  He  was  also 
a  member  of  the  Official  Board  of  the  Methodist  Church,  and  had 
been  a  teacher  in  the  Sunday  School  for  many  years. 

Mr.  Sinclair  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  November  6th,  1901. 
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DAVID  WENDEL  SPENCE,  M.  Am.  Soc.  C.  E. 


Died  June  28th,  1917. 


On  September  22d,  1868,  David  Wendel  Spence,  the  son  of  the 
late  Joseph  and  Margaretta  (Wendel)  Spence,  was  born  at  Austin, 
Tex.  His  early  education  was  obtained  at  private  schools  in  Austin, 
and,  for  four  years,  he  was  a  member  of  the  classes  in  the  late  Professor 
Bickler's  Academy.  In  June,  1889,  he  received  his  B.  Sc.  degree 
from  the  then  young  University  of  Texas,  his  work  as  a  student  having 
been  in  the  Civil  Engineering  course. 

During  the  summer  of  1889,  Mr.  Spence  was  a  member  of  the 
geological  field  party  of  the  late  Dr.  Theodore  B.  Comstock,  then 
Geologist  in  charge  of  the  investigation  of  the  Central  Mineral  Dis- 
trict of  Texas,  on  the  Texas  State  Geological  Survey.  In  September, 
1889,  he  entered  the  University  of  Michigan  where  he  pursued  advanced 
work  in  civil  engineering  under  the  late  Charles  E.  Greene,  M.  Am. 
Soc.  C.  E.,  then  Professor  of  Civil  Engineering  in  that  institution, 
and  spent  one  year  in  resident  study.  In  1891,  after  having  had 
one  year's  active  practice  in  his  profession,  at  Denver,  Colo.,  he 
received  his  C.  E.  degree  from  the  University  of  Michigan. 

Mr.  Spence's  year  in  Denver  was  spent  in  the  ofiice  of  the  Lane 
Bridge  and  Iron  Works,  the  factory  of  whicli  company  was  in  Chicago, 
111.  Later,  he  returned  to  Chicago,  and  was  Chief  Draftsman  of  the 
South  Halsted  Street  Iron  Works  until  September,  1892,  when  he 
resigned  to  return  to  Texas  to  accept  a  position  in  the  Agricultural 
and  Mechanical  College  of  Texas,  with  which  institution  he  main- 
tained continuous  connection  until  his  death.  During  his  twenty-five 
years  of  service  at  the  College,  he  occupied,  successively,  the  following 
positions:  1892  to  1898,  Assistant  Professor  of  Civil  Engineering  and 
Physics,  and  of  Drawing;  1898  to  1899,  Associate  Professor  of  Civil 
Engineering  and  Physics,  and  Drawing;  1899  to  1904,  Professor  of 
Physics;  1904  to  1908,  Associate  Professor  of  Civil  Engineering;  1908 
to  1913,  Professor  of  Structural  Engineering;  and,  1913  to  1917,  Dean 
of  the  School  of  Engineering,  and  Professor  of  Civil  Engineering. 

Dean  Spence  organized  the  Texas  Engineering  Experiment  Station, 
at  the  Agricultural  and  Mechanical  College,  and  was  its  Director  from 
its  inception  until  his  death.  He  also  rendered  additional  valuable 
service  to  the  College  along  several  lines  of  physical  development. 
From  1907  to  1911,  he  was  in  charge  of  repairs  to  buildings,  and  of 
the  maintenance  and  extension  of  the  water  supply  and  sewer  systems 
of  that  institution.  He  was  also  Supervisor  of  Construction  of  the 
$100  000  mess  hall,  built  at  the  College  in  1913.  From  1912  until 
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the  time  of  his  death,  Dean  Spence  was  Supervising  Engineer  for 
all  new  construction  work  at  the  Prairie  View,  Tex.,  Normal  and 
Industrial  College  (for  negroes),  over  which  the  Board  of  Directors 
of  the  Agricultural  and  Mechanical  College  has  jurisdiction.  From 
1911  until  his  death,  he  had  complete  charge  of  the  repairs  to  build- 
ings, and  of  water-works  and  sewer  extensions,  at  Prairie  View. 

During  his  vacations.  Dean  Spence  occupied  various  positions, 
among  which  the  following  may  be  mentioned:  1894,  Assistant  Engi- 
neer. Brazos  and  Burleson  Railway  Company;  1895  and  1896,  Engi- 
neer. Brazos  River  Channel  and  Dock  Company,  Velasco,  Tex.;  1899, 
Draftsman.  Union  Bridge  Company,  Athens,  Pa.;  1900,  Assistant 
Engineer.  Houston.  East  and  West  Texas  Railroad  Company;  1901 
Draftsman,  Columbia  Bridge  Company,  Carnegie,  Pa.;  1903,  Assistant 
Locating  Engineer,  Gulf,  West  Texas  and  Pacific  Railroad  Company; 
and  1905,  Draftsman,  Penn  Bridge  Company,  Beaver  Falls,  Pa. 

Dean  Spence  also  did  considerable  private  work  as  Consulting 
Engineer,  especially  on  highway  bridges. 

Among  his  former  students  are  numbered  many  prominent  engi- 
neers, not  only  of  Texas,  but  of  other  States  and  of  foreign  countries, 
every  one  of  whom  bears  him  in  affectionate  remembrance,  and  who, 
together  with  a  host  of  other  friends,  deeply  mourn  his  untimelj^  end. 
Zeal  for  his  work,  and  love  for  his  institution,  caused  him  for  years 
to  overtax  himself,  and  to  disregard  the  warnings  of  failing  health. 
Almost  up  to  the  very  hour  of  his  death,  he  was  busy  planning  better- 
ments in  his  college  courses  and  improvements  in  the  conduct  of  his 
Department.  Long  will  the  College  miss  his  wise  counsel  and  ener- 
getic efforts  in  its  behalf. 

In  June,  1893,  Mr.  Spence  was  married  to  Miss  Lucy  Reese,  daugh- 
ter of  the  late  distinguished  Judge  T.  S.  Reese,  at  Hempstead,  Tex., 
who,  \vith  one  son  (who  also  is  a  civil  engineer),  and  two  daughters, 
survives  him. 

Dean  Spence  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  October  1st,  1913. 
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HENRY  GORDON  STOTT,  M.  Am.  Soc.  C.  E. 


Died  January  15th.  1917. 


Henry  Gordon  Stott  was  a  native  of  the  Orkney  Islands,  Scotland, 
where  he  was  born  on  May  13th,  186G,  the  son  of  the  Eev.  David  and 
Elizabeth  Jane  (Dibblee)  Scott.  After  a  thorough  grounding  in  the 
fundamentals,  by  his  father  and  elementary  school  instructors,  he  was 
enrolled  as  a  student  at  the  Watson  Collegiate  School,  Edinburgh.  On 
leaving  this^institution  he  entered  the  College  of  Arts  and  Sciences  at 
Glasgow,  and  began  a  course  in  mechanical  engineering  and  electricity, 
being  graduated  in  1885.  In  the  year  previous  he  had  entered  the 
employ  of  the  Electric  Illuminating  Company,  of  Glasgow.  Shortly 
after  his  graduation  he  was  made  Assistant  Electrician  on  board  the 
Steamship  Minia,  belonging  to  the  Anglo-American  Telegraph  Com- 
pany. The  next  4J  years  saw  him  engaged  with  those  duties,  during 
the  course  of  which  he  saw  much  service  in  connection  with  repairs 
to  the  cable  lines  of  that  company.  During  this  period  he  undertook 
a  number  of  experiments  that  resulted  in  the  introduction  of  improved 
methods  of  handling  cable  repairs.  He  was  also  identified  with  the 
'■'duplexing"  of  the  United  States  Cable  Company's  main  cable  (2  750 
knots),  the  longest  duplex  cable  in  the  world. 

In  1889  Mr.  Stott  was  made  Assistant  Engineer  of  the  Brush 
Electric  Engineering  Company's  plant  at  Bournemouth,  England.  In 
the  following  year  he  accepted  a  position  with  Hammond  and  Company 
as  Assistant  Engineer  in  the  construction  of  an  underground  cable  and 
power  plant  at  Madrid,  Spain.  He  remained  there  until  1891,  coming 
to  the  United  States  in  that  year  to  construct  an  underground  cable 
and  conduit  system  for  the  Buffalo  Light  and  Power  Company  (now 
the  Buffalo  General  Electric  Company).  This  work  was  completed 
with  a  degree  of  success  that  reflected  very  great  credit  on  Mr.  Stott. 
As  a  result  he  was  named  Engineer  of  the  company,  and  during  the 
next  10  years  was  one  of  the  most  active  figures  in  the  industrial 
progress  of  Buffalo.  During  this  period  he  designed  and  executed 
some  notable  construction  work,  including  a  power-plant  on  Wilkeson 
Street,  Buffalo. 

His  efforts  attracted  wide  attention,  and  in  1901  he  was  appointed 
Superintendent  of  Motive  Power  of  the  Interborough  Kapid  Transit 
Company,  New  York  City,  a  position  which  he  filled  with  signal  suc- 
cess. At  the  time  he  took  up  these  duties  the  Interborough  had  not 
yet  been  organized,  the  company  having  the  title  of  the  Manhattan 
Railway  Company.     The  post  to  which  Mr.  Stott  was  called  had  just 
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been  created,  and  it  devolved  upon  him  to  organize  the  operating  force, 
in  connection  with  which  he  completed  the  7-ith  Street  power-plant 
of  the  company,  and  various  sub-stations  and  transmission  lines. 

"When  the  Manhattan  System  was  amalgamated  with  the  Inter- 
borough,  in  1904,  Mr.  Stott  was  invited  to  retain  his  office  with  the 
new  corporation.  He  accepted,  and  immediately  took  over  supervision 
of  the  construction  of  the  power-plant  on  59th  Street.  Since  that 
time  he  had  been  constantly  in  charge  of  the  design,  construction,  and 
operation  of  the  power  generating  stations  and  the  distributing  system 
of  the  Interborough,  which  comprehends  both  the  subway,  elevated, 
and  surface  lines  of  New  York  City. 

The  plans  for  the  electric  power  system  of  the  new  subway  lines 
were  developed  under  his  supervision,  and  the  work  has  progressed 
so  far  and  bears  so  strongly  the  stamp  of  his  work  that,  when  completed, 
it  will  be  a  monument  to  him. 

Mr.  Stott  was  a  firm  believer  in  co-operation  among  engineers, 
through  the  agency  of  engineering  societies.  He  was  elected  President 
of  the  American  Institute  of  Electrical  Engineers  for  the  term  1907- 
1908,  Vice-President  of  the  American  Society  of  Mechanical  Engineers 
for  the  term  1912-1914,  Director  of  the  American  Society  of  Civil 
Engineers  in  1911,  and  was  Vice-President  and  Trustee  of  the  United 
Engineering  Society  at  the  time  of  his  death.  Up  to  the  last,  Mr. 
Stott  was  a  recognized  power  in  the  American  Institute  of  Electrical 
Engineers,  and  was  a  member  of  the  Standards  Committee,  the  Com- 
mittee on  Development  of  Water-Power,  the  United  States  National 
Committee  of  the  International  Electrotechnical  Commission,  the 
Power  Stations  Committee,  the  Public  Policy  Committee,  the  Edison 
Medal  Committee,  the  Committee  on  Economics  of  Electric  Service, 
and  was  one  of  the  Institute's  representatives  on  the  Joint  Committee 
on  the  Metric  System,  of  which  he  was  an  ardent  advocate. 

As  a  result  of  his  imusually  wide  experience  and  extended  research, 
Mr.  Stott  was  called  on  often  to  contribute  papers  to  the  various 
engineering  societies.  He  was  especially  well  known  for  his  minute 
analysis  of  enginering  problems.  Among  the  many  papers  written 
by  him  on  this  subject  are  "The  Conversion  and  Distribution  of 
Received  Currents",  'Tower  Plant  Economics",  "Notes  on  the  Cost 
of  Power",  "Steam  Pipe  Covering  and  Its  Relation  to  Station 
Economy",  "Tests  of  a  15  000-Kilowatt  Steam  Engine  Turbine  Unit", 
'■Power  Plant  Design  and  Operation"  (a  series),  etc. 

Mr.  Stott  was  a  remarkable  figure  in  the  engineering  world,  because 
he  was  in  the  front  rank  of  both  electrical  and  mechanical  engineers, 
because,  in  both  branches  of  the  art,  he  was  a  master  of  theory  and 
practice,  and  because,  with  these  technical  qualifications,  he  combined 
a  rare  executive  ability,  a  power  of  inspiring  the  confidence  of  his 


17T8  MEMOIR   OF   HENRY   GORDON   STOTT 

employees,  and  of  bringing  out  the  best  that  was  in  the  men  who  worked 
for  him. 

Mr.  Stott's  activities  were  not  confined  to  engineering  matters.  He 
early  became  a  citizen  of  the  United  States  and  served  for  5  years  in 
the  74th  Regiment  of  the  National  Guard  of  New  York  State. 

He  was  also  an  active  member  of  the  Protestant  Episcopal  Church, 
being  a  communicant  of  St,  Paul's  Church,  of  New  Rochelle,  in  the 
affairs  of  which  he  was  deeply  interested. 

Mr.  Stott  was  married  on  July  22d,  1894-,  to  Miss  Anna  Mitchell, 
of  Belfast,  Ireland,  who,  with  their  two  children,  a  son  and  a  daughter, 
survives  him.  He  died  at  his  home,  in  New  Rochelle,  N.  Y.,  on 
January  15th,  1917,  after  an  illness  of  many  months. 

Mr.  Stott  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  July  1st,  1908. 
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SLEDGE  TATFM,  M.  Am.  Soc.  C.  E.* 


Died  January  18th,  1916. 


Sledsre  Tatum.  the  son  of  Seth  and  Sarah  Elizabeth  Tatum,  was 
born  on  July  10th,  ISTO,  at  LaGrange,  Ga.  He  received  his  education 
at  the  LaGrange  High  School  and  from  private  instructors. 

He  began  his  professional  career  in  1886  in  the  Engineering 
Department  of  the  Macon  and  Birmingham  Kailroad,  and,  later,  was 
engaged  in  surveying  and  engineering  work  in  Fulton  and  Troui) 
Coiinties,  Georgia. 

In  1S94  he  was  elected  a  member  of  the  Georgia  Legislature  to 
represent  Troup  County. 

In  May,  1895,  Mr.  Tatum  was  appointed  Surveyor  in  the  United 
States  Geological  Survey,  and  spent  several  years  surveying  land  lines 
in  Indian  Territory.  In  1899,  he  was  appointed  Topographer,  and 
carried  on  triangulation  in  various  States.  In  1903,  he  surveyed 
forest  boundaries  in  "Washington  and  Idaho,  and  the  following  year 
executed  triangulation  along  the  International  Boundary. 

On  June  10th,  1905,  he  was  transferred  from  the  Department  of 
the  Interior  for  service  with  the  Department  of  Engineering  of  the 
Isthmian  Canal  Commission.  He  began  work  in  the  Canal  Zone  as 
Lustrumentman  on  the  Chagres  River  surveys,  and  advanced  rapidly 
through  the  difFerent  grades,  at  one  time  having  charge  of  all  the 
survey  parties  in  the  field,  both  on  the  Chagres  River  Division  and 
the  Canal  Zone  boim^dary.  On  November  1st,  1908,  Mr.  Tatum  was 
made  Superintendent  of  Construction  and  was  employed  on  the 
building  of  the  Gatun  Dam  under  Gen.  William  L.  Sibert,  M.  Am.  Soc. 
C.  E.,  Division  Engineer.  He  had  charge  of  the  surveys,  the  excava- 
tion at  the  spillway,  and  the  driving  and  filling  of  all  trestles.  He 
resigned  on  February  8th,  1909,  to  accept  a  transfer  to  the  United 
States  Geological  Survey. 

On  his  return  to  the  Survey,  Mr.  Tatimi  was  assigned  to  special 
investigations  and,  on  June  1st,  1910,  was  appointed  Geographer  in 
charge  of  the  Rocky  Mountain  Division,  comprising  North  and  South 
Dakota,  Kansas,  Nebraska,  Oklahoma,  Montana,  Wyoming,  Colorado, 
New  Mexico,  and  Texas,  with  summer  headquarters  at  Denver,  Colo. 
His  duties  comprised  the  planning  and  supervision  of  all  topographic 
mapping  in  this  area. 

On  December  10th,  1915,  he  was  appointed  Acting  Chief  Geographer 
of  the  Topographic  Branch  of  the  United  States  Geological  Survey, 
in  which  capacity  he  served  until  his  death. 

•  Memoir  prepared  by  Prank  Sutton,  M.  Am.  Soc.  C.  E. 
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Mr.  Tatum  was  one  of  those  rare  combinations  of  thorough  ability, 
good  judgment,  and  consideration  of  the  rights  of  others,  and  his 
death  was  a  great  loss,  both  to  his  associates  in  the  Survey,  with 
whom  he  had  served  for  twenty  years,  and  to  his  wide  circle  of  friends. 

C.  L.  Carpenter,  M.  Am.  Soc.  C.  E.,  Manager  of  the  Central  Aguirre 
Company,  of  Central  Aguirre,  Porto  Eico,  writes  of  Mr.  Tatum  as 
follows : 

"I  believe  there  was  hardly  a  person  on  the  Isthmus  during  the 
time  he  was  there  who  was  so  universally  respected  and  liked  by  the 
people  to  whom  he  reported  and  by  the  people  who  reported  to  him, 
and  I  can  hardly  think  of  a  person  on  the  Isthmus  to  whom  this  would 
apply  so  well  during  the  four  years  that  I  was  connected  with  the 
Panama  Canal.  He  certainly  was  a  very  loyal  employee  of  the 
Isthmian  Canal  Commission  and  a  very  loyal  friend.  He  was  an 
extremely  good  judge  of  human  nature  and  a  good  executive,  and  he 
did  a  great  deal  to  help  in  training  many  young  men  while  he  was 
on  the  Isthmus. 

"I  know  very  few  men  who  had  all  Mr.  Tatum's  good  qualities,  and 
it  is  certainly  a  pity  that  he  should  be  called  away  so  soon." 

Mr.  Tatum  was  a  member  of  the  "Washington  Society  of  Engineers 
and  of  the  Cosmos  Club  of  "Washington.  He  also  belonged  to  a  Missis- 
sippi Commandery  of  Knights  Templar. 

He  was  married  on  May  5th,  1909,  to  Miss  Sarah  Richardson,  of 
Huntsville,  Ala.,  a  daughter  of  Representative  "William  Richardson 
and  Elizabeth  Benagh  Rucker  Richardson,  and  is  survived  by  his  wife. 

Mr.  Tatum  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  January  4th,  1910. 
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EDWARD  CLINTON  TERRY,  M.  Am.  Soo.  C.  E.* 


Died  April  6tii,  1908. 

Eli  Terry,  of  Plymouth,  Conn.,  began  to  make  mantel  clocks  in 
1814,  and  these  soon  drove  other  styles  out  of  the  market.  A  few  of 
these  mantel  or  shelf  clocks,  with  wooden  wheels  and  bearing  the  legend 
"Warranted  if  well  used",  are  still  sometimes  found  in  Connecticut. 
His  son  Eli  continued  the  manufacture  of  clocks  at  Terryville,  Conn., 
a  village  which  he  founded  about  1825,  and  his  grandson  James  in- 
herited the  business,  later  turning  it  into  the  manufacture  of  locks  for 
trunks.  James  Terry  was  of  a  highly  mechanical  turn  of  mind;  he 
installed  a  pipe  organ  and  a  water  motor  in  his  house,  and  also  made 
a  working  model  of  a  steam  road  vehicle  which  walked  on  four  legs 
like  a  horse. 

Edward  Clinton  Terry,  the  youngest  child  of  James  and  Elizabeth 
(Hollister)  Terry,  was  born  at  Terryville  on  December  10th,  1850. 
As  a  lad,  he  had  the  advantage  of  learning  much  from  his  father 
regarding  machinery  and  hydraulic  motors.  He  prepared  for  college 
at  the  High  School,  in  Hartford,  Conn.,  and  took  the  Civil  Engineer- 
ing course  at  the  Sheffield  Scientific  School  of  Yale  University,  from 
which  he  was  graduated  in  1871.  As  a  student,  his  work  was  well  and 
faithfully  done,  and  among  his  classmates  he  was  regarded  as  a  clear 
thinker,  fond  of  philosophical  discussions,  and  as  an  excellent  chess 
player. 

During  1871-73,  Mr.  Terry  worked  as  a  Rodman  on  the  Easthamp- 
ton  Branch  of  the  Connecticut  River  Railroad,  and  was  also  engaged 
on  surveys  of  the  reservoirs  for  the  water  supply  of  Hartford,  Conn. 
He  then  spent  much  time  in  the  study  of  water  meters,  and  took  out 
patents  for  both  a  rotary  and  a  piston  meter.  The  first  of  these  had  a 
wabbling  disk  which  caused  the  rotation  of  an  axis  that  acted  on  the 
recording  apparatus;  this  he  called  the  "Undine  Meter",  the  name  being 
taken  from  a  German  story  which  was  read  by  his  class  in  the  Fresh- 
man year.  In  1880,  he  became  connected  with  the  Hartford  Meter 
Company,  with  which  he  was  associated  until  1889,  at  first  as  General 
Manager  and  Secretary,  and,  later,  as  its  proprietor. 

In  1890,  Mr.  Terry  was  one  of  the  organizers  of  the  Farraington 
River  Power  Company,  and,  as  its  Engineer,  he  designed  and  con- 
structed a  plant  for  generating  electric  power  on  the  Earmington  River 
and  transmitting  it  a  distance  of  11  miles  to  Hartford.  This  work 
included  a  dam  500  ft.  long  and  18  ft.  high,  the  hydro-electric  power 
plant,  and  the  transmission  line.  It  delivered  at  first  800  h.p.  to  the 
•  Memoir  prepared  by  Mansfield  Merriman,  M.  Am.  Soc.  C.  E. 
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Hartford  Electric  Light  Company,  and,  later,  this  was  increased  to 
1  300  h.p.  This  plant  is  said  to  have  been  the  first  long-distance  trans- 
mission of  power  by  electricity  in  America.  He  was  Secretary  of  the 
Company  and  Manager  of  its  engineering  work  for  several  years,  and 
it  was  during  this  period  that  modern  methods  were  first  used  in  gen- 
erating electric  energy  from  water  power  and  in  transmitting  it  to 
Hartford. 

About  1888,  Mr.  Terry  became  interested  in  steam  turbines  and,  in 
the  following  ten  years,  took  out  patents  for  three  of  high  speed  and 
three  of  low  speed.  In  1906,  he  organized  a  company  for  the  manu- 
facture of  low-speed  turbines,  of  which  he  was  President  until  his  death. 
Two  of  the  first  turbines  were  installed  in  New  York  City  at  the  Water- 
side Stations  of  the  Edison  Company,  and  were  used  to  drive  boiler- 
feed  pumps;  in  1917  there  are  24  such  steam  turbine-driven  pumps  in 
use  at  these  Stations.  Altogether,  about  3  300  Terry  turbines  have 
been  made  and  put  into  operation  since  1906. 

Mr.  Terry  had  a  wide  reputation  as  a  man  of  mechanical  genius 
and  high  business  capacity.  Although  rather  retiring  in  manner  and 
of  a  modest  disposition,  he  was  cheerful  in  temperament.  Those  who 
became  his  friends  always  remained  such,  admiring  his  independence 
of  thought,  his  power  of  keen  analysis  of  political  and  philosophical 
problems,  and  his  sterling  character. 

In  college,  Mr.  Terry  was  a  member  of  the  Book  and  Snake  Fra- 
ternity and  of  the  Sheffield  Chess  Club.  In  Connecticut,  he  was  a 
member  of  the  Hartford  Club  and  of  the  Golf  Club.  In  politics,  he 
was  always  an  independent  voter.  In  1901,  he  went  to  Europe,  but  his 
inclination  for  travel  was  never  great,  and  he  preferred  the  quiet  of 
his  home  and  the  conversation  of  his  family  and  friends.  He  died 
on  April  6th,  1908,  at  his  residence  in  Hartford,  Conn.,  following  a 
week's  illness  of  pneumonia. 

Luther  W.  Burt,  Esq.,  formerly  City  Engineer  of  Hartford,  writes 
as  follows : 

"Terry  always  met  an  acquaintance  with  a  cordial  greeting  and  a 
pleasant  smile.  His  conversation  was  always  inforniing  and  never 
intrusive.  I  cannot  remember  that  he  ever  spoke  a  disparaging  word 
of  any  one.  He  was  upright,  studious,  and  self-centered.  He  had. 
I  think,  few  intimates,  but  he  generously  recognized  the  services  of 
friends  and  employees." 

nonry  W.  Sargent,  Esq.,  Vice-President  of  Sargent  and  Company, 
of  Now  Haven,  Conn.,  writes: 

"Graduating  as  a  Civil  Engineer,  Terry's  inherited  mechanical 
instincts  led  his  imaginative  and  rofloctivo  mind  into  moclianical  and 
electrical  fields,  which  he  enjoyed  and  enriched.  With  tliis  taste  and 
with  cajiacity  for  practical  invention,  h(^  jiossessod  executive  (lualities. 


MKMOIE    OF    EDWARD    CLTNTOX    TERRY  1783 

in  a  nice  command  of  others,  with  patience  to  lead  his  associates  to 
reason  and  work  with  him  in  the  direction  of  his  choice.  Such  power, 
strengthened  by  personal  morality  and  a  high  ethical  sense,  makes 
for  a  leader  of  men. 

''Terry's  nervous  energy  too  early  wore  out  a  not  too  strong 
physique,  and  he  was  called  to  his  fathers  at  a  time  when  his  exertions 
had  just  placed  his  manufacturing  company  on  the  firm  foundation 
of  developing  and  supplying  what  was  wanted  in  a  field  of  prime 
movers  all  its  own." 

James  Shepard,  Esq.,  of  l^ew  Britain,  Conn.,  who  was  Attorney 
for  Mr.  Terry  in  taking  out  his  patents  for  water  meters  and  steam 
turbines,  writes  as  follows: 

''My  acquaintance  with  'Clinton  Terry'  (as  he  was  generally 
called),  began  about  1878,  when  he  became  my  client.  He  was  one 
of  the  most  interesting  clients  I  ever  had,  and  it  was  always  a  pleasure 
to  meet  him.  He  generally  had  some  useful  information  to  impart, 
oftentimes  upon  matters  other  than  the  main  subject  of  our  interviews. 
He  was  cheerful,  energetic,  diligent,  persistent,  and  generally  success- 
ful in  all  his  imdertakings.  He  was  free  to  express  his  opinion  as 
to  what  he  wanted,  but  he  always  did  so  in  a  courteous  and  pleasant 
manner.  He  was  a  man  of  good  habits,  strictly  honest,  and  prompt 
in  all  business  matters.  His  inventions  were  always  fully  worked 
out.  even  as  to  details,  and  reduced  to  working  drawings,  before  making 
applications  for  patents.  He  was  liked  by  all  with  whom  he  came  into 
contact,  and  his  influence  upon  others  was  of  an  elevating  character. 

"His  persistency  enabled  him  to  overcome  obstacles  that  would 
haA'e  discouraged  other  men.  As  an  illustration  of  this,  he  came  into 
possession  of  the  first  clock  model  made  by  his  great-grandfather, 
Eli  Terry,  after  a  lengthy  controversy  and  the  payment  of  $1  000  for 
the  clock." 

Mr.  Terry  was  married  on  February  28th,  1872,  to  Miss  Louise 
Ellen  Webster,  of  Terryville,  Conn.,  who  survives  him.  They  had  two 
children:  Charles  Webster  Terry,  who  died  in  1886;  and  James  Terry, 
who  was  graduated  from  the  Sheffield  Scientific  School  in  1895,  suc- 
ceeded his  father  as  President  of  the  Terry  Steam  Turbine  Company, 
and  died  in  1917. 

Edward  Clinton  Terry  was  elected  a  Member  of  the  American 
Societj-  of  Civil  Engineers  on  February  6th,  1895. 
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ERLE  LEROY  VEUVE,  M.  Am.  Soc.  C.  E.* 


Died  March  25th,  1917. 


Erie  Leroy  Veuve  was  born  at  the  Military'  Post,  at  Port  Townsend. 
Wash.,  on  January  21st,  1877.  His  early  education  was  received  at 
Post  Schools  in  many  different  parts  of  the  country. 

In  1893  he  went  to  work  as  Chainman  for  the  Northern  Pacific 
Railway  Company  and  attained  the  position  of  Levelman.  In  the  fall 
of  1895,  he  entered  Troop  Polytechnic  Institute,  at  Pasadena,  Cal., 
with  the  intention  of  taking  up  the  profession  of  Civil  Engineering. 
In  1896  he  entered  the  Civil  Engineering  Department  of  Stanford 
University,  where  he  continued  his  studies  until  1900.  During  this 
time,  Mr.  Veuve's  summer  vacations  were  spent  in  engineering  work 
on  the  Northern  Pacific  and  Southern  Pacific  Railways,  and  for 
irrigation  companies  in  the  San  Joaquin  Valley,  California.  During 
a  part  of  1898  he  served  as  Chief  Yeoman  in  the  United  States  Navy. 

During  the  latter  part  of  1900  and  the  early  part  of  1901,  Mr.  Veuve 
had  charge  of  a  number  of  short  pieces  of  work.  In  March,  1901, 
he  became  Engineer  in  charge,  for  the  United  Verde  and  Pacific  Rail- 
way Company  in  Arizona,  superintending  the  extensive  reconstruction 
on  that  road.  On  the  completion  of  this  work,  in  April,  1902,  he  was 
employed  as  Assistant  Chief  Engineer  of  the  Pacific  Electric  Railway 
Company,  in  Los  Angeles,  Cal.,  first  in  charge  of  location  and,  later, 
of  construction.  Mr.  Veuve  handled  much  of  the  extensive  develop- 
ment work  required  in  the  construction  of  the  Company's  inter-urban 
system.  In  addition  to  the  railroad  lines,  this  work  covered  a  wide 
field  of  engineering  and  construction. 

In  1908,  further  extensions  of  the  Pacific  Electric  Railway  having 
been  discontinued,  Mr.  Veuve  resigned  and  went  into  private  practice 
as  Consulting  Engineer,  with  offices  in  Los  Angeles.  He  was  engaged 
in  this  i)ractice  at  the  time  of  his  death,  which  occurred  very  suddenly 
and  unexpectedly  on  March  25th,  1917,  from  cardiac  asthma.  During 
the  last  two  years  of  his  life,  he  had  been  associated  with  the  writer, 
under  the  firm  name  of  Veuve  and  Strong.  As  a  Consulting  Engineer, 
Mr.  Veuve's  practice  covered  a  wide  field,  though,  in  the  main,  it 
was  connected  with  the  preliminary  investigations  of  electric  railway, 
hydro-clc'ctric,  and  irrigation  projects,  much  of  which  was  of  a  con- 
fidential character.  His  ability  in  this  field  was  well  known,  and  his 
loss  will  be  felt  by  an  exceptionally  large  circle  of  friends  and  business 
associates. 


•  Memoir  prepared  by  A.  M.  Strong.  Assoc.  M.  Am.  Soc.  C.  E. 
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On  October  27th,  1908,  Mr.  Yeuve  was  married  to  Miss  Anna  M. 
Heim,  of  Santa  Rosa,  Cal.  He  is  survived  by  his  widow,  his  mother, 
a  son.  and  a  daughter. 

Mr.  Veuve  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  September  3d,  1901,  and  a  Member  on  February  2d,  1909. 
He  was  also  an  Associate  Member  of  the  American  Institute  of  Elec- 
trical Engineers,  a  member  of  the  Engineers  and  Architects  Associa- 
tion of  Southern  California,  and  of  the  Jonathan  Club,  of  Los 
Angeles,  Cal. 


\ 
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THEODORE  VOORHEES,  M.  Am.  Soc.  C.  E.* 


Died  March  11th,  1916. 


Theodore  Voorhees,  eldest  son  of  Benjamin  F.  Voorhees  and 
Margaret  E.  Sinclair,  was  born  in  New  York  City  on  Jvme  4tli,  1847. 
Mr.  Voorhees  was  a  direct  descendant  in  the  male  line  from  Stephen 
Coert  Van  Voorhees,  who  came  to  America  from  Holland,  settling  at 
Flatlands,  Brooklyn,  IST.  Y.,  in  1660.  His  mother  was  of  Scotch 
parentage,  the  Sinclairs  having  come  to  America  in  1835. 

He  received  his  education  at  Anthon's  Grammar  School,  New 
York  City,  Columbia  University  (where  he  entered  the  class  of  1868, 
but  left  in  full  standing  in  1866),  and  the  Eensselaer  Polytechnic 
Institute,  at  Troy,  N.  Y.,  which  he  entered  in  1866  and  from  which  he 
was  graduated  in  June,  1869.  One  month  later  Mr.  Voorhees  entered 
the  service  of  the  Delaware,  Lackawanna  and  Western  Railroad,  as 
Engineer  on  the  extension  from  Great  Bend  to  Binghamton.  So  suc- 
cessful was  his  work  and  so  progressive  were  his  methods,  that  in  less 
than  2  years  he  was  made  Superintendent  of  the  Syracuse,  Bingham- 
ton and  Oswego  Division  of  this  railroad.  He  held  this  position  for 
2  years,  and  then  returned  to  the  Engineering  Department  of  the 
main  road,  with  headquarters  at  Scranton,  Pa. 

Although  the  love  of  engineering  was  undoubtedly  responsible  for 
this  move,  Mr.  Voorhees'  ability  as  an  operating  official,  which  con- 
tinued throughout  his  life,  had  already  developed,  and  this  drew  him 
into  the  Transportation  Department  of  the  Delaware  and  Hudson 
Canal  Company,  in  December,  1874.  Three  months  later  he  was  made 
Superintendent  of  the  Saratoga  and  Champlain  Divisions,  a  position 
which  he  held  for  more  than  10  years.  He  resigned  on  October  20th, 
1885,  to  become  Assistant  General  Superintendent  of  the  New  York 
Central  and  Hudson  River  Railroad.  On  March  1st,  1890,  Mr.  Voorhees 
was  made  General  Superintendent  of  this  road,  and,  in  1891,  was  also 
appointed  General  Superintendent  of  the  Rome,  Watertown  and 
Ogdensburg  Railroad  Company.  While  General  Superintendent  of 
the  New  York  Central  and  Hudson  River  Railroad  he  saw  his  road 
adopt  the  controlled  manual  block  signal  system  on  its  main  line 
from  New  York  City  to  Buffalo,  N.  Y.  This  was  one  of  the  most 
radical  advances  in  railroad  signal  practice  up  to  that  time.  At 
about  the  same  time  (1891),  the  New  York  Central  put  on  the 
Empire  State  Express,  with  the  phenomenal  run  of  440  miles  in  8 
hours,  or  55  miles  an  hour.  Mr.  Voorhees  was  the  operating  head  of 
this  achievement,  which  advertised  the  New  York  Central  all  over 
the  world. 

,  •  Memoir  prepared  by  Samuel  T.  Wagner,  M.  Am.  Soc.  C.  E. 
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Largely  on  account  of  his  combined  ability  as  a  railroad  engineer 
and  operating  official,  he  was  made  Vice-President  of  the  Philadelphia 
and  Reading  Railroad  on  February  1st,  1893. 

He  wa:?  called  to  his  new  duties  when  but  4G  j-ears  of  age,  and  at 
a  most  critical  period  of  the  railroad's  history.  Emerging  from  a 
state  of  financial  depression,  after  having  passed  through  several  re- 
ceiverships, the  road  was  in  a  condition  of  physical  disability.  So  bad 
were  the  conditions  financially  that,  in  1896,  the  property  was  sold 
under  foreclosure  proceedings.  Mr.  Yoorhees  was  the  operating  head 
during  these  troublesome  times,  and  was  one  of  the  foremost  factors 
in  the  development  of  the  property  of  the  company.  This  development 
was  entirely  intensive,  as  the  following  figures  will  show : 

1893.  1915. 

Mileage  1170  1120 

Revenue  ton-mileage 1  739  000  000  3  141  026  000 

Passenger   mileage 240  488  000  360  468  000 

Earnings $22  986  000  $46  715  000 

These  figures  show  a  great  development  in  the  freight  service,  but 
Mr.  Voorhees  was  also  instrumental  in  perfecting  the  passenger  serv- 
ice, and  this  will  always  remain  as  a  monument  to  him.  On  May  8th, 
1914,  he  was  elected  President  of  the  road,  succeeding  the  late  George 
F.  Baer. 

He  was  also  President  of  the  following  subsidiary  railroads: 
Philadelphia,  Newtown  and  New  York;  Philadelphia  and  Reading 
Terminal;  Philadelphia  and  Chester  Valley;  Philadelphia,  Harris- 
burg  and  Pittsburgh;  Tamaqua,  Hazelton  and  Northern;  Reading, 
Marietta  and  Hanover;  Dauphin  and  Berks;  Philadelphia  and  Frank- 
ford;   Schuylkill  and  Lehigh;  and  the  Williams  Valley. 

He  was  a  Trustee  of  his  Alma  Mater,  the  Rensselaer  Polytechnic 
Institute,  a  member  of  the  Holland  Society  of  New  York,  the  Century 
Club  of  New  York,  and  St.  Nicholas  Society  of  New  York;  the  Hunt- 
ington Valley  Country  Club,  Racquet  Club,  Philadelphia  Club,  and 
Automobile  Club  of  Philadelphia.  He  was  also  a  member  of  Psi 
Upsilon  Fraternity. 

One  of  the  honors  conferred  on  Mr.  Voorhees  was  his  election  to 
the  Vice-Presidency  of  the  American  Railway  Association  in  1904. 
He  was  also  a  Director  of  the  Market  Street  National  Bank  of 
Philadelphia. 

He  was  married,  on  September  19th,  1871,  to  Sarah  V.  Gould, 
daughter  of  Judge  George  Gould,  of  Troy,  N.  Y.  She  died  on 
August  7th,  1872,  and  on  February  4th,  1874,  in  Syracuse,  N.  Y.,  he 
married  Miss  Mary  E.  Chittenden,  and  is  survived  by  a  brother  and 
by  his  widow,  five  sons,  and  three  daughters. 
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It  has  been  said  of  him: 

"Theodore  Voorhees  belonged  to  a  good  school  of  railroad  men. 
He  had  a  conscience  and  he  had  ability.  Regarded  by  many  as  cold 
and  unapproachable,  he  was,  nevertheless,  extremely  well  qualified  to 
solve  all  those  larger  transportation  problems  which  in  recent  years 
have  vexed  the  public  mind.  The  dead  President  of  the  Philadelphia 
and  Reading  Railway  was  one  of  these,  and  an  important  one,  who 
helped  raise  the  Company  from  a  condition  of  financial  weakness  into 
a  state  of  affluence.  By  doing  that  he,  with  his  associates,  made  their 
railroad  of  infinitely  greater  service  to  the  country  it  serves  than  it 
had  ever  been  during  its  years  of  financial  ill  luck.  Mr.  Voorhees 
knew  railroading  through  and  through,  knew  what  it  had  to  do  to 
meet  popular  support  and  what  it  had  to  do  to  maintain  its  own  self- 
respect  and  ability  to  serve.  Alert  and  keen,  industrious  and  honest, 
intelligent  and  full  of  courage,  he  could  not  fail  in  this  generation  of 
vast  business  development  to  rise  to  one  of  the  conspicuous  railroad 
positions  of  the  world." 

Another  said: 

"As  a  man,  there  is  much  to  be  said  of  Mr.  Voorhees.  Of  austere 
presence  and  striking  personality,  he  commands  the  respect  and  esteem 
of  all  who  come  in  contact  with  him.  He  is  a  man  of  very  few  words. 
He  has  always  time  to  listen,  and  treats  his  subordinates  with  the 
utmost  courtesy  and  respect.  His  friends  all  testify  to  his  loyalty  and 
kindness.  Those  who  have  had  an  insight  into  his  private  life  have 
characterised  his  devotion  as  extraordinary." 

For  a  number  of  years  Mr.  Voorhees  was  a  Vestryman  of  St.  Luke's 
Protestant  Episcopal  Church,  Philadelphia,  in  which  he  felt  a  great 
interest. 

His  funeral  was  held  at  his  home  in  Elkins  Park  on  Tuesday, 
March  14th,  1916,  About  400  prominent  railroad  officers,  bankers, 
and  professional  men  were  present.  As  a  mark  of  respect,  all  trains 
throughout  the  Reading  System  were  brought  to  a  stop  for  one  minute, 
at  11  A.  M.,  the  hour  of  the  funeral  services. 

Mr.  Voorhees  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers  on  May  Cth,  1885.     He  served  as  a  Director  in  1890. 
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EDMUND  BROWNELL  WESTON,  M.  Am.  Soc.  C.  E.* 


Died  December  Oth,  191G. 


Edmund  Brownell  Weston,  the  son  of  the  Hon.  Gershom  Bradford 
and  Deborah  (Brownell)  "Weston,  was  born  in  Duxbury,  Mass.,  on 
March  25th,  1S50.  He  was  descended  from  a  family  famous  as  ship- 
builders and  shipowners  whose  vessels  were  kno\vn  in  every  seaport 
of  the  world.  In  1842,  the  firm,  the  E.  Weston  Company,  was  rated 
by  Lloyd's,  of  London,  as  the  greatest  shipping  concern  in  the  world. 
Mr.  Weston's  father  was  a  member  of  the  Convention  which  nominated 
John  C.  Fremont  for  the  Presidency  in  1856,  and  also  of  that  which 
nominated  Abraham  Lincoln  in  1860.  His  mother  belonged  to  the 
Brownell  family  of  Little  Compton,  R.  I. 

Mr.  Weston  was  educated  in  the  public  schools  and  at  the  Partridge 
Academy  of  his  native  town,  the  Highland  Military  Academy  at 
Worcester,  Mass.,  and  by  private  tutors. 

From  18T1  to  1874,  he  was  a  student  in  the  office  of  the  late  Joel 
Herbert  Shedd,  M.  Am.  Soc.  C.  E.,  then  Chief  Engineer  of  the  Provi- 
dence, E.  I.,  Water- Works  which  were  being  constructed  at  that  time. 
In  1874,  Mr.  Weston  was  appointed  Assistant  Engineer  on  that  work, 
and  held  that  position  until  1877  when  Mr.  Shedd  resigned.  Early 
in  1877,  when  Samuel  M.  Gray,  M.  Am.  Soc.  C.  E.,  was  elected  Chief 
Engineer  and  Superintendent  of  the  Water- Works  to  succeed  Mr. 
Shedd,  !Mr.  Weston  was  appointed  one  of  his  Assistant  Engineers, 
and,  in  this  capacity,  had  charge  of  the  Water  Department  until 
1897,  when  he  resigned  to  engage  in  private  practice  as  a  Consulting 
Engineer. 

!Mr.  Weston  had  been  in  poor  health  for  a  year,  but  had  only  been 
confined  to  his  bed  about  two  months  when  his  death  occurred,  from 
hardening  of  the  arteries,  at  the  Des  Brisay  Hospital,  at  Boston,  Mass. 
He  is  survived  by  two  brothers  and  one  sister,  all  residing  in  Boston, 
Mass. 

At  the  time  of  his  death,  Mr.  Weston  was  President  of  the  Jewell 
Export  Filter  Company,  of  Providence,  R.  I.,  and  was  widely  known 
as  a  hydraulic  engineer.  He  had  designed  and  constructed  filtration 
systems,  in  connection  with  water-works,  in  many  cities,  both  in 
America  and  abroad,  and  had  traveled  practically  over  the  civilized 
world  studying  systems  of  water  filtration  wherever  he  went.  Until 
the  war  broke  out  in  Europe,  in  1914,  he  had  spent  every  summer 
abroad. 

In  addition  to  his  practical  work  on  hydraulics,  Mr.  Weston  had 
contributed   much   to   the   literature  on   the   subject,   his  best   known 

•  Memoir  prepared  by  the  Secretary  from  information  on  file  at  thei  Society 
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work  being  'Triction  of  Water  in  Pipes",  published  in  1873.  He  had 
also  contributed  many  discussions  and  four  papers  on  the  subject  to 
the  Transactions  of  the  Society,  namely,  "Description  of  Some  Experi- 
ments on  the  Flow  of  Water  Through  2i-Inch  Rubber  Hose  and 
Nozzles  of  Various  Forms  and  Sizes,  Made  in  the  Providence,  R.  I., 
Water- Works.  Also  Results  of  Investigations  Relating  to  the  Height 
of  Jets  of  Water"  (1884) ;  "Description  of  Some  Experiments  Made 
in  the  Providence,  R.  I.,  Water-Works,  to  Ascertain  the  Force  of 
Water  in  Pipes"  (1885) ;  "The  Results  of  Investigations  Relative  to 
Formulas  for  the  Flow  of  Water  in  Pipe"  (1890);  and  "Test  of  a 
Mechanical  Filter"  (1900). 

Mr.  Weston  was  a  member  of  the  University  Club,  of  Providence, 
R.  I.;  the  India  House  Club,  of  New  York  City;  the  Boston  Society 
of  Civil  Engineers;  the  Institution  of  Civil  Engineers  of  Great 
Britain;  and  the  Authors  and  Royal  Societies  of  London,  England. 
He  was  also  a  member  of  Corinthian  Lodge,  F.  and  A.  M.,  of  Provi- 
dence, R.  I. 

The  following  resolution  on  the  death  of  Mr.  Weston  was  adopted 
unanimously  by  the  Directors  of  the  Jewell  Export  Filter  Company : 

Resolved:  That  the  Company  and  the  Board  of  Directors  have  suf- 
fered a  great  loss  in  the  death  of  Mr.  Edmund  B.  Weston,  so  long  the 
President  and  General  Manager  of  this  Company,  and  its  Consulting 
Engineer,  and  that  the  Board  take  this  occasion  to  express  its  appre- 
ciation of  the  long  and  faithful  service  that  Mr.  Weston  rendered  the 
Company,  fully  realizing  that  he  at  all  times  gave  the  Company  that 
valuable  service  which  was  the  result  of  his  intimate  knowledge  of 
the  business  and  affairs  of  the  Company  and  the  matters  in  which  it 
has  been  engaged,  and  further  realizing  that  Mr.  Weston  rendered 
this  service  oftentimes  handicapped  with  the  discouragement  of  physical 
ailments  which  would  have  taxed  the  determination  of  men  less  faithful 
than  he;  and  it  is  further 

Resolved:  That  copies  of  the  above  resolution  be  sent  to  the  Exec- 
utors of  Mr.  Weston's  estate. 

Mr.  Weston  was  elected  a  Member  of  the  American  Society  of 
Civil  Engineers,  on  December  6th,  1882. 
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EDWARD  THOMAS  WRIGHT.  M.  Am.  Soc.  C.  E.* 


Died  M.\rch  29th,  1917. 


Edward  Thomas  Wright  was  born  at  Elgin,  111.,  on  June  30th, 
ISJl.  His  parents  were  Paul  R.  Wright  and  Emily  Grace  (Harvey) 
Wright.  He  attended  the  public  school  at  Geneva,  and,  later,  at  Cobden, 
111.,  where  the  family  moved  when  he  was  about  nine  years  of  age. 
After  graduating  from  the  public  schools,  he  had  a  private  tutor  for 
a  year  and  then  attended  the  Elgin  Academy. 

After  leaving  the  Academy,  Mr.  Wright  took  up  the  study  of 
engineering,  and,  in  1872,  entered  the  office  of  Messrs.  Cleveland  and 
French,  prominent  engineers  of  Chicago,  111.,  and  was  employed  by 
them  on  work  at  Indianapolis,  St.  Paul,  and  Chicago,  including  the 
South  Chicago  Drainage,  for  the  development  of  an  industrial  district. 

Mr.  Wright  moved  to  Los  Angeles,  Cal.,  in  the  latter  part  of  1874 
and  established  himself  as  a  Civil  Engineer  and  Surveyor,  mamtaining 
his  office  up  to  the  time  of  his  death,  on  March  29th,  1917.  He  had 
served  three  terms  as  Co\mty  Surveyor,  and  was  a  hydraulic  engineer 
of  ability,  having  done  much  effective  work  in  developing  imderground 
waters  and  constructing  irrigation  systems. 

In  1873  Mr  Wright  was  married  to  Lucy  Nicholson,  who  died  in 
1899.  He  leaves  two  sons,  George  A.  and  Charles  N.,  who  follow  his 
profession,  and  a  widow,  Mrs.  Capitola  B.  (Wenzel)  Wright,  whom 
he  married  in  March,  1912. 

He  was  a  man  highly  respected  for  his  sterling  worth  and  honesty; 
ever  ready  to  help  others,  and  loved  by  many  friends. 

Mr.  Wright  was  elected  a  Member  of  the  American  Society  of  Civil 
Engineers  on  February  3d,  1886. 

*  Memoir  prepared  by  W.  D.  Larrabee,  M.  Am.  Soc.  C.  E. 
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AUGUSTUS  WATEROUS  AGNEW,  Assoc.  M.  Am.  Soc.  C.  E. 


Died  September  17th,  1916. 


Augustus  Waterous  Agnew,  the  only  son  of  William  Agnew,  now 
of  Victoria,  B.  C,  was  born  at  Montreal,  Que.,  Canada,  on  June  6th, 
1884.  He  received  his  engineering  education  at  the  Royal  Military 
College,  Kingston,  Ont.,  Canada,  and  at  the  Crystal  Palace  Practical 
School  of  Engineering,  London,  England. 

Returning  to  Canada,  Mr.  Agnew  began  his  professional  career, 
in  January,  1906,  on  preliminary  and  location  surveys  for  the  Can- 
adian Pacific  Railway,  with  headquarters  at  Montreal,  Que. 

In  July,  1906,  he  went  to  Saskatchewan  as  Instrumentman  on  the 
construction  of  the  Grand  Trunk  Pacific  Railway.  In  December  of 
the  same  year,  he  went  to  Prince  Rupert,  B.  C,  where  he  was 
employed,  as  Resident  Engineer,  on  hydrographic,  topographical,  and 
town-site  surveys,  and  also  on  sewer  construction,  under  James  H. 
Bacon,  M.  Am.  Soc.  C.  E.,  then  Harbor  Engineer,  Grand  Trunk 
Pacific  Railway. 

In  May,  1909,  Mr.  Agnew  left  the  employ  of  the  Grand  Trvmk 
Pacific  Railway  to  engage  in  private  practice  as  a  member  of  the 
firm  of  Ritchie,  Agnew,  and  Company,  with  offices  at  Prince  Rupert, 
B.  C.  Among  other  work,  this  firm  had  charge  of  the  construction 
of  the  first  water  supply  system  for  the  City  of  Prince  Rupert, 
including  three  dams,  and  14  miles  of  supply  and  distribution  mains. 
The  firm  was  also  engaged  on  wharf  design  and  construction ;  the 
supervision  of  surveys,  plans,  stream  measurements,  and  estimates  for 
a  permanent  municipal  water  supply  and  power  project;  investigation 
surveys,  etc.,  for  power  projects  for  the  Prince  Rupert  Hydro-Electric 
Company,  Limited,  as  well  as  the  design  and  supervision  of  the  sub- 
division of  a  town  site  of  1 000  acres,  including  topographical  and 
hydrographic  surveys  and  harbor  layout,  adjoining  Prince  Rupert, 
with  R.  H.  Thomson,  M.  Am.  Soc.  C.  E.,  acting  as  Consulting  Engi- 
neer, and  numerous  small  sewerage  and  water  supply  schemes,  and 
water-power  investigations. 

In   1913,  Mr.   Agnew  became  interested  in   the  development  of  a 

large  water-power  at  Stamps  Falls,  near  Alberni,  Vancouver  Island, 

capable  of  developing  75  000  li.  p.,  and  prepared  extensive  plans,  the 

development  of  which,  owing  to  the  outbreak  of  the  war.  had  to  be 

postponed.     Mr.  Agnew's  valuable  work  on  this  project  will  no  doubt 

later  bear  fruit. 

•  Memoir   prepared   by    the   Secretary   from   Informaliou   ou    flic   at   the   Society 
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lu  the  spring  of  1914,  he  moved  to  Victoria,  B.  C,  where  he  took 
the  contract  for  hiying  the  sewer  system  of  Esquimalt  which  he  com- 
pleted. 

"When  the  48th  Battalion,  Canadians,  was  mobilized  there  for  ser- 
vice in  the  European  war,  he  transferred  from  the  Corps  of  Guides 
to  that  Battalion,  and  went  overseas  as  its  Captain  and  Adjutant. 
The  Battalion,  through  the  efforts  of  Captain  Agnew  and  a  few  of 
its  officers,  went  to  the  front  as  a  unit  and  an  Engineering  Battalion 
of  the  3d  Canadian  Division,  and  was  afterward  known  as  the  3d 
Canadian  Pioneer  Battalion.  Then  it  was  that  Captain  Agnew's 
engineering  training  came  into  service,  and  he  made  a  reputation 
for  it  that  became  known  among  many  of  the  other  Canadian  and 
British  Battalions.  •  In  April,  1916,  after  six  weeks  in  Belgium,  con- 
structing trenches  in  the  Ypres  salient,  Captain  Agnew  was  seriously 
wounded  in  the  head  and  right  arm  by  high  explosive  shrapnel,  and 
subsequently  suffered  the  loss  of  his  left  eye.  After  a  month  in  th(^ 
hospital,  he  went  to  Hythe,  in  Kent,  England,  where,  during  his  sick 
leave,  he  voluntarily  gave  much  needed  instruction  to  non-commis- 
sioned officers  and  men  of  the  Pioneers  Depot  at  South  Caesar's 
Camp,  Shorncliffe,  England.  He  was  offered  a  position  as  Major 
on  the  3d  Canadian  Divisional  Staff,  but  as  he  was  eager  to  get 
back  with  his  men,  he  obtained  shortened  leave  and,  on  August  1st, 
took  command  once  more  of  his  old  Company  at  the  front.  After 
six  weeks  he  was  again  dangerously  wounded  while  preparing  the 
trenches  for  the  infantry  to  hold  during  the  battle  of  Courcelette,  on 
September  15th,  and  died  after  an  operation,  at  a  Casualty  Clearing 
Hospital  near  Amiens,  France,  on  September  17th,  1916. 

Captain  Agnew  will  be  greatly  missed  by  all  who  knew  him  well 
enough  to  appreciate  his  many  fine  personal  qualities  as  well  as  his 
ability  as  an  engineer.  He  was  well  liked  by  his  fellow  officers  and 
by  the  men  whom  he  had  trained  and  with  whom  he  had  fought.  The 
splendid  state  of  organization  and  efficiency  reached  by  his  Battalion 
was  due  largely  to  his  tireless  energy  and  ability  in  engineering  and 
leadership. 

He  was  an  Associate  Member  of  the  Canadian  Society  of  Civil 
Engineers,  and  an  Associate  Member  of  the  Society  of  Engineers 
(Incorporated),  of  London,  England. 

Captain  Agnew  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  July  2d,  1913. 
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WILLIAM  FREDERICK  ALFRED  ANSON,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  July  17th,  1916. 

William  Frederick  Alfred  Anson,  the  son  of  the  Rev.  Alfred  W. 
Anson,  was  born  at  Staunton,  Ya.,  on  August  7th,  1878.  He  received 
his  early  education  under  governesses  and  tutors  in  his  home  and  in 
England.  In  1893,  he  entered  the  Episcopal  High  School,  at  Alex- 
andria, Va.,  where  he  remained  until  1896.  He  then  entered  Roanoke 
College,  at  Salem,  Va.,  where  he  remained  for  one  year,  after  which 
he  entered  the  Virginia  Military  Institute,  at  Lexington,  Va.  He 
attended  the  Institute  for  three  years,  but  was  unable  to  complete  his 
course  on  account  of  ill-health.  After  leaving  school,  he  remained 
on  his  father's  farm  until  1902. 

In  July,  1902  Mr.  Anson  entered  the  employ  of  the  I^orfolk  and 
Western  Railway  Company,  as  Instrumentman  and  Inspector  on  con- 
struction work.  He  remained  with  this  Company  until  1907.  He 
then  went  to  Martinsville,  Va.,  where  he  was  engaged  in  private 
surveying  until  1908. 

He  was  then  appointed  Inspector  in  Campbell  County  under  the 
Virginia  State  Highway  Commission,  and,  later,  was  promoted  to 
Resident  Engineer  by  the  Commission,  with  headquarters  at  Pulaski, 
Va.,  having  charge  of  the  work  in  several  counties.  In  April,  1914,  he 
was  again  promoted  by  the  Commission  to  be  Coimty  Engineer  of 
Russell  County,  with  headquarters  at  Lebanon,  Va. 

For  several  years  before  his  death  Mr.  Anson  had  been  in  poor 
health,  and  in  January,  1916,  he  went  to  Richmond  where  he  was 
examined  by  a  specialist  who  pronounced  his  trouble  to  be  chronic 
appendicitis.  He  returned  to  his  home  in  Lebanon,  but  soon  decided 
to  undergo  an  operation,  and,  in  February,  1916,  was  operated  on  at 
the  Bluefield  Sanatorium,  Bluefield,  W.  Va.  He  never  fully  recovered 
from  this  operation,  although  he  returned  to  his  work  which  he  carried 
on  until  about  a  week  before  his  death. 

In  his  professional  career  Mr.  Anson  developed  those  qualities 
which  insure  success.  He  had  been  connected  with  the  highway  work 
in  Russell  County  only  a  short  time,  but  he  was  highly  thought  of 
by  all  the  citizens,  and  the  County  road  authorities  were  more 
than  satisfied  with  his  management. 

In  October,  1915,  Mr.  Anson  was  married  to  ]\Iiss  Vera  Sony,  of 
Eagle  Rock,  Va.  He  is  survived  by  his  widow,  his  father,  brother, 
and  nine  sisters. 

Mr.  Anson  was  regarded  as  an  engineer  of  rare  ability,  and  his 
work  with  the  Virginia  State  Highway  Commission  has  always  been 
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highly  coinniended.  He  was  a  mau  of  high  principles  and  of  strong 
convictions,  never  hesitating  to  stand  up  for  what  he  thought  to  be 
right  or  to  oppose  that  which  he  considered  wrong.  He  was  a  devoted 
member  of  the  Protestant  Episcopal  Church,  which  he  had  joined  in 
his  youth,  and  he  will  be  greatly  missed  by  his  family  and  his  friends 
and  associates. 

Mr.   Anson   was   elected    an    Associate    Member   of   the    American 
Society  of  Civil  Engineers  on  October  1st,  1912. 
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ROBERT  HAMMOND  BOYNTON,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  September  18th,  1916. 


Robert  Hammond  Boynton,  the  son  of  the  late  Henry  P.  and  Emma 
(Hammond)  Boynton,  was  born  at  Batavia,  N.  Y.,  on  May  21st,  1886. 
He  received  his  early  education  in  the  public  schools  of  his  home  town, 
having  been  graduated  from  the  High  School  in  1903.  In  September, 
1904,  he  entered  the  Civil  Engineering  Department  of  the  University 
of  Michigan,  where  he  remained  until  June,  1906,  when  he  left  college 
to  enter  the  employ  of  the  New  York  Central  and  Hudson  River  Rail- 
road Company,  as  Chainman  on  grade  reduction  between  Syracuse  and 
Rochester,  N.  Y.  In  April,  1907,  he  was  advanced  to  the  position  of 
Rodman  on  the  same  work,  but  resigned  in  October,  1907,  to  return  to 
the  University  of  Michigan,  from  which  he  was  graduated  in  June, 
1910,  with  the  degree  of  Bachelor  of  Science  in  Civil  Engineering. 

On  July  1st,  1910,  Mr.  Boynton  entered  the  employ  of  the  Missouri 
Pacific  Railroad  Company,  as  Rodman  in  the  Maintenance  of  Way 
Department,  with  headquarters  at  St.  Louis,  Mo.,  being  in  charge  of 
track  renewal  and  engaged  in  general  oflfice  and  field  work  connected 
with  the  Department.  In  June,  1911,  he  was  transferred  to  the 
Construction  Department,  with  headquarters  at  Marianna,  Ark.,  as 
Inspector  of  bridge  construction  on  the  Marianna  Cut-off.  In  March, 
1912,  he  was  again  transferred  to  the  Illinois  Division,  with  head- 
quarters at  Ulmo,  Mo.,  as  Assistant  Engineer  engaged  in  routine  office 
and  field  work  connected  with  the  Maintenance  Department. 

In  December,  1912,  Mr.  Boynton  entered  the  service  of  the  Missis- 
sippi River  Commission  as  Recorder  on  a  river  survey  between  Port 
Jackson  and  Port  Eads,  La. 

On  April  1st,  1913,  he  was  appointed  City  Engineer  of  Frankfort, 
Ind.,  by  the  Mayor,  Dr.  O.  W.  Edwards,  to  fill  an  unexpired  term.  In 
January,  1914,  Mr.  Boynton  was  re-appointed  to  the  same  office  by  the 
newly  elected  Mayor,  Dr.  Oliver  Card,  and  remained  in  that  position 
until  his  death,  on  September  18th,  1916,  following  a  long  illness 
resulting  from  heart  trouble  and  a  complication  of  diseases,  due  to 
exposure  and  malaria  contracted  while  he  was  engaged  on  engineering 
work  in  the  Southwestern  States. 

Mr.  Boynton  was  considered  one  of  the  best  City  Engineers  that 
Frankfort,  Ind.,  ever  had.  He  had  charge  of  the  design  and  construc- 
tion of  all  street  and  sewer  improvements,  and  through  his  efforts  a 
complete  set  of  street  and  sewer  records  of  the  city  was  made,  thereby 
giving  the  Municipal   Government  its  first  check  on  sewers,   streets, 
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and  property  owners.  He  had  also  completed  a  map  of  the  City  of 
Frankfort,  which  has  been  widely  used  by  those  interested  in  its  public 
improvements. 

Ml'.  Boynton  had  a  genial  disposition  and  readily  made  and  held 
as  friends  all  who  met  him.  He  was  most  efficient  and  honest,  and 
through  his  conscientious  efforts  and  steady  application  to  duty,  he 
received  and  maintained  for  his  Department  perfect  work  from  the 
contractors  employed  thereby.  He  was  an  expert  on  filing  systems, 
and  at  the  time  of  his  death  was  preparing  himself  for  the  work  of  a 
Consulting  Engineer  and  City  Manager. 

Mayor  Oliver  Gard  writes  of  him,  as  follows: 

"Our  city  was  deeply  shocked  when,  on  September  18th,  the  death 
of  Robert  H.  Boynton,  City  Engineer,  was  announced.  While  he  had 
not  been  a  resident  of  this  city  for  many  years,  yet  we  had  learned 
to  regard  him  highly.  His  work  as  City  Engineer  had  been  very  labori- 
ous, but  always  satisfactory.  His  efficiency  was  never  questioned.  We 
regret  his  untimely  death." 

Mr.  Boynton  was  married  on  October  15th,  1912,  to  Miss  Zua  Rice, 
a  daughter  of  Mr.  and  Mrs.  John  A.  Rice,  of  Erankfort,  Ind.,  who, 
with  his  mother,  Mrs.  Emma  Boynton,  and  a  brother,  R.  Rae  Boynton, 
of  Rochester,  X.  Y.,  survives  him. 

He  was  a  member  of  the  Presbyterian  Church  of  Erankfort,  Ind., 
and  of  Masonic  Lodge  No.  475,  of  Batavia,  1^.  Y.  He  was  also  a 
member  of  the  American  Society  of  Miinicipal  Improvements,  the 
Municipal  League  of  Indiana,  the  Akhenaton  Society  of  Ann  Arbor, 
Mich.,  the  Alumni  Association  of  the  University  of  Michigan,  and 
the  Chamber  of  Commerce  of  Erankfort,  Ind. 

Mr.  Boynton  was  elected  a  Junior  of  the  American  Society  of  Civil 
Engineers  on  May  6th,  1914,  and  an  Associate  Member  on  April  18th, 
1916. 
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FRANS  ENGSTR03I,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  March  20th,  1916. 


Frans  Engstrom,  the  son  of  Ludwig  and  Frederika  Engstrom,  was 
born  in  Stockholm,  Sweden,  on  Is'ovember  28th,  1851.  He  was  educated 
in  his  native  city  and  was  graduated  from  the  Latin  College  and 
the  Royal  Polytechnical  High  School. 

After  his  graduation,  Mr.  Engstrom  was  engaged,  for  two  years, 
in  an  architect's  office  on  private  surveys,  and  also  as  Assistant 
Resident  Engineer  on  the  construction  of  the  Government  Railway 
of  Sweden. 

In  1881,  he  came  to  the  United  States  and  settled  in  Pittsburgh, 
Pa.,  where  he  was  engaged  with  the  Pennsylvania  Railroad  Company, 
as  Draftsman,  Chief  Draftsman,  and  Assistant  Engineer,  until  1895. 
During  this  time,  he  designed  and  superintended  the  construction  of 
the  Penn  Street  Freight  Station  in  Pittsburgh,  and  made  plans  and 
specifications  for  extensive  dock  constriiction  at  Erie,  Pa.,  and  at 
Ashtabula  and  Cleveland,  Ohio.  He  also  made  the  plans  and  speci- 
fications for  all  heavy  bridge  masonry  and  retaining  walls  on  the 
Company's  lines  and  for  elevating  its  tracks  through  PittslSurgh  and 
Allegheny. 

In  1895,  Mr.  Engstrom  was  appointed  Assistant  to  the  Director 
of  Public  Works  of  the  City  of  Pittsburgh,  which  position  he  resigned 
in  1899.  While  serving  in  this  capacity,  he  built  the  large  twin 
reservoirs  at  Highland  Park,  for  the  Pittsburgh  water  supply. 

During  1899  and  1900,  he  was  engaged  in  private  practice  as  Civil 
and  Hydraulic  Engineer,  with  an  office  in  Pittsburgh.  In  1901,  Mr. 
Engstrom  was  appointed  Civil  Engineer  with  the  Carnegie  Steel 
Company,  retaining  that  position  until  1903,  when  he  entered  the 
service  of  James  Stewart  and  Company  as  Engineer  of  Inspection. 

In  1905,  Mr.  Engstrom  went  to  the  American  Bridge  Company,  at 
Ambridge,  Pa.,  where  he  remained,  as  Engineer,  until  March,  1907. 
In  April,  1907,  he  removed  to  Altoona,  Pa.,  where  he  had  been  ap- 
pointed City  Engineer,  retaining  that  office  until  1915.  As  City 
Engineer  Mr.  Engstrom  had  charge  of  extensive  paving  work,  super- 
vised the  planning  of  the  East  Altoona  disposal  plant,  built  the 
Seventh  Street  Bridge,  and  had  charge  of  other  important  municipal 
improvements. 

In  1915,  Mr.  Engstrom  returned  to  Pittsburgh,  but  his  health 
having  failed,  he  was  not  able  to  engage  actively  in  his  profession. 
He  had  only  been  discharged  from  the  hospital  where  he  had  been 
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undorgoinsr  treatment  for  five  months,  when  liis  sudden  death  from 
heart  failure  occurred  on  March  20th,  1916. 

Mr.  Engstrom  was  a  talented  and  highly  educated  man.  He  spoke 
seven  languages,  and,  being  a  great  reader,  was  well  informed,  not 
only  regarding  his  Profession,  but  on  all  subjects  of  general  interest. 
Among  his  professional  friends,  he  was  considered  one  of  the  best 
estimating   engineers   in   Pennsylvania. 

On  August  25th,  1SS4,  Mr.  Engstrom  was  married  to  Miss  Bertha 
Lindstrum,  who,  with  four  children,  suiwives  him. 

He  was  a  member  of  the  Engineers'  Society  of  Western  Pennsyl- 
vania, Duquesne  Commandery  ISTo.  72,  Knights  Templar,  and  Syria 
Temple  of  Shriners,  of  Pittsburgh,  and  of  Altoona  Lodge  No.  102, 
Benevolent  Protective  Order  of  Elks. 

Mr.  Engstrom  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  May  4th,  1892. 
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HOWARD  ARNOLD  GREENE,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  February  2d,  1917. 


Howard  Arnold  Greene  was  bom  at  Providence,  E.  I.,  on  Sep- 
tember 15th,  1860. 

Immediately  after  his  graduation  from  Brown  University,  in  June, 
1884,  Mr.  Greene  entered  the  employ  of  S.  B.  Gushing  and  Company, 
Engineers  and  Surveyors,  and  remained  with  that  firm  until  April, 
1887.  While  with  this  Company,  Mr.  Greene  was  engaged  on  the  con- 
struction of  the  Diamond  Hill  Reservoir  for  the  Pawtucket,  E.  I., 
Water-Works,  on  the  greater  part  of  the  line  of  the  Union  Street  Eail- 
road  Company,  and,  as  Assistant  Engineer,  on  all  the  preliminary  work 
for  the  Providence  Cable  Eailroad  Company  and  the  improvements 
of  the  Park  Land  Company,  at  Elmwood,  E.  I. 

In  April,  1887,  Mr.  Greene  was  appointed  Division  Engineer  with 
the  Hudson  Connecting  Eailroad  Company,  under  the  late  P.  P. 
Dickinson,  M.  Am.  Soc.  C.  E.,  as  Chief  Engineer,  on  the  Poughkeepsie 
Bridge  route.  When  this  was  finished,  in  September,  1888,  he  ac- 
cepted a  position  as  Engineer  for  J.  W.  Cofiin  and  Company,  Con- 
tractors for  the  Brigantine  Beach  Eailroad,  which  position  he  retained 
until  August,  1889,  when  he  went  to  the  Dunderbergh  Spiral  Eailroad 
Company,  as  Division  Engineer,  until  work  on  that  line  was  stopped. 

In  December,  1889,  Mr.  Greene  was  appointed  Locating  Engineer 
with  the  Danville  and  East  Tennessee  Eailroad  Company.  He  re- 
mained in  that  position  until  May,  1890,  when  he  entered  the  employ 
of  Morris  and  Darly,  Engineers  and  Contractors,  of  Bristol,  Tenn., 
as  Assistant  Engineer  on  surveys  for  the  State  of  Virginia  and  on  the 
erection  of  a  blast  furnace  at  Bristol,  Tenn. 

In  December,  1890,  Mr.  Greene  was  engaged  as  Engineer  in  charge 
of  the  construction  of  the  terminal  pier  at  Atlantic  Highlands,  N".  J., 
for  the  Central  Eailroad  of  New  Jersey.  He  afterward  went  to  Con- 
necticut as  Assistant  Engineer  on  the  location  of  about  30  miles  of 
railroad,  under  the  late  Joseph  Norton  Greene,  M.  Am.  Soc.  C.  E., 
as  Chief  Engineer. 

In  November,  1892,  Mr.  Greene  entered  the  employ  of  the  New 
Jersey  Steel  and  Iron  Company  as  Assistant  Engineer.  He  was  pro- 
moted, until  at  the  time  of  the  incorporation  of  the  American  Bridge 
Company,  he  was  in  charge  of  erection  in  the  New  York  District. 

In  July,  1901,  he  was  appointed  Erection  Manager  of  the  Pitts- 
burgh Division  for  the  American  Bridge  Company,  which  position  he 
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held  at  the  time  of  his  death.  While  serving  in  this  capacity,  Mr. 
Greene  had  charge  of  the  erection  of  many  important  structures  and 
had  invented  a  number  of  important  erection  devices  which  are 
patented. 

He  died  of  pneumonia  at  his  home  in  Pittsburgh,  Pa.,  on  February 
2d,  1917,  after  a  brief  illness,  and  is  survived  by  his  widow. 

Mr.  Greene  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers,  on  June  5th,  1895. 
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WILLIAM  HERBERT  HYDE,  Assoc.  M.  Am.  Soc.  C.  E* 


Died  April  15th,  1917. 


William  Herbert  Hyde,  the  son  of  Peter  Lowe  and  Anne  Elizabeth 
(Copcutt)  Hyde,  and  the  grandson  of  the  late  John  Copcutt,  of 
Yonkers,  N.  Y.,  was  born  at  the  latter  place  on  December  15th,  1874. 
He  was  of  English  descent,  one  great-grandfather  having  been  an 
officer  (Captain)  in  the  Revolution  and  another  in  the  War  of  1812. 
Both  his  grandfather  and  his  father  were  engaged  in  the  mahogany 
and  hardwood  exi^ort  and  import  business  in  JSTew  York  City. 

Mr.  Hyde  received  his  education  at  the  public  and  grammar  schools, 
and  the  Yonkers  High  School,  and,  in  1895,  entered  the  employ  of  the 
New  York  Central  and  Hudson  River  Railroad  as  Chainman  in  the 
Chief  Engineer's  Department,  advancing  to  Assistant  Engineer  of  the 
Maintenance  of  Way  Department  in  1898.  From  that  time  until  1901 
he  served  on  location  and  construction  with  the  Erie  Transit  Com- 
pany and  the  Panama  Railroad;  on  topographical  work  and  estimates 
for  the  Barge  Canal,  New  York  State;  and  as  Assistant  Engineer 
in  the  Atlantic  City,  N.  J.,  Water  Department. 

During  1901  Mr.  Hyde  was  engaged  in  surveying  and  contracting 
work,  being  associated  with  Pittsburgh  interests.  In  April,  1902,  he 
entered  the  contracting  iield,  forming  a  partnership  with  his  father- 
in-law,  Mr.  W.  F.  Patterson,  of  Pittsburgh,  Pa.,  and  specialized  in 
shaft  and  underground  improvement  work. 

During  the  last  ten  years,  he  had  conducted  his  business  alone, 
his  operations  including  coal  shafts  in  Pennsylvania,  West  Vir- 
ginia, Nova  Scotia,  and  Alberta,  Canada.  He  built  many  fine  concrete- 
lined  pumping  stations  underground  and  successfully  completed  con- 
tracts for  such  firms  as  the  New  River  Company,  The  Borwind-White 
Company,  The  Ragland  Coal  Company,  and  others  of  equal  standing. 
He  often  contributed  articles  of  merit  to  leading  engineering  and 
mining  journals,  and  has  been  freely  quoted  as  an  authority  in  works 
on  coal  mine  engineering. 

Mr.  Hyde  died  at  Scarboro,  W.  Va.,  on  Sunday.  April  15th.  1917. 
from  a  bullet  wound  received  while  attempting  to  place  an  unruly 
workman  under  arrest. 

He  was  married  on  February  15th,  1903,  to  Miss  C.  Virginia; 
dauglitor  of  Walter  F.  Patt(-rson,  of  Pittsburgh,  Pa.,  wlio.  with  four 
young  children,  survives  him. 

Mr.  Hyde  was  a  member  of  the  Sons  of  the  Revolution.  He  was 
elected  a  Junior  of  the  American  Society  of  Civil  Engineers  on 
April  30th,  1901,  and  an  Associate  Member  on  June  4th,  1902. 

•  Memoir  proparcd  by  S.   M.  Van  Loan,   M.   Am.  Soc.    C.   K. 
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JOSE  PETROXIO  KATIGBAK,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  May  16th,  1916. 


Jose  Petronio  Katigbak  was  born  at  Lipa,  Batangas,  Philippine 
Islands,  on  October  4tli,  IS 79.  His  parents,  Mariano  Katigbak  and 
Isabel  (Macarandang)  Katigbak,  both  of  Lipa,  Batangas,  were  wealthy 
hacienderos,  and  belonged  to  the  most  prominent  families  in  the 
Province. 

His  preliminary  education  was  obtained  in  the  Ateneo  Municipal 
de  Manila,  a  school  conducted  by  the  Jesuit  Order,  from  which  he 
was  graduated,  with  the  degree  of  B.  A.,  in  1896,  at  the  head  of  his 
class. 

He  then  studied  medicine  for  one  year  in  the  University  of 
Sto.  Tomas,  Manila,  but  this  not  being  to  his  liking,  he  decided  to 
study  engineering,  and  while  preparing  himself  to  go  abroad,  he  taught 
Spanish  literature  in  the  High  School  of  his  native  town  during  1898 
and  1899,  his  services  being  given  free  for  the  benefit  of  his  countrymen. 

Mr.  Katigbak  then  went  to  Europe  and  traveled  extensively  through 
France,  Italy,  Germany,  and  England,  and,  in  1900,  entered  King's 
College  of  the  University  of  London,  from  which  he  was  graduated  in 
June,  1903,  with  the  degree  of  Qualified  Civil  Engineer  and  the  Certifi- 
cate of  Distinction. 

He  then  entered  the  Lawrence  Scientific  School  of  Harvard 
University  and  was  graduated  with  the  degree  of  S.  B.  in  Engineering, 
in  June,  1904. 

Subsequent  to  his  graduation,  he  took  the  1904  Special  Summer 
Course  at  Harvard,  specializing  in  Plane,  Railroad,  and  Geodetic  Sur- 
veying. On  finishing  this  course,  Mr.  Katigbak  entered  the  employ  of 
S.  D.  "Warren  and  Company,  of  "Westbrook,  Mass.,  remaining  with 
that  company  for  7  months  in  the  capacity  of  Draftsman,  Surveyor  and 
Designer. 

In  1905,  he  returned  to  his  native  land  and  obtained  a  position 
with  the  Bureau  of  Public  "Works,  where  he  was  employed  for  about 
4  months  as  Transitman,  laying  out  the  City  of  Baguio  in  accordance 
with  the  plans  prepared  by  G.  E.  Burnham,  Assoc.  M.  Am.  Soc.  C.  E. 

On  February  5th,  1906,  Mr.  Katigbak  was  transferred  to  the  De- 
partment of  Engineering  and  Public  Works  of  the  City  of  Manila, 
and  remained  in  the  service  of  the  City  until  his  death.  His  promotion 
was  rapid,  as  may  be  seen  from  his  service  record:  February  5th,  1906, 
Surveyor  (temporary) ;  July  1st,  1906,  Transitman  (probationary) ; 
April  1st,  1907,  Assistant  Engineer;  May  1st,  1908,  Chief  Surveyor; 
June  1st,  1910,  Second  Assistant  City  Engineer;  June  3d,  1910,  Instruc- 
•  Memoir  prepared  by  A.  Gideon,  M.  Am.  Soc.  C.  E. 
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tor  in  Graphics,  University  of  the  Philippines,  in  addition  to  his  other 
duties;  October  1st,  1911,  Superintendent  of  Streets  and  Bridges; 
March  4th,  1914,  First  Assistant  City  Engineer. 

On  several  occasions,  during  the  absence  of  the  City  Engineer, 
Mr.  Katigbak  was  Acting  City  Engineer,  and,  as  such,  Acting  Member 
of  the  Municipal  Board.  He  was  a  faithful,  conscientious,  and  hard 
worker,  although  he  was  not  very  robust.  The  continuous  strain  of 
his  official  duties  undermined  his  health,  and,  in  May,  1916,  he  left 
Manila  on  a  short  vacation  to  his  home  town  to  recuperate.  While 
there,  he  contracted  typhoid  fever.  He  came  back  to  Manila  and  had 
the  benefit  of  the  best  medical  talent,  but  his  health  was  so  under- 
mined that  he  succumbed  to  the  disease,  and  died  on  the  morning 
of  May  16th,  1916. 

Mr.  Katigbak's  talents  were  varied,  and  he  took  a  great  interest 
in  the  fine  arts,  such  as  painting,  poetry,  etc.  His  paintings,  while 
still  a  student  in  the  Ateneo  de  Manila,  now  decorate  the  walls  in 
several  Government  offices. 

He  was  of  a  very  happy  disposition,  and  had  many  friends  both 
in  and  out  of  official  life,  and  his  death  was  mourned  by  the  whole 
population  of  the  Philippine  Islands.  On  the  day  of  his  funeral,  all 
flags  in  Manila  were  half-masted,  and  all  the  City  offices  were  closed. 
More  than  20  000  people  were  in  the  funeral  cortege.  Among  the 
honorary  pall-bearers,  were  the  Mayor  and  the  Municipal  Board,  the 
chiefs  of  all  the  City  offices,  Justices  of  the  Supreme  Court,  and 
many  prominent  men  in  civil  life.  The  route  of  the  procession  for 
some  miles  was  decorated  with  palms  and  thronged  with  sympathizers. 
The  following  bodies,  organizations,  and  offices  marched  in  the 
funeral  procession:  Department  of  Engineering  and  Public  Works; 
the  Municipal  Board  of  Manila;  Local  Members  of  the  American 
Society  of  Civil  Engineers;  The  Society  of  Engineers  and  Architects 
of  the  Philippines ;  The  Columbian  Association ;  the  Bureau  of  Public 
Works,  and  many  other  organizations. 

The  Municipal  Board,  by  resolution,  set  aside  a  plot  for  the 
deceased  in  the  area  reserved  for  the  burial  of  illustrious  and  heroic 
dead,  and,  in  addition,  adopted  the  following  resolution  of  condolence: 

"Excerpt  from  the  Minutes  of  the  Municipal  Board  of  May  16,  1916. 

"Whereas,  the  Almighty  in  His  Infinite  wisdom  has  seen  fit  to 
remove  from  our  midst  our  most  esteemed  friend  and  former  public 
official,  Mr.  Jose  P.  Katigbak,  who  departed  this  life  Tuesday,  May 
16th,  1910;  and 

"Whereas,  it  is  the  desire  of  this  Body  to  express  its  condolence 
to  the  family,  friends,  and  relatives  of  the  decoiised  and  its  appreciation 
to  the  public  generally  of  the  efficient  manner  in  which  his  services 
to  the  City  of  Manila  as  a  public  ofKcinl  had  always  been  performed; 
now,  therefore,  be  it 
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"Resohed:  That  the  sincere  sympathy  and  condolence  of  the 
Municipal  Board  he,  and  the  same  hereby  are,  extended  to  the  imme- 
diate family,  relatives,  and  friends  of  the  late  Jose  P.  Katigbak  and 
that  an  expression  of  commiseration  be  tendered  to  them  in  this, 
their  hour  of  bereavement ;  and  be  it  further 

"Eesolved:  That  this  Body  do,  and  it  hereby  does,  publicly  express 
its  keen  appreciation  for  the  manifold  labors  performed  by  him  as  a 
City  official;  for  the  betterment  of  conditions  in  the  City  ot  Manila; 
and  be  it  further 

"Eesolved:  That  the  flag  at  the  City  Hall  building  be  displayed  at 
half-mast  until  the  funeral  day,  inclusive,  on  vrhich  date  the  flags  on 
all  City  buildings  shall  be  similarly  displayed;  and  be  it  further 

"Ecsolved:  That  a  certified  copy  of  these  resolutions  be  sent  to  the 
widow  and  father  of  the  deceased  and  to  His  Excellency,  the  Governor- 
General  :  and  be  it  further 

"Bcsolved:  That  this  Board  attend  in  a  body  the  funeral  ceremonies 
to  be  held  over  the  remains  of  our  departed  friend." 

At  a  later  session  of  the  Board,  it  was  decided  to  name  one  of 
the  principal  streets,  facing  the  New  Luneta,  Katigbak  Boulevard. 

Mr.  Katigbak  was  married,  in  1910,  to  Miss  Trinidad  Buenaventura, 
who,  together  with  his  father,  two  brothers,  and  one  sister,  survives 
him.  He  was  very  fond  of  children  and  his  greatest  regret  was  that 
he  had  no  issue. 

Mr.  Katigbak  was  a  member  of  The  Institute  of  Engineers  and 
Architects  of  the  Philippine  Islands,  of  which  he  was  the  first  Presi- 
dent. He  was  also  a  member  and  one  of  the  founders  of  the  Philippine 
Columbian  Association,  a  society  made  up  of  Filipinos  who  have 
received  college  degrees  in  the  United  States. 

Mr.  Katigbak  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  April  1st,  1914. 
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GEORGE  GERE  MacCRACKEN,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  August  1st,  1913. 


George  Gere  MacCracken,  the  son  of  Henry  Mitchell  MacCrackeu 
(Chancellor  Emeritus  of  New  York  University),  and  Catherine  (Hub- 
bard) MacCracken,  and  a  grandson  of  the  Rev.  John  Steele 
MacCracken,  of  Ohio,  and  the  Rev.  Thomas  Swan  Hubbard,  of  Ver- 
mont, was  born  on  March  8th,  1878,  at  Toledo,  Ohio. 

He  was  educated  at  the  Lyons  Collegiate  Institute,  Broadway  and 
21st  Street,  New  York  City,  and,  in  1894,  entered  the  New  York 
University  School  of  Applied  Science,  from  which  he  was  graduated 
in  1898  with  the  degree  of  B.  S.,  receiving  the  degree  of  C.  E.,  in 
1899.  He  was  Inman  Fellow  at  New  York  University  during  the  col- 
lege year  of  1898-99,  and  also  took  special  courses  in  electricity  at  the 
Columbia  University  School  of  Mines.  In  1899,  he  was  awarded  the 
Hoe  Sanitary  Engineering  Prize  for  the  best  work  in  sanitary  inves- 
tigation. 

In  1899,  Mr.  MacCracken  was  appointed  to  the  Engineering  Staff 
of  the  Manhattan  Railway  Company.  He  remained  with  that  Com- 
pany until  1902,  when  he  became  Assistant  Engineer  of  the  Inter- 
borough  Rapid  Transit  Company,  holding  that  position  until  1908. 
His  principal  work  with  these  companies  was  the  supervision  of 
the  construction  of  the  Elevated  Railway  Terminal  Yards  at  159th 
Street  and  the  Harlem  River  and  at  Third  Avenue  and  lT9th  Street. 
These  yards  cost  about  $500  000  and  required  very  skillful  engineering. 

In  1908,  he  organized  the  Alboro  Contracting  Company,  of  which 
he  became  President,  and,  later,  the  MacCracken,  Hauer,  Terry  Com- 
pany, engaging  in  the  general  contracting  business. 

Mr.  MacCracken  was  of  large  and  commanding  presence  and  was 
possessed  of  a  genial  nature,  although  rather  exclusive  in  his  choice 
of  associates.  His  thorough  preparation  for  engineering  work,  coupled 
with  his  industrious  and  conscientious  nature,  gave  promise  of  sub- 
stantial accomplishment. 

He  lost  his  life  by  drowning  off  Glen  Cove,  Long  Island,  on  August 
1st,  1913,  having  been  stricken  by  heart  failure  after  the  exertion 
of  bringing  his  launch  through  a  severe  storm  on  Long  Island  Sound. 
He  was  buried  in  Sleepy  Hollow  Cemetery,  at  Tarry  town,  N.  Y. 

Mr.  MacCracken  was  married  on  April  29th,  1907,  to  Martha  J. 
Hall,  the  daughter  of  the  late  John  H.  Hall,  who.  with  one  son, 
Williston  Ward  MacCracken,  born  in  1910,  survives  him. 


•  Memoir  prepared  by  George  H.  Pegram,  President,  Am.  Soc.  C.  IC.  niul  Charles 
Snow,  M.  Am.  Soc.  C.  E. 
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During  his  college  course,  Mr.  MacCracken  was  a  member  of  the 
Psi  Upsilon  Fraternity,  the  Red  Dragon  Senior  Society,  and  the 
Chemical  Society,  and  was  President  of  the  Engineering  Society. 
Later,  he  was  a  Trustee  of  the  American  Savings  Bank  of  New  York, 
and  a  member  of  the  Railroad  Club  and  the  Psi  Upsilon  Club. 

Mr.  MacCracken  was  elected  a  Junior  of  the  American  Society 
of  Civil  Engineers  on  February  5th,  1901,  and  an  Associate  Member 
on  February  3d.  190-4. 
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STANLEY  HASTINGS  McMULLEN,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  July  12th,  1916. 


Stanley  Hastings  McMullen,  the  third  son  of  the  late  H.  D. 
McMullen,  was  born  at  Aurora,  Ind.,  on  June  4th,  1872.  He  received 
his  early  education  in  the  public  schools  of  his  home  town,  leaving  the 
High  School  to  enter  the  United  States  Naval  Academy  at  Annapolis, 
Md.,  in  May,  1893.  He  was  obliged,  on  account  of  ill  health,  to  leave 
the  Naval  Academy  during  his  third  year,  and  in  September,  1895, 
he  entered  Purdue  University  where  he  took  the  course  in  Civil  Engi- 
neering. 

In  May,  1899,  Mr.  McMullen  entered  the  employ  of  the  Illinois 
Central  Railroad  Company,  as  Track  Apprentice.  He  remained  with 
this  Company  until  September,  1903,  having  attained  the  position  of 
Resident  Engineer  in  charge  of  construction.  He  was  obliged  to  go 
West  on  account  of  his  health  and  from  September,  1904,  to  January, 
1905,  was  engaged  with  the  State  Engineer  of  Colorado  on  the  Colorado- 
Kansas  Irrigation  suit  then  before  the  Courts.  On  his  return  East 
he  served  as  Division  Engineer  on  14  miles  of  construction  for  the 
Indianapolis  and  Louisville  Traction  Line,  from  April  to  December, 
1906. 

In  January,  1907,  Mr.  McMullen  went  to  El  Paso,  Tex.,  where  he 
was  engaged  in  private  surveying  until  March  of  that  year,  when  he 
was  appointed  City  Engineer  of  Aurora,  Ind.  He  held  that  position 
until  October,  1907,  during  which  time  he  planned  the  sewer  system 
for  that  city  and  many  street  improvements. 

Mr.  McMullen  then  returned  to  Colorado  and  served  as  Assistant 
Engineer  with  the  Denver  Reservoir  and  Irrigation  Company  until 
January,  1908,  when  he  returned  to  Anderson,  Ind.,  to  engage  in  the 
private  practice  of  engineering. 

In  September,  1913,  he  accepted  a  position  as  Assistant  City  Engi- 
neer and  Draftsman  at  El  Paso,  Tex.,  which  he  held  until  April,  1915. 
Mr.  McMullen  afterward  devoted  his  time  to  private  practice  in  and 
around  El  Paso,  and  also  at  Lake  City,  Fla.,  until  May,  1916,  when 
he  returned  to  Jeffersonville,  Ind.,  fully  intending  within  a  short  time 
to  return  to  Orlando,  Fla.,  where  he  had  accepted  a  position.  His 
health  had  been  failing  for  some  time  and  at  the  urgent  request  of 
his  family  he  entered  Christ  Hospital,  at  Cincinnati,  Ohio,  where  he 
died  after  an  operation  undertaken  in  a  last  effort  to  save  his  life. 

In  1901  he  was  married  to  Miss  Laura  Frank,  of  Jeffersonville, 
Ind.,  who,  with  his  three  brothers,  survives  him. 


*  Memoir  prepared  by  the  Secretary    from   Information  on  file  at  the  Society 
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Mr.  McMullen  was  regarded  as  an  engineer  of  exceptional  ability 
and  his  vrork  was  always  highly  commended  by  his  superiors.  Owing 
to  the  fact  that  he  was  obliged,  on  account  of  his  health,  to  live  and 
work  in  many  different  parts  of  the  covmtry,  his  experience  covered 
almost  every  phase  of  engineering  work.  He  was  a  man  of  indom- 
itable will  power  and  of  strong  convictions,  never  hesitating  to  stand 
up  for  that  which  he  deemed  to  be  right  or  to  oppose  that  which  he 
considered  wrong.  He  was  a  loyal  and  devoted  member  of  the  Methodist 
Episcopal  Church  which  he  had  joined  in  his  youth,  and  he  will  be 
greatly  missed  by  his  family,  his  friends,  and  associates. 

Mr.  McMullen  was  a  member  of  the  Indiana  Engineering  Society, 
and  was  elected  an  Associate  Member  of  the  American  Society  of  Civil 
Engineers  on  November  3d,  1915. 
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PHILIP  HENRY  PARTHESIUS,  Assoc.  M.  Am.  Soc.  C.  E. 


Died  February  15th,  1916. 


Philip  Henry  Parthesius,  the  eldest  sou  of  Dorathea  Jordan  and 
Julius  Parthesius,  was  born  at  Troy,  N,  Y.,  on  December  15th,  1881. 
lie  received  his  early  education  in  the  public  schools  of  Troy  and, 
later,  attended  the  Eensselaer  Polytechnic  Institute,  from  which  he 
was  f?raduated  with  high  honors  in  1904,  receiving  the  degree  of  Civil 
Engineer. 

Mr.  Parthesius  began  his  professional  work  in  the  Bridge  and 
Construction  Department  of  the  Pennsylvania  Steel  Company,  at 
Steelton,  Pa.,  remaining  there  about  a  year.  On  leaving  this  work, 
he  became  Assistant  Engineer  on  the  construction  of  a  large  extension 
to  the  water- works  system  of  Troy,  JSJ".  Y.  In  this  capacity,  he  was 
engaged  in  the  building  of  storage  reservoirs,  pipe  lines,  dams,  con- 
trolling works,  etc.  On  the  completion  of  this  work  which  took  about 
3  years,  Mr.  Parthesius  became  connected  with  the  New  York  State 
Civil  Service  Commission  at  Albany,  in  the  capacity  of  Engineering 
Examiner,  and,  in  October,  1913,  he  was  made  Assistant  Chief 
Examiner  of  this  Commission. 

While  with  the  Civil  Service  Commission,  he  had  much  to  do  with 
the  preparation  and  rating  of  examinations  for  engineering  positions 
in  all  State  Departments,  including  those  of  the  State  Engineer  and 
Surveyor,  Public  Service  Commission,  and  the  Highway  Department, 
all  of  which  required  a  large  number  of  men  to  handle  the  extensive 
work  on  the  Barge  Canal,  New  York  City  subways,  and  the  improved 
highway  systems. 

Mr.  Parthesius  was  a  wide  reader  and  a  keen  student;  a  man  of 
calm,  even  temperament,  a  true  friend  and  gentleman,  who  possessed 
the  confidence  and  respect  of  those  who  had  the  pleasure  of  his  acquaint- 
ance. His  early  demise  removed  from  the  Profession  one  who  was 
deeply  devoted  to  his  work,  and  who  was  just  entering  the  pathway 
leading  to  a  successful  career  in  engineering  work.  Ilis  sudden  illness 
and  death  was  deeply  lamented  by  a  wide  circle  of  friends  and  asso- 
ciates.    He  died  on  February  15th,  191G,  after  a  brief  illness. 

Mr.  Parthesius  was  unmarried,  and  is  survived  by  his  mother  and 
one  brother,  Henry  J.  Parthesius,  also  a  civil  engineer. 

He  was  a  member  of  the  Albany  Society  of  Civil  Engineers  nnd 
of  the  Eastern  Society  of  Civil  Engineers. 

Mr.  Parthesius  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  November  1st,  1910. 

•  Memoir  prepared  by  H.  O.  Schermerhorn,  Asrop.  M.  Am.  Soc.  C.  E.,  Troy,  N.  Y. 
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LEWIS  ROBERTS  POMEROY,  Assoc.  Am.  Soc.  C.  E.* 


Died  May  7th,  1917. 


Lewis  Roberts  Pomeroy  was  born  at  Port  Byron,  N.  Y.,  on  February 
5th,  185 7,  but  his  early  life  was  spent  in  Milwaukee,  Wis.,  where  his 
father  was  in  business.  In  his  fifteenth  year  he  came  East,  and 
attended  school  at  the  Irving  Institute  in  Tarrytown,  N.  Y.,  for  one 
year.  His  subsequent  education  was  obtained  entirely  by  his  own 
efforts,  for,  from  this  time,  he  supported  himself  by  filling  various 
clerical  positions  until,  in  1880,  he  became  Secretary  and  Treasurer 
of  the  Suburban  Kapid  Transit  Company,  which  position  he  filled 
until  1886. 

From  1886  to  1895  Mr.  Pomeroy  was  with  the  Carnegie  Steel 
Company,  during  which  time  he  introduced  basic  boiler  steel  for 
locomotives  and  special  forgings.  He  was  a  painstaking  student  of 
locomotives  and  locomotive  details,  and  exerted  a  strong  and  effective 
influence  in  improving  such  materials  and  in  the  detailed  design  of 
locomotives.  Subsequently,  he  was  engaged  in  the  same  kind  of 
work  jointly  for  the  Cambria  Steel  Company  and  the  Latrobe  Steel 
Company.  From  1899  to  1902,  he  was  Assistant  General  Manager  of 
the  Schenectady  Locomotive  Works,  and  from  1902  to  1908,  he  was 
representative  in  the  railway  field  for  the  General  Electric  Company. 

Engineers  owe  Mr.  Pomeroy  a  debt  of  gratitude  for  his  studies  in 
the  electrification  of  steam  railroads,  for  his  knowledge  and  experience 
enabled  him  to  reveal  many  important  phases  of  this  problem.  His 
earlier  work  in  connection  with  electric  power  in  railroad  and  manu- 
facturing shops  was  of  great  importance  in  methods  of  modernization, 
and  he  was  undoubtedly  among  the  highest  authorities  on  railroad 
shop  layouts  and  equipment. 

Mr.  Pomeroy's  next  appointment  was  as  Assistant  to  the  President 
of  the  Safety  Car  Heating  and  Lighting  Company,  and,  subsequently, 
he  was  appointed  Chief  Engineer  of  the  Railway  and  Industrial 
Divisions  of  J.  G.  White  and  Company.  In  June,  1914,  he  was 
appointed  Manager  of  the  New  York  Sales  Office  of  the  United  States 
Light  and  Heating  Company,  but  later  opened  an  office  as  Consulting 
Engineer  in  Xew  York  City. 

Mr.  Pomeroy  had  been  in  the  railway  and  railway  supply  business 
for  more  than  thirty-five  years,  and  many  officials  and  engineers, 
especially  those  connected  with  railroads  and  railroad  developments, 
will  sadly  miss  his  friendly  helpfulness.  His  own  wide  engineering 
knowledge  came  through  painstaking  study,  experience,  and  contact. 

*  Memoir  prepared  by  George  M.  Basford,  Esq.,  New  York  City. 
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His  kindly  nature  was  attracted  to  young  men  who  were  struggling 
to  succeed;  his  natural  desire  was  to  encourage  and  aid  them,  and  to 
lead  them  to  improve  and  to  take  important  places  in  the  world's  work. 
Would  that  we  had  more  men  inspired  as  he  was  with  the  desire 
to  help  others !  It  became  an  important  part  of  Mr.  Pomeroy's  life- 
work  to  discover  young  engineers  of  ability  and  to  bring  them  to  the 
front,  and  this  will  be  to  him  an  enduring  monument. 

His  death,  which  was  very  sudden,  occurred  at  his  home  in  East 
Orange,  N.  J.,  on  May  7th,  1917.  He  is  survived  by  his  wife  and  two 
children. 

Mr.  Pomeroy  was  elected  an  Associate  of  the  American  Society 
of  Civil  Engineers  on  April  2d,  1890. 
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WILLIAM  THOMAS  SHAW,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  February  26th,  1916. 


WiUiam  Thomas  Shaw,  a  son  of  Ebenezer  A.  and  Betsey  S.  (Dun- 
ham) Shaw,  was  born  in  Middleborough,  Mass.,  on  May  6th,  1880.  His 
father  was  a  veteran  of  the  Civil  War. 

From  the  local  schools,  Mr.  Shaw  went  to  Dartmouth  College  where, 
as  at  home,  he  was  a  renowned  exponent  of  the  National  game,  filling 
the  positions  of  pitcher  and  first  baseman  on  the  'Varsity  nine.  He  was 
a  member  of  the  Phi  Delta  Theta  fraternity,  and  of  the  Senior  Society, 
Casque  and  Gavintlet. 

After  receiving  the  degree  of  B.  S.,  in  1904,  he  entered  the  Thayer 
School  of  Civil  Engineering,  an  associated  school  at  Hanover,  N.  H., 
founded  in  1871  by  Gen.  Sylvanus  Thayer,  father  of  the  United  States 
Military  Academy.  There  he  was  well  grounded  in  the  fundamentals 
of  Civil  Engineering,  under  the  directorship  of  that  able  and  scholarly 
professor,  Kobert  Fletcher,  M.  Am.  Soc.  C.  E.  Mr.  Shaw  romided  out 
his  education  by  spending  the  summer  and  fall  of  1904  in  surveying; 
the  spring  of  1905  as  Aide  on  the  Forestry  Survey  of  Dartmouth  Col- 
lege Grant,  Coos  County,  New  Hampshire;  and  from  June  to  Novem- 
ber, 1905,  as  Instrumentman  on  electric  railway  construction  at 
Sterling,  Mass. 

Receiving  the  degree  of  C.  E.,  in  1906,  Mr.  Shaw  was,  for  a  short 
tinae,  in  the  field  office  of  the  Charles  River  Basin  Commission,  as 
Computer.  In  November,  1906,  he  went  to  Pennsylvania,  where  he 
was  employed  by  the  Cumberland  Valley  Railroad  for  two  months  as 
Assistant  to  Crosby  Tappan,  Construction  Engineer.  He  was  then 
put  in  charge  of  6  miles  of  revision  work  to  eliminate  grade  crossings, 
reduce  grades,  and  double-track. 

On  May  5th,  1909,  Mr.  Shaw  entered  the  service  of  the  Boston 
Elevated  Railway  Company,  vmder  the  late  George  A.  Kimball,  M.  Am. 
Soc.  C.  E.,  Chief  Engineer.  He  was  employed  in  the  Cambridge  Office 
of  the  Bureau  of  Elevated  and  Subway  Construction,  first  as  Com- 
puter and  Checker,  and,  later,  as  Assistant  Engineer  during  the  con- 
struction of  the  Main  Street  Subway.  In  the  latter  position,  Mr. 
Shaw  was  engaged  on  the  design  and  plans  of  the  Eliot  Square  Car- 
House,  Cambridge,  including  foundations,  floor,  retaining  walls,  and 
track  layout.  The  Car-House  is  the  Cambridge  Terminal  of  the  Cam- 
bridge Subway,  and  consists  of  a  large  area  of  storage  tracks,  both 
covered  and  in  the  open,  repair  shops,  etc.,  for  the  large  cars  used  in 
the  Subway. 

*  Memoir  prepared  by  F.  S.  Weston,  Assoc.  M.  Am.  Soc.  C.  E. 
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Mr.  Shaw  was  rapidly  advancing  in  his  chosen  field  when,  on  July 
18th,  1911,  just  as  he  was  about  to  sign  the  plans  which  he  had  been 
preparing,  he  was  forced  to  resign  on  account  of  pulmonary  tuber- 
culosis. After  seeking  to  regain  his  health  in  various  places,  he  re- 
turned to  Middleborough,  Mass.,  and  built  a  home  adjacent  to  the 
place  of  his  birth,  where  he  continued  to  make  a  brave,  but  losing, 
fight  against  the  ravages  of  the  disease,  by  working  in  the  open  air. 

He  was  a  clean  young  man,  ambitious,  conscientious,  with  a  strong 
sense  of  duty  and  loyalty;  of  excellent  judgment  and  clear  and  orderly 
way  of  thinking.  He  had  that  happy  faculty  of  making  friends 
wherever  he  went  and  also  retaining  them.  To  the  last,  he  was  hope- 
ful and  cheerful,  laying  his  plans  for  the  future  and  ever  ready  to 
help  others. 

On  June  30th,  1910,  Mr.  Shaw  was  married  to  Madeleine  E., 
daughter  of  William  Scott  and  Mary  (Bryant)  Fleming,  of  Green- 
castle,  Pa.,  who  survives  him. 

He  was  a  member  of  the  Boston  Society  of  Civil  Engineers  and  the 
Thayer  Society  of  Engineers.  He  was  also  a  member  of  the  First 
Congregational  Church,  the  Masons,  and  the  Sons  of  Veterans. 

Mr.  Shaw  was  elected  an  Associate  Member  of  the  American  Society 
of  Civil  Engineers  on  June  30th,  1910. 
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WILLIAM  STUART  SMITH,  Assoc.  M.  Am.  Soc.  C.  E.* 


Died  November  5tii,  1916. 


William  Stuart  'Smith  was  born  in  Troy,  N.  Y.,  on  April  15th, 
1S5G.  He  was  the  eldest  of  three  children,  and  was  descended  on 
both  sides  from  Revolutionary  ancestors.  His  grandfather.  Captain 
Levi  Smith,  was  a  contemporary  of  Commodore  Yanderbilt  in  the 
steamboat  business,  and  his  father,  ^yilliam  Stuart  Smith,  was  long 
connected  with  the  New  York  Central  Railroad.  His  mother  was 
Delia  Marble  Newton,  of  Bennington,  Vt. 

He  was  educated  at  private  schools  and  the  College  of  Montreal, 
and  after  removing  with  his  parents  to  Rochester,  N.  Y.,  in  his  seven- 
teenth year,  he  attended  the  school  of  Professor  George  Hale. 

Mr.  Smith's  first  engineering  work  was  with  a  field  party  during 
the  four-tracking  of  the  New  York  Central  Railroad.  On  June  1st, 
1876,  he  entered  the  office  of  the  City  Surveyor,  of  Rochester,  and, 
in  1SS3,  he  was  made  First  Assistant. 

In  1886,  he  entered  the  employ  of  the  Warren- Scharf  Asphalt 
Paving  Company,  which,  in  1900,  became  The  Warren  Brothers  Com- 
pany, of  Boston,  Mass.  Mr.  Smith  was  also  District  Manager  of  The 
Warren  Chemical  Company,  of  New  York  City,  and  carried  on  a 
large  roofing  business.  In  1914,  he  purchased  the  Western  New  York 
rights  of  The  Warren  Chemical  Company,  and  conducted  the  business 
under  the  name  of  The  W.  Stuart  Smith  Company.  He  continued 
his  connection  with  The  Warren  Brothers  Company,  and,  at  the  time 
of  his  death,  was  a  Director  and  Vice-President  of  that  Company. 
Mr.  Smith  was  frequently  consulted  and  generally  recognized  as  an 
expert  in  paving  and  roofing. 

About  fifteen  years  ago  he  was  interested  in  a  plantation  operated 
by  The  Indian  River  Pineapple  Company. 

Mr.  Smith  was  a  man  of  fine  address  and  had  a  lovable  personality. 
He  had  hosts  of  friends  whom  he  entertained  at  his  summer  home, 
Sunny  Side,  at  Pultneyville,  N.  Y.,  on  Lake  Ontario.  He  was  a  lover  of 
fine  horses,  and  maintained  a  dashing  span  long  after  the  automobile 
had  come  into  vogue. 

He  was  a  member  of  many  professional,  social,  patriotic,  and 
athletic  organizations,  a  Thirty-second  Degree  Mason,  and  a  communi- 
cant of  Christ  (Episcopal)  Church,  of  Rochester,  N.  Y. 

On  September  4th,  1879,  he  was  married  to  Minnie  Pomeroy 
Sackett,  of  Rochester,  who  survives  him.     He  is  also  survived  by  two 

♦Memoir  prepared  by  John  P.  Skinner,  M.  Am.  Soc.  C.  E. 
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brothers,  Charles  S.  Smith,  of  Connecticut,  and  Frederic  Levi  Smith, 
of  Rochester,  two  sons,  Captain  Lawrence  N.  and  Donald  Stuart  Smith, 
two  daughters,  Mrs.  Marion  Elizabeth  Stafford,  and  Mrs.  Carol  Content 
Gard,  and  four  grandchildren. 

Mr.    Smith   was   elected   an   Associate  Member   of   the   American 
Society  of  Civil  Engineers  on  January  8th,  1902.  ^ 
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SAMUEL  FORSYTHE  THOMSON,  Assoc.  M.  Am.  Soc.  C.  E.* 


Pied  January  30th,  1917. 


Samuel  Forsythe  Thomsou  was  born  in  Charleston,  S.  C,  on  June 
otli,  187:2.  His  parents  were  Samuel  and  Elizabeth  Craig  Forsythe 
Thomson,  natives  of  County  Antrim,  near  Belfast,  Ireland,  who  came 
to  Charleston  at  an  early  age,  were  married  and  made  their  home 
there.  His  father  was  a  prominent  merchant  in  Charleston  for  many 
years,  and  was  well  and  favorably  known  throughout  that  section  of 
the  South,  being  prominently  identified  with  many  of  the  activities  of 
his  community. 

'Mt.  Thomson  first  attended  a  public  school  in  Charleston,  and, 
after  finishing  the  course  there,  entered  the  Charleston  High  School, 
from  which  he  was  graduated  with  honor  in  June,  1889.  A  life-long 
friend  of  the  family  testifies  to  the  fact  that  he  was  a  favorite  alike 
with  teachers  and  pupils.  He  then  attended  a  school  at  Boylston  and 
Tremont  Streets,  Boston,  Mass.,  where  he  was  prepared  for  a  higher 
education.  Mr.  Thomson  entered  the  Massachusetts  Institute  of 
Technology  in  September,  1890,  and  specialized  in  civil  engineering. 

During  the  summer  vacations  of  1891  and  1892  he  was  engaged  on 
engineering  work  with  the  firms  of  Aspinwall  and  Lincoln  and  E.  A. 
TT.  Hammatt,  Civil  Engineers,  of  Boston,  Mass.,  and  during  the 
summer  of  1893  attended  the  summer  school  of  the  Institute  of  Tech- 
nology at  Keeseville,  N.  Y.  In  the  summer  of  1894  he  was  employed 
with  John  W.  Arnold,  United  States  Marshal,  of  Chicago,  111.,  and 
later  for  a  short  period  was  with  the  late  Col.  George  E.  Waring,  Jr., 
in  the  Department  of  Street  Cleaning,  New  York  City. 

During  1895-96  Mr.  Thomson  took  an  additional  course  at  the 
Institute  of  Technology  in  railroad  engineering.  He  was  graduated 
from  the  Institute  in  June,  1896,  with  the  degree  of  Bachelor  of 
Science  in  Civil  Engineering. 

After  graduation  he  re-entered  the  service  of  the  Department  of 
Street  Cleaning  of  New  York  City  under  the  Commissioner,  Col. 
George  E.  Waring,  Jr.,  and  until  May,  1898,  was  a  member  of  his 
personal  staff.  During  his  administration  as  Commissioner.  Col. 
Waring  gained  an  international  reputation  by  reorganizing  the  De- 
partment, introducing  many  reforms,  and  placing  it  on  an  efficient 
and  business-like  basis.  Mr.  Thomson  acted  as  Chief  Assistant  to  the 
^faster  ^lechanic,  and  had  charge  under  his  supervision  of  the  design 
and  erection  of  two  steel  storage  dumps,  also  the  general  design  and 
repairs  to  city  property,  such  as  stables,  dumps,  and  scows,  and  of 
snow  removal  above  59th  Street,  Manhattan.  He  also  supervised  the 
introduction   of  the  system   of  separation  of   city  refuse  throughout 

•  Memoir   prepared   by    Robert   Ridgway    and    George    A.    Taber,    Members,    Am. 
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the  entire  city,  and  of  the  construction  and  operation  of  the  first  cre- 
matory used  for  the  economical  utilization  of  city  wastes  for  the  de- 
velopment of  power. 

From  May,  1898.  to  April.  1903.  Mr.  Thomson  was  the  Assistant 
to  the  Professor  of  Civil  and  Military  Engineering  at  the  United  States 
Military  Academy,  West  Point,  N.  Y.,  and  then  entered  the  service 
of  the  Commission  on  Additional  Water  Supply  for  the  City  of  New 
York,  this  commission  having  been  appointed  to  investigate  all 
available  sources  for  an  additional  water  supply  for  the  city.  Mr. 
Thomson  was  in  charge  of  the  New  York  office  of  the  Long  Island 
Department,  under  Walter  E.  Spear,  M.  Am.  Soc.  C.  E.,  which  Depart- 
ment was  engaged  in  the  investigation  of  the  available  underground 
supply  on  Long  Island. 

On  July  23d,  1903,  he  was  appointed  an  Assistant  Engineer  in  the 
Engineering  Department  of  the  Rapid  Transit  Railroad  Commission, 
of  New  York  City,  and  was  assigned  to  the  Eifth  Division  under 
Robert  Ridgway,  M.  Am.  Soc.  C.  E.,  Division  Engineer,  on  the  con- 
struction of  the  rapid  transit  tunnels  imder  the  East  River  from 
South  Ferry,  Manhattan,  to  Joralemon  Street.  Brooklyn,  which  tunnels 
are  now  in  operation.  He  had  much  to  do  with  the  triangulation  and 
other  survey  work  in  connection  with  the  alignment  of  the  tunnels, 
and  for  a  time  was  in  charge  of  the  general  office  management  of  the 
Division.  He  resigned  on  March  5th,  1906,  to  accept  an  appointment 
as  Assistant  Engineer  in  the  service  of  the  Board  of  Water  Supply  of 
the  City  of  New  York,  of  which  J.  Waldo  Smith,  M.  Am.  Soc.  C.  E., 
was  Chief  Engineer,  and  was  assigned  to  the  Wallkill  Division  of  the 
Northern  Aqueduct  Department  by  the  De]mrtment  Engineer,  Robert 
Ridgway.  The  Wallkill  Division,  with  headquarters  at  New  Paltz, 
included  about  12  miles  of  Catskill  Aqueduct  construction,  which 
aqueduct  was  designed  for  a  daily  capacity  of  500  000  000  gal.  The 
most  notable  feature  of  construction  was  the  deep  rock  pressure  tunnel, 
4.4  miles  long,  under  the  Wallkill  Valley,  this  tunnel  being  located 
at  a  maximum  depth  of  abo\at  520  ft.  below  the  hydraulic  gradient. 
Other  features  of  construction  were  the  south  half  of  the  Bonticou 
grade  tunnel  through  the  Shawangunk  Mountains,  about  6|  miles  of 
cut-and-cover  aqueduct  on  the  slope  of  these  mountains  and  on  the 
east  side  of  the  Wallkill  Valley,  and  the  blow-oflf  chamber  and  conduit 
leading  from  the  aqueduct  to  the  Wallkill  River.  The  cost  of  con- 
struction of  the  work  on  the  Division  was  a])i)ro.ximatcly  $5  500  000. 
For  a  time  Mr.  Thomson  was  in  charge  of  the  organization  of  the 
division  office,  and  was  instrumental  in  establishing  methods  and  a 
routine  which  proved  to  be  most  efficient  in  carrying  out  the  work. 
Following  the  transfer  to  other  work  ol"  James  F.  Sanborn.  Assoc. 
M.  Am.  Soc.  C.  E.,  Division  Engineer,  J\Ir.  Thomson,  on  February 
Ist,  1912,  was  made  Acting  Division  Engineer  in  his  place,  and  so 
rcnmined  until  the  practical  ('omi)letion  ol"  tlie  work. 
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Of  his  record  on  the  Wallkill  Division,  Ralph  N.  Wlieeler,  Assoc. 
M.  Am.  Soc.  C.  E.,  now  in  charge  of  the  N'orthern  Aqueduct  Depart- 
ment, writes : 

''His  work  as  an  org-anizer  of  a  working  force  and  of  systems  of 
routine,  records,  filing,  etc.,  was  unusual.  In  no  other  division  of  this 
department  were  records  kept  so  faithfully  and  well,  supplies,  equip- 
ment, etc.,  so  completely  accounted  for,  and  large  and  small  matters 
relating  to  the  work  so  completely  recorded.  I  shall  always  believe 
that  this  was  due  very  largely  to  Mr.  Thomson's  faithful  oversight. 
His  loyalty  to  his  superiors,  consideration  for  his  subordinates  and  in 
fact  his  every-day  devotion  to  his  work,  even  in  the  small  and  often 
disagreeable  details,  are  the  characteristics  for  which  we  shall  always 
remember  him." 

On  June  15th,  1914,  he  left  the  service  of  the  Board  of  Water 
Supply  an(^  accepted  employment  with  the  Kingsbridge  Contracting 
Company,  of  Xew  York  City,  as  Civil  Engineer.  He  was  identified 
with  the  operations  of  that  company,  particularly  in  the  construction 
of  the  large  outlet  sewer  which  was  built  in  connection  with  the 
Seventh  Avenue  Rapid  Transit  Subway,  from  that  avenue  to  the 
Hudson  River,  the  cost  of  this  sewer  being^  about  $500  000.  He  was 
also  connected  with  the  construction  of  the  large  trunk  sewer  in  East 
41st  Street,  as  well  as  with  other  projects  carried  out  by  that  company. 

On  his  return  home  from  the  excursion  during  the  Annual  Meeting 
of  the  American  Society  of  Civil  Engineers,  on  January  18th,  1917, 
^Ir.  Thomson  was  stricken  with  the  illness  which  resulted  in  his  death 
twelve  days  later. 

A  friend,  of  many  years  standing,  who  knew  the  personal  as  well 
as  the  business  side  of  his  character,  writes : 

"To  those  who  knew  him  intimately  many  of  his  finer  qualities 
were  alone  revealed.  His  friendship  possessed  those  priceless  and  rare 
characteristics  which  endeared  him  to  all  who  were  privileged  to  be 
counted  among  his  friends.  Its  endurance  was  unquestionable,  and  at 
all  times  his  active  and  unqualified  support  to  a  friend  could  always 
be  depended  upon.  His  sense  of  honesty  was  also  of  the  highest 
quality.  In  all  his  dealings  the  moral  obligation  in  a  business  trans- 
action was  as  important  and  binding  to  him  as  any  of  the  legal  pro- 
visions, and  this  quality  characterized  all  of  his  acts  through  life.  He 
was  in  all  respects  an  ideal  friend,  in  the  finer  sense  of  the  word,  and 
none  could  desire  or  have  a  better." 

Another  associate  of  his  in  his  later  work  says : 

'T  consider  him  one  of  the  finest  characters  I  have  ever  met.  In 
the  three  years  of  our  acquaintance  and  friendship  we  were  together 
considerably  during  business  hours  and  out  of  them.  At  all  times 
and  under  all  conditions,  many  of  which  were  often  trying,  his  pleasant 
smile  and  cheery  way  never  left  him.  He  was  very  careful  not  to  hurt 
any  one's  feelings,  and  never  spoke  disparagingly  or  unkindly  of  any 
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person ;  he  generally  had  some  explanation  or  excuse  for  the  failings  of 
the  one  who  might  be  under  discussion  and  who  had  not  measured  up 
to  the  full  stature  of  a  man." 

Loyalty  to  his  principles  and  to  his  friends,  honesty,  humanity,  and 
steadfastness  of  purpose  were  prominent  among  the  underlying  quali- 
ties of  his  nature,  and  the  character  built  on  such  a  foundation  was 
one  which  his  friends  will  long  remember  with  affection  and  pride. 

Mr.  Thomson  was  married  on  September  29th,  1898,  to  Miss  Jennie 
A.  Milton  of  Danvers,  Mass.,  who  with  one  daughter,  Elizabeth,  sur- 
vives him.  He  was  a  member  of  the  New  England  Water  Works  Asso- 
ciation, the  Municipal  Engineers  of  the  City  of  New  York,  and  the 
Brooklyn  Engineers  Club.  He  was  much  interested  in  the  work  of 
the  Fourth  Unitarian  Church,  of  Brooklyn,  N.  Y.,  of  which  he  was  a 
member. 

Mr.  Thomson  was  elected  an  Associate  Member  of  the  American 
Society  of  Civil  Engineers  on  January  3d,  1906. 
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GEOROE  EDWARD  VANSITTART,  Assoc.  M.  Am.  Soc.  C.  E.=^ 

Died  May  14th,  1916. 


Major  George  Edward  Vansittart,  13th  Battery,  4th  Canadian 
Field  Artillery  Brigade,  died  on  May  14th,  1916,  from  shell  wounds 
received  while  on  active  service  somewhere  in  France. 

The  only  son  of  John  Pennyfather  Yansittart,  Public  Works 
Department,  India,  George  Edward  Yansittart  was  born  at  Mussooree, 
India,  on  October  7th,  1884.  He  came  of  a  long  line  of  naval  and 
military  ancestors,  on  both  sides.  His  great-grandfather  and  his  uncle 
on  his  father's  side  were  Admirals  in  the  British  Navy,  and  Bisham 
Abbey,  in  Berkshire,  was  for  many  years  the  home  of  his  great-grand- 
father, of  which  branch  of  the  family  he  was  the  last  young  male  repre- 
sentative. His  great-grandfather  on  his  mother's  side  was  Colonel 
Alexander  Light  who  commanded  with  distinction  in  India,  and  else- 
where, the  25th  Queen's  Own  Borderers. 

George  Edward  Yansittart  came  to  Canada  at  an  early  age,  and 
was  a  graduate  of  the  Eoyal  Military  College  of  Canada  and  also  of 
McGill  University.  At  the  conclusion  of  his  University  career,  in 
1906,  he  adopted  the  profession  of  Civil  Engineering.  During  the 
next  two  years  he  was  employed  as  Resident  Engineer  on  the  con- 
struction of  the  Midland  Railway  of  Manitoba  and  Assistant  Engineer 
on  the  Canadian  Pacific  Railway  Irrigation  Project,  at  Calgary, 
Alberta. 

In  the  spring  of  1909,  Mr.  Yansittart  was  engaged  by  Messrs. 
Smith,  Kerry  and  Chace,  Consulting  Engineers,  of  Toronto,  Ont.,  as 
Assistant  Engineer  on  the  construction  work  of  the  Crane  Falls  Power 
and  Irrigation  Company,  of  Boise,  Idaho.  Before  severing  his  con- 
nection with  this  Company  to  enlist  for  active  service,  he  held  the 
position  of  Yice-President  and  General  Manager. 

TATien  the  Great  War  broke  out,  this  gallant  officer  returned  to 
Canada  and  enlisted  as  a  subaltern  in  the  Field  Artillery,  where  his 
great  ability  gained  for  him  rapid  promotion,  and,  in  a  short  time, 
he  was  gazetted  as  Major  and  given  command  of  a  battery.  By  the 
time  his  battery  reached  England,  it  was  considered  to  be  the  smartest 
and  most  efficient  unit  in  the  artillery  of  the  division  to  which  it 
belonged.  Decorations  and  further  rapid  promotions  were  prophesied 
for  Major  Yansittart,  whose  untiring  energy,  able  judgment,  and 
sound  gunnery  had  impressed  every  one  who  came  into  contact  with 
his  work.    A  Canadian  Staff  Officer  writing  a  personal  letter  said: 
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"Vansittart  is  the  best  battery  commander  of  the  outfit,  and  his 
gun  positions  are  the  pride  of  the  district.  ]Sreighboring  artillerymen 
are  sent  down  to  see  them  as  a  model  of  what  gun  positions  should  be. 
The  enemy  have  never  located  them." 

Major  Vansittart  was  mentioned  in  a  despatch  from  General  Sir 
Douglas  Haig,  published  June  15th,  1916,  for  gallant  and  distinguished 
service  in  the  field. 

George  Edward  Vansittart  was  elected  an  Associate  Member  of 
the  American  Society  of  Civil  Engineers,  on  March  5th,  1912.  He 
was  also  an  Associate  Member  of  the  Canadian  Society  of  Civil 
Engineers. 
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JAMES  MADISON  WARNER.  Assoc.  31.  Am.  Soc.   C.  E.* 


Died  March  5tii,  1916. 


James  Madisou  Warner,  a  son  of  the  late  William  H.  Warner, 
was  born  at  Syracuse,  N.  Y.,  on  August  4th,  1S82.  He  was  educated 
in  the  public  schools  of  that  city,  and  was  graduated  from  the  High 
School.  In  1902,  he  entered  the  University  of  Illinois  from  which  he 
was  graduated  in  June,  1908,  wdth  the  degree  of  B.  S.  in  Civil 
Engineering. 

Prior  to  entering  college  and  during  his  summer  vacations,  Mr, 
Warner  had  been  employed  by  the  Chicago  and  Western  Indiana  Rail- 
road Company  as  Chainman,  Rodman,  and  Instrumentman  on  the 
work  of  track  elevation  into  Chicago,  111. 

In  1908,  he  accepted  a  position  as  Instrumentman  with  the  Grand 
Trunk  Pacific  Railroad  Company,  in  connection  with  the  grading  and 
alignment  of  about  30  miles  of  track  from  Winnipeg,  Man.,  west,  and 
in  1909,  he  was  engaged  in  the  same  capacity  on  track  revision  and 
grade  alignment  for  the  Chicago  and  Northwestern  Railroad  Com- 
pany, at  La  Crosse,  Wis. 

Later  in  the  same  year,  Mr.  Warner  went  to  Oralo,  Tex.,  as  Resi- 
dent Engineer  on  17  miles  of  construction  on  the  Pecos  and  Northern 
Texas  Railroad,  a  branch  of  the  Santa  Fe  System.  On  the  completion 
of  this  work  in  1910,  he  was  transferred  to  Sweetwater,  Tex.,  where  he 
had  charge  of  the  construction  of  13  miles  of  heavy  construction,  large 
yards,  a  600-ft.  dam,  etc. 

In  1912,  he  abandoned  railroad  engineering  and  returned  to  Syra- 
cuse, N.  Y.,  as  Chief  Engineer  of  the  Onondaga  Litholite  Company, 
of  which  his  brother,  Mr.  Henry  P.  Warner,  is  President.  In  addition 
to  his  duties  as  Chief  Engineer,  Mr.  Warner  became  prominently  iden- 
tified with  the  general  management  of  the  business  until  March,  1915, 
when  he  was  stricken  with  appendicitis.  An  operation  followed,  but 
complications  developed  which  caused  his  death  on  March  5th,  1916, 
at  the  Syracuse  Hospital  for  Women  and  Children. 

While  at  college  Mr.  Warner  had  been  prominent  in  student 
affairs,  and  was  regarded  as  one  of  the  most  popular  members  of  the 
undergraduate  body.  In  his  professional  and  business  career,  he  had 
developed  those  qualities  which  insure  success,  and,  despite  his  com- 
parative youth,  he  had  already  won  for  himself  a  leading  place  in  the 
industrial  activities  of  Syracuse.  His  manly  qualities  of  mind  and 
heart  had  v.'on  for  him  many  friends,  and  his  death  was  a  severe  loss 
to  them  and  to  his  family.     Mr.  Warner  is  survived  by  two  brothers, 
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Mr.  Henry  P.  Warner,  of  Syracuse,  N.  Y.,  and  Mr.  Robert  K.  Warner, 
of  Ouray,  Colo.,  and  by  two  sisters,  Mrs.  Henry  K.  Chadwick  and  Mrs. 
George  A.  Hanford,  of  Syracuse,  N.  Y. 

He  was  a  member  of  the  Delta  Tau  Delta  Fraternity,  University  of 
Illinois  Chapter,  the  Citizens,  Onondaga  Golf  and  Country,  and  the 
University  Clubs,  of  Syracuse,  'N.  Y.,  and  Champaign  Lodge,  B.  P.  O.  E. 

Mr.  Warner  was  elected  a  Jimior  of  the  American  Society  of  Civil 
Engineers  on  April  6th,  1909,  and  an  Associate  Member  on  December 
3d,  1913. 
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WILLIAM  COOPER  CUNTZ,  Assoc.  Am.  Soc.  C.  E.* 


Died  November  2d,  1916. 


William  Cooper  Cxintz,  the  son  of  the  late  Emil  A.  H.  Cuntz  and 
Frances  Cooper  Cuntz,  was  born  at  Hoboken,  N.  J.,  on  January  21st, 
IS 71.  His  maternal  grandfather,  William  Cooper,  after  whom  he  was 
named,  was  a  well-known  naturalist  and  one  of  the  founders  of  the 
New  York  Academy  of  Science.  His  maternal  grandmother,  Mary 
Wilson,  was  of  New  England  ancestry,  going  back  to  the  days  of  the 
Pilgrims,  and  including  officers  and  soldiers  in  the  Revolutionary 
Army. 

Mr.  Cimtz  was  educated  at  the  Hoboken  Academy  and  at  Stevens 
Institute  of  Technology,  having  been  graduated  from  the  latter  in 
1892  with  the  degree  of  Mechanical  Engineer.  He  then  became  con- 
nected with  the  Pennsylvania  Steel  Company,  of  Steelton,  Pa.,  first 
with  the  Bridge  and  Construction  Department,  which  he  represented  as 
Resident  Engineer  in  Boston,  Mass.,  and  as  European  Resident  Engi- 
neer, in  London,  England.  In  these  capacities  he  rendered  many 
important  services  to  his  Company,  notably  in  connection  with  the  erec- 
tion of  the  North  and  South  Stations  in  Boston,  and  in  securing  the 
contract  for  the  construction  of  the  North  German  Lloyd  piers,  in 
Hoboken,  N.  J.  He  afterward  entered  the  Sales  Department,  serving 
as  Assistant  General  Manager  of  Sales,  in  Philadelphia,  Pa.,  and, 
later,  as  District  Sales  Manager,  in  Steelton,  Pa. 

At  the  outbreak  of  the  Spanish-American  War  in  1898,  Mr.  Cuntz 
volunteered  for  service  in  the  Artillery.  In  1910,  he  was  appointed  by 
President  Taft  as  a  delegate  to  the  International  Railway  Congress 
held  at  Berne,  Switzerland,  the  present  Secretary  of  the  Interior, 
the  Hon.  Eranklin  K.  Lane,  being  the  Chairman  of  the  American 
Delegation. 

In  the  same  year  (1910),  Mr.  Cuntz  severed  his  connection  with  the 
Pennsylvania  Steel  Company  to  become  a  Director  and  the  General 
Manager  of  the  Goldschmidt  Thermit  Company,  of  New  York  City, 
which  position  he  held  until  his  death  which  occurred  on  November 
2d,  1916,  at  Aubumdale,  Mass.,  where  he  had  gone  on  a  visit  for  the 
benefit  of  his  health  which  had  been  impaired  by  an  operation  for 
appendicitis  a  year  before.  Under  his  management  the  business  of  this 
Company  was  not  only  increased  greatly,  but  equal  progress  was 
made  in  the  technical  development  of  the  Thermit  process.  His  wide 
experience  in  the  steel  industry  naturally  caused  him  to  take  a  par- 
ticular interest  in  the  manufacture  of  carbon-free  metals,  and  it  is  due 
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largely  to  his  perseverance  and  initiative  that  these  metals  and  alloys 
are  coming  into  such  general  use. 

He  is  survived  by  his  widow,  who  was  Miss  Katherine  Hughes 
Edwards,  of  Hagerstown,  Md.,  a  descendant  of  Jonathan  Edwards,  and 
by  his  two  children,  William  Cooper,  Jr.,  and  Emil  Edwards.  He  is 
also  survived  by  two  brothers,  John  H.  Cuntz,  of  Hoboken,  i^.  J.,  and 
Hermann  F.  Cuntz,  of  New  York  City. 

Mr.  Cuntz  was  a  member  of  the  following  clubs  and  societies: 
American  Iron  and  Steel  Institute,  Engineers  Society  of  Pennsylvania, 
Engineers  Club  of  New  York,  Railroad  Club  of  New  York,  Engineers 
Club  of  Boston,  University  Club  of  Philadelphia,  Chemists  Club  of 
New  York,  Boston  Athletic  Association,  India  House,  Transportation 
Club,  Harrisburg  Club,  American  Electric  Railway  Association,  New 
England  Iron  League,  West  Side  Tennis  Club,  Richmond  Hill  Asso- 
ciation, Kew  Gardens  Civic  Association,  Ivew  Gardens  Country  Club, 
Oak  Island  Yacht  Club,  and  the  Conococheague  Club  of  Hagers- 
town, Md. 

Mr.  Cuntz  was  elected  an  Associate  of  the  American  Society  of 
Civil  Engineers,  on  Sei^tember  6th,  1910. 
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OEORGE  HENRY  FROST,  Assoc.  Am.  Soc.  C.  E.* 

Died  March  15th,  1917. 

George  Henry  Frost,  the  son  of  Ebenezer  and  Caroline  (Harwood) 
Frost,  was  born  on  July  9th,  1838,  at  West  Hawkesbury,  Ont.,  Canada, 
where  his  father  \vas  engaged  in  the  foundry  business.  His  parents 
were  of  New  England  ancestry,  natives  of  Vermont,  who  had  emigrated 
to  Lawrence  County,  Xew  York,  and,  about  183G,  had  removed  to 
Canada.  When  Mr.  Frost  was  about  a  year  old,  his  parents  removed 
to  Smith's  Falls,  Ont.,  where  the  boy  obtained  his  early  education 
at  the  village  school.  In  1854,  he  was  sent  to  an  academy  in  Glover, 
Vt.,  and  on  his  return  to  Smith's  Falls,  he  taught  school  while  pre- 
paring for  college.  He  was  graduated  from  McGill  University  in  1860 
with  the  degree  of  Civil  Engineer,  and,  at  the  time  of  his  death,  was 
its  oldest  living  alumnus. 

After  his  graduation  from  McGill,  Mr.  Frost,  as  was  the  custom 
in  those  days,  served  his  apprenticeship  to  a  licensed  land  surveyor, 
until  1863,  when  he  received  his  diploma  as  a  Provincial  Land  Sur- 
veyor. His  ambitions  were  not  satisfied,  however,  by  the  opportunities 
offered  him  at  his  home  in  Smith's  Falls,  and,  in  August,  18G3,  he 
went  to  Chicago,  HI.,  where  he  secured  employment  as  Rodman  on 
a  railroad  survey  then  being  made  by  the  Chicago  and  Northwestern 
Eailroad  in  Wisconsin.  He  remained  with  that  Company,  first  in 
the  office  of  the  Chief  Engineer  and  afterward  in  the  Land  Commis- 
sioner's office,  until  1868,  except  for  the  summer  of  1864  when  he 
was  employed  in  an  architect's  office  in  St.  Louis,  Mo. 

After  leaving  the  employ  of  the  Chicago  and  Northwestern  Rail- 
road Company,  in  1868,  Mr.  Frost  engaged  in  the  private  practice  of 
engineering  with  an  office  in  Chicago.  After  the  great  fire  in  October, 
1871,  he  did  a  great  deal  of  engineering  work  in  connection  with  the 
rebuilding  of  the  city  and  in  the  establishment  of  property  lines  within 
the  burned  district.  Many  of  the  suburban  sections  which  have  been 
incorporated  as  part  of  the  City  of  Chicago  were  laid  out  by  Mr. 
Frost  at  that  time.  His  work  included  also  the  survey  of  the  tracts 
which  now  comprise  the  United  States  Reservation  at  Fort  Sheridan 
and  the  Town  of  Glencoe. 

In  April,  1874,  Mr.  Frost  established  and  issued  the  first  number 
of  the  Engineer  and  Surveyor,  a  monthly  publication  devoted  to  tlie 
interests  of  the  civil  engineer,  and  the  first  periodical  of  its  kind  in 
America.  In  1876,  the  publication  was  changed  to  a  weekly  and 
re-named  the  Engineering  News.  In  December,  1878,  Mr.  Frost  moved 
his  business  to  New  York  City  and  opened  an  office  in  the  Tribune 
Building.  Later,  he  transferred  his  office  to  the  St.  Paul  Building. 
The    Engineering    News    steadily    prospered    under    his    management 
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until  it  became  known  as  one  of  the  leading  authorities  on  civil  engi- 
neering and  allied  subjects.  In  1911,  Mr.  Frost  sold  his  establishment 
to  the  Hill  Publishing  Company,  of  New  York  City,  which  recently 
was  merged  with  the  McGraw  Publishing  Company. 

Mr.  Frost  always  took  great  pride  in  the  fact  that  he  had  carried  the 
entire  first  few  editions  of  his  paper  to  the  post-office  himself,  and 
that,  during  his  37  years  of  ownership,  the  paper  had  never  missed 
an  issue  and  was  always  out  on  time. 

In  1886,  Mr.  Frost  became  a  resident  of  Plainfield,  N.  J.,  and  from 
the  first  took  great  interest  in  the  local  affairs  of  that  place.  When 
the  City  authorities  were  considering  a  sewerage  system  for  the 
town,  he  took  an  active  part  in  the  work,  serving,  as  a  member  of  the 
Common  Council,  on  the  Committee  on  Streets  and  Sewers  for  five 
years.  As  Chairman  of  that  Committee  in  1893,  he  drafted  the  design 
for  the  sewerage  system  and  devoted  much  thought,  time,  and  labor 
to  the  project  until  its  completion,  in  1896. 

After  severing  his  connection  with  Engineering  News  in  1911,  Mr. 
Frost  retired  from  active  business  and  devoted  his  time  to  study  and 
travel.  He  was  deeply  interested  in  the  study  of  genealogy  and  in 
geography  and  history,  and  he  supplemented  his  reading  by  travel  in 
many  parts  of  the  world.  He  had  visited  most  of  the  countries 
of  Europe  and  had  made  extensive  trips  to  Egypt,  South  America,  and 
in  the  United  States.  In  1914,  he  was  planning  a  trip  around  the 
world,  but  gave  it  up  on  the  outbreak  of  the  European  War. 

Up  to  December  23d,  1916,  Mr.  Frost  had  enjoyed  unusually  good 
health.  On  that  date,  he  suffered  a  stroke  of  paralysis  and,  although 
his  condition  improved  for  a  time,  he  grew  worse  again,  his  death 
occurring  at  his  home  in  Plainfield  on  March  15th,  1917. 

On  December  3d,  1868,  he  was  married  to  Miss  Louisa  Hunt,  a 
daughter  of  the  late  Edwin  Hunt,  of  Chicago,  111.,  and  she,  with  four 
sons,  survives  him. 

Mr.  Frost  was  a  thorough  business  man,  with  a  capacity  for  the 
smallest  as  well  as  the  largest  detail.  He  was  an  optimist  by  nature, 
always  looking  on  the  bright  side  of  things,  his  enthusiasm  never 
lagging  until  his  object  was  accomplished.  Being  deeply  religious, 
he  always  took  a  keen  interest  in  local  church  and  charitable  affairs, 
and  was  an  active  member  of  the  Crescent  Avenue  Presbyterian  Church 
of  Plainfield. 

Mr.  Frost  became  a  citizen  of  the  United  States  in  1863,  and  was 
always  afterward  associated  with  the  Republican  Party.  He  was  a  mem- 
ber of  the  Canadian  Society  of  Civil  Engineers,  and  was  also  connected 
with  a  number  of  other  scientific  and  technical  organizations.  At  the 
time  of  his  death,  he  was  President  of  the  Courier-News  Publishing 
Company,  of  Plainfiold,  N.  J.,  having  purclinsod  that  paper  in  Juno.  1904. 

Mr.  Frost  was  elected  an  Associate  of  the  American  Society  of 
Civil  Engineers  on  January  4th,  1882. 


MEMOIR  OF  JAMES  JEROME  HILL  1839 

JAMES  JEROME  HILL,  F.  Am.  Soc.  C.  E.* 


Died  May  29th,  1916. 


The  death  of  James  Jerome  Hill,  at  St.  Paul,  Minn.,  on  May  29th, 
1910,  removed  from  the  railway,  banking,  and  industrial  life  of  the 
United  States  one  of  the  most  forceful  and  beneficent  figures  of  his 
seneration.  Through  the  reflex  action  of  his  marvelous  mind,  as 
demonstrated  in  the  many  activities  directly  affecting  the  progress  and 
welfare  of  the  world,  he  became  an  international  character,  and  will 
live  in  the  future,  in  the  influence  and  example  of  the  sound  policies 
and  great  works  that  his  genius  created  during  the  busy  years  of 
his  life. 

In  the  vast  circle  of  his  friends,  and  among  his  business  associates 
who  knew  him  as  he  was,  the  demonstration  of  grief  at  his  death  was 
sincere  and  heartfelt,  and  the  knowledge  that  such  a  personal  and 
public  loss  was  inevitable,  in  the  course  of  Nature,  made  the  sorrow 
no  less  poignant. 

To  condense  even  the  main  features  of  his  history  and  life  work 
within  the  limits  of  this  memoir  would  be  an  impossibility,  but,  as  a 
Fellow  of  the  American  Society  of  Civil  Engineers,  it  is  fitting  that 
jome  record  of  his  career  and  activities,  and  of  the  encouragement  and 
co-ordination  that  he  gave  to  the  civil  engineers  who  carried  out  his 
great  works,  should  be  made  in  the  annals  of  the  Society. 

Mr.  Hill  was  born  near  Guelph,  Ontario,  in  the  Dominion  of 
Canada,  on  September  16th,  1838.  His  parents,  James  Hill  and  Anne 
(Dunbar)  Hill,  were  of  Scotch  and  Irish  extraction,  his  father  fol- 
lowing the  usual  occupations  of  a  farmer  in  a  new  country.  His 
school  education  was  obtained  at  Rockwood  Academy,  an  institution 
of  his  home  neighborhood,  conducted  by  a  Quaker  schoolmaster,  who 
exercised  a  strong  influence  on  him  and  directed  his  reading  and 
studies.  His  father  died  when  he  was  fifteen  years  old,  and  he  then 
took  his  share  in  the  maintenance  of  the  family  by  working  in  a  country 
store  near-by.  His  ambition,  however,  could  not  long  be  satisfied  with 
such  a  narrow  field,  and  three  years  later,  in  the  summer  of  1856,  after 
visiting  several  of  the  larger  cities  of  the  United  States,  he  settled  in 
St.  Paul,  Minn. 

As  a  young  man  without  friends  or  resources,  he  found  employ- 
ment as  a  clerk  on  the  river  front,  then  the  center  of  the  business  life 
of  the  little  frontier  settlement.  He  was  first  with  the  Dubuque  and 
St.  Paul  Packet  Company,  then  with  the  Davidson  line  of  steamboats, 
remaining  with  that  concern  until  he  was   appointed  Agent   of  the 

•  Memoir  prepared  by  Ralph  Budd,  W.  L.  Darling,  and  John  F.  Stevens,  Mem- 
bers, Am.  Soc.  C.  E. 
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Northwestern  Packet  Company  in  1865.  In  1867  he  established  a 
general  fuel  and  transportation  business  on  his  own  account,  and  in 
1869  he  became  the  head  of  the  firm  of  Hill,  Griggs  and  Company, 
engaged  in  the  same  enterprises.  During  all  these  years,  by  constant 
study  of  historical  facts,  human  nature,  and  conditions,  he  laid  the 
foundation  of  a  business  experience  which  came  to  include  a  knowl- 
edge of  all  the  essential  facts  of  the  trade  of  the  city  and  the  country 
back  of  it,  and  began  to  estimate  properly  the  wonderful  resources  of 
the  latter,  the  possibilities  of  which  had  not  even  dawned  upon  our 
most  far-sighted  men. 

The  fuel  business,  even  at  that  time,  was  important,  and  was  closely 
allied  with  the  restricted  transportation  facilities  of  the  Northwest ; 
but,  during  this  period,  Mr.  Hill  had  become  interested  in  the  trade 
between  the  United  States  and  Fort  Garry,  as  Winnipeg  was  then 
called,  and  which  was  carried  by  way  of  St.  Paul.  To  handle  this 
business,  he  established,  in  1870,  the  Red  River  Transportation  Com- 
pany, and  in  1872  he  started  the  first  regular  line  of  service  between 
St.  Paul  and  Fort  Garry.  The  knowledge  he  thus  gained  of  the  vast 
latent  resources  of  that  country  crystalized  into  one  of  the  dominant 
ideas  of  his  existence,  and  one  which,  extended  and  amplified  beyond  his 
wildest  dreams,  became  an  accomplished  fact  long  before  the  close  of 
his  life.  So  that,  as  the  result  of  his  prophetic  vision  and  tireless 
energy,  an  immense  section  of  our  country,  which  had  been  con- 
sidered—if at  all— of  little  value,  has  become  a  very  potential  factor 
in  the  production  of  the  wealth  of  the  world,  and  the  homes  of  thou- 
sands of  the  best  citizens  of  which  the  United  States  can  justly  boast. 
It  was  on  one  of  his  many  trips,  made  in  connection  with  this  trans- 
portation business,  that  he  met  Donald  A.  Smith,  afterward  Lord 
Strathcona,  with  whom  he  was  to  be  so  closely  and  successfully  asso- 
ciated in  his  first  railroad  enterprise. 

There  came  to  a  troubled  life  in  the  Fifties,  under  the  stimulus  of 
legislation  in  Minnesota,  a  railway  company  called  the  St.  Paul  and 
Pacific,  which  name  alone  signified  ambition,  without  knowledge  or 
resources.  It  controlled  valuable  terminal  lands  in  St.  Paul,  and  had 
partly  built  a  line,  ultimately  intended  to  reach  the  Canadian  boundary 
at  St.  Vincent;  but  the  road  had  failed,  and  had  gone  into  the  hands 
of  a  Receiver  in  1873.  Its  bonds  were  held  in  Holland,  by  parties  who 
were  not  willing  to  abandon  their  investment,  nor  had  the  foresight 
or  nerve  to  invest  more  to  salvage  the  wreck.  Mr.  Hill  alone  saw  the 
possibilities  of  the  road,  and  what  a  factor  it  could  be  made  toward 
the  development  of  the  country,  an  empire  then  unsettled  and  over- 
looked. It  was  a  ready  forged  but  crude  in^^trument,  which,  to  be 
adequate  for  his  purpose,  must  be  controlled,  properly  financed,  and 
made  efloctive,  all  of  which  appeared  to  be  a  hopelessly  visionary 
project,  excepting  to  his  master  mind. 
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Its  total  debt  was  nearly  $33  000  000,  an  enormous  sum  for  those 
times,  and  the  very  size  of  this  debt  would  have  staggered  a  less 
optimistic  and  forceful  character.  He  believed  that  he  could  secure, 
and  bent  all  his  energies  toward  securing,  control  of  the  property, 
and  his  faith  was  justified.  The  co-operation  of  Donald  A.  Smith, 
and  of  George  Stephen  (afterward  Lord  Mountstephen)  was  gained, 
and,  together  with  Norman  W.  Kittson,  who  had  had  experience  of 
the  country  in  acting  for  the  Hudson  Bay  Company,  they  formed  a 
syndicate  to  buy  the  defaulted  bonds  of  the  companies  covered  by 
the  St.  Paul  and  Pacific  Railroad  Company. 

The  detailed  story  of  the  next  few  years  reads  more  like  a  fairy 
tale  than  a  relation  of  the  sober  facts  of  history.  These  four  men 
pledged  every  thing  they  had  in  the  world  to  obtain  even  money  enough 
to  secure  an  option  on  the  bonds;  for  men  of  affairs  in  New  York 
and  London  regarded  the  whole  proposition  as  chimerical.  Besides 
the  securing  of  an  option  on  the  bonds,  money  had  to  be  provided  to 
finish  uncompleted  lines,  within  the  time  limit  set  by  the  Legislature, 
in  order  to  avoid  forfeiture;  and  all  of  this  labor  fell  upon  Mr.  Hill, 
as  did  also  the  financing  necessary  to  make  good  the  agreements  with 
the  bondholders,  until  such  time  as  the  railroad  could  become  a  pro- 
ducer of  net  revenue,  and  it  was  not  until  1878  that  it  could  be  triith- 
fully  said  that  matters  really  began  to  take  proper  shape. 

In  1879  the  properties  were  reorganized  as  the  St.  Paul,  Minneapolis 
and  Manitoba  Railway  Company,  with  necessary  lines  in  operation,  an 
organization  created,  the  proper  spirit  infused  into  the  enterprise,  and 
a  matured  plan  for  the  future  mapped  out.  The  system  then  com- 
prised 555  miles  of  constructed  road,  and  102  miles  under  construc- 
tion. From  this  time  began  its  steady,  never-ceasing  expansion,  cov- 
ering the  Northwestern  country  with  new  lines  and  branches,  to  be 
followed  closely  by  immigration  and  settlement,  and  making  an  equally 
steady  progress  towards  Montana,  and  the  ultimate  goal  of  the  Pacific 
Ocean,  which  object  had  been  in  Mr.  Hill's  mind  from  an  early  day. 

In  1888  the  road  reached  Butte,  and  in  1893,  the  Pacific  Extension 
touched  the  shores  of  Puget  Sound  at  Seattle,  Everett,  and  Bellingham, 
realizing  the  transcontinental  idea.  A  line  had  long  before  been  com- 
pleted to  the  Great  Lakes,  and  a  steamship  company  established  to  give 
an  eastern  outlet. 

Mr.  Hill  was  for  two  years  during  this  period  interested  in  the 
planning  and  construction  of  the  main  line  of  the  Canadian  Pacific 
Railway,  from  the  plains  of  Manitoba  west  to  the  Pacific  Ocean,  being 
Managing  Director  of  that  company;  but  in  1883  he  gave  up  direct 
connection  with  that  enterprise  to  devote  his  entire  time  to  the  welfare 
of  his  owTi  marvelously  developing  properties. 

He  opened  trade  with  the  Orient,  establishing  a  line  of  transpacific 
ships  to  develop  and  handle  this  new  traffic.     Locally,  wherever  his 
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lines  touched,  new  industries  sprang  up;  innnigration  and  settlement, 
fostered  by  him  as  a  personal  matter,  followed  the  rails  with  a  rapidity 
hitherto  unprecedented  in  the  history  of  the  United  States. 

In  1890  the  various  railroad  enterprises  which  were  offshoots  of  the 
original  plan  were  all  compacted  into  one  company,  the  present  Great 
I^^orthern  System.  The  great  machine  was  pushed  to  completion,  and 
grew  bigger  and  better  from  year  to  year,  until  it  stands  to-day,  in 
character  and  plan,  as  a  marvel  of  transportation  efficiency. 

Mr.  Hill  was  General  Manager  of  the  company  from  its  beginning, 
became  Vice-President  in  1881,  and  President  in  1882,  which  office  he 
held  and  administered  imtil  he  resigned  it  to  one  of  his  sons,  just  25 
years  later.  During  all  these  years,  as  well  as  to  the  end  of  his  life, 
his  was  the  guiding  hand,  and  his  the  inspiring  vision  and  controlling 
mind  that  have  made  the  Great  Northern  Pailway  not  only  the  most 
notable  long-distance  transportation  machine  in  the  world,  but  also 
the  greatest  single  factor  in  the  material  development  of  an  empire 
of  incalculable  wealth  of  resources.  This  system,  as  the  embodiment 
of  the  plans,  ideas,  and  acts  of  one  man,  alone  constitutes  a  fitting 
monument  to  the  clear  vision  and  untiring  genius  of  James  J.  Hill. 

As  a  student  of  railway  economics,  Mr.  Hill  had  early  known  that 
the  measure  of  success  for  a  road  was  to  be  found  in  its  ability  to  move 
traffic  at  the  lowest  practicable  cost.  In  freight  movement,  this  meant 
light  gradients,  with  heavy  power  and  large-capacity  cars,  with  con- 
sequent maximum  train  loading.  In  this  field  he  was  preeminently  the 
pioneer  in  American  railroad  practice.  In  the  planning  and  construc- 
tion of  his  lines,  the  cardinal  principle,  which  he  insisted  must  be  fol- 
lowed, was  that  a  dollar  saved  in  construction  is  saved  but  once,  but 
that  a  dollar  saved  in  operation,  is  saved  every  time  the  wheels  go 
over  the  track,  and  he  saw  to  it  that  his  engineers  carried  this  principle 
out  in  every  particular.  Either  by  personal  inspection  or  from  reliable 
reports,  he  knew  practically  the  resources  and  conditions  of  every  mile 
of  territory  into  which  he  projected  his  lines.  He  was  naturally  a 
great  engineer,  and  always  aiipreeiatcd  and  gave  credit  where  credit 
was  due,  to  the  different  engineers  whom  he  trusted  to  plan  and  execute 
the  details  of  his  projects.  He  quickly  recognized  merit  and  ability 
in  the  personnel  of  his  engineering  staff,  and  neither  seniority  nor 
rank  influenced  him  in  the  least  in  preferment  or  promotions.  He  was 
equally  quick  to  criticize  and  condemn,  whenever  his  usually  imerring 
judgment  so  dictated,  and  his  attention  to  details  together  with  his 
dynamic  force  of  character  kept  every  one  of  his  staff  up  to  the  highest 
I)oint  of  individual  efficiency.  Put  every  engineer,  however  humble 
hia  rank,  knew  that,  like  Napoleon's  soldiers,  he  carried  a  baton  in  his 
baggage,  and  the  success  and  preferment  of  many  engineer.s,  not  only 
of  the  Great  Northern,  but  of  other  systems,  wore  due.  not  only  to  Mr. 
Hill's  forceful  example,  but  also  to  his  direct  personal  interest  in  their 
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welfare.  AYhenever  he  gave  his  confidence  and  support,  he  g-ave  freely 
and  fully.  Results  were  what  he  demanded,  and  nothing  pleased  him 
more  than  to  have  an  engineer  leave  the  beaten  track  and  find  a  new 
and  better  way  to  reach  such  results,  and  in  this  way  individual  initia- 
tive was  encouraged.  The  Engineering  Profession  owes  a  large  debt 
of  gratitude  to  !Mr.  Hill,  as  some  who  were  intimately  associated  with 
him  for  many  years  know  full  well,  and  appreciate. 

As  evidence  of  the  great  respect  he  had  for  the  Profession,  let  his 
own  words  speak  for  themselves.  In  an  address  delivered  before  a 
gathering  of  Civil  Engineers,  at  Minneapolis,  Minn.,  on  January  10th, 
190S,  he  said : 

''Yours  is  a  great  profession,  following  as  it  does  the  oldest  of  all 
the  arts.  When  the  pyramids  were  built  there  were  engineers  who 
mastered  problems  calling  for  great  engineering  skill.  Relics  of  still 
older  civilizations  appear  from  time  to  time  on  the  sites  of  cities  whose 
names  forgotten  tell  that  the  engineer  was  there  also;  and  that  he 
was,  then  as  now,  a  leader  of  thought  in  matters  of  great  practical 
service  to  the  common  good.  The  name  of  your  occupation  is  signifi- 
cant, related  as  it  is  to  the  word  'genius'  and  implying  the  union  of 
human  ability  with  that  diviner  spark  which  kindles  knowledge  to  a 
brighter  flame. 

"The  engineer  is,  indeed,  in  no  mean  sense  a  creator.  Not  only 
does  he  provide  for  the  needs  of  mankind  those  practical  utilities  on 
which  civilization  is  based,  but  he  brings  into  being  structures,  com- 
binations, possibilities  of  dead  matter  and  natural  energy  in  relations 
new  to  men.  He  is  inventor  as  well  as  artisan.  Many  of  the  modern 
wonders  of  the  world  are  the  thoughts  of  his  brain  as  well  as  the  works 
of  his  hands.  The  subjection  of  Niagara  to  our  daily  wants,  the 
redemption  of  an  ancient  country  by  the  damming  of  the  Nile,  great 
bridges  such  as  span  the  Firth  of  Forth  and  our  own  East  River  at 
New  York,  tunnels  that  carry  trafiic  under  the  estuary  of  the  Severn 
and  the  peaks  of  the  Simplon  pass,  tubes  that  enable  railways  to  avoid 
waters  too  wide  to  be  bridged  safely,  canals  that  cut  away  land  barriers, 
the  modern  steamship  that  has  cheapened  and  quickened  ocean  transit, 
the  factories  that  have  revolutionized  industry  and  the  marvelous 
plants  which  are  now  using  the  waterfalls  of  Norway  to  enrich  the 
earth  by  the  manufacture  of  fertilizers  drawn  from  the  nitrogen  of  the 
air — all  these  are  conquests  of  the  engineer's  ability  and  bear  tribute 
to  him  as  the  author  of  heretofore  unthought  of  things.  Across  every 
chapter  of  the  story  of  human  development  is  written  the  symbol  of 
some  great  engineer's  creative  mind." 

The  financial  record  of  Mr.  Hill's  labors  sufficiently  attests  to  the 
sagacity  of  his  ideas  and  their  practical  execution.  While  to  super- 
ficial comment,  it  may  be  said  that  his  individual  pecuniary  reward 
was  great,  the  fact  remains  that  he  was  never  a  money  seeker  for  per- 
sonal benefit.  His  whole  ambition  was  to  be  a  faithful  custodian  of 
the  interests  committed  to  his  care,  and  no  charge  that  he  ever  failed 
to  make  his  work  good  can  justly  be  made  against  him.    His  ability  to 


1834  MEMOIR   OF  JAMES  JEROME  HILL 

interest  capital — domestic  and  foreign — in  any  project,  or  in  line  with 
any  plan  lie  set  forth,  was  well  known.  He  proved  his  faith  and  words 
by  his  acts,  and  such  a  course  made  him  almost  unique  in  the  history 
of  railroad  finance  in  the  United  States. 

As  a  characteristic  act,  his  handling  of  the  Great  jSTorthern  iron 
ore  interests  may  be  mentioned.  In  1899  he  purchased  an  insigtiificant 
logging  road,  in  northern  Minnesota,  which  owned  some  lands.  These 
lands  contained  iron  ore,  but  in  unknown  quantities.  At  that  time  the 
vast  deposits  of  such  ore  in  that  section  had  not  been  demonstrated, 
and  his  purchase  involved  a  business  risk  in  which  he  did  not  care  to 
engage  his  stockholders.  So  the  property  was  acquired  as  a  personal 
investment.  A  company  was  formed  to  hold  and  develop  the  lands, 
which  was  done  in  the  succeeding  years,  and  when  their  immense  value 
had  been  fully  proven,  they  were  all  turned  over  and  distributed  to 
the  holders  of  Great  Northern  stock  at  cost.  What  the  present  and 
potential  value  of  the  lands  is  no  one  knows,  but  it  is  a  safe  judgment 
that  they  alone  are  worth  more  than  the  personal  estate  which  Mr.  Hill 
acquired  during  his  lifetime. 

During  all  the  busy  years  he  gave  to  the  creation  and  building  up 
of  the  great  system  of  railway,  not  a  cent  of  salary  was  ever  drawn  by 
him  from  it,  he  preferring  to  take  his  compensation  in  common  with 
the  stockholders,  from  the  increased  value  of  the  properties.  Unlike 
other  transcontinental  lines,  the  Great  Northern  received  no  land 
grant,  or  other  aid  from  the  Federal  Government,  excepting  the  grant 
originally  made  to  the  St.  Paul  and  Pacific  Company  in  Minnesota. 
Its  securities  were  marketable  because  they  had  value  behind  them, 
and  from  the  further  fact  that  the  interests  of  the  road  were  in  the 
hands  of  a  man  who  always  had  made,  and  was  believed  to  be  always 
able  to  make,  his  word  good. 

In  1901,  the  Great  Northern  and  the  Northern  Pacific  Railways 
jointly  purchased  the  stock  of  the  Chicago,  Burlington  and  Quincy 
Railroad  Company,  thus  giving  to  his  other  lines  access  to  the  enormous 
producing  and  consuming  territory  of  the  upper  Mississippi  Valley,  a 
territory  which  for  extent  and  variety  of  wealth-producing  area  proba- 
bly cannot  be  duplicated  in  the  world. 

Mr.  Hill  had  planned  to  place  all  the  properties,  in  which  his  stock- 
holders and  himself  were  interested,  in  a  position  to  be  secure  from 
future  speculative  attacks,  and  to  ensure  the  harnionv  which  efficiency 
demands,  by  uniting  them  in  the  Northern  Securities  ('ompany.  That 
company  was  dissolved  by  the  decision  of  a  divided  Court,  but  the 
management  of  the  separate  companies,  so  far,  lias  remained  successful 
and  harmonious. 

Although  the  chief  activities  of  Mr.  Hill's  life  were  oxpend(>d  in 
the  development  of  railways,  he  did  work  enough  along  other  lines  to 
have  more  than  sufficed  to  keep  an  ordinary  man  fully  occupied.     The 
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b^vnote  of  such  xvork  wa3  his  desire  to  raise  the  average  level  of  pros- 

S    of  i  >      igence.  and  of  public  spirit.     Undoubtedly    the  great- 

Lt  Sksure  he  took  in  his  work  was  in  the  efforts  he  made  and  the 

Tuccess  he  achieved  in  improving  agriculture  and   m   -'•e-'"^  * 

nrofit'      He  led  the  farmer  away  from  the  one-crop  >dea,  and  taught 

h  m  to  d^ersifv  his  industry  by  stock  raising.    He  .mported,  at  large 

pl^onal  expense,  stock  of  the  most  profitable  strains,  and  d-t"buted 

rafter  p^tica    demonstration  on  his  o^vn  large  experimental  iarm^ 

^ofJthe  mo.t  intelligent  farmers  of  the  Northwest,  most  of  whom 

hXew"  llv     TMs  practice  he  continued  through  thirty  years 

and  tte  splendid 'condition  of  the  live  stock  interest  of  that  section 

t/1  Hnv  is  larffelv  the  result  of  his  lahors. 

S    ax  'ht  s;il  restoration  and  rotation  of  crops;  set  np  a  laboratory 
for  .oil  andTsl    and  established  demonstration  plots,  on  fax-ms  along 
!r    lT.P   of   the  railway    to   demonstrate  to   the  farmers,  by  object 
tX^^^^  'eUs  eonld  be  obtaxned  by  .ientific  f ertxU.a- 
tion   and   cultivation.     He  was   always  ready  to  talk  to   ^  g^^^^P  °J 
farmers,  and  gave  no  small  part  of  his  life's  forces   through  hxs  latex 
vear.   to  the  effort  to  persuade  them  to  better  methods. 
'He  was  the  first  to'advocate  the  conservation  of  -tura    resource 
on  a  lar^^e  «cale.     The  xnemorable  address  which  he  delivered  in  1906 
created  a  profound  impression,  and  ran  through  many  editions  and 
languages     He  made  heavy  demands  on  his  business  time  and  phys  cal 
Xc'eT  to  comply  with  requests  to  address  bodies  oire^esent.U.^ 
men   assembled  to  discuss  economic  and  ^<^--^f  .  ^^^^^^^^^  '  ^^^  ^^ 
regarded  this  as  a  form  of  public  service  which  it  was  his  duty  to 

^''i°rXation,  waterways,  all  forms  of  internal  improvement,  banking 
and  other  forms  of  finance,  the  theory  of  credxt,  and  the  vxrtue  of 
thrift,  everv  aspect  of  railroad  operation,  regulation,  and  ^"^P^^^^ment^ 
almost  every  practical  human  activity  recexved  his  study  and  profited 
bv  the  conclusion  of  his  wonderfully  analytic  and  almost  unerring 
mind.  Some  of  the  more  important  of  these  were  grouped  m  his 
volume  of  economical  and  sociological  discussions,  entitled  Highways 
of  Progress",  published  in  1910.  It  is  amazing  to  observe,  m  that  col- 
lection, the  range  of  his  thought,  the  wealth  of  his  information,  and 
the  validity  of  his  conclusions.  . 

Amon''  the  larger  interests  of  his  later  years  was  the  acquisition 
of  the  two  banks  in  St.  Paul,  and  their  consolidation  under  the  name 
of  the  First  National,  to  which  was  joined  the  Northwestern  irust 
Company,  and  all  placed  under  the  immediate  control  of  one  of  his 
sons  This  great  financial  institution  is  intended  to  be,  not  merely  a 
clearing  house  for  the  enormous  financial  interests  of  the  properties 
in  which  he  was  concerned,  but  an  agency  for  liberating  the  Northwest 
from  outside  control,  and  for  increasing  and  stabilizxng  its  prosperity. 
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It  has  been  and  is  a  power  in  advancing  the  interests  of  the  farmers 
and  helping  them  to  surer  and  larger  returns.  Until  a  few  days  before 
his  death,  he  was  as  busy  as  he  had  been  for  years  before,  with  plans 
for  the  upbuilding  of  the  country  and  the  improvement  of  the  com- 
mon lot. 

He  was  a  patron  and  lover  of  the  arts.  His  collection  of  pictures  is 
known  at  home  and  abroad  by  its  excellence,  and  is  the  result  of  his 
judgment  in  selection.  He  was  a  connoisseur  of  precious  stones,  and 
his  investments  in  these  were  marked  by  his  usual  good  business  judg- 
ment. He  was  an  omnivorous  reader,  and,  being  possessed  of  a  remark- 
able memory,  had  accumulated  a  wealth  of  detailed  information  upon 
a  wide  range  of  subjects,  such  as  few  men  of  his  age,  or  any  age  or 
generation,  ever  possessed.  His  philanthropy  did  not  stop  with  words, 
for  he  was  extremely  generous,  in  a  practical,  material  way.  He  gave 
impartially  to  many  educational  institutions,  his  only  condition  being 
that  the  schools  that  received  his  aid  should  be  conducted  under  the 
auspices  of  some  religious  denomination. 

His  private  benefactions  were  constant  and  great;  they  were  made 
with  care  and  discrimination,  and  he  avoided  publicity  in  them  to  the 
last  degree. 

For  many  years,  during  the  earlier  part  of  his  career,  he  cannot  be 
said  to  have  attracted,  excepting  among  his  own  group  of  business 
associates  and  capitalists,  the  more  than  passing  notice  of  the  then 
leaders  of  thought  and  finance.  He  never  attempted  to  attract  such 
notice  by  spectacular  staging  of  any  of  his  enterprises.  His  sayings 
and  doings  were  rather  looked  upon  by  most  eastern  men  with  a  mild 
commiseration ;  but,  as  his  system  of  railways  developed,  and  the  results 
of  his  so-called  theories  began  to  prove  their  value,  and  to  be  seen  in 
many  respects  to  be  the  very  basic  foundation  of  the  prosperity  of  the 
railways  of  the  country,  they  were  copied  by  other  systems,  and,  from 
train  haul  to  accounting,  the  Great  Northern  was  for  years  a  school 
at  which  railway  men  were  glad  to  learn;  and  many  graduates  from 
that  school,  trained  by  practical  experience  in  its  methods,  can  be 
found  holding  high  positions  in  railway  service,  in  all  parts  of  the 
United  States.  During  the  last  decade  of  his  life,  there  was  no  one 
whose  voice,  in  general  economics  and  financial  matters,  was  listened 
to  with  more  respect  than  that  of  Mr.  Hill.  The  judgment  of  no  one 
man  in  this  country,  perhaps,  counted  for  so  much  in  determining 
American  financiers  to  take  u])  the  first  loan  asked  by  the  Allies.  He 
thought  its  acceptance  essential  to  our  owm  business  life  and  prosperity, 
and  that  his  reasons  were  sound  and  his  conclusions  well  taken,  is 
amply  proven  by  subsequent  developments. 

Though  his  plans  were  well  wrought  out,  and  the  results  he 
achieved  came  from  thorough  preparation,  ho  could  strike  with  light- 
ning quickness  and  terrific  force,  whenever  occasion   demanded.     lie 
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was  plain  of  speech,  simple  and  sincere  of  thought  but  a  giant  of  power 
when  roused  to  effort  by  obstacles  that  had  to  ^e  overcome  and  he 
was-first,  last,  and  all  the  tim^an  American.  The  men  on  hxs  rail^ 
roads  recognized  his  character  and  ability,  and  through  al  classes  and 
ranks  there  ran  a  spirit  of  cheerful  loyalty  that  could  only  have  been 
evoked  by  a  man  of  his  wonderful  personality.  Among  the  many  who 
were  privileged  to  know  him  intimately,  particularly  the  old-timers, 
who  had  been  with  him  in  the  long-gone-by  days  of  his  early  struggles, 
the  feeling  was  one  of  deep  and  sincere  affection,  and  everywhere,  over 
the  whole  nation  and  in  other  countries,  the  general  sentiment  of 
respect  and  sorrow  at  his  death,  as  a  personal  and  public  loss,  has  been 

"^^ItTs  a'^safe  prediction  that  the  great  record  of  what  he  achieved 
will  insure  increased  recognition  as  time  goes  ^^-^^  ™^^  ^^T^^^*^ 
conferred  upon  him  the  degree  of  LL.D.  in  1910.  The  Hill  Professor- 
ship of  Transportation  was  established  at  Harvard  not  long  ago,  with 
In  endowment  contributed  by  seventy-four  friends  who  were  delighted 

to  do  him  this  honor. 

He  was  a  man  of  quiet  domestic  tastes,  and  his  serenest  hours  were 
those  spent  in  his  beautiful  home  at  St.  Paul,  where  his  friends  were 
alwavs  welcome,  and  from  which  they  always  came  away  feeling  that 
thev^ad  been  privileged  to  share  in  the  happiness  of  an  ideal  American 
fire-ide  Throughout  all  his  years,  he  demonstrated  m  his  own  life  that 
a  strict  adherence  to  moral  laws  was  a  true  attribute  of  greatness. 

Much  of  the  planning  of  his  construction  work  m  all  lines  was  done 
in  the  seclusion  of  his  home,  to  which  he  habitually  drew  men  of  all 
classes  for  conference  and  instructions,  and  his  library  there  was  the 
workshop  in  which  was  produced  many  of  his  masterpieces. 

On  August  19th,  1867,  he  was  married  to  Miss  Mary  Theresa 
Mehegan,  of  St.  Paul,  and  his  widow,  three  sons,  and  six  daughters 

survive  him.  .  - 

Volumes  of  anecdotes  could  be  written  to  illustrate  his  manner  ol 
dealing  with  various  situations.  Through  them  all  runs  the  strong 
vein  of  humor  which  was  so  marked  a  feature  of  his  character.  Above 
all  he  asked  for  independence  in  judgment  by  his  subordinates,  and 
no' surer  path  to  his  disfavor  could  be  found  than  to  endeavor  to  fore- 
stall his  opinion,  and  recommend  accordingly.  Though  he  was  a  man 
of  strong  convictions,  even  in  matters  of  minute  detail,  he  was  always 
open  to  argument,  and  ready  to  receive  and  weigh  suggestions,  and  to 
give  them  consideration.  Once  a  decision  was  made,  however,  he 
expected  speed  and  economy  in  the  prosecution  of  the  project  m  hand, 
and  was  content  with  nothing  less  than  the  best  results.  Take  him  all 
in  all,  to  one  who  understood  in  a  measure  the  salient  features  of  his 
individuality,  and  realized  the  broad  view-point  from  which  he  regarded 
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in  upoTtfe^a^'J;  t:^' j!^ttol[r''''^  °'  =-"-t>=^  poured 
the  sea.  f.„.  PeoXtni.:'U:^l°2tH;™of^:S^tt  T'' 

nT  r  rHr'to"""'/'"''^'^ '"  "■"'  esteem  rtrLdVhXh 

ciated  b.  his  Lrarit r°*'  *""^  '°  ^^•'"  ^^^^«  ■-  "-  ^"P- 

being,  who  made  it  au  Stmei  fL  i?j  '"?"  "'>»  H""^^^  ''  i^to 
who  led  it  with  tmerrnrwSi       1,/"*''°^""="' of  *>»'s  country, 

futu.,  a.d  to  whoTJt-o-s-fc  ?ha/E:, Ja1,l&t\:'.1 
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METEOROLOGY. 

"Suggested  Changes  and  Extension  of  the  Ihiited  States  Weather 
Bureau  Service  in  California."  George  S.  Bincklcy,  and  Charles  H. 
Lee.  161.  Discussion:  N.  C.  Grover,  William  S.  Post,  Charles 
T.  Leeds,  Fred.  H.  Tibbetts,  and  J.  B.  Lippincott.     171. 

MINING. 

Application  of  —  methods  to  subway  excavation.     400,  40S. 
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PERCOLATION. 
>.-.•  SEEPAGE. 

PIERS. 

See  WHARVES. 

PILE-DRIVING. 

Clamps  or  grips  for  pulling  sheet  piling.     569. 

—  sheet-pile  pockets,  New  York  City  pier.     517,  573. 

PILES. 

Steel  sheet-piling  used  in  coffer-dam  for  i  000-ft.  pier,  New  York  City. 
498. 

Tests  of  concrete  underpinning  —  for  subway  on  Fulton  Street,  New 
York  Cit\-.    87  et  scq.,  103  et  seq. 

Use  of  sheet-piling  in  dams.     I. 
POLLUTION  OF  STREAMS. 

See  STREAM   CONTAMINATION. 
PRECIPITATION. 

See  RAINFALL. 
PUBLIC  UTILITIES. 

"A  Method  of  Determining  a  Reasonable  Service  Rate  for  Munici- 
pally  Owned  —  ."     J.   B.   Lippincott.      (With   Discussion.)      413. 

"Final  Report  of  the  Special  Committee  to  Formulate  Principles  and 
Methods  for  the  Valuation  of  Railroad  Property  and  Other  —  ." 
(With  Discussion.)      131 1. 

RAILROADS. 

"A  Method  of  Determining  a  Reasonable  Service  Rate  for  Munici- 
pally Owned  Public  Utilities."  J.  B.  Lippincott.  (With  Discus- 
sion.)    413. 

"Construction  Methods  for  Rogers  Pass  Tunnel."  A.  C.  Dennis. 
(With  Discussion.)     448. 

"Final  Report  of  the  Special  Committee  to  Formulate  Principles  and 
Alethods  for  the  Valuation  of  Railroad  Property  and  Other  Pub- 
lic Utilities."     (With  Discussion.)     131 1. 

Valuation  of  railroad  land.     614. 
RAINFALL. 

Maximum  rates  of  —  in  New  York  City.     1062. 

—  at  Calgary  and  Gleichen,  Alberta.     225. 

"Suggested  Changes  and  Extension  of  the  United  States  Weather 
Bureau  Service  in  California."  George  S.  Binckley,  and  Charles 
H.  Lee.     (With  Discussion.)     161. 
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"A  Method  of  Determining  a  Reasonable  Service  Rate  for  Munici- 
pally Owned  Public  Utilities."  J.  B.  Lippincott.  413.  Discussion  : 
Frank  S.  M.  Harris,  T.  Kennard  Thomson,  W.  B.  Yereance, 
Leonard  C.  Jordan,  II.  F.  Clark,  Allen  Hazen,  W.  G.  Irving,  and 
H.  A.  Whitney.     423. 

REFRIGERATOR  SYSTEMS. 
Use  of  balsa  wood  in  — .     149. 

REINFORCED  CONCRETE. 

"Final  Report  of  the  Special  Committee  on  Concrete  and  —  ."  (With 
Discussion.)     iioi. 

—  for  retaining  walls,  etc.,  Yale  Bowl.     259. 
Specifications,  —  ,  Stony  River  Dam.     1017. 
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iam Fry  Scott,  Carl  Gayler,  H.  V.  Hinckley,  Henry  T.  Eddy, 
C.   A.   P.   Turner,   F.   E.   Turncaure,   and  A.    N.   Talbot.      1153. 
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tion." C.  McD.  Townsend,  John  A.  Bensel,  T.  G.  Dabney,  J.  B. 
Lippincott,  Daniel  W.  Mead,  J.  A.  Ockerson,  Arthur  T.  Safford, 
Charles  Saville,  F.  L.  Sellew,  and  C.  E.  Grunsky.  1218.  Minority 
Report.  Morris  Knowles.  1230.  Discussion :  H.  M.  Eakin,  John 
Hill,  M.  O.  Leighton,  Cyrus  C.  Babb,  Kenneth  C.  Grant,  B.  F. 
Groat,  H.  M.  Chittenden,  Myron  L.  Fuller,  Gerard  H.  Matthes, 
H.  K.  Barrows,  N.  C.  Grover,  E.  C.  La  Rue,  Farley  Gannett,  C.  E. 
Grunsky,  C.  McD.  Townsend,  and  Morris  Knowles.     1235. 

"Final  Report  of  the  Special  Committee  to  Formulate  Principles  and 
Methods  for  the  Valuation  of  Railroad  Property  and  Other  Pub- 
lic Utilities."  Frederic  P.  Stearns,  Charles  S.  Churchill,  William 
G.  Raymond,  Henry  R.  Riggs,  Jonathan  P.  Snow,  William  J.  Wil- 
gus,  and  Leonard  Mctcalf.  1311.  Discussion:  J.  E.  Willoughby, 
C.   E.   Grunsky,   Joseph   Mayer,  and  W.   R.   McCann.      1584. 

"Final  Report  of  the  Special  Committee  to  Investigate  the  Conditions 
of  Employment  of,  and  Compensation  of.  Civil  Engineers."  Nel- 
son P.  Lewis,  John  A.  Bensel,  S.  L.  F.  Deyo,  Dugald  C.  Jackson, 
William  V.  Judson,  C.  F.  Loweth,  and  George  W.  Tillson.  1207. 
Discussion:  H.  S.  Schick,  Lewis  A.  Jones,  and  R.  S.  Wise.     1216. 

RESERVOIRS. 

—  as  a  method  of  flood  control.      1224. 
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RETAINING  WALLS. 

"Earth  Pressures:  A  Practical  Comparison  of  Theories  and  Experi- 
ments."    L.  D.  Cornish.      (With  Discussion.)      191. 

—  for  Yale   Bowl.     259. 

RIVERS. 

"Control  of  the  Colorado  River  as  Related  to  the  Protection  of  Im- 
perial Valley."  J.  C.  Allison.  297.  Discussion :  A.  L.  Sondereg- 
ger  and  J.  A.  Ockerson.     326. 

"Fin^l  Report  of  the  Special  Committee  on  Floods  and  Flood  Preven- 
tion."    (With  Discussion.)     1218. 

RUN-OFF. 

—  assumed  for  Stony  River  Dam.     926. 
SALT. 

"An  Aerial  Tramway  for  the  Saline  Valley  Salt  Company,  Inyo 
County,  California."  F.  C.  Carstarphen.  (With  Discussion.) 
709. 

SAND. 

Analyses  of  —  for  test  specimens  of  concrete  to  be  immersed  in  sea 
water.     651  et  seq. 

SEEPAGE. 

"Designing  an  Earth  Dam  Having  a  Gravel  Foundation,  with  the  Re- 
sults Obtained  in  Tests  on  a  Model."  Tames  B.  Hays.  (With 
Discussion.)     i. 

SHEET-PILING. 

See  PILES. 
SLABS. 

Floor  —  of  concrete  and  reinforced  concrete.     1124  et  seq. 
SPILLWAY. 

—  provision,  Stony  River  Dam.     926  et  seq. 
STADIA. 

See  GRANDSTANDS  AND  STADIA. 
STEEL. 

Specifications  for  —  in   reinforced  concrete.   Stony  River  Dam.     1017. 

STONE. 

Analyses  of  —  for  test  specimens  of  concrete  to  be  immersed  in  sea 
water.     651. 

STREAM  CONTAMINATION. 

Legislation  in  relation  to  pollution  of  streams.     795. 
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STREAM  FLOW. 

See  WATER,  FLOW  OF,  IN  OPEN  CHANNELS. 

STREAMS. 

See  RIVERS. 

SUBWAYS. 

"Tunnel  Work  on  Sections  8,  9,  10,  and  11,  Broadway-Lexington  Ave- 
nue Subway,  New  York  City."  Israel  V.  Werbin.  (With  Discus- 
sion.)    341. 

"Underpinning  Trinity  Vestry  Building  for  Subway  Construction." 
H.  de  B.  Parsons.  74.  Discussion:  James  C.  Meem,  Elias  Cahn, 
T.  Kennard  Thomson,  James  F.  Fouhy,  Charles  Rufus  Harte. 
Joseph  A.  A.  Connelly,  J.  S.  Branne,  and  A.  W.  Buel.     102. 

SURVEYING. 

Surveys  for  classifying  irrigable  lands.     222. 

TEMPERATURE. 

—  at  Calgary  and  Gleichen,  Alberta.     225. 

TIMBER. 

"The  Properties  of  Balsa  Wood  (Ochroma  Lagoptis)."  R.  C.  Car- 
penter.    Discussion :  A.  P.  Lundin  and  Leonard  M.  Cox-.     156. 

TIMBERING. 

Methods  used  in  excavating  tunnels  for  Lexington  Avenue  Sul)wa\', 
New  York  City.     341. 

TRAMWAYS. 

See  CABLEWAYS. 

TUNNELS. 

Concrete  lining  for  —  ,  Lexington  Avenue  Subway,  New  York  City. 
382. 

"Construction  Methods  for  Rogers  Pass  Tunnel."  A.  C.  Dennis. 
448.  Discussion :  E.  Lauchli,  Robert  A.  Shailcr,  R.  H.  Keays. 
F.  Lavis,  James  F.  Sanborn,  Lazarus  White,  T.  Kennard  Thom- 
son, Francis  Lee  Stuart,  J.  V.  Davies,  S.  A.  Knowles,  R.  E. 
Dougherty,  C.  R.  Hulsart,  and  J.  G.  Sullivan.     471. 

Description  of  the  pioneer  or  auxiliary  heading  method  of  construc- 
tion used  for  the  Rogers  Pass  Tunnel.     457  et  seq. 

Method  of  tunneling  for  subway  under  Trinity  Vestry  Building. 
92,   102. 

"Tunnel  Work  on  Sections  8,  9,  10,  and  11,  Broadway- Lexington 
Avenue  Subway,  New  York  City."  Israel  V.  Werbin.  341.  Dis- 
cussion: Maurice  Griest,  John  II.  Madden,  Robert  Tl.  Jacobs, 
T.  Kennard  Thomson,  John  H.  Myers,  H.  G.  Moultt)n,  Robert 
Ridgway,   C.   V.   V.   Powers,   and    Fraiuis   Donaldson.     3()2. 
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UNDERGROUND  RAILWAYS. 

"Tunnel    Work    on    Sections    8,    9,    10,    and    11,    Broadway-Lexington 

Avenue    Subway,    New   York   City."      Israel    V.    Werbin.      (Witk 

Discussion.)     341. 
Sec  also  SUBWAYS. 
UNDERGROUND  WATER. 
Sec  GROUND-WATER. 
UNDERPINNING. 

Roadway   support  at   portals,   Lexington   Avenue   Subway,    New   York 

City.     352. 
"  —  Trinity  Vestry  Building  for   Subway   Construction."     H.   de   B. 

Parsons.     (Witli  Discussion.)     74. 

UNITED  STATES  WEATHER  BUREAU. 

"Suggested  Changes  and  Extension  of  the  —  Service  in  California." 
George  S.  Binckley,  and  Charles  H.  Lee.  (With  Discussion.) 
161. 

VALUATION. 

"A  Alethod  of  Determining  a  Reasonable  Service  Rate  for  Munici- 
pally Owned  Public  Utilities."  J.  B.  Lippincott.  (With  Discus- 
sion.)    413. 

"Final  Report  of  the  Special  Committee  to  Formulate  Principles  and 
Methods  for  the  —  of  Railroad  Property  and  Other  Public 
Utilities."      (With   Discussion.)      131 1. 

"The  —  of  Land."  L  P.  Jerrard.  582.  Discussion:  W.  I.  King, 
Hugh  A.  Kelly,  Edward  S.  Rankin,  T.  Kennard  Thomson,  J.  S. 
Walker,  William  J.   Boucher,  and  Franklin  F.  Mayo.     618. 

VENTILATION. 

—  in  tunneling  by  the  pioneer  heading  method.     448. 
WATER. 

Report  of  tests  of  —  from  filtration  plant  and  Ohio  River  at  Parkers- 
burg,  W^  Va.     785  et  seq. 

WATER,  FLOW  OF,  IN  OPEN  CHANNELS. 

"Surges  in  an  Open  Canal."  R.  D.  Johnson.  112.  Discussion:  Karl 
R.  Kennison  and  Irv'ing  P.  Church.     116. 

WATER  POWER. 

"Surges  in  an  Open  Canal."  R.  D.  Johnson.  (With  Discussion.) 
112. 

WATER-PROOFING. 

—  concrete   specimens  in  sea  water.     675,  689,  695,   707. 

—  of  concrete.     1122,  1153  et  seq. 
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WATER  SUPPLY. 

"Suggested  Changes  and  Extension  of  the  United  States  Weather 
Bureau  Service  in  CaHfornia."  George  S.  Binckley,  and  Charles 
H.  Lee.      (With  Discussion.)      i6i. 

WATER-WORKS. 

"A  Method  of  Determining  a  Reasonable  Service  Rate  for  Munici- 
palh'  Owned  Public  Utilities."  J.  B.  Lippincott.  (With  Discus- 
sion.)    413. 

"Final  Report  of  the  Special  Committee  to  Formulate  Principles  and 
Methods  for  the  Valuation  of  Railroad  Property  and  Other  Pub- 
lic Utilities."      (With  Discussion.)      131 1. 

"The  Water  Supply  of  Parkersburg,  W.  Va."  William  M.  Hall.  749. 
Discussion :  John  W.  Hill,  Alexander  Potter,  George  W.  Fuller, 
Nicholas  S.  Hill,  Jr.,  Walter  E.  Spear,  T.  Kennard  Thomson, 
H.  F.  Dunham,  Theodore  S.  Johnson,  Philip  Burgess,  James  H. 
Fuertes,  Morris  Knowles,  J.  D.  Stevenson,  and  Edward  Mayo 
Tolman.     788. 

WELLS. 

"The  Water  Supply  of  Parkersburg,  W.  Va."  William  M.  Hall. 
(With  Discussion.)     749. 

WHARVES. 

"Unusual  Coffer-Dam  for  i  000- Foot  Pier,  New  York  City."  Charles 
W.   Staniford.      (With  Discussion.)     498. 

WOOD. 

See  TIMBER. 
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